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PREFACE 


The Title List of Documents Made Publicly A vaiiable is a monthly publication* It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
(1) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and {2) 
nondoeketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records. 
This series of documents is indexed by a Personal Author Index, n Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title IJst includes the information formerly issued through the Depart- 
ment of Energy publication Tower Reactor Docket Infomarian, last published in January 1979. Microfiche of the 
docketed information listed in flic Title List is available for sale on a subscription bnsis from the National I cchnicul 
Information Service (NT1S). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, i f there arc title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCK Km > ITEMS 

The listings within Docket 50 arc divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories arc; 

A. Applieution/construction stage documents and correspondence 
11. Utility Preliminary Safety Analysis Report (PSAR) t amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Pinal Environmental (Impact) Statements (DPS and F US). and correspondence 

E. NRC Safely Evaluation Report (SUR), supplements and correspondence 

P. Security, medical, emergency and flrc-protcction plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J. Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 
E. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards ( ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on non-antilrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W. Decommissioning stage documents und correspondence 

X. Onsite low-level wastes storage 

Appendix A sets forth those categories and describes the materials available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 

(7) P. Operating license stage documents & correspondence 

© © 

8411270362 Submits renewed, amended & updated petition under 2.206, urging NRC to re- 
quire that util provide Commission full disclosure of intended sources Sc environ conse- 
quences prior to issuing full power OL. 

SUGAR MAN, R.J. (?) Sugarman, Dcnworfh Sc HcHcgcrs (?) 84/11/21 

~© Denton, H. Office of Nuclear Reactor Regulation, Director 2pp. 

27628:356:27628:357 



1. NRC/PDR Document category (see Appendix A). 

2. NRC Accession Number (year, month, day, and sequence number of item). 

3. Description of information contained in the document. 

4. Personal author(s). An asterisk in this position indicates that there is no personal author. 

5. Corporate, agency or nonindividual source. 

6. Dale of document described 

7. Recipient of document and NRC or corporate affiliation. 

8. Pages in this document. 

9. This five-digit number is the NRC 48X microfiche designation. 

10. The three-digit portion of this entry is the number of the frame on which this document starts. 

1 1. The five-digit portion of this entry is the number of the frame on which this* document ends. 

12. The three-digit portion of this entry is the number of the frame on which this document ends. 

13. If this space is blank, the document is available to the public only in the NRC Public Document 
Room, 1717 H St., N W , Washington, D.C. 20555. If this space is filled, it gives other sources for 
copies of the document. The entry may be “Available at NRC“ for sale; “Available at NTIS”; or 
“Available at GPO.” 

The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal 
items. Entries indented and preceded by a dash arc items that were submitted as enclosures to principal items. 
In general, indented items are not in accession number sequence. If the docketed document has a contract 
(FIN) number or a formal report number, it will appear in the last line of the item following entry 5. 

NON DOCKETED ITEMS 

The nondocketcd items are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. These categories and their symbols are: 

10CFR— Commission Meeting Records 
ACRS— Advisory Committee on Reactor Safeguards 
COMMISSION— NRC Commissioners 
CONTRACT— NRC Contracts and Modifications 
DISCLOSURE— Financial Disclosure Information 
FOIA— Freedom of Information Act Requests and Releases 
GEN TECH IS— Generic Technical Lssucs 
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N IJRI vCi — NIJRHG Reports and Related Correspondence 

ORG -Correspondence with Other Organizations 

PR**- Proposed Rule 

PUM— Petition lor Rulemaking 

PROJ- ••Projects— Predockel Licensing 

PT2 1 — Noneomplianee Reports and Related Correspondence 

QAWJ- Quality Assurance Inspections 

RLGGD- Regulatoiy Guides 

RKS Research and Technical Assistance Reports 

RLVILW GRP- NRC Research Review Groups 

RM- Rulemakings 

SLCY Position Pajiers He lore the Commission 
ST ATI? PROG State Programs 

TOPRIiP Vendor Repoils and Related Correspondence 
WASH Regulatory Publications Pro NURLG Series 
WAS IM MGT Nucleai Waste Management 
WAS'IT KLS Waste Management Research Reports 
XPORTLIC l-xjiorls and Import Licenses 


Appendix B sets loith these categories and describes the material available in each. Omission o( a category 
in the listing for a docket indicates that no documents in that category weie Tiled in the lime peiiod ol the repot t. 


'Hie principal elements of the notufoekeied items ate: 

® NURliG NURLG Kepoits and Related Coiiespomlcnee 

0 0 
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K2(MWO207 NUKIX Hi 'K \W12 VO.V 

f RISK ASSl-SSMI-NT Mi l IIOI)()l.(KiY 1 >1 : .V 1 .1 .Ol'M I N I IOR WASH' ISOLATION 
MLDIA. Technical Review ol Documents 

NDKLG/CK I 170, NHRLG/CR 1.177, Nl/RLG/CK I.W it 

© SH:Vi;NS. C.A . IUI.I.WOOD. Hi., IIASIN. S.I.. Science Applications, Inc. 

(7 )- — / IN 11 (<<M. SA1 202 HI i'A. X2/02/2X. Division <i I KislyAwilysis. 

I2.lp. Available m NRC | V> .00 . 1 |?.|7<>:>I7: l»l7(i:.W\ 


0 


I RISK ASNr.SSIVIr.l 
J IN (ii:Ol.O(ilC M 

| Nuiti.a/ru I2(>2. 
l,NUKl-:(}/Ck Klim. 


(L») 4 ® <U>® 4 (l5> 4(H) 


1. Nondoeket categoiy 

2. NK( 1 2 3 4 5 * 7 8 * 10 11 12 13 Accession Ntitnber (year, rnonlh, day. and sequence number ol item) 

3. NRC Repot i Number 

4. Title and description of inhumation contained in the document 

5. Personal authorls). An asterisk in ibis position indicates that there is no personal author, 

h- Corporate, agency or other nonindividual souiee. 

7. Contract or linancial (LIN) number (il any). II the document lias a secondary repot t number, it will 
appear following ibis enity. 

8. Secondary icpoit number assigned by originator 

( L Date ol document described. 

10. NRC' organi/ational iceipienl. 

1 1 . Pages in document. 

12. All NURLG-series documents are available lor purchase at NRC Information on ordering 
documents is given below. AJ) NURliG series documents are also available at N TIN. Inhumation on 
ordering Iroiu NTIS is also given below 

13. Price lor which NRC sells the documents. 
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14. This five-digit number is the NRC 48X microfiche designation. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

16. This five-digit number is the microfiche on which this document ends 

17. This three-digit number is the frame on which this document ends. 

The Nondockcted Items list is arranged sequentially by Accession Number within category. Indented items 
preceded by a dash are enclosures to unindented items. 

NOTES: 

1. The address for NRC is: 

Director 

Division of Publications Services 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO 
Deposit Account holders may charge their orders by calling (301) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 487-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge 
card number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 


To place orders, either write to the NRC PDR or call (202) 634-3274. When ordering documents 
listed in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduc- 
tion charges and method of payment, based on the current reproduction contract, arc obtainable 
from the PDR. 
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Docket Name Page 

Low Level Radwaste Disposal Sites - Docket 

27 

27-048 RICHLANO, WA, U.S. ECOLOGY, INC. 1 

Domestic Licensing of Source Material - 

Docket 40 

40-0299 UMETCO MINERALS CORP., RIVERTON, 1 

WY 

40-0791 UNITED TECHNOLOGIES CORP., EAST 1 

HARTFORD, CT 

40-1162 WESTERN NUCLEAR, INC., JEFFREY 1 

CITY, WY 

40-1341 TENNESSEE VALLEY AUTHORITY, 1 

CHATTANOOGA, TN 

40-2061 KERR-MCGEE CHEMICAL CORP., WEST 1 

CHICAGO, IL 

40-3392 ALLIED-SIGNAL, INC., METROPOLIS, IL 1 

40-3453 ATLAS MINERALS, INC., DENVER, CO 1 

40-4492 AMERICAN NUCLEAR CORP., CASPER, 1 

WY 

40-6500 ENERGY, DEPT. OF, CANONSBURG, PA 2 

40*6659 PETROTOMICS CO.. SHIRLEY BASIN, 2 

WY 

40-7102 SHIELDALLOY METALLURGICAL CORP., 2 

NEWFIELD, NJ 

40-7455 WHITTAKER METALS, LOS ANGELES, 2 

CA 

40-7604 SOHIO CHEMICAL CO., LIMA, OH 2 

40-0027 KERR-MCGEE NUCLEAR CORP., 2 

OKLAHOMA CITY, OK 

40-8084 RIO ALGOM MINING CORP., MOAB, UT 3 

40-8102 EXXON CO., USA, HOUSTON, TX 3 

40-8452 BEAR CREEK URANIUM CO., CASPER, 3 

WY 

40-8502 MALAPAI RESOURCES CO., PHOENIX, 3 

AZ 

40-8546 NATIONAL AERONAUTICS & SPACE 3 

ADMIN., HAMPTON, VA 

40-8576 ED LOW INTERNATIONAL CO., 3 

WASHINGTON, DC 

40-S6B1 UMETCO MINERALS CORP., GRAND 3 

JUNCTION, CO 

40-8604 MALAPAI RESOURCES CO., CASPER, 3 

WY 

40-8714 CLEVELAND-CLIFFS IRON CO., 3 

CLEVELAND, OH 

40-8724 CHEMETRON CORP., CHICAGO, IL 4 

40-8745 OGLE PETROLEUM, INC., CASPER, WY 4 

40-8768 KERR-MCGEE NUCLEAR CORP., 4 

OKLAHOMA CITY, OK 


Docket Name Page 

40-8801 RADIATION MANAGEMENT CORP., 4 

NORTHBROOK, IL 

40-8837 TELEDYNE ENGINEERING SERVICES, 4 

WALTHAM, MA 

40-0857 EVEREST MINERALS CORP., CONVERSE 4 

COUNTY, WY 

40-8902 ANACONDA MINERALS CO., GRANTS, 4 

NM 

40-8903 HOMESTAKE MINING CO., GRANTS, NM 4 

40-8904 BP AMERICA, INC./L-BAR URANIUM 5 

FACILITY, SALT LAKE 

40-8905 KERR-MCGEE CORP /QUIVIRA MINING 5 

CO„ OKLAHOMA CITY, OK 

40-8907 UNITED NUCLEAR CORP., SANTA FE, 5 

NM 

40-091 1 MOBIL ALTERNATIVE ENERGY, INC., 5 

BOULDER, CO 

40-0926 ALTAIR RESOURCES, INC , CASPER, WY 5 

40-8943 FERRET EXPLORATION CO. OF 5 

NEBRASKA, DENVER, CO 

40-8948 METALLURG, INC., NEWFIELD, NJ 5 

40-8964 SEQUOYAH FUELS CORP., OKLAHOMA 5 

CITY, OK 

40-0971 U.S. ENERGY CORP., RIVERTON, WY 5 

Domestic Licensing of Production and 

Utilization Facilities - Docket 50 

50-2 FORD NUCLEAR REACTOR 5 

50-3 INDIAN POINT STATION, UNIT 1 5 

50-10 DRESDEN NUCLEAR POWER STATION, 6 

UNIT 1 

50-16 ENRICO FERMI ATOMIC POWER PLANT, 7 

UNIT 1 

50-20 MASSACHUSETTS INSTITUTE OF 7 

TECHNOLOGY RESEARCH REACTOR 

50-27 WASHINGTON STATE UNIV. RESEARCH 0 

REACTOR (TRIGA) 

50-29 YANKEE-ROWE NUCLEAR POWER 8 

STATION 

50-54 CINTICHEM 9 

50-57 BUFFALO MATERIALS RESEARCH 10 

CENTER 

50-59 TEXAS A&M UNIV. RESEARCH 10 

REACTOR 

50-62 UNIV. OF VIRGINIA RESEARCH 10 

REACTOR 

50-76 AEROJET GENERAL ELECTRONICS 10 

50-03 UNIV. OF FLORIDA TRAINING REACTOR 10 

50-89 GENERAL ATOMIC CO. 1 0 

50-1 13 UNIV. OF ARIZONA RESEARCH 10 

REACTOR 


IX 



Docket 

Name 

Page 
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Page 

50-116 

IOWA STATE UNIV. RESEARCH 

10 

50-278 

PEACH BOTTOM ATOMIC POWER 

74 

REACTOR 



STATION, UNIT 3 


50-123 

UNIV. OF MISSOURI RESEARCH 
REACTOR-ROLLA 

10 

50-280 

SURRY POWER STATION, UNIT 1 

SURRY POWER STATION, UNIT 2 

81 



50-281 

83 

60-124 

VIRGINIA POLYTECHNIC INSTITUTE 
TRAINING REACTOR 

11 

50-282 

PRAIRIE ISLAND NUCLEAR STATION, 

06 




UNIT 1 


50-128 

TEXAS A&M UNIV. RESEARCH 

11 


FORT CALHOUN STATION, UNIT 1 


REACTOR 


50-285 

87 

50-133 

HUMBOLDT BAY POWER PLANT. UNIT 3 

11 

50-286 

INDIAN POINT STATION, UNIT 3 

90 

50-139 

UNIV. OF WASHINGTON RESEARCH 

12 

50-287 

OCONEE NUCLEAR STATION, UNIT 3 

92 


REACTOR 


50-288 

REED COLLEGE RESEARCH REACTOR 

94 

50-142 

UCLA TRAINING REACTOR 

12 

50-289 

THREE MILE ISLAND NUCLEAR 

94 

50-143 

PHILIPPINES RESEARCH REACTOR 

12 


STATION, UNIT 1 


50-146 

SAXTON NUCLEAR EXPERIMENTAL 

12 

50-293 

PILGRIM NUCLEAR POWER STATION, 

96 


FACILITY 



UNIT 1 


50-150 

OHIO STATE UNIV RESEARCH 

12 

50-295 

ZION NUCLEAR POWER STATION, UNIT 

99 


REACTOR 



1 


50-155 

BIG ROCK POINT NUCLEAR PLANT 

UNIV. OF WISCONSIN RESEARCH 

12 

50-296 

DROWNS FERRY NUCLEAR POWER 
STATION, UNIT 3 

100 

50-156 

14 

50-297 

102 

REACTOR 

GEORGIA INSTITUTE OF TECHNOLOGY 

NORTH CAROLINA STATE UNIV. 

PULSTAR REACTOR 

50-160 

14 




RESEARCH REACTOR 


50-298 

COOPER NUCLEAR STATION 

102 

50-163 

GA TECHNOLOGIES 

14 

50-301 

POINT BEACH NUCLEAR PLANT, UNIT 2 

105 

50-170 

ARMED FORCES RADIOBIOLOGY 

14 

50-302 

CRYSTAL RIVER NUCLEAR PLANT. UNIT 

1 0ff 


RESEARCH INSTITUTE 


3 

50-171 

PEACH BOTTOM ATOMIC POWER 

14 

50-304 

ZION NUCLEAR POWER STATION, UNIT 

108 


STATION, UNIT 1 


2 

50-182 

PUR0UE UNIV. RESEARCH REACTOR 

15 

50-305 

KEWAUNEE NUCLEAR POWER PLANT 

110 

50-104 

NATIONAL BUREAU OF STANDARDS 

15 

50-306 

PRAIRIE ISLAND NUCLEAR STATION, 

in 


REACTOR 



UNIT 2 


50-186 

UNIV. OF MISSOURI RESEARCH 
REACTORCOLUMBIA 

15 

50-309 

M AJNE YANKEE ATOMIC POWER PLANT 

113 

50-192 

UNIV. OF TEXAS RESEARCH REACTOR 

15 

50-311 

SALEM NUCLEAR GENERATING 

STATION, UNIT 2 

114 

50-193 

RHODE ISLAND & PROVIDENCE 
PLANTATIONS AEC 

15 

50-312 

RANCHO SECO NUCLEAR GENERATING 
STATION 

116 

50-201 

WEST VALLEY REPROCESSING PLANT 

16 

50-313 

ARKANSAS NUCLEAR ONE, UNIT 1 

110 

50-206 

SAN ONOFRE NUCLEAR STATION, UNIT 

1 

16 

50-315 

DONALD C. COOK NUCLEAR POWER 

120 




PLANT, UNIT 1 


50-213 

HADDAM NECK PLANT 

18 

50-316 

DONALO C. COOK NUCLEAR POWER 

122 

50-219 

OYSTER CREEK NUCLEAR POWER 

20 


PLANT, UNIT 2 



PLANT 


50-317 

CALVERT CLIFFS NUCLEAR POWER 

124 

50-267 

FORT ST. VRAIN NUCLEAR 

55 


PLANT, UNIT 1 



GENERATING STATION 


50-318 

CALVERT CLIFFS NUCLEAR POWER 

126 

50-269 

OCONEE NUCLEAR STATION, UNIT 1 

57 


PLANT, UNIT 2 


50-270 

OCONEE NUCLEAR STATION, UNIT 2 

59 

50-320 

THREE MILE ISLAND NUCLEAR 

STATION, UNIT 2 

120 

50-271 

VERMONT YANKEE NUCLEAR POWER 

61 




STATION 


50-321 

EDWIN 1. HATCH NUCLEAR PLANT, UNIT 

1 

130 

50-272 

SALEM NUCLEAR GENERATING 

64 




STATION, UNIT 1 


50-322 

SHOREHAM NUCLEAR POWER STATION 

132 

50-275 

DIABLO CANYON NUCLEAR POWER 

65 

50-323 

DIABLO CANYON NUCLEAR POWER 

134 


PLANT, UNIT 1 



PUNT, UNIT 2 


50-277 

PEACH BOTTOM ATOMIC POWER 

68 

50-324 

BRUNSWICK STEAM ELECTRIC PLANT, 

136 


STATION, UNIT 2 



UNIT 2 


Docket Name Page 

50*325 BRUNSWICK STEAM ELECTRIC PLANT, 138 

UNIT 1 

50-326 UNIV. OF CALIFORNIA AT IRVINE 140 

RESEARCH REACTOR 

50-327 SEQUOYAH NUCLEAR PLANT, UNIT 1 140 

50*328 SEQUOYAH NUCLEAR PLANT, UNIT 2 1 44 

50*329 MIDLAND PLANT, UNIT 1 147 

50*330 MIDLAND PLANT, UNIT 2 1 40 

50*331 DUANE ARNOLD ENERGY CENTER 148 

50-333 JAMES A. FITZPATRICK NUCLEAR 150 

POWER PLANT 

50*334 BEAVER VALLEY POWER STATION, 151 

UNIT 1 

50*335 ST. LUCIE PLANT, UNIT 1 153 

50*336 MILLSTONE NUCLEAR POWER 155 

STATION, UNIT 2 

50*338 NORTH ANNA POWER STATION, UNIT 1 157 

50*339 NORTH ANNA POWER STATION, UNIT 2 1 59 

50-341 ENRICO FERMI ATOMIC POWER PLANT, 160 

UNIT 2 

50*344 TROJAN NUCLEAR PLANT 164 

50-346 DAVIS-BESSE NUCLEAR POWER 167 

STATION, UNIT 1 

50-348 JOSEPH M. FARLEY NUCLEAR PLANT, 171 

UNIT 1 

50-352 LIMERICK GENERATING STATION, UNIT 1 73 

1 

50-353 LIMERICK GENERATING STATION. UNIT 1 74 

2 

50-354 HOPE CREEK NUCLEAR STATION, UNIT 1 76 

1 

50-358 WILLIAM H. ZIMMER NUCLEAR 1 78 

STATION, UNIT 1 

50-361 SAN ONOFRE NUCLEAR STATION, UNIT 1 78 

2 

50-362 SAN ONOFRE NUCLEAR STATION, UNIT 180 

3 

50*363 FORKED RIVER NUCLEAR STATION, 182 

UNIT 1 

50*364 JOSEPH M. FARLEY NUCLEAR PLANT, 102 

UNIT 2 

50-366 EDWIN L HATCH NUCLEAR PLANT, UNIT 184 

2 

50*368 ARKANSAS NUCLEAR ONE, UNIT 2 186 

50*369 WILLIAM B. MCGUIRE NUCLEAR 188 

STATION, UNIT 1 

50*370 WILLIAM B. MCGUIRE NUCLEAR 191 

STATION, UNIT 2 

50*373 LASALLE COUNTY STATION, UNIT 1 193 

50-374 LASALLE COUNTY STATION, UNIT 2 194 

50-376 NORTH COAST NUCLEAR PLANT 196 

50-382 WATERFORD GENERATING STATION, 196 

UNIT 3 


Docket Name Page 

50*387 SUSQUEHANNA STEAM ELECTRIC 198 

STATION, UNIT 1 

50*388 SUSQUEHANNA STEAM ELECTRIC 200 

STATION, UNIT 2 

50-389 ST. LUCIE PLANT, UNIT 2 202 

50*390 WATTS BAR NUCLEAR PLANT, UNIT 1 203 

50-391 WATTS BAR NUCLEAR PLANT, UNIT 2 205 

50-395 VIRGIL C. SUMMER NUCLEAR STATION, 206 

UNIT 1 

50-397 WPPSS NUCLEAR PROJECT, UNIT 2 208 

50-400 SHEARON HARRIS NUCLEAR POWER 210 

PLANT, UNIT 1 

50*404 NORTH ANNA POWER STATION, UNIT 3 212 

50*405 NORTH ANNA POWER STATION, UNIT 4 212 

50-409 LA CROSSE BOILING WATER REACTOR 212 

50*410 NINE MILE POINT NUCLEAR STATION, 213 

UNIT 2 

50*412 BEAVER VALLEY POWER STATION, 215 

UNIT 2 

50-413 CATAWBA NUCLEAR STATION, UNIT 1 216 

50-414 CATAWBA NUCLEAR STATION, UNIT 2 219 

50-416 GRAND GULF NUCLEAR STATION, UNIT 221 

1 

50-417 GRAND GULF NUCLEAR STATION, UNIT 223 

2 

50-423 MILLSTONE NUCLEAR POWER 224 

STATION, UNIT 3 

50-424 ALVIN W. VOGTLE NUCLEAR PLANT, 226 

UNIT 1 

50-425 ALVIN W. VOGTLE NUCLEAR PLANT, 228 

UNIT 2 

50-434 SURRY POWER STATION, UNIT 3 230 

50-435 SURRY POWER STATION, UNIT 4 230 

STN-50- FLOATING NUCLEAR PLANT 230 

437 

50-438 BELLEFONTE NUCLEAR PLANT, UNIT 1 231 

50*439 BELLEFONTE NUCLEAR PLANT, UNIT 2 232 

50*440 PERRY NUCLEAR POWER PLANT, UNIT 232 

1 

50-441 PERRY NUCLEAR POWER PLANT, UNIT 234 

2 

50-443 SEABROOK NUCLEAR STATION, UNIT 1 236 

50-444 SEABROOK NUCLEAR STATION, UNIT 2 239 

50*445 COMANCHE PEAK STEAM ELECTRIC 242 

STATION, UNIT 1 

50*446 COMANCHE PEAK STEAM ELECTRIC 246 

STATION, UNIT 2 

STN-50* BYRON STATION, UNIT 1 249 

454 

STN-50* BYRON STATION, UNIT 2 251 

455 
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Docket Name Page 

STN-50- BRAID WOOD STATION, UNIT 1 253 

456 

STN-50- BRAIDWOOD STATION, UNIT 2 255 

457 

50-458 RIVER BEND STATION. UNIT 1 257 

50-460 WPPSS NUCLEAR PROJECT, UNIT 1 250 

50-46 1 CLINTON POWER STATION, UNIT 1 259 

STN-50- CESSAR SYSTEM 80 262 

470 

50-471 PILGRIM NUCLEAR POWER STATION. 262 

UNIT 2 

50-472 PILGRIM NUCLEAR POWER STATION, 262 

UNIT 3 

STN-50- WOLF CREEK GENERATING STATION 262 

482 

STN-50- CALLAWAY PLANT, UNIT I 264 

483 

STN-50- SOUTH TEXAS PROJECT, UNIT 1 266 

498 

STN-50- SOUTH TEXAS PROJECT, UNIT 2 269 

499 

STN-50- WPPSS NUCLEAR PROJECT, UNIT 3 271 

508 

STN-50- HARTSVILLE NUCLEAR PLANT, UNIT 1 272 

516 

STN-50- HARTSVILLE NUCLEAR PLANT, UNIT 3 272 

520 

STN-50- PALO VERDE NUCLEAR STATION, UNIT 272 

528 1 

STN-50- PALO VERDE NUCLEAR STATION, UNIT 274 

529 2 

STN-50- PALO VERDE NUCLEAR STATION, UNIT 276 

530 3 

50-537 CLINCH RIVER BREEDER REACTOR 278 

50-538 MEMPHIS STATE UNIV. RESEARCH 27B 

REACTOR 

STN-50- BLACK FOX STATION. UNIT 1 278 

556 

STN-50- BLACK FOX STATION, UNIT 2 278 

557 

60-601 RESAR SP/90 278 

TEXAS RESEARCH REACTOR 279 

• CENTRIFUGE ENRICHMENT 279 


CENTRIFUGE ENRICHMENT 279 


IWR DESIGN 279 


t Special Nuclear 


'ELL INTERNATIONAL CORP.. 279 

)GA PARK, CA 

ZK & WILCOX CO., LYNCHBURG, 280 


Docket Name Page 

70-0036 COMBUSTION ENGINEERING. INC , 28C 

WINDSOR, CT 

70-0135 BABCOCK & WILCOX CO.. APOLLO, PA 28C 

70 0143 NUCLEAR FUEL SERVICES, INC., 281 

ERWIN, TN 

70-0270 MISSOURI, UNIV. OF, COLUMBIA. MO 281 

70-0364 BABCOCK & WILCOX CO.. APOLLO, PA 281 

70 0371 UNC NAVAL PRODUCTS, INC., 282 

UNCASVILLE, CT 

70-068 7 CINTICHEM, INC., TUXEDO. NY 287 

70-0698 WESTINGHOUSE ELECTRIC CORP , 282 

PITTSBURGH. PA 

70-0734 GA TECHNOLOGIES, INC., SAN DIEGO. 202 

CA 

70-0754 GENERAL ELECTRIC CO., PLEASANTON, 282 

CA 

70-0824 BABCOCK & WILCOX CO., LYNCHBURG. 282 

VA 

70-0920 RENSSELAER POLYTECHNIC 282 

INSTITUTE, TROY, NY 

70-0925 KERR-MCGEE NUCLEAR CORP , 282 

OKLAHOMA CITY, OK 

70-1100 COMBUSTION ENGINEERING, INC., 262 

WINDSOR, CT 

70-1 1 13 GENERAL ELECTRIC CO.. WILMINGTON, 202 

NC 

70-1151 WESTINGHOUSE ELECTRIC CORP., 202 

COLUMBIA. SC 

70-1193 KERR-MCGEE NUCLEAR CORP., 282 

OKLAHOMA CITY, OK 

70-1201 BABCOCK & WILCOX CO.. LYNCHBURG, 28! 

VA 

70-1207 NAVY, DEPT. OF, SILVER SPRING. MD 28- 

70-1257 ADVANCED NUCLEAR FUELS CORP., 28- 

RICHLANO, WA 

70-1308 GENERAL ELECTRIC CO.. SAN JOSE. CA 28 

70 2786 GENERAL ELECTRIC CO., SAN JOSE, CA 28 

70-2932 TEXAS UTILITIES GENERATING CO., 20 

DALLAS, TX 

70-3054 PHILADELPHIA ELECTRIC CO., 28 

PHILADELPHIA, PA 

70-3055 GEORGIA POWER CO., WAYNESBORO. 28 

GA 

70- 3057 TU ELECTRIC, DALLAS, TX 20 

Packaging of Radioactive Material for 

Transport and Transportation of Radioactive 

Material Under Certain Conditions - Docket 71 

71- 0102 SOURCE PROD. & EQUIP. CO., INC. 28 

71-01 59 LOCKHEED MISSILES & SPACE CO., 28 

INC. 

71-0173 PACIFIC NORTHWEST LABORATORIES 28 

71-0275 DUQUESNE LIGHT CO. 2fi 

71-0535 TEXAS, UNIV. OF 2E 
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71 0655 MICHIGAN STATE UNIV., EAST 285 

LANSING. Ml 

71-0656 PROFESSIONAL WELDING ASSOCIATES, 285 

INC. 

71-0657 N.V. ENTERPRISES 285 

71-3002 MODEL NR-10. NIPPON NUCLEAR FUEL 285 

DEVELOPMENT CO.. LTD. 

71-3004 MODEL: JMS-07Y-18.5T. 285 

TRANSPORTATION, DEPT. OF 

71-4986 MODEL: RA-2. RA-3, RA-J. GENERAL 285 

ELECTRIC CO. 

71-5595 MODEL L&M ORNL URANIUM 285 

SHIELDED CASK. ENERGY, DEPT. OF 

71-5939 MODEL: GE-1 500. GENERAL ELECTRIC 205 

CO. 

71-5957 MODEL: BMI-1, BA TTELLE COLUMBUS 285 

LABORATORY 

71-5971 MODEL 200, GENERAL ELECTRIC CO. 205 

71-6003 MODEL: M-130, ENERGY, DEPT OF 285 

71-6058 MODEL: B-3, CINTICHEM, INC. 286 

71-6070 MODEL: 927A1 & 927C1, COMBUSTION 206 

ENGINEERING, INC. 

71-6206 MODEL: B, BABCOCK & WILCOX CO 286 

71-6581 MODEL: 51 032-1 & 1A. EXXON NUCLEAR 286 

CO.. INC. 

71-6677 MODEL: LP-12, ENERGY, DEPT. OF 286 

71-6717 MODEL: 671 7-B. GAMMA INDUSTRIES, 206 

INC. 

71-0006 MODEL; Al 500 SU, TECH/OPS, INC. 286 

71-8010 MODEL: NLI-1/2. NUCLEAR ASSURANCE 286 

CORP. 

71-8022 MODEL: CE-250-2, COMBUSTION 286 

ENGINEERING, INC. 

71-9028 MODEL: 684 & 684E. TECH/OPS, INC. 286 

71-9032 MODEL: 650, TECH/OPS, INC. 286 

71-9033 MODEL: 660 & 660E, TECH/OPS, INC. 287 

71-9035 MODEL: 680 & 680E, TECH/OPS. INC. 287 

7 1 -9036 MODEL: C-1 , SOURCE PRODUCTION & 287 

EQUIPMENT CO., INC. 

71-9056 MODEL: SPEC 2-T, SOURCE 287 

PRODUCTION & EQUIPMENT CO. 

71-9070 MODEL: N-55, NUCLEAR PACKAGING, 287 

INC. 

71-9073 MODEL: OH-142 SERIES, NUCLEAR 287 

PACKAGING. INC. 

71-9079 MODEL: NUPAC 14D-2.0, 287 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9080 MODEL: HN-600 & NUPAC 100, 288 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-8094 MODEL: CNS 14-195-H, CHEM-NUCLEAR 288 

SYSTEMS, INC. 
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71-9096 MODEL: CNS 21-300, CHEM-NUCLEAR 288 

SYSTEMS. INC. 

71-9102 MODEL: NPI-20WC-6, NEUTRON 288 

PRODUCTS, INC. 

71-9110 MODEL: MX-IC- 100. MAGNAFLUX CORP. 286 

71-9126 MODEL: 20, 20A. 50, 50A, GAMMA 288 

INDUSTRIES, INC. 

71-9127 MODEL: 100, 100A, 200, 200A. GAMMA 28e 

INDUSTRIES. INC. 

719120 MODEL: C-8. GAMMA INDUSTRIES. INC. 286 

71-9133 MODEL C-10, GAMMA INDUSTRIES, INC. 288 

71-9135 MODEL: CENTURY S & SA, GAMMA 28E 

INDUSTRIES, INC. 

71-9151 MODEL: HN-100 SERIES 3, 288 

WESTINGHOUSE-HITTMAN NUCLEAR 

71-9156 MODEL: IR-50, INDUSTRIAL NUCLEAR 288 

CO. 

71-9157 MODEL: IR-100, INDUSTRIAL NUCLEAR 286 

CO. 

71-9159 MODEL: NUPAC 14/1 90L, M & H, 208 

NUCLEAR PACKAGING, INC. 

71-9163 MODEL: GNG-20. GULF NUCLEAR. INC. 288 

71-9174 MODEL: F-147, ATOMIC ENERGY OF 28S 

CANADA, LTD. 

71-9176 MODEL: NUPAC 14/2I0L & M/210H, 26 S 

NUCLEAR PACKAGING. INC. 

71-9183 MODEL: NAC-1, NUCLEAR ASSURANCE 209 

CORP. 

71-9184 MODEL: PAS-1, NUCLEAR PACKAGING, 289 

INC. 

71-9107 MODEL: 865, TECH/OPS, INC. 209 

71-9202 MODEL: TN-BRP, TRANSNUCLEAR. INC. 289 

71-9208 MODEL: NUPAC 10-142, NUCLEAR 209 

PACKAGING, INC. 

71-9213 MODEL: TN-GEMINI. TRANSNUCLEAR, 209 

INC. 

71-9210 MODEL: TRUPACT.lt, ENERGY, DEPT. 209 

OF 

71-9220 MODEL: 884, AMERSH AM CORP. 289 

71-9222 MODEL: HN-215H, WESTINGHOUSE 289 

HITTMAN NUCLEAR, INC. 

71-9224 MODEL: HN-190-2, WESTINGHOUSE 209 

HITTMAN NUCLEAR, INC. 

71- 9226 MODEL: NAC-LWT, NUCLEAR 289 

ASSURANCE CORP. 

Licensing of Independent Spent Fuel Storage 
- Docket 72 

72- 0001 MORRIS OPERATIONS. GENERAL 289 

ELECTRIC CO. 

72-0002 VIRGINIA ELECTRIC 8 POWER CO. 290 

72-0003 CAROLINA POWER & LIGHT CO. 290 

72-0004 DUKE POWER CO., 50-269 290 
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Name Docket Page 

Low Level Radwaste Disposal Sites • 

Docket 27 

RICHLAND, WA, U.S. ECOLOGY, INC. 27-040 1 

Domestic Licensing of Source Material • 

Docket 40 

ALLIED-SIGNAL, INC., METROPOLIS, IL 40-3302 1 

ALTAIR RESOURCES. INC., CASPER. WY 40-8926 5 

AMERICAN NUCLEAR CORP.. CASPER, WY 40-4492 1 

ANACONDA MINERALS CO.. GRANTS, NM 40-0902 4 

ATLAS MINERALS, INC., DENVER, CO 40-3453 1 

BEAR CREEK URANIUM CO., CASPER, WY 40-8452 3 

BP AMERICA, INC./L-BAR URANIUM 40-8904 5 

FACILITY, SALT LAKE 

CHEMETRON CORP., CHICAGO, IL 40-8724 4 

CLEVELAND-CLIFFS IRON CO.. CLEVELAND, 40-8714 3 

OH 

EDLOW INTERNATIONAL CO., 40-8576 3 

WASHINGTON, DC 

ENERGY, OEPT. OF. CANONSBURG, PA 40-6500 2 

EVEREST MINERALS CORP., CONVERSE 40-8857 4 

COUNTY, WY 

EXXON CO., USA, HOUSTON, TX 40-8102 3 

FERRET EXPLORATION CO. OF NEBRASKA, 40-8943 5 

DENVER, CO 

HOMESTAKE MINING CO., GRANTS. NM 40-8903 4 

KERR-MCGEE CHEMICAL CORP., WEST 40-2061 1 

CHICAGO, IL 

KERR-MCGEE CORP./QUIVIRA MINING CO., 40-8905 5 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8027 2 

OKLAHOMA CITY, OK 

KERR-MCGEE NUCLEAR CORP., 40-8768 4 

OKLAHOMA CITY. OK 

MALAPAI RESOURCES CO.. CASPER. WY 40-8684 3 

MALAPAI RESOURCES CO., PHOENIX, AZ 40-8502 3 

METALLURG, INC., NEWFIELD, NJ 40-8940 5 

MOBIL ALTERNATIVE ENERGY, INC., 40-8911 5 

BOULDER. CO 

NATIONAL AERONAUTICS & SPACE ADMIN., 40-8546 3 

HAMPTON. VA 

OGLE PETROLEUM. INC., CASPER, WY 40-8745 4 

PETROTOMICS CO., SHIRLEY BASIN, WY 40-6659 2 

RADIATION MANAGEMENT CORP., 40-8801 4 

NORTHBROOK, IL 

RIO ALGOM MINING CORP., MOAB, UT 40-8084 3 

SEQUOYAH FUELS CORP., OKLAHOMA 40-8964 5 

CITY, OK 


Name Docket Page 

SHIELDALLOY METALLURGICAL CORP., 40-7102 2 

NEWFIELD, NJ 

SOHIO CHEMICAL CO., LIMA, OH 40-7604 2 

TELEDYNE ENGINEERING SERVICES, 40-8837 4 

WALTHAM, MA 

TENNESSEE VALLEY AUTHORITY. 40-1341 I 

CHATTANOOGA, TN 

U S. ENERGY CORP., RIVERTON, WY 40-8971 5 

UMETCO MINERALS CORP., GRAND 40-8681 3 

JUNCTION, CO 

UMETCO MINERALS CORP., RIVERTON, WY 40-0299 I 

UNITED NUCLEAR CORP., SANTA FE, NM 40-8907 5 

UNITED TECHNOLOGIES CORP., EAST 40-0791 1 

HARTFORD, CT 

WESTERN NUCLEAR. INC., JEFFREY CITY, 40-1 162 I 

WY 

WHITTAKER METALS, LOS ANGELES, CA 40-7455 2 


Domestic Licensing of Production and 
Utilization Facilities - Docket 50 

AEROJET GENERAL ELECTRONICS 50-76 10 

ALCHEMIE CENTRIFUGE ENRICHMENT 50-604 270 

PLANT 

ALCHEMIE CENTRIFUGE ENRICHMENT 50-603 270 

PLANT 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 1 50-424 220 

ALVIN W. VOGTLE NUCLEAR PLANT, UNIT 2 50-426 220 

ARKANSAS NUCLEAR ONE, UNIT 1 50-313 1 1 0 

ARKANSAS NUCLEAR ONE, UNIT 2 50-368 180 

ARMED FORCES RADIOBIOLOGY 50-170 14 

RESEARCH INSTITUTE 

BEAVER VALLEY POWER STATION, UNIT 1 50-334 161 

BEAVER VALLEY POWER STATION, UNIT 2 60-412 215 

BELLEFONTE NUCLEAR PLANT, UNIT 1 50-438 231 

BELLEFONTE NUCLEAR PLANT, UNIT 2 50-439 232 

BIG ROCK POINT NUCLEAR PLANT 50-155 12 

BLACK FOX STATION. UNIT 1 STN-50-556 270 

BLACK FOX STATION. UNIT 2 STN-50-557 270 

BRAIDWOOD STATION, UNIT 1 STN-60-456 253 

BRAIDWOOD STATION, UNIT 2 STN-50-457 265 

BROWNS FERRY NUCLEAR POWER 50-296 100 

STATION, UNIT 3 

BRUNSWICK STEAM ELECTRIC PLANT, 50-325 130 

UNIT 1 

BRUNSWICK STEAM ELECTRIC PLANT, 50-324 136 

UNIT 2 

BUFFALO MATERIALS RESEARCH CENTER 50-57 10 

BYRON STATION, UNIT 1 STN-50-454 249 
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Docket 
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Docket 

Page 

BYRON STATION, UNIT 2 STN-SO-455 

251 

HADDAM NECK PLANT 

50-213 

18 

CALLAWAY PLANT, UNIT 1 STN-SO-483 

264 

HARTSVILLE NUCLEAR PLANT. UNIT 1 

STN-50-518 

272 

CALVERT CLIFFS NUCLEAR POWER PLANT, 

50-317 

124 

HARTSVILLE NUCLEAR PLANT, UNIT 3 

STN-50-520 

272 

UNIT t 



HOPE CREEK NUCLEAR STATION. UNIT 1 

50-354 

>76 

CALVERT CLIFFS NUCLEAR POWER PLANT, 
UNIT 2 

50-318 

126 

HUMBOLDT BAY POWER PLANT. UNIT 3 

50-133 

11 

CATAWBA NUCLEAR STATION, UNIT 1 

50-113 

216 

INDIAN POINT STATION, UNIT 1 

50-3 

5 

CATAWBA NUCLEAR STATION, UNIT 2 

50-114 

219 

INDIAN POINT STATION. UNIT 3 

50-206 

so 

CESSAR SYSTEM 60 STN-50-470 

262 

IOWA STATE UNIV. RESEARCH REACTOR 

50-116 

10 

CINTICHEM 

50-54 

9 

JAMES A. FITZPATRICK NUCLEAR POWER 
PLANT 

50-333 

150 

CLINCH RIVER BREEDER REACTOR 

50-537 

278 

JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 50-340 

171 

CLINTON POWER STATION. UNIT 1 

50*461 

259 

1 



COMANCHE PEAK STEAM ELECTRIC 

50-445 

242 

JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 50-364 

n 

182 

STATION. UNIT 1 



£ 



COMANCHE PEAK STEAM ELECTRIC 

50*446 

246 

KEWAUNEE NUCLEAR POWER PLANT 

50-305 

110 

STATION. UNIT 2 



LA CROSSE BOILING WATER REACTOR 

50-409 

212 

COOPER NUCLEAR STATION 

50-298 

102 

LASALLE COUNTY STATION, UNIT 1 

50-373 

193 

CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 

50-302 

106 

LASALLE COUNTY STATION, UNIT 2 

50-374 

194 

DAVIS-8ESSE NUCLEAR POWER STATION, 
UNIT 1 

50-346 

167 

LIMERICK GENERATING STATION, UNIT 1 

50-352 

173 



LIMERICK GENERATING STATION, UNIT 2 

50-353 

174 

DIABLO CANYON NUCLEAR POWER PLANT, 

50-275 

65 



UNIT 1 



MAINE YANKEE ATOMIC POWER PLANT 

50-309 

113 

DIABLO CANYON NUCLEAR POWER PLANT, 

50-323 

134 

MASSACHUSETTS INSTITUTE OF 

50-20 

7 

UNIT 2 



TECHNOLOGY RESEARCH REACTOR 



DONALD C. COOK NUCLEAR POWER 

50-315 

120 

MEMPHIS STATE UNIV. RESEARCH 

50-538 

278 

PLANT, UNIT 1 



REACTOR 



DONALD C. COOK NUCLEAR POWER 

PLANT, UNIT 2 

50-316 

122 

MIDLAND PLANT, UNIT 1 

50-329 

147 



MIDLAND PLANT, UNIT 2 

50-330 

140 

DRESDEN NUCLEAR POWER STATION. 

UNIT 1 

50-10 

6 

MILLSTONE NUCLEAR POWER STATION, 

50-336 

165 



UNIT 2 



DUANE ARNOLO ENERGY CENTER 

50-331 

148 

MILLSTONE NUCLEAR POWER STATION, 

50-423 

224 

EDWIN 1. HATCH NUCLEAR PLANT. UNIT 1 

50-321 

130 

UNIT 3 



EDWIN 1. HATCH NUCLEAR PLANT. UNIT 2 

50-366 

184 

NATIONAL BUREAU OF STANDARDS 
REACTOR 

50-184 

15 

ENRICO FERMI ATOMIC POWER PLANT, 

50-16 

7 



UNIT 1 


NINE MILE POINT NUCLEAR STATION, UNIT 50-410 

213 

ENRICO FERMI ATOMIC POWER PLANT, 

50-341 

160 




UNIT 2 

NORTH ANNA POWER STATION, UNIT 1 

50-330 

157 

FLOATING NUCLEAR PLANT STN-50-437 

230 

NORTH ANNA POWER STATION, UNIT 2 

50-339 

159 

FORD NUCLEAR REACTOR 

50 2 

5 

NORTH ANNA POWER STATION, UNIT 3 

50-404 

212 

FORKED RIVER NUCLEAR STATION. UNIT 1 

50-363 

162 

NORTH ANNA POWER STATION. UNIT 4 

50-405 

212 

FORT CALHOUN STATION, UNIT 1 

50-285 

87 

NORTH CAROLINA STATE UNIV. PULSTAR 
REACTOR 

50-297 

102 

FORT ST. VRAIN NUCLEAR GENERATING 
STATION 

50-267 

55 

NORTH COAST NUCLEAR PLANT 

50-376 

196 

GA TECHNOLOGIES 

50-163 

14 

OCONEE NUCLEAR STATION, UNIT 1 

50-269 

57 

GE ADVANCED BWR DESIGN STN-50-605 

279 

OCONEE NUCLEAR STATION. UNIT 2 

50-270 

59 

GENERAL ATOMIC CO. 

50-89 

10 

OCONEE NUCLEAR STATION, UNIT 3 

50-287 

92 

GEORGIA INSTITUTE OF TECHNOLOGY 

50-160 

14 

OHIO STATE UNIV. RESEARCH REACTOR 

50-150 

12 

RESEARCH REACTOR 



OYSTER CREEK NUCLEAR POWER PLANT 

50-219 

20 

GRAND GULF NUCLEAR STATION. UNIT 1 

50-416 

221 

PALO VERDE NUCLEAR STATION. UNIT 1 

STN-50-526 

272 

GRAND GULF NUCLEAR STATION, UNIT 2 

50-417 

223 

PALO VERDE NUCLEAR STATION. UNIT 2 

STN-50-529 

274 
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Docket Page 


PALO VERDE NUCLEAR STATION, UNIT 3 STN-50-530 

276 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 1 

50-171 

14 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 2 

50-27 7 

68 

PEACH BOTTOM ATOMIC POWER STATION, 
UNIT 3 

50-270 

74 

PERRY NUCLEAR POWER PLANT, UNIT 1 

50*440 

232 

PERRY NUCLEAR POWER PLANT. UNIT 2 

50-441 

234 

PHILIPPINES RESEARCH REACTOR 

50-143 

12 

PILGRIM NUCLEAR POWER STATION, UNIT 

1 

50-293 

96 

PILGRIM NUCLEAR POWER STATION, UNIT 

2 

50-471 

262 

PILGRIM NUCLEAR POWER STATION, UNIT 

3 

50-472 

262 

POINT BEACH NUCLEAR PLANT, UNIT 2 

50-301 

105 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

1 

50-282 

86 

PRAIRIE ISLAND NUCLEAR STATION, UNIT 

2 

50-306 

111 

PURDUE UNIV. RESEARCH REACTOR 

50-182 

15 

RANCHO SECO NUCLEAR GENERATING 
STATION 

50-312 

116 

REED COLLEGE RESEARCH REACTOR 

50-280 

94 

RESAR SP/90 

50-601 

278 

RHODE ISLAND & PROVIDENCE 

PLANTATIONS AEC 

50-193 

15 

RIVER 8END STATION, UNIT 1 

50-450 

257 

SALEM NUCLEAR GENERATING STATION, 
UNIT 1 

50-272 

64 

SALEM NUCLEAR GENERATING STATION, 
UNIT 2 

50-311 

114 

SAN ONOFRE NUCLEAR STATION, UNIT 1 

50-206 

16 

SAN ONOFRE NUCLEAR STATION, UNIT 2 

50-361 

178 

SAN ONOFRE NUCLEAR STATION, UNIT 3 

50-362 

180 

SAXTON NUCLEAR EXPERIMENTAL 

FACILITY 

50-146 

12 

SEABROOK NUCLEAR STATION, UNIT 1 

50-443 

236 

SEABROOK NUCLEAR STATION, UNIT 2 

50-444 

239 

SEQUOYAH NUCLEAR PLANT, UNIT 1 

50-327 

140 

SEQUOYAH NUCLEAR PLANT, UNIT 2 

50-328 

144 

SHEARON HARRIS NUCLEAR POWER 

PLANT, UNIT 1 

50-400 

210 

SHOREHAM NUCLEAR POWER STATION 

50-322 

132 

SOUTH TEXAS PROJECT. UNIT 1 STN-50-49Q 

266 

SOUTH TEXAS PROJECT, UNIT 2 STN-50-499 

269 

ST. LUCIE PLANT. UNIT 1 

50-335 

153 

ST. LUCIE PLANT, UNIT 2 

50-389 

202 

SURRY POWER STATION, UNIT 1 

50-280 

81 


xvii 


SURRY POWER STATION, UNIT 2 

50-281 

83 

SURRY POWER STATION, UNIT 3 

50-434 

230 

SURRY POWER STATION, UNIT 4 

50-435 

230 

SUSQUEHANNA STEAM ELECTRIC 

STATION. UNIT 1 

50-387 

198 

SUSQUEHANNA STEAM ELECTRIC 

STATION. UNIT 2 

50-388 

200 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-59 

10 

TEXAS A&M UNIV. RESEARCH REACTOR 

50-120 

11 

THREE MILE ISLAND NUCLEAR STATION. 
UNIT 1 

50-289 

94 

THREE MILE ISLAND NUCLEAR STATION, 
UNIT 2 

50-320 

128 

TROJAN NUCLEAR PLANT 

50-344 

164 

UCLA TRAINING REACTOR 

50-142 

12 

UNIV. OF ARIZONA RESEARCH REACTOR 

50-113 

10 

UNIV. OF CALIFORNIA AT IRVINE 
RESEARCH REACTOR 

50-326 

140 

UNIV. OF FLORIDA TRAINING REACTOR 

50-03 

10 

UNIV. OF MISSOURI RESEARCH REACTOR- 
COLUMBIA 

50-186 

15 

UNIV. OF MISSOURI RESEARCH REACTOR- 
ROLLA 

50-123 

10 

UNIV. OF TEXAS RESEARCH REACTOR 

50-192 

15 

UNIV. OF TEXAS RESEARCH REACTOR 

50 602 

279 

UNIV. OF VIRGINIA RESEARCH REACTOR 

50 62 

10 

UNIV. OF WASHINGTON RESEARCH 
REACTOR 

50-139 

12 

UNIV. OF WISCONSIN RESEARCH 

REACTOR 

50-156 

14 

VERMONT YANKEE NUCLEAR POWER 
STATION 

50-271 

61 

VIRGIL C. SUMMER NUCLEAR STATION, 
UNIT 1 

50-395 

206 

VIRGINIA POLYTECHNIC INSTITUTE 
TRAINING REACTOR 

50-124 

11 

WASHINGTON STATE UNIV. RESEARCH 
REACTOR (TRIGA) 

50-27 

8 

WATERFORD GENERATING STATION, UNIT 
3 

50-382 

196 

WATTS BAR NUCLEAR PLANT, UNIT 1 

50-390 

203 

WATTS BAR NUCLEAR PLANT. UNIT 2 

50-391 

205 

WEST VALLEY REPROCESSING PLANT 

50-201 

16 

WILLIAM B. MCGUIRE NUCLEAR STATION. 
UNIT 1 

50-369 

100 

WILLIAM B. MCGUIRE NUCLEAR STATION, 
UNIT 2 

50-370 

191 

WILLIAM H. ZIMMER NUCLEAR STATION. 
UNIT 1 

50-350 

178 

WOLF CREEK GENERATING STATION 

STN-50-482 

262 

WPPSS NUCLEAR PROJECT, UNIT 1 

50*460 

259 

WPPSS NUCLEAR PROJECT, UNIT 2 

50-397 

208 



Name 

Docket 

Page 

WPPSS NUCLEAR PROJECT, UNIT 3 STN-50-508 

271 

YANKEE-ROWE NUCLEAR POWER STATION 

50*29 

8 

ZION NUCLEAR POWER STATION, UNIT 1 

50*295 

99 

ZION NUCLEAR POWER STATION, UNIT 2 

50*304 

108 

Domestic Licensing of Special Nuclear 
Material - Docket 70 



ADVANCED NUCLEAR FUELS CORP., 
RICHLAND. WA 

70*1257 

284 

BABCOCK & WILCOX CO., APOLLO. PA 

70-0135 

280 

BABCOCK & WILCOX CO.. APOLLO, PA 

70 0364 

281 

BABCOCK & WILCOX CO . LYNCH8URG, VA 

70-0824 

282 

BABCOCK & WILCOX CO . LYNCHBURG, VA 

70*1201 

283 

BABCOCK & WILCOX CO.. LYNCHBURG, VA 

70-0027 

280 

CINTICHEM. INC.. TUXEDO. NY 

70-0687 

282 

COMBUSTION ENGINEERING, INC , 
WINDSOR, CT 

70-1100 

283 

COMBUSTION ENGINEERING. INC., 
WINDSOR, CT 

70*0036 

280 

GA TECHNOLOGIES, INC., SAN DIEGO, CA 

70-0734 

282 

GENERAL ELECTRIC CO., PLEASANTON. CA 

70-0754 

282 

GENERAL ELECTRIC CO , SAN JOSE, CA 

70-2786 

284 

GENERAL ELECTRIC CO., SAN JOSE. CA 

70-1308 

284 

GENERAL ELECTRIC CO., WILMINGTON, NC 

70*1113 

283 

GEORGIA POWER CO., WAYNESBORO, GA 

70-3055 

284 

KERR-MCGEE NUCLEAR CORP . 

OKLAHOMA CITY. OK 

70-1193 

283 

KERR-MCGEE NUCLEAR CORP . 

OKLAHOMA CITY. OK 

70-0925 

203 

MISSOURI, UNIV. OF. COLUMBIA, MO 

70-0270 

281 

NAVY. DEPT. OF, SILVER SPRING, MD 

70*1207 

284 

NUCLEAR FUEL SERVICES, INC., ERWIN, TN 

70-0143 

281 

PHILADELPHIA ELECTRIC CO., 
PHILADELPHIA. PA 

70-3054 

284 

RENSSELAER POLYTECHNIC INSTITUTE, 
TROY, NY 

70*0920 

283 

ROCKWELL INTERNATIONAL CORP., 
CANOGA PARK, CA 

70-0025 

279 

TEXAS UTILITIES GENERATING CO . 

DALLAS. TX 

70-2932 

284 

TU ELECTRIC. DALLAS, TX 

70*3057 

284 

UNC NAVAL PRODUCTS, INC.. UNCASVILLE, 
CT 

70-0371 

282 

WESTINGHOUSE ELECTRIC CORP.. 
COLUMBIA, SC 

70*1151 

283 

WESTINGHOUSE ELECTRIC CORP., 
PITTSBURGH, PA 

70-0698 

282 


Packaging of Radioactive Material for 
Transport and Transportation of 
Radioactive Material Under Certain 
Conditions • Docket 7 1 


Name Docket 

DUOUESNE LIGHT CO. 71-0275 

LOCKHEED MISSILES & SPACE CO., INC. 71-0159 

MICHIGAN STATE UNIV., EAST LANSING. Ml 7 1 -0655 

MODEL: 100, 100A, 200, 200A, GAMMA 71-9127 

INDUSTRIES, INC. 

MODEL: 20. 20A, 50. 50A, GAMMA 71-9126 

INDUSTRIES. INC. 

MODEL: 200. GENERAL ELECTRIC CO. 71-5971 

MODEL. 51032-1 & 1A, EXXON NUCLEAR 71-6581 

CO.. INC. 

MODEL: 650. TECH/OPS, INC. 71-9032 

MODEL: 660 & 660E, TECH/OPS, INC. 71-9033 

MODEL: 671 7-B. GAMMA INDUSTRIES, INC. 71-6717 

MODEL: 680 & 680E, TECH/OPS, INC. 71-9035 

MODEL: 684 & 684E, TECH/OPS, INC. 71-9028 

MODEL: 865. TECH/OPS, INC. 71-9187 

MODEL: 884, AMERSHAM CORP. 71-9220 

MODEL: 927A1 & 927C1, COMBUSTION 71-6078 

ENGINEERING, INC. 

MODEL- A1 500 SU, TECH/OPS, INC 71-9006 

MODEL- 8, BABCOCK & WILCOX CO 71 -6206 

MODEL: B-3, C1NTICHEM, INC. 71-6050 

MODEL: BMI-1. 8ATTELLE COLUMBUS 71-5957 

LABORATORY 

MODEL: C-1, SOURCE PRODUCTION & 71-9030 

EQUIPMENT CO., INC. 

MODEL: C-10, GAMMA INDUSTRIES, INC. 71-9133 

MODEL: C-8, GAMMA INDUSTRIES. INC. 71-9120 

MODEL; CE-250-2, COMBUSTION 71 -9022 

ENGINEERING, INC. 

MODEL: CENTURY S & SA, GAMMA 71-9135 

INDUSTRIES. INC. 

MODEL: CNS 14-195-H. CHEM-NUCLEAR 71-9094 

SYSTEMS, INC. 

MODEL: CNS 21-300. CHEM-NUCLEAR 71-9096 

SYSTEMS, INC. 

MODEL: F-147, ATOMIC ENERGY OF 71-9174 

CANADA, LTD. 

MODEL: GE-1500, GENERAL ELECTRIC CO. 71-5939 

MODEL: GNG-20, GULF NUCLEAR. INC. 71-9163 

MODEL: HN-100 SERIES 3. 71-9151 

WESTINGHOUSE-HITTMAN NUCLEAR 

MODEL: HN- 190-2. WEST INGHOUSE 71-9224 

HITTMAN NUCLEAR, INC. 

MODEL: HN-215H, WESTINGHOUSE 71-9222 

HITTMAN NUCLEAR, INC. 

MODEL: HN-600 & NUPAC 100, 71-9080 

WESTINGHOUSE-HITTMAN NUCLEAR 

MODEL: IR-100, INDUSTRIAL NUCLEAR CO. 71-9157 

MODEL: IR-50, INDUSTRIAL NUCLEAR CO. 71-9156 


Name 

Docket 

Page 

MODEL: JMS-87Y-1 8.5T, TRANSPORTATION, 
DEPT. OF 

71-3004 

285 

MODEL: L&M ORNL URANIUM SHIELDED 
CASK, ENERGY, DEPT. OF 

71-5595 

285 

MODEL: LP-12, ENERGY , DEPT OF 

71-6677 

286 

MODEL: M-130, ENERGY, DEPT. OF 

71-6003 

285 

MODEL: MX-IC 100, MAGNAFLUX CORP. 

71-9110 

288 

MODEL: N-55, NUCLEAR PACKAGING, INC. 

71*9070 

287 

MODEL: NAC-1, NUCLEAR ASSURANCE 
CORP. 

71*9183 

289 

MODEL: NAC-LWT, NUCLEAR ASSURANCE 
CORP. 

71*9225 

289 

MODEL: NLl-1/2, NUCLEAR ASSURANCE 
CORP. 

71-9010 

286 

MODEL: NPI-20WC-6, NEUTRON 

PRODUCTS, INC. 

71-9102 

288 

MODEL: NR-10, NIPPON NUCLEAR FUEL 
DEVELOPMENT CO., LTD. 

71-3002 

285 

MODEL: NUPAC 10*142, NUCLEAR 
PACKAGING, INC. 

71-9208 

289 

MODEL: NUPAC 14/190L, M & H, NUCLEAR 
PACKAGING. INC. 

71-9159 

280 

MODEL: NUPAC 14/210L & 14/210H, 
NUCLEAR PACKAGING, INC. 

71-9176 

289 

MODEL: NUPAC 14D-2.0, WESTINGHOUSE- 

71-9079 

287 


HITTMAN NUCLEAR 


Name 

Docket 

Page 

MODEL: OH* 1 42 SERIES, NUCLEAR 
PACKAGING, INC. 

71-9073 

287 

MODEL: PAS-1, NUCLEAR PACKAGING, INC. 

71-9184 

289 

MODEL: RA-2, RA-3, RA-J, GENERAL 
ELECTRIC CO. 

71-4986 

285 

MODEL: SPEC 2-T, SOURCE PRODUCTION 
& EQUIPMENT CO. 

71-9056 

287 

MODEL: TN-BRP, TRANSNUCLEAR, INC. 

71-9202 

289 

MODEL: TN-GEMINI, TRANSNUCLEAR, INC. 

71-9213 

289 

MODEL: TRUPACT-II, ENERGY, DEPT. OF 

71-9218 

209 

N.V. ENTERPRISES 

71-0657 

285 

PACIFIC NORTHWEST LABORATORIES 

71-0173 

205 

PROFESSIONAL WELDING ASSOCIATES, 

INC. 

71-0656 

205 

SOURCE PROD. & EQUIP. CO., INC. 

710102 

205 

TEXAS, UNIV. OF 

71-0535 

285 

Licensing of Independent Spent Fuel 

Storage - Docket 72 



CAROLINA POWER & LIGHT CO. 

72 0003 

290 

DUKE POWER CO., 50-269 

72-0004 

290 

MORRIS OPERATIONS, GENERAL 

ELECTRIC CO. 

72-0001 

209 

VIRGINIA ELECTRIC & POWER CO. 

72-0002 

290 


XJX 
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LOW LEVEL RADWASTE DISPOSAL SITES 


OOCKET 27-040 RICHLAND, WA t U S. ECOLOGY, INC. 

6807260210 Forwards Rev 0 to Richland Operational Procoduro ROP 70. "Operation of 
Tonneloc Gas Flow Proportional Counting Sys." Updated tablo of contonls.chango 
Index & attach me nta litio pago also end 

COLEMAN, C. US. Ecology. Inc (formerly Nuclear Engineering, Inc). 08/07/10. 
INGERSOLL.C E. Washngton, State of. 2pp. 46303:043-46303.078. 

-8607260233 Rev 0 to Radiation Operational Procoduro ROP 70, 1 Opera lion of Tonne- 
lec Gas Flow Proportional Counting Sys " 

* U S. Ecology. Inc. (formerly Nuclear Engineering, Inc ) 00706707. 34pp. 46303 045* 
46303.076. 

8806160328 Provides proposed approach for NRC licensing of SNM wo 9 to disposal at 
Agreement Stato facilities for endorsement, implementation of approach will ollective- 
ly utilize limiied staff resources & minimize dual regulation. 

KNAPP, M R. Division of Low Level Waste Management & Decommissioning (Post 
070413) 88708/00. THOMPSON.H.l. Offico of Nuclear Material Safety & 

Safeguards, Director 10pp. 48542 006-46542 095. 

6608120201 Forwards Change 1 to Rev 1 of facility operations procoduros Procedures 
represent rev of inlo submitted in support of application to ronow Ucenso 16-10204- 

Ol 

ADAMS.S R. U.S Ecology, Inc. (formerly Nucloar F.nglnooring, Inc.). 60/00/11. 
SHAFFNER.J, NRC ♦ No Dotaried Aflikaton Given. 2pp 46530:204-46540 1 05 

—6608120212 Facility operations procoduros. 

• U.S. Ecology, Inc (formerly Nucloar Engineering. Inc). 80/07/13. 530pp. 
46530:296-46540:106 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 404)299 UMETCO MINERALS CORP-, RIVERTON, WY 

8807270050 Ack receipt of 080607 Hr ro Issuanco of Amond 6 lo Uconso SU A 640, to 
include provision for semlvolatilo orgenlc scans in Condition 350 Roquosls withdrawal 
of subl provision from license. 

LYON5.P J. UMETCO Minerals Corp (subs of Union Carbldo Corp) 00706/16. 
HAWKINS.E F. Uranium Rocovory Retd Ofc. R4 2pp. 46326:356-46326:350 

—88 07270051 Responds to 000405 roquoat to domonstrato full oxploroUon of comploto 
array ol hazardous constituents that may bo in tailings soluilon. 

TRAMMEL L.J.W. UMETCO Minorats Corp (subs of Union Carbldo Corp ). 00/00/16 
KONWINSKI.G.R. Uranium Rocovory Flo!d Ofc. R4. 2pp. 46326 350 463*6 350. 

8807280344 Ack receipt of 800324 Mr to NRC roovaluollon of Issuanco of 071007 
Amend 1 to Ltconso 5UA-640 

ARTHUR, W.J. Energy. Dept. of. 80/00/16 SMITH.D- Uranium Rocovory Flold Ole, 
R4. ip. 46337-239-46337:239. 

8B07270067 Forwards lab repl results of special water analysis to identify unknown 
peaks on NRC chromatogram 

TRAMMELL, J.W. UMETCO Minorals Corp (subs, of Union Carbide Corp). 00/06/30. 
HAWKINS, E.F Uranium Recovery Flold Ofc, R4. 6pp. 46317:242-4031 7 247 


DOCKET 40-0791 UNITED TECHNOLOGIES CORP., EAST HARTFORD, CT 

B 008020307 Discusses requirements for shipment of thoriatod nickol scrap motal.por 
10CFR1 10.22 & general license to export nickol alloys to Canada, per 000412 & 0620 
di&cusslong 

KINNEMAN.J D. Region 1, Ofo of the Director. 80/07/21. PARSON.G.E. Unllod Tech- 
nologies Corp 2pp 46376:1 16-46375:1 17 

-8808020311 Advises of investigation of alternate disposal methods to reduce amount 
o! low level radwasto sent to Barnwoll.SC Requirements for shlpmonl of thoriatod 
nickol scrap metal lo Canada roquoatod. 

PARSONS.GE. United Technologies Corp. B0/O4/12 GLENN, J E Region 1, Ofc of 
the Director. Ip. 40376:1 17-46376: 11 7. 


DOCKET 46-1162 WESTERN NUCLEAR, INC., JEFFREY CITY, WY 

8807270100 Application for amend to Uconso SUA-50, authorizing termination of all 
Green Mountain Ion Exchange acttvlllos & transferring ownership & responsibility lo 
US Energy Corp/ Crested Corp Foe paid 

BAKER.S.J. Western Nuclear, Inc. (subs, of Phelps Dodge Corp). 88/06/27. 
SMITH.D. Uranium Recovery Field Ofc, R4. 2pp. 48307.160-46307:161. 

8008010062 Forwards general purpose rider for uso in reducing bond & lo amend land 
description lo Include Permit 381C-A4. 

WOOD.R. Wyoming. Slate of 88/06/14. COLLINS. R Western Nuclear, Ino. (subs, of 
Phelps Dodge Corp.). Ip. 46359:236-46359:236 

8807260052 Forwards "1908 361 C Annual Ropt" to Stale of WY Dept of Environ 
QtraHty.por author 880426 Hr .Reclamation cost estimates stated W/o end. 

BAKER.S.J. Western Nucloar. Inc. (subs, ol Phelps Dodgo Corp) 80/06/17. 
P6TTENGllL,H.J. Uranium Recovery Field Ofc, R4. ip. 48297:200-46297:200. 

8807280330 Requests to submit analytical repls from lab instead of transcribed data 
sheets for evaluation of water quality in Well W*23,to institute & document quality con- 
trol program 8 to rept flold measurements of temp, conductivity & pH. 

SHAFFER.R., GARLAND.B. Wyoming. State of. 00/06/22. COLLINS, RW. Western 
Nuclear, Inc (subs, of Phelps Dodge Corp.) 2pp. 46318.036-46318.037. 


B807270092 Forwards annual land use survey for Westorn Nucloar, Inc, per License Con- 
dition 39. 

BAKER, SJ. Western Nucloar, Inc. (subs, of Phefpa Dodge Corn). 80/07/01. 
PETTENGtLL.H.J Uranium Rocovory Rotd Otc. R4. 2pp. 463 16 230 -403 16 240 


DOCKET 40-1341 TENNESSEE VALLEY AUTHORITY, CHATTANOOGA, TN 

8607260195 Rocommonds Issuance ol Amend 30 to license SUA-B18 lor TVA Edge- 
ment Protect Amond addros909 License Condition 21 which requires cleanup of wind- 
blown tailings & contaminated soil In Pino Hills area. 

OLSEN, T.T., HAWKINS, E.F. Uranium Rocovory Reid Ofc, R4. 88/05/26. Uranium Re- 
covery Flold Ofc, R4 4pp. 46285:331-48205:334. 

8807260381 Issues Amond 30 to License SUA-816,rovlslng Uconso Condition 21 ro 
cleanup of windblown tailings 

SMITH.R.O. Uranium Recovery Rotd Ofc, R4. 88/06/29. Tonnossoo Valley Authority. 
2pp. 46302:240-46302:251. 

-80O728O3B3 Amend 30 to Ucenso SUA-010 for TVA.rovlsing Ucenso Condition 21 ro 
cleanup of windblown ladings 

SMlTfin O. Uranium Recovery Reid Ole. R4. 08/06/29. 10pp. 46302 242-40302 251. 


DOCKET 40-2061 KERR-MCGEE CHEMICAL CORP., WEST CHICAGO, IL 

8000100027 Order.* Commission donios stall 070713 petition for review of ALA.B- 
067.Sorvod on 800800 

CHILK.S J Olfico ol Ihe Secretary of Iho Commission. #380 6673. 80/00/05. Office 
of tho General Counsol- 3pp. 40414 033 46414 035 

8608100060 Decision ' Radio logically contaminated mail doomod byproduct mall & re- 
mains undor Commission authority until contaminated landFill.brought back to Woat 
Chicago. transferred to jurisdiction of State of IL Served on 080000 
CHILK.S.J. Offico of the Secrotary of tho Commission 0300 0074. 00/08/05. 26pp. 
46413 327-46413:352. 

0808110089 Decision * Decision CLt-eo-OO.concluding that radiologies I ly conlamlnalod 
matl subj ol decontamination proceeding doomed os byproduct moll & romains undor 
Commission authority. W/Cortlflcato ol Svc Served on 000500 Ro-sorvod on 800009. 
CHILK.S.J. Offico ol tho Socrolary of the Commission. #308 0092. 06/08/05 20pp. 
40434:015 4 6434:042. 

0800110026 Advlsos that tlmo for Commission to review ALAB-085 oxplrod Com mission 
doclinod rovlow.OGclslon bocame final agoncy action on 080005. Sorvod on 880009. 
CHILK.S.J. Offico of iho Secretory of Iho Commission. #300 6891. 00/08/00. Atomic 
Safoty and Uconsfng Board Panol. Ip 40434:075-46434.075. 

0800160045 Documents rosponso lo Judge Fryo request ro fasuarreo of final supple- 
mental environ siotemonl for decommissioning of fact irty St flic mo nt oxpoclod to bo 
complotod during Oct 1900. 

LEWlS.SH. Assistant Gonoral Counsol for Hearings ^300 6920 80/00/12. 
FRYE.J H., KLINE, J.R., CARF’ENTER.J H. Atomic Safoty and Uconslng Board Panol. 
Ip. 40512:302-40512:302. 


DOCKET 40-3302 ALLIED-SIGNAL, INC., METROPOLIS, IL 

8B061B0141 Application for amend to Ucenso SUB-520, revising License Condition 24 ro 
onsite burial of U contaminated wooden pollola Foo paid 

OISHOP.J.C Allied Chemical Corp. 80/07/15. ROUSE.L. NRC * No Dotolled Affiliation 
Glvon. 11pp. 46580:302-40500:312. 

0808120246 Forwards Amond B to Uconso SUB-520.roftocting rov to radiological contin- 
gency plan & SER. 

ROUSE.LC. Fuel Cyclo Safety Branch. 88/08/04. BISHOP, J C. Alliod-Slgnal Corp Ip. 
46521:346-46521:352. 

-8806120255 Amond 0 to Ucenso SUB-620.authorizing possession & use of 68 million 
kg natural U A 100 mCl Cs-137. 

ROUSE.LC. Allied Signal Corp. 80/00/04 4pp 46521:347-46521:350. 

-8000120257 Safoty evaluation supporting Amond 0 to Uconso SUB 626 
PENNINGTON, 1 W.S. Fuol Cyclo Safoty Branch. BB/08/04. 2pp. 46521:351-46521:352. 


DOCKET 40-3453 ATLAS MINERALS, INC., DENVER, CO 

6800170142 Forwards Canonio Environ Svcs Corp, "Reclamation Plan U Mill A Tailings 
Disposal Area," per Uconse Condition 41 & util 080708 Itr Arrangements ro 000016 
mooting w/NRC confirmed 

0LU0AUGHR.E. Allas Corp. 88/08/02. HAWKINS. E.R. Uranium Rocovory Flold Ole, 
R4. 3pp. 46774:076-46774.078 

-8800170145 "Reclamation Plan U Mill & Tailings Disposal Aroa " 

• Canonio, Ino 00/08/31. 266pp. 46570 063-46570:326. 

8007260356 Confirms 800706 meeting to discusa info required by Uconeo Condition 41 
of renewed Uconso SUA 817. 

BLU0AUGH.R E Atlas Corp. 80/06/29. PETTENGtLL.H.J. Uranium Rocovory Rold 
Ofc, R4. Ip. 46427.006-46427:006. 


DOCKET 40-4492 AMERICAN NUCLEAR CORP., CASPER, WY 

8607260091 Responds (o 680523 Itr re Pormit 352 bonding Updated Info for determining 
bond liability will bo sent by end ol Juno. 

FEROUSON.J.C. Amorlcan Nuclear Corp. 80/06/08. WOOD.R Wyoming. Slato of. 
5pp 46304:076-46304:001. 


1 



2 DOCKETED ITEMS 


• 8807260101 O.scussos 1CCf‘fM0.A|i;i A tempi a a *cu «.'|u rt>i:imih NNC. vqM I* lu 
conduct workshop !o (i.scuss slalf icctn'cal pOMlion re a lurmle cunu.Nlmii:) ' 
HAWKINS* F Uranjm Recovery FiC'd Ole. IV. mwn A-mm.’.iW Cup 

2pp 46304 080 46394.681 

0607260196 S.iD.ths anneal ir.su repl l:>r 1’em‘il 3!.2 hfayy nmas in'.in ci'dlml n.|<. 
Pond 1 si.epaqo recovery pu rpbi>Ck SyS 8 dismanll'uy 8 iJu.,o;rn‘ifcsniM , i| Snvi.fnl 
add &oepar:o recovery wells rniy ho roi|j red 

MOXLEYU Wyoming. Slnto of 0U/U6/22 Wyirurg. Sln’v ti* :i|4» 

46290 236 

6800050154 AppiCdhon lor amend Id L corse SUA 0067 (fduln i| rtrrjn.r. mint fa* rum 
ping wo "is ho ng el m rttted Leons*' Cul:filiO ,v S 1? & 1U hhoJ J he <4 rn o.ihul ta-riii. >■■ 
deals w/ p 0/cmolGf,solh0nie,“l luorunin.ils & dike (JuaU’ily lei* I 
ANDRUS NJ Anxr can NjCIo«v Cw> 60/06/30 GMIIII.H V Urn- i .mi Mivtivt-y > >’ Id 
OfC. R4. 2p? 4Q440 250 46440 26 7. 


DOCKCT 40 0500 ENERGY. OEPT. OF, CANONSDURQ. PA 

8006050203 UMTRAP B.-rrol' Ve; wiy Properly CA 204 llndio'i;i| pill 8 f.r.| ni-i*Mi: r 
Assessment Ruv 2,Vo' 1 " 

• Mornten Knudsen Co . In*- 66/0V3I. PUpp 46430 23* 40436 321 

0800020036 Ack ruC0.pl O? 6811/15 Irnnsri ttnl M lot' dlih r *N | ,, n|M‘ n l ’ , ‘ 

Qincnsbctij Proposed achor.i. genernly iidcv.uiite uj h.ovib (in npl.il> «• r p'«ji m 
tj ichcs NHC pari cipnlio-r n in p umcnialion cf roon r p'rin.-n-ri i lau < ;J 
LGUAUS.PH C|M>rnlu-.a Branch W1/0//2J Afllr IL.I1 W 1mr<|y. Cu;il of Ip 
4630? 2f,6 40382 256 

0800150357 (loco'd ol 000803 lr>*C0d w/tXtf: fd so.l cOv. 1 ' riK ’i ufi.bqy nl Rum :i * 

: o Crvcnshi.rcj.PA Survey wil t:n j.cdornul dmrig TI ..'o’lnuin vr.ii lo C.ii-rnr.ii..ii| 
(J,.f.ng wk uf 00062? .ViStindGrslfintl ngs ft; hii.-vuy p'Cttdi-'fe'i ri st/Ut d 
’ Nine • No Dole ‘led Alf I aliori Given 68/OU/OO OpP 4iii.4l ?Vi 46541 ?'.? 

8QQ017GQ35 Comments cn i.ii",recn''Q sociun of Uurrul PA mivi 1 am n 8 rmii ! 
plan Plots ol setllernont 8 'atou 1 movo'runl n App A '.leull f:n rrpmvml h rnPri r 

aides wren ino' u'noni rslal'ed 8 dates aIm ji ncliui ro.nl mr. w Inkmi 

TCKAR.M Tcchmc*il (french 08/00/09 MlfGfil.lV Opi riiluri*. Hr.im o ?pp 
46572 200 .:G5?2?01 


0006160013 f I»irt..‘:l*. Ill' ll »' I I Nil I nl ‘ •»< nl ,1: • M OU.y i nip fj, , 

III IK dll. I U d.ik Hi l.|<- A ‘M mI, .> I *•. i.|un//.>/ I itJNl MAN J 

IMullS' ?| l> 111*. II / 1.0 *. 

■ 06061000 10 Hit 1 ill ■!' || ‘ I.iv. y o* i m din, < <>ip Nt wl» “ I N J ' 

HI IK .1 H I 1 1 I la k A (' < '.o P* l<i> A . . ii. .1 I'...*, i :i|A| | ii||/i , /i| 

Hnycii I. Ml. nl Hi. I ■ ’< • t m* »«.’■"/ *• V 

06001003116 I i.'iti.i*'l*. <li.i\\'"<| n 1 i.i'l** ,.!>•! *.l> a “iij In. .il.ni' i | i, <|, | lf , : |, ;Pi|| 

,|i rilli) Vtl I . NIK • pilM«'.M. , ll Ini* 1 well. I il'lllliv i | ,,)| || || 

■iluilii ill fit M, «1 

unjk.i v.iiiiNM Mi4.ii'- M r. a r;i*;i • If >11 W (I nf 

Iru ^ Mr.'. ,i n.> '.Ml v i\i\i n •■. 1 '|M.V , | *11 4i. ni -u * i im 

00061/010/ j i w nil • o.,. .‘.I p l h i,’ In »| | < n . I . i! nl i « r . ra 
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DOCKET 40-6659 PETROTOMICS CO., SHfRLEY DASIN. WY 

6807260129 Fcwa'ds (,cmp.ianco Momlo'iiig r> Upjn;r Wi*t«1 ff.vnr A:|.afi f ul Pnlndo 
rn cs lm'iiigs Area ” 

PF AFI'.S J. Polfo'0'r.ir.s Co {forrrefiy GfUly/JVlroKmi c<») im/rj!i/l.' 
HAWKINS L F Urani.im Rocovny f ed Ole. Hi Ip 4629'' fOo ii,ju r 14 i 


01100120211 1 hi, I i ii. ii- ■ I >> . A <i .i i n* Nip.il- i| h.n| i 
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DOCK* T 4D7I.U4 ’.Ml IK) l.m MIC Ai <0.1 IMA. (Ml 


-6007260134 ’"Co't'f.l iinco Munildmj i;i Uppm Wind Hivur Aiiu.fi.r nl pidrM.nri. ■. hi' 
m05 A' oa ” VV/rmo Ovors /« eric's 

PALM.M 1 POFfVAM.GL Hyil'O Crq nurrr rj fl(l/0'i/:i1 4?pji 4i> 1 , :i , i no 
40293 143 


08Q727QQ9Q I'oiwa*' Is ttivstd d'fli'\at;A rk'svgi A t.f*.;Vi;u *n (auKy p 

plan W/rl*y> ovessiro hgicos 

PrAFFSj Povoicrr:cs C’o (fofrrurly (.itHy/RuVuUi'ni;:-! <n) fin/iih/.i'i 

hAWKiNS.E F Urnnirn Rccovo'y l : c!:l O'c. fi i liOOpp 4iiiHMi;m if, cl', ,M l 

6606050065 App'.calm l<vr aiwnl ic \ SUA S'.Vu^M'M \ lmv.o V-miHin i * A 
l0CFR40.App A ro orrua' UjxMLo uf surely firmer;! nmnl f up pad 
PFAFF.SJ f’uircloriicb Co (formo'.y (iolly/fVlmkini i n (n) ldt/(:ii/.lii 

HAWKiNS.E F. U'rtn im Recovery I ro’d Oli, JM Ip 41,43/ 33‘J .Uiili/ .3 d» 

8807260044 F tr^nuts Amu; d 25 lo I'um^u SoA 5M to» Pidrcim-rn *. 4 U>. r» v. .up Ii 
conso ComMiOns 41 8 47 ru mp urroniiil on ol ruvis.fd i.iivron A pfilun-.i ■■ iii r.n j 
program 

SMIfH.n D Uranurn Ro:.ovcry f ield O'c. 114 im/n//()5 I J i>lrriCoin.jf, Co p ,<mi-ii, 
GiMly/Puhcfomcs Co) 3f:f> 46207 162 4626/ 200 

• 8007260066 Amend 25 10 Uctnsrj SUA 55 1 rotas r.g Uti icju C cinH ii:in:i <;i A 4 / in 
rrplumoeUil on of revised environ 8 uflLicm rr.nn fur nj p‘iu;mrn 
SMITH RO l> 0 r ium Recovery f o!(J Ole. f!4 00/O//O6 |i|i(i 4U?H/. 105 4»2il/ i'UK 


DOCKET 40-7102 SHIEIDAUOY METAUURGICAL COHP., NEWFIELD, NJ 


0607290067 Forwards Appl cation Inr renowa' o* I Icun&i • SMH /43 pppi udvn pn p.m-d 
as discussed po* lal'.st CmfV ol " CWdu lu Pii 4 . 0 ipT 1 ion ol Licnusu IU hi wpO Arip n ,i 
lions fer Processus of Soa'Ce Mad for Cltmnul Other ‘ 

CAMPBELL.G T. SMckf.lloy Mulnlerg.cnl Curp (10/{J//10 Pl.NNINGl ON W S I m 
Cydo Safoly Branch 2pp 40303 024-46360 154 

-8807290071 Pad 1 ol af.p'icaien ler re.’uwal ol hccnr.u SMJ /43 lr ; r .Mi l id ||in V rh-w 
hold Faci ity. J 

‘ ERT 0Q/O7/3I 45pp 4G3C0 020 46300 POO 


-8807290073 Pari 2 ol appl raicn fer wowa' of Urensn SVU 74’J for ‘ihu-'da'lnv Nf.w 
1 old Fac-hly T 

’ CRT 08/07/31 !2Cpp 40360 070 46363 154 


6000030155 Approves Shodnl'oy ruquesi fo* extnnscn of Suhmti.il dale for irji.viri 
to quosiions A rov to ronowai app'icahon untl 680715 

PENNINGTON .W S Ofhco of Nucloa* Material Sufot/ & SafUfiamM h- nr Inr 00/0 
14 Off, co of Ni. clear Maier.oi Safely A 55«ifoiioariJs.Diri;clcr 'ip 4641 ? 35 
46412 359 


0806020070 Forwards coveciod pages to ShckUUoy Muia'IjupCiil Cc.i> nin / 1 «h ,n i 

ro/.ow& ol Uconso SMB- 'M3.App C Paries vy thhe;u 

kPYlA;nnTur PDT nnmv/m n^i(u^TA..mn - . ^ ~ . 
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DOCKET 40 0027 KERR MCGEE NUCl f AH COIU* . OKI AMOMA CITY. OK 


DOCKETED ITEMS 


3 


♦*0807260180 Corrected Discharges mo'ilor..ng ropt for Mo< 1968 
UTNAGE.W Soquoy&n Fuels Co-'p (subs ol Ko'f McGou Nuclea' Co*p ) 00/03/31 
2pp -16297 301 46297 301. 

8800000042 Advises lhat Iccrsco p'ans lo change Rosb.cicci Area 1 forcu ,n v.cmiiy of 
lao Oiango to rostneted area was approved by NRC, n Amcr.d 17 issued oh 800616 
STAUTEnj C Sor^Oyah Fuols Ccrp (5ubS Of Korr-McGoo Nuclear Corp.) 80/07 / 18 
ROUSE L C 0ff.ee cf Nuclear Material Safety & Safeguards Director 4pp 46462 30/- 
46462 31 1 

8800050246 Summary of 800707 mealing w/Wilh'Op.Sl-mson.Puiram A Rotcrls law 
firm re amon.1 applicanon lor purchase of Sequoyah foe's Corn by General Alomcs 
PnOvENCHEH R B Fuel Cyc'e Solely Branch 80/07/20 Fuo' Cycle Safely Branch 
2pp 46438 358 46430 359 

0008120190 Forwards Oak Rdgo Associated Unv mpi ro raff.naio pond samp'mg ni 
Go.-e.OK locil ty.atd OOOGlO.for m'o 

ROUSE. L C ful Cycle Sofoly Branch 88/08/01 STAUTER JC Sequoya'i Fuols 
Ccrp {subs of Ko-r-MrGco Nuclear Corp ). ip 406 ‘6' 161-46515.1 73 

•8806120203 Fcrwa'us Rallinale Pore) samplng Hi Sequoyah Fuo' Ccrp site in 
Goro (M 

MURPHY, G I Oak Ridge Associated Umvs 88/03/11 ROUSS.L NHC - No Dclailrd 
Afli iaf ori Given 11 up 4G515 162-4C515 . 1 72 

••8808120205 Co n nnnis on ruviow of date on sp'il samples p'Ov.ded ro Sequoyah 
Fuels Co.-p c'ur rrj Jar '908 raff naio pond survey Small Vcinat o'is roioii n IJ analy 
sus from Pcrd 9E A n Th-230 (lain f/om pol'otifod phosphate te>Hi/or samp'o 
M-.jRPHY G L Oak R.d<jO Associated Un vs 00/06/29 PHOVENCI lEfl.R Ollicu of 
N.iclear Maternal Safely & Sa'oguHfds.C reciof ip 46515 1 73 46515 1 71 

8808 1803 7 Q Apple alien (m Rev *j lo Chanter ID O.Sccllun 16 1 5 ol License SUL) 
10IG reducing tlepoied UF6 bools from 100 to 40 lb or foss due 10 surcharge hn 
posed by DCE for cyl rdors w/ hcols in excess <d max values m OHO 65 1 
SfAUlLR.J.C Socucyan Fuuls Corp (f.ubs Of Kerr McGor; NaclOBf Ccrp | 88/08/03 
ROJSE.L C Fuo: Cyulo SafOly Branch Mpp 46688 162 46586 1 75 

0808150302 Anvisos that Socncn I ol ropl entitled. "Lhoteyica* Mon lormy Program lor 
Soq..cyah Focil'y brnp oyoes Exposed to U02F2 A I if- Arising Freni Accident on 
660104 " w.ll nol bo w.lhhold.Sociion II wi 1 / bo withhold (ref i0CFn2./h0). 

CUNNING HAM.R F Uiv.s:on of Industrial & Modicnl Nuclear Safety (Posf 870729) 
fla/06/ 10 S TAUTER J C Sequoyah Fuols Corp (subs ol Kurr-McGeo Nuc'onr Corp ) 
Jpp 46550 166 46550 170 

8808220160 Ack rccupl «1 870920.1207,1228 & 880314 ires suhmUYK) cl ‘any ns to 
lab'o cf contents 8 Chapter II 8 14 of license SUb lOlO ru u:luc 8 experience 
roco'ds of kuy perso^ol 8 resolulion of improvement items 

HOUSE l C fuel Cyc’o SafOly Branch 68/00/17 STAUIEifUC Sequoyah f ucils 
Ccrp (subs ol Kerr McGeo Nucloar Co'p ) ?pp 40605 030 46605 031 

6808220192 Issues Amend 19 tu liconso SlJIMQIft In response to 860/12 8 II) 
apeicatcr.s Amend incorporates vonhlaion conlrol 8 rosbrjed area cliangns to Rail I 
Ol I ceriso cord t ons Chapter' 3 

ROUSE.LC Fuol Cyco Saloly Branch. 88/00/17. SfAUfLfi,.JC SoqnoyOl' Fuels 
Ccrp. (suits til Kerr McGno Nudonr Corp ) 2pp 46601 1 3<J 46601 160 

♦-B808220194 Amend 19 lo License SUB • 1 0 1 0 for Sequoyah Fee's CorpAm'ind mcor- 
pO'atcs vnn'i'aron control & rostnclod urea changes for Part IJcorso 
contJ ? oris.Chjpter 3 

ROUSH,l (; nlviton ol industrial & Medical Nuclear Safely (Rost H/0729) 88/08/17 
Gnp 46601:152-46601 157 

*8808220195 Salely uvauabon supporlmc| Issuance Of amend lo license SUA-1010 
PRQVcNCHCR.R 0 Fi.ol Cyc'O SafOly Branch H8/G8/17 2pp 46<i31 158 46C01 109. 


DOCKET 40 8084 RIO ALGOM MINING CORP., MOAQ, UT 


8800090224 Fcrwams rev:sod Mr of crodil Irorn Caruidvm Irnpunoi, Bank of 
Commerco.por lolcon Hr of credt w.ll bo fnafizod crco onp/op. -nio noheo bom Depl 
of C I .Gas 8 Mn rn rocoivotf 

LITTlEJOHN.J G 7t:0 Algrjm Mining Ccrp e6/04/1D PET TENGUL.M J Uranium flu- 
ccvo.-y Fio d OfC. R4 MAY.K C Alii ‘mf on Not Assigned 4pp 46468 166 46468 169. 

8807270017 nnspenus 10 600524 lb ro ponl of COmf)!lnnco 8 mondpr.ng 
consiiluenlb Hropnsus lo col.ocf samples Irpm each listed well ai 2 wk intervals tlt.r.ng 
Junn.jgi 8 Aug 1908 & nave samplos analyzotl by vomio' tabs fo' ccnslituuhls 
HLAVEAU.U.K f»«o Alg'jm M n:ng Corj) 00/05/31 HAWKINS.E F Uranum RocOvory 
Field OfC. R4 2pp 46317-23D 46317 240 

8807290167 Inlorms ol o»porimont Intended to bo co.ndjcicd state rg 080G20 to resclvo 
f>rob!om ol high sampling rosu!ls lor fl.rbome o r sampling in precipilOlicn soclion of 
mite Proposod expomr.enl d scussod w/P Gorc*a cn 8UCG15 

REAVEAU.U.K Rio Algom M n rg Corp 66/06/17. RET TF.NGILL H J. Uranium Recov- 
ery Fold OfC R4 4pp 46355 160 46355 172 


DOCKET 40-8102 EXXON CO., USA, HOUSTON, TX 


8808050074 Forwards app icahcn fo' amond to Liconso SUA-1 13'J.cfmngng beneficiary 
of la l-rujs has n rcclarrabon surety Itr of crodd 

PATTCN J 0 Exxon Corp 8R/06/26 HAWKINS.E F Uranum Recovery Flo'iJ Ofc. R4. 
Ip. 46438 128 46430 133 

•*8800050076 Applcaiion for amend to Liconso SUA 1 l39,cltorgmg bonGbciary of tail- 
rgs basin roc'amoron surety itr of cred.l.Feo pa d 
PATION.JD Exxon Ccrp 88/06/28 5pp 4G430 129 46430 133 

8807270056 Forwards appbealion fpr ament! to I conso SOOklng approval of SGpnreto 
roclamai-on suroiy lb of credit (LC) for info Two LCs w.!l bo prepared this yr. 
RANGE.D.M. Exxon Corp 80/07/05 GEESEY.L Wycm r>g. Stole of Ip 46317:205- 
46317 205 


DOCKET 40-8452 BEAR CREEK URANJUM CO , CASPER, WY 

88072701 12 Forwards respenso lo NRC comments on Bear Crook tarings ruclarrahon 
plan W/lhroo overs /e oncis D sagrocs w/pos'on on not <ibw.ng vegotahen crodt fo 
rod^co eros cn. 

MEDLCCk.RL Unon Recif e Resources (formerly Rocky MccnUin Ennrgy) 08/06/ 
03 HAWKINS E Uranium Recovery Field Ofc. R4 164pf> 46326 058 46326:217. 


DOCKET 40-8502 MALAPAI RESOURCES CO., PHOENfX, AZ 

8808010112 Adv.sos of proposod charge to pond boaiment process as doscr.bod m 
670600 If' Au'rlilion of bar.um ch’ondo lo Pond HA os prjrrary radium removal molhed 
rocorrmondcd lo meul discharge I rn.l Usu of rad cm removal rosin wi I continue 
WICHERS.DL Milapal Hescurccs Co. 80/C5/23 WAGNER, J F Wyoming. Slfilo of. 
ip 46363 205 46363 205 

8807280349 Heq.esls assisianco w/quostions ro groundwater quaily dassibcai on in 
bigamy Mine Production Un Is 6.8,& 0. 

Wrc.HLnS.DL Malapai RuscurCOS Co 00/05/25 LUCHT.B Wyom ng. Statu of. 2pp 
46310.004 46318.005 

0807280397 Fo.'WA'ds US Fisfi & WliJIlo SvC 080517 vanar'-CO whefi Oxcmpls Mo'apai 
Resources Co from conduclmg oi'cifiuv black icoicd left el suwey for pramo dog town 
n SeCbon 7 J4-1N n76W,Jcf‘nson Cnunty.WY 

WICHERS.DL Mai a pm Reso«fCOS Co. 80/CR/O3 MOOSE Y.G Wyo.mng. State of 
3pp. -16344 234-46344 236. 

0807270077 Forwards list changes /rovs /amends vol to iiccornpany porrnil lo Mne 
4 78. t cLdinij ropf. Malapai Resourcea Ci> Rostorafon & Docomm ssion ng Plan for 
Irigaray 5 1 7 Test Steo ” 

WICHERS.DL Malapai Reso-fCes Co 80/06/ 17. MOONEY.G Wyo.m ng. Stato of 
16pp 46316 1 74 4 6316 23U. 

■8007270083 ' Malapai Roscurcus C^o Rosloroi cn & DcconimiSSiO'* ng P/an for Ingaray 
517 Tosi Silo." 

' Malnpai Resnu'cns Co. 07/06/31 50pp 46316 109 46316 236 


DOCKET 40-0546 NATIONAL AERONAUTICS & SPACE ADMIN., HAMPTON. VA 

0800120350 flospOMis lo NRC UBO/21 Hr ro v.o:ot:o"is noted in Insp 40 6546/00- 
01 Correciivo aci cns luture use of I con&od mall wi'l bo in strict ad'iorcnco lo L-cunso 
Condlon 10 

WESSFL.V.W Nat cnol Aorofia.-tcs A Space Ad.m-n 68/08/05 Documont Cunlrot 
□rare h (Occun enl Control DosM 2pp 46525 239 46525 24 1 


DOCKET 40-0570 EOLOW INTERNATIONAL CO., WASHINGTON. DC 


8808010202 Forwards Intip Rept 40 0570/88 01 cn 8(10509 lONo v:o'at:on9 or rJovi* 
at OP4 noted 

COLLINS.D M Ru*cjcn 2, Ofc cf tho D.roclor. 00/07/10 FlSK.F1 11 Edlow Inlornatienal 
Co ip 40371 350 463/1 353 

■ 8808010291 Insp ftepl 40 6576/00 01 on 000509-10 No vlolat.ons of ilovifll.ons 
noted Major areas inspected rov.uw uf Jionlih physics aspccis oi 6h:prro.qi of eight 
UTt) lihpplny conte ears tosl/danvigud aJi:le in bansil from Krpnc-o 
BASSET T,C If . HOSEY.C.M ftegion 2. Ofc of bin Director UU/07/15 3pp 
403/ 1 351 40371 353 


DOCKET 40 0681 UMETCO MINERALS CORP., GRAND JUNCTION, CO 

0007290237 ftebponds 10 NRC 080511 Itr ro violations noted n i*'Sp of Liconso SUA- 
1350 on 8604 1 M3 Cunont & past prnciicos & procoduruH hove cofnp'intJ w/requre- 
moms nf Criterion 0 ro fotJuchon of pcpulubon oxposuro 

SPARLING. D.K UMETCO MncralS Corp (subs Of Union Cprli du Corp). 00/05/31. 
PETTENGILL.I I J Urarmm Recovery f-iold Ofc. R4 17pp 46354 C54 46354 070. 


DOCKET 40-QGB4 MALAPAI RESOURCES CO., CASPER, WY 

8808010094 Not bus Dial roquosi to mslal wollhebj wuils under provisions of WS 35-11- 
427 ucroplablo.p'ov.dod opprop'iato bond l i p’aco S CP oblo ned prior lo commcnco 
morn ol aciiv.t cs 

SHAFFEH.R Wyoming, Slate of 00/06/02 WICHERS.D. Malapai Rtisourcos Co. ip 
46372 160 46372 100 

8807280279 Forwards ‘iSl of tecfmcfll de1icionc:us Idonlilied djr-ny technical roviow of 
amend Bond ng.ntijud cabon & Wyoming yamo & 5sh tocfi'ilcal commonis nol yol ro- 

LOlVOll 

SHAFFER, R Wyomrg. State ol 80/06/21. WICHERS.D. Malapai Hosou'ces Co 5pp. 
40327:126 46327:130 


DOCKET 40 8714 CLEVELAND*CL1FFS IRON CO., CLEVELAND, OH 


8607260100 inlctms teat Energy Labs will lake imenm Juan grourulwuter samplos at 
Cohns Draw on 80C6Q2 

A110GD. Cleveland Clills bon Co 00/05/25. KONWiNSKf.G. Uranium Recovery 
Field Ofc, R4. ip. 46303 027-46303 027 

0000010202 Forwards Enorgy Lab analytical ropls for groundwater bBmplGfl lakun In 
oarly May at Colics Draw Samplos from 1 1 B-Wc.l lin’d walls & hvo rron tcr wo is ro* 
ported 

AHO.G D. Clovo'and Clills. Inc. 00/06/06 KONWINSK1.G Uranium Recovery Field 
Ofc, R4 30pp 4G363.036-463G3.005. 

6007260058 Fo.'WA'ds Ene'gy Labs analyses fo.' 630602 samples from Colitna 
Draw last sampl ng schoOutod lot 800701 

AHO.G D Cleveland Ciffs bon Co 88/06/17. KONWINSKLG. NRC • No Octaited Af- 
bl ai on Given. 25pp 46300 092-4630D1 16. 
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DOCKETED ITEMS 


DOCKET 40-6W CHEMETHON COUP., CHICAGO, IL 


86Q8 15D095 Forwards "Remcd-aton Wcrk Plan NRC Response." rn /espO'-Sis to NF1C 

VVIINEHSM Allegheny 'MfG'nalicna'. ir: 08/07/29 THOMPSON.H l ONco o 4 N‘j 
clear Material Sa'tty & Sa'cguardS.D-recto; ?p? 4655? 158 46562 268 


•8808150099 Homed aton Work Flan NRC Response " 
’ Remccr. Inc 08/07/31 1&9pp 4655? 160 46652 268 


B8D8150046 Forwards 1 ttfrd co» respondent® to NRC otortred Ql ac.uvi?cs occur- 

r no s nco Chemevon Corp f> ecJ for Chapter 1 1 A „ 

LAROCHE G fool Cyclo Sa‘o:y Erancn 89/C8/10 2ELl.NER.nj. UcGnanRofco. 
Inc (fo'm^rly McGean Chernca: Co. Inc ) ip. 46554.124 46564 124 

8808220 HO Advises t»*ai NRC now n prorj'oss ol revuw np & evauatmg mlo requested 
re plan 1 rneiatio & prog-ess made towards dc-corcam na:icn 
ROUSE.t. C Fuel Cyclo Sa <61/ Branch 08/O8M 7. W-LNCH.SM Chemolrcn Co'p 
?pp 46603 235 465U3 235 


OOCKET 40-8745 OGLE PETROLEUM. INC.. CASPER, WY 


6800160223 Forwards summery ropl on ra±oac1ivO moll in W«sl lako Londl 


LAROCHE. G Fuel Cyclo Safety Branch 08/08/09 MCNiCHOLAS.C Si 
ip 46550 258 46556 253 


DOCKET 40 8037 TELEDYNE ENGINEERING SERVICES, WALTHAM, MA 


6600020262 D.scussos Telephone Inquiry 88 001 on 880714 ru nctivihes ni. 
License SUB- 1428 ro oxpiraLon ol licnnso NRC understands Mini icurisi 
renew l.cerso by sulimitrg pppl cation documunlinq changes in prod r on i 
KINNEMAN j D flegon 1, Ole of tho Director. 00/07/21 MLSSINGLH.l 
Cr.nirfiGfim Pm 4113/5 226 46375 227. 


DOCKET 40 8857 EVEREST MINERALS CORP., CONVERSE COUNTY, W 

6007260110 App‘:cat on tor amend 1o License SUA 151 1 .allowing mod Hi 
moncor we 1 , rings W/ono oversize d'Ow.ngFou paid 
HILDENBRAND.P Evorosi Minerals Corp 00/05/10 Ot SfiN.T Uhiniii 
Field OfC, R4 ip 46231 275 46291.276 


6807260061 Forwards trio re states Ol 6 son Oavn rJocomrn ssion ny. Alla » contract ex* 
tended to nc'ude diSTanling S prepa»ai‘on Aork necessary 10 condJCt auction 
planried fer late June or e<T'iyJ.il 

MOXlEYM Wyomng Slate uf 98/06/17 KCNWiNSKl.G Urgn urn Recovery FioU 
Ole. Rl 23pp. 46299 2C5 46293 220 


0808010102 D.SCuSaos rosi/.is ol investigation ol waVoi soupiiflo itlnnWwiJ it 
sys of soiling basin & proposes iniilgniivo ucLon plan to piovottl 'ml 
damago 8 to ccnia-n seeped water witn n soitl.nfl bus ns 
H'LGENBRANO.P. Evcrost Minerals Corp 08/06/01. OLSEN, I 1 Um-i..i 
Fie'rj Qfc. R4 I6pp 46303 330 40363 353. 


DOCKET 40-0760 KERR-MCGEE NUCLEAR CORP., OKLAHOMA CITY, OK 

8607270010 F erwards arnual At ARA audl rc*pl lor License SUM 387 covet ng pC'.od 
Nov 1997 • Apr 1900 „ „ 

MUNSON SC Segue, ah Fuels Corp (sues ol Korr-McGoe Nuc'uar Corp ) 89/06/ 10 
SMlTtfRD Urani.m ReCC.ery f',e‘d Cfc. H4 7pp 46326 J 22 -16326 320 


OOCKET 40-8001 RADIATION MANAGEMENT CORP , NORTHBROOK, IL 

8608050231 RADOACfiVt MATER'A' IN THE WESf LAKF LANDFILL Summary 
Hepo't 

• Or/ison of industna' & Medical Ntcloa* Safely [Post Q70729L N“JREG-130Q R0i. 
E8/C6/30 23pP 46209 004-46:169:026 

8&Q&Q40373 Fowatrts sumrnay u*pi on laCoac* matt n V.'esv VaV.o Landut |MUREG- 
ICCO.Rov Hfor comment W/o one I 

SV/lFl J J Fuel Cyclo Safely Ura^T 08/07/28 KUCtRAH Missouri. Stale of ip 
46436 182-46436 182. 

8000050190 Forwards A.HC surmary ropl cn radioactve ma*. n V/osi Lake Landlil for 
nfo.W/o end 

SWi = T.J J Fuel Cycle Safety Branch. 88/07/26. BCWEnS.C Gn^yeion. MO Ip 
46438 M 5-46428 115. 

8800110301 F : orwarr)s NRC surrmary ropl cn radioactive mail in Wosi Lake Lerdfi'l 
(NUREG 1308 Rov 1) W/o summary 

LAROCHE.G Fue 1 Cyc’o Safety Uranch 68/08/03 BANERJi.S K M-sscun. Slain O*. 
Ip 46513 109 46513 1 1? 

■8800 M 0303 Fcr^arrls NRC semmary rejl on radonc*ivo mall in West lako 

tandWI.NUHEG 13CQ Rev i W/o si-mmary 

LARCCHE.G. Fuo: Cyc*e Safely 0'ar.ch 68/00/03 TURl.G Erorqy, Ocpl of. Ip 
46513.110-45513 110 

-68001 10307 Fo.-v/arcfs NHC sjmmary repi on ratfioactivo mall n West La^o 

la ntf*- 1'. NUREG - 1 308. Rev i W/o summary 

SWiFT, J J Fuel Cyclo Sa'eiy Branch. 88/C8/03 CHFN.J Environ menial Proieclion 
Agency Ip 4GS13 HI-46513 1 11. 

•-88O011O31O Forwards NRC sumrrery rept ori radoaCNvO matl in W0S1 Lako 

iardh‘1. NUREG 13C8 .Rqv 1 W/o stnnmary 

LARDCHF.G Fuel Cycle SalGty Branch 8B/05rL>3 BERGEn JD. Oak HiriQO AbSoci 
atod Un.vs ip 46513 112 465(3 112 

“0808 1 10314 F0.-wa*ds NRC summary repi on radicaci.vo mail in West lako 

land 4 P.NURFG’ 1 308.Rov 1 W/o surrmary 

LAROCHE.G Fuel Cyc'e Saloty Branch 00/09/03 GREDFl L.T F< M SSou*», Stale of. 
Ip 46513 113 46513.113 

- 8000 110316 Forwards NRC summary repi on radioactive mail in West Lake 

tardli LNUHEG-VJOB.Hev I.VJ/o summary 

LAROCHE.G Tuel Cyclo Safety Branch 08/C0/O3 WEfSS.B M>ssctn Siaio ol ip 
46b 1 3 114 46513 114. 

“08O8HO317 Forwo-ds NRC bumma'Y repi on rau oacl vo mat! in Wosi Lako 

landf II.NUREG- l209,Rev l.W/o summary 

LAROCHE.G Fuel Cyc'o Safety Branch 88/00/03 6EDAN.D. M ssoun. State ol ip 
46513 115 46513 115. 

.-8008110319 Forwards NRC summary ropl cn radioactive mall West lake 

'ardfill. NUREG 1308. Rev l.W/o summery. 

LAROCHE.G fuel Cycle Sa'ety Grarch 89/00/03 R03INSON.R Bums & Me Don 
re:i ip. 46513.116 46513.116 

-*0808110323 Forwards NRC suTtnary repi on radioactive mail in Wosi Lako 

lancffi'i.NUREG 130&.Rev 1 W/o summary 

ROUSE. L C Fuel Cyclo Saloty Branch. 88/08/03 WHITAKER, W E West Lako Co s. 
Jp. 46513:117-46513 1 1 7 

0808160024 Forwa*ds Rev i to NUREG -1308, "Summary Rept cn Radoachvo Matl in 
Weal Lake landtiH ' & NUREG/CR 2722 te radio'og'Cai survey ol West lake Landf ll m 
Si Louis Cpjnty.Mi W/o ends. 

LAROCHE.G FuoJ Cyc/o Salely Brarch 88/00/09 MCNtCHOUVS.E Atti’iaLon No\ 
Ass g^ed ip. 46552:093 46552 093 . 


8007260073 Forwards ropr ro activihes til Evorosi Opldtnlion Ml 1 u:;.is I'l 
ho n pro, uct Rept dostritros projoci location 8 pormiltinri lilsioiy. 
MCGONAGLE.L Evorost Ms-.erafs Corp (H3/U0/IO OLSEN. I T Uram.it 
F;Old Cic. R4. I9pp 46302 221 -4030 2 219 

0007280362 Discusses oscalalion of pfUb'O-n w/yullowuiko dnsl u*jios. 
area To ruduco yellowcako oxposu'o ns fow us pruLl<<rul) , i; li'ifctd Oi liuns u 
d^nrig wK ol 090630 

MAYS.W M tivercroen Inicmahonal Alilros HH/06/P1 SMITH. HI) Umr 
o:y Frefd Ofc, R4 2pp 46336 05b 4633h 056. 

0008050210 Discusses In so Repi 40 0007/01101 on 11110016 10 A fiirwas 
v-oiat on.S-ic ap(>a»cnl v.ofat ons rdoniihod 8 l-sicd 8 UiscussuiJ w/hennsi 1 ' 
onlorccmom conference 

SMITHR D Urannm Rocovory Fluid OfC. R4 00/07/27 t:vomM Mrmml 
46445.327 46445 344 

-0008050221 Noico of v-olalion from msp on ROOfiib- 16 Violaiu.n 
0B3314,manl wuiker nntorod ‘Airborne Rndioact.vily Aroa” w/n r nnlerl 
saloly staff Surrmary Ol 8007 12 onlnrr.unx’nt conluruncu 8 imfjot.lcr mpl 
S'AITU.RO Utnn urn Rocovo^y Mold Ofc. R4. mi/07/27 lAiip 4U445TH 


DOCKET 40 0902 ANACONDA MINERALS CO., GRANTS, NM 

0808050069 Forwards estimated cosls 1o recln'ni mill 8 ruluUuJ fnriMiir 
352 Feds thel vcl ol COvur mail in oncl ovursKTlruJConfil spucr* 8 ii'an 
finalized noxt vvk 

ANDRUS. NJ American Nuclear Ci;rp 08/06/29 MDXl EY.M. WyO'nri 
3pp 46430 1 12 46430 114 

0007270076 Forwards. ”F:nal Rnpt l ocal I null Cnpnbnty Assovirnr'iil 111 
Situ Nod 1 Grants NM " 

GEFlGSTROM.P O Allantic RicfdiO'd Cd (ARCO) <16/00/30 HAWKINS ! 
Recovery Field Ole. R4. ip 4631 1 140 4031 1 101 

• 8007270080 "F :> nai Ropl Local Fault CApnbhly AsMiusment (Jlimwalnr M 
Granls.NM.” 

* Damos8MoO'0 8B/C6/20. I7pp 46311 141-40311:101 

0007290124 Forwards "Anaconda Minerals Co.Lond Uso Survrjy Hufit lor 
Mil " Repi submUud utvlui Con/LLon 33 

BERGSulOM.P.D Ahanhc HiChfiold Co {ARCO) 86/06/30. PI: 1 Tf.KtiM 
tn> Rocovory fluid Ofc, R4 Ip 46353.286 46353.301. 

“0807200125 "Anaconda Minerals Co Land llso Survoy Hupl for ll'uui 
Grants, NM ” W/tw o oversize d'awinys. 

' Atlantic Richf.uld Co (ARCO). 08/06/27 17pp 4Q303 287-40:j r )3.:J!l1 


DOCKET 40-8903 ROMESTAKE MINING CO., GRANTS, NM 

8800050061 Roquosis oxtonsion of hmo for submllt nfl conhrinuiory ciarn* 
concenlration results derr.onslraling ofloclivonoss ol I conson cTnam 
88060 l.por NRC 880413 roqjOSl 

KL-NNEDY.E E Homoslako Mining Co 88/04/20 Pf;T TCNGlLL.tl Umnu 
F old Ofc. R4 2pp 46430 036-46430 037. 

0807270165 Subm’-i iepi document ng cleanup actions ol w.mtblown \at 
680301. 

KENNEDY.E E. Romoslake Mining Co. 86/05/31 PETTENGlLL.MJ Ura 
ery Fio’d Ole. R4 3pp. 4 63 1 7:339 463 1 7 34 1 . 

8807270236 Forwards rovisod proposed groundwator comrilionco moruto 
for Granis.NM epe/ohon Program proposod fer uso in rJofinmg hn/nrdou 
concentrations 

KENNEDY.E.E Homoslako Mmng Co. 66/06/02- PETTENGlLL H J Urn 
&ry Field OlC. R4. 4pp 46305:174-46305:177. 

B0O726O327 Informs lhal Homoslako Mmng Co Grants O/xHAIfon ItlS C 
Homostako inventor of 272.4 1 1 66 kgs ol U as of 000630. 

CRAFT ,F R Komcslako Mining Co 06/07/06. Ronton 4 Ole ol iho 
46304- 198-46304.198. 


& closure p'ans 

OSBORN,! G INTERA Techr.ologos. Inc 08/06/16 HAWKINS.E. F Uranum Recov- 
ery Field OfC. R4 Ip 46321 359 46322 1 75 

— 6607270 f 4 1 Forwards commonls on revs In l Bar U m:r.o & rru'l reclamation & closure 
Ian Stab i Ity. soitlomont. radon barrier cover des gn.aarthqjaKo specs A surlaco water 
ydrclogy addressed W/fivo oversizo ends. 

HAWKINS.E F Uran urn Recovery Field Ofc, R4 80/05/27. IN I ERA Technologies. 
Inc 207pp 4G321 260 46322 176. 

0007270040 Proposes lhai listed constituents bo monitored al U Oar $-ncQ ihoy moot 
Criterion 13 of hazardous constiliioril dof.n.iion Requests nniord cons stem w/flxp!icil 
roqu rorr.enls ol App A & chor-.co 10 fftviow proposed amend beforo issuarco 
GRISAK.GE INTFRA Technologies, inn 88/00/ 10. HAWKINS.E I Urpnum Recov- 
ery F;o'd Old. R4 3pp 46327 152 46327 154 

0807270062 Forwards ' Tiold Hepl of Monitoring Wells insla led ai L Bar u Operation as 
Pari of Phase II Groundwater Hydroloyy Investigation " 

OSBORN.TG. INTER A Tochrio'og os, Inc 80/C6/1J GRACES Uranium Recovery 
Field Ole. fU Ip 46317 248- 463 U 338 

-•8807270063 Field Repl of Mon,lpr<r.g Wells Instated al L Oar U Opcrai-on os Pari ol 
Phaso II Ground Waler Hydro'ogy Investigation " 

• INIERA Technologies, fnc 08/03/31 &!pp 4631 7 249 4631/ 330 

8007290255 ACk roccipi Of groundwater thomisiry Analytical rosa'is lor new wells in 
slullod at L Bar site Ccmrr.onts on lwo aroaa of soupago impact from pond.mclud rig 
onu fo wost/soulhwGSl & ono !o east of surfaco woicr divide of lailrirjs area 
GRISAK.GE ITJTEHA Tochnolojos. Inc 00/06/15 MlTZEl.FElT.n Now Momco. 
State 01. 2pp 40353 237 -46353 238 

0007260266 Fo.-wards corrospordenuo w/UMish PoirolQum America L-Unr Mill sle.por 
agroomonl vv/Cebo! t*ip Land Grant. W/o one's 

GRACE.S- Utanium Recovery Fold Ole, IM 06/06/30 Oobofiota. NM Ip 46301 270 
46304 270 

8B07270137 Forwfl'ds malls as result ol I. Bar reclamation plan rneoimg an 0G0G22 W/ 
ono ovofS'ZU drawing 

OSBORN.TG INTEMA Technologies, fnc 00/07/06 GRACE.S Uranium Ptecovery 
Field Ofc. R4. 6pp 46320 072-46326 077 

0807260078 Forwards Madiaiion Safety fnsp Rapt 40 0904/00 01 & nobco of vio'alon 
PEI lENGfLL.H J Uranium Recovery Fluid OlC. R4. 0IJ/O7/12 UFLEONARPIS.R. BP 
America, Ire 2pp 46297 263 4029/ 279 

-♦8807260079 Notice of violation Irom visp cn 60052? Violation neted famro of rad- 
aticn safoty office.' 10 purlo*m annual roviow of groundwjtur sarnpl.ng protocol A In I 
Ings Insp D'oceduro A faiijro 1o mninlmn la lings documentation 
PhTTENGILL.H J Uranium Rccovnry Fiold O'c. R4 60/07/12. 2pp 46207 265- 
46297 266 

-8B07260083 Insn Ropt 40 0004/UU 01 on 8R062 7 Violations A open Itnms noted Wa;or 
aroas inspector) U mill wasiu mgl ''potations A rocJioho.o safely propram.incluifing mgt 
organization & controls/operaticns review A operator training A rolrarinn 
ROSE.H D . GRACE S H . PET TENGILl.H.J. Uranium Rocovory r.ofd Clc, J14 80/07/ 
12 I3pp 46297 267-4620/2/0 


DOCKET 40-8905 KERR-MCGEE CORP VQUIVIRA MINING CO., OKLAHOMA CITY, 
OK 


8807260373 Forwards rov.sod fahr.g siabi'izmy ropt A comments ro cost nnj'ysis for 
reclamation activity. W/lwo oversee mops. 

STAUTEff.JC. Ouivra Mining Co 00/06/30 HAWKINS.E F Uranium Recovery Field 
OfC. R4. 220pp. 46340; 193-46340 071. 

8808010132 Forwards Summaiy of events ro accdont .rtvoiv.ng Arkansas Post Freight 
earner transporting I consoo yoTowCako product 

VJH17ACRE.H.E Qi.iv.ra Minr.y Co 98/C6/01 GARC'A.P U ionium Recovery F.tfd 
Ofc. R4. I5pp 40361.011 46361 025 

8807270287 Forwards resnonso 10 NRC 600524 Itr ro gmundwalor compliance monitor- 
ing plan for mill tailings facility 

STARTER JC Ouiv.ra M-ning Co 0U/O6/1O HAWKINS.E.F Urnnum Rocovory Field 
Ofc. R4 7pp 46307 001-40307 036 

8807290225 Forwards description of problem involving radon program usod lo calculate 
radon flux cover th.cKnota 10 allonunto radon (lux bolow 20 pCi/m2 second rccju'alory 
Sfdpor 10CFR40. 

FEROINAND.B Ouivira M.mng Co 00/06/30. DinCHARD.G. Oflico ol Nuclear Rcgu- 
lalory Rosoarch. Director (Post 060/20) 3pp 46354 250-46354 257. 


DOCKET 40-8907 UNITED NUCLEAR COHP-. SANTA FE, NM 

8607270291 Forwards response to NRC commenis ro surfaco water hydrology & oro* 
sion proloction.W/ihroo oversize f.guros 

VELASOUEZ.jn Umevl Nuctoar Coro (subs, ol UNC Rosoutcos. U\c) Qfl/05/23 
HAWKINS.E. Uranium Rocovory FiOld Ole, H4 I27pp 46315.272 46316 036 

8808050164 App’icntion for omond to L;censo SliA-l475.revismn plugging ol 4t we”a in 
v.cm.iy of central tailings cell. Details of design of oxpandod ovaporolivo spray sys 
oncl Rosponso to amend of 080609 wilt bo forwarded Foo paid. 

VELASQUEZ, JR Untud Nuclear Corp (subs of UNC Hesourcuu, Inc). 08/06/20. 
SMITH R D Uranium Recovery Field Ofc. R 4 Hpp 46438:1 16 40438 126 


DOCKET 40 8911 MOBIL ALTERNATIVE ENERGY, INC., BOULDER, CO 

8808010004 Forwards final ropt for plugging abandonment program complotod at Sou- 
hon 9 

LYONS G J Mobil Coal Producing, Inc 8B/05/24 OLSEN, T Rog on 4. Ofc of iho Ci- 
roctor. 3Dpp. 46359 230-4G359 201. 


Progress Rcpls 15 20 Delay in suhmitt'nq repl was causod by Qjdended period of hmu 
it look NNC lo receive 880322 spl t wafer qual W analyses from coniraci lab 
CA1CHPOLE.G J Altar nesouxes. Inc 88/07/00. KONWJNSKI.G Urari^m Rocovory 
F:eld Ofc. R4 ip 46339 194 46340.1 14 

-0007280411 Third Sern annual Ropt Oct 1907 . Mar 1008 ' 

* Altoi' Rosotrces. Inc 88/03/30 1 0Opp 46339 105 46340 007 

- 8807290117 "C'osccul ALAHA Aud t Ju 1 Sopi 1987 " 

* Altai; Resourcos. Inc 6//09/3D U;0pp 46340 000 46340 1 14 


DOCKET 40 8943 FERRET EXPLORATION CO. OF NEBRASKA, DENVEn, CO 

B8072 70203 Forwards 600427 ung»r‘0er:.‘ig design repl hy Woslorn Water Consu'anis 
for solnr ovaporaf un ponds W/o staled ond 

COLl.lNGS.SP Foirol L-xp'o'aiinn Company of Nohroska, Inc 00/05/23 
KONWINSKI.G Uranium Rocovory Field Ofc. R4 Ip 46427.001 46427 001 


DOCKET 40-B948 METALLURG, INC., NEWFlELD, NJ 

B80S030214 Forwards Oak Hirjno Associufud Unvs repl, **Rad u’ogical Survey ol Shcl 
detlby Corp S to.Canib* dyo.OH “ SchodJo lur siihmilling rovisod doconlanrnat on A 
decommissioning plan basoiJ cn erc> I si ol ilems rcrjuosleri W/o ropl 
ROUSE LC Fuel Cycle Salcty Granch 00/07/27 CAMPREl L.G T. ShioWal'Oy Molnl 
lurgicalCo'p 4pp 46412:347 46412.350. 


DOCKET 40-8964 SEQUOYAH FUELS CORP , OKLAHOMA CITY, OK 

8807200373 Forwa'ds Siaio of WY tomploieness roviow ol porm t npp'icavon ler com 
mercal scit'o in s.lu U mi'iePeimil flppl eaten doomed mcon'pliitO Inlia' Utchncal 
commonls oncl w/markud ccrrrnonls lhai need to bo addrussoil 
SffAFFER.R Wyoming. Stnto of 88/06/07 FREEMAN. M L» SoquOyab Fuels Ccrp 
(suf>s of Krn McGee Nucfear Corp) I2pp 46317 342-4G31 7 353 


DOCKET 40 8971 U.S ENERGY CORP., RIVERTON, WY 


GB072C0263 Forwards oppllcotcn for lirenso Fee paid 
WEQBEH.K US Energy Co<p 00/05/23 SMITH O Uranium Rocovory Fiold 01:;. R4 
ip 46300 0/8-46300 09 1 

-OBO726O250 App'icaf-on for possession only Iconso 
* US Energy Corp 00/05/23. Up p 403C0.0/9 40300 09 1 


DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION 
FACILITIES 


DOCKET 50-2 FORD NUCLEAR REACTOR 


F. Security, modlcnl, emergency & tiro protection plans 

8008100179 “Ftuvrsed Emergency Rosponso Pnin f<jr Rarfiahon Acckfcrits “ 

OURN.n R Michigan. Un.v of. Arm Arbor. Ml 80/07/26. 27pp 46405.105 464 85 221. 


Q. Inspection reports, IE Bulletins & corrospondonco 

8008120197 Forwards Safdly Insp Hepl 50 002/00 02 On 000720-22. No volatons 
noted 

SHAFLH.WD. Region 3. Ole ul tho Oiiector. 80/00/03 KERH.W Michigan. Umv of, 
Ann Ariior, Ml Jp 46625:170 46526.186. 

-8808 120204 In&p Repl 50 002/00 02 on 800720 22 No violnlipns noted Major areas 
inspoctud rocords.logs & organization. radiation proloc.Lo.vadwasio mgl control & 
transportation act v»ti09 

PAUL.n A . GREGLn.L R RCG'On 3. Ofc Of thu D rector. 00/00/03 8pp 40525 1/9 
46525 186 


V. Operator Examinations 

8808020249 Requests Istod rof mail bo submlled 60 days prior lo liconsng oxnms 
schodulud lor wk of Q8H M.Providos description of requlrcmonts lor conducing sub, 
oxarns in oncl. "Adm msfralion of Hoac lor /Senior Roacto.'.. 

WRIGHT, G C Rogcn 3. Ofc ol iho Dirocior 0B/U7/2O. KERR.W Mchyan, Ur.iv ol 
Ann Arbor. Ml I0pp 46374 171-46374 100. 


DOCKET 50-3 INDIAN POINT STATION. UNIT 1 


F. Security, medical, emergency & fire proloctlon plans 

8807060520 GonenC Ltr 08 10 lo all power rondor hconsoos & holders of Pari 95 op 
provals ro purchuso ol GSA approvod socuniy containurs Svc I SI eu^l 
MiRAGMA.F j Associaio D roclor for Projocls (Post 870-41 1) 08/07/01. Consol dalod 
EdiSon Co. of Kow York. Inc. 31 pp 463B0 29D-4630D.32D. 

8808050240 Forwards public version of Appa A S 0 to emergency procedures 
document W/0 6000 1 rcloaso rnomo. 

UHAM.SB Consohdatod Edison Co. of Now York, Inc. 83/07/13. NRC ■ No Oelailod 
Affiliation GivOn. 2pp. 464 45: 170-46445; 19B 
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DOCKETED ITEMS 


-0808050337 Pubic version ol Apps A & b *o emergency precedes djcumeni fer 
Uri is 1 & 2. 

• Consck-'aiQd Ed'SO'i Co cf New York Inc 00/05/30. I9pp 4644 5 182-46445 190 


B80 8040247 Gonenc IV 88-12 to e'i pewn roacte' licensees & appl. ranis ro remcval o 1 
lire protection renu.'err.unts Irom lech Specs Svc lisl e r cl 

W WAGUA.F J. Associate C rector to* Pro.ecis (Post Q70411). 8U/OQ'02 Conso'idated 
Fc.senCo ol tk*iw YoiK. tre 52p^ 4C4t>o 23 V 4M63 342 


I. Financial information 

0808110008 Forwards 0037*. B project on ler period 08000189073*. t'emenshat r,g that 
jti. *i hnvo su'ficior.t cash ffew &/c* cash reserves a*aiaUe Throughout po.-cd to 
nay festr o s p oc:l vo p rom.um 

BRAV.S.B Corsol dated Ed.sc n Co of No* Ycrk. Inc B0/O9/O 1 Document Ocnircl 
9'anch iDocumeni Conlro: Oosk) 2pp 40109 042-46509 043 

0008220162 !''*ovr , .» lhai fna-oal nfo subm lied in BCOEOl Hr satslies recuiremo^s ot 
Secion 140 21 pi lOC'Hl-lORulo 'Or.t res that each .‘censee maniam approved 
gjarantee ut payment o' downed premiums to* each operating reactor 
NASH.Q A Petty Oe/eloprent & Tccbncil Support Branch (Post 87C411) 80/007 
1 7 GRAM S Ei Consol dated Ed son Co ol New Ycrk, !-c. ip. 46605 079-4G5C6 079. 


P. Operating license stage documents i correspondence 

9808050303 Forwards Arrerds 40 8 134 Id Licenses DPR 5 & DPR 26. rospeclivcly & 
salnty ewauaben Amende Tec/' Specs Vo delete F gives 3 \ A. 3 ? trorr, Unu \ & 
F(?uro9 6 2 1 & 82 2 from Unii 2 Tech Specs per Goner* Hr OB 05 
LANGFORD.D. Preset Drec:cra:o I 1. 88/CB/Ol UHAM.S B Co-SOl dated Ed son Co. 
Ct Now York Inc 2pp 46448:1 30-46448 1 52 

-80OBO5O3O7 Arronas 40 & 134 lo L censes DPR-5 & OPR Pft.rospoctvely. re/isng 
Tech Specs lo delete Figures si 1 & 3 2 f'C-m bnjl i 8 Figures 6 1' 1 8 6 2 2 iron Unit 
2 Tech Specs. respectively, po' Generic Ltr 88 C6. 

CAPRA. R A Prc^ci Directorate l-t 80/08/01 1?pn 46-140 130 46440 119 

-0000050308 Safety evaluation supporting Arenas 40 i 134 lo L-Consos UPR 5 & 
OPR 26/ esp-ec lively. 

* Cff.cu cl Nectar RoactO.' Regjaton. Direc'or (Post 0704 11) 60/00/01 3pp. 
46440 1 SO 46440 152 


O. Inspection reports, IE Bulletins A correspondence 

0805200295 NIC inlo Nchco 88-032. * Prompt Ftepcdirg lo NRC ot Signilica-M Incidents 
’nvclv ng Rad oacl-ve Svc I s? crc' 

CUNNINGHAM R E Ov.son cf fnduslr ol A Medics' Nudee' Sa'eiy |Po&1 870729) 
80/05/25 Consolidated Eason Co ol Now Yo.k. he l2Cpp 46300 179 46300:290 

0007200162 Suppl 1 to NRC Info No* co 09 040, ' L-CO^seo Ropt ol Dolccuvo Refer 
t shod Ctrcuii Breakers ' Swc ist oneb 

ROSSI C.E D.vison ot Cperai 0 *ihI Events Assossmer: (Posi 8/C411) FB/07/21 
Consc‘i(1a:ed Fa sen Co ot New York, Inc l?6p;> 46380 054 46380:1 78 

8007200246 NHC 0u telm 08-009. ' Tnmb c TuSO Thinning j -x Wosl ngheuso Poactcrs " 
Svclsl c r ci 

ROSS 1 C.E Dunoon ol Operj'-onal Evor.ts AssQSsrro.it (Post 870411). 0U/O7/26 
Conso'idatod Ed sen Co of New Yo< fc . Inc 123pp 46348 070-403-18 102 


8000030112 NRC Info NolicQ 88 059. "MS1V Gu de Oal Faluro Hi Vdaiericrd Ur C 3” 
Svc fist end. 

ROSSI. CE Civiscn of Cperaticnal Events Assossmoni (Post 0704 U) flO/00/09 
ConSOVJatert Edison Co or Now York. Inc 121pp. 46467 01 1-46467. 131 

880G04006? Suppl 1 '.0 NRC Inlo Noiico 88 004. "Inadogjalrj Qua’d calion & Dvicjnie-n 
lauoi ol Fire Baff<er Perotraiion Soais.' Svc list encl. 

ROSSI, CE Division Ot Oiieieuonal Evonls Assossmunt (Post 0704 U) 86/ 0ft/ 09 
Ccnsoidaied EoisonCo of New York, Inc I2lpp 46550:205-46558 325. 

0008050135 NHC Info Not CO 88 060. '‘Inadoguaio Dos:gn & Insial ai o.-i c' Waioff ght 
Penelraticn Seals " Svc i.st er.cl 

HOSSl.CE Dvsion of Operai:o. r ial Evoms Assossmoni (Post 8/041 1) OD/nij/il 
Consol (Jalcd Edison Co of Now York. Inc I2;)pp 46569 298 46570 060 

0006050240 NRC mio Nolice 88 C6l. 'Cont'o! Room Habitability • Hocont Ftovi-ouvS of 
Cpe.*aii r g Fxponcnco ” Svc list end 

nOSSI.C.L Dvisiot of Operaional Cvunis Assossmoni (Posl 870411) GH/Olldi 
Conso! daied Faison Co of New York. Inc. l?5gp 46594:312-46596 076 

08OBO5O295 NRC Info Notco 80-062, ' Rocom Firidngs ro Implementation of OA Pro 
Q'aTis by Supclers of Transpod Packages " Svc lisl oriel 

DURKEm.R F Division «t Safeguards & Transporlat on (Posi 8/0413) 80/09' I? 
Consol daied EU-scn Co ol Now York. Inc l09pp 4066 1.155 46681 263 

80O8O9O264 NRC Info Noiico B6 063. “High Mad*a1ion Hazards From Irradalud in Corf. 
DolectO'S & Cables “ Svc hsi oncl 

ROSSI.CE Div.son of Oceratonal Evonls Assossmoni (Posi 070411) 80/09/15 
Ccnso idaied Edson Co of Now York. Inc 1 lOpp 4G560 065-46569 1 74. 

0000110206 NHC fnfo Noi ce 88 064. Reporting f'ir*>s m Nuclear Process Sys at Ni.clo 
a' Power Plans. " Svc list oncl 

HOSSl.CE. D.vision of Oneraiianal Evonls Assessment (Post 8704n> <‘8 /no/ 10 
Conso'irfalcd FdSOn Co of Now Ycrk. Inc KKpp. 466-13 001-46643.104 

0000120327 NRC Info Nu’-co 88 C65. ' inadvo.'lont Drainages Of Sponi Fuel Pco s " : 

I si er.cf 

HOSSl.CE Divisun of Cporatoral Events Assossrnenl (Post 070411) HR/Oft/ 1 6 
Consolidated Edison Co of Now York. lr,c. I23p;i 46020 01 1 -46620 133 

0800160392 NRC Info Nohco 00 06G. Induslnul Had ography Insp A Gnfcrcemert " Sv: 
l.5l orcl. 

CUNNINGHAM.R t Division of Inousteal & Med cal Nuclear Safoty (Post 07072:); 
80/00/22 Consoltfflied Ed son Co Of Now York. Irx 90pp 46620.134 4f >62(1 223 

8000160414 NRC Inlo Noi:ce 88 057, PWR Aux ilary Fcodwulor Pump Tub no Cve 1 
speed Trip Fai ure '* Svc l«t oncl 

HOSSl.CE D vision of Opomtional Evonls AsHORsmnm (Posi 870411) flU/Cli'v/ 
Ccriso’idated FuiSOnCo of Now York. Inc I23pp 4664 J 105 46643 227. 


V. Operator EkamlnaUons 

0000170150 Gune/c Lt' 00-13 to all 
* * 80/O8/OO Aff.lation Nol Assigned 0 

DOCKET 50-10 DRESDEN NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 


8007210218 NRC Info Nc'icu 60 052. 'Fai jre cf Inbauiori-e random of Floich-jr Suil 
AppHsaicr Qrachylhemcy Devices Dur.rn Pa: cnt Ticalrneni.' 1 Svc -ist end 
CUNNINGHAM.fi E Civis o.i ol Imiusmal & Medical Njc'ear Sately (Posi 870723). 
80/07/27. Consc'idateo Ediscn Co of Uow YotX. lt‘c. 1C5pp 4639/ 023 4639/ 126 

8007220034 NRC Info Nchce 68 053. * Llconsoa \y O'Alicns ol NRC ne^ula1'ons,Wr:Ch 
Led lo Med cnl n-agr-osi c V , «9a<lmi.ist'ai , ons , “ Svc ‘isi oncl 

CUNNINGHAM RL Civsion of indusvial S Mod cal Nucioar Sately (Post 870/29) 
68/07/20 Conso'idaied Ed son Co Of Nga York. :nc. I06pp 46396 203 46397 020 

8807220192 NRC Ir'o Naico 03 054, Failjio of C rc-nt Q'oakor Fa lowing tnsum* on 
of Ample c ro r Dreci Top AKachTcnl. ,> Svc lisi crcl 

ROSSI, C.E Dvison cf Opomlio-ial Evoms Assessment (Posi 670411). 80/07/20 
Consol dated Edison Co. of New Yctli, Inc I2lpp -i64 1? 020 -16417 1 40 

0807200019 NRC Mfo Nolice 88 055. 'Pctenlai P/ob oms Caused by S n^lo Faifuro cf 
ESF Swing 8^9 Svc lisl crcl 

ROSSI, C.E Divis'On cf Opvrational Evonls Assossxeni iPost 87041 1) 88/00/03 
Consol dated Ed sen Co. of Now York, fnc 12ipp. 46437 121-464,17 24 1 

0809030289 Suppl 2 lo NRC Eul el n 08 f>05 "No'iconfcrmxg Mulls S.ipcl.od by Ppno 
Supplies.lnc at Fdsom.NJ & West Jersoy M'g Co at Wi:iiamsiowA,NJ ’ Svc ‘isi end 
ROSSI, C.E OivJsicn ol Opctaiohal Events Assessmonl (Post 670411) 83/00/03 
Consolidated Ed.son Co. cf New Ycrk. Inc 149pp. 46538.121 46530 2G9 

8807290008 Supp! 2 to NRC Bul.otih 68 OCtJ, "Therinaf Slrosses in P p ng Connected lo 
RCS '* Svc list orcl. 

ROSS'.C.E C.viso.n of Operational Events Assessment (Post 6704 11) 00/00/04. 
Conao'idatsd Edison Co of Now York, »nc 121pp. 46504 00i -46504 121. 

€807290111 NRC 'nfo Noi co 00 O5ft, ' Potential Prob'd ms W/SIcono Foam Fro Damo.' 
Po.neirai on Seals " Svc l si one'. 

RGSSl.C.E D.vis-on ol CperaVona 1 Evente Assossmora (Posi 070411). 00/00/04 
Consolidated Ed-scn Co cf Now York, Inc 123pp 46569 175 46569 2G7 

8000020095 NRC Info Nohco 88 057. “Poteniia' Loss of Sate ShutdowA Eqj pmont Duo 
to Prcmatjfo S licon Confro lod Hoctif er Fa *uro “ Svc I si encl. 

ROSSI. C E Oiv sicn ol Operational Evc.ite Assessrr.onl (Post 870411) 88/00/08. 
Co ns a! dated Edison Co of New York. Inc 122pp. 46459.125 46459.246. 

0808020102 NRC Vifo Nolco 88-058, "Potential PrCb'oms W/ASEA Brown Bovcri HE- 
51 L Time Overcurront Relays ” Svc hst encl 

HOSSl.CE. Division of Operaional Evonls Assessment (Posi 0/0411) 88/08/08 
Co-nso‘ dated Edison Co of Mow Yo f K Inc i20pp 46530 C0 1 46533 120 


8008190052 Floy FB to enr.ergoncy plan impicmcniintj procodj/os listing of tables 

* Corrmonwoollh E<Json Co 80/03/31. 26pp 46595 335 46505 363. 

0000050340 Rev 5A to TbWoFjA 5 1. Emergency Aciion Lovo!s.” 

* Comn:onwGHllh Fd.$on Co 88/05/31 2pp 40459 259 46450 260. 

€807060620 Gononc Ltr 88-10 to a'l powor roacio/ llconsoos & hoMcrs Of Pad 95 (f 
provals ro pii'cfioso ol GSA appravod security coniomors Svc list oncl. 

MIRAGLIA.F J Associate Diroclcr for Pro.ocls (Post 0/0411). 00/07/01 Conto »MK‘i 
Fd.son Co of New York. Inc 3lpp 46300 290-46388 320 

0007260210 Forwards Safeguards Irsp Repis 50010/80 04.50*237/00*16 & 50 249/ 
80 17 on 060628-30 Ropt details S riOt-co of viclabon withheld (rot 10CF R73 2 1 ) 
MALLEI r.D. 5. Rogicn 3. Ofc of tho Di'ecto.'. 80/U7/12 REL'D.C. Ccn nioi.^r.Y: - 
Edison Co 2pp 46237 262-4620/264 

-8907260223 PorHally w-thhold Insp Repls 50 010/88 04,50-237/00*16 & 50 240/60-1/ 
on 880628-30 (ref 1QCER73 2 1) ViClaiiOn noted Ma(or areas inspoctoU compons-t'oiv 
mnasuros & access conlral personnel 

FUNK.DE Region 3. Ofc of tho Dimeter. 0B/O7/I2. Ip 4G267 264-46207 261 

8008160244 Discusses ulil abbreviated site accoss tramnn program for NRC insp per- 
son-.ol comploting Rog cn III iram.ng in gononc aspects ol radiation safoiy.pliysic.il so 
cun tv & ornorgorcy response 

0 AVIS, A B. Rogion 3. Ofc of tho Director 00/07/27. ALliXlCH.M P. Jndana Mich'<i0«* 
Power Co (formerly Indiana S Michigan E-’octnc Co ). 4pp. 46561 240-46501 201. 

8007260018 Rov 1 to Emergency Plan Irr-plorrent.ng Procoduro DSSP 100-A2/B2. k J Cl 
Shutdown Proccdu'c Path A2/B2 " 

’ CommonwoQllh EdsonCo 88/07/31. 54pp 46300.249-46300 302 

0807260051 Rev 1 to DSSP 100-B1. "Hot Shutdown Procedure Path E31 " 

* Com monwee'-lh Edison Co &8/07/3V 30pp. 46302.294-46302 323 

0807260204 Rov 3 to Emergency Plan Imptomentmg Procedure EPIP 300 8. Skin Dose 
Equivalont Determ nation from Skin Conlam;nation " 

* CommonwoaJlh Edison Co. 88/07/31 I6pp 46287 219 4620*7 234 

6007260250 Rev 2 to Emergency P«an tmp'emontinQ Procedure DSSP 100 C, I 'cl 
Shutdown Piocoduro-Path C." 

* Commonwealth Edison Co. 88/07/31. 13pp 46300.305-46300 317. 

0607260369 Rev 1 to Procedure DSSP 100 A 1 , **Hot Shutdown Procedure Pate #M 
' Cornmonwoallh Edison Co. 00/07/31. 29pp 46280:300-46200 336 
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8808050137 Huv 5 to Eireryoncy Han lmpl©.T,oniir,g Procedure EI'IP 200 20. "COMlrcl 
Room CvaCUai«oVSafe Shutdown " 

' Commonwealth EcJ.sonCo 88/07/31. 53pp- 4G449 2U4-46449‘336 

8808180400 Revised emergency p'an irrplGmonrpq procedures table ol contenis 
* Commonwealth Edison Co 88/07/31. 2pp 4G59G 31 1 46590 312 

6BDB040247 Generic Ur 88 12 lo all power reactor iconseos & applcanis rt> removal ol 
f.ro protect cn requirements bom Tech Specs Svc list oncl. 

MIRAGUA.F J. Assccate DireciO' fer Pro.octa (Post 0704 1 1 ) 88/08/0? Conscl daiod 
Fd son Co of New York. Inc 52pp 4G463.2Q1 -40463 342 


J. Insurance & Indemnity Information 

8808230163 Forwa'ds Endorsements 198 & 199,1 10 & 111 & 101 & 102 lo NELIA Poll* 
cios NF-43.NF 187, NF 301. respect voly & Endorsements 172 & 173,93 & 04 & 09 & 
90 to MAFLU Potices MF-22.Mr*S4 & MF G4.rospect.voly. 

OSTERJ Commonwooltn Edson Co (18/C8/16 OINIT2.I NRC • No Delated AffiV 
aton G.von 13pp 46625 300 46625 31? 


O. Inspection reports. IE Bulletins & correspondence 

6805200295 NF1C Info Nolico 80 032. Prompt Reporting lo NRC of Sgml.cant Incidonts 
Involving Radioaciivo Mail." Svc list end 

CUNN-NGNAM.R E Division c' IrduSlc-al & Medical Nuclear Safoty (Posi 8/0729). 
08/05/25 Conscldaind Edison Co of New Yo»k, Ira: 120pp 46300 179 46388 208 

6807260219 Forwards Safeguards Insp Ropls 50 010/88 04. 50*237/89- lfi & 50 340/ 
08 17 on 083528*30 Ropl dolors & nolico of violation withhold (rot I0CFR73 21) 
MALLETT.BS Rcgon 3. C?c of tho Drccto; 8U/07/12. REEO.C Commonwealth 
Edison Co 2pp 46207 262-46287 264 

-B0O726O223 ParfOl y w.llihold Insp Hepts 50 010/88 04.50*237/68-16 & 50 249/88 1 7 
cn 800828 30 (ref IOCFR73 21) Violoticn noted Major areas inspected compensatory 
measures 6 accoss control pursonnoi 

FUNKDE, CREEU.J.R. Reg On 3, Ofc Of Iho Drodor 80/07/12 Ip 46207 264* 
46287-264 

6807200162 Suppl 1 fo NRC fnlo Nolico 06 0*16. “Liconseo Ropl of Cofoclivo Rufur- 
b nhed Circuit Breakers." Svc fist end 

ROSSI.C F Division of CeernliOnal EvcnlS Assossmonr (Post 87041 1) 09/07/21 
Conso'idatod Edison Co of Nnw York. Inc 125pp 40308.054 46388. 178 

6807200240 NRC Qullotin 88 000. "Thirvblo Tube limning in WoslmghoiJSO Reactors" 
Svc lisl Orel 

ROSSI. C.F Div.slon of Oporallorml Events Assessment (Post 670411) 88/07/26 
Conso'idatod Edson Co of Now York, Inc. I23pp 46340 070 46340 102 

6007210218 NRC Info Nolico 00 052. "Fa lure of Inlroutonro Tandem of FletchO' Sul 
Apnhcalor Bracbylhornpy DcviC09 Du'iriy Paiiont Treatment " Svc list i3fw;l 
CUNNINGHAM. R.E Oivision of industrial fi Med-cal Nucloor Safoty (Post 670729) 
00/07/27 Censo'idAted ErJ.son Co of Now York. Inu lOlJpfj 46307 020 46307:130. 

6808160244 D SCuSSOS ulil abbrov.aiod site accoss irninruj program for NRC map pur* 
sor.nol compiling Reg on III training m generic aspects of radiation sotoiy.pt >y6:cal 50 
cuity & oinergercy rosporiso 

OAVIS.A B Region 3, Ole of llio Diroclor 88/07/27 ALF.XICH.M P. Inifinna Mchgnn 
Power Co (forrnorly Irdmna & Michigan EtOclhC Co) 4pp 46561 248*46561:251 

6808230260 Forwards latest rov of NRC Manual Chapior 0810. "5ALP" Region III will 
beg n using now funefcona* amas set forlb in rtiv for all SALP ropl periods which 
oxtond boyond OOOQC6 olloctwo dnto of prcccduro 

dCRELIUS.C E. Region 3, Ofc ol iho Director 88/07/27 ALEXICIf.MP ind'ann 
M.chloan Powor Co (lorrr.orlv Indana & Mich'QAn GlOCiriC Co.) KAPLAN, A Cleveland 
Ffocirlc Numinolng Co REED.C CommoowoaWh Edison Co 30pp. 46020 090 
46620129 

6807220034 NRC Info Nolico 00 053, "Licenseo Violfltons ol NRC Rcgulot ons.Wh ch 
Led lo Mod CAl D-ognoslic Misadinimstralions " Svc “ist unci 

CUNNINGHAM. RE Div.slon ol lndjslr.nl & Mocbcal Nuclear Safely (Posi 070729) 
CO /0 7/20 Conso'idatod Ed sort Co of New York, Inc lOGpp 46396 203*46397 020 

6607220192 NRC Info Nolico 00 051. “Faluro of Circuit Qroakor Folowlrig Insiallabon 
of Amptoclor Direcl Trip Attachment " Svc l.st oncl. 

ROSSi.CF Division of Opcraiional Events Assessment (Post 8/0411) 0D/U7/28 
Consol dated Edison Co oiNcw York, Inc l2lpp 46417 020 404 17 140. 

C8072Q0019 NRC Info Notco 88-055, "PolonliAl Pfob'enm Cnusod by Single Foi.Tiru ol 
ESF Swing Bus ” Svc list oncl. 

nOSSI.C.E Division ol Operational Evonls Assessment (Post 0704 1 1 ) 00/08/03. 
Consoidnlod Ed.son Co. of Now York. Inc I2ipp 46437:121-46437 241. 

6008030289 Suppl 2 to NRC BuLolm 89 005. "Nonconforming Mails Suppled by Piping 
Siippliosjnc at Fclsom.NJ & Wosl Jorsoy Mfg Co at Wiii.amslown.Nj.” Svc fist oncl. 
nOSSl C fc* Division of Operational Events Assessment (Post 870411). 00/00/03. 
Consoidnlod Edison Co of Now York. Inc 149pp. 46538 121-46530 269. 

8807290008 Suppl 2 lo NRC Ouloiin 08 006. “Thormol Stresses In Pipr.g Connected to 
RCS." Svc list ercl. 

nOSSl.C.F Div.slon ol Oporallorml Events AssoS 9 rnonl (Post 070411). 06/08/04. 
Consolidated Edison Co. ol Now York, Inc I21pp 46504 001*46504’121. 

8807290111 NRC fnlo Nol.co 80 056. 1 Potonkal ProLloms W/Sil cono Foam Fi»o Barrior 
Penouaiion Seals " Svc l.sl oncl. 

nOSSI.C F. Div.S'on of Operalional Events Assessment (Post 070411). 00/00/04 
Consolidated Ed son Co of New York, Inc 123pp 46569. 1 75 46569 297. 

8808020095 NRC Info Nolico 88-057. "Potoniial Loss of Safe Shutdown Equ pmont Due 
lo Premaluro Si'icon Conirolled Roclif-or Failure " Svc lisl oncl. 

ROSSf.C F D.viS’on of Operaliorml Evonts Assessment (Post 870411). 00/08/00. 
Conso'idated Ed son Co. of Now York. Inc. 12?PP 46459 125*46459.246. 

6000020102 NRC Into Notice 68-058. "Potomial Prob’ems W/ASEA Qrown Bovori HE- 
fill Timo Ovorcurroril Holaye." Svc list enef. 

ROSSI. C F D.viS'On ol Cporaiional Evonls Assessmoni (Post 070411). 80/00/08 
Consolidated Edison Co. of Now York. Inc 120pp. 46530 001-46530.120. 


80000301 12 NRC Info Notice 88 059, "MSlV Guido Rail Fai’uro at Watorlord Ur.il 3 ” 
Svc list enci. 

ROSSI.C E D.vs on of Operaiional Events Assessment (Post 070411) 88/03709 
Consol dated Ed son Co Of New Ycrk, Inc 12lpp 4G467 01 1 46467. 131 

0808040062 Suppl 1 10 NRC Info Notice 00 004. * .'nadcqjaie Q jalilicabon & Documon 
tat on ol Fi.*o Bamor Poneirabori Seals " Svc lisi oncl 

ROSSf.C E. Dii'Sion of Opcrahoral Fvonis Assossmenl (Post 870411). 00/03/09 
Consol dalOrf E<1 son Co of New York. Ir‘c I2lpp 46556 205 46550.325. 

0008050 1 35 NRC Into Notice 80 060, "Inadeq^aiu Design 8 InslaMat-on ol Walcrt ghl 
Ponoiration Seals " Svc list oncl 

ROSSI.C E Div.sion of Oporaho/ml Evonls Assessment (Post 870411) 89/CB/il 
Consol daled Edison Co of New York. Inc 123pp 465G9 290 46670 060. 

0808050240 NRC Info Not co 00 06l. ‘Cordro! Room HdLMBbi'ily - Recent Reviews of 
OperAling Exnonenco " Svc lisl oncl. 

ROSSI.C E Division of Operatie^al Evonls Assessment {Post 070411). 00/00/1 1 
Consoi dnlod Edison Co Of Ngw Ycrk. Ir*c I2f.pp 46594.312 46595 07G. 

0008050295 NRC Info Nolico 00 062. ‘ Rcconl Fi^.iir-gs rO lmp-lome.‘‘.t alien ol OA Pro- 
nranis by Supp!:0rs ol Trnnspo'l f’ackayos ’ Svc lisl oncl 

DUnNEfT.n F. DiviS’Cn of Salcg..Ards & Transpcrlaiun (Post 070413) 00/06/12 
Consclidalcd Faiscn Co of Now Ycrk, Inc. 109pp 46501 155 46581 263. 

0008090204 NRC Inlo Nnlico 00 063, H.gh Rnd'Alion Ha/ard:< From Irradiated In Ccro 
Ooioctors & Cabios " Svc l.st oncl. 

ROSSI.C E Oivislon ol Operational Evenls Assessment (Posi 870411). 00/08/15 
Consclidalcd Edison Co of Now York. Inc 1 lOpp 4C569 065 46559 174 

00081 1020G NRC fnlo Nolico 86-004. ‘Roporhng F ros in Nuc'oa' Prccosa SyS nl Nucfo 
nr Power Flanls." SvC I SI oncl 

ROSSI.C t Division ol Ono/akonui Events Assessment (Po&l D/0411) 68/06/18 
Consolidated Edison Co of Now York. Inc I04pp 46643 uoi 46643 i04 

B0O8 120327 NRC Inlo Notlco 88 065, 'Tnjdvorlcnl UraeugoH ol Spool Fuel Pools." Svc 
list oncl 

ROSSI.C. E. D. vision ol Gpornlcnal Evenls Assosf.monl iPosi S70411). 88/06/ U) 
ConsoinJatod Edison Co. of Now York. inr. I23pp 46620 01 1-46623 133 

0008100392 NRC Info Nolico 00 060. "Induslnof Rad CQraphy fnsp S Enforcomunl “ Svc 
list oncl 

CUNNINGHAM ME. U.vislon of Industrial & Medical Nucloar Satow (Post 670729) 
Hfi/OU/22 Cor'SOl'datod Edison Co. Of Now Ycrk. Ire OOpp 46G20. 134 4G02G 223. 

0008160414 NRC Info Nolico 06-007, “PWH Auxiliary FoOdwnlor Pur.p Tu'b.no Ovar 
speed Trip Fal ure." Svc 1st oncl 

ROSSI.C t D.v s cn of Oporallorml Evonts Assessment (Post 070411) Q0/C9/22 
Conso’idoted Edson Co. of Now York. Jno. 123pp. 4GG43 105 46643 227 


R Periodic operating reports & rotated correspondence 


B0OO17O321 "EHluunl K Wasle D-sposal Sdni-anriual Ropl for Jan Juno 1U86 " W / 
880 U 03 Ur 

EENIGENL1UFIGE. Commonwealth Edson Co 00/06/30. DAVIS. AG. Region J. Ofc 
of tho Oi'OCtcr. lOpp 40662 304 40562 3 19 


DOCKET 60*16 ENRICO FERMI ATOMIC POWER PLANT, UNIT 1 


P. Operating llconso stage documents & correspondence 


0008040222 Forwards rcqnost for adJI info ro p-oposud ox tension ol Llconst: DPR O.por 
UG0D15 6 870925 lirsjn order to comp'atn roviow Roques tod info expected by 
880016 

ERICKSON PR Siandarclivalion & Non Power Reactor Project D.'cctoratu. BB/07/23 
ORSER.W S. Uohoil Ed son Co tf-P 46422.04 1-46422 045. 


DOCKET 50*20 MASSACHUSETTS INSTITUTE OF TECHNOLOGY RESEARCH 
REACTOR 


O. Inspection reports, IE Bulletins & correspondence 


0808010390 Forwards Safoty Insp Hopl 60 020/80 02 on 880920-23.No violations 
noiod 

WIGGiNS.JT Region 1, Ofc of Ihu Diroclor 00/07/ itt. DEMf-fAROJ Massachusnlls 
In&htuio of Tochnolcgy. Cambridge. MA. 2pp 46360 340 46360:357. 

-8808010392 Insp Rcpl 50 020/80 02 on 8G0620 23 No vio'olions noted Ma.cr aroas 
■nspoclod action lafion on previous fmdngs, lacillly oporahons.roqual f.cnlion 
Uoinmg.swrvoillanco. exporimunts.lcys & records & refueling acllv.tios. 

BLOUGH.A R. Reg on 1. Ofc of iho Diroclor 80/07/15. Opp 46360 350 46360 357. 


V. Operator Examinations 


6806010390 Forwards Safoty insp Rcpl 50 020/00 02 cn 080620-23. No v.otabons 
noted. 

WIGGINS.JT Region 1, Ofc ol the D.roctor 88/07/ifl. HERNAHD.J. Mossacfiusolta 
Institute of Tochnolcgy. Cambridge. MA. 2pp 46360.346*46360:357. 

«*8B 080 10392 Insp Ropl 50 020/08 02 on 000820*23. No Viola 1 ion 9 noted Ma-.or areas 
In 9po clod action lafion on previous f-ndngs. facil.ly cporaiions.roqual ficolion 
tram ng.survo llonco. expcrimoms.logs & records 6 rofuol ng activiiios. 

BLOUGHAR RoG'Oh 1, Ofc ol Iho D rector. 06/07/16 8pp 46360 350 46360:367. 
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DOCKETED ITEMS 


DOCKET SO 2? WASHINGTON STATE UMIV. RESEARCH REACTOR (TfllQA) 


Q. rnspectlon reports, IE Bulletins & correspondence 

0008100196 forwards Exam Rept 50-027/Oi- 90 Ol administered on 380623 
PATER J Region 5. Cfc cf ihe O'-ecte' 88/07/25 WiLSON.W E Washngton Stale 
Un v. Pu Jinan. WA Ip 46465 262 46435 357 

-8808100188 Exam Repl 5OO27/CL-60 01 on 683623.E*am resu IS sen.or reactor op 
era'or passed born cpo'atrg 8 wr *ie.n e»am 

JOH.NbTON.GV/. EUM J O Regon 5. Ofc ol Iho D.recior 88/07/20. 7£»pp 
46-105 23.1-30435 357 


8800030169 Fcrwan/s Arrerd 113 to License L'F’H I A safety ovaluah 
changes Tech Specs lo purmt loads o*coud ng 900 lbs lo tmvol ovur pl,n 
enjb'o removal of control reds from spool fuel P 1 

FAIRTILE.M0 Proiocl DrocfO-'afO f 3 68/07/25 PAPANlC.CS Yankee Alu 
Co. 5pp 46403 264-46403.270 

-88080301 71 Amord 113 lo liconso UPR-3.rev/i>lny Tech Specs to porm.t l 
or irtan QQ3 ids to t'evef over p!am fi.ul p,t to onabSu removal of coniro 
spent fuol pn. 

WESSMAN.B H Pro.oCl Directorate 1-3 00/07/25 (ipp 40-103 2G1MIW03 J 

-8800030173 Safety ova’uanon Supporing Amend 111 to Licenso UW1 3 
* Cffiro cf Nuc'ca' Reader nGgdotJcn, Droclor (Host 070-11 J) 00A 
46403 275 46403 270 


V. Operator Examinations 0808050183 Forwards Amend 1 14 to LitOnso ORR 3 A snfnly evaluation An 

battery cha'yer s-jrvo.l’anco rOq-.,i'urronls in lech Spues ftiimo lor at N 
8306100186 Fcrvrt'ds Gram Rcpt 50 027/01 06-01 ad-nits'cred on 800623 chargors 

PATE.RJ Rogo.n 5. O'C o! the Director. 60/07/25 WiLSON.W.b Washngton Stale FAlRTiLF.M B Pro uct D.rcclorate 1-3 O0/O7/2Q PAPANIC.G Ynnkcrr Ate 

U.“-v . PlI man. WA. Ip 46485 282 46455 35/. Co -1pp. 46440 260 46448 209 


"8000 ICO 1 &B Exa n Rept 5C 027/0- 89 Ot cn &89F>23Exam resu is Sen or reactor cp 
eralo-' passed bo ,r > operating & written cram 

JOHNbTON.G W.. El IN, JO Regon 5 Ole ol me D.recUr. 60/07/20 75pp 
4^485 283 46435 367 

8808190246 Informs cl NRC ire'preia* on ot Socto-n 10CFRS0 74(a) re changes m op 
t'a’Of cr sen or operator status Hcqu re.m-jr.i tor nolJ cal'Cn appl os in evoni that opor- 
aio.' permanently reassigned Horn l.cersed posnen to nont-censed pos lon 
PATEiRJ Region 5. Clc of no C-'octo.' 68/C8'11 WILSON, W. Washngton Slato 
Urw . Putman, WA Ip 46596 307-46596 337 


DOCKET 50-29 YANKEEROWE NUCLEAR POWER STATION 


"0800050184 Amend 114 to L tonsil [)T j n-3,innKlnij Diille/y chargor si:u 
qj-rom^nls in loch Specs samo fo f all tlirco baltury chargors 
WRSSMAN.n N Pro.uct Directorate I 3. 60/07/20 4pp 46440.21:4 4f:14H ; 

-8000050105 Safety Gva'uulion Supporting Amctuf 1 t4 to LiCPnsi) URM J 
* Office of Nuclear Roodcr nmjulalicri, Droclor (Posl 0704 M) flU/< 
46440 260 46448 26D 

0800100265 Responds la 000707 Ur forwarder) Hr frern cnnslihii'iil rej LPD 
Ter laci'ity. Audit ol LPRR on 0OCG27 confirms collfcton is complete A 
edcoablo of co'lect.on ne'reshor itamir.y sossion comJaclorf 
STtLLO.V Old of tho f-xocuhvo Director for Operations 00/08/01 ( 
House cf Hep 3pp 46405 265 46406 201 


F. Security, medJcal, emergency A fire proleclfon p’ans 

8eoe 110320 Uollcaivcn Of &8C623 Licensee Meevng 6ti \02 - n K ng of PtussaPA to 
discuss licensee actions to enhance seca'ity prog'am 

HAVGRKAMP.O R Region 1, O'c o { Iho DroctG' 00/06/24. Rcg.on 1. Ofc of the Ci- 
xecio-' 2bP. 46S04 359 <16504 3G0 

8907060520 Generic Itr 08-10 lo afl power reactor ‘iccnseos A holders of Pari 96 ap 
p'o*ais /e purchase of GSA approved secur ty coma ners Svc l si end 
f/IRAGLt A.F J Associavo Ofec.oi 10' Pi o,scvs ^Posi 67041 1) Q6/07/01 Canscldaveri 
Ed sen Co of New York. 'nc. 31 pp 46308 293 46388 329 

0008050300 Advisoa that B80125 A 0524 Revs 10 5 iR.respechvOfy.lo secu'ily p'an 
ccns stem w/p'ov s.cns o * 10C C H50 54fpJ 8 accepinL‘e 

EEMjAWY.RR Region 1 , Cfc ot the D rector 08/07/27 DRAWBRIDGES L Yankee 
Atornc Elec'r.c Co. 3pp. 46430.149 46428 151 

0008040247 Generic Ur 66 12 to all power reactor Icon sees A app'iconis re removal of 
f.»e protection re-qu'remems trem Tocn Specs Svc l at encl 

M'BAGUA.r j Associate Director lo-' Pro.ects (Post 87041 1). BB/00/02 Consolidate# 
Ed sen Co cf Nc-w Vork. hs 5?pp. 46463 291 46463.342 

0808 100155 Forwards Amend 115 lo license CPR J A safely Ovft’usl cn Arr.crd modi- 
fes PatagrapTi ? Cf3) ro pf.yscaf secur.ty plan lo* conloimarco w/iDqji;Gmoril5 of 
1CCFR/3.55 

l AiRTtLE.MO Project D reetcrate I 3 09/08/05 HAPANIC.G YanKco Alom.c ElfrCU.C 
Co 5pp 40576.255 46576 265 

"0008180157 Amend 1 15 lo Lcenso CPR 03 ro changes n physcal sc cent y p'an 
WcSSMAN.R H Preset Drectoratal 3 88/C8/G5 3pp 465?C 260 46576 262 

"08D0T8O159 Safety evaluat'on suppofling Amerd 115 lo License DPR 3 
' Off.co of Nuclear Reacio/ Rngj'ai.o.1. Dire c'or (Posl 8/04U). 08/00/05 3pp 
46576 263-46576 265 


•*8008 100266 Forwards 000520 Hr expressing concern uvi-r Hick nf rni.ords 
Croe.nf eM repository ^rary.Roqutists rosponsi) in (juost omr posed in Hr. 
CONTE, S O House of Rep 68/07/0/ 2LOIU. CuirniiS'ilo/ir?rs 
46105:281 

8008100256 Nohficaiion of 8800 18 n'oeling w/ulil in MocKviUo MD lo ilisr 
monlrly schedJ ng & p.'iorili?aiion. 

FAlHrilF M Projou D.recloraio 13 00/00/03 WLSSMAN.R. Project Uir^ 
2pp 46483 352 4C-1 63 353 

B8O0 180338 Ar/viSOs thal Rov 18 lo opurAliOri.il GA program dusenj 
10CFR50 54 reQu.'omenls S accoptohlu 

JOHNSION.WV RoQun 1. Ofc of Iho Dimeter, f 18/00/03. DNAWf 
Yankoo Atomic Efcrtr c Co. 2pp. 46588 2 10 40500.21 1 

8BOO10O155 Forwards Amor d 1)5 lo Lronso DRfl*3 H safuty •ivtiluulton A 
):os Pnrayraph 2P.(3) ro physical sccurily ptnn tor cuntorninncu w/ifgi 
10CFR73 55 

FAlRlllE.M 9 Prelect Diroctcrpio 1*3 C8/00/05 I'AI’ANJCJi Yank<n#Ali: 
Co Spp 40576 256 46670 205 

-8000100157 Amend 115 10 license CPR 03 ro ctionjng In physical wcunly 
WGSSWAN.R It. Pro;acl Di'octoraio 1*3 80/00/05. 3[>p 46570 200*46’ ./(» ; 

-B0O018O159 Safety ova’uaurjn suppurhiig Amend 1 fG to Ucorisi* Df'H-3 
’ Office of Nucloar Roactor Rcgjfotion. Director (f’osi 070411) ati/t 
4657 6 263 46576 265. 

0000160314 Forwards Jul 1000 rrpl, ‘'Tofncs fferiuirinrj FurlJiur Review re 
ucado cf Yankee Planl" prorkkny accojitabto plluinoliVDH lo t.rsi; by tu*. 
NRC & summary of 080502 04 mooting In Wnlriul Crook.CA ro soismJc upi; 
FAIHTILE.M B Project DTecturafO 1*3 80/00/10 PAl’ANlC.G. Yrinheu Ah: 
Co. 2pp. 46556. C01 -46556 100 


8803190156 Forwards Safeguards Ksp Rcpl 50 029/08 13 on 08071 T *15 Nd violaiions 
noted 

BELLAMY ,R.R Reg on I.QtC Ci lha D40CM. 68/08/09 DBAV^eRfOGE U.L YanVCo 
Atom c E/oc'r C Co 2pp 46595 267-46595 273 

-0808190157 Pjrtial'y rfe'oic-d Physical Secu'ity Irsp Ropl 50 029/88- 1 3 on 860711 15 
(rel iOCFR73?l)No vic'ai ons noied Majur areas inspected secuniy 
ornanj/ai on. locks.koys 8 ccmt nal'ci-s.physical ba/r.e/s & vilal areas. 
fMRTJN.VV G . KEtM.G R.n. Reg on 1. Ofc ol tng Director 88/08/03 5pp 46595*269 

X££IML 070 


8508180187 Forwards Rev 7 to security tramira 8 <;ua id eation p'an Rev wilhheid 
PAPANIC.G. Yankee Alorrc t'foctnc Co 88/08/15. Oiuco of Nuclear Hesctcr Ronufa* 
Jion. D.rocfcr (Post 8704 1 1) ip. 46577 064 46577 Cb4 


P. Operating license stage documents & correspondence 


•00OBT6O317 “Top es Roquir.nrj Furlhcr Rov.ow ro So:6in-c tjpgrodu of Y.u 
RUSSEL1.MJ LG&G Idaho, fnc (suhs of LG&G, Inc ) FiN A GfJOU Oii/O, 
f:o Dotai'oil AlliV-aUm Given 36pp. 4655G.0D3-46650 D3H 

•*0800160319 Tr.p Ropl fur 000502 04 Mcolmy Ot WdTnjt Crook, CA ru ! 
g'ado ol Yankoo Nuc'oa' Powor station “ 

RUSSELl .Mj. EG&G fdaho. Inc (subs ol tiG&G. Inc.) I ; IN A tiflUll Ufi/Of 
NO Dctaiiod Afli’ialion G von. 62pp 46556;039 46556 100 


O. Inspectfon reports, IE Bulletins & correspondence 

8006110297 NoliUcal on of 080510 SAl P Board Mooting 00*009 In King ol 
lo d iscuss rog. o na I o val ua I ion pha so o J S A L P 

HAVERKAMP.D.n Rog on 1. Ole of iho Diroclor 00/05/09 Rodion I Cl 
lector. 2pp. 46613 003-/^613 010. 


0808240272 Rnspcnds 10 NRC Ilf ntd 070306 re items 2 2 1 2 S 2 2.1 3 ol Goceric Ltr 
39*28 corcero ng a^uipn'.Qal c^silica-von. Sys marucii prov.der. coTp’ote & adequate 
moans lo detorm no c’assi’icaron of ccmponenis 

PAPANIC.G Yankeo Atomc Elocb.c Co 07/07/22. Oocurront Ccmro 1 branch (Docu 
rrenl Contro) Desk) 2p p 46636.1 1G-45636 117 

0608030294 Forwards Amend 112 lo Ircense DFR-3 & safety ovaVation Amend ro 
vse?^ shutdown marq n sw.tchmg temp fo 4 70 F A corrects typo & madvertonf ommis 
s on gt previously appioved mne Hanco req'j.'Otront 

FA'HTILE.M.B. Pro.oci D.recloraio t-3 88/07/19 PAPAN.C.G. Yankoo Atomic F/ectnc 
Co tpp. 46406 192*46406 P04. 

Amend 112 to License Orn*3,rovis ng shutdown marg n sw'ilchmg temp lo 
4 70 F 5 correcting lypo & madverteni omission of previously approved surve.l'anco 
requirement 

WESSMAM.n H. Project OiiectOrato 1-3 B8/07M9. 6pp. 404C6 197-40406 202 

-*0900030300 Safely evaluation supporting Amend 1 12 io License DFR*3. 

Office of Nucfoar Roector Regufai-on, Direcior (Post 8/041 n 88/07719 2oo 
46406 203 46406 204 w 


0005200295 NRC info Nof ce 00*032. ' Prompt Roporl-nn to NRC ol S pnl Cii 
Involv.nn Radioactive Mall ” Svc l.tl encl. 

CUNninGHAM.R.E Division of Industrial & Mod col Nuc.'um Saloly (Pc 
88/05/25 Ccnsolidarod Edson Co. ol Now York, inc i20pp 4(i:ie« l/0 

8600110209 NoHUcfltion of 0BO714 Liconsuo Moet.'nn 00*108 in Kino of Pi 
discuss SAL P for 06 f 007- BB033 1 

HAVERKAMP.DR. Region 1, Ofc ol tho Director. 80/07/00 Rcnion 1 Ol 
rocltr 3pp 46499.160*40499 160. U 


8000010338 Ack icce.pl of 000525 Hr inform ng NRC 0l slops lakon to Corro 
rolod in Insp Ropl 50 020/09*02. 


GALLO.R Region 1, Ofc of tho Director 00/07/07. DRAWHRfDUC ( 
Atomic Efcclnc Co. 2pp 46370 270 46370.274. 


8907260271 Responds lo NRC Bullet, n 80*004. Poioniiaf Safoty Rolotod f : 
2 n a EC u , & emergency foodwalor pumps oxpoctod to opernto 

SnS?vnu ?v?? S , . m 'v 9 saloiy iolaied lunclkjn o< losing 

nnMVOHlOGl.Dl Yannoo Aiomc Elocu.c Co U8/U7/II Documoni Coi 
(Oocumonl Control Desk). 3pp. 46291 324*46291 32C 


uuuinlicu licmo 


880B010400 Pariial response to FOIA request for do currents Forwards App I 
d OC u-TiOn f s App J & I availab'o in PDR App H documents parha'-y w.lhho'd (r©f FCIA 
E xemphon 5) 

GniMSLEY.OH NRC ■ No Doiailed AfMiahon Given 00/07/ 1 1 Pub'ic Cil./r.n'S Cnti 
cal Mass Energy Rro‘GG< r^g. 46327.246 46327 334 

-8701200155 Forwa'dS map team SALP input fer 10DFR50 49 Implementation Insp 
Hop! 50 020/86-10 on 061020 24 Cnlegory 1 rating assignor! Enel partially Withheld 
GRlMES.BK D.v ol OA.Vor dor & Technical Framing Center Prog.nms.lt (050212- 
070413) 87/01/21 FBNETFR.SD. Hegicn 1, Ole of tho D.rcclor. 3pp 4632/319 
46327321. 

0808020111 Forwards Safety fnsp Ropt 50 029/68 1? on 60C62O 24 No v.o’alions 
r.oted 

BELLAMY. R R Region 1, Ole oMho Ci'OCtcr 08/07/15 RRAWBniCGE.U L Yankco 
Atomic Electric Co 2pp 46J02 346 46382 353 

-8808020115 fnsp Rcpi £0 029/80-12 on 88CG20 24 No violation noted MaiO' Proas 
inspected radwaslo msp program. including (faring of porsonnot.procuromcnl of 
packaging.dol very io carnors, records & repls.wasto classification & lahc'iug 
DAVIDSON.Q S PASCIAK.W J Ruqon 1. Ole of iho Di/OCtCr BU/07/15. bpp 
46382 340 46382 353. 

0807200162 Suppl 1 ID NRC Info Noheo 09 046. Licensee Rcpl of Defective Rolur- 
bishod Circu 1 Breakers " Svc fist oncl 

ROSSI.CE Oivisicn ol O/Joraliona’ Evonfs Assossmunl (Post 0704 H) 0O/O//21 
Conso'idaled Edison Co Of Now York. Inc 125pp. 46309 054.40308 170 

8808030076 Responds lo Suppl 1 of NRC Bul'uhn 07-002 ro vondor supply.ng fasteners 
to njcloat industry. Usi Of mtg/ Supj/.iuis o rx.\ 

DRAWBRIDGE. G L Yankee Alom-c Electee Co 08/07/21 Document Control Branch 
(Dccumeni Control Ocsk). I2pp 46427 075 4042? 086 

8807200246 NRC BulOtn 88 009. "Thim'jlo Tubo Thinning m Woslmyhcuso Reactors.' 
Svc list end 

ROSSI.CE D.visinn ol Operational Events Assessment (Post 870411) 88/07/26 
ConsohcJolcc) Edison Co of Now York. Inc I23pp 46348.070 46348 192 

0807210218 NRC Info Notice 08 052. "I o lure of fntru-Jlorino Tandem of Fletcher Suit 
Ajipl.calor Grathythorapy Dovicos Ourinn Patient Iruotmon! " Svc list oncl 
CL/nNINGHAM.R.E D.vision of Induslnal & Mod cal Nuclonr Safety (Post 870729) 
88/0 7/27 Consol (fatod Edison Co ol Now York, Inc iCflpp 46307 029-40397 136 

8807220034 NHC Inlo Nohcu 88 053. "Lirrmsoo V-O'ations ot NRC Rcgj'ationft.Which 
Led to Mod.cal D.aqnoslic M.sfldmin straitens " Svc list GPCl. 

CUNNINGHAM HE Civismn cf Industrial & Modical Nurlonr Safoty (Post 6/0729) 
88/07/20. Consolidated Edison Co ol Now Yo'k. Inc. lOGpp 46396 783 46397.028. 

8807220192 NRC Inlo Noheo 88 054. "Failu'O ol Circuit Breaker Following tiisia'lat.on 
of Amnlector Oiroct Tr.p Alinchmunt " Svc kst oncl. 

ROSSI.CE Division of Operational Evcnl3 Assessment (Post 870411) 88/07/28 
Conso'idated Edison Co of Now York, Inc 1?1pp 464 1 7 020 48417 140. 

0007200019 NRC Into Notice 80-055, ' Potential Problems Caused by Single t julure of 
ESF Swing Bus " Svc I St nr cl 

ROSSI.CE Divison of Opembonal Evonis Assosamont (Posi U70411) 88/0H/03 
Conso'idatod Edison Co ol Now York, Inc 12lpp 40437 121 -40437 24 1 . 

8608030269 Suppl 2 to NRC Gul'otai 80-005. "Nonconforming Malls Suppl ed by Pip no 
Suppl os. Inc 0 1 Folsom. NJ & West Jersey Mfy Co ni Wi'.iarnstowaNj." Svc list oncl 
ROSSI.CE DiwS'On ol Operational Evonis Assessment (Post 879411) 80/08/03 
Consolidated Ed.son Co ol Now Yoik. Inc HDpp 46530. 121 -465'JU:269. 

0007290000 Suppl 2 to NRC Qu'iolin 08 038. "Riormul SlrcssC9 *n f'-pmg ConneclOrf in 
RCS " Svc list oncl 

ROSSI.C E. Division or Operational Events Assossmcnt (Post 870411) 80/00/04 
Consol dolod Edison Co of New York. Inc 121pp. 4C5Q4 001-4G504 121 

88072901 11 NRC Inlo Noheo CO 050. "Polenbof Problems W/Silcor,o Foam Firo Bamor 
Penetration Seals.” Svc tisi oncl 

nOSSVCU Division of Operations Evenly Assessment (Post 070411) C.Q/06/04 
Consol dalod Edison Co Ol Now York, Inc 123pp 48569 .175 40560.297. 

0808120291 Forwards Exam Rcpl 50 020/09-1 lOL administered durr.g wk of E0062O 
GAllO.R.M Roglon 1. C(c of tho Director. 80/00/06 CHAWURIDGE.R l Yankee 
Atom c Efeclric Co 2pp 4653/103*4653/ 266 

••8808120292 Exam Ropl 50 029/80- llOL on 000622-24 Exam rosults all Ihrcd senior 
roactoi operator cand dates passed both written & onotuunn parts ol tconso oxams 
YACMIMIAKE.. ESELGROTH.PW nogon I. Ole of iho u-rccior 00/08/05 G4pp 
46537 195-16537.250. 

—C0O819OO71 Roquosis that commonls on five quosiions klontJiod during review of 
son.or rooclor operator written oxams adrn'nislerod on 030622 bo givon duo consnJor- 
ot-on lor inclusion pr.or lo grading procoss 

DRAWBRIDGE. B L Yankee Atomic Eleclric Co 88/06/28. Roglon 1. Ofc ol the Diroc 
lor,8pp. 46537 259 46537 266 

0008020095 NRC fnfo Nolice 88 057. “Potontial Loss of Sttfo Shuldown Equipmont Duo 
to Premature S'licon Controlled Rociikor Failjro.'' Svc list ©net 
ROSSI.CE. Division of Operational Events Assessment (Post 870411) 08/00/00 
Consolidated Edison Co of Now York, Pnc 122pp 46459 125 46459 246. 

0800020102 NRC Info Noheo 80 058, "Potonhal f^oblerr.s W/ASEA Brown Bovori IT E- 
51L Timo Overcur/onl Relays." Svc i.st oncl 

ROSSI.CE. Division of Operational Events Assessment (Posi 0/0411) 80/00/08 
Consolidaiod Edison Co ot Now Yo'k, tnc 120pp. 46530.001-46538 120. 

8806030112 NRC info Nolco 08 059. "MSIV Gudo Rail Failuro at Watorford Un4 3” 
Svc l st onct 

ROSSI.CE. Division of Operatonal Events Assessment (Post 070411) 80/09/09 
Consolidated Edison Co of Now York. Inc. 121pp. 46467.01 1-4646/ 131. 

8806040062 Suppl 1 to NRC Inlo Nolico 08 004, “Inadequate Ouatihcol on & Documcn- 
lalion of Firo Bamor Penoiralion Seals.” Svc l st oncl. 

ROSSI.CE Division of Operat-onal Evonis Assessment (Post 0/0411) 88/08/09. 
Consolidated Edison Co ot New York. Inc 121pp. 46558 205*46550.325 


0000 190 156 Forwards Safeguards Insp Ropl 50 023/00-13 on 890711-15 No volahms 
noiccf 

BELLAMY, R R Roy on 1, Ofc of lh« Drocior. 80/08/09 DRAWBRIDGE. 0 L. Yankee 
Atomic Electric Co 2pp. 46595.267 46595 273 

-.0000190157 Parhply deleted Piiysical Secu'ity Insp Repl 50 029/83-13 on 080711-15 
pel 10CFH73 21JNO vio’atcns noted MaiDf areas nspectod security 
o.'gani^Hlnn locks.koya & con bmaiions.ptiyscal darners & v.tal areas 
MARTIN.W G . KPMJG.R R Rognnl, Ofc of Iho Oi'ecicr U8/0B/O3. 5pp 46595 269 
46595 273 

0000050135 NRC into Noheo 80 060. "Inadequate Design & fnstal blion of Woicrhyhf 
Pceuuaiioi^ SuaiH " Svc l s\ enci 

ROSS’ C.E Div.s on ol Operational Events Assus^rnent (Post 0704 11 ) 88/00/11 
Ccnso'idaicd Ed son C -0 ot New York, Inc 123pp. 4G569 208 40570 COO 

0000050240 NRC info Nolico 08 001. "Control Room Ifdbitabiily - Roccnl fiov.ows of 
Operating E *porionco ‘ Svc hst encl 

ROSSI.C.E. Divison ol Gpcrniunal Evonis Assessment (Post 0/C4 1I) 80/05/ >1 
Consotidofed Ed son Co of New Ycrk. Inc I25pp 46694 312-46595 076 

0000050295 NRC info Notice 80 C62, "Record Fincfirgs ro Irrplerrtnlahon of OA Pro 
rams by Suppliers Of Tr&nspcrl Packagos “ Svc 'isl or cl 

URNErT.n.F O-vison of Safogja'ds & TranspoMot on (Post 870413). 08/05/12 
CcrisoTiJotL’U Fd-son Co of Now York. Inc 109pp 46581 155 -16561.263 

0808090264 NRC In'o Noheo 80 603. "High Radation Hazards From IrradiQlcd In Coro 
Deiucio.‘fl & Cables.'' Svc list oncl. 

ROSSI.C.E Division ol Or.Piabor-al Evonis Assessironl (Post 87U4ID 88/08/ V 6. 
Consol idn led Edison Co of New Ycrk, Inc. 1 lOpp 46569 065 46569. 1 74 

BODS 1 10206 NMC Info Nolico 88 064, "Reporting Fires in Nuclear Pretoss SyS nl N.iClo 
a* Power Plants.” Svc 'isl oncl. 

ROSSI.C.E O vision cf Oporatio-'ol Evonis Assessment (f’ost 6704 11) 88/08/ io 
Consolidated EdiSCn Co of Now Yurk. fnc. I04pp 46643 001-4664 3 104 

BB08120327 NRC into Noheo 00 065. “ln»n)verk"il Drainages ol Sponl Fu<-4 Pools" Svc 
I st oref 

ROSSI.C.E. Ovisicn of Oporalio' al F.vonis Assessrnom (f>ost 0704 11) 88/08/10 
Consolidated Etf.s<:n Co of Now Ycrk. fnc 123pp 46620 01 1-46628.103 

0000160392 NRC 'iVo Nolico «B 066. ' inUustrin' Haciiogrophy .’nsp & Enloreomonl." Svc 
'isl Orel 

CUNNINGHAM.n E Division ot Indjsmnl & MorJica! Necloar Sflfoly (F > os1 870720) 
80/68/2? Consol dated Edison Co ol t^uw Ycrk, Inc 90pp. -16020; 1 34 -4E020 22:1 

0800160414 NftC info Noheo 00 C67. "PWR Auxi'iary FuorlwutCf Pomp Turbiro Over- 
specr) Trip Fnluro Svc list eucf 

ROSSI.C.E D.visicn of Opur(it<>nal l.vonts Assessment (Posi 0704 11) 88/09/22. 
Consol dated EdisunCo of Now York. Inc 123pp 46643 1C5--16C43.227 


R Porlodlc operating reports & related correspondence 


8007260096 MunlUly opcrnlng ropl fo* Juno 1000 lor Yankee Atcinc Power Stahori.W/ 
080712 Mr. 

CAHHOILK. ULRMY.M L. Yankee Atomic Eloclnc Co 89/06/30. 6pp. 46287.213- 
40207 210. 

0600180164 Monthly operating «ipl tor Jut 1008 for Yankuo Atomic f J ow'Qf Suitcri W/ 
0BO0 11 it r 

CARROt.l.K (3EHRY.HL Ypnkoo Atomic Efoclnc Co. flft/07/3l. Gpp. 46500^96 
4Q5U0 30 1 


V. Operator Examinations 


8000120291 Forwards Exam Ropt 50-029/hft 1 lOL adm risiorcd d.irLng wk. ol D60620 
GALLO.RM Reg on 1. Ofc of tho Uirecior 88/U0/0Q. DRAWGFilDGE.B L Yankoo 
Atomic Electric Co 2pp 46537 103-16537 266 

-8000120292 Exam Rupt 50 029/00 1 101. cn 000622-24 L'xnm rost.lfS nil Ifiroo sonior 
roaclo' opu/alor camlrdoios passed Uoih wniton & operating pAris of I cense oxnms. 
YACHiMPAK.E. ESE1.GROTII.P.W neg-on 1. Ofc of dm □ rector. 09/00/05 64pp. 
46537 195 4653? 258 

-0800190071 Ftci|UOSt9 that communis on fivo quust-Ons ldont-1, nd during review of 
honor runclor oporotor written uxams odminlsiered on 08OG22 to rj van due cons dor- 
otion for inclusion prior to grading procoss 

DRAWBRIDGE, G l Yankee Atom c Clocmc Co 88/00/26 neg.o.i 1 . C(c of ih.o Di'cc* 
lor. 8pp. 46537 259-46537 266 


DOCKET 50-54 CINTICHEM 


P. Operating ffeense stage documents & correspondence 


0800020224 Appl cation for amond to License R-61, requesting loch Sjwcii cfionges lo 
allow replacement ol prosnnl Lon N & period ampMior Foo pent 
JOttNSON.M D Cnuchom. tnc. 66/07/21 O-Jcumon! Conte ol Bcur.ch ^Gocumcni Con- 
trof Desk) 4pp 46372:103 46372 190. 

-0008020225 FYoposcd Toct) Specs roquosimg changes to Q’low roplacomont of 
prosoni Log N period ampl.f.ur 
* Cmt-chem, Inc. 80/07/21 4pp 46372 107 40372.100 

0000250005 Forwards Amend 24 to Llconso R 81 & safely ovakiaiion. Amend changes 
Tech Specs lo account loi subsWo'.ion pi Koilhloy Logit ampMior. 

MICHAElS.T.S Siandardizallon & Non Power Reactor Projoct O.ioctoraio 89/08/16 
SOMERVILLE.S.J. Cvihchooi. Inc. (subs ol Med Physics. Inc.). ?pp. *16640 347- 
46046 356 


—0800010391 NctiCO cl v*o'3liCn trcrTi lisp on 880614 1b Violations noted lei uto 'o poi* 
form surveys lo ova 'cate clf-eenl releases from ho: co l emergency ventilahon :*ys & 
qjanc'iy oM ciency tests of sys rol performed 
• Hey on 1. Ofcofino Diroctor 08/07/15 Ip <16359 329 46359 329 

-80O6O1O393 Ksp fteplS 50 054/80 01 A 70 0657/86 0-1 cn 8-JU613 16 Violations 
(\o*e'i Ma£» areas nspocted radic'cgcal ccrtrc’s o*qan*at.;>n & s'afl.nq.oxtemal & in 
iciral oxcosun control s.ell-uent men fcirg & control 8 radwastn sh pp ng 
WEADCCK T NIVMZ.fl. SHAMOAKY.M fiogert 1. Ofc ol the Uireclor 08/07/13. 
12pp 46359 J30-46359 341 

8808230300 Rospcrds 10 NRC ir re v.O'aticns noied n insp Repts 50 054/00 01 8 70 
0607/88*04 or> 080713 CcrrocMvo achons hoi co'l omorge.iLy vcnh’aion sy$ use lo*** 
it*. mated cnii proper e'lljenl mcn.tO'ny equp'nenn'isialled. 

WCGOVtflM.J J Ci 4 tic horn. In-. 80/00/12 6EI LAVY.fl R Reg-on 1. Ofc Cf the D. 
rerlO' 5pp. 46607 133-46607.136 


DOCKET 50-67 BUFFALO MATERIALS RE5EARCH CENTER 


A. Appilcalion/construcllon stage documents & correspondence 

0808010167 Irfcrms of requ ’emoris for exempt on f'Om 10CFR70 24 re CMica dy n»0‘> 
to* repL ron enls 

ADAMS. A Standard vaticn & Non-Power Fteactcr Pro.eci O.ruclo'ato. 00/07/21 
NFLSOM R C Air Forcu Depl of. 3pp 46363.130 46363 147 

-8808010184 Roqi.csls waiver of certain CFR requ'i'Omenls ro ccn*mjous monto*ngof 
roacror fuel siomgu a*cas 8 warrng devices fi:r areas ol figh rad a: on based on 
listed considered ons- 

IUM3.RF. Now York 3iaio Un v cf Qullab. NY 64/04/15 BRYAN.H.H Alcm c 
Energy Ocmruicstcn 2pp 4636J 141*48363 142 

-8800010193 Forwards Amend 7 la License R 77 & rolaiod nolne submited lo Ffl fer 
publcaiicn 8 Arnold 2 lo Indeim :y Agro-emeM t; 34 lo bo sgned 8 relumed Aav.sos 
that exemption from 1CCFR70 24 rOqu rornorts g* anted per 6-10416 request 
BOVD.HS Atomic Enemy ConiTiSsfan 64^06/1 9 LUM8.R.F. Now York Siaio Unv. 
of. Bb'fab, NY 2pp 46363 143 46363 144 

-8800010199 Forwards 6^0415 Tech SpOCS Submitted por 10CFR50 Cuos'lons prepr.o 
ly ol -ncljsion n federal <:cen« ng ducuniLn:s ol sections which tronl hanelng ol ds- 
cha'ges from fac dy 

LUMB.RF. Now Yeti'. Stale Unv of. Bullab. NY C4/04/21 RRYAN.R H Atomic 
Frjo.'QY Ccnrn S9ion 3pp 46363 145*46363 147 


DOCKET 50-59 TEXAS A&M UNIV. RESEARCH REACTOR 


R Periodic operating reports & related correspondence 

8800050259 'Annua 1 O;:orol ng Rcpi of Texas ASM Un:v AGN 201W Tranng Reactcr,” 
June 1987 - May 1900 V//88072ft Hr 

BHFINER.F M , POSTON. JW Texas A&M Urn, Col'ego SWlscn TX 00/05/31. 
ICpp 46-140 271-46440 230. 

0008150102 f erwards anruai oporomy ropt lor Juno 196/ • May i960 
UBEiNER.C M Texas A&U Umv . CcIcgo Svaion. TX 69/07/28 CHAMF.y.h. Rog\on 
A, OlC Of bo (Jiroclor Ip. 46554 HO <16554 M9. 


OOCKET 50*62 UNIV* OF VIRGINIA RESEARCH REACTOR 


P. Operating license stage documents 8 correspondence 

8008840209 Advices mat coV.deniia! Hepi IA-CP-87-D2. Nonpower Reader Sabotage 
Study.’* forwarded id le.'npora.'y storage lacity Requests rovew A p'ov.son o? listed 
into 

ADAMS.A. Slanuard'rai on A Non Powcr Readier Pro;ecl Diruclo/ato G8/07/28 
MULDER R.U. Virgin. a, Umv of. Ctia'.OltoSvi 'o. vA 3pp 40434.156 46434 160. 

-8808040223 Fo'wa.rdS conf.Je.'il'a 1 fopl > , 'Nonpow<?r Roactcr Sabotage Study.” LACP* 
87*0? fer roviGw by ciea'ed omp’oyeus of Ur.vo'sily o( Vcginfa Resoarch Roacior W/o 
end 

ADAMS.A Standard za non A Non Power Reactor Project D 'octorote. 0B/O7/2O. 
A # nvy Qepi cl 2pp 40434 150-46434:1^0 


DOCKET 50*?6 AEROJET GENERAL ELECTRONICS 


fl. Periodic operating reports A related correspondence 

8008050264 “Amua 1 Repl on Cperoion of Washington State Umv Tr.ga Reactor,*' Jul 
1967 - June 1988 W/ 880/25 Hr 

WILSON.W.E Wfisfi .r.glon Stale Unw. Pu'lman. WA. 69/06 / j 0. 0pp 464Sv? 245 
46452 252. 


8007260159 Forwards Exaiti Rep* 50 003/01 <60 01 on 8DC608 09 
JULIAN. C A Region 2. Ole of the Director. 00/07/11. WETHINGTONJA Plot. 
Un,v. of. G8inoSvil“o. FL 2pp 40283 00 1 46289 224. 

•♦0007260165 Exam Repl 50-0B3/OI 80 01 on 08OCO8 09.Fxarn results 1 wo mi ij h 
passud Gperet ng tests A ore cano oato passed written oxnms 
AniLOSE/J.J A. BROCK 7JAN. K E neycn 2. Ofc Of IhO Oroclor G0/O7 /O!j 21 0 
46289.003 46289.224. 


DOCKET 50*69 GENERAL ATOMIC CO. 


V. Operator Examinations 

8606190209 Interns o' NRC iniorpreiat.nn of Socticn 10CrM50.74(o1 re char.gos h 
eralct o.' 50r»ior eperato' staiui Notihcat on of NRC roqurod whon cpura’c re 
sgned to nonVoiv..Qd position w/n^-ni«int in mtutn to Iconsed posilnn 
PATE.R J Region 5. Ofc of Iho Oroclo' 88/00/11. ASMUSSEN.K E. Gon-jra* Alcn 
(lonnody GA fechnobgos. fnc /Ger.ora! Atomic Co ) Ip 46599:126 46509.126 


DOCKET 50- 113 UNIV. OF ARIZONA RESEARCH REACTOR 


V. Operator Examinations 


0800100349 Forwards operator hcenso ci'flif.caio for p-Obonfnlicn lo MA Auri'ib 
recogn.iion of achiovomoni 

KIHSCH.OF Regions. Cite of H\o CimcU)< 88/08/ tO. SEALL.R 1 . Autcua. Unv 
Tucson. M 1 p. 46584 3 1 / 4C5U4 317 

0808190053 Infomis of Nf4C Iniurproiahcn of 1CCFR50 /4{n) ru ct-ar ycs in 

son or Optra to.' status 

PATE.R J Regkn 5 Ofc ol u:o D.rocior BH/C8/11 NELSGN.GW Arlene. Un v 
Tucson. AZ Ip 47159/360 46507 360 


DOCKET 60*1 16 IOWA STATE UNIV. RESEARCH REACTOR 


R. Periodic operating reports & related correspondence 


BOO0 110223 "Annual Opefilicns Rcpt Inr town State Unv Research Hu.icfor for 
1967 ■ Juno 1066 “ W/0AO729 Hr. 

HL'NORICKSON.R. Iowa Stale Ifn.v, Amos. IA 06/06/30 4pp. 46505.317-40505- 


DOCKET 50*123 UNIV OF MISSOURI RESEARCH REACTOR-ROLLA 


F. Security, medical, emergency & fire protection plans 


6607260218 Forwards Physical SecuMy fnsp Ropts 50-123/8U O1 & 70 02/0/66 (j 1 
80OG27-3O No volatons noted Hupt cJoiails & nolico of violot-on wilhl'i>*«J< 
10C» H2 790). 

MALLET T.B.S. Region 3. Ofc oi Hie Droctcr. 08/07/14 WARNER. D Msscu. I 
of, RoLa. 7^0. 2pp. 46304 153 46304.165. 

-B0O72BO227 Partial’, y w.tnhold Pnysical Security Insp Ropl9 bO 123/08*01 8 76 
80*01 (ref 10CFR? 790((«} Major areas inspected repts ot safeguords ovoms & f 
sito phys cal protection of SNM of modo/ato siratogic significance 
CHRISTOKFER.G . CREED, J.R Rogpn 3. Oic of the Director 00/07/1? 
46304.155-46304 155. 


P. Operating license stago documents & correspondence 

B0 08020229 Submils I sled into re convors-on schorl j'o for roactcr. per NRC 001 
roquosi DOE certification re funding avai’obiity lor (ow enriched U fuel (abnrjlon 
received 

BOLON.AE. Mssclh, unv ol. Hob. MO 88/07/10. RUFIEHSTUUU Star.duii 
lion & Ncn-Powcr Reactor Projoct Directorate. Ip 46366 246-46386 246 


O. Inspection reports, IE Bulletins & correspondence 


0007260218 Forwards Physical Security Insp Repts 50-123/88 01 8 70 0270/66 0 
880627-30No violahons noted Hop! deimls A notice of viol a ton withheld 
10CFR2 790J. 

MALLETT.8.S. Reg on 3, Ofc of the D-roctor. 86/07/ 14. WARNER, D Mssoun, I 
of. Hollo, MO 2pp. 46304:153 46304 155. 


CHRlSTOFFER.G , CREED.JF) Roqon 3. Ofc of lh G Director 86/0// 1? Ip 
*16304 155 46304.150 


V. Operator Examinations 

8600020248 Requesis lhai listed ref malls bo submitted 60 days prior lo operator li 
cons ng exams schedj'cd lor wK of 80 1 1 14 

WRIGHT. GC Reycn 3, Ofc of tne Dreclor 00/07/26 WAHNER.D MiSSOiJ'i. Univ 
Of, RoMa. MO I0pp 46375 256 46375 265 

8808230088 Concludes dial reqja'ificaiion program mculs ren-Memonis of xogj»ai-ons A 
acceptable Prog'am reviewed against criteria mi i0CFn56 A conform rg nnvonds con- 
16 ned m Geror C IV 87 07 did 070319 

ADAMS. A Siardard'/afion A Non-Power Roaclor Project Ornclo.‘atn 80/00/16 
STRAXA.M. Missouri. Urnv. of. Rola. MO 3pp 4G6G 7 07 7 -16607 079. 


DOCKET 50-124 VIRGINIA POLYTECHNIC INSTITUTE TRAINING REACTOR 


P. Operating license stage documents A correspondence 

0808160020 Forwards Amcrd 14 lo Indemnity Ayrooir.u'u E-33,order tomvnat-ng Li- 
cense R 62. safely ovaiuairon A assessment 

MICHAELS, TS Standard ?ai:on A Non-Power Roactcr Proiect 0-roclO'QtO 08/C8/11 
FURR K Virginia Poly tec hnc lnshtuie A State Univ . UlrtCksburg. VA Jpp 46554.001- 
46554 013 

-0800160021 UnexLCuled Amend 14 to Indemnity Agreomonl F 33 

fHOMAS.CO PoLcy Development A Technical Support Uranch (Post 070411) 00/ 
Ofl/11 2pp 46554 004.46554 005 

-8000160024 Order lcrmnatr.<j License R 62 & rcqi.-cslry aulhcn/at on to dispose of 
component parts 

CRUTCHFIELD. D D.vsion ol Hoactcr Projccis • W.lV.V & Special PfO.ectB (Pusl 
67041 1) 00/08/ H Virgma Pclytechnc lnshtuie & Slate Univ . Blacksburg, VA. 3pp 
46554 036 4G554 030 

-8808 100020 Safely evoL-ation supporting lo/rmnnhon Ol License H 62 

* Office of Nuclear Rene lo' Megj’ai&n. Droclo-' (Pom 870411) 08/08/ 11 ?pp 
46554 CO'J 4C554 010 

-8808160029 Envi.'cn assessment A fndng of r.o slgnitceru impact ro termination of 
Liconso R 62. 

RUBENSTEIN.L S. Standa.'i Italian & Nun-Power Reacior Project Ui'OCtowto 80/00/ 
02. 3pp. 46554 0 1 1 46554 0 1 3 


DOCKET 50*120 TEXAS A&M UNIV. RESEARCH REACTOR 


Q. ln9peclion reports, IE Bulletins A conospondonco 

0807200218 EN 88 05*1 on U807UD.r.ot-cc of preposod mpositon ol c.v.l penalty in 
amount of $5,000 issued lo licensee based on fmluro to p.-ov do appropr-aio porsonr.ol 
dosmolry p.'Opn* placement of porsonnol closnuotry A ostahlsh proper control 
JOMANSEN.J , HEBERMAN.J Ofc of En^rcemunl (Post 0/0413) 110/07/0(1 Ip 
46335 287 40335.207. 

0807260311 D.SCUSS03 Insp Rcpis 50-120/00 01 A 50-12U/86 03 cn 000307- 09 A 
041 M2 A foi wards not CO ol vio'rtlicn A proposod Imposition ol ov.l penalty in 
on ouni of $5,000 V olnt ons r.d cnio fa !unj to mcorclso ndemmio rrc|i ccniro! 
MAHIIN.RD Rogcn 4. Ofc of the Dirocior 0Q/07/13. niCHAlfOSON.il H. Toxas 
AAM Uriv , Col'ogo SlHliOn. TX 4pp 4 G2QQ 282-46289 209 

-8007260315 Nolico of viclaton A proposed impos-bon ol civil penalty In Qmouni ol 
$5,0C0.V:o!aiions r.oletl la lure lo provido oxponmunlof working in high rad ation area 
containing ni'xed gamma nojlron rodinhon liofd w/moiiiionng oquipmenl 
MARTJN.R.D ftegwoo 4. Ofc ollho D'tccUx. 00/07/13 4p;> 46209 206 46209 269 

8 9000 10332 Forwards paymoni :n amount ol S5.0U0 frr 000/13 O'dor imposrg Civi‘ 
monetary penalty. 

REUSCHERJA Toxas ASM Unv., Ccliego Sinhon, Tx 80/07721 Ole of Enforce- 
ment (Post 0704 13) ip 4036 M42 40361.142. 

8008230070 noquosls extension to 83C901 bo granted for rosp.onse dOftdiino lo 8807 13 
notico of vioiahcn A proposed mpos'fon of civil penalty Arfdl lime needed lo ohtan 
fmol approval A skplures of Individuals prosonlly cn vocation. 

FELTZ.D F Texas ASM Un v , Co'togo Stabon, TX 88/00/10. SANBORN, G F Region 
4. Ofc ol Iho D.rector. lp 46607:000-46607 080 

0008220085 Conhrms NRC agroomoni to cxlond response to 080713 nolico ol wolalion 
unlit 080931. per G Sarborn 000810 foqjosi. 

MARTIN.nO Reg cn 4. Ofc ol the D.roctor. 88/087 1 1 niCHARDSON.H.H Texas 
AAM Unw . College Station, TX lp 46603 272-46603 2/2. 


DOCKET 50-133 HUMBOLDT BAY POWER PLANT, UNIT 3 


F. Security, medical, emergency & lire protection plans 

9807060520 GonoriC Ur 98-10 to all pewor ruactor LcunsQos & holdors of Port 95 ap- 
provals ro purchase ol GSA approved security conialnors Svc l-sl unci 
MlRAGllA.F J. Associaio Drcctor for Projocis (Post 070411) 88/07/01. Conso'idatud 
Edison Co. of Now York, Inc 3lpp 46380 299 46380 329. 

9800040247 Generic Lir 80-12 to a3 powor reactor I consoos A app'icanis ro romovai of 
fire protocl on roqu remonfs Trom Tech Spocs.Svc .Isf oncf 

MlRAGLPA.F J Associate Director lor Projocts (Post 07Q411). 80/08/02 Consolidated 
Edison Co of New York, Inc 52pp. 46463 291-46463 342. 


tnc & Gas Co. ol Now Jorsoy ip. 46689.100 4G50O 108 


P Operating license stago documents A correspondence 

BB0726020? Forwards Amend 23 to Liconso DPR- 7 A safoty ovaluat-on Amerd dololos 
certain ronrlihons ro soism:c mods requi'Cd tefo*o NRC would a^lhcnro return lo 
power oporat on Nollo ol issuance also encf 

LRICKSON.P B Siandarduof on A Non Power Reader Pro,oct O roclorato. 88/07/19 
SNIFFER P D Pacific Gas & E’ocinc Co. 4pp 46337 1 10 46337 216 

-8007280210 Amond 23 to L'conso DPn-7,do!ot ruj corioin cond.’ ens ro bcismc mods 
reqjred bolo'O NRC woo'd nuthonro ruturn to power ope'abon 
RUQFNSTEIN.L S Stanriar<fi?ahon A Ncn Power Reacior P/oJocr D.»oclcralo 0U/O// 
19 l)3;ip 4633/122 46337 204 

*•0007200215 SatOly ova’uahon Support r.<j Amo“d 23 lo Licorso DPR- 7. 

' OM co ol Nuclear Roaclor RoguOton, Di-ccior (Posi 870411) 80/07/19 9pp 
4633/205 4033/213 

-6007280216 Nct<ce of issuance ol Arnurd 23 to L.conso DPR- 7 A proposed NSHC 
detu'mir-at on & opportunity fer heaerq An.ord (Joloios corta n ccntfitiuns ro soism.c 
mods lequi'Od before NRC would auif onzo rolu.rn to power operation 
fiUDENSl LfN L S Siandaroi7aliort A Ncn Power Reader Pro.eci Diructumto 8U/07/ 
19 4pp. 46337 214-46337 216 

0008010230 Forwards addl irtlo ro uso ol socuriiy senln on spont luGl stcrayr* peel per 
880621 \U 

SHlFFER.JO Pacific Gas A Electro Co uo/07/19 Docuii'cnt Ccniro' Bionch (Docu 
mont Control Dusk) 3pp 46172 161-46372 163. 


Q. inspection reports. IE Bulletins & correspondence 

8005200295 NRC Into Ng'Xfl 60 032. “Prompt Flopurtrg to NRC of Significant Inc denis 
involving Rad oaci.vo Mali." Svc !isr oncl 

CUNNINGHAM, R E D.vis-on o 1 'ndusinat A Med cal Nuclca* Seluty (Post 870729) 
88/05/25 Conso' doled Edison Co ol Now York, ‘nc 120pp 46368 179 46306:290 

0007200162 Suppi i lo NRC Into Nolico 80 C46. ‘ Licor-soo Hool of DotocLvo Refur- 
bished C rcuil Breakers ” Svc hst oncl 

ROSSl.C E O.vision of Gpurakor'al Evonts Assessnient (Post 070411). 00/07/21 
Consolidated Edison Co of New York. Inc I25pp 46380 054-4638!) i 7fl 

B807200246 NRC Bullet n 88 000. "Th>mblo Tuho Thrrmg n Wt.-st ncj house Reactors' 
Svc I si oncl 

FtOSSl.CE Uivivqii ol Oporational Fvor.lS Assossmnnl (Posi 070411) 06/07/20 
Conso'idntnd Ed son Co of Now York, Inc 123f:p -16340 070 46340 192 

0007210218 NRC mlo Not CO 60 052, "FailJ-'d of 'nlrnutu* r»u Tnridum ol Flolchor Su.1 
AppIcatOf Brachyllie'upy Uuv:cos During Patiom Tronimnnl." Svc I St oncl 
CUNNINGHAM. R F. U.vls-cn ol Induslnaf A Medical Nuclear Suloiy (Post 0/0729) 
88/0/727. Conso’idated Ldir.au Co. of Now York. Inc I08pp 4639/ 029 46397 136 

0007220034 NRC Info Nolico 00 853 Licensee Violatons of NRC Reyiilniicins Wh ct» 
Led to Medical D -ynosiiC Misadmi-i stralicns Svc ‘ist t>rcl 

CUNNINGJ lAM.R.E 0-vis-Oh of Industrial & Mcdcal Nucloar Safoty* jPosi 870729), 
00/07/23 Cgnso idntod Edison Co ol Now York. !nc UKipp 46396 283 46397:028 

0007220192 NRC info Nolico 88 054. Ffiili-ro of Crcuit Breaker 1 (H'uwng inslaMahon 
of AuiploUor Orecl Ti p Aliachrnonl “ Svc list oncl 

ROSSl.C.E 0-vislon nf OperaliO'Uil Evonft Assossrnunl (Pcsl 070411) 08/07/20 
Consolidated Edison Co ol New York. Inc. i2ipp 46417020-4011? 110 

8007200019 NRC Info Not ‘CO GO 005. “Polunhal Prcbloms CniiSeiJ t:y* Single Fa lure Of 
ESF Swinn Bus ’’ Svc list oncl 

nOSLSI.CE Uivision ol Opuratiunol f:vonls Assessmont (Post 6704 11) 68/00/03 
Consolidated Edison Co of New Yo*k. Ire. I2lpp 46437:121 4613? 241 

0808030209 Suppi 2 to NRC Buletn 88 035. “Ncnconfcnn ng Malls Supp'iOd by P png 
Supjpf os.fnc al FoNom.WJ & Wear Jorsoy Mfg Co df V/rfmnistown.NJ, Svc fsf uncf 
ROSSl.C E. Division ol Oboratiunal Lvonis AssossmGni (Posi 8704 1 1) 88/OO/Od. 
Conso'idaled Edison Co of Now York, Inc 149pp 46538:121-46530 289 

0807290000 Suppi 2 to NRC Uullolm 00 00U. ' Thomml Sirosoos in Pipng Connociod lo 
ncs - ’ Svc oncl 

ROSSl.C E Division ol Oporoliunol Events Assossn oni (Post 0704 H) 00/00/04 
Conso'nlatod Ed.son Co of Now York. Inc 1 2 1 pp 46504 00 1 4 6504 . 1 2 1 . 

08072901 11 NRC Info Not co 08-056. "Potoniial Problems W/Si! cone Foam Fire Romor 
Portulrat-on Sea's " Svc list oncl 

ROSSl.C F. Division ol Oporatcnal Evonts Assossmont (Pest 070411). 83/00/04 
Consol-dated Ldson Co of Now York, Inc I23pp 46569 1 75-46509:207 

0000020096 NRC Info Not co 00 057. “Potoniial loss ol Sale S' uidown Equipment D.io 
lo Premattifo Si icon Controlled RocM or Failjto *' Svc fl9l oncl 
ROSSl.C E. Divison of Oporatcnal Evonts Assessment (Post 070411) 80/09/08 
Consol doled Ed son Co. of Now York, Inc 122pp 46459. 1 25 46469:246. 

0000020102 NRC lolo Notice 00 058. ‘ Poiontia 1 Problems W/ASEA Brown Bovon ITE- 
5 1 U Timo-Overcurrcnl Rolays." Svc list oncl 

ROSSl.C E D.v.s:on of Oporohonaf Evonis Assossrront (Post 870111) 8R/O8/0Q 
Consolidated Ed.son Co of Now York, Ir.c I20pp 48538 031 46630:120 

8000030112 NRC info Nolico 80 059. MSlV Gudo Rail Falluro at Waterford Unrt 3 ” 
Svc list oncl. 

ROSSl.C.E D.vision ol Oporaiionol Events Assessment (Post 670111) 88/00/09 
Consolidated Edison Co of Now York. Inc I2lpp 46467 Ol l-464G7:tt)1 

8808040062 Suppi 1 lo NRC Inlo Nolico 88-004, “Jnnrioqualo Quo'ilxat on A Dccumon 
laf on oi Fvo Oavrer Pcnnltaiion Sea's " Svc f sf onef. 

ROSSl.C.E. Div.son of Oporaional Evonis Assessment (Post 870111) OB/08/09. 
Consolldalod Ed-son Co or Now York, Inc 121pp. 46559 205-16558 325. 
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8008050 135 NRC into Noted 88 060. riadei;i;a:o Pesgn 8 '"slalaiicn ol Watertight 
Perelra'^n Seals.’* 5vc l.st end 

ROSSI.C E. Dr/sicn cl OperahCi 6l Events Assessment (Post 370411) 80/08/11 
Co^Sclidalwl Fdison Co ol New York, ire I23pp 4^569 298- 46570 060 

8808050248 UPC ’r.fo Uo’.ce 88 06 V " Con'.ro’ Roo-n Habtabi.T/ Roco^t nev.Ow* ot 
Operating E<.ner once Svrisferci 

ROSS'.CE. Dins on o? Cpcra'onal Evo/ils Assessment (Pod 870411) 63/08/11 
Consol doled Ed sen Co cf No# Yc*k Inc. 1 pp. 46594 912-1 6596076 

8008050295 NF1C Info No*>CO 68 062. ' Rnr.er; F r.d rgs re Irnpleirealahcn cf OA Pro 
Ltfims bv Supp‘ ois cf Tiar.sr-oh Paoagas ” S»c <sl end 

BUnNETr.nr. Div.s-on cf Salogja'ds & Transportation (Posf 870413} 8B/03/12 
Cu'*sc'rtJated Ed-so* Co ol Now York. *' , c I09^p 46681 150-4G581.2G3 

0900090264 NHC Inlo Hohco 38 063. *H £h Pan a* on Harass From Irradatcd l n Coro 
Ce’ecicrs & Cables ' Svc isf enci 

nOSSl.C.E D- v it* o i o! Cpora*. cna Events Arawntm (Post 67001) 69/06M5 
Ccrsol -fated Ed SCO Co of New Yo**. Ire 1 tCpp 46569 065 46569 I 74 

8808110206 NRC “do Nct.ce e«J C54 f res m Mjc'ear Process Sys ai Nu: o 

a r Fowt" Plants '* Svc I si ere' 

ROSSI.C fc C vis on o 1 Operational Lvenis Assessment |Pcsi 8704 11 ) 06/C9/18 
Ccnso dated Edscn Co. c-l New** ciV. Inc. if>4pp 46643 0GV46E4J 104 

8008120327 NRC nlo Notice 8d-C65 Inad/Ofied Drarages of Spc-? Ftei Pcos “ Svc 
list ercl 

ROSSI.C E Division of Ootr'atio-iai Events AssessT*?- (Posi 87C*ui) 8B/C8/18 
CDnsc'idfilcd Ed son Co o< Now York. fnC 1 23pp. 46620 01 1 46628 1 33 

8808160392 NRC inlo Notice 68 065. ' 7 i?lS“*o Radography Insp & Enforcement *“ Svc 
1st end 

C JNNINGKAV.R E. Div S'CO ol Indjsfn*' & Medical N-jnfear Safety (Posi 870729) 
80/09/2? Ccnso' doled E<1 sen Co Of New York, he Itfpp 46620 134-46626 223 

8808160414 NFtC Vito Notice 08 057. PWR Aux'iary Feedwater Purrp Turbne Over 
speed Trip Fa:i.ro ’ Svc I si ere. 

ROSS', C E C vis on o 1 Cpe/aional Lvenis Assessmenl (Posi 870411) 89/08/22 
Conso dated Edison Co cf Now YciV Inc I23pp 46643 105 4C6-13 22 7 


V. Operator Examinations 

8808190060 ’nlorrrs cf NRC i-Tle.'pralat.cn Ol ICCFR50 74(a) to changes in eperpto* O' 
sen o: count or status 

PATE.RJ Rog;cn 5. Ofc cf Ihe D reefer 08/C9/1 V SUIFFEfl.J D. Pacific Gas & fc’loc- 
■r.cCo Ip 46596 324 46566 324 

8808190242 'nferms cf NRC r.!€iprp*alion cf Section 1CC {r n50 74(a) re changG9 in cp 
oraior G f sen o' epe/oto.* siatus 

PATC.RJ. Reg on 5. Ofc ol trio DrecfO' 88/08/11 FRlGVOHfc.EJ Pacific Gas & 
Electric Co Ip 40593:360 16593 3€0 


DOCKET 50*130 UNIV. OF WASHINGTON RESEARCH REACTOR 


V. Operator Examinations 

8808190240 Info' ms ol NRC ifHC:p'ela!on Ol Seclion I0CFR50 74(a) re changes m op 
eratcr or senior operator status 

PATE R J Regcn 5. Ofc of ihe U.'ecior 88/08/11 f.'.’LlER.VV WflShngton. Unv of 
Sraltlo. V» A ip 4659b 107 46698 107. 


DOCKET 50*142 UCLA TRAINING REACTOR 


F. Security, madical, emergency & ffro protection plans 

8808150280 Partial rci-pcnso to FO'/» tersest ‘cr docuT.er.is Acp G dccumenls porha-ljr 
w.lhhold <rol FO'A Exempt.cn 4). 

GfllMSI.FY.OTl. NRC - No Doh 'od AUi* anon Gvcn flft/07/16 AFTERGOOD.S 
Com it .nteo to Rndgo tho Gap 3pp 46526001 46526 115 

-0808150284 ParlMl y withheld “Physcal Socu-ny P>an fer Proiocion of SNW ol Votin'- 
ale Straicg c Sigri* canco " 

' Calfcrnia. Univ. of. Lcs Ango'ea. CA 00703/31 4ipp 46526:0CU«4652C 051. 

-8008150280 Parldl.v vnthhOl'J prt.posod pagrs lo Amend 2 lo physcal security plan 

* Ca’itorna. Un v ol. Lcs A-igolos. CA Qf/02/28 iCp p 46526 052-46526 0 62. 

-8808150290 Pari af!y will hctd pages lo Airer.d 5 to phys cal socuhty plfrn 

• Cal forr.ifl. Un v ol. Los Angelos. CA 82/08/31 5pp. 46526 C63 46520 068 

-0008150292 Parlially wrhheM Facc*5 lo Amerd 6 lo physical seemly plan 

• Califoma. Univ of. Los Argoles CA 83/06/31. 2pp. 4652C 050 46520.070 

-8B0815O294 Fonvards 14 padiaty wiihhc‘d pagos to Amend 7 to physical security 
plan 

ASHUAUGH.CE, WFGST.W.F Ca'/crria. Unv of. l-OS Ange'os CA 04/07/10 
THCMAS.C.O. S'andard^aiion & SpeC-al Projects Branch 15pp 46526 071- 
46626086 

-0000150299 Parhal y w.thhc'd pertrons ol Arrcnd 0 lo physical secur/.y plan 

* OaVorn.a. Un v of, l.os Angeles. CA. 04/10/31 14pp. 46526 CQ7 46526 115 


DOCKET 50*143 PHILIPPINES RESEARCH REACTOR 


P. Operating license stage documents & correspondence 

88C8 150177 Final response to FO;A request lor documents Forwards App A documents 
& partially w.lhheld App D documents fref EO.‘A Exemp'ions 5 & 6). 

GRIMSLEY.DH NRC No Doiailod Alfil aticn Given. 88/0//H FELTON.JM Nuc-'oar 
Licens ng Reports 4pp 46601:149-46501:164 


DOCKET 50*146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


O Inspection reports, IE Bulletins & correspondence 

0800150321 No; heat cn o< Lie cr.soo Mceing 68 075 on 88C606 w/utl in Kng o* 
Prussui.PA to d scuss mgt dolkiencios dcntilied «n insp Wepl 50 146/00 01 & licensee 
p ans fer chnracteri^aliOn of site scil ccriaminat:on 

SHAN8AKY.M Region 1. Cfc of ihe Urccior 08/05/31 Region I, Cfc o 1 he Ci*ec 
icr. 2pp 46551 0G l -46551 062 

8007290066 Forwards "Insp Ropl & Evaluahcn of Ex, sing Corroson. RtMCfCv W‘.i I gi 
Saxion General ng Stat on” & Insp Ropl ol Co-fosicn Ccnuit or^s Gelcw G'arlo on C« 
tenor Vessel Wall 

HE WARD. H W Saxton N„C*G3r Cxponmenia 1 Com 88/07/10 Cccun)0.“t Con’ll 
Pranch iCocurr.or.i Cor“o' Desk) Ip 463 49 072-4G34<J.i 16 

-8007290072 Insp Hepl & Eva'uol on cl Exisir.g Corror. on Reader Wall at Sii*ly> 
Gcrerahng Slalion * 

* FCA Eng ncorr.g, Inc (formotly Polro-Chern cnl 7^sscc^ltcs, :nc ) 07/05/ 1? ?5r; 
46349 091 46349 11G 

* 0807290075 Insp Rep* & Evaluation of Ccrros.cn Ccndihons fielow Gracu OT T 
Vessel Wa'l ai Saxicn Geroralm i Slaton ‘ 

* PCA Eng noermg. Inc . (ferme* y Pciru-Chonical Assocuilt’S. Ire) (J4/G9/1! 1 /pp 
46349 073 46349 090 

0000 1 1001 1 Ack rocHpt cf 080- 27 ll< respond r.g to viclaiians noiod n insp Ru;>l 60 
K6/08O1 

BELLAVY.n ft Reg cn 1. Ofc Of IhO Ooctcr. 98/07/27 nEWARD.R W Sat.hn S'.i 
c oar Experiment a? Corp 3pp 4G5C4 203-46504 208 


R Periodic operating reports & related correspondence 


8007280425 "Saxton Nui’oar Expe.* rnenta' CO'p i907 Annual Ropt ” W7 800715 :tr 
HEWAHD.rt W Saxicn Nuclear Experimental Corp 07/12/31 Hpp 46346 ?3Z 
4634 5 303 


DOCKET 50-150 OHIO STATE UNIV. RESEARCH REACTOR 


P. Operating iiconse siage documents & correspondence 

8600010212 Forwa'dS safely aralyss for ntenni r igt'y enriched U fuel stoW)'.* « t *• i’> 
sJiukhug faciMy poof at faci'ity Rov io p'oposorl Tccn Spoc Sochon 5 4 also t .iT A 
w.l Lt> i’*clutfo<J in J ighl/ * lew enriched U convorsicn order 

bhCHAEtS.T S SlandiVd.raVon & Non Pcwot Rnacvoi Projocv O.tocluaic ftiuON?0 
REOKIOND.HF AfW-at on Noi Ass gnod 5pp 46363 080 46303 092 


DOCKET 50-155 BIG ROCK POINT NUCLEAR PLANT 


F. Security, medical, emergency & ffro protection plans 


8007060520 Goner c Ltr 88 10 to a I power roacior lioonscos 5 holders ol Pn'l 06 np- 

K ovals to pu'thaso ol GSA approved SOCunty conioincrs Svc list cncl 
IRAGLIA.F J Asscciaio D rector for Proecis (Post 87041 1) 00707/01 Como' LTV-: 
Edison Co of Nuw York. Inc 3lpp 46300 299 46308 329 

0808170276 Rev 06 fo Chaplor 9 lo S'lO emergency p'an 
* Consumers Powor Co 88/07/14 4pp 46502 353 46562.356 

860B120I26 Adv.sos ihai 8G0712 Rov 19 to securdy ()lon consistent w / provisions c' 
10CFR50 54(p) & ncccplablo 

MALLFTT.BS Rrg.on 2. Ofc ol iho U.recior. 88/07/26 DOHIJINE.TC Convicts 
Power Co ip 46525 146 46525 140 

08081 10265 Rov G7 lo Vo> 9 of " Silo Emergency Plan ” 

II03E.MA CcnsurnorS Power Co 06/07/2/ 28pp 4G509 0M-4G5U9 04 J 

8600160244 Dsfussos uM abbrovialed Sito access training program for NRC i“sp per 
sonael ccmp’eing Reg'D-i III iro ning .n generic aspocis ol radiat-on safety. fil.ysical s-; 
cunty & emergency response 

OAVlR.A B. Region 3. Ofc Of Iho Director. 66/07/27 ALEXICH.M P. Ind-arm M c ' m;i » 
Power Co (formerly Ind Ana & M-ch-gan Ffecir c Co ). 4pp. 46561 248 4G5G1 ?5l 

0000040247 Generic Lir 80 12 to a I power reactcr licensees & app'icants re rurruv«'l Cl 
lire protocimn requirortionis from Toch Specs. Svc 1st oncl 

M1RAGUA FJ Associate Director lor Proiecls (Post 870411) 80/DD/O2 Cor.se’ dated 
Edison Co cf Now York. Inc 52pp 46463 291*46463 342 

0808120102 Forwards Safety Insp Ropl 50-155/88 1G on 880718 21 NO V>da!u S 
noted 

SHAFER.WO Reg on 3. Ofc ol ihe D.reclcr 88/08/04 HOFFMAN. DP. Consumers 
Power Co- 3pp 46525 1C6 46525.126 

-0008120106 insp Flept 50-155/88 1 6 on 880718 21 No violauons noted Mfl;0r A'Cas 
inspected emergency preparedness exercise of key funciions & local ens di.*i.*.y 
oxorciso.licensco act-cn on previously idonhf.cd items & emergency p’an activation 
PATTEnSOM.J . SMtTHV. , SNEU. .W. Rogon 3. Otc ol Vho Diectot. 88/0t5/03 tftpp 
40525 109-46525 126 

00082401 12 Advises that Rev 87 lo oir.ergoncy plan has been corrected 
satisfactorily Most notable change now el rr.mates oarl.o/ inconsistency in designs' d i 
of a'lornates to site omergenr.y d.roclors. 

SHAFEH.W.O, ftegon 3. Ofc of the Director 88/08/17 HOFFMAN.D P. Consumers 
Power Co 2pp 46626 27/ 46626 278 
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H. General correspondence 

69083 10062 Requests NRC acucn to relieve uruiuo risk posed by UWR low mal hydrau- 
lic instati'ily NRR should issue o'dor requiring all GL EiWR licensees to Rubrr.il r opt lo 
NRC wiln-n 1 yr dcmonslrdtinn compliance w/GDC 12 Related in lo oncl 
HPAT7.S L Oh o Clizons fo' Responsible Frorgy 88/07/22 On.co ol NuclOA' Heat 
10/ Hcgu'ahcn. D.recfur (Post 870411) I2pp 46727 025 46727 058 


rv Operating license stago documents A correspondence 

BBD60S0200 Hov 7 to "Si:if0b lily.Tram ng 8 QuaUicat-on Plan " W/ 880713 Hr 
JOHN SON. D.D Consumers Power Co 88/07/13 9pp 46437 305 4643/313 

8808 1804 14 O-scussos mod cf previous ccrnm Unonl lo roplucu Fucdwolcr Chock Valvo 
VFW-306 resl.eni seal to coned past poor performance Comrnilmoni should Lo incor- 
porated mlo narrn-P provnnf vo mailt prog.-nm 

SCO IT.WE Propel G federate 111 1 88/00/17 BFHRY.KW Norlhem Siaios Powor 
Co 4pp 46576 008- 466/0 101. 

0908250171 Forwards noiico ol conssderoi'On ol issuance of omor d lo license DPR 6 
& opportun ty lor honnng ro 800707 rcquesi 

SCON, WE P/qrci n rocicralo fill 60/08/23 UEHHY.K W Consumers Powor Co 
Jpp. 46640 023 46648 023 

*-0000250 1 74 NoliCO of ccnsiderj! on ol issuance ol amurnj to License DPR 6 A eppor- 
luniy Inr hearing Amend modf.es Tech Specs by replacing rcgueomnnl to pnrlml 
stroko hi$l reactor dep'OSsuii/nlion sys. 

VlHGll.lO.MJ Project D fudorate INI 88/08/12 4pp 4r,648 0?b 4CG48 029 


Q. Inspection reports, IE Bulletins & corroepondenco 

8B05200295 NRC 'nfg Nohco 80 032. "Prompt Reporting to NRC ol Sigriphcnut fiiL.Uonts 
involving Rad oaciwe fJnti " Svc list oncl 

CUNNINGHAM, H £ DiviSiun ol Industrial A Medical NccSoai Saluly (Post 070720) 
80/05/25 ConsoVJatod Edson Co ol New York. Inc 120pp 46388 179 46361)298 

98072G0249 Responds 10 Scpp’S t & P to NHC Uuliuhn 87 00? to fastener testing lo 
cfntormmu conformance w/appicoblo mail specs lisl ol supp'iorj. furnishing fasteners 
lO plant over pasl 10 yrs cricl. 

DOHD.NL.TC Consumers Powor Co 88/07/14 Documcnl Control Branch (Uocu- 
moni Conircl Desk) 7pp 46205 319 40285 325 

0007200200 Forwards SafOly fnsp Hopl 53 155/86 14 on 800620-24 No violations 
nctod 

HHAFtn.W.D Reg on 3. Ole ol Ifm Duccio: U8/0//I9 HOIFMAN.UP Consumers 
PcwOf Co 2pp 46327 172 46327 167 

**8007200213 Insp Ftopf 50 155/88 14 on CUU620 24 No violations or dcvialurib 
noted Mo or areas Inspected organize) on A mgt contro's.oulaijo pinnnimj A 
preparation f&clilios A cqu pmonl.co.niam nalion co.nbols.AlARA program ft audits 
SLAWIMSKI.W J . GRFGEFU. R Region 3. Qfc ol tho Diroclor ' 80/07/19 14pp 
1032/ 174 46327 1 67 

B807200162 Suppl 1 lo NHC Info Noluu 68 046. "LicchSue Refit of Detective Rolur- 
lushed Ci'Ciiii Uroakors " Svc 1st cncl. 

HOGSI.C.E Divison of Cnorulional Events Assessment (post 8/0411) 68/07/21 
Consoidaied Edison Co of Now York, Inc 1 ?5pp 46388 054 40386 178 

8008020299 Responds 10 Gonoric lit 88 01 ro NnC pos'bon on ICiSCC in l)WR ausion 
ilic stQ nloss steal pp.rig.Uhl miont on is lo cuntmun w/im|ilurm>ji!nt>on ol tGSCC msp 
royram as provious'y subm lied No IC'iSCC doierfed 

FflRY.K W Cons'...TUirs Powe r Co 86/07/2!) Document Control Ur.mrh (l)ccumonl 
Conlrol Desk) 4pp 46302 129 46302 132 

6000030010 Rospords 10 NRC Q80627 Ur ro volaiionn noted m Insji Rent 50 155/86 
1 P.C^ot roc Uvo arJ'Ofis maml pro: eifuro roviseil A gudonco wi : bo adtloj lo a’: Lmtior 
quo of:oralcr p.-ocodu/OS fO' O/Othaul ol I mil switch assembly A fubr cant 
DCnHY.KW Consumors Powor Co 88/07/25 Document Control Branch (Documonl 
Conlro! Desk) 3pp 40428 020 46426.022 

8007200246 NHC Dullotm 86 009. “Thimblo Tube Thinnrg in Wosiinyhouso Honcters “ 
Svc I si oncl 

HQGSl.CF. D.visien ol Onoralionul Cvonfs Assossinom (Post 0/0411) 00/07/26 
Consoidaied Edison Co. ol Now York, Inc 1?3pp 46340 070 46348 19? 

800 7210219 NRC Info Noiico 09 052, "Fai!uto of Inlraulonne lor‘.dom of Fletchur Sml 
ApnlJcator Ornchythcrapy Oovicos Dur.ng Pationl Tioalmenl " SvC I si oncl 
CUNN.NGHAM.H L Div.sion of fndusinat A Modical Nuclear Saloly (Post 070729) 
08/07/27. Consolidated Ed son Co ol New York. Inc lOlipp 46307 020 46397:136 

8008160244 D.scussos ulil Qbb/ov aiod site access Paining program for NHC mf.p per* 
scnnci compfoing Muyion 111 Iro ning in gononc aspects ol radiation snMy.physical so 
cunly 8 emergency rusponso. 

DAVIS.A B Reg on 3, Ole of tho D.rccior 88/07/27. ALEXICH.M P. Indiana Michigan 
Powor Co (formerly Ind ana A Michigon Efoctr.c Co.) 4pp 405f>1 248 46501:251. 

0809230260 Ferwards Intcsi rov of NRC Manual C'finpior 0516. ”SALP “ Region III wll 
begin using now functional areas sol lodh m ruv for all SALP rcpl periods whcli 
oxtend boyond 8B060G offochvo date of procedure 

NOHELIUS CE. Reg on 3, Cfc of tho D rector 88/07/27. ALEXICH.M P Ind ana 
Mclngan Power Co (formerly Indiana A Mc.higan Elocinc Co). 39pp 46620 090- 
I6f>20 120 

0807220034 NRC Info Nohco 88 053, Liconseo Violat.ons of NRC Rognlations.Which 
Led lo Medical Diagnostic Misotlnwpislror ons " Svc list end 

CUNNINGHAM. R t D.vis on of industrial A Modical NuC’OAr Safely (Post 070720) 
00/07/20. Consol dalod Edison Co 0l New York. Inc I06pp 46306 203 46397.020 

0807220192 NRC Info Noiico 80 054. "Fadn'O of Orcul Oroaker F (flowing InslallOken 
of Ampleclor Dreci Tr.p Aliachmcnl.'' Svc .'isi encl 

HOSSt.CE Owison of Operational Events Assessment (Post 070411) 88/07/20 
Conso’idaiod Edison Co of Now York. Inc i2ipp 464 1 7.020 4641 7; 1 40 

8007280019 NRC Info Nohco 08 055, "Polential Prob!cm& Caused by Single Fo.luro of 
ESF Swing Bus ” Svc l.sl oncl. 

ROSSl.Ct Oivis'on of Oporalicnal Evonis Assossmoni (Post 070411) 80/00/03 
Conso'idaled Edison Co of New York. Inc I2lpp 4643? 121*46437 241 


8000030289 Sjppl 2 to NFIC Du.!ei n B8 005. "Nonconform ng Mails Suppl cd by Pipng 
Eupplos.lnc af Folsom NJ A West Jersey Mfy Co al Wi hamsfown.rjj " Svc fist oncl 
ROSSl.CE DiviS'on ol Operalnnal Events Assoscn’ont (Post 070411) 68/CU/03 
Consoidaied Ed.sen Co of Now York, Inc I49pp 46S38 121-46630 PG0. 

8808090214 F^osj Kinds to NRC (Jul'ohn 00 005 ru rontonformln:) inahs supp’iud t>y 
F > ip:/‘ 1 q Supp!.os.lnc A Wosi Jersey Mfq Co No ovidcnco ol receiving any mail ether 
cVecflv or .nd-reclly Irom sebj compan os found 

BERRY, K W Consumers Power Co WOQ/03 Docwtcm Conuci Drarch (Docemcnf 
Conhol Desk) 2p p 46470 337-46470 338 

8807290008 Suppl ?. to NHC bulletin 00 008, "Thermal Stresses in Pp ng Connected (o 
RCS.*' Svc l si urx.l 

ROSSI, CF. n, Vision Ol Oporal-onal Evcnis Assussrr.enl (Posl 070411) 88/08/04 
Consolidated Er.'ison Co ol Now York. Inc 121pp 4G504 001-46504.121. 

GG072901 11 NRC Info Noiico 08 056, ’Potnnt'af Problems W/Siicnriu f oani f-iro Dairirr 
Per. oh a Ion Sea's" Svc lisl or,cl 

ROSSI.C E Oivisicn Ol Cjicraliona* Evenis Assess'nonl (f>osl 070111) 80/08/04 
Consol tinted Edison Co or Now York. Inc 123pp 4 6669 175- 46660.297. 

OBOB 120 102 Forwords Snfniy fnsp flepr 50-155/C8-1C on 000718 21 No vio'atcns 
noted 

SHAFEH.W.l) Heg:on 3. Ole of the U-roclor. 09/08/0*1 HOf FMAN,D.f > . Co isumnrft 
F'owtr Co 3pp 46525 106 46525. J?8. 

-■8000120106 Insp Rcpl GO- 1S5/0(j-ift on 080/ifl 21 No viulakons noted Mnjor areas 
mspo clod emergency preparedness oxercso ol kuy lencucns A locai:ons d iri‘;g 
exaroau,!iconseo acion on pieviuus'y idonlif.ed hems A em.crcje.'.cy plan nchvaf cn 
f'AlTF.nSCN.J., SMITH.M . SNF.l.l VV Reg on 3. Ole of Iho O rcclo* 89/00/03 18pp 
46525:109 46526 126 


8000160281 Forwards Safety Insp Itepl 60 165/00 13 O') 000632 0718 A nalco ol vo 
lotion 

AXELSC3N.W L Rofllcn 3. Ofo nf tho Rrr.clor 88/08/05 HEINS.G l Ccnsu ners 
Powu.‘ Co 2p(> 46550103 46558 204 

**0800160206 No lien of vio'ahon Irom nsp o;i 808692 0710 Violation noind fai'uro to in 
Spool complete dsassembly.rcjMir A roassombly process ol hi.ujte vnlvu & fo porform 
dimcns'onal check ol diaphragms or comparison bulwoon (J aphrngnis 
AXEL SON, W 1 Degicv) 3, OJc of »>v D.rcciOf HHtC8/Q5 ?p|>. 4G 650. ) 95 *4655 0 100 

**6008160287 Insp Hupl 50 155/88-13 on 880602 0710. Violalions i.oh:d.Maor arr.aa 
-n&puctCKj siirvell'arco oliservaken of prussuru lest cn NSSS & roncter depressun/a 
f-on sys & securily eLsorvolions ro day lo day plant antivJius 
JACKIW.I N. Region 3. Ofc nf Iho O rector. 80^0/06 Cpp 40550. 107.46551) 204. 

0800020096 NRC Info NoLco 88 057. "Polenliaf Less of Safe Shuldawp Fc,u pn’.crtt Duo 
fo PrtnnaUiro S I con Centro ted Rectifier Failure" Svc list oncl 

ROSSl.CE Division of Operat-unal Evcnlfl Assessment jl’ost 870411). 0O/CJU/O8 
Cons j ‘i dated Edison Co of Now York, Irr I22pp 46450 125 46469 246 

0008020102 NRC Info Ncrtrttf 00 050 , "ftelonlial Prcbtems VV/ASFA Riown (lever. iTL 
OIL Tirnu Ovorcurroni Relays ” Svc l.sl orxi 

HOSSLC L U.ViSiun uf OpertiLunal Evunls Assessment p’o-if 670411). 80/Cfl/O8 
Consolidated Edison Co ol Now Ycik, Inc 120pp 46539 001*46530 i?o 

00080301 12 NHC Info NOLce 01) 059. "MSIV Guufu Ro I Fndnro at V/uie:fO*d Ur il ) " 
Svc 'ist ond 

ROSSl.CE l3.vislon el Opurokiiral Events Assessment (Po'it 070411). 89/08/00 
Cons 0 !i cfaiod Edison Co of Now York. Inc. 121pp 464G/.011*4G46?:131 

0000040062 Suppl 1 lo NHC Info Nolicu 80 0U4, ’inarJnquafo Qu.il f.cui on A Documcn 
laiion ol Fro Bfirr.or Ponulration Seals" Svc list oncl 

ROSSJ.C.E Division of Opomfonal Events Asso&smotil (Post 0704 ll) 00/08/00 
Consul dated Edison Co of Now York. Inc 121|«p. 46551) 206*46668 325 

0000120217 Advises Hull ruspemso to NRC Uul'olm 00 001, "Gcfccth in West righjuao 

C-rCuit DroakOfS" SlUiSfAClOry 

SCOir.WE Prc(od Directorate I 111 08/08/10 HERRY.KW. Co^Curaors Power Cn 
3pp 46515:1 74*405 15 170 

0608220063 Forwards Enforcement Conference) flopt 5O*fSfi/ff0*ftJ on 880/21 No 
nohco of violalion wil bo issuod ro full siroko valvo losing ol rentier <tepfossu*»?alion 
Sys dtenrossurirr.g valves 

MlLLEh.HJ. Region 3. Ole ol iho Diroclor. 08/08/19 HOFFMAN, D.H. Consumers 
Powor Co. 2pp 46603 100 46603,104. 

-B0O822O0O9 Enforcomoni Conforonco Rcpl hO- 1 05/00* 19 on 80072V Major amat 
discussed add.' info prosentod by I tonsou ft doficiuncios pcrlo.ninn \ 0 apporonl viola 
t on ol ASME Code Sociion XI roqu romcnls lor full Sir Oku losling of valves 
HUQEin.MJ*, SMI1H.JF, HARRISON.J J Roger. 3. Ole of Iho Diroclor. 80/08/08 
3fip 46603:102*46603 104 

0800050135 NRC Info Noneu 88 060, "Inaifenuale Design A Insla'lavon ol Waterhgbl 
Ponelr,iliun Son’s " Svu lisl oncl 

ROSSl.CE Div.son ol Cporalional F.vonts Asscssmont (Posf 87U4H) BB/09/M 
Conso’idalod Erkson Co. of Now Yo*k. Inc 123pp 46560 298 40570.060 

8000059240 NRC Info Noiico 08 061. "Corilrol Room Mabdabllily ♦ F-teconl Reviews ol 
Opera rmg Experience ” Svc lisl oncl 

ROSSI, C.E. Dw.slon ol Onoraiional Events Assessment (Poet 870411). 88/08/11 
Conso'idatod Ed-son Co. of Now York, lr:c I25pp 46504.312*40595 076. 

8000050295 NHC Info Noi-ce 80 002. "Recont Findings ro Implemonlai-on of QA Pro 
grams bySupnl ers of Transport Packages ’* Svc list oncl 

BURNEiT.fl F Div.son of Safeguards A Transportoton (Posl 870413). 80/09/12 
Consolidated Edison Co. ol New York. Inc 1Q9pp 46501 1 55 46591 263 

0608090264 NRC fnfo Not.co 00 003. "High Radiailon Ma/ardfi From Irradmled In-Coro 
Deioclors A Cab’os " Svc lisl oncl 

ROSSl.C E Division of Onoraiional Evenis Assessment (Poul 870411). 88/08/ 15. 
Consolidated Etf son Co. of Now York, Inc. 1 i0pp. 4656U. 005 46569. 1 74. 



80OQ11O2O6 NRC Info No* cc 88 064, "Repo'itng F res in Nuclear Process Sys at Nucle 
a f Power Plants ” Svc l st end 

FI0551.CH Division ol Operational Evenis Assessment (Post B70411) 88/OQ/lft. 
Ccnscl dated Ed son Co. cl New York. Inc 1C4pp 46643 001-46643 104 

880812032? NRC ■ nto Notice 88 065. '‘Inacvefloni Cranages cl Sper.i Fuel Pools ” Svc 
i si end 

ROSSi.CF C.vision of 0~e'ai:cnal Evenis Assessment (Post 8704 ii) 68/08/18 
Conso!rJa‘ed Edison Co. cl New York, nc I23pp 46628 01 1 46620 133 

8808160392 NRC info Noiico 88 066, "Indus!' a* Renography Irsp & Enlo'ccmenl ‘ Svc 
list crcl 

CUNNINGHAM.R L U.v.soo Ol l^dustf ia & Mec:cOl Nuclear Safety (Post 070729) 
89/08/22 Conscl daied Ed son Co cf New York Ire 90pp 46628 134 46628 223 

8008160414 NRC Info NohCd BB C67. FVVR Au*l.ary Feedwater Pump Tu'fcme Over 
Speed Tno Fa lue " Sxc list end 

HOSSl.CE 0^-%co cl Cp£<aloa&: Events Assessment (Post 8704U). 68/08/22 
Ccnsol dated Ed son Co o 4 New Yo'k, Inc l23pp 46643 105 46643 227 


R. Periodic operating reports A related correspondence 

8000150400 Monthly opera: ng repl to-' Jul 1998 for Bg Reck Pont W/88050? II'. 
JOHNSTON J R . EtWAPD.T W Consumers Power Co 88/07/31 5pp 46553 356 
46550 260 


S. Reportable occurrences. LERs & refated correspondence 

8807260045 LER 88 035 03 cn B90626.ono roaclo' deD'CSSv.M/at cn l.ner found mpper 
alive & iwo trrers found w/SQipoiii above 120 s Cajsed o/ uso during lesling 8 
O'OCtro' iv seipo.ni mill, lesf-attrytfy Fa»'cd lime* replaced Y,HBB07 18 h.r 
ALFXANCFR.R J . 80RCINE.TC ConS-fiers Power Co 88/07/18 4pp. 46286326- 
46285 329 

8008100250 LER 68-C05 CO on 860/08,sojrce ranje montof anomaly rcsuied -n lecn 
Spec vio'atun when h.y- voltage removed Ircm scu'ce range monitors & recured 
interlock was disabled Side rk oocnod W/82CBC5 Mr 

ALEXANDER R J , SCHHAGFfl.n E , FRlSCn H R Consume's Powe' Co BB/00'05 
4pp 46484 343 45484 346 

880819026? ROcn 8BU/l5.discGvcrcd mat i$s:on chamber confani'Q A uC> U 235 8 
005 uO U 238 m is ng Acccuclab I fy prog*a™ upgraded lo mere r.go'CUSly mcorpo 
rafo sma'l quaoi.l es of non fuel SNM 

FRISCH, R R Consu re's Power Co 88/08/1 1 Dccumeni Ccnirol Branch (Docu*neni 
Conlrcl Desk) ip 46596 029 46596 029 


V. Operator Examinations 

8808190213 Centrms trat N'RC acmnsiered rcqjaMi: ai-on exams w.ll not ue conduct 
od d j' nq upcom ng annual exams pc' od 

YVRIGH i.G C Huglcn 3. O'C C? l-e Crec’or 58/09/ 15 HEINS.G L Consumers Power 
Co 2pp 46596 039 46596 040 


DOCKET 50*156 UNIV. OF WISCONSIN RESEARCH REACTOR 


F. Security, medical, emergency & lire protection plans 

8808040339 Forwards Safeguards Inso Rept 50 156/88 01 cn 85071 1-14 A 19 20 No 
viola: on9 noted 

MALIC Tl.B S Region 3. O'c Ofthe Di'ecio' 89/07/22 CASHWcLL.R J Wisconsin. 
Univ. of, Mad'SCn. Wl 2pp 46436 1 76-46436.181 

••0800040345 Insp Repl 50 *55/88 01 on 88071 1 14 & 19 20 No violations r.cfed Maior 
areas nspectod plans procedures & revs ropis ol safeguards events 8 f'xod silo physi 
cal profeci cn cf SNV cf m.cderaio stralogic s gn f.cance 

CHRiSTOFfEn.G.. CREEO.JR Region 3, Ole ot the Ctoctci 66/07/22 4pp 
46436 17B 46436 181 


Q Inspection reports, IE Bulletins & correspondence 

8807290034 Forwards Rout re Matl Control S Acccun'ng Insp Rept 50 156/66 02 on 
88061 1-14 No viclaicns noted 

MALLETT.BS. Reg-cn 3. Cfc of the O-reclor B8/07/22 CASHWELL.R J W, scons n. 
Uriv. of. Mao sen, Wf 2pp 46356 312 46356 314. 

-8807290036 Insp Hepl 50-156/89 02 on 680711*14 No vclat-ons nolod Ma;oc aroos 
inspected mall ccnt'ol & accojnlng * reactors Oeials of rept withheld (ref 
10CFR2790) 

CHRISTOFFER.G. CREED.J R Reg on 3. O'c of iho Director 88/07/22 ip 
46366 314 46356 314 

8808040339 Forwards Safeguards Insp Repl 50 156/88 01 on 880711 14 & 19*20 No 
vio'al ens noted. 

MALLEI I.BS Region 3, Cfc ol the D.reclo' B8/07/22. CASHWF.Ll.R.J Wisconsin, 
Un.v. of. Vad-SOn. Wl 2pp 46436 176 46436.181 

-8808040345 Insp Repl 50 1 56/86 01 on 8037 H* 14 & 19*20 No violators noted Ma,or 
areas nspeciod ptans.piocedu'es 6 tcvs.igp'.s ol sateguatds events & toted sue physi- 
cal p/olecl'on of SNM of moderate siralegic s gn f«cance 

CHRISTOFFER.G. CREED.J R Region 3. Cfc of iho Direclcr 8B/07/22 ^pp. 
46436 178 46436 101. 


R. Periodic operating reports & related correspondence 

8808220164 "Annual Cperahng Repl for license R«74 ter FY87 FY88 ” W / 0B0815 Ur 
CASHWELL. R J Wisconsin. Ur-iy. of. Madsen. Wl. 88/12/31 I9pp 46603 323 
4E603 341 


DOCKET 50*160 GEORGIA INSTITUTE OF TECHNOLOGY RESEARCH REACTOR 


Q Inspection reports, IE Bulletins & correspondence 

8808010314 Rospords lo Quesiions ro prob'ems roied in Insp Rept 50- 160/87 00. per 
890513 & 06i3 Itrs Into received ihus far nadequalo Be'iovos ult:mato o.' root causes 
rcicaies weakness n m.gi controls & p'Ograrns 

GRACE.JN Reg on 2, Cfc ol tno D.recfor 88/07/18 CRECiNF.J P Georgia Inst tuio 
o 1 1 echnolcgy. Ailanta GA llpp 46415 265 -46415 275- 


DOCKET 50*163 GA TECHNOLOGIES 


V. Operator Examinations 


8808190209 Inlo'ms of NRC inlcrprciai on of Section 1CCFR50 74(a) ro chdnges m cp- 
eratoi or senior cpcrato' S’aiuS NolifiC.ilion of NF1C roqurod whon oporaicr roas- 
signed lo ror.'icer.sed position w/r.o nienl lo refj*n to licensed posir on 
PATL.fl J Reg on 5, Ole cf the Direclor 80/08/11 ASVUSSEN.K E General Atom cs 
(fo'rnu*ly GA lechr.olog es. Inc /Gor.o.-al ALoti c Co ) Ip 46599 126 46599 12G 


DOCKET 50*170 ARMED FORCES RADIOBIOLOGY RESEARCH INSTITUTE 


F. Security, medical, emergency 6 fire protection plans 


8808030366 Fo'Wdfds Safeguards »nsp RcplS 50 170/88 02 & 30 04545/08 01 on 
680629 30 No v.ola' or.s roied 

BbLLAMY.R R Region 1. Ole of Lhe Director 08/07/27 IRVING. G Armed Forces 
Radiob o’ogicai Resea'ch insMute 2pp 46429 03B 46429 044 

-8808030369 Mal> (^onirol.Acounimg & Phys’cal Security Insp nepls 50 170/88 02 8 
30 04545/69 01 on 8B0629 30NO norccmpl-ancos noted Major aroas 
mspncicdorgan/aton 0 opcral on. sli pping & receiving. slo'agG 6 internal conlrols 5. 
teccrds 

OliLLA RATTA.A. KEIMIG.RR Region i Ofc cf the Droclor 88/07/26 £pp 

46429 040 46429 044 


O. inspecllon reports. IE Bulletins & correspondence 


8808039366 1 orwoniS Saloguaids insp Hopis 50 170/68 02 & 30 04645/88 Oi on 
88C629 30 No v.Oiai ors ne'ed 

BELLAMY.RH Hogmn i. Ole of the Ofeclo.* 08/07/27 IRVING. C> Armuu Forces 
Radiob Uogical Ftesda'Ch inshiute 2pp 46429 038-46429 044 

■*8808030369 Marl Control Aco^nimg & p nysica' Secunty Irsp Rupls 50 170/80 02 & 
30 04545/68-01 on 880529 30 NO noncompliances noied Ma.o.' aroas 
inspected crgan/atipn 8 opc'anon shipp.ng & roccivmg.slo'age A .rlomel conlrols A 
records 

DELLA RATTA.A. KEIMIG.RR Hego.n 1, Ofc of me Director. 68/0//26 5p(i 
46429 040 46429 044 


DOCKET 50-171 PEACH BOTTOM ATOMIC POWER STATION, UNJT 1 


F Security, medical, emergency & lire protection plana 


8807060520 Generic lir 03 10 io all power roaclo/ Lceriseus A holders of Port 95 ap- 
p'ovais re pcrchaso of C*SA approved socusly co.nla n*ys Svc ‘isf one 1 
MlRAGLlA.F J Associate O.recior lor Proiecfs (Posi 870411) Ofi/07/Ol Consol.d.ilcrJ 
Edison Co of New York, Ire 3lpp 46300 299 46200 329 

0808040247 Goneric Llr 83 17 lo a'l powe 1 reacto' ‘icensecs S applicants w tomoval of 
f.ro proiochon rcqjiremenfs from Tech Specs. Svc list rr.d 

M/HAGl IA,F J Assccialo Direcior lor Pro.ocls (Post 87041 1) 68/08/02 ConscldulcU 
Edison Co Cf New York. fnc. 52pp 46463 291-46463 342 


H. General correspondence 


8808120281 Requests regena 1 correspondence to ui>: bo addressed as hated. 

Al OEN.W Pnilado'phia Flocino Co B8/C8/05 LINVIILE.J C Region 1, Ofc of the Di 
/QclOr ip 46525 290 46525 2C0. 

8008120283 Req^osis lhai NRR corrosppndonco bo addressed fo util as listed Ut I wCI 
provide names ol trvl vvdua's to bo deleted bom correspondence Sals 
ALUEN.WM Phi'adeipHa Electee Co 80/08/05. BUTLEn.WR Projecl D.rocfo'aio I- 
2 Ip 4653B. 122*46506 122 


P. Operating ficense siege documents & correspondence 


B808230117 Partial response lo FOlA retiuesi lor documonls ro p'ant.App A documonts 
encl & available in PCR 

GniMSLEY.DH NRC • No Dolai'Gd Allualion Givon 80/07/28 JOHNSON G E 
Swid'er A Deil.n 4j>p 46581.267*46501 270 

-8700170122 Nolihos ol assignment ol managers lo ensure cons-slem aclions w/ 
achevemonl ol comprehensive. lechn ca’iy correct A iirr.oly actons ro restart programs 
ai plants Requests direction of FDO guidarco re rostari to oss-gned manager. 
MUflLFY.T E. Off.co of Nuclear Reactor Regulation, Director (Posi 870411) 87/00/ 
12 STELLO.V Ofc ol the Executive Orocior for Operations 2pp 46581310 
46531311 



DOCKETED ITEMS 15 


O. inspection reports, IE Bulletins & correspondence 


8808030289 Supp 1 2 ‘,0 unc BUlebn 06 005. "Uonconlr.imr.g Mails Suppled Try Pip.ru 
Suppl es.inc al Fo!som N'J A West Jersey Mlg Co at Will amsiown.NJ.” Svc '.st oncl 
fi05Sl.CE. Division ol Operational Events Assessment (Post 870411) 08/00/03. 
Conso'dalod Ed sen Co of New Yo'K. Inc 149pp. 46538.121-40538 269 

8807290 tl 1 NRC In'o Nonce 00 (J5b. PolOntni Probloms W/Skcono Foam Firo fin/rier 
Pcnouat on Soals' Svc 'isi end 

DOSSI.C E Div.soo ol Opcraional Evonls Assessment (Post 8704 H) 88/00/04 
Conso'idaiod EdscnCo Ol Now Yoik, Inc I23pp 46869 175 46569 297 

8808020102 NRC Ir'o Nol-co QU 058. f J o1onna» Problems W/AStA Brown Bovcrr HE- 
51 L T me Overcurront Relays ' Svc l-si orcl 

ROSSl.C F Div-sion ol Operational Events Assossmani (Posl 870411) 08/00/00 
Conso'ijaiod Ed. sen Co of New Yo'k. Ir.c l20pp 46530 001 *46530 120 

8808040062 Suppl 1 10 NRC Ink] Nolice 08 004. inadequate Ouai'Uation & Docurnon- 
lahon cf Firo Barror Penolranon Sea s. ’ Svc nsi encl 

ROSS'.C E Div.snn c. Operational Lvonis Assessment (Posi 870411) 88/00/09 
ConsoVda'.od F.dscn Co of Now York. Ire V2lpp 46508 205 46558 320 

8808050135 NRC Info No! -co 08 OG0 fnndoquutu Dosgn & Insia iat on ol Water i.ght 
Ponelranon Seals ‘ Svc list encl 

ROSSl.C L Division ol Oneraiional Events Assossmenl (Posi 8/0411) 00/00/ 11 
Conso'idatcd Edison Co of Now York, tnc t23pp 46569 290 46570 C60 

0808050248 NRC Info Notice 00 C61. ’‘Control Room nabitnb lily • Rocenl Hovuws of 
Cpcraing E>«porlcnco ” Svc list er.cl 

ROSS'. CE. D.vision ol Opemiionaf Cvonis Asbessmant (Post 8704 U) 80/06/11 
ConsoidatcJ Edison Co of Now Ycr*. Inc l25pp 46594 312-46595.0/6 

B80B050295 NHC Info Nonce 08 062, "Rccont F.rnJ r.gs ro Implomontat-cn of OA Pro 
crams bv Suppliers ol Irensporl Packages " Svc fist oncl 

GURNET I. H F Civision of Safeguards & Transportation (Post 0/0413) 80/C0/I2 
Conso'idated Edison Co of Now York, Inc 109pp. 46581 155-46501 263. 

8808090264 NRC Inin Notcn 06 0G1. "High Rad.Mion Hoards Prom Irradiated In Gore 
DrtociDra & Cables " Svc list oncl. 

ROSSl.C F D viS on of Oporotonol Events Assossmonl (Post 870411) 08/1)0/15 
Conso idaled Ed son Co of New Yo'k. Inc 1 lOpp 46500 006 46569 1 74 

8008UQ2Q6 NRC Inin NoUco 88 C64. Reporting Fires in Nuclear Process Sys at Nuclo 
ar Power Piano ” Svc list oncl 

ROSSf.CC D.viscn ol Operational Events Assessment (Post 0704 it) 08/08/18 
Co.nso idatod Ed sou Co of Now York. Ir.c. I04pp 4C643 C0 1*46643 104 

8BO0 120327 NRC Inlo NoiiCO 08 065, Innrtvo.'iem Urnmoyos ot SpCnl Fuel Poo!s.” Svc 
I st oncl 

ROSSl.C E D.v.sion ol Operational Events Assessment (Post 0/0411) 08/on/lo 
Conso’ deled Ed son Co of Now York. Ire I23pp 4GG20 01 1-46620 133 

8008160392 NRC Inlo Nobco 08 080. Industrial Radiography fnsp & Enforcement “ Svc 
I st encl 

CUNNING MAN, R E Div.son of industrial & Medical Nuclear Safely (Post 870729) 
88/00/22 Consul datou Edison Co of Now York. Inc. 90pp 46028 134-46620 223 

8808160414 NRC Info Nofco 08 007, ”PWR Aux Im'y Feedwater Pump Turb’ne (Ivor- 
speed Trip Failu'O " Svc '<si end 

ROSSl.C L r Div.sicn of Operational Events Assessment (Post 870411) 60/UU/22. 
Consoi dalod Ed son Co of New York. tnc. 12’Jpp 46043 106 40649 227 


DOCKET 50*182 PURDUE UNIV. RESEARCH REACTOR 


P. Operating llconse slago documents & correspondence 

8808 180282 Forwards Amond H lo license n-07.renow.n(j ficenso tor 2U yrs Irom dmo 
ol issuance 

CnuTCHFlELD.D Oivison of Roaclor Projects NI.IV.V A Spoc.ni Projects (Post 
070411) 88/00/00 CLIKEMAN.FM Purdjo Uu.v , West lafayoite. IN. 3pp 

46589 247-46509.290. 

-8808180297 Amend 9 to Liconso R-07.ronuw.ruj hconso J or next 20 yr. 
CRUTCUFfF.LO.D Division of Roaclor Projects • fli,iv,v & Spocnl Pro.ocis (Posi 
870411) 08/08/08. 41pp 46509 250 46509.290. 

*♦8808160301 Noiico of renowal ol L-r.onso H-07 lor 20 yr. 

MILLER.C L. Standarduaiion 6 Non-Power Reactor Project D-rcciorato 00/08/00. 
2pp 465Q9 291*46589:232. 

-8808180304 Erivi’on assosbrnom 8 nubco o! lindmg ol no vgnbcanl oiwiton impact ru 
proposed ronowal of Liconso R 07 

MILLFR.CL. Standardizalicn & Non-Power Renclor PrO|Oct Drocioroto 00/00/08. 
7pp. 46509 203*46509.239 


DOCKET 50*184 NATIONAL BUREAU OF STANDARDS REACTOR 


O. Inspection reports, IE Bulletins & correspondence 


8808040171 Forwards Exam Rept 50* 1 04/80 OlOL cn 800606*07 
GALLO.R M. Region 1. Ofc ol iho Director. 00/07/22. CARTER. R S. National Inslifuto 
ot Standards & Technology Itormorly Malonal Bureau ol Stands 2pp. 46428099 
46426-K0. 

-8808040174 Exam Rcpl 50- 104/80 OlOL on 880606 07. Exam rosultsono senior reac 
tor operator passed wntton & operaing oxam Roiated rnfo oncl 
WALLACE. D., ESELGROTH.P W. Rogon i. Ofc of Iho D.rcctor 80/07/22- 51pp 
46426 091 46426.140. 


V. Operator Examinations 


8808040 17 1 Forwards Exam Rrpl 50- 1(14/60 OlOL cn 800G06 07. 

GAl.LO.R M Region 1. Ofc Ol lh? Di'ector 88/07/2 2 CARTER, R S Nancnel inshlutn 
of Siardards & Technology (lo-meriy Naronal liuroau of S!anJa 2pp 46426 009 
46426 140 


•8808040T74 Exam Rcpl 50- 1O4/P0-O1OL cn 08CG96 07 Exam rosu'sono serror reac- 
tor oporalor passed wniicn & opoiaing oxam R^atcd info encl 
WALLACE. D, ESELGROTH.P W Rogo.u 1. Ofc Of Lho O.iOdor 80/07/22 5lpp 
40426 091 46426 140 


DOCKET 50*186 UNIV. OF MISSOURI RESEARCH REACTOR-COLUMDIA 


P. Operntlng license 9lago documents & correspondence 

0007260146 Forwards response 10 NRC OOOGtO rcquosl fnr addl nfo ru 0GO91? npp'i 
cailon Icr ameer) to License n-1b3.swpp)cmonioi) on 07091 1 & 00031 1.auinon/-ri|| 
use of oxlundod Ifu alnmn de fuel ofement ccnl-ring hiylio' U densihos 
MCKIBBEN.JC . BRUGGE R R M Missouri. tJn:v of, CuUmbia. MO 89/07/22 
ADAMS.A. S’andjrdiiaiun A Non- Power Reactor Prcjocl Cirociorale Bpp. 46209.274 
46209 201 


O. Inspection reports, JE Bulletins & correspondence 


0007290 f 46 Forwards, fnsp Ropla 50-100/80 01 & 30 02270/06 01 nn P0OVO5 00 No 
vio'abons noior) 

SHAFER.WD, Rorjlnn 3. Ole of Iho Cirecto: 08^07/20 BRUGGE R.R.M Msscin. 
Unv of. Columba MO 2pp 46353 250 46353 271. 

-8807290150 fnsp RnniS 50-166/80 Ol & 3O O2270/U0 O1 on 680705 00 No violations 
0 / deviations rctoii Ma.or .iroos inspected rad-alion prelect on.rodwasio niyt & 
lransperta1icn.nclud.ny audits train ng & procedures 

KUNOWSKl.MA, GREGF.rt.l R. Region 3, Cfc ol die D-iecity 88/07/20. ^2pp 
•16353 260 46353 271. 


R. Periodic operating roports 8. related correspondence 


8800110333 ”Univ of Mssoi.n Rosr-arch RoaciCf Cpr.-fahons Annual Rcpl 1907 - 1006 " 
W/Q80000 Ur 

MCKIEJBEN.JC Missouri Uriv of. Co'iimba MO 00/12/31 RUBEMSIEIN L S 
Slandordi 20 t oil d Non Power Roaclor Project Droctoraio 1 1 1pp 46490 015 
46*199 125- 


DOCKET 50*192 UNIV. OF TEXAS RESEARCH REACTOR 


P. Opo/ntlng license alago documents & correspondence 


0800160320 Apportion for am end lo L'Coniio R 92 revising Tech Spocs lo Suspend re* 

a ;.i.'enionia ruqu ring rrovernonl ol Conirol rods or opomticn of corilrol rod dnvos 
AUER T l. Texas. Umv of. Austin, IX 09/CO/Ol. ADAMS A NRC • No Doialod Af* 
lUiiVoii Given 3pp 4055 1 237 46651 239 

8000 190 T93 Fonvarda rorjuest for nddl info ro 000001 anp'icoicn fer amond lo Llconsu 
R 92 Dotailed discuss:on of wliufi Tech Specs shajd no amendotl & wordng ol fecit 
Specs rcguosled 

ADAMS.A Klar.dard'zollon & Non -flower Reacte' Project D-rccfo/nto 00/00/I5 
BAUEn.T.L Texas. Unv. of, Austin. TX 4p}). 46596 1 12 46596 1 15 


DOCKET 50*193 RHODE ISLAND 4 PROVIDENCE PLANTATIONS AEC 


F. Security, medical, emergency & fire protection plans 


8B00030331 Forwo'ds Health Physics Insp Ropt 50 103/00 02 on 8Q0G22 23 No vio'n 
tiens noiod 

QELl.AMY.RR. Rogon 1. Ofc Of Iho Uirr.ClOr 00/07/27. PIMEGLIO.A F RhodO 
ts'and. State of 2pp. 4642? 240 46427.246. 

-OBOBO3O330 insp Ropl 50*193/68 02 on 000622 2 3.No violations noiod. Major aroas 
inspected radiation protection program including stales of provously idorhilmd 
items, tralriny & quolhcnbon & impierncnlat on of r&diat.on proamm 
THOMAS.WA/ Rogon 1, Ofc of Iho Direclor. 00/07/21. 5pp. *16427 242*46427.246 


P. Operating license stage documents & correspondence 


8008 150362 Application for amond to Licenso R 95.rcrvisnn Tech Spec Pago to change 
[tow rato in 1 15 ft h-gh stack from 4.000 efrn to approx 14.000 cfm. 
fllMF.GUO.AF Rhode island. Sfnlo of 00/00/05. MICHAELS.T S. Standard ?al Ion & 
Non Power Roaclor Project D.rocuvaie 6pp 46542 052*40542 073 

-6608190297 Proposed Tech Spocs.rovising Page 3 lo change Ilow raio in 115 fl high 
stack from approx 4.C00 elm lo npprox 14.000 cfm 
' Rhodo island, Siato o(. G5/0B/05 Ip. 46542 058 46542 056 

*•0808150377 Sutvnis.for approval.lnfo lo ostabl sh olmospheric di'ution factor tor dolor* 
min ng pormlss'blo average concentration of radioacnvo oftluonl from roaclor otfluonl 
d sposai slack. 

OUJRK.A.L Rhode Island. Siale of. 63/04/16 Alcmlc Energy Commisson 15pp. 
46542 059*46542.073 



8000100274 Heq.iesis inpul cn a'Jivilro* fo West ValOy p'OjCCI fO' mcluvcn m in'o 
paper per 000603 rn-onng w/ROF Responsn roq^.sied by 0HOQ35 A sho-ld rtluJu 
process safely reviews & ir.cn lerrg 

CUNNINGHAM. R F C.vis.gn ol Ird^lnal 8 Medea* r.'^e'ear Safely (Pnst 070729) 
66/07/28 DROWN NG.R C Division of H-gh Level Waste Management {Posi 
S7P4 JJ;. KNAPP.Mfl Denton o‘ Lew- Waste /liana jvnoAf & Decun Tsissorirti 
(POSI 8/0413) 2pp 46501 067-46501 070 

“0908100290 Draft Ccmmsscn paper p'oviOm.) Ccrnmss'on w/backgrcund nlo re 
COE remedial arfen & {low Love) was*u tech'cln!;)/ program in p'eparakon Jci 
Urol ng by uE 3aubM; 

ST6UO.V O'c ol ir.o Executive Drec’o* ?p- Operations 60/05/27 Opp 46531 071- 
40501 670. 


DOCKET 80*208 SAN ONOFflE NUCLEAn STATION, UNIT 1 


0808120223 Forwards Arrcrd 104 10 Liconso DPR 13 & safety ovaluuli^ri Airond ail 
proves d osel gene." afar r d l ■ r.<j of 5.250 kW for hold yonoMtcrs uru I next rnf..-om« 
outage provided mam icu'nal hearings mspoclOd p*or lu plant opurahun 
1HAMMELL.CM Pro.ucl Oroctorntu V 86/07/22 UASKIN K P So illiern (Ja ilorn . 
Ed son Co 4pp 46515 141-46515 ICO 

-•08O812O22C Amend 104 to license OPR- 11.approv.iiM rjiosol genera I* if fAlmcj i>1 6.2M 
kW for both yereraiors unM roxl roluolrg outage provided that mn<n ,otmul bear nq- 
mspocied prior lo plani eporahon & lountl Lo Lo lreu ol cracks 
HOlAHAN.GM Assistant Creator 'or Region ir & Region V Roaciorh fjn/0//32 
Opp 46515 145 4G515 15J 

•■8800120229 Safety Gvaiuafrun $Uppo:(r«fj AmnnJ ffl4 to License DPR- NT 
* OU.co of Nuclear Mencior Hegu'aiion. Uimrlor (Post 070411) 00/07/22 /on 
46515 154 46516.160. 


P Security, medical, emergency & fire protection plans 

8B072603.1S Forwards latest rev iq Stale of Ca rehear power p'anf emergency ie 
spenso pandrd880)29W'o eicf 

MEDFCRD.MO Southern Caifomia £d.scn Co 69/06/17. F SM.R Reg on 5, Ole o« 
iho D rector ip 4633/256 46337 256 

8007000520 Generic Hr 80 10 to all power reaclo* lco r soos & ho'dors of Part 05 ap- 
proval fo p^rchaso cf GSA approved securily coma nets Sue isi ecci 
MIRAGliA.F J Associate O.'eclo' fo: Projects (Post 67041 1) G8/0//01 Ccnsokdaiod 
Fd son Co. Ol Now Yc'k. Inc 3 1pp. 46386 299 46393 329 

8607260326 Submits rovsed sc Corfu “e to vcnleatrcn & va'idaten cl hoallh physics com 
puler prog was per no' CO ol v.O'ai on 

SLAGLE. k A. Scuihem CaVcrna Ed son Co an/07/Cfi. YUHAS.G n Region 5 Ole uf 
the Or ec tor. 2pp. 46203 024 46293 025 

88082201 CO Documents 800? 13 tolcon between L Nordcrhaug A P Champion re tompo 
rnry duv 'al-zation of IJml 1 vital area Security compensatory measures imp'orrcniea to 
COT.nuo lo protect d esel fcaitory room & swtergear room as vital i.gu larunt 
MORGAN H E Southern Ca' 'om a Edison Co 60/07/58 MONTGOMERY JL Rea on 
5. 01c c Mho D-rocto: tp. 46603 314 46603 314 

8808040247 Generic Lt r 88 12 ro a I power reactor Iconseos & appicanlu rn removal of 
f.ro protociicn roqu foments bom Tech Specs Svi isl end 

MIRAGLIA.F J Associatn U/ector for Pro,r>c1s iPosl 870411} 83/C8/02 Ccnso'idaied 
EuiScn Co ol New Yo'k. Inc 5?pp 46:03 291 46463 342. 

8808090136 Rev.scd emergency pfan rrpfcmonlng prcceduros.inc'ud ng Temporary 
Change Nolcos 5 1 ’o Rov 5 lo SOl-ViM l. Ttecogn'on & Class-l caion ol Emergon 
CIOS” & 4 1 to SOI 23 VIII 20, ' Oporations Leader Cutios " V//88C033 Ilf 
WHAHrOfJ.MA Southern Callorna Emson Co 88/08/03 22?op 464b7 3'J4- 
46460 105 


0808110014 Provides sun mary n.pl ol rlosign X rrp cmeniakon rovrow of fac. lily vnini^ 
n.cct on sysSys salishes oxislmg dusgn basos w/oxcophoo of prov.o isly iJunMii*: 
sir.glo Inluro SuscoplibJhos ft. onvi.'on gun if.cnhon rlo'iacnr ios 
MORGAN, HE So„lhoro Cal.lf.ma Ldson Co 6H/0//?5 MAR I IN JU Hoiihjh 6 OU 
of fhr» O rector f.p p 46604 25/-465(M 2Q2 

0008 190 141 Forwards roquosl lor add u;lo ro 880626 Amend Ap;jl taho/i 161 co' cerr. 
mg control iorf irsuriicn I mis Response requested wilhin 3(J iJays of lb n;Cu»i|if 
TRAMMEU. CM Pro.ocl Drocionie V 8fl/07/?6 GASKIhJ.K P Soiilliurn C.P, forma 
Ed s<m Co 5pp 46590 127 46599 131 

0808100221 Conlirms discussions cn c'osecut ol Event 10237 to r <iw.y »lisr overud f:Jil 
smglg faiuro vi.lntrat.i’iiy ropodod cn 071007 f nal rov.ow of Icr qer term r/jir*.‘i;t vi 
act cn ho ru ccrduck-d unde: I ac 6G624 

KN.GHTOfJ.GVV. Projeci D.mcicrnic V 88/07/27 lANfJU^G.w Evonls Assuvm-. n 
Era r ch 2pp 46483 131 46489 132 

8800170343 Summary ol 883628 rruotr.g w/Ui' at |)lant sno n* licunsnq p*et:ess ft 
10CTR50 59 roviows Ag^rda.l st of atlou Jcus & v.uwyraiilis (>ncl 
1RAMMELLCM Prcjoct Drecioroto V 08/Q//2/ ProocJ Druclo/aln V V'nt 
46562 320 46562 352 ' 

8000220166 Oullnes NRC under sf an Jiuy of Ctnenl siaius qt Inleg'atud l‘l.iri f,alf»ly 
Assessntont ropt Suct'e.i 4 G 2. "Roof LymJmjs “ Rosfioreo requested willih :i(> day*, 
ol >!r receipt. 

TRAMMELL.CM Pfoioci OrccieraU) V 89/07/26 13 AS* IN, |< P Southern ItaMuma 
Ed Son Co 5pp. 46603 06/-46L0J 071. 

0008100300 Fcrwanfs req^-st for nrfdl nfo ro 0004 1 5 amend npph ,i1m:i eonciyr In i mi 
Clear instrumentation sy* upyradu flespnnso re<;uoslod Wilnm 30 days of ‘Ir run i:U 
lHAMMFLl.CM Prcjbci D reciOMtu V 80/07/29 DASKIf) K P Southr rn Ci.l fun i.i 
Ed sen Co 5pp 40599 I6 r i 4f>5t!8 159 


P Operating license slago documents & correspondence 

0808010054 Tr p repl cf 800627-23 v.Sil to utL hcadr,uariers S s:to visa ro liconsi^n 
prccoss 8 1CCFR50 59 reviews J 

THAVMELL.CM Prcjecl Drec’orato V 08/07/13 Prcicci Directorate V Jun 
46361359 46361 361 u 

8808150177 F.nal response to FO ! A reqjost for documents Foiwards App A documents 
& padial y w.ti’ho'd App 0 documents (rof FOIA Exemptions 5 & 6) 
nR/MS(.Fr.OH NRC • No OefaNrf Affihanon G.vcn 86/07/14 FELTCN J M Nuclear 
Licensng Roporis 4pp 46601.149 46501 1 64 

-8003040290 Partial y w.thheld mp repl of 88020-M I myi loam v s.i lo Region V 8 San 
Onofre & Tro En sacs to mtcgralud assossnkni ol mgi offeci.voness associated w/ 
romonai zed NHR & NMSS programs 

SNIEZEK.JH OM:co ol Nuclear Reader Regdaucn, D-recto/ (Posi 070411) 08/02/ 
24 MDRLEY.TE Olf.CO ol NuclOO' Reoclor HcuUatcn, Di'ocior (Post 8704 11} 
THCAfPSCN H L O-'frce oi NuctOW MafC-'raf Safely 8 Sa/eguardS CTOClor 3np 
46591 171 46501 173 " 

0807290306 Forwards ovo’cahon of motors cpcraing n overload cond*'cn commiited 
to in 850715 Ur in sepport of NRC review ol Amend App icahon 153 
MEDFORDA 4 O Souinern Ca'-forn-a Edison Co 80/0// 19 Documnm Conircl Drarch 
(Docume.m Control Oosk) 4pp 46355.165 46355 16B 

8808010050 Adv-sns P al Calcu'afen CAW-87- J 30 m.v! be u.mhc'd from pcrti r-; d--sc,‘o 
s.iro per 10CFR2. 790(b)(5) & Seci on 103(b) ol A'om:c Energy Act of 1954 co' 
071209 request 

TRAMMELLCM. Project DreclOrato V B0/O7/19. WIESE MANN R A Wosi nnhouse 
Electrc Co.'p 4pp 46363 126 46363.129 U 


8000230170 Advisos mat NRC rov owed uli‘ two j^slificai bus for opoqil rjn A tui*i*n.| w/ 
do'ermmalion ol opn'Uh I ty.po: Goncnc Ur 08 07 por 080709 Ur updat nu rusjq-i of n, 
rovic# of orivi'ori cjyaMicaf on cf ufocfhdaf r-riuip'iicril 

TRAMMELL CM Piomct ni.'octcmiu V 08/07/29 RASKIN.K P Sculhr.rn Cnlfciina 
Fdijcn Co 4pf> 46G25 151 4G625 157 

0800110227 NoiificaliO'i o' 8UC810 1 I rnuolmgs w/uir m Rosr.*rroa<J CA lo d.scuss corn 
ler protection sys A ESI s si.*‘tjlu lo lu'O tir.nlyys. 

IRAMMEll.CM Project D.rocl0‘ntn V 8R/Ci»/Ol KNIG1 1 TON G W Ihotucl □ uclor- 
af0V. Jpp 46505314 46505316. 1 

B0O8O9O113 Nohlicaiiou of 080812 muctiug w/ulil m Rockvillu MD lo d.scuvt rem-usi t.i 
iranssh p spenl fuel Irom Ur il 1 to Un tu 2 & 3 

TRAMMEllCM Project D.mcicraiO V 88/CH/03 KNlGf f T ON' G W Pioiii'l nrorhir. 
4loV 3pp 40477 104-46477.186 ' 


J U' f l 






uovuutfUi / u ruiwa UpUfciJO ( 

Un.t 1 

MEDFORU.MO Southern Cnl forma Ed son Co 80/00/03 Document Cgnirol C.-ari' I 

(Docurront Control Desk). 2pp 4C471 015 46471. 01C. 


8000090283 Fcrwprds rgvscd Puirp Hul.ol Ruquosi 2 ro oltomaio tostmq ol foe: iln* < l 
luol irnnsler pumps Hmdwo'U mods will l:o COmplotod & allurrmlo losfinq of ifmsul Mid 
uanslor pump3 will bn slariod by ond ol Cycio XI roluolmy 

MELKORD.MO. Scuthom Ca’.forna Ed.son Co. 09/08/03. Documont Control B-dm li 
(Oocuipenl ConlroJ Doak) 2pp. 46471 038 4647 f CO?. ' 


P f dv-dod w/800700 Ur ro nucloar Ingtrumoniat on syj, 
MEDFORD MO Southom Ca‘ifornla Edison Co. 00/00/03. Document Conirol Umn- 
(Oocumont Conirol Dosk) Ip. 46467:156 4C467- 156 


6807200143 Addresses uii* plana for long term roso'uticn ol concern ro oporaiion of 
chorqmg purp motors in overload ccnd.i on during post-accidoni oparahon A juslif.ca 
tiori for conlmjcd operationjjer NRC rowow of amend AppJ.caPorr 153 
MEDFORD.M.O. Southern California Ed-son Co. 08/07/22 Oocumont Con’rol Branch 
(Document Conirol Desk) 2pp 46345007 46345006 


0000240060 Forwards Amend 105 lo License DPR- 13 & safety ovaluol.on Amord m-o 
f( > cen1 organizational changes A roflocts recant 10CFR50 NRC corrcsnonc 
Tn C A 0 iil?i < l- o . , , O o < !? [R rf han 9 09 ,e orsito s ollsite organization charts not mcluded 
TRAMMELl .C M. Project O.roctoroto V. 08/08/03. BASKIN.K P. Souihorn Cal'crn- 
Edison Co. 4 pp 46630 280 46630.310 Lrn 


Oolocts -n i oiled iomcn rd brim shoe! to reman >n sve 

THAK'MLLl.C M Piojucl Ureclomio V O0/C0/ IG QASKIN.K P. Southern Otilifunj 
Edison Co 3pp 4G635 n01-4fifi3b 30fi 

..6600210006 Enwcn assessment 8 MUing of no scjmfcont rupaci ro uhl a^inri 10 ro- 
quest lo ftivifiO SU*«im gor.oruiO' li.ho |>:uyi)irq cntnr.fl to a Ovv lutes w/cjofecls in 
rolled myton of tube s'loel lo roman :n sve EIS unwar/nnlorl 
rRAMMF.LL.CW Pro, eel DifOC'OiaU) V 00/00/16 3pp 4fif,3S 304 -1GG33 3Cl> 

8606210006 Info'ins Ihut NRC net on ro 050214 Amend Applied lion 120. icquusfiog 
changos in diusd e: giro loading tcmp'.olo dau to ty.nd reasons 
TRAMMFi.L.C V Pro;eci D.reclomto V 00/06/16 UAfiKlN.K V. Southern CftHumin 
Edison Co 3pp 4 LG35J0 7*46635 309 

9006250195 Reg -osls locnmcal assistance in luvmw.rg uM 090/01 roquof.f lo roviso 
Tech Specs 10 dn'oto iwo fovow ruspons t> lilius Irom ollsilo nu'.lr-ar salGly 
group Sufuty c/aiuulnn arfdmss r.g jcoopinbil ly of proposal requested 
MQl AhAN.ti M Assistant (Vocfrr fer Region III K Reg Oh V Reactors U0/O0/17 
KIHSC-1.01 M 0 <) cm 5. 0 4 c ol llio ftiecicif 2pp 40G4'J 2/0 46640 2l»6 


O. In 6pociion reports, JE Bulletins & correspondence 

8G05200295 NHC lnlt> Nolico flfl 032. ' ‘Prompt Report ng to NRC of Significant !nc (fonts 
Involving Mad oACf.vo Mnd " Gvc fist end. 

CUNNINGHAM.R E Divison of ln:JuMr*Al 8 MuJcal NirCltsir Safoty {Post 1)70720) 
00/05/25 Consol riuUid Fri-son Co. ol Now York. Ir.c I20pp 4G300. 17U 463Q0 290 

8B07280326 Suhmis revised schGdu’o ro vonficat on 8 vn!-dflt>en ol health phys:< s com 
putor programs per nolico of violation 

SLAGLL.KA Scellinrn Gll.forriu Edison Co 00/07/00 YUHAS.G P I leg on 6, OfC of 
tho Uroclor. Ppp -16293 02-1 40293 026 

8 BOB0 10400 Parlial response lo FOIA request for documents f orwards App l 
docurnur.is App J 8 I avahib'o in PuftApp M <loi:um<mls pndill y withhold (ref F'OrA 
Cxcnp'on 5). 

CiniMSLLY.O H NRC ■ No Retailed Affiliation Given 00/07/1 1 Public Citium's Cnli 
cal Mass Er*.o r fiy Pro;QCl /pp 40327 240 4632/ 269 

-86022/0990 Forwards SALP evnunhon lor 1CQ : n$0.4i) Implemcnlalinri Insps 60 20b/ 
05 *30.50*301 /US-29 & 60 362/06 20 on 950923-27 Enel pun-ally writ he'd 
GRIMES, OK D-v ol OA. Vendor & Technical Troinnq Contur Fjcyrurris.fF (050212- 
0/1)4 13) 00/02/14. KMSCH.DF. Rey.Oi> 5. Ofc of IhC Di/ccicr 3pp 4(,32?.2i)9 
4GJ27.30I 

-0609010402 Forwards (Jrall SAlP report for faciMy lor rovlow 8 corr.-nonl f^c:().<Ohls lo 
bo prepared to f:c:rnmonl on si.b, rcpl at Ooaid mcoliny on (!f;07l& m Rngcn V 
ofc W/o cr.ci 

KIRSC*l.fi.f Reg on 5, Ofc of ll-o n.rocior. 06/0// 10 CHAFFFF.A. JOMNSOM.P. 
NARQUT.P. Ro-jon 5. Otc Of tho D roclor ip 46327 266-16327 25R 

—8808010407 Fc/wards rfraff SALP refit for ulil for review 8 roi;unsts to bo prepared to 
camrrenl on sub) ropi nt Board mooting on 071 M7 in Hnglon V ole W/o oncl 
KirtSCH 0 F Region 5. Ofc of llm D rector 07/11/13. CMAFFEL.A . ZlWMERtfAN.n.. 
SCARANO.n negon 5. Ofc el ff.u Om^clor If) A G32 7.269 4632/ 260 

8007200 162 Sjppl 1 lo NHC tnfo Nolico fl« 046. ,, llconsoo Ho/it of Ooleclivo Holi.r- 
bishod Crcuii Groakcrs ” Sve Ssi onet 

noSSl.C.E DiviSicn of Ofieralicnpl Events Assessment (Post 0 704 11) 08/07/21 
Cctv^ol dated GsLsoo Co. of Now Yetk. tnc i86pp 46300 054 4 03 og \ 78 

8BD7200246 NRC Gululm 08 009, lhlmhln Tuba TMnnmfj in Woslmghcuso flenclo-'s;’ 
Sve I St end. 

ROSSi. C F. Qivis'on of Operational Events Assossrr.ont (Posl 070411) 08/07/26 
Conscldaicd Edison Co. of Now York. Inc I23pfj 4G340 O70 4G340 102 

G80BD2035G Forwards msf/onso lo Suppl 2 to NRC Buifoun 07-002. “Faslonor Tostmci 
to Oofonn no Ccnlormarico W/ApplicablG Mall Specs ” List of qnal fred SuPf)'ior& oncL 
MEDFORD M.O Southorn California Edison Co 08/07/26 Docurronl Control Branch 
(Document Cenbol UosM 20pp 4039? 209-46302 29G 

8800030106 Informs that util porformed p'aiim.nary review ol atfoiiuacy of rnn fow 
bypass “ines for safoty rolatcrd ccnlnluyai pumps per NRC Bulloim CO 094 Rovow ndi 
cafe that identified concerns not applicable to plnni 

MEDFORD.M.O Southorn California Edison Co 68/07/20 Documonl Conlroi Branch 
(Document Control Dosk) Ip 4G420 257*46428 257. 

8807210216 NRC Info Not-co 80*052, ‘‘Fa.lu.'Q Of Inlrmile/ino Tnndom of KJotChOi Suit 
Applicator Orachyffierapy Dov cos Di-nno Patient Tmaimont." Sve l.si oncl 
CUt 4N9 iCiV 1 AM .R E . Cuiaion of Industrial S Modical Nuclear SaloW (Post G7Q729) 
09/07/2/ CorSOl doled Ed.son Co. of Now York, Inc 108p|>. 46397.029*40337 130 

0800170309 Summary of 0007 1 1 mooting w/ui-l ro upraio of emorgoncy diesel yonera 
lo/s from 4. SCO to 5.250 kW.por ulil msp ot generators List of ollondeos & Jujjros 
oncl 

TRAMMELL CM Prcjoci Dirocioialo V. 00/07/27 Project Direciorato V I0pp 
46562 254 46562-263. 


Lbf bwmn uus Sve list enci 

ROSSI.CE Div.son of Oporalrer-al Evonls Assesrar.onl (Post 0/1)411). (J0/C8/O3 
Consclidntc-rl Ed sen Co of Now Ycru. Inc I2lpp 40437 121 4643/ ?4 \ 

8808030209 Suppl 2 lo NRC Rullohn 60 005. "No-COrtfounlng Malls Suppl u(l by P pird 
Suppl os. Inc at Fo'so'ii.NJ 8 W(;st Jorsoy Mlg Co at Wdl arnstown.NJ ' Sw; isl oncl 
nOSSl.CE. DiVaSiOn (if Opo.-nlcral Kvorns Assnssmont (Post 0/04 H). U0/CU/U3 
CcnsoluMiod Ed son l!o of Mow York, hie. Hbpp ■tbSno 121 46630 260 

8807290000 Siijipl 2 lo NRC Bulletin 00 000. "Ihcunnl SUesstS hi Piptffl Ctiriru,-::tod to 
RCS ‘‘ Sve hsl end 

ROSSI, CE Div.scn of Cperatonal Evonih Assonsmunt (Post 0/04 11). S0/Ca/04 
Consolidated Ld sun Co of Now York. Inc I21pp 40504 CO 1-46604 121 

8807290111 NHC Irdo NohCO 00 066, * Potent h< PfObluilts VV/Ssbronn loan) Firo Barrio.* 
Ponolralmn Seals ’ Sve 'isl oncl 

ROSSI.C.E Div.scn of Otv^rntenHl E'/onls Assessment (Pom 0704 11 ). 00 / 00/04 
Consolidated Ed son Co of Now Yurk. Inc 123|i;> 4056'J 176 46509 297 

8808160345 Adv.scs dial NRC will issue nmond.m ruSfjerso^ ro ot I AMD/ 1 5 Proposed 
Change I7b.(uf appiOva' cl ’»cu**6t0 tc.m-cVvo zz{ lakc-r. fol owing c>>rt*vn stonm 
genera for tube Insps. in noa* luturo 

TRAMMEL, (‘ KS Prejoef Direr.tcroto V. 00/Ofi/O i RASKIN, K P Stiu1f«orn CaMernji 
Ed son Co *1p(>. 46555 l73'465t>0 170 

8800240136 Final response to FCIA reqjosl lor dccurrionls A pp K docuinunis eripl.App 
L documents purl-ally (Moled us ouls-do scope of request App M doeu-nonts partially 
withheld (rol FOJA Exemption 5) 

GRIMSLEY.U H fJHC * No UoUuod Aff-lial-on Given. 80/03/04 [JDLEY.K. Pubic CiU 
^on's Critical Mass Energy Project. Gpp 4G501 33b 4G58?:1 12 

■86081 10010 Forwards NRR SALf > mpul base<J on m rT*SAl P (;vo uai!o.“.s end w/snfoty 
Ovnlimlions prepared efurmg SALP Oct 1984 May VJ3G period Rulillcrf docirnonl.i 
hon unci 

UUUILY.HF PWH Pro.oct Diratleralo 1. fJR/O'J/Oi KIHSCH.D.F Hogion 6. Olu of 
iho D.rociO.* 05pp 4GL01 343 4G50? 1 12 

8000020095 NR<* tnlo NohCO Off 057, Polondal Loss u! Stifu S-tuldOwn Er|n invent Cun 
lo Premaluro Sil. ccn Ccnirollr.-d Rocf.liur Fnlure ' Sve list oncl 

ROSSI.C.E. D-v son of Opera Inna I fivwilb Assossmenl (f>ost 0/0411) fj£i/08/00 
Consol ida'ud Ed ->on Co Ol Now Yerk, Inn 122 pp. -liilO'J 12b 46459 24fi 

8800020102 NfTC Info Nolicu 00 050. “Polenlial Problems W/ASf.A Drown (invori ITE 
511 T 11 no Ovcrcurronl Relays ’ Sve I.Sl oncl 

ROSSI.CE Divivon of Operatcnnl Events As-^ussmonl (Posi 070111) (3H/OH/O0 
Conschdaiod Ed srjn Co. of Now Yoik, fnc. 120pp. *16530.001 40530 120 

8008030112 NHC Info Notice »U 059. “MSIV Gudo Moll Eol urc ol Wodorfo'd Unit 
SvC lint end 

ROSSt.CE Civiswn ot Oacraliqaal Kvutus Assusvnurd (Row 070-111) Qll/Qll/00 
Conso'.Uaicil Edison Co. of Now York. Inc I2lpp 4646/;0i 1 -10467.131 

8800040062 Supi>l 1 to NRC Info Nolico 09 004, ‘(raiJaqiimo Oua'if CAlion & Documcn 
tahcn of Fi '0 Oornur Ponolrahori Seals.’ Sve 1st trr*cl 

ROSSl.CF D vision Of Operahonaf Evenls Assosamonl (Posl 8/0411). 80/00/09 
Consolidaiod Eiliscn Co of Now York. Inc 12lpp 46550:205 4G560 325 

8608050135 NRC Info Noimn 08 0G0. Tnader;unUr Do&fgn R Insialfat-cn of Woterlijhl 
Ponetiulion Souls ” Sve I &l oriel 

nOSSI.CE Div.scn cl Opo: ahonal Evon\& Asse^muni (Po^l B704S1) IMWOOM I 
Consclidaiod Edison Co of Now York. Ire. 123PP 465fi9:2(J0 4G670 OGO 

8808050240 NRC Info Nolico 00 O 61 . “Conlroi Hoorn Hobitabidy • Hcco.nl Ho vows ol 
Oporaiing Experience " Sve 1 91 enci 

ROSSI, CE Oiv.^on of Onorabooal Evonts Assessment (Posi 070-m). 08/00 / 11 
Consolidated Edison Co of Now York, Inc 1?5pp. 46594*312 -10505 07G 

8808050295 NRC In'o Notco 00 062, ' Recent Fmdr gs ro Implomorilnllon ol OA f»ro 
grams by Suppliers of Transport Pnekogos ” Sve hsi oncl. 

GLfRNETT.R F. Uvislon Of Safeguards & Trarsporinfon (Poat 070413) H0/0G/12 
Consolrdatod Edison Co of Now York. Inc. 100pp. 46561:155 16501.203 

8008096264 NRC )nfo Noheo 00 06.1, “High Rad. anon Ha^ortis From inodlaicd In Coro 
Doioctors & Coblos ’’ Sve list or.ci 

ROSSf.CE Division of Oporat-cnal Kvonls Assossmont (Pgsl 670411) 09/00/15- 
Consolidated Edison Co ol Now York. Inc 1 10pp. 465G9;G65 4G560. 1 74 

8808116206 NRC Info Nolico 00*004, “Reporting Firos m Nuclear Piocoss Sys ot Nucle- 
ar Power Pianl-i ” Sve l si oncl 

ROSSf.CE Division ol Operational Evoms Assossmord (Past 6/0411). 90/C0/16 
Consolidated Edison Co of New York, Inc 104pp. 46643:00 1*40643 104 

8808126327 NHC Info Not-co 8Q 065. "inadvorienl Dra nogoa of Spent Fuo) Pools “ Sve 
l, st oncl. 

HOSS1.CE Division ol Operational Evonis Assossmunl (Posi 070411). 90/08/10 
ConsoUdatod Edison Co of New York, me 123pp. 46020:01 1-40620 133 


0.008040041 |_ER 00 01 0 00 on 080525. nadve'lenl stei'lir.Q cf diesel gorefator 2 Oc 
currod w7.cn inqof ccrrparlment doo* of breaker cutecte opened Caused by pO'Somiel 
euor lott'Wj dovices \n ho rstat'Gi o:\ rewt: commvtniw doottv W/li(i0/25 lu 
MORGAN. HE: Southern Ca‘ifo*n a Edison Co 88/07/25. 5pp 46420 352 46420 356 

8808000106 Exp-esses appreciate 4 or spec-ai assistance provided hy C CloflMijer on 
00071 1 re saioiy issue cn TDl d esei ytncrafO'S at plant 

TRAMMELL.CV Project D.ruciO'a’o V. 00/07/26. ROSSI.E Div.son Of OpC-rahnnol 
Events Assessment (Fosi 87041 1). ?pp 4647/ 309 16477 310. 


V. Operator Examinations 


UMUWN.M L , ULUVV.M , IVUUU/KA.r. J t-OHIUri.l f u[ YjnKi.V Minmi:. row< • < O M/U 
00/16 36pp 46627-089 4662/. 124. 


1. Financial Information 

0000020276 Notifies of rocopl of Invocns C.o *’.} ).( > 1 HKIfi A liMJi/ for ftnnil 
quarterly msialmr.-nt of 1000 annual far; 

MROGZKA.C J. Conned cut Yankee Aten r. Puwur Cn MHCC/KA.I. .J NuMIumM Nii 

clear f:no:gy Co (subs ol Nurlhi'itst Ut llr&J UfKXYKA.E. .1 Noilf si IJM.Ih>% ( 18 / 

07/21 iJocumurd Control Branch (Dr.'Cv.un ril Coniicl R» %k) 2p|> 4li-1ip:i fMM 

46400.095 


0800100203 of NRC rtepreteliOi c 4 Seclm lOC^RSO 74(aJ to changes n op 

orator or verier operate* slates 

PATF.n J Reg on 5. Ofc Of the Cruder 00/00/ 11 RASKIN.K P Scuim.m California 
Fdscn Co Ip 46508 352 46596 352 


OOCKET 60*213 HAODAM NECK PLANT 


F. Security, medical, emorgoncy & fire protection plans 

80081 10007 Not-ficai on ol Enforcement Ccntere*ce 69 090 cn 080700 w/ubl m King ot 
Pri.ss a °A 10 ci scuss vilal a*oa harriers 

Region V Ofc Ol Iro DirectO' 8H/6G/24 Ren oh 1. Ofc ol thu U.rf'Clcr 2pn 
465G9.044 465C9 045. 

8807860S20 Goner . z th 00 10 to at ptr«u? ruaclcr icr.nscos 8. holders ol Ron 9b ap- 
provals ro pmchaso of GSA approved secunly coma nc's Svc I St on:l. 

MIHAGUA.F J Associate C recto.* *0* Presets (Post 87041 1) 08/07/01 Consolidated 
Ec.Son Co o 4 Ngw Yo»k, In:. 3lpp 46390 299 46300 329 

C80B150243 Panel rospenso 1o FO'A request lo* documents Forwu'ds Ap;> M 
documents App L documents ma nla nod in PUR App3 N & O documents parlla'ly & 
total!/ wilhhe <1. respective/ (rot FO'A Exoxpt on 5) 

GRIMSLEY.OH NRC « No Dole led A1f,*iatcn Givon 0O/O7/C5 JONESC AIM aeon 
Net Assigned I4pp 4650 ViB'. 46501.1 99 

-0209010271 F orwa'ds Ovaluaion cf Lconsoo 010301 roquost for oxonpfens from App 
Ft lo iCCFRbO.SdCton III G roc,u rcmcnls & SQfl Item 32 1 ro alternate shutdown ca* 
pabi'iiy. 

JOHNS 1 0N.VV V Assisted Dirotlo' lor Molls & Qua!. Er.gr.G0r mg (Pm 8J0201) 02/ 
08/ tl L AINAS. G Ass slam C:rector ler Snfoiy Assossment. 22 up 46501214- 
46601235 

**8410040113 Respoms to 640224 d'lcing piot op.ncn (UPO) to lire 
protect-on Licensee has provided adequate ( usMicati0n for control room oxomplion 
frem spec ’ c roqu remenis ol App R DPO resoivod 

DENTCN.H R Off CO of Nucioa* Roaclcr ncg .'ahoi, Droclor (pro 851 12b) 84/09/21 
FERGUSON.n L Chom ca' En-meoring Oranch. 3pp 46502 210 46502 295 

0800040251 Recommonds c»'arges lo NRC totephono Sys ai ulil lo rosolvd lUephono 
location iriadequac os & roqu6Ste NRC io subrru wo*k ordors to tolepbono conipany 
to rroddy curronl sys 

MROCZKA.e J. HO'h*.easi Ui.iV. os 86/07/26 Ootununi Cuiirol Branch (Ociurroni 
Control Desk) 4pp 4G432 165 46432 160 

8008090112 Rev 17 to Emergercy P.ar» /mplemcming Procedure EPIP 15 1, "Crrergon- 
cy Assossmani ‘ 7// two overs no enefs 

WCCANCEAV T Conrocticut Ya' keo Atomic PcwO' Co 08/00/01. 39pp 46477 350- 
464 78 027 

0800040247 Generic Ltr 88 12 to all pewer roaclor Lccnsees & appl canis ro rerr.oval ol 
fne piot action requ.'emonts (rum Tech Specs Svc Isi ond 

MIRAGUA.F j Assoc aio Director for Projects (Posl 07041 1) 80/08/02 Conso! dated 
Edison Co of New Ycrk. Inc 52pp 46463.231 46463 34 2 

8008120109 forwards Insp Rcpi 50-213/86 -h on 8G051 7 0731 No v.o'ai'Ons noiod 
UET7FNHAUSLN.L Region 1. Ofc ol tho C rector 80/00/02 MROCZKA E J Con- 
necicut Yankee Atom c Power Co 2 pp 46515.1C6 45515 127. 

-8BO012O114 Irsp Hcpl 50 213/65-11 0.1 060517.0731. No volehons noted. Ma;or 
aieas nspcctod plant opcrai ons.r&d’&lion S fve protoct cn socvmty tnant.sun/oLonco 
rcsl'na.switchg ear bldg const & open items item previojs msps 
MCCABE. FC Hegon 1. Ofc cf the Director 60/07/31 20pp 46515 ICO 46515.127. 


P. Operating llcenao etago documents & corrosponilouco 


8008110126 Njti1i::alioti of Siqmlicmil (iriir'si.i: Muutnig tui 0'i:> cn limH.Jn w/n!-. .n 
King of E'russM.f’A in discusi uM iiiileUivrm <i:r p'au!% 

MCCAlJE.E.C Heqiui 1. OK, of ir.n tJructef 88/(16/0/ flm;i:iu 1 nf< . r ;| |«m I ten: fur 
2pp 46605 350 46506 359 

8008110025 fleliliLali'-n ol titV-V/Dtl Sgriti.imi 1 1,> ri'.i:n (/.fi-inij imimii, lii.v 1 n 
Hog cn I lo dicujss uhl rir at-vos fo f p'tiui 

MC^CAHF.E C Heg-^n I, Ofc of Ihe Dm-clor 1>'i/Cn/;»3 Ri ijin 1. 1 if,, of Um 

2(>p 4 (>499 2UU 46499 JCO 

0808020297 Informs if*nt ulil ch.in-jns lo (JA (i a t;$|tmn lopu iil ri.pl <in imt n diiMi 

nenis cf pmvinusly app'<>v«‘<J pxqr.nu mmi*. il.-n <1 ,ii 1 1 nlal ln um 

lOCrriWl 64 

JOUNSTON.WV Ruiiion 1. Ofc ol Pin J) rnte; fiil/O// ill MH( K /KA I I Nurlti. ,nt 
uiii.iiu's Servico Co (suhs oi Nont-oasi uiiiiich) 2pp ttiKi -iiiim/dn/ 

0007200043 Torwards cr.vi.o.'i tisvrhsmm;1 A *nin:| nf n;> Mnrilirnnl mip.i. 1 tu flMMU'i 

applcnlmri fer oxempion from rui|ii rummite ol tu:.f ll'.l) 1 1* ’ I miinpi.iin wi.i.ld 

liiani from fu'tlior rrods to jmiv iJu Imt, mo fnp cn iml 1 n1ir:m of AIW*. 

WANG. A D Projocl Divcto-Olo 14 l!«/0//20 MJKiC/KA.I .1 r 1.- ul Yi.nhro 

Alornc Power Co 2f:p 4ti344 315 4(i144 ia) 

-00O728OO-1O Environ ns c ,esM»iL**it & f.nlrnj id r*u Mqmf r.j'it in pm t n. Iii>mi l«» rminn-.i 

for uv(;inpt.on from 10Cf'HUHi2 ronnl*oiimnt to pmvilo imt ir>p - i-l ..it in ,,| 

ATWS 

SrOLZ.JF Projocl DirOtluiniu 1-4 fm/0//20 4pp .1i,:i44 <1/ -iful-H .120 

0000010305 Jluvisod i)pfH.caii:jn for (irner‘ifs lo I •< in Df^Mil.Dni ,’1. Dl’IMiS A 

Nf’f' -49, changing Tocli Specs nmrhor of rnnii Emru A irmi ie, I >i-r' nf nu h ir 

roviow tioard. 

MRCCZKA.L J Connethcul Ynr.keo Alomic fY:wnr Co MIK)C/KA I J f/u 

Com L : no/gy Co (subs cf Norlfiu.isi UliUuw| MJtUC/KA.I J Nu'IIumm uuvh, nnr 
07/21 Uaci.moni Curilrol Uroncli (Decumooi C.mlu.l Mh-.k i'nn it, H.1 :**,*i 
46301266 


■0000020001 (Yoposod lech Specs ru rurrber of M embers A trim n*. rm ,» *, ( .r t; f m| 
clear roviow board 

* Connoclcul Yankee Atomic Power Co 0I1/O//21 Upji 4t.:nil ;-i»| hti flii 


0800030327 Forwunfs saioiy Ovalu.iiion uf lopml Mcpl Mim. fh. rm.ii Hytl'.iui; 
ModOl QualiliCdUon.Vol 1 <HE; THAN) ’ UW 1\ns iU 1 vim* .tt aUui ki ir.wlndtti > A UmI.*... ,a 
compntonco fo f usO ol HETRAN comfiuter r uifo A rroduhi 

WANG.AB Projocl Dirnclcrntn J 4 0ff/O?/7tJ ME lOCZKA.r .1 Conneriir ul Ynnh. .. 
Alorn c Powor Co 2pp 48420 000 40429 086 


■ -0008030329 h)p.eal rept ovaljaiicn of NUSt:0 140 1 'Noriheji-.t IJl.P, fhrrma 1 lly 
tfrauLc Modol Cuafif caiicn.Vcl 1 (HR IRAN)” Riga muy bn giPimra'ly o.f m fulnn* I. 
censing submillols rmttmr j..st f cnlion hy uhl requit'd 
Office of Nucfopr fteacior fteguliifon. i:i*ucio; (Pom 11/iMH) »n/o//vp y.u 
46420 062*46429086 “ * 


0008050132 Discusst/9 uhl Improved prodMrn on t ijh ladm.on a'na'i 
MltOCZKAE.J Connocheut Yankeo Alomic ftewer Co MflOC/KA.l .J NorihmiM ui.i 
llios 00/07/27. Docurnor.t Conlrol Rrnnch (Docmuunl (rurilfo 1 Dusk) ^r, ; i 46446 II ! 
46445 314. 




.7 ,7 VM T ; " rii oi juicn n niniiuw n o 

low Ihrolt'.ng oh lily lo on.iblo NRC lo co/nplolo rovmw of E'CCS 
WnCCZKAEJ. ConnocllCM Yonkoo Alom.c f^wer Co MMOC/KA (• j MorihisiM HI. 
465 5 o /00/ ° 2 °o cufr0nl Coniro? Branch (l)ocumom Control Dm, it) 4(,M6;>0‘ 


8008150231 u.scossos Safeguards Insp Rept 50 213/88*12 on 080517 G601 & forwards 
notice ol v.o'ation 


KANE.W.F Reg-on 1. 0 4 c of iho D*rccfor 00/C8/O3 MROCZKA.E d Connecticut 
Yankee Atom c Power Co 4 pp 46536314.46596 319 


8800 120005 Forwards safety ovaluaton acccplmg NULAP5 codu for nso in n'.ml *.m : 

^ nalys0 « t0 oxJonl & urifor lm.int*ons duiim.Mti'd in end SE J 

WANG.AQ P/cjOCt Drccto/aio M. 08/08/03 MROC^KA.r j Cornr hr ul Yun 
Atomic Powor Co 33pp. 46531 105 4Q631 137 





0808170243 Forwards Amend 106 lo License DPR 01 & safety ovaluahon Amend to- 
visos Tccf) Spec 4 12. ”H <p Energy Pp.nt| Sys.'' by expandng augmented mservice 
nop program to irc’udo weld lecai ons on sieam lines lo auxilary Teed water pomps 
WANG. A U Project D.roclOMiQ M 80/08/03 MHOC7KA.C J. Connecticut Yankee 
Atomic Power Co 2pp. 4GS62 282-465G2 298 

-8808 1 70245 Amend 1C6 10 License DPR 61/ov.sng Tech Spec 4 12. 'High Cnorgy 
TVpi.ng By s,” expanding augmented mserviro insp program lo mcludo welcf locations 
on sluom Lncs to auxli.VY feedwater pumps 

STOL7.JF Pro.rcl D. r CtcratO I 4 na/00'09 Opp 46562 204 465G2 23? 

••8808 170249 Safety eva’jaiicn Supporting Amend 106 lo license UPR*Gl 

* Off.CG Of Nucloar Reader Rngu'afon. Director iPosf 07041 1 ) 8B/C0/O9 fipp 
46562 293 -16562 298 

68081 8025? Hopjosts addl nfo re 860425 proposed rev lo Foch Spec lor leakage do 
loclicn sys 

WANG. A R Propel Direcioralo I 4 0U/O8/U9 MROCZkA L .1 Conneciicul Yankee 
Atom c Power Co 4j.p 4h589 046-46589 049 

0808 190 166 Hotpiiraiion el HbOdjO moetircj w/uli' m Rockvi'o.h/ID to d.scuss now 
5«v4ct rjoa- bl.lg & lire proiociion o»ei* , (jf onn 

WANG A Pro.ect D.rectcraio I 4 00/00/15 SlOLZ.JF Project U.rectcrato > 4 3pp 
4^596 069 1659C0/0 

8008250076 Arlvisus IM1 f.tnnss lor d.jly program dovo’oped & implemented lhai op 
io nd.vidurVs oeianmg unuscohoa access nl pY»nts Viogian. based on industry 
guiJel-res 

KlROCZKA.E J C'onncciiCiil Yankee Atomic Power Co MROC2KA.E j Nodheasi Nu- 
cloar Energy Co <s ,ts of NofPnast Uli'.ties) MROC7KA.F J Norlhoasi Uli’ilos 6Q/ 
OB/ 15 Dctxmoni Conti Cl Branch (Ooci.moni Conlrol Desk) 2pp 4GG49 317 
46649 310 


Q. Inspection reports, IE Bullellns & correspondence 

0005200295 NHC Inlo Nonce OR 0.12, Prompt Hoporiing lo NRC of Sign* uml Incidents 
Involving Radoact vu Mall ’ Svc '«sl end 

CUNNINGHAM. R E Q.vsmn ol lnd.isfri.il 8 Mtidcnl Nucloar Safely (Pnsl 070729) 
08/05/25 Conso rJaiccJ Fcl son Co of New York. Inc I20pp 40300 179 4G900 2J0 

88081 10007 Nolilitdliwfi (jf Enloftemunl CnnP.'f nr.ee 89 •099 cn ROO/Oti w/uh’ in King of 
Prusva.PA io discuss vital nroa turners 

* Rogcn i. O’c of Ihu U.roc'cr UfJ/06/24 Region l. Ofc of if o Cvocio* 2pp 
40509 044 -16609 046 

8808150243 Partial response 'o FOIA request for cljcmrcnls I crwnnls App M 
documents Ann I dcnunonls irrunta roil in P(JH Apps N ft O documents p.uiially & 
loiolly wilhhdl'l.ruspuciividy (ref FOIA Exemption 5) 

GRJMSLEY.DH. NRC ■ No Ooim’ed Aff Ration Given 88/0 7/05 JCNES.C Affnaiion 
Not AssignoU l4pp 46501 1H1 46591 109 

■ ■8602050102 Reposts idorlificalmn ol div coutncl rut rcqoriijl msp leum lenders lo 
a-'fcir.go NRR oltern.ihve shutdown 8 Pro proioclion roviowur f('Chr.:L\V ussisiunci* on 
reg on hast. if posi 'i/o tale shufrlnwn maps Sched.jle of mips suhn ittcil 
HARROW JG Uiv Ol Inspoclion I’forj'nms.lL' <850212 8/0413) 06/01/28. 

□finNflRO.n.M O.v.son Ol Uni ng VVnlcr Mo.'idcr (IJWIl) Lxcnsmj <031125 8704 11) 
THOMPSON. ML Divsion of Prossur^otJ Waler Meador Picons r-g ■ A (851126 
0704 1 1) M'RAGUA I J Uiv v.*en ol Pros»unz{*cf Water noatJer I icons-; ig • U (031125 
0/04 11). 2p;j 40503 MB 46503 31 U 

8008019400 Pnrt'cil fespensu to FOIA request lor i*rji:nmnni r . Forwards Apf» I 
docurnonis App J A f avalaLlo 'n PDR App H doeumunis pnilially williheld (rOf FCJIA 
Exfimplion 5). 

GniMSLLY.O M NRC ■ No DotmloJ Affliat-on Given 88/07/ 1 1 1’ubl.c Citron’s Cm- 
cal Mass Energy PfL.|i;::1 7pf> 4632/ 2-lG 46327 269 

- -8008920227 Fo.wa-Us SALP input lor i.lil lor Mar 10B6 ■ Toh Iftfl/Fncl parhally with 
hold 

VCCOI1KLE.G VV. Ronctcr & Transporlahon l :consir*g (Jrancfi 87/01/09 
JOYNER.JH Retj onl.Olc of tho Crcctor ?pp 4032? 324 40327 325 

8807200231 Discusses 880700 mgt raeot rig in Roy on I etc ro corpoMlo rcsra.rco 
allccalions.enynuo.'ny support & nlanl acliviles. 

BETTENMAU5EN L Rogon 1. OfC ol 8if> Urector 0U/0//14 MROC7KA.L J NoMli- 
east NuCoar Energy Co (Sul>S of Norlhoasi Ulil»l«(.*s) MROC2KA,r J Connoclicul 
Yankoo Alon’ic Power Co 1 I2pp 46325 240-4G325 D59 

0807200162 Suppl 1 fo NMC Inlo Noii^d U8 046. 'Hconseo Repl ol UnlociivO RoK.r- 
b Shod C rceit Oroakors ” Svc fist urcl 

ROSSI ,C E Div von of Ororatonal Events Assosumtml (Most 870111) 0(3/07/21 
CorisolideteJ Edison Co. of Now Yo'k Inc I26pp 463U0 O54-4630t3 i/0 

0887200246 NRC Rjln!r» 80 009. Thmblo Tuho Th nnng in Wubimghouso Renders’' 
Svc list mid. 

HOSSI.C L : D.vision of Oporaliannl Cvonts Assessment {Posi 070411) 00/07/26 
Consol deled Cd.so.n ('o of Now York, Inc I23pp 46348 070 46348 19? 

8007210210 NRC Inlo Nohco 80 052, Fdi’ero ol Intrauterine Tartdom of Flotchor Sut 
App'icaior OrachylhGrapy Devices During Pat onl Treaimunt ” 6vC I Si oncl 
CUnNINGHAM.H E D.vision ol Industrial a Medical Nuclonr SnfGly (Post 070/29) 
88/07/27. Consol daicd Edison Co of Now York, Inc 1G8pp 46397.029 4G3D7 136 

000 7220034 NRC ln*o Nohco 88 053, ‘*l.:conseu Violations of NRC Roculat-onSAVtuch 
Led lo Medical D.-anroslic M.sadmin siraiions.” Svc lisl oncl 

CUNMlN'GHAM.n.E D.vision of Jndusinol & Mod:ca» Nuc.'onr Snloty (Post 870729). 
80/07/28 Consolidated Edsson Co of New York, fnc. 105f)p 46306 203 46397 028 

8007220192 NRC Info Nolico 80 054. Failure Ol C'rCuil bronkor Fo lowing Installat on 
of Amplecior Direct Trip AUnchmont.” Svc list encf 

ROSSi, C.E Division of Operational Events Assessment (Post 070411) 00/07/28 
Consol'dnted Ed son Co ol Now York. Inc 12lpp 46417.020 46417 140 

80081 10252 Forwards Insp Ropi 50 213/88 00 on 880516-20TJO violaiions noted 
JOHNSfON.W V Reg:on 1. Ofc of iho D.rector 80/07/28. MROCZKA.E J Connucll- 
Cul Yankee Atomic Power Co 2pp 4G513 049.46513 062 


-8800110253 insp Ropi 50 213/G8 09 on 8B05(6 20No vicUitons or doviators 
nofed.Majo' areas irispeclGd sieam yenoratcr msorv co nsp. secondary waler chnmis 
iry conuoUad el on rrd.ec' on results & -nsp ol oU ar seconJaiy HXs. 

WINTERS.RW. STROSNIDER.J Meg on 1 Ole of ihe Directcr. 88/07/22 I2pp 
46513 051 46513 CP2 

0008120109 Forwards Insp Rcpt 59-2 13/08-1 1 on 8805 1 7-0/ 31. No volmcns ruled. 
GETTENHAUSEN.L Rocion 1. Ole cf fho Drecicr aa/00/02 MROCZKA E J Ccn- 
r-oci CUl Yankoo Atomic Power Co 2pp 46515 106 4851b 1?/. 

-0000120 1 M fnsp Ropi 59 213/BB H un 800517 0731 No viola* ons nctod. Major 
areas nspcciod p>ant oporaiions.rpdialion & fire proieclion.sccvfily rnaini.survei larco 
tost ^’n.sw.1ch:)ea , Hdg consl 0. open Hems from provous msps 

MCCA0F.E C Hogicn 1. Ofc of tho Di/cclor 80/07/31. 20PP '46515 100 46515 1?/ 

0007200019 NRC Inlo Nof-co 00-055. "Poicniia* Prcblems Cajsod l:y Si' glo Falu o t> 4 
ESI Sw.rg bus " Svc i,i er.ci 

MOSS’.C L D.vision o 1 Onoralicr>al Events Asso^smonl (Posi 070411) 00/68/03 
Conso'ida'Pd Edison C^O ol Now York. Inc 1?1pp 46437: 171-4643/ 2«*. I 

8808030209 buppl 2 10 NRC Oullotri 88 005. Nonco ilcrrn.n(| Mails StipfHOd by Piping 
Scppl us.lrr ai FcIsom.NJ & Wc:.t Jersey Mig Co al W.ll amsiown NJ ” Svc 1st cncl 
ROSSI.CE Divisou of Opomtona Events Assossmehl (Post 0704 11) 00/08/03 
Ccrsci dated Edscr* Co of New Yo-k, Inc 14<Jpp 165 ih 1? 1-46538 269 

Q0OB 150231 D.S(;ussos Suloyua'tfs Irsp Rcpt 50-21 3/K8 12 on «8n5l7-(;f0l & forwards 
rot co of vio'ahcn 

H.ANL VV F Region i, Ofc of tlio Drec’o.* 88/08/03 MROCZKA.E J Connect cul 
Yankee Atomic Powur f:o 4pp 466% 314 46696 3 1 9 

• 6B08 150233 fkirtij ly w.lhhu’d r.of>CO of viclaiion licin insp on 0035 17 -20 S 899526- 
0691 Viofuion nolod Urcra' faiiai's ol v.ial area t).irra ,,, s 

KAf^L.W F Retjinn 1. Ole ol iho Directcr 08/00/02 2pp 46596 310 46596 310 

0007290008 Suppl 2 to NRC Bul'ehn 89 COU, ‘ ir-uNiial Slrusses m l*.p nj Ccnnudud 10 
RCS " Svc l si cncl 

MOSSI.C L D.vislnn ol Cneraiion-d Evr.nls Assessment (Post 0/O411) 00/CO/O4 
Consokdolnd Edison Co of New Ycrk, *n<. 1?1pp. 46504 OOl •16534:121 

800729011 1 NRC Info Nonce 88-0C6 ''PofC'iFa' Probloms W/Snccno f : c8rn F re (Jo'ucr 
Penelraicn Seals * Svc Ysl urcl 

ROSSI.C t Div.sion ct Opornhonal Events Af.s..-,omonf (Posi 8/0411) 80/00/04. 
Ccnsolidfttotl Ed’.od C:o of Now YO f k. Inc l?3pp 46580 1 76 46560.207. 

0800180237 Ack roce'fU ol Invoices I C07D. IQiOR. 102/D A 1032R for cosb in;:ufff*d 
dur.ng Rugiun I msps Ecu wil bn wre frnnslo'rod cn 800806 In payrronl ol .fivoicos 
MRCC7KA.C J Cunnockcnl Ynr kca Aio’mc Pn*vir Co MHOC2KA.E.J 1 Nnrlhuasl N.f* 
clear Er-ogiy Co {subs of Ncrmr.w Uli ihos) MROCZKA.F J Norlheosl UtH:05. 00/ 
00/04 Docuii'.onl Coniro! Umncf) (Documonl Canlrul De-ik). Upp 46554 109- 
4US54 3 1 1 

0008020095 NRC Inlo Net to 60-057. Ppionlial loss ol Safe tihulilown Ei|u.jmi(nit Cu<> 
lo fVurnntu'o Sneer* Ccniro.cd Roc.liliu' Fo/un) ’ Svc l si orcl 

ROSSI.CE Divis on of Cpur<|Uo'ia‘ Everils Assossinenl ir , t>sl 8704) l) B0rOfi/O8 
Consul dated Edison Co of Now York, inn 122pji <16459 i?‘j 4C>4(» , J 24P 

8008020102 NnC Info Nol-cu (18 Ofi0, ' Poluulal Prch’cms W/AHEA [Jiowii Ltivon ITC* 
51L Timo Cvurcurinr l RnlayS ” Svt: Is! ercl 

HOSSlCE Div.sion (7 Op*.<,'nf:onal Evonfs Aysossmunl (Post 670*11 1) 80/Otl/Od 
Ccrsofidaled Edsnr* Co of New Yo»k Inn I20|;|> •*•6528 001 465311 I 20 

8808030112 NRC Udo Mnlicci 80 059. MSlV Gudti Rm Ktulj/o al Waterford Uml J 
Svc Vst er-c 1 

MOSS'.C.E. D.vit>kj n ol Opera li or ml Evonls Assossn-unt (Pool 0704 1 1). 80/00/C'J 
(ionsoYfatod Edison Co ol Now Ycrk. fnc. 12IPP 4r>4fi/.D1 ) 46467 131 

8B0G040002 S'.npl 1 fo NRC Inlo NoUo 86 034. ”lr/j:Jn<;uaUi Quakf C.»lio*i S ODCimiun 
Witun ot Fite Ba'iiOf Pocieimtkif\ Seals’ Svc list urcl 

ROSSI.CE D.vison of Opcrotonal Evonls Assosamtmi (Pobl fl/0-llM O0/O8/OP 
Consol dated F.dison ('0 cf New York, Inc I2»p|) -16558 205 46550.325 

0808170243 Forwards Amond 106 lo License DPn 61 & snfoty ovaLiahon Arrord re 
vbus rr:ch Spec 4 12. "High Energy Pip r g Sys.” t:y oxpnndng m.Qmi>fdrid msp'vco 
nsp p*ogtom to U\ci -ido wo'd KjcaUncis cn stcaru ums to auvCioty Tu.edwaief 
WANG A G Pro.ocl D-rucJornio 14 00/08/09 MROC/KA.f- .J. Conroel cul Yrt“.kce 
Aiorrlc Power Co 2fip 46562 202*46662 290 

• 8800170245 Arr.crd 106 to Uconsu OPR Cl .rev, sing Toch Spec 4 1?. *Hiqf> Energy 
Piping Sys.” oypardmg nu<;rnonle<J .nso/v.co insp program lo rcGUo wold locntuns 
do steam tmes io au* i a*y toodwator pvtrrps 

STOL2.JF Prcjucl Di'OCloralO f 4 03/09/09 Of>p 06562.284 465C? 2J2 

-0608170249 Sn'oty uva'uatcn su|:porl.ng Amond 106 lo License DPR Ol 

* Off c«> ol Necfonr Ronctor Rcgulainn, D.roclcr {Posi 870411) 00/C0/ryO 6pp 
40562 203 46562 500 

8008050135 NRC info Nohcn 09 069. inadequato Dosgn S fnsljiiai.on of Watoiighi 
Ponohal'bn Soals.” Svc 1st unci. 

ROSSI.C E. Div*Sinn ol Opoialional Evonls Assossmeni (Post 070411) 00/08/ M 
Consolidated Ed son Co of Now York. In<; 123pp 40509:290-46670 C60 

0BO8O5O24Q NRC Inlo Nolico 88-061, “Control Room Hati.lobi'ity • fTuccnl Hov uws ol 
Opcraiutg Experience " Svc fiSl oncl 

MOSSi.GE D.vis on of Oi-oraiionai Evonls Assossmom (Posi 870411) 00/08/n 
Coneol da led Edison Co of Now York. Inc i25pp 46504:312-46595 070. 

8008050295 NRC Info Nokco 00-062. “Roconl Findings ro implomoniaiion ol OA Pro- 
grams by SuppLors of Iranspcri Packages " Svc lisl end 

BURNt r r.R.F Div.sion of Saloyjords 8 Transpadaiion (Posi 870413) 00/00/12 
Consol dated Ed-son Co of Now York, fnc I09pp 46501:156-46501 283 

0008090264 NRC info Nolicu 80 063, “High Radiot on Hazards From irradiated In-Coro 
Delectors & Cablos.” Svc list oncl. 

ROSSI.CE. Division ol Operational Evonls Assessment (Posi 8704 il) 00/00/15. 
Ccnso'idaied Ed son Co of Now York. lr.c 1 10pp. 16569 065-465C9. 174 
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0608 110206 NHC H'd Nobce 60 064. Ropo.Mi.ng Fires in IMuClCo* Process SyS at NjcIo 
ar Power Plants “ Svc ‘isi orci 

ROSSl.Ct Dw.son ol Cperaional Events Assessment (PoSl 8704 H) 00/C8/16 
Consol dated Fd son Co c* New York Ire 1C4pp. 46G43 001-46643 104 

8Q0B 120327 NRC Inlo Ncl.co 86 065. ' lna;iver1o.'il Cranages ol Spent Fuel Poo'S" Svc 
l st end 

ROS5l.CE D.v.sion ol Opera* anal Eve-ls Assessment {Post 070411) 88/00/18 
Conscl da’ed Ld son Co of Ne w York. Inc l23pp i6G26 01 1 46629 1J3 

0806 160392 NRC Into No* ce 8b C66. * irdaS'i-il Ramography Insp & cn'crccmir.l ' Svc 
Isloncl 

CUNN.NGHAM.H L Or/A on ol Indusina* & K/edica' Nuclear Safety |Posi b?0/?'J) 
08/06/2? Consol da'ed Edison Co ol New Ycik. !n: SOpp 48828 1 34 46628 223 

6603160414 NRC Info Nebco 60 067. "PiVR Aum.ary Fecdwaie' Pump Turbro Over 
speed Trip f aiVo Svc iSt cnc 1 

ROS5I.CE H.v.scn ol Cperahcnal Evcnis Assessment iPosi 8/U411) 88/00/2? 
Consol deled Edison Co ol Now Ycrk. i^c 12 ipp 46043 105 46C43 22? 


R Periodic operating reports & related correspondence 

8008090114 Frrwardb 0 rnO'V.'dy Progress Hopi 11 <o new sw ’chgear U‘dij ccnsi.p^r 
lOG-RSO.App R 

VROC2KA.E.J Ccnr.cchCul Yan-ce Ato n c Power Co VRCLZKAL J Ncdf'casi Util 
•liL'ii 80/07/29 Docutu-M Co t'0‘ 8*ancn lOccuTtnl Conirol Cosk) 7pp. 464/7 2.15 
464/ / 241. 

0800190260 Vonrr ly operating ropl ler ~u' 1980 4 or Uaddam Neck Plan W/880815 lb 
VVALl.K C . STANFCRD.J, MlLLER.DU Ceifieckcul Yankee Atomic Power Co 00/ 
07/ J1 lOpp 46596 000 46596 089 


S. Reportable occurrences. LERs & related correspondence 

80O726OMO LER 06 013 02 on 860J75.smal range o* break WGS roied n ere loop C< 
FiCS fer wh ch safely n ec* on flow in h-.;li pre*$u ‘0 roc rculaiiun modo may bo msdh 
c. q*m to pfovent core ur.coveiy.Cl-aig.rg vaivo locked dosed W/000714 Hr 
KASUGARW. MILLER. D 3 Ccn.iocliCul Yankee Ammo Power Co 80/07/14 8pp 
40207 079 46207 085 

8807260303 lLR 08C04 01 on B70406 lrc barrer sepa'a'ng cabc spreadng area A 
furtM'*o h‘dg declared inrporatlo Caused by iradequalo nstarahen guidance given lo 
personnel fi.o watch cs’ah'ishcd W/880710 

KA2UKYNAS.T B . MILLER.OB Connec*cot Yankeo Atomc Power Co 88/07/18 
5pp 46320 361 46326 355 

0000120279 IFR 86 016 00 on GB9707.diescl *ro pn p tJoc'arcd inoperable due to ab 
norma 1 leak ago from seal ol d.escl wa*cr pjrrp Caused by worn shall seal on water 
p.jmp casing Repa rs lo walor purp in hated V//H9U0O2 l?» 

BEGANSKl.iiC.MILLLR.DB Ccnnociicul varkeo A1 ot.i: Powe' C o 8B/08/0? 4pp 
40623 334 465?3 337 


DOCKET 50*219 OYSTER CREEK NUCLEAR POWER PLANT 


F. Securlly, medical, emergency & fire protection plans 

0807060520 Goncnc Hr 06 JO to a'l power reader Icersees & holders ol P.vt 95 ap 
pr ovals ro purchase of GSA approved socu* 'y conta nors Svc l si er.tl 
MlRAGLIA F J Asso:-aio D.reci 0 ' lor PreiecMPosl B704HJ B8/07/01 Cor.scl UalOd 
Edison Co ol New York, in; 3 ipp 46306 299 46388 329. 

0807200326 Responds to 060503 llr.p'ovid ng comments sicmm n:j from NRC rev ow of 
Rov 1 lo emergency plan for »ac Mies Provides proposed changes lo add'ess NRC 
concerns 

ROCHE. M B Goncra! PLhx Ulhos Ccrp * GPU Scrvtu Corp 08/07/ n 
BELLAMY.RR Region 1. OfC Of Iho D.icctor ?pp 46336 141 46336 154 

**8007280401 Med lied fldv 1 !o Corporate Emergency Plan 10C0 FIN 13C0 01, "GPJ 
Nuc'ear Ccip Emergency Plan for TMi 8 Oyster Ciook Ncclea' Sfat ons 
’ General Pubic Uh'.t.es Co*p GPU So/vco Corp 80/07/11 l?pp 46336 143 
4D336 154 

8008090128 Responds to devat.on noted m Irsp Rept 50 2 1 0/08- 1 4 Ira-mng program 
developed for i re watches ass gned for hoi werk act-vihns w/l stt*d oh.ee hvos. 
FIT2PATRICK.E General Pubic Uh'ihOS Corp • GPU Scnvct* Corp 00/00/01 Olfco 
ot Njcloar Hoacfor nogu'aiicn. D:reclcr (Posl 070411) 3pp 4647? 336 46477 338 

B80 8040247 Generic Hr 08 12 lo a‘l power roac’or Lccnsoos & app! cants ro removal of 
I ro p'olochoo requ foments from loch Specs Svc I si er cl 

M RAGLIA.F j Asscc ale Daoctof lor Proiccts (Post 87041 1 ). 88/08/02 Consohdaiod 
Edison Co. 0! Now York. Inc 5?pp 46463 291-46463 342 

6808 170094 Forwards Saloly fnsp Repl 50*219/08*16 on 860522 0625 No v clahons 
noted 

BET JENHAUSEN.l Region 1. Ole of Hie D/ecfor 88/0B/O5 FITZPATRICK.E Con 
eral Pubhc Ul l.hes Ccrp • GPU Serv co Corp. 2pp 46571.166 46571 203. 

..08OQ 170099 Insp Rept £0 219/80-16 on 800522 0625 No vo’alons noted Ma.Oi 
aroas inspected plant operat'ons.tiiQ p r otoci on, phys.ca' secunty.rad ahon 
ccntrol. housekeeping emergency prcpa*edness & ^nv.ron qualdicancn. 

CCWGIILC. Region 1. Ole of the LMeciOf. 68/08/04 14pp 46571 199 46571 203 

8808120322 Hev.sed omergery p>an mplemeni ng procedures, nclud.ng Rov 1 to 047J- 
IMP-1 3C0.11, "Emergercy Radplpgical Surveys OllSito" & Rov 3 to 9473 IMP- 
1300 31. ■ fc'nv.ron Assessmcni Command Clr.” W/080808 Mr. 

BARTON, J J Ger.o/al Ptblc Uh ties Corp . GPU Sorv.ce Corp 08/CO/OQ 363pp 
46517:144*46516 146. 

0800150308 Advises that Rev 1 lo ul I nuclear eme'goncy p'an lor plants meois provi 
sions of 10CFR50 47{b)(l0) & co-rocily rel'ecis lederal radoloaral omtrgency ro 
sponso plan 8 may bo imp'e me nted. based on response lo NRC rev ow comments 
BELLAMY.R R. Reg on 1. Ofc of me Dreclor 88/00/08 HOCHE.M 9. (ienora' Pub'ic 
Utildies Corp ■ GPU Serv.coCorp 3pp. 46551.234 46551 236. 


H. General correspondence 

B8083 10062 Requests NRC action to relievo undue risk posod by RWR Ihormol hyd«a- 
l c mstat'ilify NRR shcUd issue order requr-no all GE RWFl licenseos to Sib.nl rcf:t ’(? 
NRC wilhn 1 yr demcnslraimg comphancu w/GDC 12 Rolaied nfo eirl 
HIATT S f. Ohio Cd'/ons for Responsible Energy 8G/0//22 Cllif.e cf Nucloer IlcflC* 
lor Rogulat on. O reclor (PoSl 870411) I2pp 4672? D25 46727 058 


j tnsurnneo & Indomnlly Information 

0000030007 Adv-ses ihdl wror.g!ui doath aciion bird aijamsl JCP&L GPU Nuc'om Jt 
GPU.Ire Co-n|jlant a'logr.g Ihni tlecedenl r;e;jl genlly exposer) to radoton Ihdl u.-t u I* 
r rf n dealh cn 063926 ercl 

DOEHNLR EH Arruican Nuclear Insu'nrs 80/07/19 SALTZMAN J NHC No Do- 
le !0d Affil at b‘i Gi/on I2pp 46406 299 *16106 310 


P. Operating license stage documents & correspondence 

0000110116 NoMcohcn of Sgr'iFcar.l l-consoc Meet ng 80 062 on HH342U w/i.fl i'* 
King of Pmsv.i PA lo mscuss ALARA p'cgram at O/slor Crook & doarmp opr ms no dl 
TMi 2 

COWGIU.CJ Reycn 1. Cfc ol Iho Director 88/04/22 Hugm 1. Ole ol n.e D'ot'er 
2f.p 46504.153 46504 59 

8007200050 Forw.rds Amend 124 lo Li^onsu UPR*lG,sa1oty Oval.ialmn A ricf-rn r:l 
issuance Am end revises Tech Epocs 3 2C/.2F H 6 9 3 lo ri'flect uso of ori'islu-f 
sodium ponlobo'Oto so'uton in slardtjy liquol control ays 

CROMERICK.AW Pro.ed O-redOinfM 4 88/07/14 FlTZPATniCK.E Gcrmral Pi. I Ac 
Utltius Corp • G n \J Sorvico Corp 2pp 4632/ 131 46327 161 

-8607200051 Amend 124 to l cunsu OPR- I6,revis ng Tech Spec Seel oris 3 2C.4 ? h A 
6.9 3 lo reflect use ol or*nched scdnim penict^OMin solution in siA'idby hind (en!*c 
sys 

STCL7.JF Pro.cc' Di'CUOMlo I 4 08/07/14 Ifipp 46327. 133 463?/. 1 4/ 

*■0607260052 Safely evaluation suppcrUng Amnnrt 124 lo l iconsr* DPM 16 

* Olhco cf NcclfOf Roaclor Rrniwlulion Drooler (Post 0704 1 1) 88/(i//M 2| |i 
4632? 148 46J2M 49 

-8807280055 Not co of issuan:o of Amend 124 lo License DPR 16 
OROMLRlCK.A W PrcJOCl Di'OClomto I 4. 88/07/14 2pp 4632/130 46.127. 15 1 

6B08010255 Notification of Sifjr.if.cnnl Licensee Mfiolmg 80-111 on 800/26 in King cf 
Prussia. PA lo discuss h“nrseo p'useritahon on Mark I cenln nmc nt metis 
COwGlLl.C J Rog cn 1. Ofc of iho Daccior 80/07/10 Region 1. Qlc ol Ihn l).n He*. 
2pp 46363.151 46363 152 

6607290 1 10 DcCu'Tionls verbal *nlo p'Ovi'Jctl lo NHC (J,.r.ng rerunl meoli* g*. ro SI:* 1 
Tope VII iR.mtegralod plant saloly nssossmonl repl Scciion 4.2*1 Curu.li.ss uni 
I sled, ncit.dmg Senso‘5 RE 18A.R.C A D suipomts at oxinsno low end range 
FlTZPATnitXn Gonc-ral Public Ut lilies Corp. ■ GPU Gcvice C.o*n 80/O//2O Hl'cC 
ol Nuclear Reactor Hegjlahcrv Drecto' (Posi 67U41 1) ppp 40357 242 4635? 243 

6008000093 Rccorrmorids denial of till UU0513 Tech Sjiec Change Reguosi Kill ro 
co*o Sp*ay sparger I' sps Change wo./d eliminate requi'omont to documunl i"s;» * 

su Is jj' O.* 10 rosidili‘'(J Qllor each relue ing o.ilago 

SCON.U New Jersey. SiaiO 01. 86/07/21 Oocunicnl Conirol rirnnJi ^t)tl^■lll:^.n , 
Conirol Desk). lOpp 46451 335 16151 344 

8008050106 D«scusses ut I rtllempts lo rc»so!vo Ifireo issues ro solfilrjn confMis.r 
n:pmn A cenlasimerit pipo ponotrat:o i is.,ncladi | ig issues re incoinj rui|ijnurur.t'> ol 
NURLG OJlJ.Rov 2 & pcslu'ated hgh u>norgy 'mo tireak within (.♦jr'olnilieri 
WILSON.RF General Put)!:c Uh'ihOS Corp • GPU ScrviCO Co'p OU '07/2/ Ud: iin*t *.l 
Control Branch (DcCv.mont Conirol Desk). 3pp. 46438 061 46430 003. 

0600040173 Summary ol 000713 progress ruvow muelmg w/iihl in Rockvilu.Ml) i-? 
slalus ol l censing actions List ol par! t-punls & nin'kotf up copy of slalf reg .lakry >i l : 
iraclonn sys ond 

DROMERlCK.AW Project UrcHornlo 1*4 00/07/28 Project Di.'ectouitu 14 I fjp 
46433 271 46433 285 

8008110212 InfO'ms Hint olfociive dale of Amend 124 noi cons siont w/ ccrrp'i^c** 
daio ol mod wh ch w II occur pro* lo rosiarl from Ouiagn 12H 
FlTZPA I RlCK.F Gnncr<i> f’ublc Ulilihcs Curt) • GPU Se rvice Corp 08/07/29. (if f u- 
menl Conirol Brancfi (Uoccffioni Conirol Desk) 2pp 4651 3 093-46613094 

8808230426 INTEGRATED PLANT SAFE I Y ASSESSMENT SYSTEMATIC LVALUA* 
TlON PROGRAM OYSTER CREEK NUCLF.An GENERATING STATION liccknl Nc 
£0 219 {Genernl Public Uh'ihus Ccrpnration And Jersey Cunltn* Powo r Ar.d L'ljhl Corn 
pany) 

’ D.vivon of Reaclci' Projects I/ll |Posl 070411) NUREG 0622 SOI B0/O//3V 
7Cpp 46594 134 46594.204 

O8O01GO205 D.scussos 00C62& mgl moelmg w/NMC ro IGSCC msp/slrcss m;«:Ove'inf,l 
plans ler I2R oulago Supplemental info ncodoil to ccmp’ole rov.ow ol fam ily 1211 
msp/sPess irnprovom.ont plan ercl 

WiLSON.n F. General Pubic Ulr'iliOS Corp • GPU SorvCi) Corp. (10/00/01 Ol 1 1 <■ c-l 
Nucloa* Hoaclor Regulahon. D.roctor (Posi H7041 I). iCpp 46559 309 46659 310 

8800150240 Notification of Significant L consoo Mooimg 00 122 on B9U921 w/lI<‘ r 
King ol Prussio.PA lo discuss ociior' p'an result ng from solf-asscssmoni of lechr ce 
functions. 

CCWGll.L.C J. Region i. Ofc of the D.roclor 00/00/02. Ren on 1. Oir ol iho Dfcclc 
2pp 46542 027-46542 020. 

8008 100 134 Forwards revised Pago 2 of Amend 124 lo Liconso DPR 16. rolloctng c y* 
reciion ol olfechvo dale 

DROMERlCK.AW Project Direcioraio 1*4 08/08/03 FITZPATRICK, E Gonoral PlNk: 
Utilities Corp. GPU Serv.CO Corp Ip 46479 036 46479.030 

-8006100136 Revised Pago 2 to Amor. tl 124 to Liconso DPR*l6.re1loct ng cotreciien ol 
oifechve daio. 

STOLZ.JF Project D recioraio 1-4. 08/07/14 Ip 4647G 039 464 79 039 


! 
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0804180292 S'jurna'y Of 080/21 mooing w/uhl m Ruckv.lle.MD ro RETRAN analylcol 
mcde: A Cycle 12 fool re'oad anaiysos Aiterdanco hsi & mad usod by i.conseo in 
tr»eoi' r .q 

nnOMEniCK.AW Protect D.rectorate I 4 00 / 00/09 Pro;oc 1 D:roctcrat 0 14 ) 7 pp 
40590 090 46590 1 14 

8804160220 Forwards Amend 125 to Provisional Lr.unso OPR - 16 A saloty 
cva f ual<cn Amond revises Toch Spue Suchcn G.por NUREG 0123 , Rev 9 for clarity A 
consistency 

P ROME HICK. A W Project Duectomln I 4 0U/Ud/1O FiTZF'ATRlCK.L General Ruble 
Ulil-lios CC'P GPU Service dorp 2pp .16601 005 4 G60 1 09/ 

“6904160224 A n or id *26 lo license UPR lO.changing various a'oas m lech Spec Sue- 
lion 6 lo; cMnty & constancy per NUHFG 0 l 23 .Rov 3 
stolzjf Project Di-ccruraio i <1 00 / 00/10 Opp -iggoi 007 iccoi 094 

-•8808160225 Solely <lv&luMOU Suppaibrg Anr.oml 1?5 lo Lojtvw OPU 16 

* Office ol Nuclear Reactor Hog.iatm. D.reclor (Rost 8 / 0411 ) 30 / 00/10 3 pp 
4 G 601 095 46 C 01 C 97 

0809160301 Suhnils ov.iluaton ol rospnris*; lo SLR I epic V S. Huflcto* Coolant Pres- 
Huro Boundary l oakago 0 e*U>ciion, " IPSAR <110 1 ro anbcrno parhcunto A gaseous 
rad Otichviiy mon.lo's 

UHOWEHICK.AW Projocl Directorate 1-1 60 / 00 / 10 . FITZPATRICK. E Gonoiul F’uDIt 
U III lies Cprp GPU Survico Corp 4 pjj 40550 319 46559 322 

0604170294 Sum nary of HB 0 / 7 H 1 rooting w/ul?i n Rockv llo.MO lo dscuss lacnty 
drywell corrosion Aoa'ysis showed (junoral membrane stress rnrriihor: ox sis A calcu- 
lated stress oxcoods max aKowab'o turn 

DRCMGRICK.A W Pro.oct Girucloidlo ( 4 06 / 1 ) 0/10 Project Cireclomtu 1-4 40 pp 
46567 069 46567 0'lfl 

0604250241 Forwards Suppl 1 lo NUREG 0 U 22 . "lnloi;r<ilcd Piani Safely Assossmanl 
Sysiumatc Evaluation Pfograrii.Oysior Crook Ni, clear Generating Stntori," for info A 
nsow/ocncl 

STOL 2 JF Project Directorate I 4 . 08 / 00 / 1 7 f : ll /PATRICK. F Genera* Public Util lies 
Corp. GPU Si-rv.cn Co'P 2 pp 4 G 64 U 280 466-10 26 . 


O. Inspection reports, IE Bulletins & correspondence 

6005200295 NRC Inlo Nonce 00 032. 'Rronu>l Reporting 10 NffC ol Sat|-i.licnr»l Inc dents 
invoivny Hadieucl vo Man ‘ Svc lisr encl 

CUNN NGHAM.M E Civsion of lr.d„stri?il A Medical Nuclear Safely (Post 3/0/20) 
00/05/25 Consoidaleil Edison Co of Now York. Inc >2Upp 463U0 >?9 4f»3tJ0 208 

0006100323 Motif cal on ol Sti'vfcnnt Licensee Miieimi) 00 079 on U60809 ro licensee 
presentation on c.omplance w/l(: Gul'etris 79 02 A /U-14 

COWGII.LC J Roy on 1. Chu of iho director 00/()ii/OI> Hu(|ion 1. Ofc ol ifio Droulcr 
Ppp 40403 II.G 464 H9 167. 

QBO726OQO0 Pmvidris supplemental respunso lo IE Uulloin 03 00 ro fuasiUnty of modify 
<rg cosiro' Crcuils ol Gt AK*2 Lircuil bleaker s Prevent. vu fria*ni sclHifuo ir'croased 
from each rtifuo Inn owiago 10 OvOry G imjrillis 

FlT/PAnifCK.E Guriernl PuUc Uh‘it os Corn. • GPU Survcu (*orp. 00/0// 14 Dncu 
menl Control Branch {Uocnrnnni Conlrt>: Doss) 2pp. 40^0/ 365 >0207 356 

0808020255 Fo wnnls Lxum Mept 50 ?19'00 07OL mini ruslered duiirg wh of 01)041 1 
( jALLO.R W Region 1. 0*c of loo [).foctor 66/0//15 Fl T/l'ATRlCK.r (Tenoral 
Pub ic Uh'il'os Q:rp . GPU Stuvicn Corp ?PP 40303 302 46004.010. 

■•6609020257 Exam Ropl 50 219/08 0701 on 00041 1 - 14 Exam results one srui.or reac- 
tor opcralor & U roe roticior oporaio* cor'd dates passed oxorns 
l.UMB.T.. LANGE.DJ Hocjim 1, CJc ol Uiu Ui-cclor 00/07/14. Vlpp. 46J83 304 
46304 013 

3007200162 Snpp* 1 lo NRG Info Not Co 0(J 04ft, ’ Licenseo Ropl of Doluclivo Hnfur- 
hshod C:rcu4 Breakers " Svc list oncl. 

ROSSf.C E D. vision ol Oporntonal Evunis Assossim.*ni (Post 070411) 80/07/21 
Corso'idalod Edison Co ol New York, Ire 1?5pp. 40300 054.46380.178 

0804080093 Recommends doninl t»1 util 800513 loch Spue Cliango Rucprosl 109 m 
core sp'ay spa'qer insps Change would ol ,r rmfrlo roquromunt to dccumcni msj> io* 
suits nr.or to rosinrimp allor eacn relu-olng outano 

SCOI I.D New Jcrsoy. Staio ol O0/O//21 Documurii Control Orancb (Document 
Conirol Husk) 10p;) 40451335 46451:344 

0800040179 Forwards rofponse lo NRC Qullol«n 87-C02 8 Suppls 1 A 2 ro random sam 
pling A le^lmg o-l faslonmn rJovicos Inc'udos I si of suppliers & mlcjs 8 vendor rcpls 
F-IT/PATRtClvE. Gonoral Pub’ir: UM4ios (*orp - GPU Servico Corp 00/07/25 Olfico 
ol Nuclear Roaclor ncgulaiion, Onoclcr (Rosl f)704i 1) 247pp 40434 332-4C435 218 

3B08100306 Forwards Insp Ropl 50*21 D/00 17 on 000613 17 No violohons noted. 
GALLO.RM. Hey on 1. Ofc ol the Cirnclor. 00/07/25 FIT ZHAlHlCK.E General 
Public Uhl Fos Corp GPU So.vico Corp 2pp 46402 34 7 46402 350 

-0000100307 Insp Rupi 50 210/00 1 7 on 000013-17 No v.o'oiions noicd Mnior areas 
inspected proviously 'dontilicd find nys.SPDS A p'annnd mods to mslitulo corrective 
measures to satisfy ATWS 

REOELOWSKl.T A, Bl.UMBERG.N J RetJion 1. Ofc oMho D-rcclor 00/07/26 llpp 
46482 349 46402 359 

0307200246 NRC DolOlm 08 C09. TMinblo Tubo Tt-mmr.g .n Wcsiinyhouso Roaclors " 
Svc list oncl 

ROSSI.C E D.vision ol Operational Events Assessment (Post 0/0411) 80/07/26 
Ccnso'id 3 ted Ed son Co. Of New York. Inc 123pp 46340 070 46340 102 

8007210210 NRC fnfo Not co 8U 052. “Failuro of lnlr<«dunp,o Tandem ol FiolCher Su4 
Applcalor Brachythorapy Dov cos Dur.ny Paiiont Treatment " Svc list oncl 
CUNNINGHAM.!? E. Divison ol UvJuslnal & Med cal NucVjat Salofy (Post 070729) 
00/07/27 Con^o'.datod Ed.son Co ol Now York, fnc 100pp. 4 639 7.029 46397 136 

9300190021 Forwards Myl Moutng Ropt 50-219/00-10 un 800609 to discuss action m 
response to NRC BuTolins 79-02 & 70-14. 

JOHNSTON.WV Region 1. Ole ol Iho Rnonlor 08/O//27. FITZPATRICK. E. General 
Public Util ties Corp - GPU Sorvico Co'p 2pp 4(i590 222-46590.233 


-0008190029 Myt Moetng Rcpt 50-21 9/60- 10 on 080609 Major areas discussed. stains 
of konseo act on/plans A schLd.Jos lor work per IE Bu'lolms 79 02 A 79* M 
CHAUDHARY.S K . ST RO SNIDER, J R. Homon 1, Ole cl Vho OroOOi. 08/0?/ \\ lOpp 
40598 224-46500 233 

8007220034 NHC Into Nohco 80 053. ' Llronsoo Vrotations of NRC Hey ^latiOr.s.Whiuh 
Led to Med.cn ‘ Diagnostic Misadm.n sirahons ' Svc 'isl encl 

CUNNINGHAM. R F Division ol Irdu&lrial A Moc'ica 1 Nucloar Saloly IPOS1 8/0729) 
00/O//28 Conso'idaled RdSOn Cc ol New York, Inc lC6pp 46396 233 46397 028 

8807220192 NHC info Nolico 80 054, "Peturu of Cirtui Breaker Foi'owmcj Inslnl'etcn 
of Ainpioctor Direct Trip Aliachmont ” Svc list Or el 

ROSSI.C E Div.SiO.n ot (Jparai-onal Cvnnls Assossmcnl (Posl 870411) 88/07/20 
Consoltlaiod Edison Co ofNewYcrk Inc I21pp 464 1 /.U?0 4041 7 140 

6000150204 Grants apprcvnl to return llvao monitors of □ shill not invotvrri w/cV-'iiroy 
my cr tencoalny mlo or data to ucer^-od duties & aiJvsos thnl procoedm-g ostabli-herl 
by 071 105 conhrmatcry erdur lourinutod 

RUSSLLL.W.T Huyun 1 . Cfc el ttio Dirocto; 00/07/29 CLARK. PR Gono*al Pjtytc 
Ul l.l:en Corp • GPU Sorvte Corp 6;jp. 46551 CGi 40551 060 

-0008150205 Concurs w/issuance ol oncl rov se<J hr to licensee ro rnloxnli-on ol U71 105 
order 8 w/Hoyi0n I proposal lo have cenle'onco w/Gom.dreau A to offer hul n<M fu 
q::iru ccnMurco w/l concoo.W/o oncl. 

IIEOEMMAN.J Ofc of En'ortemonl (Posl 070413) 88/07/25. RUSSEL l .W.T Rerjion 
1. Ofc ol the Director ip. 46551 059 4 6551 069 

6000170030 Inlo'rrs lhal NRC: review of U7091I sa'ely unit violaii-bn csccnbaly 
ccrrplulod Enfoico.noni confererco ttol noerssafy based cn rosn.ls ol a.iyrr.on'ud 
learn nsp A ad:JI daiaHOAOver. ull r»i*»y rer^.ost cnlcrciiment conloenco to pro^ejnt 

V.OrVS 

RUSSriL.W I Region 1. Cfc Of thu Drcctor 00/07/29 CLARK, Pit Cionn/Ql Publv; 
Utl.tO'j Corp - GPU Sorv.ce Corp 2p|> 46571 034 4657 1.035 

8808090120 Responds lo dnvialicn roturJ n Insp Rcpt 50-219/38 14 T raring program 
dove’Ojiud lor fire waic'*.Os asstgnod fer hoi work aciiv.t os w/l stud Cb,ot lives 
I ITZPA TRICK.E Goneral Public Ut-hlius Co'p • GPU Scrvcu Ccfp 86/00/01 OM.cn 
of NuCoa' Heacio' RoguTUibri. U.reoior (Posl 070411) 3pp 4647/ 336 46477 33!) 

0808150215 Adyisos that onfctcomril conform -cn w.l bo HclieriuVd n 30 dnys to dis- 
cuss v.o'alicns m Insp Ftopt 5n-2l9/0(> 08 Util should tin prepared lo d.sc.uss v olaiion 
m Inhl cl modified enforccmoni po'icy ifosc/.b^d i;i uml lo Generic Lir 83 0/ 

JCmNSI QN.W V. Rcyon 1. Ole ol the D/cctw 00/00/02 riTZPATfllCK.K Gr.no ml 
PxXA C Ut Ulieft Corp * GPU Service Corp 2pp 46542 074 46,542 0?5 

8607280019 NRC Info Nohco UU 055. "Polcrdia 1 Prchlums Caused by Single Faiuru of 
ESF Sw.rg Rus " Svc I.St Oncl 

ROSSI.C F Civr.cn of Operational Events Assessment (Posl fi/84 11) 80/03/03 
Cortiolic taled Ed son Ct> ol Now York, Inc I2lpp 4643/ 121 4b4 17 241 

6608030289 Suppl 2 lo NRC Bulletin BH 000, ” Nuri'onfomiing Mm-s Si.ppl.u'd by Pprg 
Supjd os Jnc at Folsom.NJ A Wost do'suy Mf<) Co at Wil lamstown.NJ.'* Svc hit oncl 
ROSSI.C E Civison of O|iuraiion<)l Evonl9 A9t.os**ireri| (Post 0/O->>l) 

Comiof.iJalod Edison Co of Now >o*k. Ir.c MOpp 4653U 12 1 4Fi59fl 2<>9 

0007290000 Suppl 2 to NHC Uulloln 06-000, * TOonrnl Slrossuu in Fpncj Coniit-cUaf to 
HCS " Svc Pit end 

ROsSl.C.E D.vision ol Oporationa t Lvunls Assessmunl (Post 870411). 66/03/04 
LunscIlcJolcd Edison Co ofNowYcrk Inc 12lj:p 4C504 C0 1 -46504, 121 

080/2901 1 1 NHC Info Nolico 00 050, "Polental PrcLIoms W/S-tiroi'o Foam Fro Burdor 
Ponutrnbon Seals." Svc *iSl oncl 

ROSSI.C E Division ol Cp(?ral*0''al Events Assossan-nt (Post 0/04 1I). (36/03/04 
Consolidate! Fd sen Co of New York. Inc I23pp 40569.175 46569 29/ 

6808170094 Forwards Sufoty Insp Rcpl 6O-21Q/00 16 o;i 0aO522OG25.No vio labor's 
r.olod 

OETrENRAUSCN.L. Rcyon 1. Ofc ol tho Dirocinr 60/03/05, FirZF>A1ftlCK.F CTuti 
cral f^ib ic Ulilit es Corp • GPU Soivicu Corp. 2up 46571 133 46571 203 

“QQQ017QO99 Imp Rupl 50-219/UH 16 on 300522 UG25 No vio'.atiO'iS noUid Mu('at 
areas mspoctcd piani opo/niions.f ro (>rolncfon. physical sccuniy.rAdiabon 
coniiol.lio-JSL'koopi.-’y.crroryuncy proporednoss A onv.rcn qua'ihcainn 
COWGII.L.C Region 1. Ole of iho Urcttor 00/00/04 14pp. 4657 1 190-46571 203. 

8808020095 NRC Info Nohco 00 057, * ’f > olOnliul Loss of Safo Shuldown Enupmunt Ui.O 
to Premaiuro Sdcon Conlrolled Rochlior Foluro " Kvc list unci. 

HOSSl.C.E Division of Ouemhonal Evcnls Assossmont (Post 0/0411). 08/00/00 
Consohdatoit Edison Co id Now York. Inc I22pp 46450 125-46459.24G 

0808020102 NRC Jnfo Nolico 80 050. Polunbnl Problems W/ASLA Brown Buvon |TE- 
5 1 L Tirno OvOrcurroni Rolpys ' Svc list encl 

ROSSI.C F Div.sion ul Cporationat Evonis Assessment (Post 0/04 11). 80/OU/C8 
Consol dated Ed-son Co of Now York Inc. l2Cpp. 46530 03 1 4653H 120 

0808 16036 9 Forwa'ds Insp Repi 50*2i9/BfM9 on DB0627 0/01 No v.o'at ens noicd 
BELLAMY.RH Region 1. Ofc of IliO D.roclor 08/00/00 FlTZPATHiCK.E Gcncrrtl 
F^ubl c Uhl lios Corp. • GPU Service Corp 2pp 46554:264-46554 273. 

- 6000 1GQ372 Insp Rept 50-219/00- 10 On 300627 070l.No vi')'UliO.’5 noted Mnjor 
areas Inspeciod norradio'oglcal chomslry program, including rr.oo^u'onnont control 8 
□nolyt'cnl procodu'o ovaluatons. 

JANGJ.C, PASClAK.W J Rogon 1, Ole of the Drcclor 06/00/05 8pp 46554 2GG 
46554 273. 

8008030 1 1 2 NRC Info Not.co 80 059. ‘ MftIV Guido Ra.l Faluro at Waindctd Uml 3 - 
Svc t-st unci 

ROSSI.C. G Diviscn of Oneratior>al Evonts Assessment (Post (1704 M). 88/03/09. 
Consolidated Edison Co. of Now York. Inc. 121 pp 46467 01 i 4C4G7 ui 

0008040062 Suppl 1 to NRC Info Nohco 06 00*1, Tnadeqjaio QuaU caiiun 8 Oocumon* 
taken tjf Fire Bamor Pono|rat:on Seats " Svc list cr.d 

ROSSI, C.C Divis-on ol Operational Cvnnts Assessment (Post 070411). 80/08/09 
Consolidated Edison Co. of Now York. Inc I2ipp 46558 205-46559 325 



8008 17029-1 Summary of 090728 necrtnj w/uh: n RcckviLoVD to discuss lad ty 
dryvvoll ccrros on Anal, 6 s s h owed genera' mc-rrfcfam? slross cohditon eyisis 8 ca'cu 
la led stress exceeds ma* a lowabie Iitii 

ORCMEHlCK.AW Protect D/cctO'atft 14 Bfi/09/10 P/o.ecl D recto-ale 14 4Gpp 
-1656 7:060- 46567:039 

8808050135 NRC Into Nolice 88 C60. “Inadequate Oesgn & Inhalation of tVote'ti£hl 
Pencvaiion Sea's “ Svc i.si en~ . 

ROSSI.Ct Dviiioo Ol Cpo'a 1 ooa' bvon!$ Assossrreni <Posl 870-111) 68703/11. 
Ccnscl dated Edison Co cl New York, Inc I23p p. 46569 298 465 70. OCO 

8606050248 NRC tn'o NO'. ZZ 88 06*-. Conuo 1 Rcom Habit ate rty * Hucert Rov o«s Ol 
Cpefali'-g Evcormnco ” Svc !«st enc' 

ROSSI.CE C.v.SiOn of Cpera'o r a‘ Ever’S Assessment (Pr.sl 87C4I1) 60/08/11 
Consol dated Ldiscn Co cf Now York, Inc 125pp. 46594 312 46595 076 

8608050295 N‘RC inlo Nohco 89 002. '’Recent k ndngs re t*n;lefrcrta! on ct OA P»o 

S rarno by Supp! C's cf Transport Packayos" Svc 'r&l one. 

L'RNETr.RF D vistcn cf Saleguards & Transpo;lal<oi (Po*' 8704131 68/00/12 
Consol da’Od Ed S0.I Cl o* f/uv Vo ,! < in: lC9pp 46581 156 46581263 

0808240223 Fcrwsrds Sl'e'y Insp Ropt SO 2 19/88 22 On 6307 16*22 No v.j'olio“s 
ro’ed _ „ 

BCl.LAVY.RR Region 1. Ole of 're O*cciof. 83/03/12 riT'HATRlCh.E General 
Pub ic Unities Co'p G C U Se-vice Ccro ?pp 48326 251)46626 261 

**8008240227 Insp Re pi £0 219/69 22 on 6S0718 22NJ viclaicns no*cd Major .reas 
-n spooled gaseous & injiJ raiOJClvo clf.ueni ccnircl p.'ocra'ns.'n enseo acl on cn 
prevrD js msp Mod nqs off te'ds. fi<;**umentaticn audits & a r clean: rg $ys 
OCONNFLL P.V . KOT fAN.J.J . PASC'AK WJ Reg cn 1 O'c Ol Ih.o D.'CClCr 88/08/ 
1? I Opp. 46623 252 46626 261 

8800090264 NRC *n*o Notice 38 CS3, ' High Raoai cn Hazards From Y/adPied In Com 
Doircicrs & Cabos SwC I si Oriel 

ROSSI.CE 0'O«cn of Onera*. onai Evens Assoss*n*“f (Pos* 870411} 60/08/15 
CcnsuLJatod Easo" Co o* New Yon*. Inc iiCpp 46569 065 46500:174 

8808110208 NRC info \‘ot:o 98 061. "ffepc'ins Hrus n Nuclear Process Sys <11 Nir'o 
ar Pcwef P.aots.” Sec l.sl end 

ROSSI.CE 0-vis cn cf Opnratio-’ri Evens Asstssmur.f iPos*. 87U411) ftft/ObMti 
Consolidated Ed son Co. of No*/ Yo.v, Inc 10-lpp 4G6**3 D'JI -iu>43: 104 

0888120327 NRC Inlo Nohcn 00 055. ' InaovO’lO'U Dm nages cf Spent fuel Poo’s ’’ Svc 
ist enc 1 

nOSSl.CE D vision of Opcrai'ona Eve* ts Assessor: (Host 070411). 66/08/10 
Conso:*d3k*d Lo.son Co. ol New York. Inc 123pp 46628 01 1 4G6PR 133 

8008 160392 NRC Inlo No* CO 63 C-65. "Irdjsfnal Had ograpfiy inj,;) & EnlcNonior t “ Svc 
'rA cncl 

CUNN’NG^aM.R E Dv.sicn cf ■sdusv.ai A Vcoca Njc'cat Safely d'osf fl70/29> 
00/00/22 Co-scldaiod ErJS<jnC.> cf No.v Yo^. Inc ‘JOpp 46C20 134 46F28 223 

8808 160414 NRC Info NdICo 68 067. PWR A:id,ary roctlw.ifor Puir.p Rub no Ov< r 
speed "Trip l a‘1i.»o Svc list end 

ROSS'.CE Dvi« on of Cpo phjnal Evonfs As^Oisme.-* I^OSI 0/0411) 66/C0/22 
Ccnsc'idaicd Ed son Co cf New Ycik. 'nr. l??p;>. 46643 105 46643 227 


R. PorJodlc operating reports A related correspondence 

B808240304 fv!cnih:y cporali rq ropl for JjI l<JU8 l:,( Cysfor Creei V.7 060815 Hr 
BARAN R , FIT2PA1RICKE G*»noral FAjEic Ublties CO'P- • GF'U Sorvice Ccrp. HI)/ 
07/J1 7p;> 46630:320 46530 326 


S. Reportable occurrences. LERs S rofated corre9pondoncc 

8807280083 lER 03 01 I 00 on 06O62?.co'Ha'irrerit spray n appropriately roiurnod 10 
svc duo to .roprcpcrly L'c.lomncd surv<:.|faicc lest Can add by mslru'iieni '. f .c corifi^uM- 
l on be ng cO'np'uxed 8 i ladoqealcly Idbc crJ W/800721 Hr 

GAYLEY.H B . FITZPATRICK E Gor.e f al PjdI: IJM il os Corp GPU SorvxO Cn'p* W 
07/ 21. 5pp 46336 044-46336 046 

8000100294 PNS f 86 004 cn CBC 00 4. armed guard accdcntly uscharrjol rcu-rj ff 0 .-n 
handgun while rehclsknrg alter clcannj 8 ro'oa:J.cg wpoponNo o^o was 
inlviicd.Gue'd bOi^g rolrainod A weapon wit bo Q»A‘ri< x:'J by in liolaru roiurci- .g 

lo svC 

SVITH.G. KEIMIG.R Rogon 1. Ole cl Iho Droc*o.' 03/C8/0-1 ip 46479 030 
46479 030 

880010014$ LER 33 013 00 on 080709. vo’vo Ifiied io c'usn Ounng loactor 3 jk M»a;.i-' g 
A 7/SIV servo* lanca Icstirg Caasod ly troko.n va’vn Slum & sign licfinl guide r.u 
damage VSIV rnymtoong procedures rov.scu loir, spcci NSiV sioms W/OOODOO Hr. 
GAYlEY.H B . FlTZPATRICK.E Goncrrtl Pub c Ur Mies Corp - GPU Service Ccrp 60/ 
09/00 6pp 46559 059 46559 CC4 

8808160270 LER 80 012-COcn 08O/O7.d.scovpro(l lliat control crculry fer four o'cebo 
mabc re'icf valves & l*v:> HVVCU Sy^ v6vC3 <fid nni meet ICCFHSO.Afip ft 
enter. a Caused by d«3Sign dof c ency F.ro wnich posicd W/G8OR08 lt» 

LEnWANL.v;., FH Z PM RICK. E Gc-i ora) P..U: Ul.libos Co’p ■ GPU Su»v,CG Cup. 
88/00/00. 6pp 46557 234 4055/239 


V. Op&talor Examlnallons 

8800020255 Forwards Exam Ropl 50-210/88 0701 adm n stored djnng wk ul 800411 
GALlO.RVt Regcn 1. Olo cf iho UiroclDr 08/07/15 FlTZPATRlCK.E General 
Pub: c Ub :t.os Ccrp • GPU Sorv-co Corp. 2pp. 46393 202-46304.0 10 

-8800020257 Exam Repl 5O-21S/0B 070L cn 8G0 il 114 E>am rosu'ts one snuor roac 
to f operator & ihrco roac’or opQraior candidates possed oxams 
LUVc3.T . LANGE.DJ Reg 01 1. OlC Ol Iho Credo/ OB/07/14. 7|pp 46363 304 
46304 013. 

-8000020259 Provides commons cn several qjosi cns comaned in rcconfly adrri , 'is- 
tered NRC roaclor operalo' 5 sor:or rcacto' epe-'ato-' oxam.for coc^ derat cn for uiil 
uso m g'adu g exam 

F)ELUER,PB. Gercial PuWc UHbes Co'p • GPU Service Coip R8/04/20 
LANGE.DJ Region i. Ole of iho Orocior 5pp 46304 014-4G384 010 


0808010050 In'crms NRC that lisfod indv, duals ol operat r-g Sn.M R w.ll bo i 
dufy ai (acuity wh‘Ch dcus not roqu re NRC oporaio' or senior oporaior See 
F1T2PA1P0CH ,E Gune'n) Put)C Ub'.tios Corf) • GPU Service Corp 26 /C 
of Nuclear Roaclor Regu'alion. Dirocto.' (Post 07041 1 ) 2pp 46359 194 46 


OOCKET 50*220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

0800110002 Nc’ificaiion cf Licensee MeOli'-.g 00 007 on 80071 1 n Kirg of f 
corded onforccmerit rontn/once on degraded firo banicrs 
JOHNSON.J Reg cn l. ON of iho Di'eclor 00/OG/24 Region 1, Cfc of 
2pp 465C0 244 4G500 245 

8007000520 Geronc Lfr 89-10 to nil powe' roaclor licensee*.* & holders ol 

t rovals ro pu'f.haSG ol GSA approved security conlmncrs Svc list end 
IIRAGUA.F J. Asscc-ato Di.'ec'o* fer Projects (Post 8/041 1) 8B/0//0I l 
Edison Co. ol Now York. Inc 3lpp 463C0 209 46388 329 

8808010350 Foma'dS suTi-nary cf or'prcnmorq conluerco cn 00()7l l ro 
nor periot'aticn dof.cwrrJos noic-J in Insp Hcpl 50 220/08-15 
WENZINGER.L C Region 1. 0!c ol Ihe Direclor 00/07/21 VANGAN.i 
MohawV. Pcwc.r Corjj 2pp. 46263 27646363 3C0 

-08080 103G1 Enio'ccmoni conforor.cc based rr^ Insp Repl 50 22 
00071 1 Major areas d scusscd i:cor>sc*o h»c proleciiOn prdy'aTi & Spoakc 
w/fro proiecioo barrier ponoirat.pns 

JOHNSON JH Rog cn 1, Ole ol tho Droctor 08/07/20 23pp 46363 ?./> 

0800040004 Ccr' rim’O'y Aclion Lir 86 1 7.ccn , vm ng uiil Qf?0/l2 com 
achon to bo taken p' cr fu restart Hosnoriso to Con'-rrnatdry Ac1i:>n Mr Cj 
di easing mtwnl ol opuaici lenosos acV. 

c'UJSSELL.WT Reijicri 1. Cfc of IfO O.rcctnr 0U/O7/24 LNUMIFS., 
Mohawk Puwo.' Corp Opp 4642C 026 46426 020 

8808040247 Genoi C Ltr Oil 12 10 a!l powur rracln' I censoos A npp:ir.ar*ls r 
f m proiect.cn requ rumonls from Tech Specs Svu 'ist enc 1 
MIRAGI lA.I J Asscc ate Deecij' 4 ur tVejocts (Rust 8/0411) 89/0H/02 
Ed sor' Co Cf New Ycrk. InJ 52pp 40463 201.46463 342 

8800220205 Rurjeosh, )hav ceirespqr.derKe tf> midoai seceUy lie sum , 
l.sted address 

MANGaN.C.V N-igaM Mchawk Pcwe' Corp 88/00/ ii Document Co 
(Document Ccnbol Desk) ip 46605 1 12 46605 1 12 


if. Gonoral correspondence 

0008310062 Requests NRC nclion io rclovo unuiio nsk poSc<J by RWR thi 
l c mslab lily f)RR sf*eu d <ss..o enfer reriur.nij a I CiE LiYVH hronsces *o s 
NRC wilhm 1 yr demonsiraf ng complar cu w/GDC 12 no'alerJ mlo oncl 
H'ATT.SL Oh o Cib/cris ler Rnspons t)‘e Ener^jy 8u/07<2P Ollico of N 
for Ru'jJUlion. Daiiclo* (Post 0/0-11 1) I2pp 40/27 025 40/27 0 r .8 


P. Opcratfng license siago documents & correspondence 

8800240320 Noiikahcn rji 08OGIQ Mooting 80 071 in King ol Pruss.i FA 
Of ccn rneroal grndo malls 

JOHNSON. J Meg on I. Ofc ol Iho Di'Oclo* flfl/05/13 Rcgon I. Cfc of 
am* *16631 072 40631 073 

0800000149 Fo'vvards Mpp'icnlion lor amend io L censo CPR 63.ro vising o; 
ol licenso lo ODOBPP.Fco pa rJ 

TFRnY.CD Niagara Mohawk Power Co.*p 00/0//27 Uccumonl Co 
(Oocu'nont Coritrol Dosk). Ip 46450.245 40450 3U5 

-8008000157 Applcdlton lor arrend to License DPR G3.rovismg ovp*rm-C 
conso le OOOB22. 

TEnnY.C D N ngara Molmwk Power Co*p 00/07/27 ?1pp 40160.246 4 

*■8800000162 Rov 4 to S RP-7, “Ircorpcral rg ALAHA Requi'OrnertlS 'nl« 
n:ng & Irnp’omonlflf or*“ 

STIJART.C L Nogn*a Mofviwk Power Corp 07/05/06. 2*V\) 46460 26 

*■8808080166 Rov 3 to S RP-0. “Post- Job ALARA Eva r uaUon ' 

SIUART.CL Niagara Mo hiiwk Power Corp 07/05/06 l5pp 46460.28 

0808040220 Forwards uo.nmunts. clarifications & ngroomonis «u irrplo 
S005C6 SER concerning l0CFR50,App J Info suhmiltod per ccmmitn 
Horn BB0BO9 ir.ooling w/ NRC. W/ 15 ovOrsizo drawings 
TEnnv.C □ Niagara Mohawk Power Corp B8/0//28 Documonf Cc 
(Doourrioni Control Dosk) Ofpp 464CG OO0 -1C4C6 094 

C80804Q296 Forwards Iiconseo response to Generic l.li 06-01 ro ouster 
stool piping ot lac.l ly Appl caHon for amond to mcorporaie roquiromunts 
wJi bo submil'ed later 

TERRY, CO. Niagara Mohawk Power Corp 08/07/20 Dociidionl Cc 
(Document Control Desk). 6pp 46431 27/-4G43 1 202 

0808230239 Re-spo.“.ds to NRC roquost to document *.nfo provrdod by ufl 
feedwater hoalors at faenty 

PERKINSJ J N'aga/a Mohawk Powor Corp 09/OB/un. Documont Cr 
(Oocumont Control Dosk) Ip 459 1 2 0 1 1 -460 1 2 0 1 1 

0000190296 Nofilicanon of 600824 mooung w/utl rn Rockvil'O.MD to rksc 
I censmg mailers 

HAUGHEY.M F. Projoci O.reclorale M. 0B/O8/16. CAPRA.D A P/ojdCt D 
3pp 46595:130-46505 140 

0800220157 Notification of 680030 mooimg w/ufil in Rgckvillo.MD lo disr 
manors lor fac-Hiy. 

HAUGHEY.M F. PiojocV UrCfCtorato )*t. BQf08/t7 CAPRA.R A ProjOCU: 
Opp 46003:237-46603 239 
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O. Inspection reports. IE Bulletins & correspondence 

88081 10277 Notification of 880510 Licensee* Ugt Mooting 88 057 w/utl n Scribe .NY to 
discuss SALf> 

JOHNSON J Reg on V Ofc c! iho D rector 08/05/02 Region 1. Ofc of iho Ooctor. 
2pp 46500 058*46509 059 

8605200295 NRC Info Noiico 88 092, Prompt Heportng *o NRC Ol Sign heard Incidents 
Involving Radioaciivo Mali “ Svc list onci 

CUNNINGHAM RE D vis on of Industrial A Mud cal Nuclear Safety (Post 870729) 
00/05/25 Conscl daiod FdSon Co of Now York. Inc 12Upp 46208 179 46398 298 

8809110002 Not-lrcaton of L censco MeQl'hy 88 067 on 88071 1 m King of Prussia.PA 1o 
cond-ci onfcrcomeni conference on degraded hro ban ers 

JOHNSON. J Region 1. Ole of tho DroClOi 80/C6/24 Region 1. Ofc of iho D.roclo' 
2pp 46598 244*4651:0 245 

8807260294 Responds to NHC Bulletin 88 004 Potordia* Safely- RoMled Pump Loss ” 
Table. ideniify r.g nmp sys w /safety related pumps w/potoniial for rmn Mow 
P'oUomti.encI 

TERRY C D N-arjara Mohawk Power Corp. 00/07/0/ Dccgrront Centro! Branch 
(Document Conl'cl Co$k) 3pp 40207 067 *.028/ 009 

8807270152 Responds to NRC 880610 It' re viu'riucns rob’d <n Insp RcpIS 50 220/U8 
09 A 50 410/86 09 C aim that concert's noted <io not constitute v oMMOn ot Criterion 
xi of iCCFRSO App U staled Ccf/ect. vo ac lions procodu'o rov scrl 
TERRY CD Niagara Mghawk Power Co*p 66/07/15 Oocu'Pdnl Control Brdnrn 
(Document Control Dusk) 5pp 4630/252 46307 256 

8800020335 Forwards summary o 1 880020 meulirg n> umi msiarUtcms from rnuelir'g 
rticu r.ng A<V.l to ic-wup also encl 

WLN2lNGER.EC; Rcgiun I.OIc ol me Drecror 89/07/19 MANGAN.CV N-aga-n 
Mohawk Pcwc" Cnr() 2pp 46375 C 52-4 (>J/f> 1 14 

-*9800020340 Summer of 880620 mooing w/ulil in K ng of Prussia.PA ro faddy reslu't 
plans & issues impact rg startup achudu'o Vu-wgraphs end 

CCOK.WA. JOJfNSCN.jR Region 1. Ofc ol ih.o Over, lor 88/0//15. Region 1. Clc 
ol mo 0 roc to* 56pp 4G375 054 46375 m 

8807200162 Suppl I to NRC Inlo N’Ol-cu U6 046. ‘ Licensee Rep: of Defective Hote' 
t: is tied Cirn.it Breakers " Svc lisl encl 

ROSSI.C E. Division of Operal onal Lvenls Assesvn.nl (Post 070411) 68/07/21 
Crnso dafod L : d son Co of New Yo*k. Inc I26pp 46JUU 054 46389 178 

8800010350 Forwards ol on'orconn-m conlntoiKO cn 000711 »e hio ltu bat 

r.er pcnulralmn (Jolicmncms noted in >nsp Rent 60 220/86 15 
WEN2l.NGER.Ff: Region l C'p ol me D.rocto' 88/0//21 MANGAN.CV Nmqa'iT 
Mohawk F*cwer Co'p 2pp 4036:1270 46363 300 

-9008010361 En'crcomont conloruncc? based on Insp Hepl 50 220/00-16 on 
880711 Ma.cr n*eas d.scussod Lconsco hro prelect on program & spcc-hc delicieroes 
w/fro p‘OlrjcfOn hamor porolralons 

JOHNSON JR Region 1, Ofc c* lie Director 0U/0//20 23pp 46363 278 46363 330 

8600010369 f orwards Combined Safely Insp Hoph 60 220/88 13 A 50 410/118-11 on 
000411-15 No vrolatons noiod Moot rig w/ licensee in Region J on 880510 also ds 
Ceased m nspropt 

OUfiri.Jp Rog.on I Ofc ol iho D rector M8/0//21 MANGAN.C V Nmqti'u Mohawk 
Power Corp 2pp 46361 220 46301 Ml 

-*8808010370 insp RoptS 50 220/68 13 A 60 410/88-11 cn tm04M-l6.No violntoris 
noted Wa|or areas inspected current status of Class IF. A ncnclass it classification of 
components m GF control panes 

PAOLINO.R J . ANDFRSON.C J flotjscin 1. Ofc of Iho Oucior 80/07/ 18 2Cp;i 
40361.222 4GJG 1.24 1 

880-8040064 Conf rmaicry Aciion Lb 88*1 7.rcnfi'minrj uiil 600712 cemm inu.-nts re 
action to bo lakon prior to reston Mesponso to Confirmatory Act on Ur CAL 88-13 ad 
dressing maim ol operator Iconsos ack 

nUSSELL.WT Region 1. Ole ol iho Director 89/07/24 FNDRIES.J M N-agaru 
Mohawk Power CO'p 3p(> 40426 026 4 6420 «?« 

8000020216 Rospo .ds 10 NRC UtllOlm 0/*0U2.Snppls 1 A 2. ‘ Fasioncr ToStng to Oe 
lorm no Conformnnco W/ Malls Specs " 

3 ERRY.C O. Niagara Mcf'Owk Power Corp 80/07/25 Document Conlrcl Uranch 
{Documoni Control Desk) 4f>p 46362 202-46302 205 

8007200246 NRC Oulloiin 80 003. "fhimtj'o Tu‘jo Thnnmg in WOblmghnuso Rooctcrs.” 
Svc I si oncl 

ROSSI. C E D.v.sion ol Opcraliorvil Events Assossmont (Post 070411) 80/07/26 
Consol rlatod EU son C o of Now York. Inc l23pp 46340 070 46348.192 

8C00040347 Forwards Insp Repls 50 220/00 1G & 50 410/10 10 on 800525 0706 No 
violations notod 

WEN2lNGFR.bC Reg on 1. OlC Of Iho Ooclor. 0B/07/2G MANGAN.C V Niagn-a 
Mohawk Power Corp 2pp 46434 271 46434 200. 

**0808040349 Insp RoptS 50 220/88 1G A 50-410/(18 1G on 880525 07UG No v Olat-ons 
noted Ma.or areas inspected Unit 1 cuingo & Uml 2 power operalions.'iconsoo act-on 
on previously idontif ed items p'anl tcurs.safoiy sys walk downs 8 bJlotn rov.ow 
JOHNSON. JR Regicn l. Ofc of iho Droetor 88/07/22 I6pp 4C434 2/J 46434 288. 

0007210216 NHC Info Noiico 88 052. ‘ Fafero ol Irilrautenno Tar-dom of Flotclu*r Suit 
Applicator Orach vthorapy Dev.cob During Pahont Treatment ” Svc '«si oncl. 
CUNNINGHAM. R E. D.vison of Industrial 8 . Mod-col Nude,!' Safely (Post 07O/2U) 
00/0//27 Consol daiod Fd.son Co of Now York, (nc I08pp 46397 029 -40397-1 36 

8807220034 NRC Inlo NoLco 80 053, "Liconsou Viclaiicns of NRC Regulations, Whicti 
Lod to Mud cal D'ayr.ost c Misadrnmislraiions “ Svc list oncl 

CUNNlNGHAM.R.E. Gi-nyon ol Industrial 8 Med-COl Nadoar Safely (Post 870723) 
GB/07/23 Conso'idated Edison Co ol Now York, Inc iCGpp 46396 283-4639/ 028 

0907220192 NRC fnfo Notice 08 054. "Fa lure ol Circuit Broakor Following Instal'niion 
of Amptectot D.rect Tr.p Altachniuni " Svc 1st oncl 

ROSSl.C.E Divis-on of Oporatonal Events Assessment (Post 8704ii> 08/07/28 
Co nso'idatcd Edison Co. of Now York, Inc 1 2 1 pp. 464 1 7 020 464 17: 1 40. 


0008100219 Provides clauhcation ol curiam ccrrect-ve oclionv ccnimilcd to implement 
m response ?o rohCO of violations cilmg doticiencios in nsorvico insp program Revised 
timetable tor imple ren* nn ccrrectivu actions orct 

MANGAN.CV Naqara Mohawk Powo' Corp 80/07/29 Documerit Control Branch 
(DcCurnunt Conirolbesk) 3pp 46485 227 46485 220 

8807280019 NRC info Nolice 00 055, Potential Prob oms Caused by Sngle Failure of 
HSf Swinq Bus." Svc list oncl 

ROSSl.C.E. Div.sion cf Oporahonal Events Assessmont (Post 070411) 08/08/03 
CO'iSOu-Jated FdiSOn Co of Now York. Ir e 12tpp 46437 121-46437 241. 

8808030209 Suppl 2 to NRC Rulloim 88 035 "Ncnconform r-g Malls Supplied by Piping 
Sup4)l os.ir’c ai ruisom.Nj S West Jorsoy Mfg Co al W Il'amstown.NJ ” Svc 1st oncl. 
ROSSI. CE Division of Operational Events Assessment (Post 0704 1 1) 88/08/03 
Consolidated Fd-SCn Co of Now York. Inc I49p|j 46538 121 46538 269 

0QO729QOQ0 Suppl 2 to NRC BvlUUtn 88 GC8. "Tliotmal Slrosses n Pipu-n Cqaaccted to 
RCS " Svc list encl 

ROSSI.C E Uvi:>*cn ol Cpe'atO'ial Events Assessment (Posi 8704 »l) 30/CU/04 
Ccnselidaiod Edison Co of New York. Inc I21pp 4 05 04 00 1 4660-1 121 

00072901 11 NRC In'o Notre 88056. f'eteni-al ProMcris W/Si'icono Team Firu Barrier 
Penelrat on Seals Svc l si on J 

ROSSLC L O-vir. cn ol Opo'ahonnl Events Assessment (Por.i 0704 1 i) Q0/U9/O4 
Consol cfalod Fmson Co of New York, Me t23pp 40569 1/5 46569 297 

0800170123 Ack receipt ol 090/13 llr nlorn-n g NRC cf stops take n to concct vclalo.-s 
r-olcd in insii Ronh 50 220/08 07 K 50 410/88 06 

JOMNSTOriwv Regjn J. Clc ol tho Dreclcr 0 l )/O0/C5 MANGAN.CV. Nag.ira 
Mohawk t>0wcr Ccffi 2pp 4(>57l JC8 -IG5/1 JfcC 

8808020095 NRC; inlo Norco 00 057. 'Polont-al loss ol Sato Shutdown Lgugmeni Duo 
to Pron aiuro Snccn Ccnlrolled Rc clifmr Fa-‘ure ' Svc hst onc 1 . 

ROSSl CL Division of Oporat:on,V Lvenls Assossmont (Post 07C41I). QB/O0/OH 
CrnsoliilatOif Ed.scn i;o of New Yo*k, Inc 122pp -16459. 125 46469 24G 

0800020102 NnC In'o Nolice 08 059. Porunt.al Problems W/ASEA Drown 0nve*> H(- 
51L Time Ovorcurruni Reluyb " Svc list er-cl. 

ROSSI.C E D.viscn ol Opnrntonnl Events Assessment (Post 07041 1 ). 00/00/09 
Coiisohdaiod Ld-son Co New York. Inc i20jj;j 16638 00 1 46610 120 

0800030112 NRC Info Noiico 88 059. ’ MSIV Uunc- Rm' F'alum ol WtUOrfO-d Uni J ' 
Svc lisl or-cl 

ROSSI.C- (• Dvisc.n ol CpcraiiO'iAl Events Asscssanonl (Posl 070411). 80/08/01) 
Consol daiod Liuso'i C;o ol New Ycfk, .nc I21pp 4( 467 01 1 46467 131 

8808040062 S^ppl 1 *o NRC; Info Nolicu 68 004, ' Iradc-q.mlo Ouak' cation & Doc..mon 
tat-pri of f no Harnci Ptnclrah jn Sr: iS " Svc lisl ercl 

ftOSSI.C E Uivison o' Onorniioral Evunlfi Asscssmonl (Pd‘it 076411). 80/00/09 
Conso'idated Edison Co of Now York. Ir.c I2lp(> 40559 2C5 46550 326 

8000230274 Forwa'ds Sa'Oly lr-«p Rupfs 50 220/89-23 A 50-410/86 22 on 88CG13 
17 NJ vicliilions noted Oro un'nsolved item re p^n-p ijifferunl-.i 1 irussii'O fiLcopiancii 
ram|U r1on*if.u:1 S rcqurcs fa-Cier iicenseo ruv.cw 

vOHNSTON.WV Region l Ofc of Iho DireUo' 88/00/ 10 MANGAN.CV Niagara 
Mohawk Power Ccrp. ?pjj 4Gb'J'J 001 46608 01 1 

• 0000230275 Insp Hiipls 50 220/88 23 & 50 410/88-22 OR IPiCGlO 1 7 N'} v r;laiio.'lfi 
noted Or.o on'osclved tom ru dillcrcniia' p'c.snum rnrii|os ler rnit.rgoncy svc walur 
purree identified Ma.or areas inspected »ns«rvice tr.-shr.g of [lumps & va vos 
nntGG.H. EAPFN.P.K. Region 1, Ofc of the 0 footer UU/U0/OI 9pp 4GG08C03 
4C6CU01 1 

80O8Q50 135 NRC Info Nolice 81)060. "Inadoqunio Dos (;n A Instal alien of Walorlighl 
Porotralmn Heals " Svc 1st oncl. 

ROSSI.C F Div.sio.n of Opcralienal Fvnnls Assossmont (Post 870411) 89/C0/11. 
Cersoli Jalod Ed sen Co of New Yo'k Ihc I23p(> 46569 2911 40570 060 

0000050248 NRC ln*o No* re 00 061. “Control Rcem HabitnblUy Recent Rovidws of 
Operating Expo/ionco ’ Svc list oncl 

ROSSf.C E (j.vis^n of Oimratona’ Events Assussmonl (f>osi 070-MI) 80/08/11 
CohUOldaltHf F.H^Ch Co. of Now Yoik, Inu 125pp 46604 312 -40635 

8000050295 NRC ln 4 o Nol en 00 062. “Record Fi‘t('mgs ro Implement flliO.*i of QA f J ro 
grams by Suppl r.rs Of Transport Packages " Svc ‘iSl end 

QUItNETT.MF D.v.s pr> of Safeguards & T ranspcrtalien (Post 0/0413) 88/08/1? 
Conso’idated Edison Co of New Yprk. Inc 109pp 4650 1.1 55-40581 2G3 

8808100237 Forwards responso lo doliCiencioa A c-rrosolvud dGms from Insp Repis 50 
22O/O0-22 & 50 4I0/88-23 New admm:sirm.vo conttal rfovoloped lo assuro prcco 
du'us rof by omurgoncy oporaimg procciJums rol changed w/o assess ng effect. 
MANGAN.CV Nmgfi'a Mot’.lwk Puwr.r Corp. GO/Cfl/12 Documoni Ccnirol Urnrcti 
(Documenl Com ro* Desk) 1 2p() 46589 08 1 40509 092. 

8B08090264 NRC In'o Mokco 00 063 "High RaJ ntcn »-fd*:ards From Ina.J olc’U In-Ccro 
D electors A Cf.blOS " Svc list encl 

ROSSf.C E. U vis on ul Cporat-ona 1 Events Assessment (Post 8764 1 1 ) B6/0B/15 
Consola/aicd Edison Co of Now York. Inc 1 10pp. 48569 005-40569 174 

0008250003 Fo r wards Roaciivo Radioing cal Controls Insp Ropts 50 220/09*27 A 50 
410/08 2? on 090801 05 Insp responds to apparent ingnsilon of radiooU-vo mall Dy 
Und 1 worker A mdviduals becoming locked m Un.t 2 sioam lunnel 
DEl.LAMY.RR Region 1, Ofc of tho Diroclor Q9/O0/17 MANGAN.C.V. Niayarn 
Mohawk Power Corp 2pp 4GC40O92 46B4Q 100 

-0008250004 Insp RoplS 50-220/89 27 A 50 410/86*27 on 880001 -05. No v.olations 
noiod Major aroas nspectod rlornai coniammaimn of worker A Urn 2 steam tunnel 
mcirfont 

LOFSCHR , WFADOCKA. SHAN0AKY.M M Hogon 1, Ofc ol IhO Oi'ccior 80/08/ 
1G 7pp 46646 094 46040 100 

8008110206 NRC Inlo Nohco 80 064, "Rcporling Pros in Nucloat Process Sys at Nude 
ai Powor Plants " SvC list oncf 

FIOSSl.CE Division of Operational Lvenls Assessment (Post 070-Mi) 88/08/10 
Consolidated Ed son Co of New York, tnc KMpp 46643 00 f -46643 ) 04 



24 DOCKETED ITEMS 


8808120327 NRC In'? Nolce 8b 005. inadvertent D<a nages o* Spc-i FuO' PccU Svc 

HOSSI.CE O vistcn ol Optional Eve-* AsscsstciiI l p ost 070*1 U 68/C9M& 
Ccnscl.Ja'cd Edison Co cf Ne* York Inc l?3pp -*6528 01 141,620 133 


8808160392 NRC 1n‘j Wo 1 . Zb &B 056 MidustnEr R&ci.tg'arhjf & £ftta'<.em©fV. Svc 

I Si fcf-Cl _ . ...... .. r _ ...... (U A1 .I fl?n7Q^l 


CUNNINGHAM.R E C.v s on ol ‘tdus?f.al A Med ca‘ Sale Ty (H0Sl 870723} 

B-J/09/2? Conso' doled Ed sen Co c* New York. Inc 9(.pp -t6c& 134 4B5CS 223 


8808160414 NflC Info Noice 88 067. PWH Apiary Feed* Ain* Puxp lu'tuno Over 
SDOed Trp FaJ'J'O’ SvC liSl one! - , o,n^M» *«,«*/« 


speed Trp f : a VO' SwC hSl oncl l0 , n - MI 

HOS51CE Division cf Ofjetaiicna' F.vonls Assessment (PoSl 670411} 8B/L9/22 
Conso id a led ECiSor Co Ql Now Ycrk. !oc 123 lp 46643 105 46643 7?f 


n. Periodic operating roporls & related correspor.ttonce 


8808220261 Vo.n'hly cpvffll n;j «ept Or JU '9FH 'O' Nine Min Pom )>[' ' W, *P?QL'' 
DAHI.0EHG K . Wll LIS..) L Natjjra Mohd*» Pcwc: (-0*P 66/07/31 46605 064- 

4C6050/1. 


S. Roporloble occurrences, LERs S fetal* f correspondence 


000020265 LER 88 O1S-0C on f>30625.Ur : i - "per ©need lu I s.Min due lo lawo» Iha'* 
n*rmal voUagn on roaclu tirc'.ociion s>$ L. *■ lir Caused by g— r i-il si'Vo un U j K / 
line Cause ol l:W>C' I' P delwm ned ft scan reset W -'600725 llr , ^ 

MAZZA^EHHO P A . Wil l IS I.L Niagara Mehawk Fc*v' Corp 6l'/07/25 jPP 
46386 264-46366 268 


8808040094 PNO 1-63-076 Od 63U/2l.cerpcralo cr-ginco: a* armed who© body 1‘ S^cr 
upon exiting rddok'yjaly ccnirol'ed *ro.i aitu coTp'o'.n.j rs p •:* elect' cal cornet- 
i nrv i n-i^f rrflr r.'f wl'sso 1 oia‘ taxation oose received loss than IU> rt rems 


upon exfina rad ok'9 jai / cemrorej aio.i a"<-i cu i p u . -m . ^ — 

lorh under reader vesse loia' rnd-akon oose received loss than ict> n rems 
l OESCH R , SHANRAKY.W- Rn*j oo 1 Clc O' Iha D rector. 08/07/26 Ip ‘*6432 1)0 
46*132.130. 


8808180346 lER bb 0:6 00od 639707 d-SC Over cd lhai nooo'd ^SIV 10*. 
closo-e.scram nhalicn Iml sw tchcs cal^ f ,n okCOSS of feuh SDGC l^ 01 1 during 'fJJo 


refuol ng oulayo .caused ny person* t* orro' rnjuw*M v «v ■■ 

MAZ2AFEHROP A 'AiLUS.J L N agOM Mchowk Power Co'p 88/08/06. Cpp 
46591 2C6-46S91 261 


V Operator Examinations 


0808040084 Ccnl rma*cry Ad en Lir 0fl l 7,ccn'.rm ng utl 880712 ctmmiimcnis ro 
act on to DO Ukon pr 0-* to reslarl Mesponiu io Co*! rmjlnry Acion kir CAt Hft 13 ad 


diossirg ma:ni ol ope/aio* I conscs ack 
RUSSELL.W T Region 1 . O'c o* Iho LrecfOf 86 / 07 / 2-1 ENDHIbSJ M Niagara 
Mohawk Power Ccrp 3 pp 4 C 126.026 46426023 


DOCKET 60-223 UNlV OF LOWELL RESEARCH REACTOR 


Q inspection reports. IE Bulletins & correspondence 


1008110204 Notilicelion ol 8U0429 Uconsco Mooting 69 COO m LowOl.MA In di-cuss 
volatois idenli'iud during insp 50-223/8B Ol 

KAVL.3KAMP U R Region 1, Ole o* ihe D..*ecior. 68/04/21 Hugo:* 1. <Dlc of Ibo Hi 
redo*. 2pp 465C0 197-465C0 198 


0808020110 Forwards Sa'Cty !rsp Rtpi 5-5 223/68 02 on 880414.0512 & 8610 No voM 
lions noted 

WlGGlNSJ.T Region 1, Ctc ol t'.o Director 88/07/14 3EGHlAN.Lt Lowul.Ui.v 
of. Lowell. MA Ppp. 46 J99 205 46399 213 


-■800802012 1 li.sp Repi 50 223/0802 on 600411.0512 & O&IONo v.olfltons 
rotco.Mapr aruas mspeded laci’iiy lou* S o-ga' i/aton. acion on p.-oviuus NHC 


fmcin^S ‘CPS 8 resc-'ds.proccdu'es sjrve. lances & mgi overs uhl. 

HAVtl^KAMP.D.n Regcn k O'c ol ihu D/ocio' 06/07/14 Cpp. 46390 208 


8808050198 RospomS lo NRC 3R071 1 llr ro v o'atnns rc*od n Insp 60 P23/G8 01 on 
800314-16 A 22 CD'reclive act ons formal '.ack-ng & ruvOw process for a! rogured 
survei lance achvitios iTp'o."n n nie-(l 

BEG 1 tlAN.L l.cwcl . Uriv. ok L0*Cl. VA 08/07/27 Document Ccnlrcl Branch (UaCu 
menl Ccnircl Ooskf ?pp 46445:123-46445 130 


OOCKET 50-224 DNIV. OF CALIFORNIA RESEARCH REACTOR 


G. Adjudicatory correspondence 


8BO0O9OO39 Nolocu nf reconsl.lulon of Board ' hF Moyl wd replace SJ WoUo.cba rman 
& GO Bright & JA Carpentckmcmbors Served on 883301 

COTTEfl.B P Atcm- Safety and Licensing 3card f’anel r/306 6843 38/07/29 2pp 
46401 246 40401 24/. 


V. Operator Examinations 


0808180123 Fo;wa*dS Rev 3 lo facility recualil cation prog'aupcr OQOtOl lorrrmat cn ot 
opera* on of reactor 

FOWLER. F.K. Ca'ilovia. Unv cf. De»ku:ey. CA 60/08/03 ADAMS.A NRC * No Do 
1a-!ed A1I|- ai:on G.ven 2pp 46590:222 46590 223 


8808190249 inlo'ins ol NRC ntorproialron cl Soclcn 10CFR50 74tn) to changes in op 
eratcr or sen.or r.pcrato' s'atus 

PATE R.J Region 5. Otc of the D.rector. 89/03/11. UM, r Calilcrn a. Unv. of, Dorko 
fey. CA Ip 4669 7:354-46597 354 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


F. Security, medical, emergency & lira protection plans 


6806010092 Forwards Sa'cgud'ds Irsp Refits 50 225/88 02 A 70 

08CEO7 10 & parte ly withheld mt te of v.cmnon AllIV i 

RELLAMYRR HoiX>n 1. Ofc of Iho Director 8U/O7/10 t AHLY.I 
Po.vtOCr.r-.C fnsflJ: Trey. NY Ppp 40370 ?60 46170 269. 


-0000010097 Insp Ropl 50-225/QB 02 On 0!3O7(l/-1fl Viulniion nti 
nspodcil ruc‘o<jf frflil conl^Ol-HCCOunl'n] pliy s c <ii soiufiiy. ^clu l r 

zuten S eperahoo. /reasuromon? d ( on^oJs^h ppm:| & ronwiy H ifiv 
RAT I A A D , KE'MIG.RH Region 1, Oir. ol ttm D.mclor 110/07/ 1. 1 
463/0 209 


Q. inspection roports, IE Bulletins & correspondence 


6008010092 Foi warns SafogjttuJs Insp Hepts 50 225/08 0? A /l) 

aon^/p t a c. .1. u..lliln'lil nnl i t) (if vi")ln1i r ;fl 


H)UUUIi/uy^ ruiffdnn »• -- 

380697 1 0 A pad a ly w.llilicKI nol c o of volnlnn 
BFd.AMY.nn. Rei.cn l. Ofc nl l'.u DireClor 118/07/1') IAMI.V. 
Polytechnic lnslilu‘0. Troy NY 2pp -16370 258 46370.209 


0008010095 Pa f iia‘ly -Aiihhnd r olico Of v.y'al-OM hom msp on HtiOlif)/- 
• Region 1. Ofc ol »Vn C recto;. 08/07/ *0 1f> 4f)370 ?r.O ‘Itill/O ?«.9 


■0808010097 Insj) Hopl 50 226/Ub 02 on 880 71)7- U) Viclatio i f*c 
inspeclu-if nuclear mail coniro' acr.o:m!i"i| A pby&ical M*:«.Mlyjric-u!« 
roten 8 operation. rr.ea*iurornon1 & cnrMrcds shipp ng A rornvitvi A r* 
RA1TAAD KGlMlG.HR Rogon I. OlC o< H-'J D'fodo' IWl/07/l'l 
46370 269 


DOCKET 50-220 AEROTEST RADIOGRAPHY & RESEARCH REACT) 


P, Periodic operating reports & rololod correspomlonco 


8806230330 ' Annual Sununury of Changes. lusts 8 Expiinirumh. Hofh) 
Hadiogrnpby & Rusea'CM Rojr:l(.f' VV/8fji>/2U Hr 
LAMB IE NEWACHLC.kHL Acrotosl Oponiliuns, tnu <m/0i»/:u) 
4660/970 


V. Operator Examinations 


0000100212 Info-ms of NflC rticrprelAlion ol Kuchun lOCI'HWl 74 fa) t 


eralOf Of senior (rucaint slillr.S ilcrjuromunl for iiolit cat-on npplius n 
a'cr is pormanunllv reabSinnod Irctm license lo non liconsi) ii:>?.it:<jn 
PAfE.nj Region 5 OU. of thu UtrecScr 80/00/ M NIIWACI II.CKJI 


a tons, tnc i r>. 4 6-3 no j 1 3 4 6596 3 1 :i 


DOCKET 50-237 DRESDEN NUCLEAn POWER STATION, UNIT 2 


F. Security, modleal. emergency & lire protection plane 


0808190052 Rov 60 13 0*neq|(ipcy nln-) in plcrm rillnu piocctlu-e;. Iisl r* 
* Con monwrjrthfi Ed son Co 00/03/31 26j)f» 46S96 :i3f>-4Cj5»l)5 369 


880B050340 Rev 5A 10 Tablo DA 5 l 'Lmorijoncy Ariign Invul!, ” 

* Ccrnn*o*)vvod'th Ed so*i Co 00/05/31 2pp 4f>469.?59 4i>*1Ml ?i>9 


CD070G0520 Go-u’nc Ur 96 10 lo all powo* ronttor hcc-nst ou ft IkjMi 


prcvols ro purchase of GSA approved security cnnKiir.ua f.vC 1.91 *mt 
MiRAGUA.F J Associalo Circctcr Inr Rroiecta (Host 8/041 1) tw/l>7 
Eifison Cu ot Now York. Inc 3tpp 46300 299 4fi3H» J29 


0807260219 FcrwosJs Sale-guards ‘nsp Hopls 50 010/00 04.60 23// 
08-1 / on 80OG28 JORopt ijotmls ft rollco of viOlai on withhc-M (red 1i 
MAU.ETT.DS Rcgcn 3, Ofc ol Iho Drociur 88/07/12 Hf’hD.C 
Edison Cu 2pp 4U2H/.262-4U2U7 264 


--88072C0223 Rad*a'ly w.thheltl Irtsp Ropts 50 010/00-04.60 ?J //HU 1 
cn 080620-30 (rol ICCFF173 2t) Vidahon rioind Mujur arena rnajir-C 
rroosuros & noccss conlrol porson-iCl 

FUNK.D E Hog cn 3. Ofc of the l>ec!cr 00/07/12 If) 402/1/ ?«4 ■< 


8008030249 Roqi.usis FR publication of no I cn of issupncu ol Airo'i 
censes DPR -19 ft UPR-25,ru*spoclivoly Amnnd modifies Pamyinph' 
qu ro compl anco w/rov.sod phyS ca* soc^-nly plan 
SIEGEL. D Proicct DfLClcrato llf-2 00/07/22. NRC No Unlailui 
3pp. 404 03.331 46403 333 


8808050270 Forwards Aniunds 99 ft 95 IO LiCOnftuS DPR-IO ft Df'R 
safeguards ova'uaiion Amords rov«sn physical sncunly p>nn to ec 
morils nl 10CFR73 55 

SIEGEL, B. Project D federal© tif ?. 60/07/22 BUSS. II E Common 
6pp 46448 246 46440 259 


-8808050271 Amends 39 & 95 lo Liconsos DPR- 10 ft Dl>n-26.icrf 
physical security plan to conform to for in foments ol 10CMV/3 55 
MULLER. O R. Pro^Ct D roclorato tll-2 80/07/22. 4pp 40448 2b2-4( 


-.0000050275 Saleguards ©vnluaton supporting Amends 99 ft 06 to L 
DPR 2 5. respectively 

* NRC • Ne lDole:led AfM-aliun Given Q0/O//2 2 4pp 46440.206 40 


8006160244 Discusses uhl abbrov.atud silo accoss tra'ninij progrorn 
sonnel complelng Region \\\ itaining in genetic aspects ol tudiphun 


cuniy ft omorgercy rrsponso 
DAvlS.A.B. Region 3, Ofc Of the D-roctOf. 00/07/27 AlRXICH.M F 
f^wer Co (formorly Indiana & M-chgon Eleclr-c (*u ). 4pp. 4ti56l 2-1 


DOCKETED ITEMS 25 


8807260018 Hov ! 10 Emorgorcy Pian Implementing Procedure DSSP 100 A2/R2, "Hoi 
Shutdown Pro<*ocJj't i Path A2/B2 " 

' Commonwealth Edison Co 80/07/31 54np <16300 2<19 <16300 302 

8007260051 Bov i Vo DSSP 100-Bi. Hoi Shutdown Procedure Bath 81 

• Common* oa'lh Edison Co 88/07/31 30pp <16302 294 46302 323 

8807260204 Hov 3 10 Emergency Plan Implementing Procodufo EPIP 300 8. "Skn Ooso 
Lquivalcm Octem'inaiicn from Sk<n Coniarn nat on. ’ 

’ Commonwealth Gd-son Co 08/07/31 I6pp 46287 219 46287 234. 

0807260250 Rov 2 lo Errorgoncy Plan Irnplcmonimg Procedure DSS n 100 C. "Hoi 
Shutdown Procedure Palh C " 

■ Commonwealth Fd son Co 88/07/31 I3pp 4G30U 305 463C0 317 

8907260360 Bov 1 to Procedure DSSP 100 Al. Hoi Shutdown Prccndu'o Path A1 " 

• Commonwealth Ed son Co 08/07/31 2<>pp 46208 308 46288 336 

9809050137 Ho/ 5 to Emirgency Plan Implomunimj Procedure EPIP 200 20. Control 

Rcom Evacuat-on/Salo Shutdown “ 

1 Commonwealth bd.son Co 08/07/31 464-19 284 46440 336 

9800180400 Revisod omergoncy plan rnplcmcint-ng procedures inbln of conlonls 

• Commonwealth Edison Co 88/07/31. 2pp 46596 31 1 46596 3 12 

8808040247 Gencr.c Ltr 88 1? lo ai power reactor licensees 8 appl cards ro romovol of 
f ro proloif cn requ rurneuls from Tech Specs Svc I si urxl 

MIRAGUA.FJ Associate O rector to' Prqocls (Posl 67041 1) 118/08/02 Consolidated 
Edson Cu o' Now York. Inc 52up 46-163 29 1 -46-163 342 


H. General correspondence 

8608310062 quests NRC oclton to rulto.vtt ur.duo i*>k posed by HY/Ft thermal hydrau 
‘ic mstab I tyNtlR should issuo onlor requ ring all GE 13WR licensees to subtrii ropi lo 
NHC wilhn 1 yr demonsiraiing compliance w/GUC 12 Ho'ulU'U into oncl 
HiAlT.SL Cho Cili^ons to' Responsible Energy 0C/U//22 Olfce of Nuc’oaf Reac- 
lor Regulation. Cirocfo' (Posl 870411). 12pp 46727 025 46727 068 


P. Operating license stage documents & correspondence 

9807270014 Responds to qur;<tt.ons ro LPCI swing bus brunkur fault ccord rmliorr 

SILADY.JA Commonwealth Edison Co 8fl/07/08 MURl.EY.T L Offico ol NuclOA' 
Reactor MegiM-on. D.rocio' (Post 870411) 3pp 4690/188-46307 190 

8809240045 Submits fOSu'is of UU0/08 secondary COniairrnonl leak rale lest.per Tech 
Spec Table 6 6 l.lnsl showed 0 20 inches of r.onalivu water pressuro In sucorufary 
conta nmoni w/rospeCl lo atmusjjhoro.meiit ng Tocn Spec 4 7 C 1 c critona 
EENfGEiNGlinti.E Commonwealth Ed son Co 80/07/21 DAVIS.A 8. Region 3. Ofc 
cf Ihu U.roclor Ip <16620 128 40629 128 

8806050270 Forwards Amends 09 A 95 to Licoosos OPFM9 A DPR 25, rospec lively A 
safeguards evaluation Amends rov.so physical socunly plan lo conform to foqinrn- 
monls Ol 10CFR/3.56 

SfEGEL.B Projocl Directorate III 2 88/07/2? DLtSS.H E Commonwenllh Ed sen Co 
6pp. 46448 240 46446 250. 

-8808050271 Amends UD 8 9b lo Licenses DPR- 19 A DPR 25.rospocl.v0ly. revising 
phys cal sccunfy plan lo conform lo rugui'emonls of 10CFF173 55 
WUl.LER.D R. ProICCl D.rocioraio UI-2 8fJ/07/?2 4pp. 4G446 252-46446 256 

-8808050275 Sahiguiitds u/a'uoton supporting At nurds 90 S 96 to Llcunons DPlMfl & 
DPR 25.rcspCClivOly 

’ Nnc ■ No Detailed AfM.at.cn Given 00/07/22. 4pp. 4G44G 250 46441) 259 

8908240065 Submits rosu'ls of 880618 secondary conlonmont foe* raio tost IdHowing 
discovery that mom sioom imu bool seals in Unii 3 nwn steam tunnol had boon re- 
moved by contractor personnel. 

EHNlGENBUnG.G Commonwealth Edison Co 08/07/26 DAVIS.A t3 Reg on 3. Ofc 
ol iho C.rocior. 2pp 46630 0/1-46630 072 

8808100277 Withdraws Rel-ef Request VR-16 ro m&orvico lost rrtj ol valve stroke nmos 
at plant Agreed to provide two sots PAID for uso in NRC & EG&G roviow 
SILADY.JA. Commonwoallh Ed. son Co. 08/07/28. MURLGY.I G. Offco of Nucloar 
Roocio/ Rogu at-on. D rector (Post 070411) ?pp 4C50 1.079 40501.000 

8808120025 Forwards noheo of cons duration ol issuance ol nrr.onds to licenses A cp 
porluniy for hearing ro 000320 request lo correct discrepancy belwoen 4 k\/ omor- 

g ency bus undorvoltayo Ir.p A current ir p ,n Tablo 3 2 2 of Toch Spocs 
iROTENHUlS.M. fVojoci Orccioraio llf*2 00/07/20 RUT TEnriELD.l Common 
woaflh Edison Co £pp 46531.006 46531 104. 

-0808120027 Noheo Of corsldaralion of Isseanco of amond to liCGnso DPR-25 & pro 
posed NSHC doio/nrnaiion A opportunity for hoanrig Amend rev.sos Toch Specs to 
correct 4 kV emergency bus ur.dorvoliago trip in T«b?o 3 2 2. 

MULLEH.D.R Projocl Directorate lfl-2 03/04/25. 5pp. 4653 1.100-4G53 1.104 

8808110141 Romrosls E*R nuh'icaiion of not<ce of cons'deralion of issuance of amonds 
lo licenses DPR- 18 & DPR-31 & proposed NSHC doierminalion A opportunity for 
hearing on 880020 roquosl re instrumentation enhancements 
SlEGEl.O Protect D,roctota1n til- 2. 00/07/29 NRC • No Detailed Af Illation Given 
5pp. 46511 217-46511.221. 

8808110237 Apphcalion for amends lo Licenses DPR- 19 & DPn-25,addmg Sochon 3 0/ 
4 8 of Tech Specs ro coniro! room air Miration sys (NUREG 0737,liem llfD3 4) Feo 
paid 

SILADY.J A. Commonwealth Edison Co 88/08/01 MURLEY.T E. Oflico of Nucfoa< 
Reactor Rogjlalion. Di/ccio: (Post 07041 1). 2pp 46505 008-46505:130. 

-9808110256 Proposed Tech Specs Sociion 3 8/4.0 ro control rocm air filtrabon sys 
* Commonwoalln Ed son Co 80/00/01 41pp. 46505:090-46505 130 

8808120190 Forwards ovaluailon of fluod head anchor assossmonl prog'am lor 
facll lies Add' mfo required to rosolvo concerns 

SIEGEL.Q. Pro : ecl Directorate MI-2. 00/08/02 DLISS.H.E. Commonwoallh Ed.son Co 
5pp 46515 247-46515.251. 


-8809050180 ' Evaluation of Elued Head Ar'Cher Assossmunt P/oqram * 

BANDYOPACHYAY tfrookhaven Nahenal Laf)0*aio.'y 08/07/31 3pp 09429 074. 
69420 07G 

8000160330 Confirms meeting on 80C019 at NHC Region III in Glenn Elyn. IL to ds 
cuss uM polcy on lac‘'ty stall werkag hrs per 000805 dscussion bo:woon f4A Kun 
OWbki A N Sm th 

NORELIUS.CE Hogion 3. OfC ol tho D rector. 88/08/08 HEED.C CommunwGa 1h 
Fdiscn Co. 2pp 46560 029 465G0 032 

-0808160336 Ack rocopl of C80705 irr m rosponso to Insp Hopts 59 237/00 09 & 50 
249/00 01, in lor ming NRC of proposed program to cenlrol overiimo for solectrd rad/ 
CliQfn uM tcchncmns 

NCHLLIUS.CE Office c* Nuc’oar Mater -a I Safety A Safeguards, Director. 00/07/29 
nLlSS.H Com'nonwoa'lh F; disen Co ip 4G56U 031 40500 031 

•-Q80G160341 f;olifcaiion ol 880819 moot r rj w/lconsoo -n Glen Ellyn.ll to discuss I- 
Cfns CO polcy cn nuc : oar power plant s'nff working ho^rs 

* Reg on 3, Ole ul Iho Dnoc'.ct 08/08/09 Vltg cn 1). Ole ol ihn Di'ector Vr. 
46600 032 46660 032 


Q. Inspection reports, IE Bulletins A correspondence 

8805200295 NRC Info Nof to 88-03? ' p rcrnpl R(»po't ny Lo NRC ol Sign f cant IruiU-nli 
lnvclv.no RodiJachvo Mail " Svc *ist Oncl 

CUNNtNGHAMH L Div.scn ol induslr al & Morlxa 1 Nuclear Sa'oly (Posl 870/29) 
80/05/25. Consoiidaiod Ltl.son Co. ol Now YCfk, Inc IPOpp 4G3U8 179 -16308 298 

0807260219 Fo-wa'ds Safcg.<ar<Js Insp Repis 50 010/68 04.60-237/08-10 A 50 249/ 
00-17 on 000620-39 Ropi delails A nofco of v:Olaficn wilnhu'd (rot IOC 1 H73 2D 
MALLLTT.B.S Hetjion 3. Cfc ol the Dructor. 60/07/1? REEU.C Comimariwoallh 
Ed son Co. 2pf> 40?n; 282 46211? 2G4. 

-8807260223 Pa/tMlIy withheld Insp Repls 50 010/80 01.50 23//90 16 A 50 2-19/80 17 
on 881)620 30 (ref 10CFR73 21) Viclaiicn iiofud Mn.er areas .nspuciod cumponsaiory 
moasuies A access cenlrcl pcrsornol 

FIJNK.D E , CREED.J.R Roqon 3. Ole ol lh(> Hrcclcr DU/07/1? !t> 46207 264 
4620/ 264 

8007200162 Suppl 1 10 NRC Irifo Noiico fl'J-046. "licensee ftupt ol DtifoctivO H(‘*ur- 
bishud Ci'cuit Breakers " Svc I si oncl 

ROSSI.C.E Division of OuciaLcnal Evonls Assessment (Posl 670411) UU/07/21 
Consolidated Ed»son Cn New York. Inc l?5pp 4f>3UU 054 46308 1 7(1 

0807280423 Coiifrms 890710 plar*s tor 0800 IQ unlomninuiit conlo/onco w/ util in Glen 
Ellyn IL lo discuss degiaded Huucnl«i*y conlnminenl tend V on hi plant 
GhEENMAN E G Region 3. Ole ol Ihu D.rccior. UU/07/21 REED.C Ccrn/nonwoallfi 
Edison Co Ip 46345 153 46345 153 

0007200246 NHC IJuHeim 00 C0U, llirnb'o Tuba Thnnug in West nghov.SO Rone tors ” 
Svc list orcl 

n0SSl.CC Division of Oporftiienal Evonls Assessment (Posl 8/04 ii> on/07/26 
Consol dated Edison Co of Now York, Inc I23pp 46340 070 46340 192 

0007210218 NnC Info Nohto 8 f 1 052, "Faiuio r*f Intmufe/ro lar-dcm ol F'oicf.er Sul 
Aniilcalor KracMhcrany Dov.cos During Patent Treahnenl " Svc lisi end 
CUNNlNGHAM.fi L : Diw:. cn of Iridusinul A Med cal Nuc-‘oar Salofy (Post 8/0/20) 
88/07/27. Consclidalod Edson Co of Now York Inc 10Up|> 4039/ 029 40397 136 

QBQQV6G244 D scussos uti’ at.bfuvialod u<1o access liacii-q program for <fiRC rnr.p p.nr- 
sonnol compleling Reg on fll irnming in yer.er,c aspects of ratj-allon safGty.physica' su 
cunt/ A orr.o/goncy response 

DAVIS AR Region 3. Ofc of the D.reclor U8 /()?/? 7 AlEXlCM M.IV Indiana Mcf»: grin 
Powor Co (lormorly Imluinn A Michigan Elcclr-c Co) 4pp 46561:248-40561 251. 

0808230260 f orwards Inlest rev ol NRC Manual Chapior 0510. "SALP." Rogon III wi.l 
hogn using new forchonoi areas sul fcrlh In rov for all SALP rept por-ods wi.idi 
oxtorul beyond 080GDU efleclivo drilo of procedure 

NORELIUS.CE flegen 3. Ofc of iho Qroclor 80/07/27. ALEXICH.M P lr:cfiano 
Mich pan Power Co (formerly Indarn A Michigan Efoclnc Co) HINT2.UC Wisconsn 
PubLc Soiv CO Corp 39pp 40620.090 46620 129 

8007220034 NRC Info Nohce 8B 053. ' liccnsoo Viu'nl-ens of NRC Rrcju'at ons.Wr ich 
Led lo Mod.ca1 Dion-osiic Misarfminisirahor.s ” Svc 1st encl. 

CUNNINGHAM. b Uiviscn of Indjsinol & Med cel Nuclear Rnfoty (Posl 870723) 
00/07/28 Consolidated Edson Co ol New YO'k, Inc. lOGpp -4G396 283 4G3Q7 020 

8007220192 NRC- Inlo Not Co 88 054. Foiiufo ol Crcu l Bronko/ Fo lowing Insla'laiion 
ol Ample clor Direct lap Aliachmont.” Svc l.s! onct 

ROSSI.C L : . Division ol Cperalicr at Evonls Assossmonl (Posl 070411), GG/07/28 
Corisol:daied Ed.son Co. Of Now York. Inc 1 2 1 pp 464 1 7 020 4G4 1 7: 1 40. 

0800060222 Fonvards Safely In up Repls 50 23//8U-11 A 50 249/06 13 on 000510 
0/13 A nollco ol v.oloiion. 

GREENMAN.EG Renon 3. Ole Ol Iho Diroclor. 8B/0//20 ftEEO.C Commenwoami 
Edison Co 2pp 4643U.C03 46438 03 1. 

-8808050223 Nohce Dl vlolahon from msp on 860510 07 l3.Violation no led: correct vu 
achens taken to rosolvo previous violation ro comrol of egging activities noi Ime'y 
enough or ellect.vo n prove nt ng furihcr chainfall rigging vioiahon 
GREENMAN.EG Reg on 3. OIc of tho Director 08/07/29 2pp 4G430:C05 
46438.00G 

-8008050224 Insp Ropla 50-237/08-11 & 50-240/88-13 on 800010-0713 ViO^Ot ons 
noiodMa|o f oroas nspoctod llconsoe act-on on previous insp f nd.ngs. operational 
safety verification, fol'cwup of ovonls.monihly rnftint Obsorvat-on A planl lours 
RING. M. A Rogon 3. OlC of Iho Droclor 80/07/28. 25pp 46430:007-46438 031 

8800090095 Ack recoipl of 080705 Hr inform ng NRC of proposed program lo conirol 
ovortmo for soleciod rad/chom icchniclans. Meot ny requostorf w/appropnaio staff 
members -n lam Aug or early Sopl 1908 lo rov.ow rospoclivo polic-os ro program. 
NORELIUS.CE Region 3, Ofc of Iho Diroclor. UB/07/29 BLISS, H Commonwoallh 
EdsonCo Ip 46479359 46470 3S0. 
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-0808090090 Responds la 890518 If Iransrnting Insp flcpls 50 237/88 00 & 50 249/ 
83- n to irr.iihg rad/chom lectircan wc»fchg n*s Rovidw cf h»s‘ory & background re 
dpp :cab I V of ntorp‘6labCn o 1 GL 82*12 lo Tech Spec req.ircd C^cl 
BLISS HE COfrrricnAeaVh f-discn Co 88/07/05 DA Vi'S. A B Rug cn 3, Ole of 'he Di- 
ieclor iQpp. 464 70 35 1-464 7(3 280. 


0808090 1 25 Forwards rospor.30 10 Generic LI' 88 01 recusing current plans to p pn-j 
rcpfscemenUnsp re-par & leakage* detect on Non: feioc *ng o^tago.stalctf ASMC Code 
Classes 1 3 p pmy lo bo SLb,cc‘*d lo ajymen'od nsp program 
MCRGAN.Y/E Commpnwea'in Ldiscn Co 09/07/23 Oocurr.enl CorY/ol Branch 
(DocuTfcni Ccnl‘01 Desk) 34pp 464/1.157*464 71 190 

8807280019 NRC Ih'o Notice 80 055. ‘Potential Problems Caused by Sngc Faiuro of 
ES r Swrg Bus Svc list end 

ROSSI, C t Or/.son of Ope.-aUcral Even's Assessment (Posl 8/0411) e9/C8/D3 
Consul dated Ed sen Co. ol howYo'k. lr.c I2lpp 46437:121-46437 241 


0808030209 Supr 1 2 to NHC Bj lo:.n 98 005. "Norccnlcrn'ng Wat s Supp'iQd by Pipng 
Supc'ies Jnc af Fo'scm NJ & West Jersey M!g Co at Wi I amslo*n.NJ." Svc isl er Cl 
nOsSl.C E D vis on of Ope-atonal evofs Assessment (Posf 870411) C6/0B/03 
ConsoliJa'ed FdScn Co of New York. «n^ 149pp 46538 121 46538 269 


6807290008 Supp 2 lo NHC Bul'oin bd 0CB Thotmal Si'uvwk i\ P.ptvg Con* yg clad to 
PCS '* Svc list crci 

HOSSl.C E □ vis On of Cpe'dtonal Evonls Assessment iPosl B7C411). 0B/C8/04 
Consol dated Co son Co Ol Now York. *nc 12lpp 46534 091 4G534 121. 


8807290111 NRC ln!a No* ce 08 056. Pden* ai Problems W/SnCOhO f-oam F ro Game' 
Penetration Sea's Svc i si enc 1 

HOSSl.C C D.v.scn ol C re -atonal Events Assevstrcrt (Post 0/C41R 60/08/04 
Conso: rjafod Ec'son Co Ol Now Ycik. ‘n? I ?3;ip. 46569. 1 75 -1 6569 ?97 


8808110100 Forwards Exa™ Ropl CO 237/OL 08 01 lor both u-ils cn 880/11- 13. 
WHiGHT.GC Hugicn 3. Ole ol lha Oirecic'. 89/C8/04 RFED.C Commonweaih 
Edison Ca 2pp. 46504 198 46504 251. 

-8800110104 Exam Rep'. 60 237/CL 89 91 on 890711 13 Exam a'l caat’idaios 

g assed ail pert oris of exams Rept for bc:n unis 
JCRGSNJC JCROAN.WJ Region 3. O'c of fra P. rod <>f. 80/03/02 51pp 
46504.200 46504 251 

B808020095 NRC nlo Nohce 88 C57. “Poteniia* Loss ol Sale Shutdown EQupnior.1 Cue 
lo Prernatu'o Sil ccn Coniro led Rechl or Fai uc,‘* Svc l.sl Oncl 

HOSSl.C F_ CivMon o' Operational Events Assessment (Post 070411) Q0/C8/C8 
Ccnsck/aled EdsonCo of New York. me i22pp 46459 125 4F459246 


0808020102 NRC nlo No* zo 03 050 Pcfon'ial Prcb'oms W/ASEA B'own Uovo.'i IT E - 
51L Trne Ovc-rci-nun* Reays." Svc list ercl 

ROSS'C.C C.vsicn of Oijorahcna f Events Assessment (Posl 070411) 80/08/UU 
Ccnso :oated Ed-son C k o o' New Yo'k Inc I2u pp 40530 C01 40538 1 20. 


8808160330 Confrms mcoimg on 8BC8I0 at NRG Reg.on III n Com Eilyn. IL 10 ds 
cuss util policy* cn facilty Slalf working h s pur 08C8OS dtsci-Ss on tolwuen WA Kun 
cwshi & N Srrilh 

NOBhLlDS.CE Hegcn 3. D!c cl tl.e D.iociot. B3/08/f’.« HLED.C ComTiOnAballh 
Edison Co 2pp 4G56C 0?3-466t0 032 


00OB 160336 Ack /CCeJp’ ol 800705 Hr In response to Insp HupIS 50 23 7/80-On 5 50 
249/83 Ol.in^or /rng NRC of p'cposed prog'am lo control OvOMifTiO fo: sotociod rad/ 
chom uii* techn.rians 

NORELIUS.C E OUicu c? Nuclear Valeria' Safety 8 Srilocuardb.DireCfO' 80/07/23 
OLfSS.H Comrr o'lA&aUb Eo.spn Co Ip 46L00.03 146660031 


08030301 12 NflC Info Noi co GO 059, *WSiV Guido Ral Faiuro tit Wawfcrd Unt 3 
Svc list end 

HOSSl.C e D.vison of Opc-rai mal E'.enis Assossmcni (Post 870411). BB/08/09 
Consolidated Fcfison Co. cf Now York, Inc 12ipp 46467 01 1 46167 131- 


B808040Q62 Sjppl 1 Vo NRC into Not ce 86 004. ‘nade^uat* Oortt'i cal 6 Dcuim.on 
totion ol Firo uarr ur PonoVafion Seafs *’ SvC hs» oncl 

ROSSi.CF Div sicn oi Opcfatiunal Evenis Assessment (Posl 970411) 89/00/09 
Conto’idaicd Ed sen Co. of Now York. Inc. 121pp. 46558 205 10550 325 


8800160300 Ack recoipl of 680803 H f p.'cposmg dolo! cn of manual ifo'-d.ng of APRM 
euo's por comm:iment to 19/4 vo'ation Ccncurs w/prcposai 
WROU.GC ReQo*> 3. Ofc of tbo Crecio». 0&/0RMO RE.EO.C Common-AUftlth 
Edison Co. 3pp 46556 302 46056 304 


0808050135 NRC Info Notice 00 C60. InedtguQlo Oosiyn A lnstrj“laiion of Whlortghl 
Ponotfation Soals.” Svc i si end 

ROSSI. CE Dv.Mcn of Cpefaiionai Events Assossmeni (Post 07041 1) 83/06/11 
Conso' daled Edison Co of Now York. Inc. »23pp. 46560 290 465 70 OCO 

8000050240 Nfl(^ Mto NolCO 88 06l, ’Coni'cl Room Mabilfiblty - Hccont flev.ows ol 
Cperalng Expe'.cnce *' Svc ksi enck 

ROSSI.CE Oivison of Operalonal Evenis Assoiisrronl (Post 870411) 88/00/11 
Ccnsci-damd Edison Co ol New vo**. Inc l?5pp 46594 3)2 46595 076. 


0808050295 NRC In'o Nol.ce 88-062, Recon: F ndngs re Imp.'omonlalicn ol QA Pro* 
or&Tts by Sjpp.Ucrs ot Tratispo't Peckegcs " Svc l si ercl. 

DURNETT.nF Cvislon of Safeguards 8 Transporlahcn (Posl 070413) 00/08/12 
Conso 'dared Edison Co. Of Now Yo'k, lr.c lC9pp 46531:155 46681*263 


8008160392 NRC info No: co 68-C66. "fndustnfll Rndography <nsp & 
or.cl 

CUNNINGHAVI.R E Divis on ol Irdusinal d Vodicai Nucioar Saf 
88/08/2? CcnscldaiuiJ Edison Co of New York. Inc 90pp. 46G28 

8808160414 NRC Info Nobcu 88 067. ‘FWR Au* Nary FoedwUlO/ 
spood Trip Fai’ure ' Svc I SI oncl 

ROSSI. C F. D-viS'O.'i of Opomt onal Events Assessment (Fost 3 
Conso'«J;vlOil Ediscn Co. of New Yctk, 'nc l23pp 46643 1Q5 4Gtj4 


R. Periodic operating reports & related correspondence 

8807260124 McnNTy ojjoraimn ropls fer Juno 1900 for DroscJt’n Sla 
MAXWELL.DC EFNIGENQURG.E CommcrwoaHli Edison Co 
46285:33(M6?0b 35D 

8800170321 “Eff-uunl & Wasio Disposal Sominnruml Ropi for Ji» 
880803 Hr 

CENIGFNOURG.F Con*ri:(jnwonllfi Edison Co 88/06/30 DAVIS. 
Ol tho Director 16pp 46562 204 4656? 819. 

BBO017O341 Month yopo.'slmn topis lor .hit 1088 Ibr Drnsdon Units ; 
MAXWELL.DC. EENIGENDURG E Commpnwoallh Edisorr Chi 
46571 123 46671 132. 


5. Reporlablo occurrences. LER9 & related correspondence 

0807260010 LFR 89 010 00 on ROOlil/.’ovo: auficatvig sw.lchos 2 ^ 21 . 
fo.nd to inp OJlsdo Tech Spec 32? roq,.irumenis Cause hllrd 
dntt Lovof sw>:chos a(fius:od & mvest^rnbon undoiway W/88071 5 a 
QRtlEY.S . EENIGCNGURG.E- Comiuo^oaUh Edison Co 68/07/ ' 
46304 115 

8808160304 LER 08 t)l3OOcn 86'J7fl8.fuso n nnalOij Ir.p sy: 
operod Caused by f.n'cd mnsfor lr*p tiu 1 Fuso replaced W/dBOflOb 
BRILEY S . CENIGENDURG.F- Currmcr.wualth Edison Co m)/Od/( 
46555 310 


V. Operator Examlnollons 

8808110100 Forwards Exam Ropl 50 2J7/01 80 01 fo.* Uoih urnln or 
WRlGfir.GC Reuon 3. Ole of If.o Credo-' 86/00/04 HCED 
Ed:son Co 2pp. 46504 108 46504 251. 

-0008110104 Exam Ropl 50-237/OL UO-01 on 00071 M3 Exiirn m 
passed a’l potions of uxamsRopl fer hoili unis 
BJORGEN.JC. JORDAN. M J Region 3. Ofc of tho U.roofcr 
46504.200 46504 251 


DOCKET 60*243 OKEOOH STATE UNW. RESEAHCJ1 REACTOR 


O. Inspection reports. IE BuJIollns & correspondence 

0008 100 T67 l : omards Exam Repl 50 243/01. 60 0 1 rufmlnlsturcd ori 
PATE.H J Region 5. Ole of IMo D.ruClo'. 00/07/25 JOHNSON 
Unv . Co: va iis, CR Ip 40404:103 46404 202 

• -0BO8 TOCM69 Exam Ropl 5U-243/OL-8n 0l on H0Of>21 22 Exiirn 
passed both opntatm K wrtuen oxom 

JOHNSTCN.GW. EllN.J.O Rogion 5. Ofc of iho Oiroclor 
4Q484 184-46404 262. 


V. Oporotor Exomlnatlona 

BBOB1OO107 Forwards Cx Dm Ropl 5U-243/CL-00 O1 nOn tnlsiDrurl on 
RATE.R.J Rogion 5. Ofc of iho Droc’cr. 00/07/25. JOHNSON 
Un V,. Corvo Its. OR Ip. 4C484 183 46404 262 

-0009100169 Exam Reel 50 243/01. 00 01 on Q006P1 -22 lixom 
passed boih operating s wiltion oxam 

JOHNSrON.GW, EllN.J.O. Rog.on 5. Ofc ol Iho Dlrocicr. 
46404 104 4t 404.262 

8000230295 Info'ms of NRC Interproldlion ol Boclio/i 10CFn50 /4(c 
orator & somor oporaior siafus Noiificobon ronuired <n ovoni ifmt 
nenlly roassgncd from Iconscd lo non bcunsod posifon 
PATE.RJ Rog-on 5. Ofc of Iho Director. 08/OU/li JOHNSON 
Univ.. COrvadis. OR. Ip. 45912.1 75 45U 12.1 75. 


DOCKET 50-244 ROBERT EMMET GINNA NUCLEAR PLANT, UNI 
F. Security, medical, emergency & JJre proloctfon plans 


8806090764 NRC info Notice 89 063, ’ H-gh Radiation Hazards From frradiatud Jn Coro 
Deloclors 8 Cables “ Svc ‘ist er.cL 

HOSSl.C E D.v.sioi of Opcraiicnsi Evems Assessment (?osi 670411) 00/08/15 
ConsckdalGd Edison Co of New York, ire UOpp 4G569 CQ5 46509 174 


8807060520 Gonc'ic Ltr 08-10 lo ell power ruoclor ficurisocs S hci 
provals re purchase of GSA approved security comamors Svc list c 
MIRAGLIA.F.J Associate Director for Pro.ccis (Rost 07041 1) 08/< 
Edison CO ot Now Yotk. Inc. 31pp. ;63B6 200 46308 320. 


0808110206 NRC irfo Notice 09 064, ‘ Reporting Fires in Nuclear Process Sys at Nuc'o- 
ar Power Planis “ Svc l.st encl 

ROSSi.CE. Djvis on of Cperaiicnal Evenis Assessment (Post 070411). 80/OD/iB 
Corsol dated Ed son Co of Now York, Ire I04pp 46643 001-46643.104 


8808040224 Forwards Satoty Insp Hopt 6O-244/0O-12 on 880613 0 
tfoviaiions noted 

bETTENHAUSEN.L Rofiion 1. Ofc of ine Director. 08/07/25. SN 
Gas & Electric Corp. 2pp 46431.203 4G431 296 


8800120327 NRC info Nt/ice B8-065. '‘Inadvertent Drainages ol Spent Fuel Pools." Svc 
l si oncl. 

ROSSl.C.E Division of Operations’ Evenis Assessment (Post 870411) 00/08/ 18 
Consolidated Ed son Co cf New York, Inc 123pp. 46628 01 1 46620: 133 


-88Q8Q4Q227 Insp Rept 50*244/89-12 on BBG6l3*QM0.No vtolp 
noied.Major areas inspected p'ant opernt ons.ESF sys walkdowi 
verifi cal on. sun/e llanco loshng.ma'ni.rad'Ofog.cal proioclion & phys 
COWGILL.C J. Region 1. Ofc of Iho D. rector. 08/07/22. I2pp 46 


packago un wi I respond 10 requosts addressed in NRC Ur by end of Oci i960 Pock- 
ngu not considered (iv.rg document 

GNOVV.B A Rochester' Has A Electee Ccrp 39/07/20. STAHLE.C. Documont Control 
Branch {Document Contio' Desk) 2pp 46500 3 4 5 ***6500 346 

8808040247 Goner c L U 69 1? to all pOwO' roactor .iconsoes A applicant ro removal of 
fire protection lequrenienis Irani Tech Specs Svc hsi end 

MiRAGLlA.F j Associate Orecior lo' Projocis (Post 6/041 1). 08/06/02 Consolidated 
Edison Co ol Now Vo f k. Ire S2pp 46463 291 46463 342 

8808220196 Advises 1 t .it Hov 20 to App 4 of SOCunly plan consistent w / provisions of 
10CFR50 54(p) A accoptan o ftesulirrission of App i changes w/appropnato A ccrro* 
spondng rev to Chapter 1 of sccu'ily plan (security organization description) ruguosl* 
ed. 

ULLLAMYflH fteg:on t . OlC 0 < the Daoctcr H8/O0/16 K03ER.R W Rochester Gas 
S Electric Corp. 3pp. 46605 1 10 46GQ5 120 


H. General correspondence 

0800040031 Informs lhal all correspondence from NMC lo uM should bo addrossud to 
nC Mccrody cffOClivO 080901 

SNOW, D A Rochcslor Gas 8 Efectnc Corp 88/07/25. Documcnl Conirol Branch 
(Document Control Desk) STAHLL.C NHC No (JoIrnVd Aff.halion Given Ip 
46435 264 46435 2G4 


P. Operating license stage documents & correspondence 

8807270248 Forwards mods to 800420 responses on AM SAC ro diversity. Icgc power 
suppbes.SHtelyrolatod interface. OA.nmml bypass, manual .nihalion & uloclr.cal mdci- 
puntlorco from existing reactor protection sys. 

SNOW.B A Hochosicr Gas 8 Electee Crrp 88/07/19 SIAHLE.C NRC ■ Nu Dote led 
Afhi alion Gwen llpp 46305347 46306.3 5 7. 

080B040104 Summary of 860/20 meotr.g w/uhl ro Status ol NRC rov.nw on applicahcn 
for amend ng l.conso lo rop'aco Steam generator snubbers Lisl of mooting altendOos 
oncl 

STAHLE.C Pro,ocl Cirociorato I 3 80/07/20 Projoci D-recicrnio 1-3 5pp 4G42G339* 
4642G342 

8808040180 Summary cf 890710 meeting w/util A C L ro steam generator sloovmg uli- 
l^ipg now Icchmquo fo* slccvo r-sinlloton Atlondoos fist one' 

STAHLE.C Project Drocleralu 1*3 88/07/29 Pro|or.l Drcclorato 1*3. 6pp 46432 189 
40432 194. 

0808120130 D.srossoa 870714 CRUM supplemental ropl ro alarm sys Rosulls of sludy 
indicated teat co-tain alarm sys did nol fall wilfm gurdelr.os of NUREG 0700 A ro 
quJfOd sys mods Alarms currunliy schedu'ed fo* mslnllnlipn by Sept 1999 
ML'CHEDY.R C. Rochostor Gas A Electric Corn 99/08/02. STAHLE.C Oocumom 
Conirol Branch (Document Conirol Desk) 2pp 46525.187*40526:188 

8808120135 forwa'ds table Wing status of licensing actions on pLuil. poi 800/20 dis- 
cussion w/P WilKons 

STAHLE.C Prcioct D-rcctornto I 3 99/08/04 KORF.n.R W Rochester Gas 8 Electric 
Corp 5pp 4053 1 222 4053 1 220. 


Q Inspection reports, IE Bulletins & correspondence) 

0805200295 NRC Info Noiico 80 032, 'Prompt Roporirng 10 NRC of Significant IncidOMs 
Involv rig RaUroaclivo Mall " SvC hsi oncl 

CUNNINGHAM. R E Div-slon of Indusitiol A Medical Nuclear Sofoty (Posl 870/29) 
RB/05/25. Conso'idated Edison Co. ol Now York. Inc I20pp 46389 1 79*40388 290 

08081 10055 Nolificaton of Signlicont Liconseo Muotng 80 003 on 000624 in Region I 
ofc to diSCuS9 'n9o/vico testing program ro coriam chock valvo omi9s:ons A mnrf* 
equate check va'vo testing 

COWGILL.C J Hog on 1. Ole of iho Oirocior. 00/06/13 Rouion 1. Ofc of tlio Uirocior 
2pp 46500 209 465CO 290 

0808 150243 Part-al rosponso to FOIA request lor documents Forwards App M 
documents App L documents nioioUunod n RDR Apps N4 0 document pattiA'Iy A 
tolally wilhh GV1.ro spec lively (rof FOIA Exompbon 5). 

GniMSLEY.DH NRC No Dolailod Aff.l alien Givon 90/07/05 JQNF.S.C AIMiahon 
Not Assigned. Mpp 46501 104 46501 . 199 

••8602050102 Roquosis idonlificat on ol tliv conlacl for regionnl msp loam lenders to 
arrange NRR altomahve shutdown fi f«ro protoction roviowor locl.mcal assistance on 
ronion based post fro sate shutdown msps Scttedjio ol msjts sultm-ttod 
PARTLOW.J G. Div ol Jnspocton Programs. IE (950212 070413). 06/01/29 

DERNERO.R M Division of Doling Water Reactor (DWR) Licensing (851 125-870411) 
THOMPSON.H L Divison of Pressuwed Water Roncicr l icons. ng * A (651125* 
87041 1) MIRAGL1A.F.J. Division ol ProssuriZGtJ Water Hoactor Licensing D (051 125* 
0704 11). 2pp 46503 318 4G603 319 

Q 607200 162 Suppl 1 10 NRC Into NoliCQ 00 046. "Llconseo Ropl ol Defoclive Rofur* 
b sherf Circuit Bfoako/s.” Svc list end 

ROSSI.CE. Division ol Ope/aiional Events Assossmonl (Post 870411) 00/07/21 
Consolidated Edison Co of Now York, Inc 125pp. 46300:054'4G300: 1 70 

8808030065 EN 80-0b2en 600/27.noiico Of proposed Imposilion of civil penalty :n 
amount of $50,000 issued lo l conseo based on faM.ru to tosi various safoiy ro’aied 
check valves as requ rod hy mserv.ee tasting program & HiCFR50. 55(g) 

LUEHMAN.J. LIEOERMAN.J Ofc of Enforcomont (ftesl 870413) 88/07/22 Ip 
46420 250 46420 250. 

8808040224 Forwards Saloty Insp Ropl 50 244/00-12 on 000913*0710 No v.olafions or 
devlaiions noted 

BETTENHAUSEN.L. nog-on 1. Oic of Iho Dirocior. 00/07/25 SNOW.BA. Rochester 
Gas A Electee Corp 2pp 4043 1 203-46431.296. 

-8808040227 Insp flopi 50-244/80 12 on 08061 3*07 10.No violations cr deviations 
noted Major areas inspected plnnl oporniions.ESF sys waikdown.ope/ationai safety 
venhcalion.survG ilance tesiing.maint. radiological protection & physical socuuly. 
COWGILL.C J Region 1, Ofc of iho Director 09/07/22 12pp. 46431. 205-46431296. 


mg lo Dete.-mino Conformanco W/Appi cable Mad Spoc9 ‘’ usi ol tester i or suppl ors & 
other requested info oncl 

SNOW.BA Homester Gas & E'eclrc Corp 98/07/25 Docum-ont Ccnlro! Branch 
(Documoni Conirol Dosk). 22pp 46437.340 46437 361 

0807200246 NRC Bullevn C0 009, "Thmhlo Tubo Thinn^g in Wusl n^houso Reacters ” 
Svc 'isl oncl 

ROSSI.CE Division ci Oporatonal Lvonls Assessmcnl (Ford 070411) 88/07/26 
Consolidated Ed son Co of Now York. Inc 12 Jpp 46348 070 40348 192 

8807210218 NHC Info NohCO 89 052, Fa tern ol Intrautor no Tandem of F'elchor Suit 
Appl.caior Brachy therapy Devices During Paiiont Trealmont ' Svc 'isl encl 
(CUNNINGHAM R E Division of Industrie* 8 Mod cal Nuclear Safety (Posl 870729} 
88/07/27 Consol daierJ Ed.scn Co Of Now York. Inc lOOpp 46397 029 4 9397 136 

0808030384 Discusses insp RGpl 50-244/86 10 cn 990516 20 & I or wards noheo of vro- 
•al'On & proposod rnposihon ol civil poilA ly in nn o;,nt q 1 $50,003 NRC concerned 
ihai rel valves nc! mrludod w/valvos & pumps requrmg insorvico losii^g 
RUSSELL.W T Reg on 1. Ofc of the D rector U0/O7/2? SND//.G A Rochester Gas 
& Electric Corp 4pp 4Q-105 231-46405 23/ 

-8808030389 Notice ol violation & proposed mposilion of civil po.no'ly in amount ol 
$50,000 Nonccrrplidnr.o Ji(»ted failure to pcrlo'rn msorv co tosimg ol lour chock valves 
& fa Ijro lo porfo'in fuli-strcko oxorciso 

RUSSELL.W. T f terpen 1. Ofc 01 Iho U rector 69/07/27 3pp 464U5 235 46405 237 

8D07220034 NRC Info Notice 08 053, “l icensoo Virlahons of fJRCi Reg Jtelions, Which 
Lod to Medical Ciagnost c Misadmimsirations Svc lisi oncl 

CUNNINGHAM, R F D.visicn of Indushia’ A M.cd:cnl Nuclua' Sately (Post 070729) 
06/07/28 Consol dated Edison Co ol Now York. Inc HI6PP 4639G 283 46397 028 

8B07220192 NRC Inlo Noi-co BQ C54. 'Foilu'e of Circut Ureaker Folcwjnrj InsioLfltion 
ol Amptoctcr D rocl Trip AUochmont ” Svc ’isl oncl 

ROSSI.CE D.vsion of Cporatomil Fvo.nis AssosstiuuI (Post 870411} 88/07/20 
Conso'idatod Edison Co of Now Yo-k. Inc I2lpp 46417 029 4641/ 140. 

8608150222 Forwaras EnfO'cerrenl Conference Ropt 50*244/99-10 on 609024. 
J(^HNSTCN.WV Region 1, Ole ol Iho Uredor 66/00/02. SNOvV.G A RocJ. ester 
Gas & Electric Corp 2pp 46550 197-4G550.201 

**0806150224 Enforcement CoHoroncu Ropl 50 244/80 10 on Q(I0<>24 Major areas 
discussed knifings m Insp Ropl 50 244/86 10 L'Cunseo viowgfdphs uso-rt al iroot-ng 
oncl 

PRIViDY.LJ.. EAPEN.RK Region 1, GJc of iho Uirocte' 89/07/26 3pp 46550.193 
40550 201 


8607200019 NRC Info Nolice 00 C55. ' Pofcntvil fbobloms Caused by Sing'o Failure of 
ESF Sw.r’n Dus ’’ SvC I Si u. n cl 

ROSSl,('. F Divison of Citerniionel Evonis Assussmonl (Post 670411) 66/06/03 
Conscl (fated Erfison Co of Now York, Inc 1 2 Ipp 4043/ 121 46437 241 

8006030269 Suppl 2 lo NnC Du lufn 80 005, ' Nonconterming Mails Supp’iod by Piping 
Siippl us.tnc al Folsom.NJ A West Jersoy Mfg Co nl Wil lamstown.NJ '* Svc lft>1 oncl 
ROSSI.CE Divis'on of Oporiihonal Evonis Assossmonl (Post 07C41I) 66/06/03 
Conscl daiorf Edison Co 0 < Now Yoik, Ir.c. 149pp 46530 121 -465:10 269 

8807290006 SupfM 2 lo NRC Gui ld n 09 C08. “Thormnl Strossos in Piping Conucclod lo 
RCS " Svc '.si oncl. 

ROSSI.CE D.vivon of Oncra1:onol Evonis Assossmonl (Post 0/04M) 88/08/04. 
Consol dated Edison Co O. Ngw Yo<k. Inc 12 ipp 46504 001*46504:121 

86072901 1 1 NRC Info Noiico 80 056. "Potoniial Prob'cms W/Suconu Foam F ro Barrier 
ftenolrat on Soals " Svc ‘isl oncl 

ROSSLCC D.visicu of Cnoraiionol Events Assessment (Post 0704 H) 88/00/04. 
Consu'irfatod Ldiuon Co cf Now York. Ire I23f>p, 46569 1 75 46669 2D7. 

8608020095 NRC tnfo Not CO 08 057. Poiont-al Loss of Solo Shutdown Fqu pntonl Duo 
to Prumaiu'o S4 con ComroHoU Roclilior Fa luro " Svc list one? 
n0SSl.CE D.v.sion of Cpomtonn 1 Events Assessment iftest 870411). 08/00/00. 
Conso uJotod Edison Co. cf Now Yo'k. Inc 122pp 46459.125 46159.246 

8000020102 NRC fnlo Noheo 08 050, Potential ProUoms W/ASEA B'own Dovori ITL* 
GIL Time Overcurronl nc’ay9 " SvC list oncl 

ROSSI.CE D.v.slon of Operatono' Events Assossmonl iPost 07041 1) 86/00/06 
Conso ijniod Ed son Co of Now York. Inc 120pp 46530 CO 1-46538 120. 

0008030112 NRC Into Noiico 08 059, "MSIV Guido Rail FoTuro 8l Walcdonl Um 3." 
Svc fisl oncl 

ROSSI.CE. Oivision of Oporolional Evonis Assossmonl (Post 070411) 88/00/09 
Consolidated Ed son Co of Now York, Inc. 121 pp 46467 01146467.13k 

0808040062 Suppl 1 tu NRC Info Notice 00*004, ’‘Inarfnquate Oual ticaiion & Doc u mon- 
te t. on ol Firo Do'rior PGnciraiicn Soais " Svc I si oncl 

ROSSI.CE Division of Operational Evonis Assessment (Post 670411) 0U/0B/Q9 
ConsoVJaicd Eli son Co of Now York, lac 12tpp 46558 205 46558 325 

8800050135 NRC Info Noiico 99 060, "Inadequate Dcsgn A InsiaTolion of Waiorlight 
Penoiralion Soo's.” Svc I si oncl 

ROSSI.CE Divison of Operational Evonis Assossmonl (Post 07O4U) 60/C6/11 
Consolidalerf Ed son Co ol Now York, Inc 123pp 46509 290 46570 060 

0806050248 NRC Inlo NoLco 86-061. "Conirol Room Habiiabi'ity * Roconi Rov.ews ol 
Oporaiing Exporionco." Svc I si oncl 

ROSSI.C E Divis-on of Operational Evonis Assessment (Posl 870411) 80/08/11. 
Consolidated Ed son Co of Now York. Inc 125pp. 46594 312 46595 076. 

0808050295 NRC info Nulico 88*062. "Roconi f indings ro Imptenncataiion of OA Pro 
rams bvSupp'iers of Transport Packages " Svc list oncl 

URNEiT.RF. Div, son of Safeguards A Transportation (Post 870413) 86/00/12 
Conso’idfliod Ed son Co of Now York. Inc I09pp 46581:155*46501:263. 

8608090264 NRC Info Nohce 08 063. "Hgh Radiation Hazards From Irrad-eiod In Co/Q 
Detectors A Cablos ” Svc l si encl. 

ROSSI.CE D.visiori of Cperatono r Evonis Assessment (Posl 8704 H). 88/08/15. 
Consolidated Edison Co Cr New York. Inc 1 10pp. 46569 065 40569:1 74 


28 DOCKETED ITEMS 


8809110206 NRC Ir'o Noice 89 064 * Rearing EVes n Nuclear Process S>s At Nude- 

nOSSl.C E C.vscn ol Op‘."ra‘icr.al E»e"'s AssessmeM (Post 87C411) 88/09/10 
Con^o' dated Ed sen Co of New Yo**. nc iC '.pp 46643 C0 1-46643 104 

8808120327 NRC *rfo Nolco 08 055. * Iradvedcnt D'an&'je** of Sport Fuel Poos Svc 

OOSSi C F CUsion cl Cperaiiaopl Fvpms Assessment i^si ftJOili) 89/00/10 
Conscl Jjled Ecl.so'* Co of New YcrK. IrC I23pp 46620 011 46628 133 

8808160392 NRC lr»*o Note© 60 056. “InJuSH al Radcg*aphy Irsp 8 Enlcrcomenl Svc 

CUNNING HAM. RE C.nS on of IrUuM-iat A ‘.'©deal Nuclear Solely 

08/00/2 2 Consoidatei E<: sen Co. ol Nr* Vo*k. Inc 90pp 46 *j28: 1 34- 466^8: ?2j. 

9808160414 NRG mla NcliCe 08 CO?. ' FWR Aumfary Feodw.vef Pump Tu- b r.o Over- 

ROSS' C F Division cl Cpeiano i.il Event* Assessmenl (Posi 0?C4ll) 88/00/22 
Cense (dated Edison Co c‘ New York. lr^ I23;»p 46643 1C5 46643<2/ 


H. General correspondence 


8608310062 Roquesls NRC aciion lo relievo unduo nsk posed by RWH lln.mi 
Ic nsiaPi'ity NRR should issuu O’dQf requiring all GL UWR licensees to sj.i 
NfIC withn l vr demonstrating compianco w/GDC 12 Related <nfo eric.' 
HIATT S L 0- .0 Ct/Gns Icr Responsible Energy 00/U//2? OJfiC© of Nud 
icr Roflulol on, Dreclo' (Posi 070111) iPpp *16727 025 4672/ 058 


I. Financial Information 


8006020270 NoWtGS ol receipt ol ir.vomos GC9U0.Gl035.Ci 1030 A <i103/ 
q.ianer.y ins*fti:ner,1 OI190B onnaalUfO . 

MR0C2KA.F J Ccrncchcut Yankee Atomic f’owor Co MHOC/KA.L J NmI 
clear Fnortjy Co (subs of Nortnuasl Ululua) MHOCZKA.F .) Northeast M 


46400 095 

P. Opor.iUng license stage documents & corrospondonco 


R. Periodic operating reports & related correspondence 

8807260135 Mo~t r l/ operating repl for Jj ’O 1998 for RE Gin~a Sla!cn W/8S051J i!r 
MCNAMARA. A E . SNOW. BA Roches'er Gas & Elect'.c Co‘P B8/C6/30 6pp 
46269 349 46289 36-1 

88Q8230354 Monthly operating repl lc» Ju‘ I960 lor RE G nna Plant. W/0fiOfH2 l!f. 
VCNAMARA.AE. VLCMEDY.RC Rcchosler Gas & ElCCinc Ccrp «9/0//.i1 6pp 
46025:353-46625 368 


S. Reportable occurrences. LERs & related correspondence 

8807260357 RO on C80716 eecli cal fan! caused f-w man b'ookors in subset on to 
tnp open resu! tng in loss ol appro* enn half ol iransrnss:on capa.. I ly o' 
subs’aticn Caused by Gxplod ng c icu t hrcaker.Ofts lo pc*e* rostered 
SPECTOH.SM Rpcnes'er Gas 8 ElcclrcCorp. 89/07/16 UcCumoni Cont'ol D'anch 
(Document Control Desk) ?pp. 46288 140 46288 141 

80OB23O4OQ LEG €8-C06'Q3on 8B07 l6.e'eclr C«' lauit m man electrical substaicn 
caused loss c? normal oMsitc pewor Caused by Mied bush rn on ii£> kV ol circu? 
treaters Bushing will to sent to vendor for deie-fr-mahan W/89C615 .ir 
OACKUS.WH. VECREUY.RC Rochester Gas & C’ocmc Ccrp 80/09/15 npp 
4f 619.316 46619 326 


DOCKET S0-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & lire prolectlon plana 

6807060520 Generic Lv 88 10 lo a'l power reactor 'icensees & ho'ders of Pd‘l 95 ap 
re p*4'c.i‘&so of GSA sporc/ed v?cu dy containers -Svc 1st cnc : 
iiraGL^aFJ As«ociaio Direclcr for Prci^c I s (Post 8704 i ij eo/07/nt Conso i.Jatou 
Edison Co of New Yo'k. Inc 31 pp 46399 299 46389 329. 

6806020014 FcnAards amonoed SALP Repis 50 245/86 99 & 50 336/06 90 for Ju-'o 
1006 • Doc 1997 

RUSSELL.W I Heg'on 1, O'c ol Ihe C '©Clor B8/07/ 15 CPEKA J.F No'll.onsi N„c!o- 
ar Eriorgy Co. (Subs, of N'crthoasi Ut'ii cs) 2pj) 4639U 050-46399 193 

*■8608020015 Amended SAlP Ropts 50 245/85 99 & 50-336/66-93 for Juno 1966 
Dec 1987 

» Region 1. Cfc Cf ti e D rector 60/02/25 14Dnp 46393 052 16303 199 

8808040284 Rev sad emc*gonr.y p'an irr piemen ling procec'u'os.ncrud ng Rov 1 lo F.PIP 
4E06-1. 'Emergency Operations Fachl/ Emergency C.OSul Goneralor CpCfdbiity 
Test ' & Rov 2 to EPIP 4701 6, ‘Noriheasr Uti s Urp'annod Rad oacl.vo " W/G0O72? 
Ur 

MRCC2KAEJ No'lheasl Nudear Energy Co (subs ol NcrUieasi Uhl ties) 
MHOCZKA.EJ Ncrtheasi Ut lilies 08/07/27 Document Conlro’ OranCh (Cocurroni 
Conlro’ Desk). 22pp 46430 277 46430 293 


0800110128 Nohl, cation ul Sgn.Ecani Licunsuo Mcolmj ilfl-Olin of' Aw Hi H 
Kir.(> of PruSSia.PA lo rJ.SCuss ulil mhaiivtfS for plnnls 
MCCARF..E C ncyiori 1. Ofc Of iho fjiru(4<;f tid/06/0/ lb ..Jim 1. Ole nl II- 
2p p 46505 350 4B5C5 359. 


0008110025 Nohlicavon ol 000700 fiig-i hennt LcMibtm Muulnuj lill ismii. 
Hog on I lo discuss uti! milialivuS for p’anl 

Mt.CAUt.E (* nog on 1. Ole ol l>.o D.rcctor Ru-gicn V Ole id W. 


8000020297 Inlcrms that utl changes to OA program lopinnl ropl rJn nut n-fnr 
menfs Of p'ovujsly nrpfOv^J program Chnr-gng i cnshJnriwJ .1: 
10CFR50 64. 

JOHNSTON.W V Hug on 1. (3fc ol in i Dime?©: U«/l)//10 MUOC^KA.f | 
Uli iho* Serv.co Co (subs of No'HmrtSl UMilios) ?pp 46!iH?ti | Ki-46;tPi;M:ii/ 


0000010395 Revised applcaiion Icr amends fo Limn:, us DPil fi 1,0PM 71 
NPF 49.cl*0ng ng Tecfi Specs number nf inombem A l-rrri as mu-iif oi 
review l:oa*d 

MROC2KA F J Connecticut YanVeo Aton ic l^wor Co MMOC/KA.I J Nu- 
clear Energy Co (subs of No'thcasl Uhl lies) MMOC/KA.F .1 Nrjrlhu-v.l ll 
07/21 UDCii'tion' Control Brandi (Documont Conlrr;! Dusk) 7p|i ■ 
46361 26G 


-8008020001 Propesod fucfi Specs r© number of im-mbms A hrm< »■. rnnn 
C'oar review bon'd 

’ Comicchcul Yankoo Afomc Power Co 00/07/21. tipp Afilhil ?6l-4fi t!>l 

0800020006 Fonvenfs "D.'ywe'l Ins.ilnl-en Sludv.” p'' f rmiuusl for ml II n>lr» 
applicpfon fer omond to (.icenso UIYT-21 por 000020 lu'con 
MROCZKA.EJ MorlhC-nsl NjcSoar lEncmy Co (sub:, ol No'Nh ,i'.l 

MHOCZKA.EJ Northnnsl IJN? os U0/O7/21 Ooi nmunl Control 

Control Dosk) 2pj) 40399 251-46599 207 


-B8Q002000B "UrywOH Insulat on Study." 

* Northeasi Nuclear Energy t;o {subs ol Norllionsl IJli' ties) llll/n/ 
46309 253 46399 20 / 


00 O0O4OO6O Summary of 8/0/0? mooting w/llcen»,<u* rr> Kpunt Iml 
plani Aoonda & V.uwgraphs erc 1 Licor‘ c .<ie sI'OjVJ doviHop a'lnmnl-vn plair 
nexi ri>uju!inrj oulago il NHC r.annoi muni 000901 ilmitJ‘m<i 
BDYlE.M l Pro.nct Rirocioralu 14. 00/O//2O SIOl/f,.M' Prop-d Min - 
23pp 4G422 1 1 4 -46422 136 

0008040201 Forwards onv.ron assossn onl & hr.Ung of no s gmficnnt 1 
applcahon lor amort) Arnerd would oMirnd licor»su exprnhon tUhi ifnm 
101000 Nohco of issuance also o-.cl 

GOYLti.M L PtOlOCl U.mclcmfe M Q8/07/27 M(lQG/KA.t : . J. Nor Hum 
Enurgy Co (S^bS Ol Northeast Utilities). 2pp 46433 205 40433 309 

-QQ08040203 Efivi'on assossmoni & Imdng ol no significnnl impac.i to mi1i J 
ten lo-' amend lo Liconso DPH-21 Arr.ond would oxloiid liconso uMpralun * 
* Olhco of Nuclear Roacier negtihho.n, U.routor (Pom u/0411) «ii«i 
46433 297 46433 305. 


8808028318 Forwards Resident Insp Hepl 50 245/88 11 cn 00O6O7-O710 S nohco ol 
vio!ai on. 

B E TT E NH A USE N.L Roy on 1. Ole ol the Droclur. 00/07/20. MROC2KA.E J Mcrtn- 
east Nuclear Frergy Co (subs Ol Northeast uni tes). 2pp. 46382:152-46382 167 


>0600040204 Noice Ol SSuarco of onv.ron assessment & (mdirii) r>l iwj 
impact r© prnposod amond to L-Censo DPR-21 Amend would oxtornl In- 
hon claio. 

BOYLC.ML Proiccl Di'CClOraiO 1-4. JI8/0//27 4pp 4G439 30b 4f:43;i 3U9 


-8808020334 Insp Repl 50 245/88- M o-i 080607-0718 No violations r-olcd Maio' 
areas nspecied frrev ous y idem hod iiems.plant operabens pb>s ca' security, achon ro 
selling from omorgcncy c-pcrabng p'ocedu'cs team insp & spurn fuel pool rorack 
MCCADE.F.C Region 1, Ole of Iho UreUo: 80/07/28. I3pp 46382.155-46382 167 

8806080204 Inio/ms NRC cf inter m cerrpensatofy measures lhai wi l bo laken wh la 
shutdown cool ng sys (SDC) tnoperab'e Posi rg lire walch in swilcl'.gear room provdos 
added assurance of ava lat;l.ly o’ corrpo reals reeded to ochovo co’d shutdown 
MROCZKA.EJ. Northeast NuCear Er.e'gy Co (subs, of Norihoast llii’illos) 
MROC2KA.E J. Nodheasl UhMus. 80/07/29 Document Control Orarch {Oocumenl 
Control Desk) 2pp 46463 018 4 646 3 019 


00O8O5OCO9 Rospcnds lo Generic Lir 80 01. ‘IGSCC in Austenite Sl.Ui 
P.png ” Ul I dovolcped cr.cl updalod IGSCC program for Incnty wlirh lu 
hnos Of NURCG-0313, Hov 2 

MF)OC2KA,EJ Noiihoasl Nue'nnr Enurgy Co (snbu of f.'od'.e.v, 
MrtOC^KA.E J. Nodheast Uhihus 38/U7/2/. Docurmmt Control Bram fi 
Control Dosk) 5pp. 46439 001 46439.165 

-08080500 f 1 Rov l to Change 1 lo “lnsorv:co Insp IGSCC Program fur M- 
1. Applicable to RCPB Weld Exam Soloction for 1009 ncJuoInn Ouiuun 
* Norlhoasl Utniios Service Co (subs ol NorihoaM UlilTius) 00 / 0 // 
46439.006- 4C4 39 165 


8809040247 Generic Hr 88-12 to al power reader licensees & applicants ro removal ol 
fro pro loci on reqj rpmenls ifom Tech Specs Svc list end 

VlRAGLlA.f .i Assooa'.e O-roclo* for Trcjcds (Post 870*111) £0/08/02 Ccnscldalcd 
Ed, son Co of New York. Ire 52pp 46463 291 46463 342 

8808120317 Rbv.sod corporate organization for nudear Incidonis procedures.'ncludmg 
Rov 14 to COM-1 01. "Preparation, Issuance S Control ol Procedures” & Rev 20 to 
"Corporate Organization for Nuclear Incidanis," W/800608 Hr. 

MROCZKA.E X Northeast Nuclear Energy Co (subs ol Noriheasi Ut-lt-es). 
MROCZKA.E J. Connect cut Yankee Aiom c Power Co WROCZKA.E J. Northeast Uhl- 
iles flB/00/Ce 228pp 46536.132*46530 359. 


8808180026 Sunmary of 800516 muol-f-.g w/uhl to discuss license© v.iljni 
posed mcruBSO it capecity ol 9punt fuel pool List ol alloniloos & honilbJin 
BOYlE.'Al. Propel OrotVCptaiO 1-4. 80/07/27 5TOLZ.J T ProitCl 
55pp. 46595 293 4G505 347. 

8808056294 Discusses dola-lod technical rov.ow & procetJuro walkthrough ro 
operating prcceduros.Ulil (t'ans lo implomuni ptoccdum based on Hov 
Owners Group guidelines. Verificat on & vakrlotion programs on.cl 
MROCZKA.E J. Northeast Nucloar Energy Co (subs of NorthiM* 
MROCZKA.E J Northeast Uhl.t os 88/07/20 Docurnonl Control Branch 
Control Desk). 12pp. 465C6 001 465C6 04D 


uuorvcinu jic.ro;> 




♦ 0808050297 Rr>v 0 lo Of^'arrg Procedure OP 262, Una 1 Vonf.C9l.cn Program " 

• Northcasl Nuc’ear Lf-orgy Co (Subs Of Northeast Utilil.OS) 80/05/16 20pj) 
46506013 4G5Q6 032 

♦♦0000180051 Rev 0 lo Operaimg Procedure CP 263. Un.l 1 Vahdaton Program " 

’ Northoasi Nuclear Energy Co (subo of Nonnaosi Unities) 66/05/ IB 20pp 
465C6U33-4650G 0-19 

6008110157 Responds lo 060/07 request for add mlo ro spunl fuel pool capacity ex- 
pars c o 

\7.n0CZfcAEJ. Northeast Nuclear Energy Co. (subs of Northeast Utl/ies) 
VHCCZKA 6 J Norrhoasi Ulutos 00/07/23 Document Conirol Branch (Document 
Conhcl Desk). tOpp 4b595 24 1 4G505 ?58. 

8800240160 Si.ggosrs mi Isiod msMul-ons may be aeio to servo as potuniicil focahons 
lor riow NRC LPBH reco'rts co oction for Scensinq & rugu'aiion of p’ant based on 
listed labors 

WHOCZKA.L J Norihi’dsl Nuclear Energy Co (suhs Of Northeast Ulilt.os) 
MROC7KA.E J Ncrmeasi Ulillius 88/00/04 UEESON.J Ollico <>1 Adir.iriiSlratiori & 
Hescu'cos Management. U rector (Post 070413) 3pp 46630 02 1 -46030 023 

8608250214 rO'wards nrrtco cf ccns dorai'Ori of issuance ol arnond to l icons© DPR-21 
A opportunity fer hearing ro 0RC624 rogues). revising Tech Slice Section 5 5 lo reflect 
max number cl spent Hiel lissorr.b'ics authorized in sponi tuol poo! 

BOYlF.Nl Projes.i Di.*cclo‘ato 14 86/08/11 MRCCiTKA E J. Northeast Nuclear 
Energy Co (Subs ol Nodb< asi Ulil.liOS) 2pp 46046 127 46640.134 

**8800250216 NoiiCO ul consideration Of issuance of amend to license DPH-21 8 cp 
po'tunty 'or Jit?ar.r g ro 080624 app'icalrOu Amend revises fech Spec Secnon 5 5 lo 
rof net ma* nurr-bor of spent fool assembles authorized in spent lu©: pod. 

STOI Z J u Pro.cci Uroctcraio I 4 6H/0R/ 11 Gpp 40648 129 46648 134 

6006160176 Forward? response lo rogues! for add .nlo ru 800624 amend apple aiio:i 
lor expansion of spool fvel pool storage capacity 

WHCC2KA.E J.. CFEKA.JK Northoasl Nuclear Energy Co (subs of Northeast Uhl- 
lies). MROC2r<A.E J NCrthcasi UMilius 011/08/12. Document Conirol Branch (Cccu 
rne.il Conirol Desk) 1Upp 46598 171 46588 169 

CO 00230283 Provdes NRC w/plans for mods ro degraded grid prelect on lor C'ass IF 
pOAC' svs Delays occcdOd as result of idoiilif caiion ol S'C|ni(:car>i ccncurrs d-.r.ng 
roviorv Requests NRC aiiliaiicn of roviow of design 

(AROC7KA.F. J.. SCARS.CF Northeast Nuoloar Energy O) (suhs of Northeast Ulili 
les) MRCCZKA.F J Northeast Ulillios 80/00/ 15 Document Control BmriCh (DoCu 
meni Co-.:'o: Desk) 8pp 46619 13MG&1U 138 

0008250076 Advises trial fdtiuss for duly program duvoloped & implomunurJ mot op 
plod lo I'Uiv.duuls uhla'orig nnoscOfled access at plants Program based on Industry 
guiievios 

F/flCCZKA.L J Corif.oc'Cot Yanheo Atomic Power Co MROC/KA.F J North-easi Nn 
Cleat F.ncigy Co. (subs Ol Neill tu a el Utilises) MROCZKA F. 3 Norttvoasl Uinlcs 89/ 
08/15 Document Control Branch {Document Control Brisk). 2pp 46649.317 
46649 316 

8806240381 Fo’wnrds Amend 19 lo license DPR. 2 1 A safely uvnlualon Amcrul 
chiinges exo ration rlatn fer facilty to 101006 

BOYl’F.Ml Pro;ect (Jrociorato f 4 88/06/ »8 VHOCZKA.l J No-thonsl Nuclear 
Energy Co (sulis of No'thoast IJhl tios) 2fip .46626 222 46626 229 

■ -6000240300 Amend 19 lo l iconso Df’R ?1 .Chnr.g ng oxprohon dnlo lo 101006 
STCl J T l>ro;ecl Dreclnrain 14 08/06/18 ?pp. 4C626 224 40620 225 

-B800240394 Saloly ova'unlion support r.g Amend 10 to License DPR 21 

* Oflr ti ol Nuclear Reactor Mur|ulot.o.n, DirOdOr (Posl 870411) 88/08/18 4pp 
46626 226 4GG2G 229 


Q Inspection reports, IE Bulfollns & corrospondonce 

0808240348 Not.licaiion ol U8042R SAIP Mgi Mooting 81! 055 w/ulil in WalorfOrtf.CT lo 
discuss SALP. 

MCCABF.E C. Ffeuion 1 Ofc of the Director 00/04/1 1 Reg on i, O'c ol ihn D.rccior 
2pp 46629 168 46629.109 

0805200295 NRC Info Nol'CO 06032. ’Prornpl nopo.-lmg to NRC of Sign'icanl Inc (fonts 
Invclviiin RarlihHCtive Mall ” Svc I Si oriel 

CUNNlNGHAbf.R E Div-s;ori of Indu&imil & Medcel Nuclear Sofoty (Post R/0729) 
80/05/25 Conso'.Ualcd Cdson Co of Nr<w York. Inc li'Opp 4G38Q.1 79 463f!D 290 

0607280231 Dscussr.'S 600700 mgl mooting in Region t Ofc ro corporato resosreo 
nltucaiions onu r.ooriuu sufiport & p(ant act.vitios 

UtTIENHAUSbN.l ncg-ori I. Ole ol !b.u DirocTOi 80/0//14. MROCZKA.U J North- 
0051 Nuclear Energy Co (subs of Northeast Uti’itos) MROCZKA.E J Connect-cut 
YanVeO Atomic Power Co 1 12pp 46325.240 4C325 359 

80080200 T4 Forwa-ds amonded SALP Ropls 50 245/06 09 & 50 336/06-99 for Juno 
11)66 * Dec 1907 

RUSSCIL.W I Reg cn 1. Ofc of tlio DifOClor 09/07/15 OPEKA.JK Norlheosl Nudo 
nr Energy Co (sulis. of Northeast UtiM oy) 2pp 46399 050 4G390 1U‘J. 

•♦6008020015 ArmonJod 9ALP RcplS 50 245/06 09 & 50 330/06-99 for Juno i960 
Doc 1987 

* Rcqinn 1. Ofc of Iho Droclor 88/02/25 140pp. 46399 05? -46399 199 

0607200162 Sufipl 1 *o NRC Info Notico 00 046, "Liconsoo Ropl of DofoUivo Rofur- 
lushed Circuit Groakers “ Svc 1st Gncl. 

FIOSSi.Cl: D vision ol Oucmt-onal Evonis Assessmuni (Post 670411) 80/07/21 
Conso'idatcfl Fi/ison Co of Now York. Inc I25pp 4G390 054-46388 178 

0807200246 NRC Ri.llulin 00 009. "Tumble Tubo Thmning in Wostngliouso Hoaclors ” 
Svc l St onci 

ROSSl.C.C Div.son ol Operational Fvonls AssGSSmonl (Post 070411) 80/07/26 
Conso'.dalod Ed son Co of Now York. Inc 123pp. 46340 070-4G348 192 

08072 \02 10 NRG Irtlo Nti’-cc 00-052. Faleto o( InUautonno Tandem gl Ftotchor Suit 
App'icalor erachyifiorapy Dovicos During Paiiont Treaimoni ” Svc l.st oncl 
CUNNINGHAM. fl.E Dwision of Industrial & Medical Nucfoar Saloly (Posl 070729) 
0(1/07/27. Conso'idatod Ediscn Co. o( Now York. lt‘C lOBpp 46397:029 46397. 13G 


0607220034 NRC Info Not-co 00 053, ’l iconst u Vclalions Of NRC Rogu'atronsYvh eti 
Lod to Mod ca 1 D.acnos' c Visadrr.m strahons ” Svc l.sl oncl 

CUNUlNGHAM.n L Dw.<:VOr\ el Imlu^lnal 6. Nvidoar S^oly (Post B /072Q) 

88/07/28 C0‘'scl tlalOd Ecl-son Co of Now Yo-k. Inc I06pp 4G396 263 -46397 023 

0007220192 NRC Info Notice 69 054. f ailure of Crcwl Urookor fo lowrg Inblal'atiCn 
of Amplocior Drool Trip Allachmonl ‘ Svc “isl Gncl 

ROSSl.C E 0-v.Hion of Oporahonal Events Assossment (F J ost 07Q11I) 08/07/20 
Consol.daiod be son Co of New Yo*k. Ir.c 12lpp 4641 7 020 4641 7 140 

8806020318 forwards R OS do.m insp Rept 50 245/00-11 on F>6DbOM)7lO & nonce ol 
vielalicn 

DEI TENHAUStN.L Reg on 1. Ofc ollho DimctO' U8/O7/20 MRCCZKA t J North 
oasi Nuc'oar Ecorgy Co (subs of Northoast UImIigs). 2pp 46382 152 46302.167. 

■ 8600020326 No’-co o< vioMtion from rsp cn U0C42G-Of;Ofi 
’ Rog-on l. OICOI Ire D meter. 80/0//28 1(> 46302:154 46362 1 54 

-8008020334 Insp Rcpi SO-245/QO-11 on 800607-0710. No v.ukilons nolorf Major 
areas mspeciOil p'oviou'-ly 'dentif.od ilems.plani cpornlicns pnys Cft‘ 50Ct.nl/ action ro 
suiting from emergency cpurjting prcco<Ju'os team risp & Epont fuel pool rorock 
MCCAbL.EC Region 1, Ole ol iho Director 00/07/28 I3pp 40302.155-40282 16/ 

BB08090036 Forwards 'ist ng of containm.ont .so‘aln ‘1 valves lo clarily iso'aiion boumf 
ones A oddross concerns noled in Insp Repts 50 245/87-09 & 50-245/01) 0? Aliena 
t-vo bases fgr dovialions include closed lacp Sys A n/tons on cf co‘‘ f al'rfno-il 
MRCCZKA.E J Northeast Nuclear Energy Co (suhs cf Northeast UhiliGuj 
MROCZKA.FJ Norihuast UUUius 08/07/29 Dcciimont Conirol Dranct) (Cccumeni 
Curirol Desk). I2pp 4647 7 013 46477.024 

0BO72OO0 19 NRC Info NoiiCO 80 055. "Poionha' I’robloms Caused by S ng!o Fa Lire ol 
ESF Swing Bus Svc 1st Gr*cl 

ROSSl.C F (lesion of Onoratorial Events Assessment (F^si 870411) 00/08/03 
CfUod Ed son Ct> rtl Uo/r YoiV, Inc \21pp 46437. 1 2 V4F,4 37:241 

8800030269 Suppl 2 to NRC U./lloim 89 605. No r CCnfOrri.ing Mats Si.pp’iud by Pfii. u 
Supplilrs.tnc al FclSom.N.1 S W'GSl Jersey Mfg Co at VV II ornslowri.NJ " Svc Isl uni.l 
RObSl.C E n.v.son of Opural-cnal Evonis Assessment (Rost 67041 1) 8f3/O0/83 
Conso'irfaioif td sen Co of Now York Inc 149pp 4G539 1R1 46536 269 

8607290006 Supp' ? io NRC Oulloim 88 000, "Thermal Stresses in n«p.ni| Ccrmec'od lo 
nCS ' Svc 'is' nncl 

ROSSl.C E Uivisori ol Cpo.'nticnol Evenls Asscssmunl (f'osi 670111) 00/08/04 
Onso irtatad Edison (^o of Now York. Inc I2lpp 46504 001 46504:131 

6607290111 NRC Inin Noi<co UfJ 050. ' Potoniia 1 fVobloms W/Snconu Foom Fao Garner 
Porotralipn Soo's " Svc lisl oriel 

ROSSl.C E Diwscn ol Cpe/oiiandi Evonis Assessment (Rost 8/0411) fi0/O , !/O4 
Conselldotod Cd.son Co of Now York. Inc I23pp 465G9 1 75<460G9-297 

80QB 160237 Ack recopl of Invoicos 1C07D. 1OICG.1027G A 1032B for costs .ncurrod 
(furing neg-on I msps foe wil fio wi<c transferred on 660005 in piyrnent of invoices 
MROC7KA F J Connect cul Yankru Atomic Power Co MROCZKA.E J. Norlhonst Nu- 
c'oar Energy Co (stbs. of Ncrfhoost Uliltios). MRCCZKA.I- J No’lhuasl Utilihns. 69/ 
0(!/0-V Documont Cerdrol Hrancli {Documenl Ccnircl Desk) 9pp 46554:303- 
46554 31 1 

8808020095 NRC Inlo N'ot-Co 00 057 "Polo filin' LOSS ef Sale ShuUfown Lguipmont Pud 
10 Pfemuluru Si'icun ConlrolloU RocM cr f : u:!ure ’ Svc l.si unci 
ROSSl.C h Oivis cn ol Onernl'urial Evonis Assessmonl (Posl 6704 11). G0/O9/CH. 
Corv.olidatOiJ Edison Co el Now York Inc. 122pp 4C4 5U. 125 46-159 ?4C. 

0006020102 NRC Info Nolico 00 050, ‘ Poionlid I PioWnrrs W/ASLA Drown Bovon HE- 
511 Tirno Overcurrcnl Relays." Svc !isl oriel. 

ROSSl.C E O.viEtOfi ol Opetalionai Evoms Assossmunl (Posl 870411) &9/0ii/0b 
Consol daiod Ltl son Co of New York, Inc I20pp 4 G530 09 1 46539 120 

80OBO30 1 12 NRC Info Not CO 80 059. "MSlV GuJo Roil Fa luro al Waterford lir.il 3/* 
Svc fisi cf'ci 

FtOSSl.CE O-v.son of Operatnr'01 Evonis Assossmoni (Post 6704 11) 00/CB/OO 
Conso'idatcd Ed sun Co of Now York, Inc 12lpp 4G467.0I 1 -4040? 131 

6800040062 Supp: 1 io NRC Inlo Nolico 09 004. "iriruJuqjale Gunlficnicn A Dorurnen* 
tation ol Fuu t3rtrr.< r P<>nolralion Seals " Svc I si end. 

ROSSl.C E Division of OpornHonal Evonis Assessment (Pest 6704 u) 00/06/09. 
Ccnsol dated Edison Co of Now York. Inc l2lpp 46550.205 4655H 325 

8800050135 NRC info Nolico 8B OGO. "inarJequolu Design & Inslailalion ol Waiert-g'il 
Ponolmtion Seals ” Svc l.st oncl 

ROSSVCE U-vis‘o'1 of Oporaiiona' Events Assossmom (Post 6704 11). UO/ 06/11. 
Consolidalod Edson Co of Now York, Inc 123pp 40669 290 40570 G60 

0000050240 NRC Info Nolico 06 CGl ’ Ccnlrol Room I Uibilabdity ■ Recent fluv:Owf« Ol 
Operating Expo no; ico " Svc list oncl. 

nOSSl.C.C. P-v.son of Oporafonal Events Assossrnonl (Post 070411) 88/00/11. 
Consolidated Ld sen (‘o. Of Now Ycrk, Inc 125pp. 40594 31 2-46595 0?G 

Q806050295 RHC into Nolico B0OG2. "RutmM r.adngs to InvplomCrtlai cn ol OA Pro- 
grams by SdppTors of Trans|icrl Pac’>«agos ” Svc l st ercl 

BIJRNEI T.nr D.vs:cn of Safoguarrir, & Tronspcrim on (Post 0/0413) 89/09/12. 
Consol dated Edison Co of Now York, Inc lG9(ip 46581 155 46501 2B3. 

6006090264 NRC Inlo Noi.co 00 GG3, “High Rnd'afion Hazards From lirndalud In Coro 
Deluclors & Cab:os." Svc l.st oncl. 

ROSSl.C L : . U.vision of Oporaiionol Evonis Assossmer.i (Post 070411) 80/08/15. 
Consoi.daiGd Edison Co of New York, Inc 1 lOpp 4F>5G9 065 46509 174 

6808110206 NRC Info Nokco 86 064. "Roport ng Fires :n Nccloar Process Sys at Nucle- 
ar f^wef Planfs ” Svc lisl oncl 

HOSSf.C.E U-v-sion of Oporauonai Evonis Assossmeni (Posl 0704 n) 00/08/18 
Conso'idaicd Edison Co of Now York. Inc I04pp 46043 001 46043 104 

8808120327 NRC Inlo Nolico 88-065, “Inadvorlonl Drainages of Spent Fuel Pools '* Svc 
list oncl. 

ROSSl.C E D-vislon ol Opuraiionaf Events Assossmeni (Posl 870411) 80/08/18. 
Consolidated EdsonCo. of Now York. Inc 123pp 46028 01 1-46G26 133 
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9806160392 NHC in!u Nobcs 8ft 066. •'iduilra* Radcg-aphy Insp & Cr.lorceroeni ” Svc 
l si one 1 

CUN', NoHAM.n F C/iSCP ol Industrial 6 Vcd»ca> N-JCteiV Satety \Post tt7071>9* 
8B/C8 122 Ccnsoi dalcd Cd son Co c?NewYc*k. '-c 90pp 46628 124-46628 223 

8800160414 MfiC »* *o Nol'CG 60 06?. * FWR Auxi mry Feedwater Punp Tu'biro Over- 
speed TfioFa ’u/e." Svc I s>i end 

ROS^l C r Division cf Operaiona* Evans Assossm.eni (Pc$l 07041 1) 68/08/22 
Consol daie-i Ed ten Co. c f Now Yo4 . Inc >23pp 46643 105 46643 22/ 


R. Periodic operating reporls & related correspondence 

8808170204 Month y c Derating reel 'o' Jjl 1998 for Ml stone Unt 1 W/6RC01O Itr 
Ur.V/eURGH.O , SCACF. S F Noittio&y. flu:*ear fcnstcy Co ol Northeast UU'i* 

les) SCACESE Nomeail U!il lies 83/0//31 5pp 4b566 137-46566 141 


V- Operator Examinations 

8608020014 Forwards aTOAtted SALP Rtpts 50*245^6-93 & 50 036/06 03 lo* June 
>966 • Dec 1997 

RUSSELI .W.T Pcgon I. O'c of mo Credcr. 68/07/15 OPEKAJ.F Northeast NuCe 
ar Er.e-gyCo hjbs o' Northeast Ul.ll-csf 2pp. 46399 05C 46393 199 

-8808020015 Anwrdod SAlP Rr-pls 50 245/86 99 & 50 336/06 99 ler June 1906 
Dec 1987 

’ Reg on 1. G'c cf Ihe D.-ecio' 80/02/25 I48pp 46393 C 52 46393.199 


DOCKET 60*247 INDIAN POINT STATION, UNIT 2 


F. Security, medical, emergency & lire protection plans 

6 80 8 24 0309 Not JitJtion cf 830428 Li-crsoo Requested Meoling 86 056 n Region I to 
cpsclks security programs 

SWF TLA NOP D. Reg on 1. Cfc ol ’he Di'O'for 88/04/ >3 rtogori 1. O'c ol ihe Crcc 
lei. Vpp 46626 220*46626 221 

8807060520 Gereno Lt' 08 10 to a'l power re«c*or ico.-secs & ho ders of Purl 95 0 p 
D'ovals re curchgso of GSA approved socu'ily r.O''*anC‘S Svc 1st end 
MlR AG l.l A. F J Assoc-a’e U redo.* ler Prejocta l f, o3i 87041 1 ) 88/07/01. Consol dated 
Ed son Co ol Wow Ycrk. ‘no 31pp 46288 299 46368.329 

0808950240 f oiwaids pjr.hc v-crs' 0 -n o' Apps A & (J lo eme*gcncy |>.*oced*.rus 
Occur eni W/08C6O1 release menu 

BRAMS.0 CCteSCl dated Edison Co ol New Yc*k ire UB/07/13 NHC No Detailed 
Al‘ hahon G»en 2pp 4644 5.1/9 46446:158 

-6808050337 Pubic verson of Apps A JB'o omcgcncy procodutes dotteinnni lor 
Un is > & 2 

' Consolidated Edison Co o 1 New York Vic 89/06/30 iSpu 40445102 40445 198 

8808040003 Forwa'ds aod i r '0 ro errcrgorcy eperatens 'aclty expansion Draw ng o 1 
ovpgriJed fl'ea.rt scussicn cl tow area to be used * substantiation ol stale muni that 
space would r.o: bo used lor doso assessment corn men cal*cn end 
BFIAM.SO Ccnuol djied Edison Co o' Nca Yc'V Inc 80/O7/2B Dccirrenl Co*"'!/' 
Branch (Ooc^nicni Ccr'.rol Desk) 9pp 46420 ??7-464j(; 2J6 

8808150153 Ko'wa'ds s urrmS 'y o< B90529 meeting r o enuong i co*isco ac* viiios cn In 
ness for duty <FfD| & secer'y pograrrs t/oetiry hupfu n urdersiandi'’«i e<tr>nt ol 
al'ened Ff D LfoTrloms & Slops taken lo nvtsl galo & rosolvo a legations 
VVCFsZKIGEh E C Reg on V 011 o', ne Dioclor 60/06/01 URAM.S CcvvsaYlatud 
Edison Co cf New York. Ire. ip 16542.02J 46542 032 

-8008150158 Summary ol 88902U mealing w/oli in King cl Prussia PA f<J f.iross lor 
duly & security prcg*ains 

DUDlCY.NF.. SWETLANDPO Region 1. Clc ol Ihu D.*octO: 8G/07/29 Hcg.o"i I. 
Ole ot U^a O,n?c*or 2c p 46542 031-46542 032 

8608040247 Go-one Ur 8B12 to a I power reaciDr icunsoos S applicants re removal o' 
fee protociion re<jti:en*enl$ from Tech Specs Svc “ist oncl 

MIRAGLIA F J. Assoc a’o DrectOf for Prc.ocis (Posi 87041 1 ) 06/08/02. ConsoidatOd 
Lc'ison Co cl Now Ycrk. Inc 82pp 46463 2d 1 46463 3-12 

8808170200 Grafts uti- 680804 & 05 requusis fo' temporary wa.vcr of ccmp'ipnco w/ 
Tech Spec 5 2C, ‘ Coniann enl S/s” Waiver prov ded to perm l uh lo cperaio al op 
10 1C0°; raied Itierma' power w/svc water temp 'ess than or eqjal lo 67 F 
RDoEfl.BA Assistar-* D/ocior ter Heg.cn I Roarlcrs 88/08/05 DHAM.SB Consoli- 
date:! Ed sen Co ot New Ycrk. Inc Jpp 46562 249-46562 251 


l. Financial information 

88081 19006 f erwards 800/18 p;cjec* on tor perod 600501 090731. dcrrcnsiru: rig lhai 
uui vyi'i have suihc ent cash i'cw S/or cash reserves avai'aNo ih'Odghoui period lo 
pay reslrospccinre prom i.rr> 

BHAM.S.D Corsc'idated Ld.son Co. of New York. Inc 88/C8/01 t^ocur.ont Cunlicl 
Branch (Document Ccrtro 1 Desk}. ?pp 46599 042 46599 043. 

8008220162 In'orms lhal I nanci«‘ m*o sub ritled in 600801 Mr satis' us roqj renxnis cf 
Section 14021 of 10C-R140 Rulo reqjrcs l’*ai each Iconsco ma nla n app oved 
gjarantce of payrrenl cf doferred prom jms 'or each operating reactor 
NASH.Da Po :cy DovSlcpmum ^ Technca* Support Branch (Post 876411) 08/00/ 
17 ERAM.SB. Conso: dated Ed sen Co. of New York. Inc lp 465C5 0/9 46605 078 


P. Operating license stage documents & correspondence 

8808110306 Nolficalon of fiP.0523 Sigahcanl L< ceased Moctng 86 005 In King of 
Prussia. PA to discuss qua .'icahcn of cables & sp icos let submerged conditions.. 
SWEUAND.P Reg on i. O'c of the Crocicr 86/06/ 17 Reg on l. Of</ of the Director 
2pp 46499 355-46499 356. 


8806030049 Discusses 8QC623 meetrg w/NHC ro siatus of safely- rotated enh u lt>i.ii ,f -‘J 
,n Manhole 21 Listed mods w,l> ho impSenionled Uv end of >009 rulm-v.j 
outago Ucjders f ands t^at a l -ssuus to cables & spl cos within manhclo to ln> resets d 
BRAM.SB Consol dated Lx'iscn Co. of Now York, Inc 00/07/20. UccuYu il Cc ibot 
Branch (DoCumG.m Control Dusk) 2pp 404 12.053 464 >2.054 

8808030055 'nferms teal util response lo Gononc Ur 83 20. Item 2 2 l aCci>pl.it:M s il V 
ovaLaiio-n & EGG NTA 7373. "Ccnfcrmanco lb Gononc Itr 83 ?n.4urr 22 11 ,,i. : 
mom Class hcanon ter nil Oihor Safely Ruteled Compononia Indian IVuu ?/' unci 
SlOSSONM M Pro.eci Di'cclomlo f*1 80/07/26. DRAM S D (;ornrifmv«. 1 i|in I 
Co 2pp 4642/ 260 46427 293 

*•0006030063 SEH ro Gononc Ur fl'J 28.1 lo'n 2 2 1. "Eqjpmonl Ciass'cnlion fYii.ji.iins 
lor al Safety- Related Components ” l. conseo program uddrossos concrms n* . c|n,i 
ment & corTipononi classificatron /4 Bcco()lnblo 

* NHC « No Delated Arf.haf on Givori 80/07/20 0p() 4G427 2/0 4642/ 293 

880B050303 Forwa'ds Amends 40 A 134 10 LiconsoH DI’H-5 A DPR 2tc ru r :|M>;;|l^. ‘y A 
saloiy ovafuaiion Amends rovisc Tech Speus 10 delolo fuji-res 3 1 A .1 2 ‘‘o.ii I In | 1 A 
Figures 6 2 i & G 2 2 from Ur»l 2 lech Spocsjier Gtriiunc Llr 00 0G 
LANGFORD.D PfC|OCt D.roclorato I- 1 00/CO/O1 BRAM.S R Ccnscl d«>l« 1 1 il , » » l •• 

01 Now Yo*k. Inc 2pp 46448 13b 46440 152 

- 8808050307 Amends 40 & 134 lo Ucorn.es DPR-fi A DPR 2C,rosr:oc*.vr I/, m\, J 
Toch Spots to doloio F q^ros 3 18 32 item Urnl 1 & Fiquros (> 2 1 8 fi22rr.i *» ? a . * 1 

2 Tech Spues rospeciivo!y. po' Generic Llr 00 00. 

CAPPA.R A Prcjecl Cireclcrfllo I l 80/00/01 I2pp 4644U I3U 40MU U!J 

--8Q08050306 SalOty 0/aluaHOh sirpporlinji Amends 40 & 134 lo Lkwm i l)l»l *i A 
DPR 26.rospec* vu y 

* Ofhc.o of NuclO'if RoficlOr Rogutabcn Di'OClur (Posi 070411) HH/flM/iM i p 
4C4 48 150 46*>40 152 

0806150140 Forwards supplemonial apj)‘icai*on tor nmor.d U> license DWl ;-ti r, , ■* | 
rrax svc water sys make temp lo 87 F 

URAM.S B. CcteSOidaled Ed son Co ol New Yoik, Ir e 80/00/05 Douiin* i>1 t i n* ■ -r 
Branch (Document Ccniro: (Desk) 2pp. 46542 145 4(»54? 163 

-8800150144 Supp’Girouia 1 applca'on tO' «jm.:t:d to L ennsu DPR 26, ruv«‘i:ij ru.i, * 
water lomp to rnuw upturn oh at max to.np ol 07 V 

ORAM.SB CusSGldnted Edison Co cf Now York. Inc 00/011/06 1/f.p 41.'. 4/ 14/ 
46542 163 

880817028B GranlS ufl 0UO0O4 & 05 fCi|uu"4S tor lomfi:>riiry waver ol ic.m, in- ■ **> 
Tech Sfjoc 5 2Ci “Cor'iniimur.1 Sys ” Waiver p/ov:clii:f to porml ulil In .n «.|» 

to 100° a rn^od ihormat powni w/svc walu temp loss >han c.i nmwi to IW > 

GOGLR.B A. ASS Sianl DrecJf'f lo f Region l Ronciors 0U/O0/O5 lif lAM.fi :i i .u,- 
dated Ed.sen Co of Now York. Inc 3p;> 40562 240 46502 251 

BflO0 170239 C'a'-'us stcum gcrxmloi Inaknqu tr.mpo».ny i ,*.» 

gnhanccniants Al’owi for pLint mgl lo /rifucv unit load to 50‘ .» ij* liv.’, v.ill m .• 1 •• 
r-urnd'y-lo-secctKlaiy eakcvgc two.ee lud lo oe.wal i*.» uxccud O 2 will i" V t ■» 
13RAM.SU Cionscl dAlurJ Lrfison fio of Nnw York. Inr flU/iiH/OH IJoi.ij’i •»il i * i 
Branch (Cacumcnt Co r 1rol Desk). 2pf>. 465/1 133 406/ l.l 34 

6000170202 Noiiite.aiion ol flflOftlB ineohnii w/nii* In flockv Hr*, Mil to <lv uv, * • • 

subcooJng margin men for 

.AUGFGHO.O Prcteci OreJoraio 11 00/00/00 CAPRA M A I it 

3pp. 46664 321 46564 323. 

8606190309 Grants mod to 000006 waiver lo po'fmt phml In npr.riiln nl up l i I* 
power w /water lomp less th.n cr equal to 03 F 

BOr.nri.U A. Asssta'd Director lor n«,gon I Reactors 110/00/12 HRAMMI { 
dated L<Jso:i Co. cf New York, fnc. :i(:{> 466H0 120 11)630 131 

0008190235 Foiwards request for nd;JI mfo ro f)rcf>osr!:l umerijoticy .imh ml , 

max Svc water lump 'ml Iro'n 06 F lo Of) F 

MCNclL.S A. Pro, ext DrocicrnltJ I I 00/00/16 RltAM.li R Convrhfntro I >1 ■►•m ■ ► 
of Now Yo*k, If c. 3m 46596. 105-4G5<)6 107 


O Inspocbon reports, IE OulloUns & correspondenco 

8805200295 NRC ’nlo NoiiCO 00 012. 'Prompt Ropo/tirnj io NflCf at Slq ill ant li . i‘> ^ 

fnvoiving Ra<J eanhvo Mat' " Svc fist occl 

CUNNlNGHAU.R E C.-ns on ol ituiusloal & Mcd.oil tlwcteiw Sately <>\.M ■* 

86/05/26 Consoidated Edison Co of New York, fnc >20f)p 40300 i /'» -IF d n . > 

8006150327 Noiikcat cn ol 803616 Licensee Mooting bH 07/ w/n !► al Rr-| »■ J *>*. * > 
conduct orilorcerrent conferenco ru equ.prnonl envron q.ial licnt:<m :s**urs 
SWETlAND T Rog on 1. Ole of tee C rooter 00/06/0? Region 1. Olr ot llr I *•> ' 

2pp 16542 084 40542 085 

8808010400 f Wlial response lo FCIA reqjcsl io: d:>curi:t’nl*,l uiw.mK A ( , * 
documents App J S I avnlah'o in PUR App Jl docun.nnts piirtiaCy wilf'hi-M |r«-l l : * A 
Lxernphon 5) 

GniMSLfiY.DM NRG • No Delated Affil.alion Given 00/O7/1 1. Puldc l !/< i ■ 
cal Mass Energy Propel /pp 46327 246 4G327 269 

-8802160090 Forwards SALP mpul for punotl ol 06080 1*000 131, NR It Mm I 

censing aci.vihos cccurrrsg over SAl.P pcriGd.dof.l led review of lieo'.smj .itl v.r. . * 
supposing daia W/o enci 

BOGER.DA Pro.ocl D.roclorato 1*2 B8/02/I2 KANE.W F Prorecl D n clur,i:c > i 
46327 334 40327 334 


8806010317 Ark reccpt of 8Q0G07 Itr mlormmy NRC ot stejis token lo com rl J 
no!o;1 insp Repi 59 247/00 07. Proposed acuons acctrptohlo 
GALLO.RM Region 1. Ole of if ‘u Cireciof 88/07/15 HRAM.S Coii'-ohM'i'I i f 
Co of Now York fnc ?pp 46370 206 46370 210 

8807270089 Rospcnds lo NflC Qu iet n 08 094. ‘ PotGni.nl Safety Routed hinji 1 1 
Evaluahon pruso/Tud eneomposst.s mujor safoiy* related centrifugal pump-, ,U f i , 
BRAM.S B Consoldaied Edison Co of Now York, Inc 00/07/10 (Jorum- nl C’.» i>* • 
Branch (Docume/'l Control Desk) Cpp 46316 150 46310 155 
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88G72QQ162 Supf.1 1 to NRC 'nfo Notice 08 0 46. Licensee Ropt of Rnfociivo Reiuf 
b shed C rcu * Breakers ' SvC *.*>1 end 

nOSSl.C L Divis on cf Cperaiional Events Assessment (Post 8704 11) 88/07/21 
Conso‘“dated Edison Co d York. lr.c i25pp 461(38 054 40J88 1/8 

6806020025 Forwards integrated P$r , o*rnanco Assessment loam Ir.sp Rcpi 10 24 7/88 
20 cn 089620 0/01 F ridings in-JeafG mat roi-arce on odcomo of ljr»y term imtai'/es 
impairs effeci.venoss in mg'empnliny irnrrurjiaie Cf mlonm conrpensa*orY measures 
KANE Wf Reg On 1, Ofc Ol Itc* DrcClor 86/07/21 RRAM S Ccrso idated Edsgn 
Co of Now York, Inc 3(-P 463/5 1J1 40176 193 

• 8008020020 lr-sp Hepl 50 24 7/88-20 On 800620 0/01 No volalmns ro*cn Ma|cr 
aruas inspected plant ope'ai'Cr.s ira rn engineer ng support activilios.ruoloar ira nng 
proijrara/siaflmg, rad'o’ogcai controls & CO'rcthvo achsn procnss A prcgrn*r 
KELLY.E M Rrynn 1. Ofc ol Iho D rector 80/07/2* 60pp 46375 134 461/ 5 103 

8808040340 Responds to NRC He'lc*"! 80 606 re Model SPEC 2 I radiographic 
devices Utl is nol f jnc; Itonsoe ault.gnzed 10 frlg.ursinujle or operalo ladcijraglnc 
exposure devoes Ut ‘ enists svcs ol Conso 'dated NDF. lo ptc/ido subj svcs 
BRAN 1 SB Consolidated Edison Co of Ng* Yprk, :nc 89/07/22 CoCu*roni Co.'lfcl 
Brarcn (Dccumcc‘1 Conirol Desk) Ip 46 :?6 392 4C426 30? 

0QOQO5O133 Forwards Insp Ropl 5C ?4//99 24 or* 083621 0/00 Concerns no led ro i»r. 
p erl nmd^ecialj'o srglo 4 al.;n? mo Jo Ahpca'fd lo have Oeen .nsm.gd '■* MS V adit; 
alien syS C'C^it dunr.y med hi 190? EnkroGmont tcnlo.er-co schedyed for 0C0604 
KANbWF Reg on 1. Cfc 'Jftt ‘0 Occ'or 0Q/O7/22 DRAM.S Ccns'sl il-lled Fumon 
Co. ol Cow York inc ?PP 4G446 231 46445 ?47 

*8808050151 Insp Repl 69 247/88 24 on 80O62J U7C0 Prob'oms ronvi Major areas 
m spec led circumstances A Uo.nsoo response lo autcmahc opening ol *ujt MSIVs 
du'ng survoi lanco lost ng on 830023 

SWbUANO.P Region I. Ole of iho Ofoelor 88/07/21 I6pp 4C445 23:1 46446 ?47 

0006040308 Responds lo NRC 830624 IP ro wijlapons rolcd n ‘risp Mepl 60 ?4//69 
igconetlivo ocicnsandil procoss.in addition lo spoolw: ar.'oi'S lakon v» .1 leaner 
assure compl.nnco in fulum 

HRAM.S B ConsoVJaicn Edison Co ol New York. Inc 88/07/20 Docu'*onl Conire* 
Branch (OofjtT.ont Conliol Ui-sV) SOf.p 4643 1 234 4643; 243 

8807200246 NHC Umol-n 08 009. rnmblo Totru Tlimririg >n West nipjusu Meaclors ‘ 
Svc list one 1 

NOSSl.C E Oiv.scn of Qp-j'atO'Ml Events Assr.ssmn.d (Rest U/0411). 63/07/26 
Ccnsci-daied Fd son Co of New yo*. me t?1pp 46340 070 46348.102 

Q80803Q232 Fcrwards Insu Mopt CO 24/rCR ?1 on 390031 070a No vo'muns nriinri Ack 
receipt of response io violihons issued n Irrsp Repio 50 24 7/87-17. 60 247/8U 01 A 
50 247/89 03 

WEN2-NGLM.E C Rr.-gcn ; Ole ol iho Director u8/d7/26 Uf^AM.S Corsoldnled 
Fd sonCo Of Now York Ir e 2pp 46403 *90 46401 109 

-8600030235 Insp Mopi 5C 247/08 21 cn 8')053l 0/04 No violtd ons noted M.iirr 
a*e«s i.'ispcdcJaci cn on pruvo.is f.nrj rgs.rna nl, operations Suivc liinon.ruv.ow of 
pcnodiC & special ropls A Terrpo'ary InsPuclons 2615/93 & 2515/1*4. 

SWb llAND.f’ Rogon 1. C'z of tl«o D-rocio' 8U/0//2? 8pp 46401 <92-46403 19U 

0808040143 Responds lo NMC Uu elm 87 U02,Su|;p's 1 A 2 io lasltjnnr Irish r to deier- 
mno cenferrnanco w/npJYicablo mfil* specs List ng ol suppl <••■** A rnUjs ol sn'dy rnht 
en A rorisalet/ ful filed *aslunurs lu lat lily encl 

DPI. f J £RCl0.J C'jnso'. Jaied Fd f on Co ol New YO'h, ir*e 08/0 //26 Document Con 
I'd Unv c'i fDomn.om Conlioi CosV) ;3)ip 4U2? 020 4642 2 040 

0006 1 G0456 NcMiCol on ol Srjnr.ranl l-cenym Mr:oir‘g 89 116 w/uli m K n;j of 
Pzussia.RA Id' unfotcon cnl conferenco ro MSIV control ( rruil des ijn rJuli icrx es 
SWF.TLANDP Rcfj rjn 1 OU. ol the Dat-r.lor. 00/0 7/2o Region 1. Ofc ol llu? Dm.-Jo,* 
2p ( > 4t,5G0 207 466U0 203 

8607210218 NPC Into Noli:o 89-06? "F.i.L.'e at .mraetefini: Tan lem nl Fiouiher S‘.>a 
Apphcalcr Bmclwlhorofry Do/icos (a rung f’alicni Troaln enl " Svc list unci 
CUN NlNGMAM.fi E DiwS-gn of Indnsir.nl A Mod nil Nucloa' Safely f^ost H/0729) 
00/07/2/ Consol dated Fdssn Co nl Now York. >nc ;08np 4O3 i )/;9?9*4f.307 oo 

0807220034 NRC Info NOKc 08 051. "Licenseu Viglnir;,' s o 1 NRC Rogu aiicrs V/l iCli 
Lod to Modra Ciarjnosic M saum msiralio.ns ” Svc ‘iSl one’. 

C JNNINCiHAM.R F Utfisor' of IrU.istnnl S K'd'iud NjClear Saloly (f’esi 8/0/29) 
Rm/ 07/28 Coeso' daierf Emson Co of New York, In- tCbpp 46190 261 *4 639/ 028 

8807220192 NIK; *nfo Not-co 88 C54 ‘ f aloro ol Ciruat Uroakur Fotlow''y lr ,r .lallnt on 
o? Amp IOC to: Orcsl Trip AiidChrri.nl ‘ Svc Isl unci 

ROSSl.C F D.vison o< Cperalnnal Lvt;nis Assessnu-nt |Posi 0/U41M 3fJ/07/2U 
Consol dllGd Ldison (.o ol Now York, Ire 12lp(> 464 I 7 020 -164 17 14(» 

0008090087 F cr words WCAP- 1 1810. Fracture Sonsil*v«ty Sludy ol Gnlt^ V»o<r) t> Re?- 
pared Conkgumtiori A Ro v 1 lv “//CAP 1 1811, "Qiarpy Toafjhnuss A Brailo Tranti 
l*o*i To.'rp Cha'acion/aiiOn ol HA2 Mijti Ha'dnuss 7ono . per nscrv.ce rv.p 
liRAM.SB Ccnso'i Jalorl Fdscn Co of New Yo*k. Ire 98/07/29 Do*:nmonl Conlrcl 
tjzaricli (Doc.imcni Conlroi Des-r) Ip 46470 151-46477 012 

8808090090 Fzncluro Sersiiivly Study ol Girih Weld 6 Roj\ir<oil Co'if cji ration.lnumn 
\>qh\ Uril 2 " 

RAMFORD.WM. IEF.YS West rghouso Electee Corp WCAN-lldSO 89/05/31 
24pp 46476 151-46476 173 

-8608090091 Ruv I lo Cliarp/ TcugMoss & Untile lra'isron Ternp Cndt<icicr.?rtl on 
of MAZ Hgh Hardness Zone cf 'ndian Pomi Urn 2 Steam Goner mo: Grlh Weld hy 
Glccblo Weld Thermal Cycle S ni. latmn ' 

RAO.G V V/osl*r‘qf;ousu Floctnc Ccrp WCAP-MOU R0I 88/07/31 l99pp 
464 76 174 464/7 012 

88081 10219 ftcspgr'L's io NRC 080021 Ilf re concerns no’ed in Insp Ropls 00 24 7/83 
01 ,50 2-17/68-1 7 A 50 206/99 09 Co.'rochvo aci-Ons rovSod CC p/cccdu.*Os *cr rarho 
acf.vo ntal.’s will ho m p’ace Dy 881231 A a'plia numonc san p'mrj sys w.ii bo osiab 
i;shoJ 

JOSlGER.VV A.. OHAM SR. Consolidated Edison Co of Now Ycrk. Inc U8/07/J1 
Documonl Conirol Branch (Document Control Desk) 5pp 46499 168 4fc490 192 

8808120096 Forwa'ds Insp Rcpi 50-247/80-19 on 800523 2? No vmlohons noiod 
GaILO.H M Rcg on 1. Ole ol iho Dirucio:. 68/09/01 URAM.S Consol lioiod Edison 
Co ol NGw Yo'k Inc. 2pp 46525 167-46525 177 


-8800120097 “nsp M^pt 50 P4//83 18 or (MQ523-?7No v*ciaicns o* dOviaitOAS 
roiee Ma.cr a/oas srscoclecJ ’.censoc actions on p*cvia..s NHC ccncf>rrs,staliari rrod 
prcy*ani A steam oeneralcr roplacynem storage pred'am 

OLlVE'lRA.W FlNKEl A. BLUMBERG.N.J Hegcn 1 Ole ol Ire C recto: 80/07/26 
9pp 46525 169 46525 1/7 

8607280019 NHC ln*o Noico 88 055, Pcien'-al Prct.ien-s Caused by Single FaLro ol 
ESF 5w ng R^s ' Svc 1st -encl 

HCSS'.CE Div.sion of Coerar onn Events Assessment d’es? 8?d4 1‘| 89/05/03 
Corso'-Ualetl Fd-scn Cn of Now Yo:k. Inc 12lpp 4643/ 121 46437 24 V 

8808030209 Supp' ? to NHC Beloit' BO C05 "Nprcor'n'rring Mals Scppierl by Pp^y 
SupiY Os.lnr ai ToUcmNJ A West Je'SGy Mlg Co ai Wi namst^wn.N J ’ Svc hsi on*J 
f^OSSiCE C.viscn oi Opn*aho:ml Events Assessment (Post 873411) 90/UU/Q3 
Consoidaled Faison C o 0 ( f«ew Ycrk. ire ‘4hop 46638 12“ 46539 ?C!3 

8807290008 Seppl 2 lo NRC 0u Mim 0H-CCQ, Thermal Stresses nPpny Ccrr-ecietl 10 
RCS Svc l.sl Orel 

NOSSl.C E U.v.sion of Opera: gna Evens Assessrro'U Post 07C4tl) 83/ua/'C4. 
CcrsoKfaled Edsor Co of Now 7o*k. Int I2lpp 46534 091 40534 i21 

88072901 1 1 NRC Inlo Net eo 83 05G. ’ Pc'eri* ai PrcUcnts W/Si* 'cro Fc-rm Fuu Oarno: 
i-’Oriviraiicn Se.is *’ SvC I si tncl. 

ROSSI CE Divisot ol Ono»aiio*idl I- vonts Assessment (Posi 6/04 11) 88/88/04. 
Conso“iflaied Ce'iscn Co of f4ew York. r.c *23pp 465^9 “/b 46609 29? 

0808150197 Rcspjrdi, ‘O NRC f *3Cf:?B Ur ro urrosOvtd iioms ncted ri ‘ isp Rc.pt 50- 
247/99 1 1 Cerrec* vo act ons Emerrjcrcy Opt'.itr-g Proce:1u*e EOP FS 0 <: revised A 
vi.fi'cato'i lhat all ccn pcnenl zibo's A 'o: tags m piac/3 tnm.Vwied 
URAM sn Cgnso'.date-d Edison Co. ol Nztw Yo'k lr*c 63/G0/65 Dgrunie.nl Control 
Branch <Ujr.um?nt Ccrtrol Dosk) 3pp *‘.6541 205 4654 < 287 

8800020095 NRC Inlo Net cn 08 057. Potonl Hi Loss o 4 Sa 4 u ShutdOwP Erpzip'neni D».u 
lo Premaiu'O Smco:' flonircllud Rocirhe" f aluro ” Svc l>si rnrl 
ROSS'.C F Divis on ol Onoral-onal Everts Assessment iHcst 0/O‘»1t) 99/00/GH 
Consoclalod Fd,scn Co Of New York, “nc I22pp 40-469 125 4645-3 246 

8808020102 NRC In 1 :) NohCO 03-Of.H Poie-U-al Prohoms W/ASFA Urcwn liovrv, iTC 
51 L Trnu Overrurro**t flglcrys Svc iis»i c-ncl 

nOSSl.C E O.visicn 0* Opozalional Events AssosS'nenl (Post 670411) Pd/CJ/Oli 
Cnnsol’dair-d EiJ son Co t» 4 New Yck Ir e I20|ip 46538 00146538 1211 

80080301 12 NRC Into Neb: n 08 059. MSlV Guuo R91 Fai’ufO nl Watorlcrd Uni 3 ' 
Svc ’isl unci 

ROSSI C F U.v.sion of Opc'fatOhV Evenls Assessment [Post 8704 r) 66/03/09 
Conso idaioa Fdson Co of Now Yo'k. Ins 12lpp 40-16 7 01 1 46467 |3“ 

0808040062 S.inpl 1 lo NR(; l*dg Noii*_u 0B-CU-1 InadenunlO U ral fisai on A Ortuntcn 
iniion ol l-i'o Barr cr Porulraimn Sonl$ ” Sve 1st r.ncl 

HOSSI.C E C.vi-y^n c* Opemli:.ral Events Assess r r;ont ll'osl 8/04 11). 80/03/09 
Ccoscl dated Edison Co c l N< w v C rk Ire 12'pp 46558 ?0 e . 40558 326 

8800050135 NRC l.nlo No* ::e 63 (jCO, "I' adori.Mlo Dc f;(;n A eisiaNthon a* Watrrl g-I 
PoneirAlinii SoaT. " Svc *r .t <trc‘ 

ROSSlCE Division <*l Opufiit om Everts Asses-$i , ne , n (Po-ai 5/U4'li. 8A/C8/11 
C:on*irii:J.ikd Co. uf New York ins. I23pp 4i 569 ?30-4(i5?C 060 

0008050240 NIC nfg N'OliCO 133*061. ‘Coniio: Rccm li.ietuljlly - Rocunl IKncws gf 
Ci|:oz.iN.g Fxpericnco “ Sze h>» Orel 

ROSS'.C L Dvsrjn gf Opr.raligrMl Fvorils Ass<.‘-*sTcnt {Post 870-H'l Mi/Oil/M 
Consul dated Ed son Co. <. 4 Now York. Inc I25p;> 46694 J 1 2 (J /*> 

8000050295 NRC Info Noligr* 86 0G2. "Roconl l-.rtKijb re lirplL'irn’Ol.il'd.'i r)l OA Pro- 
grams try Sufr:>:« rs nf Transnari Packages ” Svc I si one* 

BURN:- TT H f D.v i of“ <» 4 SalCij.farrS A Transi)g*t.V.on ( r ’o*it 470-113) hfi/05/12 
Ccr'clifnicd Ld son Co ol New Ycik, lr*c I09pp 465*31 155-40581 263 

8000090264 NflC lr: f o Nolir.o (iu Ub.f “Hgh Rnuialion 'f.i/A'ds Froai l*ran ated In Cere 
Dotesi<)fs A Cab'os ” Svc 1 si zmcl 

f'OSSl.CE Diaser of CJiiorat o*ia* Evoits Assossme'.l (F'gsl 87C-1H) dO/UO' 15 
Co*i‘.ul:d;il('d EiiisgnCo of Now Yo»k. his ilOpp 40669 065 40 r .09 1/4 

0008 1 10206 NRC Info Mpt co fill CF-i. “Ttoperlmg r ims 11 Nudear Pro:ei>s S>> at Niutn* 
ar ('owor Ptzi'ils ’ Svc i«sl t.ncf 

ROSS .CE P.v.son of C|jcra1ional Eve*;is Assass.rom ( f, ost 8/0-11 *| 88/08/19 
Consn id.dod Ld scr» CJd cf Now Yo*k hie 104pp 40643 031 4 Gfi-1 3 104 . 

0000120327 NRC ln 4 ;> Njhco Ufl C05, Inadvc-ilenl Drainages c 4 S(:eni Ft.nl Po j!r. " SvC 
1st orci 

ROSSl.C E Dvsion cf O.^raiiornl Evonls Asses:.mLrt iPcsl 8/011 1) 80/08/ 1b 
Ccrscl dated Ed so** Ci> oINr.wYcrk Ir e 12.1pp 46628 Cl 146628 1!I3 

0808160392 NRC Info No I ten 08 080, “Irdnstnal Radio:;raphy Insp & L/ , fu:c<* , i.eii Svc 
li 3 i cn:l 

CUNNlNGHAM.fi L D.z s cn o 4 Irdustn/il S Mod cal Nu ilra* Sofoiy (Post d?0/2U) 
Q8/0d/2? Cor scl cfatgd Edison Co of New VcfK. ‘n, 93;>p 40629 134 40620 223 

□8061604 14 NRC Inlo NM co 00 067, PWH Aux l*ary fCCdwaler Pu'r-p Terbno Ovo*- 
speed Tr p Falu/<> “ SvC «S1 c*nei 

ROSSi.C.E Div.son of Cpera: onal Cvz/nis Assess*r*ont iPcsl b/OAif) 89/C8/22 
Consc'.datod Edison Co c 1 Nuw Yo'k. Inc 1 7 Jpp -lf>6*3 105-46643 22? 


R. Periodic operating reports & related correspondence 


8807270057 Monlh’y cpu'ah' rj ropl for June* 1939 lor Indian Pcmi Un.t 2W/09U715 Hr 
KRIEGER.K . BRAM.su Coolo' daicd Edison Co Cf New Yoik. Inc. 83/C0/3U Opp 
46305 281 -46305 286 

8800030251 f orwards 10CFR50 66(b) ropl tzl changn^.losls A oxpcrri’onis for 1987 
through Cyclo 0/9 rofuclng Ouiarjo 

BRAM.S B Consnkdau.d Ed son Co. <>1 Now Yo'k Ir e: 80/0//29 Dccurrr nt Cgri'rcl 
Branch iDocumcnl Ccnhol Dusk) 1 p 464C6 340 46407:023 



32 DOCKETED ITEMS 


*•8803030254 icrFRSO 5_i|n| Hep: ol Changes Tests 5 Erpe'mems 193/ Tprcuflh 
Cycle 8'S Pofu-?T‘i3 Outage 

* Censo' ilAleo to sen Co. ol Mc-w Ye-. m: Q7/i2/3i 43pp 46430 34 1 4 <,jO/ G23 

8&0&240282 Mo^ / opcrai-ng rept ‘i,; T936 ’o* •■■ O'ci'. F-oc.l IK 4 2 Wr&SC-b'5 l*-f 

kPiEGER.K . B^AV. SB Ccrsoidaifed ?fii on Cc ol New York. - *t 00/07/31 tpp 

46627 351 4662 ? 356 


8600040247 Gene.c U* 6B 12 io a uewer reactor umpvos & apyc.i-N m m—\ *,v C 
Irn p.*0(OC!Cri re>:u re^er’S lf O-n T OCh Spocs SvC ’si C'C 1 

VlfiAGlIA.F J Assoc ate C-rec’o' fo* Prefers f f-ost 0 *04 1 li 06'3»Ci‘2 ( or^'iJiUJ 
Eoscn Co ofHew*sr*. "C 52pp ^6-ife'J 291 46403 342 


H. General correspondence 


S. Reportab'e occurrences, LERs & re'ated correspondence 

8607200275 Specia 1 reot.on 880629. ver? noclo gas e'l.ueni non *0/ 0*4 ol s-c Caused 
by d2fe;ii.-e po*cr supply soO-td & c»*reni io cu-ri repealer Soc-tei & 'eoealc' rc 
paced 

DRAM S 3 Cor.scl Pared Edscn Co cl New Ycrk. inc 89/07/18 Cc:u*rer'’ Co“* f cl 

3r arc 1 * iDci-men* Cor.vc/ Dev*) 2pp ‘.632/ 123 4632? \2\ 

8806090159 LlR 88 CO 7- DC on 62:629 feu MSlVs nadverten’ i opened c'u-.rg po* 
fo-manco o* .-renin / scrvc-la^c© tesi PT M143 Caused by t* e*n luse n cno ma-n 
sleam .so a: un Icp c ira-n Fuse rtp'ace.T & t.‘uu i fes’eJ W/8S0729 >rr 
VASELY.M 2HAM.se Ccrso daiod kdiscn Co el New Ypri c 88/07/29 6pp 

4bJ70:-20-4t47C J34 

6800100287 .EM 6QC28 00cn 8907OUech Spec 3 0 i entered wher* valve 1841 
cc^ed d-j-.^g *es;rg revjf'-g a so«v.c^ c' sp.*ay sdbiivo tank ‘-om sue Caused by 
naJe^uaie icrpd'ary ‘res: p»occPc/o Ficcudurc »c$c>'dej W/89C729 Hr 
RASKOV.0 9 GRAMS -i Co r .$o da’to E rfisor Co c 1 New Vor* Inc 6&/07'?9 5op 
4G50C 352 165C3 355 


0000310062 Req„esis NRC anon 10 rcl o/O i.nJuo ns- posed by RVril i>*i »n* *’ ‘i v 1a . 
k vy*,iat».ty NRk shoo'd ‘SSv»o cide* te.q.i'irg a't GE b*R *c.ci*su cs “o ' *.l > 1 u {*1 O 
NRC wiibm ‘ v r aencrb*rd!*'‘U co"'pl anpe w/GCC ‘2 ReMlo'l «r'o cn. 
k-'ATT.S L Cho Cil./ens lc» nespu'-.sbe Cnr'gy % 07'22 Ol'C'r nl , SJ ra : 

10/ Re^^laio'' Di*oc*cr (Fcsr 87941 1 | l?pp 4672/ 025-46727 r-50 


P. Operating license 6tago documents & corro9pondenco 


00O727OOM Rospcrds IO queshori*, ro LPCl swrij L;us L/ojkO* frtu‘1 *. 

SlLADTjA CoT.Tonwcali'i EosO'i Co 8tl.'07'09 f.'JMlFA.tc * /. i r 

Hcacio* Rc*r;u aiijr' [>ecic-* (Ppst 8?C**.i i| ; : pp .;r. ?o/ 18ft 4030/ * , i j 

8800010077 Co'its 880110 rentes! SdccJjM' campion I***— !>:•«; MAC r i> ? 4 

App j tesis be- r g con'pleted pr.cr rc 'osia r l £• ‘orcenwr a'Jc; i « . >r * *. i 

ler hrre po' cd .n .ic'iilnn pnsr io .uq^osxd o»C'’‘pl or 

CHUTChF'EL'J.O D^ior c 1 Rfdcrrr Precis H IV V r> S;»<.c . : .. 

8704 11) 86/07^21 BUSS HE ConmorweaifF L:i<scf* Co ‘ >,i iMdUJ 

46436 1 75 


DOCKET 50*249 ORESOEN NUCLEAR POWER STATION. UNIT 3 


F Security, medical, emergency & fire protection plans 

0808190052 Rc^ 6B !o t T.crrjt^^Cy p’O'-. rrrlerncnling p*occd^ros I Mrg 0' rabies 
’ CoTncnwe-ilih Ed.ssn Co 66'03/3l 2cp;> 46556 335 46595 3C0 

8000050340 Rev 5A ic Tar: 1 © DA 5-1. frrergency Ac: cn Levt-s 

* Ccmmonwedlin Edsc'' Co 88/05 31 2pp 4G4C9 25C 46459 260 

8807060520 Genonc Lb 83 It) ro 3" power rc-aclo.* l.cunseos & honors c? Pan 95 ap 
P'O/als re purchasu c? GSA approvrn scc-r-r‘i cc^ai^ers Svc 1 si era 
MIF*AGMA,F J As'tociaio Drecicr ‘or Protects (Posi e 704 1 » 1 £0/07/01 Ccnso^ered 
Ed son Co. o 1 Nc»v York, kc 3 1 Dp -16388 239 46388 .12!) 

8007260219 Forwards Safeguards Insp Heprs 50 010/86 0;,60 217/fte IS & 50-249/ 
Bfl-l? on 88C620-3C Ropr details & rciico Cl v. Nation w.lh"c'<l po 1 10CFR71 21) 

MAl LETT. BS Reg.on 3. Ole nl n-o Drodo.* 08/O7/ 1 ? MlFO.C Ccrxcniweallh 
Ed son Co 2pp 4-620? 2C2 46?ft7 264 

**8807260223 Part nl y wil h hc'd Irso Huy’s 60 010/00 04 50 237/06 16 & 60 249/08 17 
on 660628 30 tral 1CCFR73 21 ) Volp* on nored Va.cr a'e/ts nspecicd compensatory 
measures S access cortrci pcrscrnol 

lUNK.DE Reg -n 3. Ole oil bo Drue 10.* 88/07/ 12 ip 46287 264 4620? 264 

8B06030249 Ruqucsis f H pub'caion ol nc’ cu o 1 SSuanr.o cf Amends 99 & 95 to L‘- 
co.nses DPR- 19 & DPR 25,rc*«.pecl..u y Ar.end rnodf.es Pa’ag.ap s 31 & 3H fo rp. 
cu *u cca.p’.ance w/'Cv.sed pbyscal secj ity p'.m 

blEGEL B Fro eCl Di/oc'oratu III 2 68/07/22 Nf^C - No Ocla.le.) Aflnjiipn G 
3p;> 46403 331-46403 333 

0800050273 Forwards Aneods 99 & 95 10 Li:crses OPR -I •} A DPR 25 'OLpuctively & 
sa'cgjards ewaijal-on AmenJs rc/.so p^yS^A* s?cu.ty P'an ft> canf 0 *m |o ruju-e- 
menls ol 1CCrR73 55 

SlEGEL. B Proiect Crcctoraro 11. 2 69/07/22 GL'SS.H E Corrnn'AUd'lh Edison Co 
46448 246- .ie445 250 

-8808950271 Amends 99 & 95 ro Lcc^ses D^H-IO & OPR 2f .rcs^cc’ vc.y. rev s-ng 
physical secu'.tv p'an to ccn*orrn to rcqi. remonis ol 10CFH73 55 
MULLER. D n &o,uCi C 'cclcra’o HI 2 66/07/22 4pp 46449 252 46 440 255 

•8808059275 Saluguards eva’ualiori supped ng Amends 59 & 95 :a Licenses DPh-Mj & 
CPR-25 respect vC%y. 

' NRC * No Dciak’rfAtf .ftltr Gveo e&/|)//2? 4pp 46448 2L0 1F44B 259 

8003160244 Dscusscs oil abT'*ova’ud s*e access Irainng p'Oyanri for NftC msii per 
Son*‘Ol co'rprei ng Region III tramrg <n gonGr c aspects Cf rad n’.ion safoty.ph^s :sl so 
cu'rty & ux ergon Cy respensu 

DAVrS A» r? Reger. 3. Ok cf t’ e C reefo* GU/07/27 ALEXiCM.M P mo-ana Micb qan 
Power Co (formerly fnrJ ana & Mich jan Floclr c Co ) 4pp 46501 240 46661 251 

0807260010 Rey 1 Io Emergency P.an f 'rp“em;>n:.ng Picce ftro OSSP 100 A2/C? Hoi 
Shutdown PrucedJ'O Pdih A2/D2 

’ Commorwea tb Cd sen Co 08/07/31 54pp 463C0 24‘J-4G3C0 302 

8807260061 Rev 1 to DSSP 100 31. rfoi Srurdown Froceeiure Paih Bl 

* CormonwCdlih Edison Co 60/07/31 3Cpp 46J02 234.-16302. 323 

8807260204 Rer 3 io Emor penny p,.^n irrip emoni-.ig Frocedjre EP.R 300 8. SV n Doso 
Eqj valeni Dete-rr nai on Ircm Sinn Co.'ilam nat en ” 

’ Ccn , ’rnor.wea;rh Edison Co 8R/07/31 I6cp 4628? 219 46287 234 

8807260250 Rev 2 Eo Emo.*gercy Plan l-np'erreni ng Prcceduro DSSP 100-C “Hci 
ShurJown Prccedure Palh C *' 

* Commonwealth Edison Co 88/07/31 >3pp 46.1C3 305 46300 3 1 7 


-88080400 79 SER a^ceni r*g one Lima uMJ'npho i ‘roni 2 yf Iyp* U ’y; <“ i«-* -f- * 
wa roqurem^nts as proscrioe.1 n Aup J.unt . 000326. per 1.1 1 *cc|.iosi 
’ NRC • NoCelaied AfnaiiOti Givrn 6<i/0?/2 ; Jpp 48436 */1 u'.mi. i. s 

0000240045 Sutn iis rns^irs Ct 090708 Secoi’tlar, cor.icinmonl ’uas rail- ir-*i ; . ■ r« 
S^ec Tab'u 6 6 1 "esl st'OwucJ 0 2b rcles Cl I*e jaiuo W.vtr p.-oss. n* «•* . * m , 

ccrra ^mom w^fespocf 10 aimosprore.rueciirq Tech Spr»c 1 / C 1 e » * i**i .1 
EE-'l-GENGw'HCi.E Ccri'nr.nweall’i Erf son Lo 69/U/.^1 DAViSAM «■*• g r. ■ C-. 
ol Ihn Dree to* k> 46629 120 46523 1 26 

0808050270 Forwa*dS An*oids 99 8, 35 10 L rrnsns L*PH 19 & ro'*|M*. 1 .» t ^ 

safegoartis evaVaiicn Arr.e-.ds rnv.se pnys’ca 1 tarrunfy pMr ic eo- 1 ■* • * > « < 

merits ol IOCFH7365 

SlF.GCL Li Project U rector aio H.-2 60/0/ 22 Bl 'SS H L C v*'m::nA.*.iiih h:-. i‘ ’ 
tpp 46448 246 46440 259 

-0008050271 Amends 99 8 95 to I. corses ()PH 19 & Df'H 26.n s r .* 1,.. !, *. , .* 

pfiysca' security p’an 10 < cr'crm to rcq.r records of WJCFR /.f 00 
MtiU.ER.OR Pr^cci Dri’CtStftu i‘l-2 88/07/22 -ipp 4G MH 202 -ll. l irl . O’. 

- 0808050275 Salegu.irds ov.ilu.llicn suppo-tn.; Amomis 9d A 90 Io ii- i *i<«". I < >; i * • 5 
OPH-25 rospOct vely 

* Nnc No Deia'etJ AlH*ai;on Given l iO'Q,'/?2 4pp 464 4 P <*50 it.MM.'V" 

8BOB24O065 Sutrm'ls rose is ol 069510 secorrl.vy conl.Ki'iiprit V.tL mio f. > j 
d-SCOvury 11 .11 Tfa n siOAin Ino lCOl sua b <r» l-n.l 3 rna-r* sic- Tin Ur.- <1 1 .1-1 1 - t 
nuved by contractcr porsonoe' 

FENlGENBURG.E Comrronwc aim Edison Co mi/o/VO DAViSAM ( i« i«.n 1 
cf too Oreo for ?pp 46610 0/146039 0 72 

0800100277 ‘.Viir- cjraws MHol Request v/MG ro irsrrv ,u K-^l nj ul v.il.o • t « it * 1 

at pari Agreed to prov do Iwo sols P&HJ *:r nsu .1 MIC 8 L*MiCi r. .< w 
SiLADY.jA CoTiTor.weailh L : d.son Co 60/07 .'2ft MUR..CT Tf i if..* « *. . .v 

Pcacfcr Rcgu.Uipn Crec’cr (Pesr (17041 1) 2pp 46601 0/9 -it, r, 01 n??-i 

0800120025 Forwards nJ!co of Cons deral c*i cf issuanco u 1 .mu, id*, to . 4 . 

po*k.nvy lor ' ca’ng 680328 ret;i.us1 io corruci li.scn p.irt y oi'Iacui 1 v. ; • 
gcrcy b..^ u^cicvo *ago i» p 8 current lr-p r. Tpyla 3 2 2 of Tech S(.« * ■. 

GROT ENNUIS, M Pro.i’Cl DrectOMto III 2 (1<1/l)//2H rJU f rf.fi'l 1 1 1 1 !■* 1 

wca'tfi Ed son Co 5nn 4653i 035 lfi53l 104 

-0800120027 No 1 co ol cons duration ol ssuancc of nme'vf 10 I.sm .-■• f*;'‘i . A i 
f;osCd NSHC duternuial-cri 8 rpperlur ty ‘o' roar n 1 A” ord i^.sos f,-. '* v ■ . 

correct 4 Nv emergency U..s j-dervOlaqo t fi ;i ,n T«ib‘o 3 2 2 
N'UlLErl.D FI Rfo.ec t Crocloraio li:* 2 (10/04/26 6pf) 46631 !09 46M1 ii‘ 1 

00081 10141 Roqr.osls FR pi.Ucjl.OT cf r otce ol CO'iSiJcriilipn cd issu.m .* « f .* » 3 

'6 li*:< r.sef. UrR*\8 6 CMR’il & fa opened 14 Si 1C ouir-minalo-i \ t, * . 

I:lm- eg on H83620 request ro msimiTuritilnn i*fihn>icorn(»us 
SlEGEL.B Project J.rdCforaio Ml-? 80/07/29 NRC No iVt.i ol A'l, 1: »i - .. 
6pp 4G51 1 217 4661 1 251 



n 

SiLADYjA Commn-t wealth Edison Co 80/00/01 Vl.ftLKY.TE Ofir.* . r *. 
Reactor Hogularcn, Crecior (Posi 0/(Mii) 2 op 40505 000 105115 i:)j 


-8808110256 Pr0;'csed tech Specs Sea on 'ill'll) 10 ccniral m;ii- ir . «.* 

* Ccmn'O'iviea ’h Cdisan Co 88/00/01 4lpp 46505093 40605 !3;i 

8000120190 Eo r *vards Cva'uato.-i of ILc.l hoatl anchor nssess'nri 1 |r<<|r.i • - 

fan Hies Adiii mfo requ rud to resolve concoms 

SIEGEL B Prciccl Croc'oinlP <11 2 f>B/00^02 DUSS.HL GornmcrwiMllf. I -f 
5pp 4(3516 247-;65 15 25 1 


8007260369 Rev 1 Io Prccedi.ro GSSP ICO-AI, ’Hoi $hu!down Procoou'c Palh A I " 
’ Comni on wea ’h Edison Co 03/07/31 ?9pp 4 G260 333 46280 330. 

8808050137 Rev 5 to Emergency P'an ImpJernoiVing Pfocodifu E.PIP 2Q0 20 ’ Conlccl 
Room Evecuaf on/Salo Shurnown ” 

' GcmTonwCA m Ed ScnCo 08/07/31 53pp 46449 234 46440 D36 

8000100400 Revised err erg easy plan mplomcniing procedures fable cf contents 
' Commonwealth Edison Co 08/07/31 2pp. 46506311 -16596 31 2 


-8BO0O50 1B0 * Gvouat on of Fiuea Head Arrthor Assessment Proqram 
B/^jDYOPADHYAY QfOOkhavcri Nalonal LabCftilO'V 0EI/O7/31 lun 
69429 076 


0008160330 Ccnh-ms meol.ng on 00C819 at NRC Heg on III in GVnn E *n M ! ■ s\ 
Cuss ul *' polcy on lacility stall working hr$ pp' dfl9l!05 dscuS'jOri JjiHwire' 1 M4 ■ * 
ov/ski & N Smilh 

HOREL1US.CE Reg on 3, Ole of llm D.ructor 08/08/08 REEDC I'o'iir-i 
Ed sen Co 2pp 46563 020 46560 032 
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-8000 160341 NohliCaion ol 80OB19 iroehng w/licOnseu -n Glen Ellyn.IL to discuss fi 
censen poicy on nuclear powor piam stall worK-ng hours 

' Region 3 Ole Ol iho O.rector 08/OQ/Oti Region 3. Ole ol Iho DrOclor Ip 
46560 032-4GS60 012 


Q. Inspection reports. IE Bulletins £ correspondence 

0805200295 NRC Info Noiico 8R OP, “Prompt HeppMirrq to NRC Of Significant Incidents 
invo'v.ng Hadoactive Mail “ Svc lisi ancl 

CUNNlNGHAM.R E D.v.s-on of Indusmal & Nodical Nucloar Safety (Posl 0/O?29) 
flfl/05/25 Consol dated Ed son Co of Now York. Inc I20pp 46300 1 70 4G30B ?9G 

0607260219 Forwards SfHoguards tnsp Refits 50 0 10/08 04.50 2J//80 16 & 50-240/ 
fty 1 7 on 080620 30 Rept dolm's & noli: e ol viOlal'On w.ihheld (rof 10CFR/3 21) 
MALLE IT, B S Region 3, Ofc of iho Director 00/07/ 12 MEED.C Cornmu? wealth 
Edison Co 2pp 4G20? 2G2 4628? 26-1 

-8007260223 I’arlijlly wilhhclj Insp Hep Is 60 010/88 04.50 23//09 16 & 50 249/80-17 
on UIWG28 39 (tol 10CFR73 21) Vvoiahon nolo;! Major a»oa«. nspuelud common*, jlory 
measures & acccr-s control personnel 

FUNK.DE CRECO.JR Region 3. Ofc ol li e Oimclgr 08/07/12 ip 46207 ?G4 
40267 264 

8807200162 Suppl t lo NRC Irdo Nohco 80 046. Liconsoo Ropl Of DofoCUvo Rofur- 
b Shod C'rcu t B/oakers " Svc lisi cr.cl 

ROSSI.CE Civ. si on of Operational Evonls Assossinonl (Posl 0/0411). 8U/0//21 
Ccnsoldaied Fdson Co of Now York. Inc l2Lpp 46388 054 46308 178 

8607280423 Confirms 8037 18 plans lo* 000818 enforcement conference w/ utl in Glun 
bllyn.ll lo dscuss degraded si.conda'y containment condihon nt niani 
C.RFil-NMANtG Hcyion 3. Ole ul the D.rerior 08/07/21. RFhD.C Commonwealth 
Edison Co. Ip 46346 163 48346 163 

8 DODO 40077 Oemos 880110 regno si lor sclieOuLu oxompbon Worn Typo O&C lusts due 
App J to.sls be.ng competed p: or lo restart Enlorcuriiuni nciion may ho ccnsnJi’rcd 
for inno por:ed in violation prior to req.iosled exemption 

CRUTCHFiELU.U Division ol Hoarlo' IVo.ects • III.IV.V d Spec<al Projects (Posl 
0704 11) 00/07/21 BUSS. HE Ccminonweollh Edison Co. 5pp 4643(1 1 GO- 

40436 1 75 

8B07200246 NRC Bn'lolm (10 009. “ Itmr.h'e Tubn Tlnnn crj in Woslinglicuse Roaclo's ' 
Svc list cncl 

nOHSl.C E Uiv.sion of Oporalionjl Events Assessment (Post 070411) 09/07/2G 
Ccnsol dated Ed son Co o< New York Inc I23pp 46340 070.46340 192 

8607210218 NRC lido Notco 00 052. ' Failuro of Inlranteruio lamfurn ol Fletcher Sul 
App I c.ilor Brachy l> icrapy bo viCOS D<.r ny Pat will IfiMtrnunl " Svc list oncl 
CUNNINGHAM. R E D.visoo ol Industrial A Medical Nuclear Safely (Posl 070779) 
00/07/27 Consol-da led Edison Co ol Now Yo'k. Inc. lOOpp 46397 029 4639/136 

8806 160244 Discusses uM alibroviaicd slo access Inuring program lor NRC msji poi 
sonr.ol complelin:) Region III training m generic aspects ol mutation safely, phyocal so 
Cunty & emergency tosjunso 

DAVIS. A B Rog on 3, Ole ol Iho D.recior 00/07/27 ALEXICH.M.P Imlnrn Michigan 
Power Co formerly Indiana & Mchynn Elecirc Co) 4pp 46561 240 46561 261 

8B06230260 Forwards l.ilosl rev ol NRC Manual Chapter 0510. “SALP. ‘ RcqiOii HI wV 
begin using new fui'.ct onal areas sol frvlh m rev (nr all SAt P ropl periods when 
oxiond bOycn.J BU0600 uffoct.vo dale Ol procedure 

NCHELIUS.CE Rogicn 3. Ofc ol tho Ueocto.' 00/07/2/ AU.XICN.MP Indiarm 
Michigan flower Co (fomieriy Indiana & Mulnyan iroctnj Cu ) 39j>p 46620 090 
4OU20.129. 

8607220034 NRC Ifdo Noiice 00 063. licensee Vmlai ons of NRC nogul(il>ons. Which 
Led lo Med. cal Ouynoshc Misadmmistralons “ Svc l.st end 

CUNNINGHAM.R E. Division Of Industrial & Mod ern Nuclear SalOty (Post 070729) 
00/07/20 Consol da led Ed son Co ol Now York, Inc lOGpp 4 0396 203 46397 020 

8607220192 NRC info Notice 08 064. ' 'f ; nu.ro ol Orcui Oroakei f'ollowny insiul'anon 
of Amplcclor Direct Trp Auaclnrent " Svc list imel 

HOSSl.CE Division of Oporoiicnal Hvonis Assnssmenl (Posl B70411) 00/07/20 
Con sol -d a led Edison Co of New York. ir.c I2i(jp 464 17 021) 4641 7 140 

8606050222 Foiwards Safely Insp Repls 50 237/00 1 1 A 60 249/0013 on 000510 
0713 & noiico of violation. 

GRErNMAN.E G Roy on 3, O'c ol tho Direelor 00/07/29 REED.C. Conirronvtonllti 
Edison Co ?pp 40430.003 40436 031 

■•6608050223 Noi:co of violaiion from insp on 080510 l>7 13. Vio'ahon nolod corrcclivu 
acl ons lakon to resolve previous v.o'alion re control of nggng activities not tirroly 
onough or olfeckvo in proveniiny fuiile.' chanlall r«0«)ri:j viclaton 
GRLENMAN.E G Rcgon 3, Ole of tho D.rnctor 60/07/29. 2pp -1G430 00G- 
■IG438 0DG 

..8808050224 Insp Ropls 50 237/00 1 1 & 5O-249/0U.13 on U00G10 0713 Violations 
noted Major aroa^ mspocted hcenseo nciico cn provious nsp lir.d.nys.operauonal 
safely venf.calien lo'lowup of events. monthly main! observation & p'ant lours 
RING.MA Reyon 3. Ofc of tho Cirector 00/07/28 2Gpp 46430 007-4G430 031. 

8808090095 Ack rccopt ol 090705 Hr infer mny NRC ot preposod program lo control 
overt :mo for soioctod rad/c)iom technicians Mcolmy requested w/nppropvato stall 
ireraUe'S in lak> Auy or early Sepl I960 lo roviow rofinOClivO policies ro program. 
NORELIUS.CE Region 3. Ofc ol iho Oirecior. 60/07/29 13LISS.N. Commonwealih 
Edison Co Ip 46470.350 464 70 360 

-8608090096 Rosponds lo 080510 lit Iransmitl raj Insp nepte 50*237/06 0‘) & 50 249/ 
GEM i ro Ivn-liiHj rad/ctw»m tochnoan working Ivs Roviow ol hisiory 8 backgrour’d re 
npplicabilily of nierprotaiion of GL 8? 12 lo Tech Spec required oncl 
BLISS.H E Commonwealth Edison Co 00/07/05 OAVIS.A B Region 3. Ole ol Iho Di- 
rector lOpp 48470 351 4 6470.300 

8608090125 Forwards rosponse to Ge/ionc Llr 08 01 requoshny Curronl p’ana ro |ip:ng 
replaceriionl.msp. repair a leakage doled on Noxl rofuokng oulago.statcd ASME Cotfo 
Classes 1*3 pping lo bo sub;eciod to auymontcd insp urogram 
MORGAN. W.t Comrr.onweaMh Ed son Co 8B/07/2D. Document Conirol Branch 
(Documonl Coniro’ Desk) 34pp 46471 157-40471. 190 


8607280019 NRC info Notlco 08-055, "Potential Problems Cnuscd by Snglo Fa luro ol 
ESF Swing Bus.” Svc list unci 

HOSSl.C E D.v.sion of Oporalionnl Events Assossment iPost 070411) 08/00703. 
Conso'idaled Ed son Co of New York. Inc. I21pp 4H437.I21 -46437.241 

8B08030289 Suppl 2 to NFK; Dubetin 00 CG5, ’NoACCnform ny Malls Suppled by Pip nu 
Supp'ios.lric ai Fo’som.NJ & Wosi Jersey Mly Co al Wuliamsiown.NJ "* Svc list oncf 
HOSSl.CE Div.Sion ol Oporobonal Events Assossmont (Post (J70411) 80/00703 
Conso’idaled Ed son Co ol Now York, Inc. 149pf> 46536 12 1 46630 269 

8607290006 Suppl 2 to NRC CUil'eiin 03 0UB. Thermal Strossos In Pipng Connoclod to 
Rf:S ” Svc lisi oncl 

HOSSl.CE. Division of Opcrabonal EvOnls Assossmoni (Post 070411), 08/00/04 
Consolidated Ed.^on Co ol Now York, Inc. 121 pp 4(>504 03 1-46594 121 

8B072901 11 NRC Info Not-co 68 050, ‘Polcril-.il I’robloms W/Si'itonu Foam F ro Barrier 
Peneirat.cn Sools ‘ Svc lisi oncl. 

ROSS'.C E Div sion ol OpornliOnal Evorils Assessment (Post B/04M). 08/08704 
Conso’idaled Edison Co of Now York. Inc. I23pp 4B56y 1 76 466G9 297 

8006110100 Forwards Exam Hupl 50 237/OL-00 01 for bath units cn 0607 11- 13 
WHIGHT.G.C Region 3. Ofc of tliu Dirocior, 66/06/04 REED.C Common woollh 
Edison Co 2pp 4G50 I 190 4G504 251 

•8800110104 Exam Ropl 60 23//OL-88 0t or» 88971 1-13. E«im results all cand dales 
passed all porlions ol Oxnrns Ropl lor both umls 

B- JORGE N.JC Region 3, Otc ol tho D-r color 00/00/02. Qlpp 46504 2C0 46504 25 J 

0008020095 NRC inloNot Co 68 057. Potnniial Loss <>l Solo Shnldcwn Fr|u<pmonl Due 
lo Prom otoro SI con ContrcHod Fleciilier Fo luro ” favc list cncl. 

ROSSI.CE. Divis-on ol Opera I- onal EvloIs Assossmont iPosI 0/0411) BC/O0/Q0 
Consol dalcd F.discn Co ol Now York. Inc. I22f>p 46469 125 46459 246 

6806020102 NRC Info Notice ttO OSB, “Potonbal V//ASFA Biomi Bovorv lit* 

51L Tmie Ovnrcurronl Runys,” Svc lisi oncl 

ROSSI.CE. Dwis on of Cporaloopl Evenls Assessment (Posl 0704 II) 08/08700. 
Consolidated Edison Co of New Yoik, Inc. l?0pp 46538 001-46530 120 

0608100330 Confnns mooLny on 8B0010 nt NI1C Fti.-yion 111 in Glenn Elyn. II. to d^- 
cirss ut l polcy cn faci'ity sialf wo:ki*'.y Mrs per 880005 discussion bulwocn MA Kun- 
owski & N Sm th 

NOHFUUS.C E Heg-on 3. Ole of iho Dird.tcr 80/00/08 RFFD.C Com.T.onweniUi 
Ed son Co 2pp 40560 020 46560 032 

-♦8008160336 Ack roceipl r)1 000705 Hr in fO9fiOns0 lo Insp RoplS 50-237/00 09 A 50- 
240/BBU l informing NRC ol p'OfXJScd program lb control pverirro Inr so led oil rad/ 
chem uM techn ciuns 

N’OHfil.HJ.S.C E Oflico ol Nuclear Matcr-al SafOly A SifeyuanJs.D rector 08/O//29 
BLISS.H Comiucnweallh Ed.scn Co to 46560 03 1-46SGD 031 

0000030112 NRC Info Notco 80 059. “MSIV Guido Hail Fmluro al Wulurford Unt 3‘ 
Svc lisi oncl 

HOSSl.CE Div.slon ol Operational Events Assessuionl (Posl 070411) B6/08/03 
Conso’irJafotf Ed son Co ol Now York. Inc 1?1pp 4046/ 01 1 -40 ;67. 1 31 

Q0080400G? Suppl 1 to NfIC lulo Nohco 08 004, "Ihodoqiiaio Qimlihcal on & Docu.non- 
labori ol Firo Barrier Ponolrntion Sen’s " Svc lisi cncl 

ROSSI.CE Division of Crieralumpl Events Assussmoni (Pusi 070411). 06/00/09 
Consol x I a led Edison Co ol New Ycfk. lee I2lpp •KIGlifl 205-4G55G 325. 

0800160300 Ack roccipl of 000003 lu propos'iuj ifolohoh Of manual bending of APRM 
orrers per commiimonl to 1974 violaiiqn Concurs w/pro|insa! 

WRlGHI.G C Hog on 3. Ofc ol Iho Droctor 60/08? 10. FIEED.O Ccrnmcnwotillh 
Ed sen Co 3pp. 40556 30? 4C56G 3(M 

8008050135 NHC info Nolc<? 68-050, "Inndoqunio Dosgn & Instrtllalon of Wofortlglit 
I’cneiraiion Soals " Svc lisi end 

ROSSI.CE Oivison of Ouoralicnal Evonts AssosGmoni (Poisl 070411) BG/00/11 
Consclidaiud Edison Co of Now York, Inc. iPJpp 4B509 290 4667O.0G8 

8806050248 NRC info Nohco 08 001. “Control Doom Hah.ieb:lily • Roconl Roviowb of 
Opcralny Fxi)cr:ohCe ” Svc list oru:l 

ROSSI.CE Dpvis on of Cueralional Evenls As^ossmoni (Poyl 070411) 06/08/11. 
Conscldaioil Edison Co of Now York, Inc 1?Gpp 4G594 312 46505.070 

8806050295 NHC Iple NolidO 00 062. ‘‘Reconl Findngs ro bnplomonlahcn of OA Pro* 

S roir-sby Suppl ors ol Tran spoil PiiLkuyos” Svc tbl end. 

IJRNETT.R F D.vision of Salunuords S rranspoMat-on (Post 0704 13). Q6/C8/I2. 
Ccnsoldniod Edison Co of Now York, lr.c IDOpp 4GG81 155 40501. 263 

0808090264 NRC fnfo Noiico 00 063, ‘ High nadialicn Hoards Ram frroUnlod In Coro 
Doieciors 8 Cfib'es " Svc l-sl oncl 

ROSSI.CE D. vision of Operational Events Assossinonl (Posl 0704 1 l). 88/08/15. 
Consol daiod Edison Co or Now York Inc IIOrji 4GSH9 065-46569 1 74. 

0806110206 NRC Info Noiico 00 OG4, ' Rcporliny I tros n Nuclear Process Sys at Nucle- 
ar Power Pfanls " Svc list oncl 

ROSSI.CE. D-ViSion ol Operational Events Assessment (Posl 070411) 0fl/O0/)0. 
Consol dated Edison Co of Now York. Ire 104pp 40043.001-46643 104 

880612032? MHC Ido No*,co 0A 065. ' tnadvcitcru Dtairagos of Sporu Fuel PooS*’ Svc 
list oncl 

HOSSl.CE D.vis«on ol Operatonal Evonls Assossmunt (Host 670411) 60/06/ iR. 
Conscl daiod Edison Co of New York, me i?Jpp 4C620 01 1 -46626.133 

8808160392 NRC rnfo Noiico 00 0GG. "mduslnpl Rudiography Insp & Enforcomunt.” Svc 
list cncl 

CUNNINGHAM. R E O.viSion ol induslnal & Wed-Cbl Nucfonr Sylety (Post 8/0729) 
80/06/22- Consolidated Ed son Co ol Now York. Inc 00pp. 46620 134-4^620 2?3. 

6806160414 NRC inlo Nohco 60 067. "PWR Auxifiory Keodwaior Pump Turbnd Ovor- 
spood Trip Fpiuro ” Svc lisi oncl 

ROSSI.CE Division of Cncrahonol Events Assossrr.cnt (Posl 870411) 60/00/22 
Consolidated Edison Co ol Now York. Inc. i2Jpp 4064 3 105 46643 227 
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n. Periodic operating reports & related correspondence 

8607260124 Mcnlhly opera* r.n ropis lor Jmo 198H Icr Dresden SldLO'iW' 083701 lir 
MAXWELL DC EENlGENBURC.E Comrror.wca'lh Ediscn Co 85/GG/30. ?lpp 
46285 339 4G265 359 

G $08170321 “Lffuert & Was ‘.o Dsposa 1 Sem-an^uai Ropt lor Jar. June 1988’ W/ 
80J803 Hr 

LEN.GENUURG E. Com men wealth Edison Co 00/00/30 DAVIS A U Hey on 3. O'c 
or tro Director 16pp. 46562 304 46162 319 

8008170341 Month;/ c per am 4 rcr.’s fcr Ju‘ 1908 Icr Dresdon Umls 2 & 3 W/800801 Hr 
MAXWELL D C . EENlGE^URGE CoTr.cnwea;th Ed sen Co 06^07/31 lOp? 
46571 123 46571 132 


S. Reportable occurrences. LERs & related correspondence 

8607290100 LEfl 89 C03 01 cn 060823 .la.U '0 cl ihreo pnma'V coma nrr,eH pipo pone 
t-aiion iiued head anchors (FHAs) to meet FSaR desgn requ remerts 
discover ed Caused t/ do sign dcfocT.-y FHAs w. I be repared during refusing 
CUl3fie.W/8B0715 Hr 

M OYV EENIGSNBLH6.E CoTmcr.wea'lh Edi»on Co 89/07/15 5pp -10353 2/? 
46363 276 

0808030410 LF.H 08 012-00 03 890028 mar.u.V outboard isolator- valve ter clean do 
n re:ali 20 d water supply 10 urywull U scc/ercd open & unlccfred Ca jsod by P‘OCCdu.*ai 
inadopuacy. Valve locked & closed V//09O727 t' 

MO/.M. EENIGENBJRG.G Comronwea *t Edison Co 98/07/28 4pp. 46403 224- 
46403 227 

8806100273 IFR 8BC35C3un 870316 p'.troiy conunmenl sircc’i.rnl steel did no* 
rrot-| FSAR ues.gn reqj 'cments Caused by mgrte^aio ve-ihcat*on c' as hull ccnlicu 
ra f on aga^si oes ::n ora.vngs e'erhj consi Repa-i program developed W/fifiOBOi Hr 
KNUD r SON K. EENIGENGURG.E ComTcnwca'm Ed.scn Co 89/C8/01 7pD 
46483 345 46483 351 


V. Operator Examinations 

8800110100 Fo wos E»am Rupt 50 237/OL 88 01 Icr ooih unis on 000711- 1 3. 
WHICH I, GC. Reg on 3. Cic ol i r o Procter 39/09/04 REED.C Corrmcnwoalih 
Ed sen Co 2pp 46604 198 46504 251 

•'0808110104 Exam Repl 59 237/Ql -9B 01 0*i 880711*13 F*am rcsu'tsal candidates 
passed all podicr.s of exams Ropl for ooih un ts 

BJORGFN J C. JORDAN, M J Region 3. Ofc cl ir.e Director 68/00/02 5lpp 
46594 290 -16594 251 
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F. Security, medical, emergency & lire protection plane 

0807060520 Goner c Llr 89 10 lo all power roacio' Icurisecs A hoU*>'S of Pod 05 ap 
prova’s re purchase cl GSA it, "proved security ccntar.e'S Svc isr oncl 
MlRAG'JA.FJ Asscc-ato Dimeter *or Pro.ccis (Pov B70-11 1) 39/07/01 Ccnsoldafcd 
Edison Co ol Now York. Inc 31pp. 46368 299 46388 329 

8007280267 Revised emergency plan implomo.'iing procedures n: ud ng rev lo EP. p 
20105, 'Emergency Response Fac it«os.'' & Rev 0 lo EP-°* 1212, Acl.val on & Usu o' 
Emergency Oporal o.is f flCi it/ OHS r O Emergency Organ^at-oV W/890719 <ir 
CONVVAY.VV.F Florda Power A L-qMCo 60/077 10. 55pp. 40337 2/2 46337.326. 

80OB1 10127 Forwards pa t-ally w.lhheld !«sp Rcpls 50 250/88-16 & 50 251/68-16 o n 
88C62 7-0701 & r.oiicc cl v o al o*i 

GUHE.WE 2, Ole Ql ttvj GtetlO* 80/07/27 CONWAY.WF Fl-jr du Power & 

Light Co. 2pp 465C9 096-465C9 ODD 

-0808110130 Noico of Violation from -nsp on 080627 0701 Violation r oied Lu'cre to 
Submit physical security p'an ct i:irges w ih n 2-monih reqj red l«rro 
CUNE.WE Regicn 2 Ole ol Pie D.;octo' 60/07/27 2pp. 465C9 088 4 6600 C89 

-8800110133 Pan aly wilhhold hsp Repts 59 259/08 16 A 50-261/00-16 on 89062?- 
0/Ol.MaiO' areas u*.spOCtCd SSCU'lly p'an & prccedures.reccnls A repls.’ocks.keys A 
ccm v j:naior.s. soccr/.y sys power supp'y A a9Sflssmeni a:ds 

MASNYK.OM, MCGUIRE O.R negicn 2. Ole ol Ino Croclo* 88/07/26 ip 
46509 099 46501 CEO 

8800160437 Subrr.is fci.ai cfescrpticn of changes rrado to plam sccur.ty 
oroa-Lat on.pef NRC request. 

CONWAY. W F F icriia Pcwcr A L-gn Co 68/07/29 GRACE J.N. Reg on 2. Cfc of iha 
D.'edor. 3pp 46556 208 46556 210 

8808040247 Genenc Ur 83 12 lo a‘l power reacior licensees A app'icants ro removal ol 
i ro proiecucn roquiremcn’s from Tech Specs Svc l.sl cnc» 

MIRAGUA.F J Asscc.aie Di/Odcr lor PrC,eClS (Post 879411) 60/C8/02 Consohrfated 
Fd son Co ol New York Ire. 52pp 46-163 231 -46463 34 2 

0808230078 Fo*v.ards Rev 6 lo society Fen ng & qja'ilicalicn p‘an Rov wth^Old (rel 
10CFR2 79C(d) & l0Cm73Pl| 

CONWAY, WF. F'onda Powe f A UcM Co 68/09/17 DocutoM Control Hranch (Dccu* 
rrenl Conlrol Desk) 2pp 4£607 275 46607 276 


J. Insurance & Indemnity Information 

8006110199 Fovards Ffidctscmenis 93 A 94 lo NELIA Poicy NF-185 A Endcrsemenis 
80 8 01 lo MAELU Pekey Ml *55 

CARTER. RJ Marsh & Mclonnan Yic 63 08/05 CINI T2 l. Of l:co ol Nucloa- Roaclo' 
Regjlabon, C rccior (Posl 870411) 5pp 46505 322-46505 326. 


P. Operating license slage documents & correspondence 


0807260361 Summarises 883510 mceiirg w/ulil on Site ro mdepondont n 
plan A mgr-cn-shill p-ogram Agenda & viewgraphs oncl. 

GHACE J N Rogion 2. Ole ol the Director 88/07/12 CONWAY.W F. Fi 0 
l ight Co 1 7pp 46288:123 46280 139 

8807200041 Forwards Amends 132 8 126 lo Licenses DPR 31 6 DPR 41. 
& safely ovaljaiion Amerids rcv.so reluc'ing shutdown marg.n from 10 l 
kf/k co'fecl typo & make adm.n shat vo chanqo 

EDISON GE Proieci Droclcrato 11-2 80/07/10 CONWAY.W.F Florida V 
Co 2pp 46344 301-40344 314 

*6807280045 Amends 132 & 126 lo Licenses UPU-31 A UPH 4 1 .rospoct 
re'LQlng shutdown rnargiT Iron’ 10 lo 5% (delta kj/k.corroct ng lypo & m 
isirat-vn chonge 

L3ERKOW.HN Prcjea DntiClO'alO II 2 BD/07/18 9pp 46144 303 46341: 

-8007280047 Solely eva'uavon suppo-bng Amends 132 & 126 lo L.censr 
DPR 41,respoclively 

’ Office of Nuclear Roacior Rorju'aiipn, D-rodor (Posi 870-ni} yflr 
46344 312-46344 314 


8008030170 Con'rrr.s 88U8D4 rr.gl meelinn nl s<!o to discuss mdn; 
appta sa'.per 803520 to'ccn Proposed agenda oncl. 

GRACFJN Rogcn 2, Ole o 1 tho Droclor 09/07/18 CONWAY.WF F'c 
lig'HCo 3pp 4C4C4 169 4640-1 171 

-8008030175 Nouficaion of 803904 n euliny w/ut.! al mIo lo d.scuss .ncV 
appraisal 

CRLENJAK.R V Hcqcn 2, Ofc Of iho Druclor 08/07/10 Region 2. Qlc 
icr Ip. 40404 I 71-46404 171 

BB07290010 Dscussos upgrad ng ol p'ani process rodalmn momlo.*-riQ s 
w/Reg Gu de 1.97 

CONWAY, W F FlOTdT Power A Light Co H8/0//21 Documonl Conlrol 11 
mcnl Control Desk) 2CP 4635/ 14/ 46357 1 4 0 

BB08050 121 Inlcrms lhai ulT n process Of upgrading omorqoncy rospo."si; 
upn A dspla/ sys (ERUADS) ERDADS computers used to col'oct S cl s 
sn'oly assoss-neni SyS info 

CONWAY.W F Flo* da Power A Lighl Co 80/07/26 Dorvjmoni CorU'ol (! 
moni Control Desk) ip j16449 33/-4C«149 33/ 

8000050178 Summary of 080725 mooimcj vv/ul! in Juno nonct’.Fl ro sluld 
aclions ro plant 

FDISON.G.E Project U federate It 2 80/08/01 Projoci Oirocto.-al 
46445 345-46445 347. 


8008050003 Forwards apphcKlOn for oxonrpbon from cortnn regi 
10CFR50 54(w).Feo pad 

SHEA.KH F'orda Powor & light Co. SHFA.KH Newman & lloltn-'f)' 
Docv.nr.er1 Ccnlrol IVanch (Documunl Control Ousk) 7pp 46445 157-46*1 

8008170064 Fcrwards npp’icaimn lor rorowal of MPDES pormt for laciily 
EPA on 8HO720 

CONWAY. W F Flo'.da Powor & Ligtd Co 00/08/03 UccumorM Cunhul t 
ment Conincl Desk) 3lpp. 46572 206 46572 235 

0008170129 Surr.man?os progress ro resolution of Gnnonc Ltr 0/*O2 8 US 
hcation ol soisrric adequacy of mechanical A olociricnl oquprnonl 
readers Pcop-«Qtary info wilhhold. 

CONWAY.WF Florida Powor & Liqhl Co 08/00/04 Doci.rr.onl Conircl L 
muni Control Desk). 9pp. 46503 004-46503.070 

8008160105 Nouiical cn ol 080010 mooting w/ulil *n DcckvHo.MD lo distu 
rev project. 

EDISON.G.F Pfo,cct Diroclorplo 11*2 80/00/11. DL : nKOW,M N PrcjDCl 
2 3pp. 46550 140 46550.142. 

8808250149 Rcqcosts ass.stanco in closng oul largo riun bor of open itor 
btar.di r .n ilorns oncljncludirg pipo clamps & K lino Circuil brookors 
flEYESX A. Region 2. Ofc of ino D-rucior. 80/00/ II . CXJNWAY.W F F*i 
Light Co 20 pp. 46649.035 46649 114. 

8008170119 Forwa*dS rospenso to ir-doponcfonl mgl appraisal (IMA) 
Svcs.lnc S ovalualion ol IMA p.-eparud by AEOD 
flUDlQURG.JJ Florida Power & Light Co 08/00/15. GRACE J N no; 
Iho Droctor. Cpp 40565:236 46566 010 

-8800170254 ’rdupnnrJent mgl appraisal ro corrochvo or ton programs A 
supporting resources. rocomrr.erding oxlonson of offod-vD po/fonrar 
corpcrato .'ovol A silo lovu: mrasuros 
* Erorccn Servcos. 88/CQM5 \35pp -16565 242*46666016 

8808230311 DsCuSSOS schedule for submittal ol proof & rov:Ow Toch Sp( 
oxpoclod Dy 080923 

CONWAY.WF F'onda Powor & light Co 88/00/15 Occurnenl Control I 
ment Control Desk). 2pp. 46325 359 46625 360 


8008240095 Notilicaion of 800030 meeiing w/ulil in Rockvillo.MD to dscn 
oralor enhancomem pro.ccl. 

EDISON. G E Project D.recloralo 11*2 08/08/19. EJEF1KOW.H N Project 
2 3pp 46629 249 46629.251. 


8608240100 Accopls rosponso to Generic Ltr 80 06 ro boric acid ccrros 
steel roacio' bojndary components in PWR plants. 

EDISON.G E . TOURIGNY.EG, Proiecl Diroctoralo 11-2 88/C0/I0. ( 
Florida Power 8 Light Co. 3pp- 46642 101 4C642 1 03. 
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Q. Inspection reports, fE Bulfetlns ft correspondence 

8B0520D295 NnC Into Net ce B0-032. Prompt Roporhng to NRC ot S yndicanl Incidents 
Involving Radioactive Mail “ Svc list o.ncf 

CUNNINGMAM.R C C./isicn of Industrial ft Med cal Nuclear Safety (Post 870/29) 
88/05/25 Ccnscldaiod Edison Co of New Vork Ire l2Cpp. 46388 1/0 -16380 298. 

8807260334 Forwards insp Ropis 50-250/80 1 1 ft £0 261/08 1 1 cn 880425 0603 Vo'n* 
tions wil bo d.scussod ai enfo/ccmtini conference cn 800/13 

GRACE JN Region 2. OIC d hie GiCtlor 68/07/07 CONWAY W.F Honda Powe' & 
Lig'H Co. 2PJ) 46203 02b 46203 045 

-8807280336 Insp Rcpls 50 250/88 1 1 ft 50 251/89 J I on 880425 0603. V-oralcn 
noted luel Oil see l- on valvo c’osed Major areas vispoclec) anneal & moninly 
survei larcomami observakons ft operational safety 

CRLFNJAh.RV, 0REWEH.D R , MCEt.HfNNE Y.T F Region 2 . Ofc of the Director 
6B/C6/2Q. IQpp 46293 028 46201040 

8807200 J62 Suppl 1 to NRC Into Nolico fill 046, ‘ 'Licensee Rupt of Oufcct.vu Hofur* 
bistied Ocii’l Breakers " Svc l*st odd 

ROSSt.C E D, vision ol Operational F.vorls AssoSsmi.nl (Post 670411) IHV07/21 
Ccnsoldaicd Edison Co of New Yoih. Inc. I25pp 46386 054 46309 178 

8808030005 Responds fo Supp’s I A 2 lo NRC Bul'eUfi 8/ 002 ro fasfurry testing lo 
conform w/app'. cable mall specs. PniiMry.SQConda<Y ft jipii jiafOly supp'ion Isi oncf 
CONWAY .WF. Florida Power & L'ghl Co 80/07/25 Dccumoni Control Urpnch (Uocu* 
monl Conirol Desk) 46pp 46427. 151-40427 197 

8807200246 NRC EJjletn 88 098. “Thmbfo Tube r turning m Wosinghousu Honda'S-" 
Svc list end 

ROSSi.CE D.vision of Operational Events Assessment (Post 8704 ii) 09/07/26. 
Ccnsol dated Edison Co ol New Ycrk. tno l23pp 4634ft 070 40348 192 

0008040213 Responds lo violalicns noted in trips Ropis 50*250/08 01 & 50*251/08* 
01 Co.-roclive aciions training brief issued to p'omj'galo acceptable nieltied fer aver 
ag ng moiGcrofoqical data 

CONWAY.W F Florida Power & Light Co 88/07/26 Ooc.umoiil CuMrol Branch (Oocu 
mcnl Control Dusk). 4pp. 4G436 1 11-46436 114 

8607210218 NRC Into Noted 88 05?. TuiUo ol Iniromorino rnndem o< Molche: Sul 
App'icator Brachythurapy Dovccs During Patient Treatment " Svc list oncf 
CUNNINGHAM R L‘ D.v.sion of Industrial ft Medicnl Nuclear Saloly (Post 870729) 
88/07/27 Conso'.datcd Erhscn Co of Now York. Inc 100pp. 46397.029-1039/ I :if> 

86001 10127 Forwards partially withhold Insp Ropis 5O2SQ/0U-1G ft 50 251/8016 on 
89062 7- 0701 ft ooIicq ol violation 

CLINF.WC Reg on 2, Ofc of lho D-rector 9G/U7/27. CONWAY.W F Florida Powor ft 
Light Co. 2pp. 4G509 086 46509 090 

**8800110130 Notico ot viotfthon Irorn nsp on 1180627-0701 Vio'atioo nstod ImGto to 
s:;t).n l phys caf socunfy plan changos w.thln 2 month required hmu 
CUNE.WE Rog on 2. Ole Of the Oiroclo' 86/U//27 ?pp 46500 09U 46500 089 

**68061 10133 Parlially w.thhcld Insp Reals 50 250/88 16 ft 50-251/08*16 on 80CG2/* 
0701 Ma'cr areas mspoctod scanty plan ft p'ocednios.rijco.'ds ft rop1s.lock9.koys ft 
comt).nn(iuns, security sys power supply ft assossmont aids 

MASUYK O M . MCGUfnC.On Ruyon %, Ofc ol thvi U.tnrtOi 08/07/26 tp. 
465C0.U9G 46509.090. 

0807220034 NRC Inin Notco 86 063, ‘LiCunsod Vio’ulions of NRC Rcuu'niiOn&.WfrCh 
lod to ModiCAl Dagrostc Misadirirnstroiicns ' Svc Isi nncl. 

CIjNNINGmAM.R.E Div.s'on ol Industrial ft Modcal Nuc'onr Safely |f l osl 8/0/291 
88/07/20 Consohdaiod Gihson Co of Now York, lr.<: lOlip;) 4639U 203 4&307 029. 

8807220192 NRC Info Notcr’ 88 054. ’ Failure ol Circuit fireakor Following inctalntion 
of Ampiector Di.'OCt Nip Anachrr.ont " Svc list end 

nOSSf.C.E D.vision of Onorahoraf Events Assessment (Posi 87041 1) 8U707/20. 
Conso’ithlod Edison (*,o oi Now York, tnc t?tp;> 46417 020 4041? 140 

8808160006 Forwards Insp nepls 50 260/08-14 & 50-251/88 14 on 808G03-25 ft not.co 
of v.ofafion 

CHlENJAKFIV. Rogicn 2. Ofc ol Iho Diroclor 88707/29. CONWAY.W F. Florida 
Power ft Lflht Co 2pp 46564 00/ 4G654 112 

-QGOB 150007 Notice of v.dation from vosp on 680C03-25 noted tailw'O to con- 

trol rnahs used in snfoty rolatod sys 

WiLSON. 0 a Rcgicn 2. Ofc Ol tfie CireciO'. 88707/29 2pp. 4G564 009 46554:090. 

*•8806160008 Insp Rcpls 50 250/88-14 ft 50-26 1/08* 14 on nRl)b03*25 VioMeon 
noted Ma.cr areas inspected backshift insp, annual ft mnnlKy surva llancus.malnl ctj- 
sorvations ft reviews, ESF5,opora1i3nQl snloly.UlCifity meds ft p>Dnt cvenls 
BREWER ,Q R . MCELHINNEY.T F , SCMNEOU G A Region 2. Ofc ol tho D rector 88/ 
07/ ?6. 22pp 46554 09I -4G554 1 12. 

6607280019 NRC Into Nolico 88 055. ‘ Polenhal Pruhloms CausoJ by S riglu Foiluro of 
ESF Swirn Ous " SvC tisl enct. 

ROSSI.CE D.vision of Cpurahcnal Events Assessment (Post 0704 11) 00/08/03. 
Ccnso'idaicd Edison Co. c/ Now York, hie 121pp. 46437. 121 4643? 24 1 

8608030289 Suppl 2 lo NnC Uullot.n GO 005, "Noncanfomi.ng Malfs Suppled by Pip nn 
Suiiplios.fnc nl Folsonr.NJ ft Wosl Jorsoy Mfg Co at Wihomstow-n.NJ ” Svc hyl cncL 
RObSI.CE Orison of Operalionai F.vonts Assossmonl (Post 070411) 08/08703 
Consolidated Edison Co. of New York. Inc t49pp. 46639.121-46530 200 

8808150340 0-9 cuss OS Insp Ropis 50*250/88-11 ft 50-251/88-11 on 880425 0G03 ft 
lonA-ords nolico of v.ofahon ft summaiy of enforcement confotoncu 
GRACE.J.N Rogion 2. Ofc of tho Director. G0/08/03- CONWAY.W F. Florida Power S 
Light Co 2pp. 46552 300*46552.331 

**8908150391 Not es ol vio'ot on icom insp on 080425 0603 Violation noted c-'osuro of 
valvo caused both emo/yoncy cfiosol gonoraiors lo bo ouls^do design basis as do- 
senbod l-‘i FSAR. 

GRACE.J N Region 2, Ofc ol iho Director. Gfl/00/03 30pp 46552 302-46552-331. 

8807200000 Suppl 2 to NRC Bulloim 88 008. ’ Thermal Sircssos in P,pmg Connoclud to 
RCS." SvC I si oncl. 

ROSHl.C.E Div'Sion of Gperauonat Evonis Assossmoni (Post 870411) 88/08/04 
Consol dated Ed.son Co. of Now York, Inc I2lpp 46504.001-46504 121 


8B072901 1 1 NRC Info Notice 88 0-6. 'Poionhal Problnms V.’/Slccne Foam Fro Barr. or 
Penotralicn St j a s ” Svc l-sl oncl 

ROSSi.CE. O .vision of Oputafionai Events Assessment d’osl 8704 Ut 80/C6/0A 
Consolidated Epson Co Of New Ycrk, Inc I23pp 46569 1 75 465G9:2D7. 

BB08240135 F.nal respenso to FOIA requesi for (JoCe.nnnrs App K doc^n onls oncl App 
l. documonis partaiy deleted as ojIsidO scope of request App M doenments pnrt.tr ly 
wtniioid (rof FOIA Fxernphon 5) 

CiRlMSlFY DH NHC - No Doiai'od Aff.liaiicn Riven 88/09/04 BOLE Y.K Put:l c Citi- 
zen’s Critical Masv Eroujy Prcyjct Gpp 46501 338 46601 342 

-8608110018 Forwa-ds NRR SAl.P r*put based on mn-SALP eva’ualions erel w/seloly 
ova'uni'ons prupa*od during SAlP Cel 1904 May 1986 poned RolalorJ (fccunicnln- 
t-cn one 1 

DUDLLY.n.F PWR ProjCCl Dirocloraio 1 86/06/01. KIHSCH.P.F. Rr;gron 5. Ole of 
Iho D rector 85pp 46581343 46502 112 

8606020095 NRC 'c'o Noi.eo 00 057, ”Potont<al Loss id Solo Shuldowrr Equipmcnl Oori 
to Pio.'riolu.'O Silicon Conirollod Roclilior Faium Svc l.sr unci. 

ROSSi.CE Div.sun ol Cporaticina* Lvunis v\ssossmunt (Post 8704 11). 80/1)8/08 
Conso'.datod td.son Co of New York, me 122pp. 4G4;.y 125 48-159 246 

0800020102 NRC Inlu Nohco HO 050. ”Polont*al Prob'cms W/ASEA Brown Uovcfi lUt- 
61L Nmo Ovcrcu/roni Relays ” Svc Lst oncl 

ROSSI.CE Civ.son o< Operalionai Events Assessment (Posi 8704 11). OG/CO/Ofl 
Consol-riatcd Fdison Co of Now York. Inc I20pp 46539 001 4G630 120 

6608030112 NFtC '^to Nohco 00 059. “MS1V G,.i<fO Rail Fail.uo at Walorlcrd Unit 3' 
Svc ‘ist oncl 

ROSSI.CE Divison of ('rcralionai Events Assessircnl (Post 1170411) 09/68 /0!» 
Co-so’idatod Edison Co Ol Now York. Inc I21pp 4646/ 01 1 46467 131 

6608040062 Suppl 1 lo NRC inlo Nohco 06-004, ‘inadequoUi OiaVcaFon & Docenum 
tnhon of f i'O Darner Porolraiion Seals " Svc I Si u n Cl 

ROSS1.CF.. D.vison ol Oitoraiiona* F.vOnls AsSOssrrGrl (Post 870411) F>a/D»/0;> 
Conso'id.lUJil Edison Co O' Now York, Inc I21pp 40556 205-46556 325 

0600230279 Forwards Insp nopfs 50 250/89-17 ft 50 251/06*17 rjn UG0705 OH No vwj- 
laimrts or duvat ons noiod 

HERDT.A n Region 2 Ofc of tho n.reetof 00/00/10 CIONWAY W.F F.'omia Power ft 
Light Co 2pn 4GGI0 121 4G619 120 

--0B082302Q0 Insp Hnpls 50-250/00 1? ft 50-251/08 17 on 800705 00 No v-oinf tins or 
deviations rufodMa.nr areas mspoctud insp of con'a nmont bldg lendcn survo I'anoo 
nrograin.lo'.'owu*) on concern ro polontial ccrrosioa tostmg ft IE Du lot n 00 1 1 
UNAMANJJ. JAPE.F Rcginn 2 , Ole of Uio Director 08/09/0‘J. 6pp 4661(1:121- 
4G6J9 120 

8800050135 NRC Wo Nolico US CC0. "Wiadoqimlo Do Sign & 1r.slpl l BlKm ol WnloH-gRl 
Punotrahon Souls ” Svc Ist oncl 

ROSSI.CE U.vison of OnemhoMdl Events Assestrnoni (Post 870411). G9/O0/M 
Consolidrilod Erfisori Co. of Now Ycrk, Inc 1?3pp 4G5G9 290 4G570 0G6 

8606050240 NR(^ in'o Not.co 06 061. "Conirol Room HabiaLi'ity • Rncenl Hoviowro ol 
Operating Expo/tencr).” Svc list oncl 

ROSSI.CE D.vision ol OpemVonal Cvcfiis Assessn.enl (Post 870411). 00/06M1 
Cor i solid, Mud Edison Co of Now Ycrk Ire- l?8pp 46504.312 46595 070 

0606050295 NRC fn f O Not ed GH CF>2. ’ Returii F nd-ngs ro Irrplomonlnhon of OA Pro 
grams by Supnhors of Transport PrtCkagns ’ Svc Isi Orel 

BURNETT. UP Division of Safeguards ft Transpoitaiion (Posi 871)4 13). OG/C0/12 
Consol datoil Ed sen Co. of Now York. Inc lOtyiji -1058 1 155-4656 1. 20 3 

0606090264 NRC lido Nolico 69 063. High Roiiirtl on Ua/anls From lrr,ul*,lfu(l Iri-Cu'U 
Dniociprs ft Cabfos " Svc *ist ore I 

nOSS'.CC- Div.iaon of Cuoroticnnl Events Assossrnnnt (Pusi 0/0411) 08/09/15 
Conso'iilnloJ Edison Co of Nuw YO'k, Inc I lOpp 46569 0G5-465G9.1 74. 

6B061 10206 NRC Infn Nolico 00 0G4, “noporling Frea m NuClonr Process SyS nt NjcIo* 
tit Pcwur Planls " Svc 1 si oncl 

ROSSl.cn Division ol Ouuralional Fvonls Assossmunt (Posi 070411) 0G/C6/ 10 
Conso:idatod Edison Co OI Nuw York, fnc 104pp 16643 001-46643,104. 

0000120327 NRC Info Nohco 86 0G5. ‘ tnndvcrlenl D’ainagoa Of Spiml Fuul Pools. " SvC 
fist oncl. 

ROSSI.CE D.vis-nn of Onoralioual Evonis Assessment (Posi G7041I) 00/G0/1O 
Corsolidniod Edison Co oi Row York, Inc. 123pp 46026 O' 1 ■ 40G2(V 1 33 

6008160392 NRC Info Nolico 98*066. “Irdusfrinl ftadiOgraptiy Insp ft nn f o'ci»monl, " Svc 
list or.cl 

CUNNING l lAM.R L* Division ql Industrial ft Medical Nuclear Sa'oly (f»ost G70/2D) 
00/08/2 2. Consol.Uaiod Edison Co ol Now York. Jrc 00pp 4G62G 134 46620 223 

6800160414 NRC Inlo Nolico 80 007. “PWR Aux Vary fu-LilwaVc-t Pump TefUno Ooi* 
speed Trip Fai'u'O " Svc l.st crcl 

ROSSI.CE D,v*sion of Opeiahonal Evonis Asscssmonl (Post 870411). 8A/ 00/22. 
Ccnsol.dotod Edison Co of Now York, Ire 1 23pp. 46G43 105 4GG43 22 ? 


R. Periodic operating reports ft related correspondence 


8007270099 Forwards summary of mgl-cn slill ft p'uni supervrsor-njc'oar shifl ropis for 
wk slndng G0Ob25,por NRC B71019 Order 

CONYJAY.W.F. Hernia Powor ft Light Co 88/07/06 GRACE.3.U Hog un 2, Ofc ol 11 in 
DifUClor 50pp 46335 001*46335 058 

680B040040 Forwanis summary of mg1*on shift repts for Q00704 C3per NRC OX If) 10 
o/dnr.Chanyo discussod & concurred w/hy Region il staff. 

CONWAY.W.F. / lorida Power ft Lighl Co 08/0// 13 GnACE.j N. Region 2. Ofc of Uio 
Director. 2ipp 46421 001 46421.021. 

6808010253 Forwards so^ucl sys assossmont prog'ess summary for Jtno 1008 por NffC 
960012 order. 

CONWAY.W F Florida Power A Lighl Co. 89/07/10 Documonl Control B/onch (Docu 
morn Control Desk). 3pp 46370 206-46370 290. 



p-e-rviscr nuclear s r i ft repls per Gout «ss cr 8 7 1 0 i 9 cr tier. 

CONWAY.W F F br.da Power & Lghl Co 89/07/20 GPACE.J N Rcgcn 2 . Ole of the 
UireciO' 49pp -16403 072 46403:120 

88072604 17 Forwards -niegraied schedu Q monthly summary for JU 1988. ndtdng new 
ouiace ccn^iencn dale for Un.t 4 • Cycle 12 

CONWAY.W F. Florida Power & L ghl Co 89/07/21 Document Corirol Branch (Oocu 
rrenl Control Desk) 3pp 46304 013-46304 01b. 

890B 150040 Forwards rrgi cn sh M wcnMy repi 
CONWAY.W F Flcr da Power & li-jM C«> S8/07/27 GRACF.J N PoiJ'On 2. Cfc of Iho 
C roofer. $?pp 46550 271 46550 322 

8008170097 Forwards rrg‘ on shill wocUy surrmarv repl.pcr 871019 ordar. 

CONWAY. W F Flcr da Power & Light Co 8&/C9/03 GRACE. J N flog on ?. Ole of the 
□.'Oder. 38pp 46571 297 46571 334 

8808190095 Forwards „‘ul 1989 prepress sumTary ol seect sys assossmori re dos y*i 
bats s rc co^SlAiticn safely engineering g'Oup Ae^kdovwns 5 Ofher signlicanl progress 
CONWAY.W F F'onJJ Power & Lie'll Co ^8^09/ 1 5 Document Co~*rol Dranch (Dccu* 
meril Control Desk) ?pp 46595 15C- 46595 151 

8808230097 Fcrwa dS rrOTthl/ operal ng repls 'or Ju! i960 for Tu'ku/ Po nl Unils 3 & 4 
H Si UCid Ur..:s 1 a 2 

CONWAY.W F Flcr. do Power & L-jhl Co 88/08/15 Document Ccnt'Ol Starch (Docu- 
ment Coni rot Desk) ip 46607:283 4663/ 293. 

-8800230138 !/cr.V;ly operating rcpis 10* Ju 1988 for Turkey Peril Urvls 3 8 4 
FERPr.ll. SD. GRANT NW F'o-.da Power & L-^hl Co 00/07/31. 8pp 46607 284- 
46C0/291 

-*0808230140 Morth'v operating ropls 'Or Jul i960 ler St Luoo Un.ls 1 & 2 
FERRELL. S O GRANT.NV/ Florida Powe* & liyhl Co D8/Q7/3V 7pp 46607 29? 
4669/ 203 


S. Reportable occurrences, LERs & related correspondence 

B6 08 0302 16 Forwams syneps s O'! Ofc ol inveslrgaiicns Repl 2 87 CMC ro 870313 ma 
mpuiafiOn or co^rrets by un icensed irdvdual Invosi-ga' on conceded m«l v.o'ation cl 
NRC requirorrerts cccu*rcd 

GRACE J.N. Reg on 2. Ole Ol Ihe C reclo.* 88/07/20 CONWAY.W. F. F'onda Power & 
Ugh* Co 5pp. 4C4C5 143-46405:147 

9808 1 10109 Special ro-pl.lB month s.i'vei' ance idortfied f.ro barrets & ponoirohons w/ 
ebservah'o deter oral on smee Iasi S'j've 'lar.ee Oajsed by staled work to field ropls & 
eCAiipmenl malluncticn Corrpensalory measures cont nu ng 

CONWAY.W F Florida Power & L chi CD 60/C8/O2. Document Conl'Ol O'anch (Oocu 
moni Control DesM 4pp 46505 1-02 46S05 0C5 

8808160053 LER 68 013 00 cn 08370 7.<J scovcfGd that monthly chanro! Iu'*cl:cnal losi 
*-j*ve lance p*oceduo did rt>1 check sys alarm Oa ised by personnel 
o,*rcr.Sjrvo.l'e»'iCe procedure ccrreciOd & personnel cojnso cd VV/08CUC8 Mr 
GROSS. KW . CONWAY.W F Flor. fa Powc S Li^ht Co 06/00/08 6pp 46569 2 f ,0 
46553 254. 

0808190093 LER 89 014 CO o*i BBOm.nCS leakage surve I'arco not performed vviihn 
roqj rod mlerval dJfl to porson'-fl r ror Ncto placed in righi book $lrGSSng need lo 
irooi lB-30 h Tech Specs requlremenis W/880815 -tr 

CROSS.KW. CONWAY.W. F F*o'ida Powcr& Light Co G0/UB/15 5pp 46595 152- 
46595 156 


V. Operator Examinations 

8007260085 Reqjeds malls I sted m encl fo* reacicr cporaicr & soncr opc.'alO' Icens* 
mg «xams schet/tloJ for v/eeks of BGi 01 7 & 24 App'ovod rol matis sJ’Culd ho sub 
m tied by &8GAI7. 

JULIAN.C A Rog:on 2. O'c cf Ihe D recto' 8-3/07/11 CONWAY.W F F'cnda Po-ve' & 
Light CO 1 0pp 46267 345 46287 354 


DOCKET 50*251 TURKEY POINT PLANT, UNIT 4 


F. Security, medical, emergency & fire protection plans 

0807060520 Genet c LK 88 10 lo al< power reaclo* Ircer-seus & hj'dors of Pan 95 ap 
provais ro purchase ol GSa approved sccu'iiy corta r,crs Svc nst or-cl 
MIRAGLIA.F J Associafo 0 f oc1or <01 Projeds (Post 87041 1) 6G/07/0i Consoidalod 
Echson Co o( Now York. Inc 31pp 46399 250 46306 329. 

0807280267 Revised cirergoncy pten i*np*onneni ny procedures irciud ng rov to EPiP- 
20105, ’ Erncrgercy Response FaciitiGS/’ & Rev 0 lu EPiP-1212, "Actrvat on 8 Use of 
Emcrgcrcy Opcrai ons Faci ty Offsilo Emo*goncy Crgariraliov ” YV/B807I9 Hr. 
CONWAY.W. f* Her da Powor & L Qht Co. &Q/0//I9 55pp 46337 272 46337 320 

8808110127 Towards parna'lv wOihetd fnsp Ropts 50 250/6B-16 & 50 251/88 16 on 
880627 0701 S nenco of volalon 

CIINE.W E Region 2. O'c of iho Direcio* 89/07/27 CCNWAY.W F. FlO'.da F»owor & 
LlgM Co 2pp. 46509:086-46603.050. 

**8808 1 10130 Notice Of volaion from .rsp on 860627 0701. Vo'ahcn noted.fa Gro lo 
subin.l phys cal security plan changes wiih n 2 month required 1 mo 
CLINE .W E Region 2. Ole of ll*e Direc’C B8/07/2? 2pp. 465C9 C80- 46509 009. 

•*8$081 10133 Pad-ally w.thhotd insp Rcpls 50 250/80 16 & 50-251786-16 on 680627* 
0701. Major areas ins peeled, sccur ly plan & procedures records & repls.locKs.keys & 
comb-pa lions, security sys power sjpply 8 assessn ont a ds 
MASNYK.0 V. Region 2. Ofc of ihe Direcior. BG/07/26. Ip. 46509 093 46509 C90 

8806160437 Submits brief description of changes made to p’ant security 
o'oani?alicn.per NRC r eq jo st . 

t;ONWAY.WF Florida Fewer 8 Light Co 08/0//29 GRACE J.N Region 2. Ofc of ihe 
Dyrociof 3pp 46666 208-46556 210 


hi-a prutoct on requirements Irom Tech Spues Svc I'Sl or*.cl 
MlpAGUA.F J. AsSOC-elo D.rodor fer ProjOClS (Post 0/041 1). UO/UB/02 
Ed son Co Of Now York. Inc 52pp 46463 291 46463 342 

0608230076 Forwards Rov 5 lo security tramng 8 qu.ilif-calion p'nn Hiw 
1CCFR2 ?9C(d) A 10CFH73 21) 

CONWAY.W.F Florida Power A L ght Co 80/00/17. Dod.n.oni Conircl li 
rr.ont Ccntrcl DosV) 2pp. 4660/ 275 4CC07 278 


J. Insurance & Indemnity Informalfon 


0808110199 rorw&'ds Eridursomonis 93 & 94 to NELIA Polr;y NF-105 6 ( 
00 A 61 lo MAF.lU Po’isy MF-55 

CARTEM.RJ Ma'ih 8 McLennan. Inc 00/00/05 UlNlfJ.I Olf.co ol Tfu 
F-lequ al o.*'. D rorrtof |Posi 87041 1} 5p;i 46505 322-40505.326 


P. OpetaUng license slage decumenle fi* corrcsponcleuco 


80O726O3G1 Surrmari2cs 0BOG1O meut-ny w/uti! on Silo ru mifopundurl i 
plan & mgl on sh It program Agenda & viuwnmphs onrf 
GRACE.JN Rog cn 2, Ofc of tho D-rectcr 80/07/12 CONWAY.W.f F n. 
Light Co 1 7pp 46288 123- ,6200 139 

0807200041 Forwards Amends 1.32 & 120 t:> Liconsns WH 31 8 l)Rl ;i 
& safely ovaLahO*’ Amends revise /ufiiulng shutdown n'U'cjh from 10 
kJ/Lccrroci lypo & mdku adm n sirptivo char.gu 

EDiSON.GF Project Di oclomlu II 2 89/0//10 CONWAY.W f : Flon f.i ( 
Co. 2pp 40344 331 46344 314 

-8807280045 Arrunds 132 S 126 10 L-Coriyr-s OPM 31 A (JPIt ni.roLpi-M 
rcfuolng snutdown margn from 10 lo S'N Idotla k)/k.ccftoctng typo A n 
islrpiivo change 

UEHKOW.HN Prcieci D.roi:lor,ilo II 2. 00/07/10 dp[) 46344 30J 46 :m.j 

•*0807280047 Safoty Ovfllualio'i supper liny Amurds 132 & 126 lo Licuns 
□F J H -J i.rospechvuly 

’ Oikto ol Nuc’cat Reactor Rogu'auco. Ueoctor (Post O'/iH 1 1) nil 

46344 312 4G344 314 

0808030170 Ccnhrnis 880004 inyl rnnoimp a I siUj lo iJiSC-jss l- ■ i< 
apprai>al,pcr 8306S0 tefcon Proposod nijondn oncl- 
GRACE..! U Ren on 2. Ofc of thu DifCClOr 08/07/10 CONWAY.W V F I- 
Li^tHCo 3pu 46404 160 46404.171 

*•0800030175 No* hcalio.n of 800004 mooting w/tiM at sdrj to discusv m.f< 
appraise! 

CRl.FNJAK.HV Rcrjon 2. Ofc ol Min Hi»cclor 08/07/ 18 Region 2 ()lr 
10'. ip 46104 171-40404 171 

CGO7290Q1O Discus&OS upgrading ol p!md proenss radMlon rnoinlO , -. , i| 
w/F-Tog Guido 1 07 

CONWAY. V/ F F'onda Power & light Co 08/07/21. Uccnmuni Cunlrnl I 
rr.oni Conlrol Desk) ?pp 46J57 M7-46U07 140 

080 7270120 Discusses performanen onhancarnent jirog-um Pftuori 4 Kv.» 
graded RHR Va'vo 087 Design A procurer! ion l of upgrailrul vulvu h is In 
rosull of analysis 

CONWAY.W.F. Ffcndn Power A Light Co O0/O//2? Docnrnuril Conirul I 
rnont Cont'dl Desk) ?pf> 46316 244*40316 246 

8000050121 Infomis lhal uhl In procuss of upgrnd-ny o.Ttifrjunr.y rifSjiu<v,n 
lion d display sys (ERDADG) ERDADS < crnpjkjrt. usud to ftollnd 8 ifr. 
sofoly essr'ssntoni syb mfo. 

CONWAY.W.F. Fionda Power & LlgtM Co 88/07/ 20 Dncu.-roni ConlrcY I 
moni Ccnlrol Desk) Ip 46449 337 4G449 337. 

B80805017C Surrmnry of 880725 rrcctng w/ull In Junn Ueach.FI. ro sl.it: 
nctons m p’ani. 

EDfSCN.GE Pro:dCt Crecioratu II 2 00/00/01 fhoioci D.rudoru 
46445.345-46445 347 

8008050003 Forwards app'iCQtiCh for oxnmphon from ccrlnn mi 
IOC:FR50 54 (w) Foo paid 

SHEA.K H Florufa Power & Light Co. SHEA.K.H. Nowman 8 Mrjll?-'*i| 
Docurenl Conircl Uronch (Uccumont Controf Dosk) 7pp 4(1445. 16? -Hi' 

0806 170064 Fo'v/ards applcaiion for rer.owal of NF’DFS permit lor fault. 
CPA cn 880720 

CONWAY.W F. Florida Pcwu-r & Light Co. 80/08/03. Uocurronl Control I 
ment Control Desk) 3ipp 4G572 2C6 46572.235 

8800170129 Summan/os prog'oss ro rosolufon of Gnr.crir Lir 07-02 S US 
ticoiion of sosmlc adequacy of mechanical & olocirii.nl oqupmin! 
reaclcrs Prcprlola r y info withhold 

CONWAY.W.F. Florida Powor & Ughl Co. 00/00/04 Oociifmml Conlrol ( 
moni Conlrol Oesk) 9pp 465B3 004 4G583 070 

0808160105 Noiihcation ol 8B0818 meoling w/ut:l in Hockvi'lo.MD to d scu 
rev project. 

EDISON. G F. Project D roctorato 11-2 88/08/11. OFRKOW.M N Proioct 
2 3pp 46550.140-46556.142. 

0808260149 Roquesls assistance .n c f 0sing oul fargo nun’.Uor of open llur 
siandng domy encl.mdud ng pipe ciamp9 & K*hm> circuit bronkera 
REYES.L A Reg on 2. Ole of Iho Director. 00/08/1 I CONWAY WF. I'll 
LighlCo. 20pp 46849.095 4G649.1 14 

8808170119 Forwards re^pon«vo to Indotwndoru mgt appia^al (IMA> 
Svcs.lnc & evaluation ol IMA prupared by AEOD 
HUD: BURG. J J. Florida Powor & Light Co. 88/00/15 GfTACE J N Rer 
iho Director 6pp. 46565 236-46506 Ol 6 


I i 
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—8808170254 Irtiepondenl mgt appraisal re corrOtUvo ackcn programs & .nvesfrrenl in 
supposing resourcGS.rGCOmmending extension of effective* performance lo me uUo 
corporals lOvOl & Site 'oval measures 
' E nor con Services 98/08/15 I35pp 4G565'242-46566.016 

88082303 1 1 Oscusses schedJo for submittal of proof & roviow Tech Specs Ccmmenis 
expocted by B0CU23 

CONWAY.WF Florida Power 8 L igtit Co 0Q/C8/15. Document Conlrcl Branch (Docu- 
ment Conlrol Desk) 2pp 46625.350 40625.360 

8808240095 Not.! calign of 863830 mooing w/util ..n Rockvilo.MD lo discuss d:eS 0 l yon 
eralor enhancement pro.ecf 

EDISON, G E Project Dmclorato IU2 0B/O8/19 BERKOW.H.N t«rc|ucl D.rcclOmte II- 
S’ 3pp 46629 240 46629 251 

8808240100 Accepts responso to- Gonoric Ur 88 05 re boric acid corrosion on carbon 
siocl roaclor boundary components in PWH plants 

EDJSON.GE, TOURlGNY.E G Pio.ert Directorate 11? 88/08/19 CONWAY.W F 
Florida Power & L ghl Co. 3pp 46642 101-46642 103 


Q. Inspection reports, IE Bulletins & correspondonco 

8805200295 NRC Info Nolico OS 032. "Prom pi Repcrbr.t) lo NRC ol Sgrif.cant incidents 
Involving Rad.oaciive Wail ” Svc list end 

CUNNINGHAM, n E. Dvison ol IrdJSlrml A Mod cal Nuc-’cer Saloly (Post 8/0729) 
88/05/25 Consolidated Edison Co of New Ycrh. Inc 1?<Jpp 46388 1 79 46388 290 

8807260334 Forwards Insp Ropts 50-250/88-11 A 50 251/80-11 on 080425 0603 Viola 
hons wi 1 . be dscussed at enforcement conlorunco on 000713 
GRACF.J M Ron on 2. Ofc of rno D.roctor 88/07/0/ CONWAY.W F Florida Power A 
LifiMCu. 2pp 46293 026 46293 045 

— 8607260338 Insp Ropls 5U 250/ftS M 8 60-251/00-11 on 080:26 0603 Violation 
noted fuel oil suct-cn va'vo closed Mn,or a'ons inspected annual & ironinly 
surve- I'ancu.muml obst-rvahOris A opiirai-onnl safety 

CRLENJAK.n.V, BREWER, DR . MCElhinNEY.T.F Hog on 7. Ofc of thu Crudo' 
fifi/06/29 18pp 46203.020 46203.045 

8607200 J62 Suppl f lo NRC fnfo Noi-co 98 040, 'Liconson Rept cf Detect vO Ro'ur- 
lushed C rceil Breakers " Svr. I si encl 

nosst.c E Division of Operational Events Assossmonl (Posi 070411) 68/07/21 
Conso'idalcd Edison Co of Now York. Inc I25pp 46368 054 46386 178 

66-96030006 Responds to Suppls 1 & 2 lo NRC Bullet n 87 C02 ro fostnnu icsimy to 
conform w/applcnLIO mail spocs Pr-mu'y.socondary & ron saloty s:.ppiurs ist oncl 
CONWAY.W F Ffor.dd Power A Licjhl Co 00/07/25 Uoeumuni Centro! Hror.cM (Docu- 
ment Conlrol Oosk) 46pp 46427 151 40427. 197 

8807200246 NRC Qu 101 n 88-009. lliMdo Tubo Ttinring in WuSl-nghoi.so Meadors” 
Svc ‘isf end. 

ROSSI, CE. Oivison ol Oporet cnal Evonis Assessment (Posi 070411). 80/07/26 
Conso' datod Ed.son Co of New York, let 123pp. 46848 070 4GJ-:ii ii)2 

0808040213 RospO'.dS lo viobdions noted in Irps Repls 50 250/88 01 A 50 251/89- 
01 Co'roclivo actions. train ng Uriel issued io prumjlgnlu nccepUitilo method for aver- 
aging rrolooro'ogical data. 

CCNWAY.WF. F.'or.da Power & L ghl Co. 00/07/20 Uoiriirnunl Control Rrnrcli (Docu- 
rnont Conlro? Desk). 4pp. 4C43Ct1 11-46436 1 14 

8607210218 NRC fnfo Not>co 88 052. "Failure of IntraulLimo Tnndum of l lolcbor Soil 
AppIcalO' BracFiylliOrppy Doveds Du' ng Pniiont Trenhnoni " Svc hsi oncl. 
CUNNINGHAM, fl F. Div-sicn cf Industrial & Mudical Nuclear Saloly (P«>sl 870729) 
08/07/27 Consolidated F.d-son Co Of Now York. Ire. lOBpp 4G397 023 4039?- »36 

0808110127 Forwards pnMiOi'y withhold In-ip Ropls 50 250/80 16 A 50-261/U0-1G on 
000627*0701 A not. co of v omt on 

CLINE.W E Rofl’an 2, Ofc ol iho Ciroclor 80/07/P7. CCNWAY.W F I londa Power & 
Llghl Co 2pp. 46509 006 46509.090. 

-88081 10130 Notco Ol violaiion from insp on 800627 0/(11 ViClaton nutodMIuro lo 
sutmi physcal secu'ily plan chprmus within 2 month royuirod trim 
CLINE.V/ t. Roylon 2, Ole ol tliO D.roctor 80/07/27. 2pp. 465C9 038 46590 089. 

-8808110133 Partially wilhhc'd insp Ftepls 50 250/88 16 A 50-25 1/88- 16 cm B0C627. 
0701. Major areas i.nspociod.sccuriiy p'nn & proceduros rucordi A iopls.locks>oys & 
corrbmalions. secu'ily sys powo.' supply & ossossmom ads 

MASNYK.O.M, MCGUIHE.D H HoyOn 2. Ole Of Uiu UrectCr 00/07/26 Ip 
46509.000 46509.090 

0607220034 NRC Info Notice 80-053. " Licensee Violnbons of NRC Royutaliyf'S.Wh cli 
Led io Medical D.nynoslic M.sadrrmisiraiicns " Svc .’isl end 

CUNNINGHAM, R ET llvison ol h-duslr.al & Mcd-COl Nccfoar Safoly (f^st 070729) 
Q0/07/28 Conso'idaied Edison Co of Now York. Inc. 106pp. 4639o 203 46397.028. 

8607220192 NRC Info Nollco 00 054. "Faluro of Circuit Breaker Kol'owmg inslfl’lalon 
ol Ampvoc/.oi Dirocl Ttip AlfaO -irnunL'* Svc end. 

ROSSI.C.E Divis-on ol Operational Evenis Assossnient (l^st 070411) 88/07/20 
Consol dated Ed-son Co of Now York, Inc l?ipp. 4641/020 46417140. 

8808150006 Forwards Insp Ropls 50-250/00 14 8 50 251/08-14 on 000603-25 A nolico 
ol vio'at-on 

CRLENJAK.R V. Rog on 2. Ofc of Urn Oireclor 80/07/29 CONWAY.WF. Ffor.da 
Powor & Light Co. 2pp 46554 007-46554 1 12 

-6608160007 Notco ol violation from insp on 080603 -25.Violaiiun noiod laluro lo con- 
trol mods usGd m saloly rotated 

WfLSON.B A Region 2. Ofc Of tho Director. 09/07/29 2pp. 46554 009 46554 090 

-8808150008 Insp Ropts 50-260/88-14 & 50 251/80-14 on 800603 25. Violation 
noied Major aroas inspocled Uackshifl map. annual A monlhly surveil-ancos.mo’nl ob 
sorvat'Ons A reviews ESFs oporat'onal saloiy.lacildy niods A plant ovunis 
BRF.VVER.D.R ., MCELHIMNEY.T.F . SCHNERU.G A Rog on 2. Ofc ol Iho Dirodcr 80/ 
07/28 22pp. 4G554 091 46554 112 

6607280019 NRC Info Notice 89-055. "Poiont-al Problems Caused u y Smglo Fni'uro ol 
ESF Swing Bus.’’ Svc list oncl. 

ROSSl.C F. Division ol Oporeisona' Evonis Assessment (Post 670411). Q8/08/03. 
Conso'idaied Edison Co of Now Yo f k. Inc I21pp 46437 121-46437.24 1 


0808030289 Suppl 2 lo NRC Bul'Otn fi8 005, "Ncnconlorming Malls Supplied by Piping 
Supplies.lne al Fclsom NJ A Wosl Jersey Mfg Co at Wil'iairnsiown.Nj." Svc list oncF 
ROSSI.CE. D.vision of Oporationol Evenis Assessment (Posi 8704 11 ). 80/08/03. 
Consol dated Ed.scn Co ol Now Yoik. Ir:c. I49pp 46538 121 46538 289 

6808150340 Uscussos Insp Ropls 50-250/08-11 A 50-25 1/86- 11 cn 860425-0603 & 
forwards not CO ol vioiahon & summary of enlcrcoment conlererce. 

GRACE.J.N. Reg on 2. Ofc of iho O rector. 08/00/03. CONWAY.WF Florida Powor & 
l ight Co. 2pp 46552 300 46552 331. 

—0800150391 Nolico cf vio'at-O/i horn insp on 000425 C603.Vib‘ai cn noted closuro of 
valve causod boir> emergency d i^scl gor.eralcrs to be ouis do design basis as do- 
se* bud n FSAR 

GRACE.J.N Region 2. Ole of iho Droclo*. 88/80/03. 30pp -10552 302-16552 331 

8807290008 Suppl ?. Io NnC Dullobn 80 008. ‘ Fhe'mal Strossos in P pny Comccled lo 
RCS “ Svc -isl encl. 

ROSSI.CE D.vson ol Opera Uor'nl Evenis Assessment (Pest 070411) 66/08/0-: 
Consol-doted Edson Co of New York, Inc I21pp 4C594 001-46^04 121 

8807290 1 11 NRC In'o Nolico 88-056, * Poionlifil PfcU'orns W/S< :cone Fo&m F ro Barrier 
Per.oifHlion Seals" Svc list oncl 

ROSSI.CE U.vscn ol Opuralio-”Ol Fvenis Assossmonl (Posi 070411) Gfl/03/01 
Consol dated Edson Co of Now York. Inc I22fp 4G56D 1 75 465G9 29/. 

8 808240135 Final rusponso lo FOfA roqjost for doc.jinenls App K cioCwrr.cnls 0 ‘‘lI App 
l. docuircnls partially doleled us oulsifo scO(>u oi roq^osi Apj> M docun'cnls nanmlly 
wilhhcld (rof FOIA Exump'cn 5). 

GRI.MSIEY.DH NMC No Outai'od Aff liftlijn G von 08/06/04 DOLLY.K Pubic Cat. 
?un's Cnkciil Mass Er.0rgy PfO.ec 1 Cpp 46581 335 46501 342 

-06081 10018 Forwards NRFl SAI.P input basei) on rr-n-SALP ovaluebors oncl w/snluiy 
evahmhons p'oparcd rluung SALP (Jcl 1984 • May 1906 ponod Rc latOil Uncurreuln 
lion oncl. 

DUDLEY R F PWR Preiocl Ovocioroto 1 06/00/01 KIRSCH.D F Rocion 5. Ofc ol 
11m D rocior 05pp. 4G5H1.343 405B2 1 12. 

0808020095 NHC Inlo Nolico 00 057. "Potontnl l oss ol Splu Shuldown Equ-pTicni (Ji.o 
lo FVernaiuro Si'icun Conlro'lGd Roclif.ur Fei'ufo" Svc hsl oncl. 

ROSSI.CE Div.scn ol Cpcrai onol Evonis Asscssmonl (Posl 0704 11) Bfl/G0/CtJ 
Consol dated Ed son Co of Now York. Inc I22pp 46459: 125 4G4S9 ?46 

G806020102 NRC Nohcc 6U OC0-. "I’otumal PmA'-Iuita Vrf/ASEA Bovo u lit- 

51 L fin in Ovorcurronl Relays " Svc I -si oncl 

ROSSI.C.E Div.s on ol Onomhonul Evonis Assussmunl (Pusl 070411) 0U/06/0H 
Conso i dated Ed son Co cf Now York, Inc 120pp 40538 00 1 -4653!) 1 20 

DG08030 1 12 NIU: Into Nolicu (10 059, "MSIV Goido Rail Fai'uro at V/ntnrford Uml 3 ” 
Svc I Si Orel 

ROSSl.C F Div.scn of Cpurotonol Evonis Assessment (Posi B704 11) BR/O0/OJ 
Conso idatod Fd son Co cf Now York. Inc I2lpp 46467 01 1 -4646/ 1 31 

C0080400Q2 Suppl 1 lo NRC Info Nolico 09 u04. * Inndogualt 1 Ojalhcai co 8 Docu«rien- 
inticn of f : <ro Barrier Penotrot-on Seals '* Svc list nncl 

ROSSI.CE Div.scn ol CpuraVonal Evenis Assessn.enl (I'ost 0/0411) 68 /C 0/09 
CorihO ‘it lalcd Edson Co cf New York, Inc I2lpp 46550 205 46559 325 

00002302 79 Forwards f-isp Reply f.O 250/00 17 A 53-251/89 17 on B0O/i;5 06.No v.r> 
lalions cr dev.aiions noted 

MERDT.AR Megnfi 2. OlcuMho n.n.ctor 00/00/ 10 CONWAY.WF Floitiia Power A 
Light Co 2pp 46619 121 40019:128 

-0000230200 Insp McnlS 50 250/88- 1 / A 50 251 /0U 1/ on 800705 Of). No viclabcni or 
duvuttons nokid Major areas mspeciddinsp af coalatnmetd bbjg icrdcn ou-vm lance 

f 'Oijrflni.fol'ow.ip un ccncem ro polont-al corrosion tesimji A IE Uu'ioin 1 
ENAItAN.JJ. JAf>r.F Rogon 2, Ole of Iho O.'eclo' flO/OB/09 C|:r> 4C619 123 
46619:120 

8800050135 NRC Info Nut co 06 060, ' Ir’adequalC Dos.gn & InS’nl'nhon of Watorlighl 
I’er.olraliun Seals *' Svc list oncl. 

ROSSI.CE O.vtsion ol Oporalionnl Evonis Assossmont (Posi 0704 11). 00/00/ 11 
Consol doled Edson Co of Now York. Inc I20pp 4(>569 290 46570.060 

8808050240 NRC; Info Notco UOCCl. " Conlrol Room Habilob Ijty - Rocont Dovicws o 1 
Ope/at nij Expariorce" Svc list end 

ROSSI.CE Div.scn ol Oporniionul Evonis Assessment (Post 6704 1 1 ). Dfl/03/11 
Consolidated Edson Co of New York. Inc I25pp 4C594 3 12*46595.076. 

0808050295 NRC In^o Notice 00 002, "Reconl Findings ro Imp'oT.rnlat.an cl OA Pro 
nrorns by Supp iors ol Transporl Pntknrjos “ Svc l si oncl 

BURNEfl.MF D.v.sicn of SalcSliQ'ds A Transpcrfat on (Post 070413). 08/00/12 
ConsolicJaiod Edison Co of Now York, Inc lODpp 40501.155-46501 263 

B8080902G4 NRC Into Noico 8Q-OG3, Rud>ati 0 h Hazards f'rom Irrnd ntod In-Curo 
Dduclors A Cob'os.'* Svc I'Sl oncl 

ROSSI.CE. Division of Oporntgnal Events Assossmoni (Posi 0704 11). 00/08/15. 
Consolidated Edison Co ol Now York. Inc llOpp -10569 005 4C569 174. 

BC081 10206 NRC fnlo Nolico 80 064. "Roporl.ng Fees In Nuc‘oa' Procoss Sys ol N.;c<o 
a* Power Plants ” Svc hsl encl. 

ROSSI.CE. Division of Opernt cnul Events Assossmeni (Posi 0704 11) 00/09/10 
Consolidated Edison Co. ol Now York. Inc I04pp 46643 00 1 46043 104. 

0608 120327 NRC info Notice 80 005. ’"(nadvoricnl Dramagos of Spom Fuel Poets *’ Svc 
l si oncl. 

ROSSI.CE. 0. vision of Opera fo mil Events Assossmoni (Posi 070411) BB/00/H3 
Consclrfoted Edison Co. of Now York, Inc l23pp 4G620 01 1-46620 133 

8008 160392 NRC info Nolico 88 0&6. '‘Industrial Rad.0G r aphy Insp A Enforcement" Svc 
1st oncl. 

CUNNINGHAM. n Division of InUusinnl A Medicnl Nutlopr Saloly (posi 870750) 

00/08/22. Consol daied Edson Co. of Now York. Inn. ODpp 40620 134 46&2B 223 

8608160414 NRC Info Noi cO 08 067. "PWR Au^nary Foedwalcr Pump Tu*b;no Ovor- 
spood Trip Falljro “ Svc 1st one* 

ROSSI.CE Div.scn ol Cperalonul Evonis Assossmoni (Posi 070411) BU/00/22. 
Consotidalod Edson Co ol Now York, Inc 123pp 4QC43 U)5 46643 227. 
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R. Periodic operaiing reports & related correspondence 

0607270099 forwards summary Of frot-onsl 71 & plant supcrv.so.*-fijc‘ear shfl repls tor 
wk tl«rti-g 60C625 OP.f NRC 67 tO 19 Oiccr 

CONWAY.W F Floi da Pc*er & L ghl Co. 88/07/06 GRACE J N Region 2. Cfc ol the 
Dire clor. 50pp. <16335 GO I 46335 058 

8806040040 Forwards surrma'y ol nrji-onshft ropts let 8B07Q4 Cfi prr NRC 671019 
ord^r Change d.scus^ed 4 coi-utreo w'tiy Reg U slalt 

CONWAY ,W F Florida Pcwer & L ghl Co. 88/07/13 GPACF.J N Heg.cn 2. Clc of Ihe 
D rector. 2 1pp. -16421 001 4642 1:0? 1 

8008010253 Cowards select s/s assossmer,: progress summary I 0 * Juno 1989 per NHC 
860812 erder 

CONWAY.W F Flor.da Pc-vor & L:«ht Co. 06/07/19 Docirrro.il Cor-ol Oranch (Dccu- 
me ni Control Ccsk) 3pp 463 70 5M -16170 230 

0BO0Q2O1&4 Forwads Sjmmaiy o* mgt or Shalt rep’s Ccr w* slsri?n;i 80Q7C0 S part su- 
pervise r reel oar shdl repls prr Comm ssicn 8/IOIO 0-‘do.' 

CONWAY.W F F'onda Power & l ight Co. 89/07/23 GflACE.J N Heqon 2. Ole of the 
Duccio.' 49pr>. 4640‘J 072 46403:120 

B&07260417 f crwarcs hilogiated fcLlicdufe a witty sjwaty lu Jut 1989 vcGJi'-g re#, 
culago co'rp-oiion dale for L’nil 4 C>c ; 0 '2 

CONWAY.WF F'or.da Power & Lig-'l Co. 83/07/21 Document Ct.nito Branco tDocu 
mum Ccnt'O-l Desk) 3pp 46304 013-46104 015 

08001500 40 I erwa-ds irgl on s-Mf weekly rep: 

CONWAY. W F Florida Power 5 L Qhl Co. 96/07/ 27 GRACE.JN. flu g on 2, Ofc cf iho 
D rector. 52pp 46560 2i 1-40550:322 

0908 170097 Fww.u4o onion *1 ill we ell/ suernury tepl.gct 8? 1019 o*<!e.* 

CCNWAY.W F Ficr da Pcwor S L ghi Co. 89/09/03 GRACE.J N Rog on 2. Ofc ol iho 
D.-eclo' 3Fpp 46671 297-40571 :3J4 

8008190095 Fo-wards Jtl IS88 prog C&s summary of scloci Sys assossrre-.l re dosgn 
basis rejpnstiiiilicn saluly eng noting group walk Jo axis & c-^et s gifnanl progress 
CCNWAY.W ( F’o’ida Power 8 1. gh: Co. 89 /C 0/ 1 5 Documcm Control Branch (Doc-j 
TG d Conlro DeskJ. 2pp -16595 160 46595 151 

0800230097 Forwards monthly eporatmg repls 'or Ji.l 1968 for Turkey Puni Umls 3 8 4 
& Si Lac.o Units 1 & 2 

CONWAY.W F. F lor. da Pe*er S l <-gni Co 88/03/15 Document Conircl Branch lOccu 
meni Control Desk) 1(5 46607:263-46607 2D9 

-BBOG23G138 Mc».VYy ope 'aim repls ‘or Jut 1989 for Tu'-uiy Pent Ur.ils 3 & 4 
FFRRELL S O GRANT.N W Florida Power & L ghl Co 88/0//31 dpp 46607.284 
46637 231 


S Reportable occurences. LERs 8. related correspondence 

0800030216 Forwards synops-s ol Ofc Cl h.ushgoucns Reel 2 8? 0f6 ro 070913 rra 
r pu alien o' controls by u*'lice*‘SC<J i;id vidj,Y. Ir.vosiigaiion conc’uded mat v.c'oiion ol 
f,tw; tw,v.-.ion*.crMa cccv.ned 

GRACE, J N Roflcn 2, Clc of \Uo Di*ec*cr 88/0//20 CONWAY W F Ho»dn Po^er 5 
Lghi Co 5pp. 46405 143 46405 147. 

8003110109 Spec ill ropi lfl-rr.crth bu'vel.arco idcni.'ied f.rr> bamors & ponetratons w/ 
o-sorvocto dole r oral si-ice lost survol'Mi-e Carsod by iteiwi wo*A to tiekl n pis & 
cqj|i-neni malli,nctiCn.Co'npo' , 56iery nrcasu-es coniiiun-j 

OONWAY.W.F. FU'ida Powe- «S L gh1 Co 80/00/02 Docurre-'? Control Oron' h (Docu 
monl Cont/ol Dusk) 4pp 46505:002 40535 005 

8003110036 Spec al rept 0*i GQ0721/jscovc*ed that u tmato slre-ujlh cl vcticnl lendom 
w ro t;olew rrn spoc.'.cd vo te ol 240 000 psl by approx PeP'flnl enlercd actun 
stalomcnt re curing resio.-aion o' conlanne 1 *! vessel to rcgjrod 'uvo 1 . 

CONWAY.W F. Fieri: fa Poaor & Light Cu 88/08/04 Document Conlro! Uranch (Dccu 
monl Conitof Oosk) 3pp 46C00.2PG 46500 2K8 

8800110046 Speaa 1 repton G8070l.cro sur/e llanco tendon ol hD.'^^orlla• tor.don greup 
lound to have measi-rGd bit- olf lorco bolow predicted value Lilt-ofl Icrcos n "I orders 
l3H49.t3t J 50 & I3h51 hare been res'ored to p-Grfic*cd tower va’ues 
CO:VWAY.YJ F. FlciiJa Power & Light Co U&/C9/04. Document Control G ranch (Docu 
monl Conlro! Dosk) 4pp 40499.255 46499 259. 

8800230263 IER 09-006 00 On 8B07l6.con!3 nme.il veni lotion & coitrcl rco^i uonti'a 
ion sys isc'alo.n occurred Caused by very ccnsorvai.ve soipcnr ler R-11 
aclualon U/^.l rarroveJ Irom o;:ora5cn b terrpo-ary ropa f ollected.W/880815 Hr. 

SAl AVCN.G . CONWAY.W F. Flcr.da PotfOf A Light Co. 88/08715. 4pp 46620 160 
46620 163 


V. Operator Examinations 

0807260085 Heqjos’s rnatls l.slod n erci fC' reactor oporaio/ & son or epr.ralcr keens 
irg Oxnms sclit'^u'ed far Aechs Ol 081017 A 24 Approved ref /rails Shou’tl bo sub- 
rrillod Oy OUO-8 1 7 

JULIAN C A Region 2. Clc ol Iho C roclor 80/07/1 1. COMWAY.W.F. FId.*i.1j Power & 
LghtCo 10"p. 46287 345 40287:354 
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R. Periodic operating reports & related correspondence 


0800110164 “Ropl on Fac-'d/ License IV 102 Ur.v ol NM AGN*201M Reactor Jul 1907 
Juno 1980' W/ 6 603 32 Hr. 

WILLI AMS.F.L. Now Mexico. Unv o'. A'tugi.orqjo, NM. 88/06/33 3pp. 46499.274- 
46493.276 


DOCKET 50*254 QUAD-CITIES STATION. UNIT 1 


F. Security, medical, emergency & fire protection plans 

8008260068 FOIA request ler documents ro J McKay allegations ol lax scc< 
problems al tacil ty 

MCKAY J.L : . Afliiahcn No: Assigned 87/07/05 Federal Buroau of Invest 
4 6606: ?3G- 4 6606 296 

0008190052 Rov 60 :o emcrgorcy p!an implemontny procedures l.sh.-y ot < 
* Common vven’fh Ed.son Co 00/03/31. ?Gpp 46595:305-46595 300. 

6807060520 Generic lit 88 10 lo al power leader 1 Cense DS & holder* ty 
urova's ro purchase ol GSa approved security contamerS-Svc I si nncl 
K'‘RAGlrA,r J Asscc*a*o Ci.-OCtor 'or Pro.ects (Posl 070411) 8Q/07/0I 
Ccfiscn Co Ol New Yp.'K. Inc 3 1 pp 4C3H8 299 46100 3?!). 

0807260199 Repjesls mar ut l ana'yro.mvosligate & lakO O()prcpr*nio actic 
tons concern ng sccuMy issues Ere' wilh.he’d (rol I0CFR2 790) 
NORELIUS.C E Flexion 3. Ole ol thu Drector 60/O//I5 HFFD.C C c 
Edison Co ?pp 46300 303 46100.304 

8800050282 Forwards revised safety cvoljatun ro retjuosls 10' oxo; 
10CFR50.App R.Secton III G based o‘> reviow of ulil 090219 cemmr 
ft/1211 SER ExerrptiDns graniod 

HOSS.T Pro.cct Di'ectoratb m-2 80/07/21 BLISS.H. Commonwoa:r 
4pp 4G444 290 46444 333 

• 88080 50204 Revised safety evaluation supporting oxon pliori roguosts lr< 
rtiqucomonls cf lOCFRGO.App R.Sechon III G 

' Olf co ol NtcVa* Reactor Rcguolion, Di'ccto.' (Rost 070411) OBa 
46V. 4 302-46444 333 

0808160244 Discusses ulil ahhroviatod site access having program for h 
senno! corrploung Rogcri III waning m ger.enc asfiecls of rndialion safU 
Cunly « orr.O.-qoncy responso 

DAVI5.A D. Reg on 3. Dfc ot tno D.reclo.- 00/ 07/ 27 Al.F.X1f:n W P in:?. 
Pcwor Co ffo.'/t.er.y ind ana & Michigan FloCW.c Co > 4pp 46561 240 16! 

8808050207 Fo.-wprds SdleguanJs Insp Hepts 60-25-;/6B 10 8 50 2 
8007 ib -Pi. No v.otahcns noted 

MALLE I 1.0 S. Region 3. Ofc of Iho Oroclor 00/07/29 HcED.C D 
Ed.SOn Co 2pp 46445 133-40445 135 

-•8800050211 ParhcTly w.P’hDld Ptiyscal Soccr.iv Insp Hopts 50 254/00 
fiB lfi cn 1180 ? \ 0 2 1 <rof tOCFR/3 21) Noeccmp'ijircos f'Otn-Ji 

l.-'spocled soc- inly p an & implement nn proceduroa & mgl offociivor.oss 
KNiCELEY.J R . CREED. J H Rog on 3. Ole ol iho Gi'ccio/ 08/07/20 i 
46445 1 35 

B8O01OO4OD HoviSt’d omotgcncy plan imp cmonlmi) procud.j-os lab'o of to 
* Cnmrrcnweallh Ed-son Co 06/07/31 2pp 4G&96.311 46596 312 

8008040247 Gonor.c Lir 0B 12 to all power reactor Iconscns & npp'icanh 
fire proioctian roqurernonts from Tech SporsSvc !isi duel 
MIRAGLIA.F J. Associate O.recie' lor Projods (Post 0704 1 1) 89/08/0? 
Ed sonCo of Now Yo'k. 'rc 52pp 46403 201 4C463 342 

0808260186 Fo'vvards plant oils in map for F.G 2 onlilierJ. ‘ Pru-L'aUibl sh 
Locations & Asson b“y Area *’ VV/ or.Q oversizo oriel 
enurCKEn.R Commcnwonlih Hinson Co 80/0B/ 1G DocumoiH c< 
(Document Conlro! Dusk) 2pp 4062/ 26 1 •46627. 262. 

8800230 169 ‘‘Qjad C,:os Nucioer Power Siaiien Lqupmonl Manual." V 
060315 lit. 

PEVtnOl H.A Co.'nrron wealth Lrfison Co. 08/08/31 OUOpp 40622 135 


H. General correspondence 

B8083 10062 Requests NRC acton lo rohovo urduo risk posod by DWR M 
I c nsfabi'iiy.NRR should issue order roqunruj all GE DWM ICensees lo 
NRC within 1 yr domon^Waima comp ianco w/GDC 12. Related info orcl 
HIA1 T.SL Oho Ohretis (or Rospoosib'o Emwgy 0U/O7/22 OtCCQ ol ■ 
tor negu'aiion. Director (P03l 070411). I2pp 46727 025 4672/ 050 


J, Insurance & Indemnlly informallon 


0008230 1B3 Forwards Fndcrsorr.onls I'JB & 199.1 10 & 1 1 1 & 101 & 102 
ees NF-43,NF«l0?,NF-?0l.respei;tpvely & Endorsements 172 & 173.93 
90 lo MAEl.U Pol-Cios MF.22.MF 64 & MF 64.rospoct.vely 
OSIER. J Common wealth Eikson Co 08/00/16 DINITZ.I NRC - No 
alien Given 1 3pp. 46625 300 46625 312. 


K. Ulllity Final Safety Analysis Report (FSAR) & amends 

8808250202 Fcrwards Rev 6 to updated FSAR lor Quad Cit os Station Un 
JOHNSON. I M. Comrnonwea ih Ed-.on Co 88/07/27. ' Documoni C 
(Document Ccnirol Oosk). 2pp 46645 1 19 46640.206 

-8808250305 Rov 6 lu Lfidaied FSAR for Cuad C:wes Siatio/i. Units 1 & 2 
* Commonwealth Edison Co Bfl/07/27. 4C0pp. 46045:121-46646 206 


P. Operollng license siege documenls & correspondence 


8007270014 Ros-ponds to queslions re LPCl swing bus breakor fault coon 
SILAOY.J A Commonweallh Edison Co. 00/07/00. MURLEY.T.E Oil 
Reactor Regulation. D-recfo' (Post 87041 1) 3pp 46307:189-46307 190 
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80G 7290 103 Forwards add info in response lo NHC request re p-omature eoiid.hoaiion 
ol radioaclivo doc on lamina l on sdut on waste 

JOHNSON iM Ccmmunwea 1h Edison Co 00/07/15 MURLEY.T E Olhce of Nut'ear 
Reactor Reg Jahon. U redo' (Posl 870411) 42pp 46341 139 46341 181 

8000050282 Poniards revised saloly QvalualiO-n ro requests lo.* exemptions from 
iCCFMSO.App R.Sechcn illG bused on ruviuw of utl 080219 comrronts on NflC 
U 7 1 2 1 1 SGR Exempl <r.s granted 

ROSS T Proi«d Orecio'alu III 2 88/07/21 Bl 'SS.H Ccmmonwea lh Gdism Lo 
4pp 46444 298 46444 333 

•8800050204 Revised safe?/ rvaiunton suppcrl-ny cxempton requests trom regulatory 
rcrijirnn or is o' 10CFH50 Ap;i FI .See von III G 

• Olf.uc* Ol Nuc’oar Reader Regulai on. Director (Post 870411) 08/07/21 3?pp 
46444 302 46444 333 

8800 100282 Supplementa’ app‘'Caton to an-end l icenso DPR 29 ro revised Tech Spec 
f lyuro 3 4.1 conrornry starchy uyucJ cqntro' soluton regu foments 
JOHNSON I M Ccmmcnwea lh Edson Lo 88/08/02 MURiEY. IE Ollit.e ol Nuc oa' 
HoadQf RogvIai'On. OrcciO' f Host 07041 !) jpp 46403 330 46403.344 

•8800100206 List of lig^os 10 OPR 29 Toch Sl>oes.Ap;> A 8 do“oie:l Figaro 3-M ro 
standby «iu*d coniro'so'ul.nn rcq.iiremonN 

* Corrrnon^oa.lh Edsuri Co 08/00/02 9pp 46403 342 *16483 344 

8808120190 f orwards ovaluaiicn ot fljod tioail anchor assessment program lor 
foci’ilios Addl mfo rogured to resolve corcurns 

SIEGEL G Project Dvcctcrate ill 2 flB/Cft/02 BLlSS.H L Ccmmonwun Hi Ed son Co 
bp p 465 16 P4 7 46515 251 

■ 8000050100 Evaluation ol Flut’d Hoad Anchor Assessment Program " 
UANUYOPACHYAY Hronkhaven Na tonal Laboratory 80/07/31 Hpp 69429 074 
C94P9 0 76 

0808160330 Ccnfrrns inedrg on 880019 ni NRC Region ill ,n G'onr> Ellyn. IL to dis 
cuss util policy on lacilJy slab working hr* pur 080005 d scuSSion boiweon MA Kgn 
owski & N Sm th 

NORELIUSCE Region 3. C?c ol Iho D.rocior 80/00/08 REnn.C Commonwealth 
Edison Co 2pp 46560 02‘J 46660 032 

*•8000160311 Noiif coton ol P0O819 rnuutng w/hernsoo -n tilun Ellyn IL 10 dscuss i 
consoo pol cy on nuclear power plant siaff working hours 

• Region 3 Ofc ol |f;o D.rocior (10/00/00 Region 3. Ofc ol tlio Rrcctor ip 
46660 032 46560 032 

0800240010 D.SCHSSOS resu is of samplns Ircm /oconl so'uJilicaiion ullo'is of docon 
lamination so’uhon I nor limn burnplus shipped lo INEL os |i»irl of rosoorcti 
preyed D f I cult conditions du'-rg snrrp’o col'oclion listed 

JOHNSON l M Commonwealth Edson Co 00/09/15 MUMI.GY.TE Cff ce ol Nuc'oar 
Roacinr Hcgu'abo'i. Duccio: (Post 870411) 4pi> 4662/ 230 46b2/ 24 i 

••8800240009 Rev 6 tu. "Process Conirol Program for Processing ol HatJioaclivi) Wol 
Wasio." 

• Commonwealth Cd.scn Co 88/07/31 14pp 4662/ 234 46(327 24 7 

08 0 0230240 Appl C.it on lo.' fimomte to Licenses OPR 29 & DPR 30. ctenfyr.g ronorlmg 
ronn.ron'.oms lor fro suppression sys Fee paid. 

JOHNSON i M CcmmcnwoAilh Pd.son Co 0U/O0/16 MURLCY. I E Off.co ol Nuclear 
Roacior Rcgu'abon. O.rccio' (Posl 0704 1 1) 2pp 46620.161 4GG20 176 

* 0800230242 Proposed 1u\li Spccs.danlyiry rt’port n;j mqti'omunis lor fro suppros* 
won sys 

* Common yvoallh Ed sen Co 00/08/16 lipp 46620 ICO 46620 170 

0808250326 Forwards HF.lt re ccnlo'manu* ol posl a::c.idnril mor-.ltonruj msiraiiontaiir.n 
pi w/tteg Gude 1.9/ & cv.nltAClui rupt GGG NTA-7701 Existn;\ neutron l‘ox 
moniionno hsirumcn'oiisn t on'orms w/Categoiy 1 cnlca of roy gj do. 

MOSS T P/o|OCt Dir ec lor ale 1112 00/00/ 10 OLISS.HE Curnrnonwuollh Edison Co 
cipp. 40649 017 46640 044 

- 8808250327 SFR occcpiry bass & f r.dmQs thul ulil posl act: rfent mondenny insiru 
rnonlat.rjn meeds yuiJe'mus ol Roy Guide t U7 oxcojd lor var*ati'o noulron llux mslru 
fnGniai.cn 

* NRC • No Detailed Aflil ot on Given 00/00/ lG 2pp 4GG49 02l-4fc649 022 

••8008250320 ' Conformarco to Reg Guido 1 U7 Quad Cil.os 1 & 2 " 

UOY A C EG&Ci Idaho. Inc (subs ol FGAG, Inc). UDY.AC Idaho Natonoi Fi-.rimour- 
my Lotrorniory FlN A 6403 EGCvNTA-7761 80/03/31 NHC • Mn Qolailod Alfi!nil on 
Givon. 22pp 4664 U.023 46649 044 


O. Inspocllon reports. IE Dullotins & corresponcfenco 

0008260060 FOIA request lor documents ro J MckAy al ogations ol lax secuniy & safety 
problems ai faclity 

MCKAY J E AIM ahon Not Assigned 07/07/06 Fndo/,11 Ruronu Ol Invosiigaiion 1 1pp 
4CU06 c 86 46606 290 

8805200295 NRC Info Not co 00 032. "Prompt noporliny to NRC of Signil.cnnt Inc donts 
involving Radioaclivo K'ail." Svc list ercl 

CUNNINGHAM. R E Div.sion ol lndaslr.nl & Modical NuC?oar Saloly (Post 0/0729) 
80/05725. Conso'idaicd Edison Co Ol New York. Ic.c I20pf> 46300 179 463R8 208 

8807280131 forwards insp Repts 50 264/00 17 8 . 50-265/00 17 on 0DO7C6O7.NO vro 
I ci lions r.otod 

SHAFER WO Region 3. Otc of Uw Orector 00/07/15 REGO.C Commonwealth 
Eilscn Co ?pp 46337 223 -4633 7.231. 

-8807280136 Insp Ropls 50-254/00- 17 & £0 265/00 17 on 80070G 07 No v.oiatons 
nolerl Ma|or areas inspected omurconcy proparodnoss program areas, :nc!ud ng ac- 
tions on n/oviouslv identified items & miliativos to improve program 
SMITH MJ. SNEU.W.G Rogun 3. Ofc of llio Dirocior 00/07/14 7pp. 46337-225 
46337 231 

8807200162 Suppl 1 lo NRC Info Nohce 00 046. "Liconsoe Ropl of Uofoclivo Roluf- 
blshod Circuit Rroakors “ Svc list oncl 

nOSSl.CE. Divis-on ol Oporntional Events Assossmont (Post 870411) 08/07/21. 
Consolidated Edison Co. ol Now York, Inc 125f4J 46308 054-46388 170 


8800160430 RcspO'-dS to NRC 000510 20 Hr ro v.o'atcns noiod in Insp nepts 50 254/ 
80 13 5 50 265/B6 13 Correc’ vo ac'oos. radial cn wo*k perml governing work w/on- 
derwator cameras made mo.'O Oxpl.c.1 

LJLlSS.fi F Cainrricriwea.lh Ed son Co 80/07/22 DAVS.A ii Hc^io:» 3. O'c uf the O.- 
r OClCt 3vi;i 465G2 224 46562 22/ 

0007200246 NRC Uu lelm 80 CC9, Tr, :n t:lo Tube Thnmng n Wesunghouso Meacto'S “ 
Svc >st cnct 

RCSSl.C F D, vision ol Operai.onal Fvonis Assessment (Post B7C JI1) GB/07/2G 
Conssl^dated Ed sen Co of Mow Ycrk. Ire I23pp 46340 070 46348 192 

0007210210 NRC Info- Notice 69 052. Falure of inlrauler.ro Ton. fern of Fluichor Suit 
Appicolor fifiichylhorapy Devices During Paiiehl Troaimonl ” Svc «s1 Orel 
CUNNINGHAM.^ C Divs on of IrduSl' al S .Mcdcal Nuclear Sato:/ (Post 670729) 
88/07/27 Co‘.sn!i.:otcJ Edson Co of Now York. Inc I00pp 46307 029 46397:130 

0000160244 DiSCuSSos utl nbCrov.aiOiJ site access irai-irg proyan for NHC msp per- 
so' nol cornplelmg Rr>ggn ill iromn;) n gonnne aspects of raiJiahcn sufety.pbySrcal so 
o.nly & emorgnrCy msponsu 

DAN-S A B Region 3 Olt ollho Di’OcU-t 8&/07r2/ AVEKtrKMP lrul Mic^viari 
Rowe' Co (formerly Indiana 6 M cFigan Electric Co ) 4pp 465G1 24 B 46661 25 1. 

0BO023O26O Forwards latcsi rov ol NflC Manual Chaptnr 0616. ' SALR " Ftoqion III will 
l:egri using new funcfonal an.as sol forth in rov for all SAL (> ro|:t por-cus whiCi 
oxinnd boycnil 000606 effect vo tfa'e ol procedure 

NORELIUS.CE Rosicn 3, Ole: o' Ihe Dimcior 69/07/27 ALEXICH.M.R Ind.aru 
M:chrgan Power Co (formerly Indiana & Michigan Elccir.c Co) 39pp 4E02OC9O- 
46620.129 

0807220031 NHC Ir'o Noiico 80 051. "Liconst u VClahons c' NRC RGg.lfilions.Wh.h 
Loo to Modica' Ciag' -osi c Miaatfm n siren ons " Svc isl or‘d 

CUNNINGHAM H E Division of Industrial & Medico 1 Nuclear Saloly (Post 070729) 
U8/07/2R Consol dninil Ediscn Co of Now York ire lOGpp 46306 283 46307:026. 

0007220192 NRC Ir’o Nct.co 80 054, Fp luru of Ci'cmt Oroakor F ol ‘owing Insla’laicn 
of Ampioctcr 0.rOCl 1 rip Attachment " Svc I St enc“ 

ROSSl.C E U.visnn o' Opo-miicn-il Events Assessmonl iPosl 8704 11 ) 88/Q7/2R. 
Conso'idaiod FtiiSO.i Co ot Now Yo'k Inc I2lpp 464 17.020 4 6-117 140 

BGO0O5O2O7 Fcrwords Saloga<Vds Insp Ropls 53 254/08 18 S 50 265/08- ifl CU 
880718 21 No v o ahons rioted 

MALLE IT. US flog cn 3. Ofc of lno Director 00/07/29 nEED.C CcmrnonweaUti 
Fu.scn Co 2pp 46445 133-46445 135 

-■0600050211 Pamal-y w.ltiholJ Physcal Suceuty Ir.sp Flopts 59 254/80-18 8 59 265/ 
08 18 on 0GO7KF2I (ref 10CFR73 21) NunCompj.incus naled Ma.or areas 
mspucied socuMy plan & implementing proentfuros 8 mgt effect. vonuss. 

KNICELEY.J R . CREED.J R Rujiun 3. Ofc ol 1f.o C roclo:. 03/U7/29 t(> 46145 135- 
46445 135 

QQ08090 1 25 Forwa'ds re^ponsn lo Generic Ltr 0U 01 rerjuustnej eumuii plans ro pipny 
roplOLomenlins().rc;»air \ leakage delodion Next /oluolng cutago. stated ASMG Cr’du 
Clasbos 1-3 piplnn io lie sut)cciod lo auijniunteiJ lisp prog am 

MORGAMy/E CcrrmcnwonlPi Edison Co 08/07/29 IDuaimont Conbcl Orpnch 
(Document Conti ol Desk) 34pp. 46471 107 404/1 1G0 

0008120154 Responds to NRC 8B0701 llr ro v.clptons roied in Insp RoplS 00 254/811- 
10 8 GO 265/00 16 Ccrructivo act ens Proceduro OAP 300 1 4 (G<|u;:i nu.nl Oal ol-Svc) 
wil be rov.sod lo fi'ov.ilo onliar-comunts to process o( ilimg ugupmoot to svc. 

OLISS.H G Commonwoaih Edson Co 80/Ou/Ol DAVIS, A b I tegiO'i 3. Otc of Ibe Di- 
ruder 3;>p 46525 327 46025 329 

C0002G0070 F nal rosponso 10 FCIA roquost for iJOCumonis A[S|) A dacumont e-ntl & 
avai at;ln m POR Ap(i A dgcnmctru parti-iiiy w.thhcld (rof FO'A tyonmlien 7) 
GHIMSLEY.O 1 1 r/RC • No UoiaileriAlt.1 anon Given 68/08/02 MCKAY. j.E. AlliSmt on 
Noi Assigned 4pp 466C6 297 466'}? 01 1 

-8600260080 Pnrl Oby withheld ltr forward ng liral repl Of lacl.ly msp/i.'ivest gal-cn 
KEPPIER.JG RCn'O-i 3. (M c of Ihn Director 77/07/08 Federal Bureau ol Invosiiga- 
lion 45pp 46600 301 4b007 U11 

00072800 ID NRC Into Nonce 00 005, ‘Potent al ProVnms Causod by Sirglo Fai'uia of 
EHI Swr g Ous ” Svc hsi ore' 

ROSSl.C F R.viacn ol Opnrot'oral Fvonts Assossmnni (Post 8704 1i) 88/03/03. 
Ccnsol iJulorl Edison Co of N'Ow Yrnk. Inc I2lpp 464 3 7 121-4G437 241 

0000030289 Suppl 2 10 NRC Rul'Otm 80 005. * Monconlourmg Mails Suppled by Pipir.y 
Supplies. Inc al FolsjmN.j S West Jersey Mfg Co ot W.ll.o^lbtowll,NJ.■ , Svc list ercl 
nOSSl.CE DviStn ol Ono'atiO''al Evoms> Assowmem (Pool 87041 1 ) OR/0Bf03 
Ccnsol dated Edison Co of New York, Inc J49pp 46539 121 4G538 269. 

0007290008 Sippl ^ [ 0 NRC Oul'oln 88 008. "ThurrrOl Strosscs n Piping Connoctod lo 
RCS ” Svc Fisl end 

HOSSI.CL D.viscn ol Oper.il peal Evonis Assessment (Post 870411). CD/Gd/04. 
CcnsoLdatOd Erfison Co of Now York, Ire I2lpp 46504 C0I -46504-1 21. 

0807290111 NRC info Nohco 80 05G. Potont ai ProbXms V7/S I cono Foam Fro Rarru-r 
Peneiral on Seals " Svc list cncl 

nOSSl.CF Dviscn ol Opruatonal Evonis Asso&srr.uni (Post 0/04 it) 00/00/04. 
Consolidated Edison Co of Now York. Ire I23pp 46569 175-40569 297 

8808020095 NRC m'o Noi co 88 057. “Poiont-al Loss ol Safo SFutdcwn Equipmont Cuo 
lo Promaiero S-llcon Co n tro'led Rectifier FaiVe " Svc 1st encl 

ROSSl.C E D.viscn ol Onofflbonol tvonls Assossmont (Post 870411). OB/Cb/00 
Ccnsol daiod Edson Co of Now York. Inc 1??PP 40459 1 25 46459:246. 

8008020102 NRC Ir.'o Nolico 08 058, "Poiont>al P/ob’Gms W/ASEA Drown Uovou ITE • 
51 L Tirro OvOfCu'rO.il HolayS " SvC list One' 

ROSSl.C E. Civision ol Cporaiional Events Assessment (Post 0704 tl) 80/OU/O8 
Consol dated Ed sen Co of Now York. Inc 120pp 46533:001-46538:120. 

0008030112 NRC Info Nohco 88-059. "MSIV Gudo Ral Fai'uro at Waterlord Urit 3 1 
Svc 'isl end 

ROSSI.C.E Division cl Oporaiicnaf Evonts Assessmom (Post 070411). 80/08/09 
Consolidated Edison Co of Now Yo'k, Inc I21pp 46467.01 1-46467:131. 



OOUOUIJUUtf wl.U^ r ■ VIM'VMJI ^ WV vv. - 

taiicn ol Fee Barne' Penetra: on Sea s” Svc Is? e-c 1 ^ 

ROSSl. C E Div.son o' Gpera?<cna Eve* !s Assessmonl (PoM 870411) 08/C8/O3 
Ccnso! daied Ed'SO-n Co ol New Yc'v Ire 12 1pp. 466-8 205 46559 325 

6608050135 NRC "ilo NohCO 89 C 6-0. Iradea.Alo Des 3" & Insula* on cf Waiertgrt 
Pereua* on Sea's ’ Svc i si end 

ROSSl. C E D.v.so^ o' Cpe'ai-c'al Events Assessnruni (Pcsl 670411). B0/Q0/11 
Consol Jaied Ediscn Co o 1 New York. me :23pp. 46569 238-46570 C60 

0608050248 NRC ;nlo Nciice 08 CSi. Co-niro’ Root ^ab-tab-: ty - Rcceni Pe-nOws ol 
Cpara? r.g Experience ' Svc hsl *"rcl 

ROSS' CF D vis on cl Cceralonal Lvenls Assessment (Post 07C411) 88/CB/ 1 1 
Conso'ida?ed Eo sen Co cl No* Ycr* Ire 1 25pp. 46594 312 465S5 0/5 

6608050295 NRC nlo No* :e 69 C62 Recent FirdcgS re Implcnoniai cn ol QA Pro 
grams by Suppl ers o' Trans P-O't Packages " Svc «st er.cl 

eUPNETT.n f Div sen o' Sa^uards S Transpcrtabcn post 070413) 66/00/1? 
Ccnso dated Go so" Cn ol New Yen I": 103pp. 46501 155 46581 263 

0608090264 NRC mlo fJchco 89 0-33 Hgh Rgrf.ar.on ^azams F'om l*/ada*t'd In Co*e 
Oaoclas 6 Cot'es" S*t '»av end 

POSSI.CE Div sion ol Cpcatcral E,cn*s Assessment (Pod 97041 1) 38/CR/15 
Co r s&! daioo Ed.son Co ol New York Inc l lOrp 46569 C6 5 46669.1 74 

0808 110208 NRC ‘f»b N'ohce 68 064. Reponmg F res n N„: ear Process Sys at N..cle- 
a' Power P.anls” Svc ’isi enc'. 

ROSSi CE G.v.slon ol Cpcralonal Ever*s Assessnr.oni (Post 870411) BB'00/18 
Coascl v a ‘ed Edison Cc cl Now yc'k. Ire I04pp 46543 001 46643 104 

8008120327 NPC mio Notice 69 C65 iradveitcm D-anagos of Spent Fed Poo s ” Svc 
i si en:>. 

ROSS CE C vision cl Operational Evonls Assessment (Post 87041 1) 38/C3/KJ 
Ccnso dated Eason Co of New York. lr.c l23po 46G28 01 1 46620 133 

0808160392 NRC hfo Notice 68 0€6, mdjs'na; Radiograph/ insp & Enlcrcornent. * Svc 
'■si a ‘.cl 

CUNNINGHAM, R E OvSion cl Industry & Mudcal Nuclear Salely (Post 870729) 
68/00/2 2 Cc r so dated Edison Co d New Yon«. Inc OOpp 46626 134 -'-6626 223 

8G081604 14 NRC irlo Nonce 00 057. "FWR Ayw ary Feoowmor Pump Ti rbno Over- 
speed Tr p Fsi.y'© ’ Svc Ysi end 

ROSSI CE D vis on cl Orcra: r.ral Evunls Assessment iPosi B/0411). 66/08722 
Ccnso'ioated EcsonCo of New Yo'*, ‘nc I23pp 46643 105-46043227 


Exlenl of Ccte Oamago 

BRoNNET.J P Consumers Power Co 88/07/15 2pp 4(:«M5 09l’ 

00O728O33B Fo^dfOS Sa'nty insp Rent 50 256/08 16 on B6CGC 
rc?cd. 

AXELSONVV.6 Roijcn 3. Qlc ol iho D.'ertcr 08/07/19 HO r PJ 
PcworCo ip 46337-259-46307 268 

**8807200339 Irsp Popi 50 255/08 16 cn 830602 0/C6 No vi o 
npie-JMacr areas nspcc?od r o‘lDwup of previous insp 
sa'eiy.miinl survei la^co phys'cal security, ratr.o ogicai prowciron 
BURGfcSS.DL Regcn 3 OfC cf Uio Creclor 08/07/19 Opp 4 

8008010003 Rev 0 to Eme'goncy •‘nplunonra? cn Piocorl.jro til 
C*r " 

* Ccnsun ets Pcwe: Co 00/07/19. 3pp 4636d 014 46360 O Ki 

8808040322 Adv-s^s P'ai OB0715 Hov 20 1o 'ao 1 ?v secur.ly pl.i' 
s ens of 1CCFR50 54(p) & accepiabie 

MALLETT3.S Regon 3. Ofc ol l<o Ooclo' 80/0//?? HI: 1 
Poac'Co 2pp 46423 34 7 -16423.3 46 

0000040381 Pov 7 to Sod«cn 5 uf urr.o'guncy |;!an. ‘ Oajam^iK 1 
cencos " 

r Ccns^rrers Power Co 00/07/26 33pp 40.;2-j 164 464?4 100 

8008160244 Discusses uM aLUCv.rod s?q access !rnnrg p.-cgn 
scnnol co.Tploting Reg on III Ira n ag m gesron- aSfOdS of rmfi.it 
cu* ’.y A emciguncy iespo.*<so 

DAVIS.AB Peg on 3, Ole of mo UrcctO' 88/07/27 Al.cXfCH.I 
Mow C- Co (fo*rro':y Ind «na & l.'.cfiyan Electric Co ) 4p;i 

8008220007 F o.'wa.'ds Inal oxcrc vo rop? for 000217 uxu'Ciso i 
Orre'y.rcy preparedness plans 'cr p>anl No clolicmrc c» 
exo.*c so Scbodu'o of ccrr«;ctiv<i cct 0^3 included in rejjt Pl:m mfci 
KPIWRVV Fodo-al EmorycnCy Mari/ignmonl Ariorcy 00/Ofl/fl 
s>op o? P*Oai-en Prole ciron 7» Erccujort.y Piopaietlno.ss 
46602 063-46602 » 70 

-0000220010 Final e^orciso rept for 8802 1 / oxorpisn ol Of'Silu rf 
p.'oparcdnosa j) a* s fo* Pa’isados Nuelc-a* Power P«ani 
' Feuo'al Frrorgo-'cy Managemenl Agency 80/06/29 iCtipp ' 


R. Periodic opetallng tcparls & related correspondence 

8607260043 Forwards lishngs O' changes fOSlS A oxper.irents compfuied 10/ p'anl 
rfurrrj Jjro 1 998 

PC6EY.R A CouTonv/oa Ih Fdson Co e8/C6/2? Olficecf Nj:‘ea f neacfr:r Reg. da 
lien D rector (Pos< 0/04 1 1) 10np 4626R 033-462G8 102 

8800240191 F o -wards isl ng of cba*'ccs.' 0 $is A 0xpen i‘0 o, s corrpfefod du'.ng Jul 1960 
’or p'anl 

ROBEY. R. A Carmen* l a llh Edison Co 89/0 7/27 Oflco o* Nuc'c-a* Ro.ic^cr Reg. da 
non. Director (Posi 070411) l Ipp 46630010 46630 020 

3808220 197 McnlHy c per a l r.g repls fo* Jul 1983 fcr Cjeid Clir.s NuC'ear Power 
Slat ^n.l/n :s 1 8 2 

DF:ELSNYDCRL ROBEY.n A Comorweaiih Fd'5dn Co R0/O7/3I 24pp. 

4 6603 1 74-46603 197 


S. Reportable occurrences, LEfls & related correspondence 

8007280058 l.F.FI 07 016 01 on 6709l2.0dk rate 'rom al v.Vves & pono?m?cns m 
excess o' loch Sp^c imii Caused by ro/n>ai woarHepo*s wee compimoa & rosu ts 
of iccal 'oak raid *ssi ng prrgran provided W/8 9 0708 lir. 

PAIPITZJ.P. BAX n.L Comrr.onwOAlih Ed son Co 68/07/C8 l8pi) 46345 240. 
46345 266 

8300 190184 NPDES nonccrrpl arce ro? I C<ll on cm 883725 mopsurod total rc-SKfual 0 »> 
Jam oxcerdGd 0.2 mg/L miiCajs^d f?y mc'Cha , 'lca , laiLfo ol ondorM food 

g jmp Pump repa 'Cd 10 CO'ruct cFock valve p'cb:om 
AX .J L Corrmocweaiih Edsos Co 88/07/27. Ihr.os. Siaio of 2pp 46596042- 
•16596 043. 

8000170070 LER 07 025 02.cn 87n?b.S?a!ion nohliod Cl (fes gn Oas s assumption used 
n control room hatia^i. i:y study wbich conl'icts w/Tech Spue requ *emonts CausorJ 
by analyus rfo'icieisy n that inadegiiaio rev.cw performed W/800834 itr 
CASTPO.fl., BAX.RL Commonwea Vi Ed sou Co O6/O0/C4 Opp -16571335 
•16571 342 

8008250200 NFDE5 ncr Lcmpliance nohficaFoi on eporZSlola* residual cfi'onro/jola 1 
res*dj9l halogen of -185 b/day observed Caused by mecf’finrcal laifure ol o-iciJonl 
feed pump 0« deni feed pi.n*p w- 1 bo repa r ed lo ccrreci chec-i valve problem. 

BAX .n.L Co.-n'iicTwo-itti Cd.son Co t8/oan2 linos. State ol 2pp 46648 1S5- 
•1 66-1 fl 196 


DOCKET 50-255 PALISAOES NUCLEAR PLANT 


F. Security, medical, emergency & firo protection plans 

8808010036 Sector 7. Covd'S^out" 10 Rev 8 to Silo enr.o'geicy p'es procoduro 
DAWSON. M Consumers Power Co 07/08/10 2pp. 46277 031 -4827? 002. 

8807060520 Generic Ltr 88 10 lo a I p-owe.* roaefor licensees A h.o'dcrs cf Part 95 ap- 
provals re purchase of GSA approved secur.ty comakers Svc list end 
W*RAGUAF.J Assoc.aio O,*ec:or fo? Pro.ecis iPosi 3704 it) 00/07/01 Consolidated 
Ed son Co. of Now Yo‘k, fnc 3tpp 4G3C8 299-46383 329. 

0800050321 Perodic rev.ew of Rev 7 to Errergoncy iTp'emenlolion Prcr.edu'O El- 15 1, 
' Training 8 Dnl‘s ” 

0ROn.NK. Consumers Powe- Cc B8/07/1? 5pp 46436 084 46430.068. 


0808040247 Generic Ltr 80 12 to a I powur roacio' licensors & np 
1 re noieci tenu-.*umer.\s from Tech Specs Svc ' M end 
k'lRAGUA.r-' J Assocato D.fOi tO' fo.* Rroiocts (f^si 0704 1 1). fin 
Ed sen Co pINowYcrk Inc fi2pp 46463 29146-163 142 

0000150355 Rov 2 lo Alfachmo'il 2 to Procedure El- 15 2. "Q.rft' 
O? II Te’epficrio Number Vonficahons ” 

* Ccnsjrrtors Power Co 60/OR/C5 ?pp 46561 3-10 46551 242 

8600170146 Forwards Sblaty liv.p Hepi 53 266/ WM 2 on 90<V.i 
doviai cn Concern rclod ro lac* ol mJuqurtto usisossmonl of npp 
munis & lack G* S^pc‘\.sory rov ews 

MlLLCnuj. Regon 1. Crc ol iho Director 00/08/011 f I Of -I I 
Power Co 2pp 46572 036 4G572 122 

-0808170161 Nolico ol devuilicn from <r>sp on 6U0C09 0630 
brigade member of Shfl 3 only otlon<Jod cru shift tin" rtnr ,-m CYl 
U.UER.KJ Reg jn 3.01c oMho O.rccb' 30/00/03 tp 46572 

-00081 70 1G5 'nsp Ro;il 50-255/08 12 on 800509 CG30 Ono v <>'< 
ro'o J Ma.or ci'oas mspucted licensee avi on on pfoviu.is uisp ii 
1'0nslHGJ& L of ICCFR53.AFP R & firo p'otoct orr o?r)anl 2 ;it on 

pQDon.n . parkinson.k , untj m rcqio.-i j, Ofc of mo r>ir^ 
46572 COO 46572 122. 

6803130266 Rev 3 10 Emergency Plan tmp'.omvnU-ivj PrrKorUne 
Floassc nb v ‘‘ Approval sernmnry s»K’ot oncf 
BROI1NK Consumors Power Co 80/00/10 3|>P 465BO:^;«i * 

8803180291 Rov 13 fo Emergency Plan Implementing Proccdim 
Acuons/Nol-hCd? ons/Rospons bi'ilios ' 

OHOTT.NK Ccnsumms Power Co 88/CO/lO 9pf) 46590:2/7 4i 

0000 190275 Advises that G60726 changes to silo cmteriioncy 
Organualional Ccnlro! of Emergences ' found acc^'piab'o 
SIIAFER.WD Rogcn 3. Ofc of the D.rector. 08/013/11 HOFF 
Power Co 2pp 46607 02/ 46607 020 

0800240130 Forwards SALP 0 Board Ropl 50-255/00 01 rovcr.np 
Wav 1 980. for rovic-w 

DAVIS, 9 Roao.n 3. Ob ol IhuCrectO' 88/00/16 HCFFWAN.l) 
Co 2p;> 46627 043 4R627. 033 

-■0008240132 SALP Ropt 50-255/00-01 fur Way 1U07 ■ Voy 1000 
' Region 3. Ofc of trie O.roclor 80/03/15 39pp 46627 046 460; 

0808120299 Rov 2 to Emorgoricy Plan l/nplomunting ProcoBuru E 
Sarrplo MciHcring Sys Sepp'ics & Assoc alod Equnmonl Chock: 
LAVvSON.M . BROT.NK Ccnsumors Power Co 80/00/1 
40510 056 

8800240134 Confirms 6GG902 onfo'cemont conferonco w/NHC m 
cuss App n cfefic-oncios. 

GREENMAN.E G Region 3. Ofc ol iho D.rector. 00/00/10. HOI 
ers Power Co. Ip 46629 360 4G62D 350 


P Operating license stage documonls & correspondence 

0008050200 Rov 7 to "Su tab:l ty.Tron.ng & Qualification PJan “* Wi 
JOHNSON.D D Consumers Power Co. 88/07/13 9pp 4G437 30 
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8303020269 Summary ol 880700 mooting w/C G Owrners Group rn Gor’o.'C L tr 87 12, 

* Loss Ol FHR WhioftCS Parfdlly F NnJ‘' 

TRAMMELL, C M ProjOCl Direr lo'&lo V 88/07/15 Pro.ect Directomte V ^ 1 pp 
463/4 202 40374 244 

8807280153 Inlorins lhal request lor withhold r.y prcpneia'y nfo from p-blc disc'osum 
ro JCdClOf proicCt:on syS mod Qfdn'cd Reasons Icr Gxcrmhon listed 
WAMGACH.fV Project D.reotyraio III 1 88/07/19 I INGREN.n l GamirGlr.es 6pp 
4 6336 049 46330 064 

8808050208 Arjv.soS that Automatic Switch Co (AGCO) gave rollon permission fitr NRC 
10 rep'Oduco ASCO Ropi ACR G/JCa/Rov 0 (o # docketing ru Iconsce 000707 snhnil 
Itii ccfiLO-T.ing iffivi'on qualification ol Glccloia' equipment 

UCRDINC.TC Consumers Power Co 08/07/2/ Dtiumonl Ccnlrul Dr*r*.ch (Docu 
mum Canlro' Dusk) 3pp 46449 164 46449 166 

B0OBO3O4OO Provides info cn changes n planned complet on dates cr act ons rosultri| 
bom responses lo NRC 86052 l cerlirmato'y achon Mr, nciudmy mall ccrdtion task 
force & insp equ pmonl SSuos 

BCRDlNF r C Consumois Power Co 09/07/29 Dccomcnl Ccnln:l Branch iDocu 
niOnl Conlro 1 Desk) 1?p|i 46406 210 46400 220 

8803110259 App'.cahon Icr amend tn License DPR-?0.rcvi5 r.g socondaiy sys safely 
valve setpoint lo'urancos Geo paid 

BFRRY.KW Consumers Power Co 89/08/04 Doci.rnem Control Rranch (Oocumeni 
Control Desk) 5pp 46605 328 46506 334 

-8008110264 Proposed Tech Spots rovisncj secondary sys safety valvO sclpoi'it io!o-- 
O'iccs 

* Co.'tStrrers Power Co 80/03/04 2pp 46505 333 40508 334 

6803160352 Applcal-cn for amend lo Lconse DPR 20.«ro:1 lyircj pcrriMSsinle bypass 
CO rid lion for subcoo'iiuj maiyn rriguiioi & adding upeiciliun A siavoil'a'co re-guru 
rneois lor reactor vessel le vel monilo'inq *.ys I oo pa d 

UERRY.K W Const rners Powur Co 80/03/04 Dccumml Ccniro! Branch (Uocurnutil 
Control Desk) Gpp 4655*1 316 46564 325 

- 8008160357 Proposed Tech Specs mod lying porrr.:&si!ilo bypass tonditun Icr soli 
CCoi'-cj margn monitor & add eg operation A st.rvo.lkinco ronu-rnrnonlS lor routrlor 
vessel level mentoring sys 

‘ Consumers Power CO- 08/03/04 4pp 46584 322-46554 326 

8(1001101 70 informs that ull p'cposctl power supply ties go fnr lac lily (Jils lo moot ro 
qei'cmonls ol A1WS rulo 

VlRCVLlO.M I Proiect Oimcloruio III- 1 . mj/0U/06 LILHHY.K w Consumer* Powo’ Co 
4|>p 40534 2/2 40504 275 

8600150419 Nolli es ol micni.on to uso n'lcrnnlivo msp iccl r ujue at p aid lo subtly n 
seuveo (.resstro losing requeomonis of ASME Cone Mc'alcd r.lo.mv'uU ng |ustiliui 
lion Icr iioi peflO'mng hydrosinbe tests on I sled bys.or el 

KUGMIN.JL Consumers Power Co 83/08/ 10 lloeumom Condo! Branch (IJoeunteni 
Control DosH 28pp 4654 1) 296-4 C54 6 320 

6603220151 S iljfr.'ts conC't.tuns A descriptors ol ulil plnnned a< hons r o nvaluatu use 
ol lull lenglh Goraf'ex serveilQiiCC co ipjns.as (.orn'i“iil(?il ,n nil U7O/0Ci Ur Uhl pi.r- 
Clusod 10 lull length Gorallox couptrs to suppl smaller cot, puns 
SMGUl.fcY.RW (Consumers I’owef Co 80/08' 16 UoitaiU’ni Conlrol Branch (Uocu 
nvmi ('cntrol Dusk) ip 4 6603 273 4660,1 P 73. 

0803240084 I o 'words opplicaton lo* amoral to I'censu DPfl-PO.Cliani rig Tech Specs 
to o lew waiver from 1O0*!o vo'nmutrrc oxam ol upper fywliocl of eaeft (tnmary LOD'anl 
i:«jrrp lor 1900 rotunl ng ouiago Poo f»nd 

L3ERHY,KW Consumers Power Co 8U/0B/I9 UocuimtrU Control Grar'di (Ur;< amenl 
Conirol Desk) 2pp 4C02/ 193 4G027 201 

-8808240066 Appi cohort (n aniond ki l.lcertso i)l J R-20.chnrirjing Tcieli S(;ees to allow 
wavui from lC0*lb volurrotnc oxam ol upper flywlieo 1 ol each piimrtry ceo'nnt jiumf) 
tor 1983 ml uc4 r-o tuvage 

LLlJhUI PA Consumers Power Co. Uft/CO/19 8pp 4662/ 195 4662/ 100 

-8808240198 Proposed Tecdi Spt!C r.hargos ro waiver ol 1C0"o vo’uivolriC exam ol 
upper flywheel of each primary cool-nt pump for 1998 refuel ng ouincjo 

* Consumers Power Co 90/03/19 2pp. .1662/ 203*46027 201 

8008240311 Forwards apfJ'Cnlon for amend lo L'Cnnso OPR ao.i.pgnid hi) |)rossuri 7 t*r 
w'lifn rango Invnl Indcuhonpor Flog Cm do l l>7 Changes consis'nni w/Gunor.c Ur 83* 
J/.Ft'o pod 

DFRMY K W Consumers Power Co 0U/OU/19 Ducuirent Conirol Drahch (Uocamorl 
Conirol Desk) 2pp 4G62C 3? I 46626.335 

• 8 003250056 App icali<m lor amerd to Liconso OPR 20,Char ging Mom 6 n Tablo 3 17 4 
to, ' Prossu'dor VV:do Rango Water Level lr*.<Jreal on “ 

I’LUEHT.f* A Consumers Power Co 80/08/19 5pp 4CG26 323 46620 3? 7 

— 0 000240312 Proposed Tech Spec Idhld 3 17 4 ro pressure! water level .nslrumonls 

* ( Consumers Power Co 8Q/C0/19 Upp 46626 323 46026 315 

00O&25O349 O.su<ssos A -Ogat on re pnss'Uo ungual lied cordraclor ptrsormol perform 
mi) eddy cuitom lolling at Incd.ly. Result's ol uld roviow 6 dv>posd on leqoe'.ded w.lhn 
30 days Grid w.lhho'd (10CI R2 790lo)J 

C.MFFNMAN F Cl Region 3. OfC of Piu D.reClor. 83/00/19 HOFFMAN, OP Consent 
(rid Power Co 2pp 46640 238 46648 239. 


Q. Inspection reports, 1C Gullolfns & correspondence 

0BC52OO295 NRC fnfo Noiice 00 03?, Prompt Refiortmo to NRC of Signficam Inc dents 
Involving Rarfioachve Matl." SvC hsl end 

CUUMlNOHAM.n G O.viS-On ot IrduSVndl 8. f/Odcnl Cocloai Gatoly (PoM 8/67291 
06/05/25 Co ns Olid lied Edison Co ol New York. Inc 120pp. 463G0. 1 70 46308.290 

0BO3 150243 Partial rosponso io FOfA roquesl lor docemonisForwards App M 
(JOCurr.enls Ann L documents mania ned in POR Apps N & O docurronb partially A 
tota ly wdl'.hcld.fospochvoly (rol FOIA Exompt on 5). 

GMIMSLE Y,D H NRC • No Doialcd Alh'ialion Given. 80/07/05 JONES.C. Allihahon 
NolAssgned 14pp 46501. 104 46C0V199 


*■0602050102 Roquosis idoniihcal on ol div contact for regcnal <nsp loam 'udders 10 
arrango NfiR alterrahvo shutdown A ' ro prolechon rov ewer lechncdl assistance cn 
region based posi hre sale shuldcwn msps Schedule of msps subni.ltod 
PAI1U.QW.JG C.v ol Inspection Progrnrns.iE (050212 B70413) 86/01/29 

GEFINEflO.H M Division of Do I rg Water Redcior (UWH) Licensing (351 125 87041 1) 
2pp 46503.310 46603 319 

BB0728033B Forwards Safety Irsp Ucpt 50 255/83 16 on 000002 070b No veld* ens 
r'oted 

AXELSON.WL Region 3, OfC Ol tro DrcctO' 00/07/19 HGFF//AN.DP Consumms 
Power Co. Ip 4G33? 259 46337:260 

• B0072B0339 Insp Repi 50 255/89 16 on 080602 07C6 No volaions o' (iovi.it ens 
noicd Ma.o» areas inspected loilCw^p ol previous msp find ngs.oueralionol 
salely.ma ro surveClaoco physical seci,rity,rouiOlo;j proicchcn A ES P walkuown 
RURGESS.UL nog-on 3. Ofc of ihe Di dcto' 80/O//1O 9pp 40337 260 46337 263 

BG072B0387 Responds lo NRC B:no*n u? 002,S:.pp‘s 1 8 2 ro lastre* losi ng lo dolor 
tnno ccnlo'mnnco w/cpplscabo mail specs Review ol purchaso o.'dors did nyl ;n- 
c ede n.copl/roccpl insp or mslaloiion records to rli>lurmi' , c itoms used 
GERRY.K W Consumers Power Co 88/07/20 Docjrnonl Control flranch (Documu-d 
Cosiroi Uosk) 44pp 46345 080 40145 133 

8807280394 S',itm.is add m'o ro rnaso't'y wall design m plant. po f 1)804 15 roquesl Ult! 
has begun wo*w m areas ol ta’cu’abonal pnev ago.ipc lny wall chmaavf.M cs 6 Uc-iivy 
charge nackono 

KUEMIN.JL Consumers Power Co 08/07/20 Dccumoni Conlrrjl Grnnc.h (Documer.1 
Conlro' Oosk) Ip 40345 006 46345 005 

8807200162 Suppl l 10 NRC Info Notice 80 046. ‘ Licvnscu Repi of Dofeciivo Refur. 
Lishod Qrcu i Breakers M Svc l.si 0 '.cl 

ROSSI.CE Division cl Opemhcnol Ever, is Ass*rssrronl (Post 070411) BB/07/21. 
Corsolidatod Edison Co or Now Ycrk, Ire 120pp 4GJU0 064 46390 1/8 

0807200246 NRC BvlVjln 69 GU9. ‘Ttuirh.lo TuUo Tlianug m Wosiw‘.glxusO ReaUors*' 
Sv<;lsioncl. 

ROSSl, C F n.visuii of One.'aiional bvonis Assessment (Posi 07041 l) 8B/07/26 
Co'isoidoied ErnsonCo Of Now Ycrk. Ire. I23py 46319 070 46340 102 

8007210218 NRC Ir.'g f^oico 85 052, Cl Inlraulorire ra' dcmi of FioiCMi.*.* Sail 

Apc'icalcr Uract.ythcropy Devices Dining Pakonl Tmulmoni ” Svc list oriel 
CUNNIMGHAM,R L D.v.son cf Indesinal A Medial Ni, clear SufnlY (Post 070720) 
B8/0//27 Cnnsnl dated Edison Co of Now York. Inc 1O0pp 46347 029 4639/ 136 

0000160244 D.scussos uh' atjljrevmled Siio access Iranr-g proqiam for NRC nsp prr- 
surmel comp'eling Ifugipn III (raring in gonorc nspccls ol rudalion safoty.physicnl so 
cunly A emergency response 

DAVIS A G. Rcijnri 3. Ofc of lh.0 (Vcclnr 00/07/2/ AI.EXICM.M P. frtiumo Michuj.ei 
f^iwe' Co (fo.'incr.y ind Aim A Mich gan Eloctric Co ) 4pp 4050 1 240 4L501 25 > 

8008230260 l : orwahJs laiosl rov of NRC Mqn.Ml Ch.ipioi 0616. "SAl.f *,'* Roqion lit w II 
tjrgn uvny new lercliotvii u/oas sol foilti n n>v for a I SAI.I 1 rcpl peneds wf-ieN 
extend bfyccd 00OCU6 oflociivo rJnlo of proCi^du'O 

NODELIUS.CE Vh gon 3. CfC Of Iho Droctor 6B/U7/27 ALEXtCH.M P frdioii-i 
Mrlinon Powc' Co. (formerly fniKinu A Mich yan Elrun:: Cat) 39pp. 46620 090 
4 6620 120 

0807220034 NRC Info No'co 06 053, ' Lhronsoo Vohilonb ol NRC Rotiu'aUcns.Whdi 
Led lo Muriica 1 Diagnoshc M-sadninstraiior.*! " Svc hsl ore! 

CUNNINGHAM R £ Divismn of Jn:J,,sin<d & Mtd cal Nuclear Saloly (Pest 070/20) 
09/07/21) ConsoLUtiieU Edison Co cf Now Yo'k, In., HUipp. 46390:203*46397 02o 

0807220192 TIRC Info Nof-co 00 054, Foi'nru of C:rcu1 Breaker Fol'Owi'-O Irish* lAlrcn 
of Amptocio-' Dimtl T< p Atiachmont " Svc 'isl onil 

ROSSl.CE Civ.sion ol Oneruional Evonis Assessmonl (Post 070411). 00/07/29 
CofisoUlAlnit Ed boil Co. Ol Now Yr/k. Inc 12 Ipp 404 V/ 029-40417 1 40 

8808030136 Konviirds Lxant Rept 5U 255/OL B8 01 ol oxum pijnun stored during wk o< 
000620 

WRIQlir.G.C Hog-on *3 Ofc ol tho Orocfnr 80/07/29 HOFFMAN.O.P. Coribin.t'rs 
Power Co ?pp 464 12 060 J641 2 JG4 

* BQ08030142 Fxam Dept 00 255/OL «U 01 on UE)0650 24 A 0707*06 FxAiii 
resells ilifoe reactor up cm tors A seven sun.or roacto' oiicm'ers passed oxam. 
DlirFFnDING.l J . GRUEL.R.L, SUNDERLAND,!’ R Flogion 3. Ole of tho D rector 
80/07/26 I03pp 464 12 C62 464 12 164 

8808030400 Providos «nlo o-i changes n planned ccirfilchon Unlos o' ochons rcvjlhi.rj 
f/o n rospensob to NRC 060521 conlurnatory ad un lir.incietfirg mail cor.rfihon tae^ 
fcrco A nsp egu pmont issues 

FiCHDiNEJC Ccnsuners Pov^or Co 00/07/20 Document Ccnirol Branch (Ooco 
iv.cnt Conirol Desk) 17pp 46406 2 It) 404CG 22G 

8800120063 Discusses modoquacios of response lo noiico ol viclai cn frern Insp Rcpl 
50*255/00 08 ro fali.ro lo idoulily conlhci bnlwecn l : SAH clesslliCribDn A octea 1 uso 
ol Cotitainmonl Pnnolralcn 23 A improperiy oxocvlcd surve.l'ancu U bl 
GREENMAN.E G Region 3, Ofc of the Ci'udor 8R/07/2D MOFFMAN.O P. Conserr. 
ers Power Co 3pji 46531 1 77 46531 179 

0007280019 NIlC Info Noi re 88 055. ‘PolLniiii! Prob'ems Cau'.'id by B nrj'o Failu'e of 
ESF Swing Hus " Svc I SI oncl 

ROSSl.Ct Civ.sion nf Oporiihonal Evonis Assosbmonl (f’osi 870*1 1 1) 00/Od/O3 
CcnsoLdated Ed son Co of New York Inc I21pp 4643/ 121 4fM3? ?4 I 

0008030209 Suppl 2 lo NRC Hu'ioim 08 005. “Nonionlcroui.g Malls Scppllorl by Pipn‘<| 
Supp'ms.lnc al Fclsom.NJ A West Jcrsny Mlg Co at Wiliams town. NJ” Svc fist end 
ROSSI.C.E Div.sion of OpOMhortal Evi nis Assossmoril (Ppsf 07041 1) 08/OB/O3 
Ccnsol dated Fd son Co. Ol Now Ycrk, Ire. HUpp 40531) 121-46530 ?G9 

8807290008 Suppl 2 to NRC Hul'olin 88 008. "1 hernial Sircssos in P.p;r.g Connocied lo 
HCS Svc i si enct 

ROSSl.CE Division cl Oporohcrml Evenis Assossrronl (Post 070411). 80/00/94 
Consol dated Ed.son Co of Now York. Inc 12lpp 46504 001-46504 121 



42 DOCKETED ITEMS 


6607290111 NRC ir.'o Ho* ce 88 055. "Poienial Prob‘em9 W/Si'iccne Foam Fro Bamc* 
Pere’ral on SC3‘S " S/C 1st ere' 

ROSSi. CE Div.son cf Cp-erabcral Evens Assossmoil (Post 8/04 It) 86/00/04 
Consc'idaleo Ed son Co Cl New York, *nc lP3pp 46569 175-465&9 297 

6006020095 NRC lr\> No* :o 69 057. ’Potent al Loss Ol SalO Shjtdmwn Eqi.'ffrom Duo 
to Pre:i:alu*e Silicon Con'-cl ct) Roc: ho/ Fa-lure “ Svc l si end 
ROSS' CF □.vsior of Cperalicna' Events AssosSTicm |Pcsi 670411) 69/08/09 
Consclidaiec Ed son Co of Now York. Ire 1?2pp. 46459 125-46459 24G. 

6006020102 NRC Ir/o NcIicg 89-059, Po’eni al Problems W/ASEA Biown Boven iTE- 
5H rirr,o Cve*CLirent Relays" Svc >si en:i 

ROSS'.C l D.v.sicn of Operas ona' Events Assossmo'*: (Posl 870411) 8B/O0'O8 
ConsoidateJ Ec sen Co ol New York, Inc 12Cpp 46539 CO 1-46538 120 

6006170146 Forwards Sa'oty ln:p Ftepi 50-255/68 12 cn 680509 0630 & nolice Of 
de.ial cn Co-icom noioc ro ‘ark ol adequate assessment c' app'icabio App R tea tre- 
mens fi !acK ol supervisoy reviews 

MILLER. HJ Pag on 3. Ole ol *re C reclor 88/08/08 HCFFVAN.OP Consumers 
Power Co 2rp. 46S72 C96-4667? 122. 

“8800170161 No:-e cl duv at on Irom iAip cn BU0L09 C63C Dc-v.a'on ncte-do**© lire 

tr. gad© member cl Sn *l 3 only ai'erdeo cne sli *t d' l d ji ng CY37 
Mili.ER.HJ R^icn 3. Ofe cl the D reclor 68/06/06 In 46572 099 465/2 098 

--8Q08 170 165 *sp Rep l 50 -255/ R8 12 on 6905G9 CbJOCre v.olahn A one deviation 
rclcd.Ma.or areas tfiapec'edl COr.sso acion on p'Ov.o.s nsp hrd rgs.nctud rg S«.c 
lions III Ci, J S Lo* 1CCFR50 App R & * *e protect cn urgaruraion 
IDDOH.R PAHkINSOS.K., U JE J M Hegoft 3 O'c ol ih* Crodor 90/00/05 24 pa 
465/P.C99 46572 122. 

8008830112 NFtC ino Nchce 88-059, "MSIV Gud© Hal kaiuro at Water loiU 1>1 3" 
S^c I. si cnc^ 

ROSSI, C.E C.iscn ol Operational Events Assessment (Pcsi «/04li> 60 C8^03 
Ccnso :dntnrj Lo sen Co of Now Yoik. lr.c I2lfp 46467 011*46467 131. 

8808040062 S-j-pl 1 lo \RC Irfo Nctce* 68 094 "InadequaiQ Ouahlca*on A Docuxen 
lol eri of E re Ban ei Po^G'ial cn Seals Svc i.sl cr.cl 

ROSSI C E C/is:n cl Op.tr alto'v-il Events Assessmen* (Pcsl 8/04 1 1) 88/00/03 
Coi'SC'id^tod Ed sen Cc Cl New York. Inc I21pp 46559 205*46550 325 

8808150419 Noti'iys ol n’enltn loose ultenm: ve msp iCehnq j© al plant lo satisfy r 
se-vee ptesstio resting reqj romer.'s o' ASME Cede Holatert :n!o rcL.rJ ng |js*i?.:3 
nen ler roi porfermiry hyd’OSlribC losls or iSlwd syscncl. 

KL.FV N J I. Ccrsun/rs Power Cd 88/08/10 □ jci.n’u''* Ccni*o* Urarxli (Or:-.umeni 
Conlrul DesW) 20pp *16C40 296-40546.326 

8808050135 NRC Ir.'o No* re 88 C60. ' inadequate* Uesyi & nstiilalon ol W,iler*:thl 
Penoualon Seals * Svc list c" cl 

ROSSI.C.E U.vscn ul Oquraitcrai Events Assessmenl (Post 87G411) ftB/Cfl/ll 
Conso' Uotod Ed SO- Co ol New Yd**, ire I23pp -16569:298-465/0 060 

0008050248 NHC ln 4 o Notice 08 C61. "Conlio' Room Habilab l ly Recent RoviewS ul 
Cpo.*ari.*n F^pcisrco.'* Svr I si e-t:' 

HCSSlC'E Uvison o' Cpo*al my Lvenls Assessment |Post 070-111) 69/08/1! 
Conso dated Person Co Ol New Vcrk lr.c '.25pp 4QtQ4 3 1 2-41)595 076 

0800190308 Ccnlurr.s blvJ'JIS mecim:) w/bti Ip present SALT & repi Uh uncojrdijod to 
wave anp'op iate corpcmto A f>la*> mgi rop'c.aoniaf cn at mooling *<j ons-im n.uh*,i 

ui. dorsiandng ol issues 8 ' rdr.'js t>eng p'eser.ted lo NHC 

GREENf/ANE G Region ,1. O'r o* li e Creclcr BB/C8/n HCFrMAN.D P. (. j.'-sjm 
Crs POwOr Co 2pp 4C-696. 321 -46bvG 322 

&608050295 MRC ‘ulo Nolicu E0-C62 Recent Fmdrg^ ;c* lmplomo< *atij“ <>1 (M Pro 
grams by Suppliers ol ~ransrort Packages" Svc isionu. 

OURNEITRE. Ciwsun ol Safeguards 8 franspartation (Post 070413) b9/CB/l? 
CotiSC'idaterJ EilsorvCo of Now York, lr,c I09pp 46581 155 4651*1 2C3 

8808090264 NRC In'o Nol re 08 Ob'J. H^h Hadraiicn Hn/ards FrOT IvaUaiud In Coro 
Dmericrs A Cables* Svc isi enci. 

ROSS' CE. Dwiion ol Oporato'al Lvenls Assessment (Posl 6704 M) 68/08/15 
Ccnscl datud Ed.so'iCo of New Yc # *. ‘nr HOpp 46569 G65- 46569 174 

8808240130 Forwa'ns SALP 9 Beard Rapt 53-255/09 01 cojc r.q pencil ol May 1907 
A' ay 1986. lor rev ow 

DAViS.B Rog Ob 3. Ofc o' llifi C reclor 98/CB/16 I'OFFVAN D P. Cnnsumers Power 
Co. 2pp 46627:0-13 46627 C&3 

*•8600240132 SALP Rept 60-255/09-01 lor »2ay 1987 ■ Vay t'JQ6 

Reyicn 3, O'r Ol ihe Dt/cdcr 89/08/15 33pp 46627 0-15 46A27C93 

8800110206 NRC Into Nol c© 66-1)64, "Ropo'l r.g Frcs il Nuclear Process Sys at Nude 
pr Fewer P. arils'' Svc LsL oriel 

ROSSI.C.E Dwsion ol Cperatonal Events Asi^rssmoni (Post 870411) B9/C8/I0 
Cor.soidaied Edisoi Co cr New Yo-’k. It c lOipp 46643 C01-4G643.104 

0808120327 NRC : nl© Note© 89 CC6. ' -'nadvu float Drainages ol Spent Fuel Pccts ” Svc 
l st ori:- 

MOSS'CF C vision ol Operational Eee.ils Assossmonl (Pcsl 8704H) U9/C8/18 
Con sc id altd Ecison Co of New Ycik, Vic I22pp 46628.01 1 - 46*528 133 

8B08240134 Conlrnrs 660902 41 ‘Wceir.em coilc.unce w/NRC -n G'O't Eliyn, IL to rls- 
cuss Aup R del rmreios 

GREEMVAN.F G Reg rn J, Cfc nl ihe Dircctcr 89/08/ IB HOFFMAN.D P Cor.uum 
ors Power Co Ip 4f629 368-46529 359 

8808160392 NRC lr 'o No:.:e 68 0CG. "InjuS'na* Rndog'apt.y lr.sp 8> Er.'orccnrcm! Svc 
l.si end 

CUNNINGHAM R E Division of Irdcst ia' & Medical Njr oar Sa'ety iPotil 8/0729) 
68/C8/22 Conj-o! Oiled Ed. son Co. ol Now Ycrk. Ir.c QOpp 46620 134 46620 223. 

8606160414 NHC Inlo NcliCO 96 067. "PwR Ai,*i «ary Feedwale* Pump TurOn o Cvu 
speed Trip Fai u'e " Svc i si enci 

ROSS'.CE Cvsion cf Operaticral tve.nls Assessmonl (Posl 870-111) 6B/C&/22 
Conso idaied Eoison Co of Ne w Yo*k, me. 123pp 46643 105-41:643 227 


R. Periodic operating reports & related correspondence 

0808170108 Monthly opcral-ng rept lc» Ju' 1989 fer Palsados Nuclbiir Pinnl 
Itr. 

PACKARD. G.C . GORALSKI.G Consumers Powor Co M8/07/:i1. 4|,p. 13) 

405/2 136 

8000190211 DiSCvSSOS bimonthly work erdo' sialus rept.por 651 ?27 comr '« i*- l t< l ''-l 
ol ccrreciivo erder backlog & opuv> co.tlrol rconi dufiCioncius fo* Jun * H J i‘y It*’ 3 
end 

JOHNSON B O Cons. .mors Power Co 08/08/15 Document Control Hr.uir li {I'.kw 
ircnlConhcl Des-) 2pp 46895 113 46595 114 


S. Reportable occurrences, LERs & related correspondonco 

0007260174 LER 08 010-09 on B80609.d screpanr.y lUiinlifioil in mil o' i ;-n* r 
cuence ano:ys.s cf plar-1 FSAH.Seclion 14 ?2. No enusu can tin ro.uly H*il.% Mr 
failjro 10 fo ow plant rr.ot! prccod.iros Analysis imhaio:! W/U00/1 1 hi 
K02UP.Cn. JOHNSON.*! O CcnSumers Power Co ftl!707/ 111 r -p,> , <i 1 

46285:287. 

8800030006 LER 80 01 1 03cn 8 l J0G?4,delefniinucl that single falumo 1 «Ui,i n-it i>n t * .* 

al ac msin.m mi hjs at gnmcnK Caused by j:orsoriru;l error Eva'i.nili ,n I i j 

delorm.rio loasb-IJy Ol porfcnm'ig (fessrjn rr.ods.W/UH072f> Itr. 

KOZUP.CS. JOHNSON *3 0 Ccns.i/norti Powu Co 0B/07/25 Op,. I‘.l«l! v *> 
4640-1.361 

0808150341 PNO IM-Q6 07G on 8900CU.diSnonry dr,*vt*‘opetl l:»:twin.*li <born*1<y ,i i t 
& radiaiion nio*'ilo* eskmalos ol leak rate I nuUy surrplu r»|>p*»’*i1i. , i f.5* < • 1 K 
ropa red Roluo* nn culfltjO SChodu'fJd for 800903 

BURGESS D . A&LSON.Q Mt-qun 3. Ole ol Iho D.ruulOt flH/Otl/OJ. 1|> 

46542 C96. 


V. Operator Examinations 


0808030136 Fc r wa'ds Exam Rvpl 50 250/OL 011 01 ol «.*x;un ii(Jin*‘i r< I <-'■« u ■ * 
8J952C 

V/RIGHTGC Reg on 3. OlC of Iho D roc lor 0H/O//2B . . \ 

PcwurCo 2pn 46412* 060 464 12 164 

* 8800030142 Exam. Mopt 59 250/CL 98 0 1 on »um>;?0^4 A 0/n/--.U.i- 
rosu.is throe reader opoaiorfi li seven shmik rear lor ofxrr.ilors |i r.'.< d < ».in 
UEFFFnDlNG.l J. GRUCL.nt SUMJLRl.ANO.P R Rorjron 3, L:h - f ll » I » . v « ^ 
06/07/25 I03pp 464I2G62 40M2 164. 

8000240130 Fo'V.a'dS SALP 0 Board Rept 59 255/00 01 (<jv>c*rin<| p«.i.ml « l K* < r > f 
May 1900.10' r<*v «’w 

DAVIS.B Hcgori 3. Gfc of Iho U.mcfur HtJ/Ofi/lS. H0FFMAN.0 I 1 U-n.un. • r ■ 
Co ?FP 4GC27.043 46627 083 

■ 0808240132 SAEPHupl 50 256/00 01 lor May 19117 • May 10 lit! 

’ Region 3. C.'c cf iho D.recior (Jti/UH/15 3 f Jpf> 4662/ IMS 4f>-?/ i:|t:i 


DOCKET 50-259 DROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F. Security, medical, emergency & lire protcctinn plans 

8007060520 Gu'-Oriu Lir 00 10 Ui a'l f:owtr roacior licmist'iv,, A |--:l f. r*. - i i*. i 

t reva s r<- p w -rchaso cf GSA approved security conlaimrrs f.*1 i*n« 

1IRAGI >A.f J Associate Di'Odur lor Pru.ecl'i {Post 8/<M 1 1). f!0/ii//nt i • . r 

Etfiscri Co of Now Yoik. .‘nc 31pp 40'JBB 209 4(>3RI) 32:1 

8000150213 Parti)' response to FOiA rcqi:o*il lo' (lucumunM | O.w i‘«i • t i r 
(Id '.uiTcnts Anp L documonis marifamud In I’DM Apf>s N /v U tJm m « .ii-. i i e ■ , \ 
totally wilhhold./uspptrlively (rol FOIA Exerriplnn 0) 

CiRMSLF.Y.DH NRG - No Dclole J Allinkon Givi.*n 0R/U7/O6 .i(Kii m A“ >* 

Nol Assigned blpp 46601 104 46631 190 

- B0OQ15O376 0 SCUS40** 04C5O2 mterprelnhoriS of App It ro <) Her r--| pu l « | ■ >* 

HARHISON.G Liror-sng Brand* 2 04/05/30 GiUNSKY.V. t\m.i ...i, . » * 

•16502:152-46502 155 

6007270239 I erv/ards oxr-rciso ropl ler 071104 oxorciso of offviln i.rn- r , m t \ . t • 
noss n'ars lor p’anl 

KRIMM.H W FodCMl Emcigcncy fjljnogununt Aqoncy Utl/07/15. <*( !.'!■ «l * 1 1*. 

s*on ol Rndair-ri I'rotucimn & Lir.ergency Preparoilnoss (I’n'.i (■/ i‘ii i 
4G3C5 287-46305 340 

-O0O727O245 Lxercso Ropt for 071104 Fxr.rciV) Ol Off «>i1c3 Ft/irl u < ;« r i .ii Ij . . » 

Prepareilnnss P'ani for Browns Feiry Nuclear Power Plant '* 

' Federal Emerrjo.-cy Mouaguireru Ayuncy. 88/02/24 5B|:p 46 )T‘> ;*..■! '* < 

8600020272 Reruesis mai O8O0CO App H audit t>u re schedule: I *n- n , . ■ 

89IIS03 pw 0897 1 3 le'eon w/NRC 

GHIULEY.M Tennossoo Valoy AuUio'ily. 80/O//25 (Jocumunl (‘cfilft I |K f i i 
merit Ccrit'cl Desk) 2pp 48370 307 40J/0 300 

8000 1 50 111 Foiwards i*ad ally w.lhlie’d Insp Ib-pls 50 259/81120 f.i).pi n/r 1 . * 

296/U5 20 on 00CG27-O/O1 No v olati^ns or dev ations noiud 

MCCOY.F.R Ole nl Special ProiecK 0B/C0/O1 WHITE, S A 1« v* , t 

monty 2pp 46012.104 40542 1C6 

**0008150117 Partial y wilhhold Ins/) Ropls 50 -250/09 -20.50-260/86-20 h '■> . - 
cn 60C627-O7O1 (rol 10CFD2 790 & 73 21) No v:olahons l-Jmil r > ii M ■ ** 
mspocied seuuMy p'o<jram.cccufily orrian.zalien & seci.rily proyram n,.i] I 
ENNIS J O. Rogion 2. Ole of Iho D.rucior U0/O//29 Ip 4Q642 106 4651/ * ■ 

8808040247 Genorc Ur 00 12 to all powor roaclo' licensona 8 oppl c«if ,1*. i<» • 
f re protection reqjremonis Irom Toch Spues SvC '.si one I 

MIRAGLIA.F.J Assocralo Di'Octor ler Pro;OClS (Post 87041 1). 88/09/02 1 •• - • • 

Edison Co c>1 Now York Inc 52pp 46463.291-48463 342 
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8005090131 Rev-sed emergency p‘.an "plumeniir.g piocudmos, oou.1 ny Rov 2 to EP1P 
4 Cperakcrs Culy Special si Prcceujro for Genera' Emergency ’ & Rov i to CPiP 6. 
“Ptant Assessment Slat! Pro:odi/G to-* Alert. Sim Aroa Emergency 
GRlDLEY.Ht Tenresseo VslGy Anl'.o/Hy 08/C8/O2 £6pp. 40471 091 -16471 146 

8606120290 Appicat.rn for aperies to Licenses DPR 33.DPR 52 & DPR HO. consoling 
ol Tech Scec ?4 7.f€v.si.'.() Tech Spec Soccer's 3 1 1 & 4 1 1 to a'-gn plant ariivii os 1o 
current rdustfy lire protect icn practices 8 stds 

SHELL. R H l«n io5seo Valley Authc ty 69/08/03 Docuno.nl Coniicl Branch {D0Cu 
meni Control Desk) 3pp 4854 i 05 r i*504i 187 

••8800 1203 13 Proposed Tcrh Specs. fcismg Sochons 3. Ji 8 4 11 lo d'ign pkmi aclm 
res to current ■ndusi'y 1i.*o p.ctecioe practices 8 sf<Js 
• Tm^CSsee V?.‘ ley Author^ BQ/OO.OU '.2Cipp 4664 1 <J62 4654 1 16? 

0800160094 Forwards response to NFC 000*03 roquosl 1o» i.“.lo to. summary of ciov. 
aiior.s from NFPA C’orfo -ft eluding Si.mnid'y n< App R h'u proiochon iipg'juo work 8 
drawings f. |, nvv,ri'j suppression sys. sprinkler ImnrJ & dutocio* ■‘orations W/ 72 oversnu 
drawings 

GHIDLLY.R ronnessuo Vai'ey Atltio ily flR ’OU/OJ Document Conircl Hrnrcli (DyCU 
/rent Control Desk) 60pp 46515 3^*1 405 H» 041 

0008110168 t Jobber* :nnt soprato Hr som to Ri.g.oti ll.supply.ivj dvVali J oce'vvio lo: 
1 988 rad o‘og cal orrcrgvncy plnr oxctiso 

GRlDLtY.R T< nnossuo Val'ey A-jIliQiily 68/08/01 Document Control Pronch (Unco 
/rent Control DoSk) ?pp 46*34 156 *16^04 15/ 

8800230207 forwards FpMA final r npl re plant emergency oxcrcso hold on 
071 101 Eig'il findings deterrmod to roquro conceive actions cwrecrnng tranng 8 
Oijupmenl fc* rjido'oq cal mr-mio; ruj loairs 8 siron aciivaiun spirals 
VCCOYFR Ofc of Special Prc;-ccis 06/OP/lO WHI1H.SA Tufino'.seo Valoy An- 
ihcr.ty ?pp 45912 112-45912 1 73 


H. General correspondence 

8900310062 Rcuuosis NRC flc'On in ro'*GvG undue nsk posed by RWR Ihemia 1 hydrflu 
lc msloi; lily 9RR should issiu order 'icjonutj a. GE UWH licensees lo sub'nl rep! lo 
NRC vv.llrn l yr demonstrating conijVi/nco w/GDC l2no'«jlud nfo oncl. 

HlAlT.Sl Oiuo Gikwms lot lfcitv*on« nlu Civaujy UU d?/?2 Qff cu of NucUm' Ruac- 
lor Regu'ahcn DroctO' (Past 9/041 1) 12pp 4(>72? «25 4G727 066 


P. Operating ficonse stage documents & corrospondonce 

6604 26C032 Appficahcn fer «nund$ tu Licenses OPR J3.DPH 52 A DPIHi/i. ruvisrg 
Fech Specs 3 4/4 4 ro standi:/ liquid conircl sys Leo paid 

GRiDl EY.R Tennessee Vnllc/ Aidhricy HU/04/20 L’ommcnt Control H'nncft (l)ocn 
rnoni Cunlrol (Do5f<) Cpf). 4(:6'8. 150-46018 1/7 

0807200133 ArJvishi* llul p'ar: stto wl tie visited for data colceton ns part of NRC 
Porfnrrranco IniJiCair^rs ■’rcjfQni l Is! ol cu'imdidc? mnnl pctrlonnnnco rdicniO'S 
oni.1 V.SV ScK-dxi'cul to' Wn ol 00077 G7'J 

MCCOY. F FI. Ofc of Spot rif Pro, ir.ts 08/Q//M WJIfTL.S A TorrossfC Vnlloy Au 
tliomy. 20pf> 40357. 1 17-40 J57 145 

0007260042 Fcrwards respanso lo NITC 0804 13 It' n» plnni AIVVS dot ted dos'iin 
Chtcna Approach ciCctplQt*'o snen NftC i.nJufst«inds pifinl AlWS d.:vi|n of stnr r:fty 
kriii d conkcl 8 ruciradnt'on p.mp inp l*om nlil 660301 Hr 

GRiDl EY.H Ten'iossco VnHoy Anvicrly 88/07/19 Docuir.on1 Cont'O* Rmr.ch (Docu 
menl Co-Ho; 0o£k) I0p;j 40209 :J03 if>265 314 

0007260180 Provides resulin u 1 licentiu'J program lo rosidvu cnblu '.n^l.i'l il an issue s 
idontifidd in Sect tin III 13 i ol plant n,iC«on' pt'rfo'mrnco f:hn 8 idem ly crnrect.vo nc 
dons loeured for OOdi pia'd u'it 

GRiOVA : Y,R VAkc-j Au’norl / lUl/0 7/Ui Ua^munl Cont'O 1 . Bcitv.tt (Oocti 

fr om Cnntro! Do^k) 3pp 40209 244-; 6? 08 270 

--00O726O184 Lvci’uoton ol firnwris h\ny Nnclnnr f'fiinl Cnblu InsLilInton ftCfCOrns" 
KRJEGJA TonnOfir.LO Valley AtUioi.ty SMliAJM Slo: o 8 Wotislcr Lr-tjinoririug 
Ciorp SlMNtCNSJ Eba?;ct> Sc.'v-c-js. :i c fsi.tis of Ensf'cii Co r p ) 06/06/30 24pp 
•10288 24 7 - 16280 270 

0007290163 f r orw<irds rcvisi d e.iiurgjncv o;icrr»l n;j p.*cr.<;clures rjorcmiutn package pur 
Suppt l 10 K jnEG-0737 

GFUDLEYFl TonPosseo Vjflny Aullitin:-/ H6/0//20 Dycumcnl (tcniroi branch (fJocu 
n oni Ccnlrol Dt?sk). 2;.p 16341 261-4b342?d0 

••0QO729OTQ5 Emergency OpaMtiruj Instruct on Procr.i5.fos Cionernlirju Packago ” 

’ Ten.nOsscM Valley Ai.tho'ily DB/07/20 3/6pp 4034 1 263 41*342 260 

8800030267 Eorw,VtlS Amu (fs Ril.M/ A 122 to L t ufses DPR-33.nm b2 8 DPR- 
CO.rospeclively & safety ovalud’-on Am-.nd rriad.lies Fecit Specs by cluing mj opevat «' 
ity rcr,u fOTierts fO f siancb/ gas trcniruni sys 8 conirol room emergency vo.nli'at.Cn 
sys 

BLACKS Ofc Of Spocal Projects HfJ/0//20 VVMI f E.S A Tenncssriu Valcy Aulhor.ty 
6pp 46403 282 -464 03 324 

-0008030269 Amends 151 . 147 & 122 lo I. censes DPR 3J DPn 52 & OPR G8. 
rospoct vely Amend modihos toch Sp^cs l:y cliantjmg ojiorabMv /cr t u rements fo: 
slnnriby gas treaimoni SVS& conircl rocni umergr.ncy vertlijhon Sys 
□ LACKS QfC Ol Spocwl PrOieclS 06/07/20 30(jp 46403 280 46403 320 

•♦8008030270 Safety ovaUiatOn support nj Amor.fJs 151,147 & 1 22 lo Licenses DPR- 
33.DPR-52 & DPR 68.ieSr.tCl vdy 

* Olf.ca of Nutinnr Reaclor Rogulol an, D.rcclor (Post 070411). 08/07/20 4p;i 
46403 321*46403 324 

0000040 106 Ccnf.rrrs limi 080725 29 sm> visit fer Nnc Performance .'nd c Alevs Progmm 
dala colcciion caacol'ed No reschc:fiii« “J of visit currontfy f>!anned 
V.CCOY.rR OU Ol Spotsil Projects. 60/07/21 WiiaE.SA Tcmt.^iO Valoy Au 
thonty. 2pp 46-123 3G0 46423 35/ 

0000030133 Fo.nvards safety ovjluation ro proposr.-d soismic doson prog'am interim 
Ojierab.li ty cr«iena lor otuctric/il conduit & Supports. HVAC.dudwcrk & 
supporls.mscoHanOOus stool & drywL?ll sieul platforms Cnior'A acceptablo fer roslarl 
BLACK S Ofc of Special Projects hfl/0//26 Wlllin.SA Tonnusseo Valoy Aulhor.ty 
3p;> 46100 149*46400 1 GO 


*•6808030139 SER io nlonm oporDtnMy uiiana let sOSiiiw ocsrjn piC-Qram Conjoins 
idonidied ai p'ant re structural design adequacy of safety ro»aiod suspended sys 
’ CfC of SpOC-at Pro.ocis 00/07/26 9pp 46400.152-46400:160 

8808030333 Forwards "GrrployQQ Ccncurns Speua’ Program.VO' 8 *QA/0/- Calogory 
HANSEN.C.M Ternossoo valloy Autkoniy 90/07/26 DoeumoM Contro' Qrancti 
(Donnnenl Control Dusk). Spp 46-H4 149 464I5G41 

-0000030339 “tmp'cyeo Concerns Prog'am Vol B. QA/OC Cnlugory.’" 

* lennossoo Va‘:oy Aiilhcnty 88/03/14 240pp 46414 154 46415:041. 

0008040036 Summary of 80C621 rrcefrui w/u(.l <n ffockvI'o.MD ;0 planl restart rnst 

K oijram Muoii^g rosio'.aijonrla 8 pfcced..rus encl 
OnAN.DTI Ole Ol Spoual Prcjocls 00/ 07/ 27. Ole ol Special Hrojccls flpp 
46417 141 46120 345 

-0800040046 Rov 0 to Spec-al lest Sf 0016, "Ooso: Guneraicr A limu'gerLy Load 
Acceptance Test ” 

MARTIN J Tcnnussco Val'oy Aulhoniy. 88/05/ iJ I33p|> 46417 ?f>9 461 IB 04 1 

•8008040040 R«;V 0 to Spocia* Tosl ST-flij-i?. Deso* Gcncrtilnr 0 Enieryorivy tend 
Accepiance lost " 

TAYlOR.T k> rcsseo Valoy Auil onty G9/04/2? U4pn 4G4 10 042 404 10 >75 

-8008040058 Ruv 1 to Rasiad lest Program Test Insl/uct-un 2 BEN ItFP 002. Stand 
by D or.ot Gonrvato's " 

* Tonnohseo Val'oy AulhoMy 00/04/14 587pp 4G419 1 “J 46420 345 

0008030 f 07 No*.es i»ui Sedimonta! o.n nor'd ropt S'.hoflulcd to ho subrnilleJ ()n 
000/29 w.M l;o SuUmiiied by 000901 duo to improper p: ority nss:gn merit 
SCmMIERBACH.LA lonnbS&uu VaLoy AiAbonly fl$/07/2A HCRh.G A'.TbAmn. Stnlu 
of 2pp 4640b 297-46406 209 

8000030310 FcwarcJs sinima'y doscnp'on ol changes In QA pru;)r<uri w/ tentative In 
plnmcntatoa dales *1 tu u‘l to rtuvci'ovimg A *mplciuonLri'j Clumges w ll ho do 
scribed in nod rnv to QA topical rent 

GRIPlEY.R Tonnnssco V,d‘oy Aulbo'ily U0/07/29 Dncumc.nl Cu“*'o l Ur.'inch jOotj 
rnont Ccnirol DoskJ 5pp 46427 070 46 127 0/4 

8000050170 Forwards respansn to Gcnonc Ltr 08 01 ru IGSCC m RWR m.stont.i: slan 
loss fip nrjRusncnsu includes plans ro icng lorm eilrjHt.nn ol iGSCO.inservico <ns|i 
program plans & co.ntmn.ir o.n of l(»uka:jo doier.lion p'ans. 

GRO EYH Ti!nnnss(;0 Va“oy Aulhonly 0H/OB/OI Poairroril Ccnirol Branch (Oocn 
mont Ccnirol Dusk) 2i>pp 46449 233 4644D 268 

8000050004 AppicaUon fer amm ds to l consos DPil 33.DPr1-52 A DPR -60, i.linnglfiri 
lucti ypec TuUn 37 A fVimorv Coniainm(.*ni IsuiatiPri Valves, to uju?ato & ccrrocl 
cl ai'.ges d^; to p'ant tvoil & faclty App J picvp'.ni Eou pnM 

GfilDLEY.R Tt.imnsscu Vofoy AultiOMy 80/00/02 Oocumont Conbul Branch (I3m:n 
merit Ccnirol Dos*) 3pp. 4G436 320 -1043/ 035 

-0000000005 Preposed TuCh S(:ocb ro (maiary conla nmonl solol'O'i valves 
* Tc rnossco Va'.oy Aulhonty 89/0B/02 7lpp 46436 325 4i»4 3 7 035 

0800090190 NuhKalim ol HOOfR 1 mcnhrig w/ulil in RcCnv-l'o MD to discubs TMI Aclion 
P.'an Item ill D 3 4. ‘Control Room ll.it.ilakilty Flogiitroimints’' A jiDlorilia' n odb lo 
cnnlrol room uriD'fjn.Mcy vent lotion Syr. 

GEARS.GE Ole of .Special IVo.rxls 00/00/03 ULACK.S Cf<; of 5|iaimi Propels. 
4pp 464/U 144-46470 147 

80001 10102 S'.iorrits rr.si/ils ol analyses of sjuki.d sn rnpl os lor KRC CO‘4 nr-atciy mens- 
urr.s program Rosulls of Sr 01J,Sr 00 A To 55 imavaloblo d„o lo mr:nnsisk.riiii*s idiTriti 
f erf (Junnrj analyses 

GRiDl C.Y.R Tc.mu:ss«'o Vat'oy Aiilhcniy 08/00/0:1 Poannen* Cunlrol (frar ch (Recu 
mucitConuol Dosk) ?pt«. 4Q499 272 4G400 273 

8000120290 Apji’icahon lo' aniei ds lo l iconsns DPR-a'J.D^Vl 52 A CI’IT t>0. ccns.slmg 
u1 TrrCh Slice ?4 /.rovisinj Icch Spo;: Sect ons 3 11 A 4.11 fo B'lfln j:Umt nchvilms lo 
cu'rer t nHusby hro pfutectiOn p'act CuS & SUJs 

SRCU. R H lenncssco Va'oy Aulbo' !y 00/08/03 Cuccment Conirol Urnnch (Rncii 
rnenl Contrcl OdSk) Jnp 40541050 46041 107 

*8808120313 P/cposod Tech Specs.revis.ng Setiers 3.1 1 A 4 ll ro ahjn plant nct*v 
1<qs to current mdusiry h:u p'oieciitm juucliu.-s A sills 
• Tor..nnsseo Volley Autbnriy. 00/00/01 I26pp 4651 1:662*40541 R37 

8808150094 FcrwOfds response lo NRC U8050U 'Cft.-est for info ro f..niiniory ol devi- 
ations hem NP»a Cndo.inckuJ nq s.avni.vy ol Aj4> H Ru prcteelvj'i ufgy^fo v*rA K 
dniAiugs st-ow.ng suppress O.n sys. sjinnkliv Hoad A dOlOClcr icealn' s VV/ 72 avor>i«/n 
dr a vi ‘rij s 

GRUDl EY.ft Toenossco Val'oy Aelt onty 08/00/03 Dcc..riv;n| Coulro' RMrch (Dccu 
rrerd Control Ocsk) 60 pp 16515 114 4f>5»fi (J4 1 

8008120264 Ajrpl cat-en for amends lo licenses DPR 33 Uf ; R 52 A DPR fih, ilddng *.ur- 
voi lance roq-i remo.'ils lor A TWS /oCaculatno-n j imp Inp sys Fed pa d 
SRLLl.RM. roenosseo Viilloy Authority 89/00/04 Ddcunvnl Conbcl Branch ((}ccii- 
n uil Cfinlro 1 Desk) 2pp 405 15 271 -4651 5 31U 

- 8008120267 f'roposcd ludi Spec* ro cpcublty Of A7WS A roc.ruxlaiion pu.rp Irij j 
sys 

' TunnossooVaM-y Aultiomy 00/OQ/O4 4Lpp 40515 273 4b:>16 310. 

0000100263 forw.i'ds Amonds 152 148 A l2d to Licenses DPR-JJ.DPR 02 A OPn* 
60.ro Spec lively & safely ov»i‘unho.n Amends mornly Teen Spec fablo 3.7 A by r.h t r.fj ■ 
uij) no* opombivj time lu mboaul LPCl valrCb t>ui B0CCI3 

BLACK. S Ofc o 4 Special Projorts fltJ/08/00 WHITE S A Toririussoo Vol'cy Aulhotily. 
3pp 4C591 203 46591:223 

-0008180280 Amends 162.148 & 123 lo Licenses DPH-33.DPR-52 A DPR Oft. 
rospci livcly.moifily.ng Tecti Spur. Taklo 3 7 A by cnangng max oprrabrg Inin lor tv 
board tPCI valves lroa> 30 S lo 40 s 

BLACK.S OfC of Special f^o.ects 80/09/00. Ibpp 46591 20Q 46591 ?20 

-0800100336 Safety ovabaion suppttrlfrg Amonds 152.140 A 123 to L> O' rises OPR* 
33 DPR-5? A Cf } R 68 respecf.ve y. 

' Ofc Of Spcc.al P/Ojccls 08/00/00 3pp 46691 221-46591 223 



o« Tech Spoc Change 253 re a mg convol ixn er-ergcncy venHanm s>s cpurnblty 
retire me n:* F<?e paid _ _ 

GHIDLEY R Tent cssce Va"«-y AurhoMy 60/03/17 Dccurir! Ccnvol b'a«:h (Loo. 
*rcnl CC*Mf*l 0«M 3?p 46*1? 1?| 4664/136 

-8808250254 Proposed Tech Spec Paijos 3 7/4 7 10 & 3 7/4 7 JO/cla- ej ccnircl 
room emergency ven* 'a I on opo.*ab i.ly requirements 
• Tcnrc $$eo Va *ey Aj'.hc-ly 60/00/17. Il'pp 4o647 324--1E647 336 


Q Inspection reports. IE Bufelins & correspondence 

8805200295 NF)C Into -\c:-<e E0 032 ' Prcmp! Ropering !0 NRC c? SignJcanl trader!* 
lii.cls-ng Radioactive Vail.’* Svc l.st Orel 

CJNNlNGflAM ft t Civ.scn cf '■.'Tuslrra' 8 Meet cal Nuc ear Safety (Post H/O/PJ) 
&8f0S/26 Ccr-^cVlaicd f.e.scn Co ol No* Yctk. "C I20>:g 4*5353 i?9 4G188 298 

8807260014 Forward* response to Scppl 1 to lL BU'Chn 85 001 & NRC requesi *0' add 
nfo re IE EJuitei n 85 093 U.ifcrem a! press-ms ha/Q been p*ovioed based cn pre'im 
na'y ca’cu'ahcns lor r.acvertenl valve m:Sposticr ng 

GPGLFV.R Tefl'esseo Va 1 '*/ Ai/natty Pfl'0?/lS Cocemenl Conlro' O'ancn (Uccu 
roent Control GOs*} I4pp 4C304 116 46*34 1 23 

8B07200162 Sjpp’ 1 to NRC m*o \‘ci*co 82 046. Licensee R*?pi of IVeciwO Relm* 
b.shed Ci-cnii breakers 1 Svc > St Orel. 

ROSSI.CE D.vS 0 m of Oppraticna Events Assessnre"t (Posi 07O*H1} 0B/O//21 
Ccn SO! dated EdscnCo ol New Yok lr.c. I25pp 46J89 05 1 4fi3f!fl:l 75 

8808110177 Ac l- recep* o* 680624 2' nfcnnra NHC ol steps taken to ccrr qc vio'ator-S 
r>o*e J n Insp Ropls 60 259/80 05. 50 260/83 C5 8 50-236/82 05 
MfCOY.F R. Ole el Spec a! rvc.ocfs B8.07/26, WHlTE.SA Tennessee Va c, A.,- 
f'Only 2pp. 46513 00? 465 13 C:8. 

8807200246 NRC Re 1 5 tin 68 000, Thrxh e Tibe tt-inrrg in West n ;hcuv» ReacU/s ’ 
Svc I st end 

ROSSI. CE U vi*-or> o 1 Cperat o.i3l Events Assessment (Post 87C4H) 35/07/26 
Con so' da led Ed.son Co of New York, Inc. I23pp 16348 070 46118 192 

8807210218 NRC Info Notice 80 052. ’Fai-jr© c* Inirauienr.e Tardoni ol Fioichu S..»i 
Arpl ~a r .or Qrach.yttierapy Ccv-ces Oxna Pal ont Trooi'ren? ’ Svc 1st one’ 
ri;NNNGHAMflE Ovison ol lndust.*i3l 8 Ved.cal Nuclear Safety tPosl 0 70720) 
89/07/27 Co'-SCl dated E(J*cn Co ol Ml* Yc'*. Inc I00pp 40397 029 46397 136 

8807220034 NRC Inlo Notice 08 053. * uccnseo Viola! ons cf NRC Rege'atiCns.Wh ch 
Led i: Moo ca> D.agroshc V sadrr:n.svai CPS Svc i si l-i.cI 

CUNNING HAM R € C.vison of inoLShol 8 Medical N.ic'ca- Safety fPesl 6 70723) 
8B/07/2B Co-’SOl fated Eoscn Co ol Nc* Yc*, Inc 1G6p;> 4 63% 263 46397 C20 

8807220192 t , DC f'do Notco 68 954 *Fa*J.'Ool Ocuf Greaker Foi'owrg 'nsln laison 
of ArrpteciD/ C reel Tr-p A , .lachrr.c«' t ■■ $ vC rrc t 

ROSSi.CL Orison ol Opemnorai Cve/ns Assossinsm (Posi n/oiiij 8B/07/28 
Ccrsol dated Eo s-cn Co ol New Yo>. 'nc. I2lpp 46417020 1611 7 ‘40 

88081 SO1 1 1 Forvi<ard^ part-a ly vMrr*r.eUI ’nsp Re^ls 50-259/80 20. SO 260/88 20 & 50 
296/38*20 on 683627 0701 No volabo'is nr da via! or.s noiod 
MCCOy.FR Ofc cf Special Pro.ecis PB'C^/Ci. WmiTE.SA lem^ssee Va loy Au 
tboMy 2pp 465*12 104 4 6542 106 

**8006150117 Pa'l’a’ry * ‘nno'd Irsp R*;p‘.a 53 259/89 20.50 2fc0/ft3 20 8 5d 296/69 20 
on 880627 0701 (rof 10CFR2 790 A 73?l|No v.oiatio/is dec* bed Ma iv r areas 
inspected secuf fy program scctr 'y o'gai 2ai on & seci-My program a.ut 
ENNIS. J D Reg on 2. O'C C 1 ihu D.*ec*cr 83>0?/29 Ip 46542 1C6-46S42 106 

8807280019 7JHC infp No* :e d3 055. "PotcVal ProNams Cajscd by S-q c Fai‘u:c of 
FSF Svv.i g But* " S/c tet ercl 

HOSS*,C6. Oivsan ol Opcraiigrai Ewc-rPs Assessmeni |Post 870411). 83/08/03 
Conscl dated Ed sonCo cf New York. Ire I2ipp 46137 1 21 40437 241 

8808030289 Snppl 2 (o NRC Gu’oln 88-036, ‘ Noncon'orm ng Malls SuppiCU hy Pipng 
Sujjpl us, Inc at Fol^cn NJ & West Jersey M*g Co al W. I air*lo*n.Nj Svc l si r.n: 1 
HOSSI.CE. Div.s^n ol Cperarionsi Everts Assessro.it |Posl 67041 1) 88/08/0.1 
Consol da‘ed Ed son Co cf New York, li e HOpp 4653d 12’ 46538 269 

8806110156 Provides revised SChony’e lo*' COrrpIeiion ol vendor manjdS conirol pro- 
gram (I seussed m el I 680123 Hr SchLtVe 'd* ccn p’ni on ol HrC: vendor ntarunl wi I 
bn competed oa 061O2S 

GRiCLEY.R. 1 enuessoe Va ley Author ty 68^08/03 Oocuirent Ccniro* G ranch (Cocj- 
rrertt Control Doik) 2pp 4C493 251-454S9 ?12 

0807290908 Suppl 2 fd NRC E?i.l ein 89 006. 'Thermal Stresses «n Pip r.g Ccmocied to 
HC.S *' Svc list enci 

nOSSI.CE. Div.s-on o* Opc-rahoml Evcuis Asse-ssmern (Posi 870411} 39/08/04 
Consol dalod Ed sen Co oi Nev^ York. Me I2lpp 4659*1 C3 1 *46504 I 21 

88072901 1 1 NRC In'o Noi Co 86 056. ' Potent al Prob'crs VZ/Silco^c Fc'im Fre Barrer 
Pcnelrai on Seals. * Svc . st er*cf 

ROSSI.CE. Division ol Operational Events Asses s Tern (Posi 670411) 89/OD/O-i 
Consol da led Edison Co ol New York. |r.c 123pp 46569 175 46569 297 


860B020102 NRC Info Notion 88 058. ' Poit'nlial ProUorns W/ASCA G'hwn EJr,\:ii | 
till T'-nc-G^e'^j'rcnl Ho a>s ’ Svc iisl cnC 1 

HOSSI.CE D.vittio'i Ol CneMliondl Evonis Assessment 9704 1 1 >. noTT 

Oo»»tUdVv?d f'.V.ce. Co of Now Yu'*, 'nc I20pp '.CS'Jtf Wt 4(v5',t6 ‘70 

8808030112 NflC U‘ 4 o Nctce 8b 059. "MSIV Gud-.t Dpi FjY.irn al W.ilf*- 'i-t:? t,* ! 
Svc I st one- 

ROSS'. C E D>vscn ol Cp raf»;': i Cvnnis Assessmeni (i J t ;*.r H/Ul'i;. oO/J'i 
Ccr ,, -o (doled Fd son Co r.f ffo\s “"j-k Ire I2lpp 4646? 0114046? 1 3 1 

8000040062 S^pp! ! ") NRC *r f 9 Njl.co 08 034. "ln t i(le:|i».ilo Oual ':Cl! un A Gy.i-i 
laiicn ol F no Dav.cr Per ut' 0 < cn Soals ' Svc i5l or.cl 

ROSSl C K Ovisiju of Cppiaidna 1 Events Assessment i^o ,• R /(>-*. 1 1 1 0il/O*i 
Ccnso'irlnted LJ-son Co ct New Yo*k, Inc 121 pp *'.0556 200- -if >55 8 V6 

8000050135 N7U* nlo Noli .e 08 060, liuidequnff DossfH 5 ‘rr.ia l.ilM* u* W.ii *1 
Penotrat cn Sea's “ Svc I st end 

ROSSI.CE D'.iS'Or of Opc.rahoral Evcrls Assnssmrnl n/i:41l) 'IM/O/I 

Conscl if.itcu L(J snn To ol New York Inc 12Jpp 40661) 2f)6- 4ti5 70 C50 

8898050248 NRC/ Inlo Nc*co 88 061. "Conf'oi Room H;ih inh. ity Rov«.ri: lic\ r w 
Cf.c rating Experience Svc I si end 

ROSS; C L* Ov.sion o 1 Gpo-at cnn' F.vents Assossn;eft 8794 11} 33^,3 

Ccr'so «la !rd Ld sonCo cf Now Yo-k. Inc »2bpp 4G60.1 J 12 4t#‘j'i5d7fi 

8006050295 NFiC Into Notice 69 062, ‘ Recent F ruj rigs re mploru rtn* n • :2 | 

g-a'Tis by S'.ppl ers ct Transput l Pa-.kagcs ” Svc I'Sl unci 

f);;RfsET x .ft P Division ol Safeguards 6 1 ransporlalion (Posi H704i:>) n'l/C •) 
Consol da f<*d Editor ( o ni New York, ( nc lOOpp 4050 1 1fl5 4058' .;0 i 

8800090264 NR(; Info Nonce 88 Oft j. ‘Hicti Radial-on rla/ards f 'on* rraluirc: i*i : 
Uo’r: ;to»s 6 CdiJes Svc iSl enci 

iTOSSICF. 0'ivw of Ocuate.nd F.vonls iV^ovynvnt 97 9-1 H) W\rj i. 

Consol dared l-Asor* Co ol Now YO‘k, Inc 1 I0pp 40569 065-46569 17-1 

8808110206 NHC Info Nor Cf 88 C6*1. * Hepo'leitj l irus m Nudrnt Hmu Ss S^. il 
ar Powe' Fl-i'*.is “ Svc nst ere 1 

PObS ,(t F fjivi^- cri of Operational Events Assessment (Post d7«Ml!) ittt.'«v 
t erse* dated Ln s*jn Co ol Now Ycr*. In: H)4pp 41-643 oa;*4F>iA \ 104 

8808120327 NRC "*o Ne'ice 68 065, “•'nadvt.rtonl Driiinagir^ cf Spuni 1 .r f'*.o!.* 
-st cr.c< 

ROSSI.CL ID ^ son jl Opnrat cnul Lvents Assossumnt (f J us' 1)70*1 M) n't-i t 
Conso: -dated Ld soo f;o o 1 New Yo'k. Inc. I23pp 4662A 0< 1 *ir:(»?it l‘t:i 

880316039? NRC; Marcn 38 066. Inrlusirtal Rad.oij'ap'iy trsp A Lr'vt e-nf-il* 
isr Lncf 

CUNN.NCtHAM.HG f’.^iscn ol Indusinol A Mrdica' ricclna' S.dctv flVisI n/0/ 
80/09/22 Crnso ‘tfaiej Ld son Co of Now York In: COpp af:(>28 134 46i;2l! 2/i 

8800100414 fiRt' Inlo Notice 88 067, ' PWH Aum'iory f'eedwaicr f\.np Tt.il.i.i 1 fi 
?peou Trip r nlute " Svc list erci 

HOSSI.CE Dwvon el Ceoratcnat Lvonis Assessment (f’nst D/u-ill) andf- 
C-onsoudaled Eilson Co o 4 fJew Yo f k. Inc 123pp 4t>G43 H) 5 4064 9 ??/ 


R Periodic operating reports & related corrospondonco 


8808120364 Fo'*va'<1s weekly schodulo of TVA acliv lius fof wks ol bUUO'U A 08 
KELLY ,J l Ole cf special PfO.PCts 80/07/20 Ql.ACh.S OR; <:! special I»i 0 ;. 
:lpp 40556 21)1 4G556 241 


0000160320 Fcrvwdrds weekly scf’Cdu’e ol TVA activities for wks of 0003119 & If., 
r FLLY.J L Ofc ol Spec-al Pro.ecls 38/00/03 Bl ACK.S C 4 c ol S|.< cal Ptoj-» r 
16560 188 46560 191 


0800180065 Korywarcs ai.-o* y S:hc'Jelu of TVA acbv.Uofc wa wks of 800815 8 22 
KtlLY J L Ole ol Specal Projects 89/08/12. BLACK S Ole ci Special Propd'. 
46608 264 46685 267 


S. Reportable occurrences. LERs & related corrospondonco 


8007260171 IER 08 050 00 on 880b2J.ESF -nadvt rtrjr.lly au la- Girled Caused 6* 
senne’ errer A procoil.itai i /, adcqjacy.D:osol gonoralor O lo-ji-; opnnt.il A ::r*y 
counseled. W/089720 Ur 

BAKER R L . WAl.KER.J G Tonnosseo Valley Aulboritv 00/07/19 4 up 4fc?o/ 
4(320 7 013. 

0008050239 No!*Los P al leak of sodium mtrifo from plnni Conbol bay chicrs 
on B80630No further chorrical Pdcfiuons woro made 8 immcd'ato stnp^> lakun h ■ 
lily location of leas & repair ch.l ers 

SCHMIERUACH.M Tennessee Va'ley Author.ly 00/07/20 HORN C Alabarrn ! 
Ol 2pp. 46-U5 136 46445 13? 
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227 LER 87 027 01 cn 870915. noporablo hand control valve blocks HPCI lours 
supply because of irckon bolls duo to tonsrio overload Bolls rep'aced Qthor 
inspected showed no sgns ol toilu'O W/0UO0U4 IP. 

i.S B . WALKURJG Tennessee Va 'ey Aulho'dy 00/00/02 4pp 40550 075 
078 

293 LER 08 021 00 on 800718. unplanned start ol RMR s*c water pump Ul uc 
during mcnlhly opurabnty losi Caused by momonta'y voliago drop to sla'I logc 
control pewer transler Special uporaimg -nsiruclion rovised W/OOOOt / iir 
F. CAMPBELL. G (». Tonnessco Val’oy Aulho.'ily 0(1/00/16 4pp 46610.135 
138. 


’ 5 O' 260 BROWNS FERRY NUCLEAR POWER STATION. UNIT 2 


Ity, medical, emergency 4 fire protection plar»9 


520 Generic Ur OU 10 to ail power reactor Iconr.cto & MOlJor& ol Pori 95 ap 
3 to purchase ol GSA approved soumty ccnltnors Svc ‘<st unci 
HIA.F J. Associate Cruder for Projects (Post 070-111) (10/07/01 Consokdotod 
i Co of Now York, fnc 3lpp 40186 299 40306 320. 

243 Pwliul tusponsu to EO‘A revest «u docucveols I orwmds App M 
lOnisAcp l cJOCurnonts mamUinod in PQR Apps N & 0 cfoiurnunts partially & 
wi Ihhold. respc : : 1 1 vc ly (rot FOIA Exemption 5) 

SLEY.DH. NRC • No Doialcd Mill abort Givon 88/07/85 JONES.C. ANi mi-on 
isgnuu 1 4pp 4050 1 104-46501.193 

4)376 Discusses 040602 interpret*! ens of App R r<> diffu ,, ny prof op:n on 
ISON.G. Licens-ng Branch 2 04/05/30 GILINSKY.V. Commissioners 4pp 
152-46502 155 

239 Forwards oxcrcise apt lor 871104 nxorc so of ollsito emergency prepared 
i'ans fo' p'arit 

■1.R.W Federal Emergency Marnujcrnani Agency. 88/07/16 CONGEI..F J Diwi 
at (taxation Protociion & Cmugeecy Ihouu'dUrr.m (Posl 8/0411) ip 
287 46305 340 

r 0245 'ExerciSO Repl for 071104 Exorciso ol OUsiio Rad olog.cal Emergency 
ec'noss Plans for Browns Forty Nuclear Power Plunl ” 

oraf Emergency Managomr.nl Agurcy (»0/O?/24 CUpp 4G3O5 P08 46306 340 

>272 Requests Ihnl 88C830 App R audl Do fO&Chedu'od lor no earlier Lliou 
3 per 680713 tolcon w/NRC 

.EY.R Tennesson Vol’oy Authcnly 00/0//26 Documnnl Conlrol Branch (Docu 
Control Dosk) 2pp 46370 307-46370 308 

Hit Fciwards pa'hally w.thhold Insp Ropls 50-259/88 20, 50 260/09-20 a 60 
0-20 on 09OO2 /-OVO1 No sr-cAal uvs i>t HoviabChS noted 
)Y.F R Qfc ol Spac'til Prefects 00/06/01 WHITE.SA Tonnossoo Vo!“oy An 
. 2pp. 46542 104.40542. ICG. 

>0117 Ptirha ly wilhliold Insp Roptb 50 25 , J/U8*20,G() 2G8/OH 20 8 60 206/80 20 
10827-0701 (rOf I0CFR2.790 & 73 21) No violations eJnnhliod Mn.or areas 
led security program security orejatv/ahon & nucunly prorppni uurhl 
5, J O. Bogun 2. Olo of tho Director. 68/07/20 Ip. 46542 106 46542 lOCi 

1247 Gcrenr, LU 00-12 to a I power rouclor licensees & applcanis ro removal ol 
Oloclion roguremenis hern Tech Spues Svc lisl oncl 

3LIA.FJ Associolo 1 j iroctor for Prciucls (Post 6704 ID 00/00/02 Consukdatod 

i Go. Cf Now York. Inc S2pp 4646J 2U1-104(>3 34? 

M31 Rovscd emergency plan iinplumuniiriy p/OCPifuro 9 .>rx!od nil Rev 2 fo El'IP* 
uraliors Ouiy Special st I'rocod^ro lor Gonomi Emergency'* & Rev 1 lo f.PIP G. 
Assossmenl Staff Procedure for Alcil.Sio Aroa Err.errjoncy 
.EY.RL Tennessee Vulloy Authority. 00/00/02 50pp. 46471.001-404/1 140 

1290 AppLcaten for amends lo Liconsos OPH-33.DPR-52 & DPR G0. consisimq 
;h Spoc 247.rov.slng Tech Spnn Soctons 3. n & 4 11 lo a'<yn plonl adiviiius lo 

ii indusvy fro p/olcct cn praci cos & stds 

L.H.H. Tonnossoo Valley Authority 00/00/03. Documoni Cenlrol Bronrdi (Docu 
Conlrol Dosk). 3pp 40541.059 46541 187. 

J0313 Proposed Toch Spocs.revis ng Sect-ons 3. 1 1 & 4 11 to a'ign plant aclivi- 

i current ■nrlusiry lire protOCLO-i practices & bids 

nossoo Val'oy Aulhonty 00/08/03 1 26pp. 4C54 1 :0 62 4654 1 1 07. 

)094 Forwards response to NRC 000509 request for Info ro Summa.'V ol dovi 
from NFPA Codo.ir c'ud ng nummary of App R firo pro'.uclion upgrade work & 
>gs 9huA ng suppress on sy9. sprmkfar head & dotcctor fecnlions W/72 ovorsi/o 
ms. 

LEY.R Tonnossuo Valloy Aulhonly. 88/00/03 Oocumont Conlrol Branch (Docu- 
Control Desk) GGpp. 465 1 5 334 -4651 6 04 1 

) 160 Notilios that sopor alo irr sonl 'o Region II .supplying doloilod scenario fer 
radio'og cal emergency p’nn oxorciso 

^EY R Tonnossoo Valloy Authority. 08/00/04. Document Conlrol Dronch (Dccu 
Conlrol Dosk). 2pp 46504 156 46504.157 

)207 Forwards FEMA Imal rept ro plant ornorgon^y exorcise held on 
)4. Eight findings dotorminod 10 roquro corrcclivo act ons conccrang Iraimng & 
Tiont fo: rodio^gical mon tonng foams & siron oclivalion signals 
JY.F.R. Ofu of Special Pro.ccfs. 88/08/10 WHITE.SA Tonnossoo Valley An 
f. 2pp. 45012 112*45012.173 

>00 1 Appi calion lor amend fo Licenso DPn-52,updali.ng & adding Tech Specs 
>p R salo shjldown equ pmonl.Fao paid. 

\fl J. Tennossee Valloy Auihonty 88/00/12 Oocumom Control Branch (Docu 
Control Dosk). 3pp. 46630.024 • 4 G630 066. 

40002 Proposed Tech Specs 249 ro App R safe shutdown qquipmonl 
h09soe Valloy Authority 08/00/12. 40pp. 46630 027-46630.066 


H. General correspondence 

8000310062 Rociuosis NRC aci o-n lo fohove undue risk posod try UWH Ifio/mal h.ydrau 
lie msinb l ly.NMfi si ou'd i-ss-.-o ordor rnquinrg all GE QVVR I censors lo submit ropl to 
URG with iv \ yr dnnu»ri‘,i>aiing coTip'.iarico w/GDC l^ notaiud <rilo end 
HlATf.S L Ohio C<li?ons tor Hosponfjib'G Er.orgy. 08/07/2? Oflice of Nuclear Reac- 
tor Regulation. R rector (Po*1 07D411) 12pp 46727 026-40727 058 


P. Operaling license stage documonls & correspondence 

0004260032 Apphcation lor amorids lo Liconnos DPFf -33.1)1*11-52 6 PER GO, rev s ng 
Tech Spocs 3 4/4 A ro staridhy liquid ton'rol SyS Feo paid 

GRIOLLY.R. Tornossor) Va’loy Aulhordy 88/04/20 Documoni Conlrol Brarch (Docu 
monl Conlrol Dosk). 6pp 46G18 158-46010 17/ 

0007260246 Nohf.cuticn of cfoto 6 lr>ca1ion cbnngo lor 003/21 i rue ling w/uli : :n 
HocHvi'.in.MD lo Oisciiss dnciricai cable mslaiiaiion Moot'r.o ungnaiy sdioiLilwl Wjr 
000/20 

MORAN DM Ofc of Spuc-al ProjcUs O0/tl7/t4 RLAf-K.IS. Ole rt Special Picjccls 
3pp 46265 200 46286 300 

0BO7290 1 33 Advises ihai plant s<to wri ho visited fo.* (fata cofiecliOA ns pad o* NRC 
Porforrnanco Indcutors ProyrmnLisI Ol car<ilHjj"u man! porfermancu mificftfo's 
oncl Visa scheduled for wk of 880725-29 

MCOOY.I- R Ofc ol SpdCial Projeclu 88/0// 14. Y/MITE.S A TonnuKSco Vti'loy Au 
llnonly 20pp 403 5 7. 1 17-46357 145 

B0O72GOO42 Forwards response lu NRC 80O4I3 Hr ru pfani ATWS dolnilutJ dosun 
criteria Approach occefitiiblo since NRC understands plant ATWS design of slannuy 
ti'.iu d control & rcc rcuftvltoh u p from vtU 800301 

GMIGl FY.H Tor'riossoo Va'luy Aulhordy 00/07/ 15. Docurrenl (Jof'* f Ol Brnnch (Ducu 
monl Control Desk). I0pp 46265 303-46285 314 

8007260 1B0 PrOv.des resnUs of I consoo program to rosolvo cnt>lo IrsUilalicui Issues 
idonhlied i:» SocLon ill 13 1 of plant nudoai perfermanco plan & irfcin* fy corrective uc- 
lionsi roq^i'ed for r uch plonl unt. 

GHIDU-.Y.)^ T onnessoo Valoy Aulhonly Hb/07/10. Docuin(jril Control nrnr-.ch lD:n:u- 
monl Control Desk). 3pp 46269 244-: 0209:2/0 

—0007260 1 84 Evaluation ol l^iowns Forry Nuclear Plar.1 Cable Insial'alian (Jorcoms " 
KfllCG,.f A Tonnussoo VAlloy Ault:ojily SHEA ,T M Sicno 8 Wcbsie: t njj nuoring 
Co?p. SIMMONS.J EbflSCO Services. Inc (subs of tnsrjrch Corp.) 88/00/30. 24pp 
46280 24 7-40209 270 

0807290163 f orwanls invibud umurgoncy opufBt.ng procuduros ganorailcn [>ackago.f>cr 
Suppl 1 to NUREG-0737. 

GhiOLEY.R Tonccssoo ValVry Aulhorily. 00/07/20. DocunKinl Control Urnrch (Docu 
rnunl Control Dusk). 2pp 4634 1 2G1-4«342.203 

--880729018S EiiiUtlonty Opotaling IriMrw.llon Proioduios Geneiation Rackngu " 

’ Tonnossoo Vol’oy Auhionty 80/07/PO. 3/Hpp 463-11:263-4034 2 200 

O0OCO3O2Q7 Forwards Amends 151,147 a 122 lo Licenses D FiKtf.DPM 6? & DPR 
Od.robpeclivoly & safoly uva'uahon Amund mod f os Tech Specs Liy chargny ope rat: I 
iiy rc-q.-iroincrihi for slfT.dhy yas troaimuni sys A cuMlrol room ornorgoficy vonlilalqn 
sys 

BLACK. S Ole of Spodal fVoircls GQ/07/20 WIIHE.S A Torv'usseo Va'luy Aulhuuly 
6pp. 40403 282*46403 324 

-08O8O3O2G9 Amcmfc 151,147 & 122 to Llconsos OBJT 33,Df ; R-52 & DPR t>8, 
respectively Am omJ rnudiltos Tech Specs by changing opcrnhluiy requ rcrrenio fer 
siandby non iroolmom sys & control room orrorgoncy veaf lal-on &ys. 

BLACK. S. 0(c o( Ujvuc-al p<a.cctu. 80/07/20. 3Cpp 46403 280-46403 320. 

-0OOQO3O27O Snfoly ova'uollon supperlmy Amends 16U47 & 122 to L'coribos DPR 
33.UPR-5? a OPR G0.rospecirvoly 

* Ofhco of Nuclear Ruactor Regulation, Diruclor (Post 070411) 06/07/20. 4pp. 
46403 321 -4 G403. 324 

0 000040106 Cent rms that 060725 20 slid v.sil to' NRC PoMormanco InO colors Progiom 
data coloclion cancelledNo rose huddling ol vis»i curronily planned 
MCCOY F R. Ofc ol Special Projocls 00/07/21 WIMTt.S.A. Tonncssuo Vallny Au 
ihorlly 2pp 40423:350 46423 357 

0800030133 Forwards saioty ovoluaVon ro proposed selsm.c design program mlonm 
oporal)i'iiy erdena for oSocmcal corwfu>l & suptioils.hVAC.tUrclwo.'k & 
&upporls.rrts>-collancou9 stool a (frywoM siool nlalfcrms.Criloria acceplablo for resla.'l 
BLACK.S. Ofc ol Spoaol Pro.octs. 68/07/20 WHITE, S A Tonnnsseo Valley Aulhomy 
3pp. 46400.140-46400 ICO 

-0008030139 SEN ro mtunm operability cnlnna for seism c design program CDncoms 
(dontiliod ai plant ro siructurol dos-nii adequacy ol safoiy-rclatod suspondorJ sys 

* Ole ol SpGtml PjoJoUs P/O/ 07/ 26. OpP 4f>400 152 46400.160 

8808030333 Forwards ’‘Empioyoo Concerns Special Program. Vol 8 OA/OC Cniono/y ' ’ 
HANSEN, C M Tonnesseo valloy Authority 00/07/26. Documoni Conlrol Branch 
(Documoni Control Dosk). 5pp. 46414 149 46415041 

”0808030339 “Empioyoo Concurriii Program Vol 0, OA/OC Cniogo/y 
' Tonnossuo Va’ley Auihonty. 00703/14 248pp 464 M: 154 46415 04 1. 

8808030042 Emphasizes NRC position that Unit 2 fuo! load bo accomphshod w/ioquirod 
sys & compononis oporuhlo as dof.nocl by Tocti Spocs 8 prov«dos comments a quus- 
lions bosod on briolmn & NRC review of 600706 Hr 

RlCHARDSON,S D Ofc of SpoclRl Projects. 60/07/?/ WHITF..S.A, Tunnosscu Val'oy 
AuUionty. 5ivji 46427:204-46427 200 

8808040036 Summary ol 8006? 1 mooiinn w/utl In RockvIlo.MO to plant rosinit tosi 
program Me ohon rostor.ogorda 8 procoduros oncl 

MORAN.D.H Ofc of Spoc-al Pro|ocis. 86/07/27. Ole ol Special Pfo.ccts Opp 
46417.141-46420345 

«880fl040043 Rov 3 to Sio Director Sid Practice SDSP-12 ). "nesiart Tust Ihogram." 
MARTIN.J Tonnossoo Valloy Authoniy. 80705/17 61pp. 464 17:140 46417 200 


46 DOCKETED ITEMS 


-4908040045 R«v 4 to S.IO O'oc'w S-'iPtsofco SOSP- 122. ‘ Oo.e'opmciti ol Sys Tost -9908)20267 Pioposotf l och Specs ru opfltohi'ily til ATWS & tutIMil 

Specs ' ■ &ys 

MART IN. J Tennessee Valley Aulhaniy 85/06/07 60£p 4fi4 17 209 464 1 /.?68. * Tonnessno Valley Authority 00/00/04. 4Gpj> 46515 2/3-465 15 311) 


- 8&0&040046 Rev 0 10 Spot*’ Test Si 86 16. "Oesol Gene.*a*or A Emergency Lead 
Ac cep lance Test' 

MART.NJ Tennessco Va'lcy Aulhoiity B8/05/13 I33pp .4641 7 269-46418 041 

-8808040048 Rev 0 to Special Test ST 68 17. Diosol Generator R Emergency Load 
Acceplanco tesi ” 

TAYlOR, T Tennessee V a’. oy Authority 83/04/27 I34pp 464)8 042 46418 175 

-8808 04 0052 Rev 1 lo Host art lesl Prog'am Test insifucLCn 2 Bf NR TP-065, ‘Second 
ary Containment " 

WALKER.J. Te'iressoo Va 'ley Authonry b8/0 1/26 303pp 46418 176 464 19 118 

-8808040058 Rev 1 to Restart Test Program Tost Inslruchcn 2 BFNbRlP-08?, Siand 
by D-esoi Generalovs " 

• Te nnessee Va ley Aulhonly 68/04/14 6$7pp 46419 110 46420 345 

860803019? Notices lhai seJ-menlal on pond <epl schedj'ed to be submilted on 
880729 w'l bo sjbnr.ilted by 660301 duo to mprepor pno'.ty assignment 
SCHMIERBACH.M Tennessee Vai ey Authority 63/07/28. HOHN.C Alabama. Stale 
Ol. 2PP 46406 297-46406 299. 

8808030318 T ow4'ds summary de*scrp-.,on ol Changes to OA proq'am w/ 1en.‘at.vo m 
p'ementat on dates that u'.il bo develop r.g & implementing Changos a II be further dc 
scribed in next rev toQA top'Cal rept 

GR’JLE Y.R Tonnus^ne Valley Ai,t.nor ty 08/07/29 Document Control F3ranch(Cocu* 
mert Control Dus*). 5^p 46427.0/0 46427 0 74 

8803030328 App C alien Icr amend lo bcenso OPR 5?.tev.vr.g Inp selpo nt 1c? stated 
sys timer Adds surve. lance & setpeni req\j *emenls for hg'i d^o:! pressure bypass 
imer Timer meets NJRtG 0?37,llcm II. K 3 tfi roqj remenls Fen paid 
GRIDLEY.fl Tennessee Val cry Authority. 88/07/29 Document Control Branch (Docu 
menl Conbol Dcskf ?pp 4642? 0 1 0 46427 02? 

-8808030332 Proposed loch Spec add r.g seivo.’lar.c© & soipctm roq-iroin*r.ts lot hgh 
drywel. pressure bypass timer. 

■ Tennessee Val'ey Authority 80/07/29. I6pp 4642/ 012 4642/ 02? 


80031 60263 Forwards Amends 152.140 & 123 to Lrconsos Obi till: 
60,respociivoly 8 safoty evaluation Amontls mortify Tech Spec 1 ali:** ; 
in a max operating timn for inboard 11*01 vaVcs per 000613 reginisl 
BLACK S Ofc Of SpoC'nf Projects 0U/IJU/O0 WHITE. S A Tonnes sc > 1 
3pp 46591 203 46591 223 

-0808180280 Amends 152.148 A 123 lo Licenses Um:>3.l)J*H 1 
ro spec hvoiy.m odd ymg Tecli Spoc Table 37. A by chnng.ng ma* oprr.t 
board LPCI valves from 30 s to 10 r. 

BLACK, S Ofc of Special Proincts 00/UU/68. I5pp 4(>5fM 20li 4GMH .; 

-8808100336 Safety ovnluaiion supporting Amnndy 152.148 & t?:i to 
33.DPR 52 & DPH GU.rosperlivoly. 

' Ofc of Special Pro.ects 08/08/08 3pp 40691 221 46691 2?3 

8008160141 Summary of 880707 inoolmn w/ulil ai plant silo r<« furl 
power ascons on plans Viowgniphs.agondH & I si of nllunditus end 
MORAN.O H Ofc ol Special Projects 08/CH/O9 OR: of Sj>i>< ■ .1 
46560.036 46569 0G4 

8008160197 Fciwa/ds safely uvcii rot on & lectin cal evaluation n pi rn C •' 
ubl 861230 submillul & NnC/Snunco Apphcnbons Inll Carp n i-rti 
period 0B0222 26 

BLACK.S Ofc of Spuaal Projects 88/00/09. WHIT E.S A renm v t o ' 
3pp 46554 150 46554. 1U3 

-8000160199 Sa'oly ovalualion m ulil DCHOH U1 1 ncliviims w II n I 

Suppl 1 to fJUnEGO/37 when ulil proviifoti NHC w/dc>(:iimcuitaiu;ii i 
function & iosk analys.s A conirol room mveriluiy 
' Ole of Spoc'ri’ PxcjocK. O0/(;y/O9 5p|» 46564 153- 40564. 16/ 

-8000160208 "Technical Evaluation i lop t of (JCHDH foj drown', l t.fiy 
* Scionco Amrlcahons Inlnrrialional Carp, (lurmoily Suiuueu App! 

2103 SA!C 88/JU36 88/05/0? NRC - No DifUn'ed AMd.ilmi 
46554 158 46554 103 


0808050170 Forwards response lo Gernnc Ltr 0B 01 to IGSCC m 0WR auslcritc storm 
loss p pi nq Rosp on so includes p'ans ro long term mil.ga'on of lGSCC.mscrv.co insp 
p<oy r em pU^ k> corfumaUon of <oaVrtt*c doiecton p’ans 

GHiDLEY.R. Ternossnc Va luy Au'honiy. 83/08/01 Documoot Conirol Branch {Oolu 
men I Control Desk) 26pp 46449 233-46449 258 

8008050004 Apjn'icaSon for amernds to Licenses DPH-33.PPK 52 & DPR 68, chiny ng 
Tech Spec table 3 7 A, “Pn.'nary Conianmoni isola* on Vafvos." lo updaio £ ccrxccl 
changes duo to p'ant mod & fa^’ ty App j program Fo.o pavj 

GRiDLEY.H. Teri.nossGo Voloy Aull.o-'Hy. 88/08/02 Documoni Conirol Branch (Docu 
meal Conirol Desk) 3pp 46436 326-46437 036. 

-8008050005 Propose Tech Spues re primary coma nroni iso'aron valves 
4 Tcnr-osseo Val oy Auinonty 88/08/02 71 pp. 4643G 325 46437 036 

0808090146 Nc til canon of 883810 meelirg w/utr in Decatur AL to discuss dusu! go«v 
eraior concerns roSc.ll ng from rusta'1 lost program 

MORAN. D H Ole of SpeciAl PfOiCCls 88/08/03 BLACK S Ofc ol Special Proiccls 
4pp- 464 77 289-46477 292 

0808090190 NohVcanon ol 08C81 1 meoirQ w/rrh! in Rockv.le.MD lo discuss TMI Action 
Pian Hem III D 3 4. ' Cortrcl Hocrn Habifabil-t/ Reguiremcnis" & pomntial metis lo 
control room emergency venVatiOn sys 

GEARS. G E. Ole of Spec al Presets 08/08/03 BLACK.S. Ofc of Special P/ojock 
4pp 464/0 144-46470 14? 

8808110162 Submils results of analysos of spiked samples for NRC confirmatory meas- 
ures c'og am Results cf Sr-89,S* 90 & Fe 55 tnava la bio due to incons , ste. r, cios idenh 
lied dung analyses 

GHIOLEY.R TcrmosscG Valley Auibeuy 80/08/03 Documer.1 Conirol Branch (Dccu 
mem Conirol OosV). 2pp 46499 272 46499:273 

8808120233 AppiicaiOn for amend eo Liccnso OPR 52.add.rg leak dotectioa/iso'ahcn 
temp sonsors lor RWCU pipe trench to Tech Specs Fee paid 
SHELL. RH Tennessee Val'oy Authority 80/C0/O3 Docu me ni Conirol Branch (Doc u 
me ni Conirol Desk) 2pp 46515 324 46516.331 

-8808120238 Proposed Tech Specs re survei larico requiremcf.is lor p-vnary coniam 
menl/reactor b'dg isolation mslrumontai on 
* Tonnesseo Valley Aulhoniy 89/08/03 flpp 46515 326 46515 333 

8808120290 Application fer arronds lo licenses DPR 33.0.-R 52 & DPH-60. ceasing 
ol lech Spoc 247.rov.sm3 Tech Spoc Sections 3 11 & 4 11 lo a'ign p'am activii.es lo 
current induslry lire proicciiorr prac'ices 8 sMs 

SHELL. R H Tennessee Val'oy Auib.or.ly 88/08/03. Docomonl Cor.lro) Hfonch (Docu 
merd Cor.'.rol Do£k> 3pp 465^1:059 ',654 v lR7 


8808120192 Fcrwards request for ndril info /u J.sted rutitnrt .smjo. Hi ■ p 
by 00391b. 

BLACK. S Ofc of Special Pro,er.ls 110/00/ 10 WHITES A 1 

3pp 16515.260 16516 270 

8808120261 Forwards reituost for mJill rnfo n» util 0110/0/ 

p'on Rosponsu requ-red by 080915 

BLACK.S O. Ofc of Special Pro,ecis 00/00/10 WHI1L.S A Tim.-... , 
ily 4pp 4C614 246 4G614 240 

8808190273 Fen^ards safoty ova’nahons «u.ppo»lnir) rmJ 

provernent & restail programs CnriliriuruJ ngomu-i irnpluau>n1.du:i| of 
program wi'f ensum proper vunfit.nlion of fur.ciionnl iniognly of vifoty 
BLACK.S Olu of Snuc-al nrojocls 00/00/12 WHITE.fi A Inrin. 1 
3pp 46595:2/6 40595 204 

-8008190276 Sofoty ovalii.Hiuri supfroding rosturl oltiuls lor 1.11I h. 
chum siry imp.'ovornonl program. 

* Ofc ol Spuc-ai Projf'cis 00/00/1? IJpp 4fi5i>5 ?/H 4f»Ii9b ?n:i 

-8808190270 Safoty nvtUuHt-ou suppodvr^) cutUimuul imp'ornimlii*. w\\ t»l 
gvim os presont-y ccnstn.cl(Kl lo unsnro proper vimfu alien of Inm* 
safoiy sys 

• Cfc Of Spucal Projucts. 80/00/12 I3pp 40505.2111 4(T J >lll. ?IJ4 

0808240001 Aopl.caion lor omord lo Llconsu f)f > H-62.wp:fali'ig H <■: f«r 
lor App R salu sh.iUtowo ucyuipmunt T uo pa i vi 

RAY.MJ TonaeSSGO Vplfcy Authority. 00/00/12. Oor.uninn! Cnntiol 
muni Control Dusk) 3pp. 46630024 4Gl> JO Of >0 

-8008240002 Proposed Toch Spues 249 to Af:f> M saNi shnhlown r i|iiipi 

• Tennessee Vft'ioy Authority 00/00/ 12 40f>p 46030 02/ 4tit.:iuca,fi 

8000250249 App I c a I ion for arnunds lo Llconsoo DJ01 JJ.DPfl !*? A l» i 
of Tech Spec Chango 253.roJd>nng conirol room orrmrfioncy vr-rf-' th.r- 
roqji.'umonlsKeopaitJ 

GRIDLLY.R Tennessee Valley Aulfiorily. 00/00/1/. Oocumuul Cum*,, 
merd Control Oosk) 3pp 4CG47 32 1 4604/ 336 

-8808250254 Proposed Tech Spec Pngoa 3 7/4.7-10 & 3 7/4 / ?Oj 
room emergency voniifotion sys onerohuly runmrorncnls 

* Tcnnussco Val’oy Aulhuniy. 00/00/17 13p}> 46647.324 4064/ TIG 


Q. InapecUoa teports. \E BuUotlna & corrosporitlonco 


-8808120313 Proposed Tech Specs. revising Secbons 3.1 1 & 4 1 1 to aign p'am activi 
ires lo curreni indusiry 1 ro pro'ccticn practices & stds. 

• Tennossoc- Va lcy Au-horly 00/00/03 l2G?p 4654 1.062 4654 T 107 

6BO015C0H Fcwards rospenso to NRC 68<>509 tequusl tor info ro sum-nary ol Jovi- 
al ons from NFPA CodG.mcljding summary of App R fir G proieciion upgrade werk & 
drawings showing suppression sys. sprnkler bead & doteclor local ons W//2 overs-zo 
drawing 5 

GRIDLLY.R. Tenressco Va ley Aulhor.ty 80/08/03 Documoni Coniiol branch (Docu- 
menl Conirol Desk) 66pp. 46515334 4651604 i 

8808120251 Strrrrary of 880721 meei-ng w/ulii in Rockvrlc.MD re plani u'nctrical cable 
insla^arion Lisl of altcndees & viowgraphs cncf 

MORAN OH Ofc cf spocal Rro.ocls 8B/O8/04 Ole of Special Proiecfs i3do 
46514 203 46514 245 * 

8808120264 Appkcation lw amends lo Lrcftniic-s DPR 33 .DPR 52 A DPR 68 add ng su'- 
vc’lanco rc-quiremenls lor AFWS ruci-cu'al on pump inp sys Feo pa d 
SHELL.R.H. Tenaosseo Valley Auho'ity 08/06/04 Document Control Branch (Docu- 
mpnlCon*ro1De&k) 2pp 46515 27 1 -46515 31B. 


8005200295 NRC Info Nolico 80 032. "Prompl Ituportinri to Nf 1C nf %»i.i 
Jr.vclvinn Radioactive Mall " Svc 1st unci. 

CUNNINGHAM.FT E. R. v. sion of Induslnnl & Mrjdical Nuclear S«if< ty 
B8/05/25 C on so: id 0 led E(J son Co ol Now York. Inc. I20pp 4i.in.-s 

0807260014 Forwards response to Suppl I to IE (Jullulm 05 003 & NIK, 
inio re IE bulletin 85 003 DitteroiUiai prossufon liavO br:on |iiovnh ,| (l 1- 
ra/V c.afculolion9 for inndvnrlL'nt valve misposihornng 
GRIDLEY.R rornosscu Vnl'oy Aulhoriiy 00/07/15 Dnr umunt (.oisV.i 
mont Conirol Oosk). I4pp 4G304 1 1G 4G304 12f). 

0807200162 SeppJ l lo NRC Info Nolico 00 04G, "UcensUO Mr ml of t 
b.shod Circuit Breakers." Svc list oncl. 

ROSSI.C.E. Division of Opembonal E von is Assossinonl (f’ost ll/d-i 
Consolidated Edison Co of Now York, fnc l25|>f). 4G30O 054 4h hm 1 . 

8808020026 Summary of 000630 mcot.no w/uhl in Mockv.HO.MD to enh 
/9*14 rosoluf-on ai facihly 

S^iSL 01 , Sp0C,al P,0|0c,s ftB/07 ' 21 - Ole ol Spi.-n.H 
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8808110177 Ack receipt »l 883624 Itr informing NRC Of slops Liken loco'fect violdtons 
noted n tnsp Repls 50 259/08 05. 50 260/88 C5 & 50-296/80 05 
MCCOY.F B Ofc of Spetia' PfO.ecls Q8/0//25 WHlTE.S.A Tonnossee Vnl'oy Au 
thO'ily 2pp 46513 007 46513 008 

8807200246 NBC Bulletin 88 003. “IfurDJo Tube T tunning m West rghuusu Heactors" 
Svc !iSl €f‘Cl 

MOSSI.C.E Ov.son of Ope/a’Onal Events Assessment (Post 870411) 80/07/26 
Conso'idated Edison Co Of Now Yo*k Inc 123pp 46348.0/0 46348 192 

6007210216 NBC Ido Notice 88 052. ' F aii.ro ol Intrauterine Tandem cf f totcher Ssit 
Appl cator PrachylhGfflpy Devices Uu*r q PaiiCnl Tioaimonl ” Svc list cncl 
CUNNING HAM ,H t C.vis-o.n of Industrial A Medical Nudea* Saloty (Posi 0/0729) 
OB/O //27 Consol dated Edison Co of Now York. Inc lOflpp 4619/ 029 4 630 7 136 

8007220034 NRC info Notice 88 053. licensee Vioations ol NHC RoyulaiiOns.Wnr h 
Loci to Wori.cDl O agnost c V sadm nslinlicrs ' Svc kst unci 

CUNN'NGHAM.n L U.vit. cn ol Ir.d-isiral & Mod cal N.rc'oar Sn'Oly (Post 070/29) 
80/07/20 Consol daiod FrJ son Co ol .\'uw Ycrk lr.c lOGpp 46396 283 46307 028 

8007220192 NHC inlo Noi.ce 88 C64. Tmlu'O of Ctcuil B'Ortkor Fcl owing Insta nlion 
ol Amp lector D.roct Ti p Aliachmonl " Svc list or.cl 

nOSSI.C E Division ol Operational Events Assessment (Posi 070-111) 88/07/78 
Cunso: daied Edison Co of Now Ycrk. fnc iPIpp 4641/020 46417 141) 

8606 1501 11 Forwards parlialy w.thholil Insp Hep's 50 259/08 20, 50 260/60 20 & 50 
29b/88 20 on 080627 0701 No v otaiions or (toviaticr* holed 
MCCOY.F R Ole Of spocal Pro,ecrs t!8/0«/Q1 WHlTE.SA renrussoo Valluy Au 
Ihcrdy 2pp 46542 104 46642 10C 

**0808150117 Part-ally mlhlio'd In^p Repts 50-259/80 20.50 ?60/8y-20 & 53*295/80 20 
on 000627 0701 ('o' 10CFR2/9:J A 73 21) No v.o'aircns ido-ililic:1 Major areas 
rSLOcled sucunty proriram.socimty onjan?flt:cn & socimty program audit 
ENNIS J D Region 2, Ole ol Pro O reefer 66/07/20 ip 46542 106 4654? HJ6 

8007280819 NRC Info Not-Co 08 056 ‘ Puloniia' Problems Caused hy Smglo Frulj'o of 
ESF Sw ng Rus ’ Svc I St encl 

noSSt.CC Divimnn of Operational Events Assessment (Post 870-ill). 80/08/03 
Ccnso ida ted Edison Co. of Nuw York, Inc I2lpp 46-137 121-4643/ 241 

8 808030289 Snppl 2 to NnC Rulint.n 86 005. "Nonconforming Mails Suppled by Piprcj 
SunpUtG.Inc ai FolSCrnNJ & lA'Gsl Jtrsny Mfg Co at VV-3 amslOwn.NJ ’ Svc list oncl 
nOSSI.C E O.viswn ol Oporatonal Cvunis Assossircnl {1*031 8704 11 ) Q0/C8/O3 
Conscl-daiod Edison Co ol Now York. ire. I49pp 46538 121-46538 269 

800041015ft Provides tossed scted.ltt lor complobou r>l vurrisi manuals cor o' pio 
ram discussed in ulil 880129 Hr Schedule lor corrp'olipn of HPCI vOncJor manual w.ll 
o cornP 'o tod on 881025. 

GRlDLEY.R Torr.cf.soo Va'loy Authority 86/08/03 DoOjrr.oni Control Ur 3 nr.l 1 (Dear- 
rroni Control Oosk) 2pp 46499 251 46409 25? 

I) 807 290 908 Sup pi 2 to NFUi fliiDulm fie-UOft. " thermal Stresses ir» P.p eg Conre-md to 
RCS ” Svc fisl encl 

nOSSI.C £ U.vis;ii>n ef Ooorat'Cral Events Assoj-smonl (Posi 870-1 11) 88/68/04 
Consolidated Ediyon Co c? Now York, fnc I2lpp 46604 00 1 46504 121. 

08072901 1 1 NHC Info Nolico 60 05b. ' Petunlnil Prohloms W/SliCCne Fonm Firo D<in:ef 
Pcjrmiration Soal*5 " Svc list unci 

nOSSI.C E Uiv-sion ol OnernliOnal Evenis AbsossmoM ff’ost H7041 1) 0H/00/C4 
Conr,ol dai-id Ld.son Co of Now York, Inc 123(:() 46569175-46569297 

8000020095 NRC Inlo NoIilo 89 067. "Poiont -tl Loss ol Snlo Shuldcwn Eqeipment Duo 
to P/GnioiMO Silcon Control orl rieclilier Faluro ” Svl '-si oiic J 
rtOSSI.CC. D-vis pn ol Oeorahcnal Events Assess merit (Post 8/0411). 88/06/06 
Consolidated Edison Co Now York, fnc 122pp 1G459 125 4G459 246 

880802010? NfK; info Nolen 88 058. ' Potenlinl Proliloms W/ASEA lirown Rovuri ITE- 
51L Tmio Ovorcurronl Hulnys " Svc l.si encl 

nOSSl.CC. Div.son ol Opomwmt Events Assessment (Post 870*mt 88/06/08 
Conso: dalcd Erl spn Co 01 Nuvv York, Inc 1 20 pp 46536 001-46530 120 

0000030112 NRC Info r;olir.o 8ft 059. “MSIV Gudo nml Fm'u'e at Waterford Unil 3 ’’ 
Svc list encl 

MOSSl.C.e D-vis pn o 1 Operntoria' Evunls AsMissmoi'l (Post 0/U-1 il) 8U/C8/09 
Coribol-detod Edison (*o of New York. trie. 121pp 4(* if>7 Ol \ -46467 1 31 

8808040062 Sunpl 1 lo NRC Info Nolico 88 004. ‘Irmdoquflfo Oaalil-cat on A Oocumon 
talion of Firo Gurr.or Penotralion Seals " Svd 1st encl. 

nOSSl,C.L : Uiv.sion of Opcrrilianal Events Assossment (Post «704ii) 88/00/09. 
Conso!:rlalod Ed sen Co of Nnw Yoik. Inc 12 Ipp 46650 205*46508 325. 

8000050135 NRC info Nul cn 80060. “Inacfoqeato Design & JnstHimnon of wmert>cf'1 
Per. o tra I'on Seals ” Svc list cncf 

nOSSl.C.C O.viSlen ol Oporatonal Events Assessmcni (Posi 07041 1) 0H/O0/11 
Consolidotad Edison Co of Now Yu;h. In.c 123pp 4(>609 290 46570 063 

8008050248 NRC Info Nof-co 08 061. ’ Control Room Hptktabnly • Recunl HeviewS ol 
Operating Experience ” Svc fisf Orel 

HOSSI.C.E fciv.slon uf Onnraional Evonis Assessment (Post 870411) 08/00/11 
Consoiidnied Ed-son {'0 of Nuw York, tnc I25pp 4G504 :)1? 46595 076. 

BB06050295 NRC tn(o NoUCO HR C62, ‘ (Uccnt Fiadtr^s <0 ImglcmcntaHQn ot GA Pro- 
rams by Suppliers ol Transport Packages ” Svc isl encl 

Uf-tNEI r.Ft.F. Division of Safeguards & Transporlnlion (Post 870413) 88/00/12 
Cor-SQlJdaied Edison Co ol Now York. Inc lODpp 46501. 155 465R 1:263 

8808090264 NRC info Nof-co 00-063. “H.yh Rad-anon Ha/ords from fr/odiaiod in Coro 
Detectors & CaKos “ Svc list encl 

nOSSl.C.E Div.sion ol Cpurahcnal Evoms Assessment (Post 070411) 80/00/15 
ConsolSilaied Ed son Co. 0 ! Now York, fnc 1 10/jp 46569 0G5-4G569 1 74 

8808 110206 NRC Info Nolico 88 C64. ' RepoMing Fires m Nuclear f’rocoSS Sys Ot Nuclo 
or Power Plants '' Svc 1st encl 

NOSSI.C E Divis on ol Oporatonal Events Assessment (Post 070-til) 80/00/18 
CcnsO'iJated Edison Co of Now York. Irr, l04pp 46643.001 46643 104 

0808120327 NHC info N'oiico 88 065, "fnadvortont Drainages of Spenl Fuel Poors” Svc 
list Gncl 

ROSSl.C.E. Giviskxi of Qpnrauanal Events Assessment (Post 870411) 88/OQ/tn 
Consol dated Edison Co uf Now York, Inc 123pp. 46628 01 1 -46620 133. 


8808160392 NRC Info Nolico RO C66. “Ir'diist-a’ Rad ography Insp & Enfu'Cumcnt ” Svc 
list end 

CUNNINGHAM R E Dw-sio'i ol Industrial 0 Med-tal Nuclear Saloty (Post 070/29). 
88/C0/2? Consol dated Fd son Co ol New York, Inc 90pp 46628 134 -46628 223 

08001604 14 NRC *nfo NotiCO 80-067. ' PWR Auxl.ary Foedwalor Pump Turbine OvCf- 
spoed Trip Failure " Svc 1st unci 

ROSSI.C E Division of Oporatonal Evcnis Assessment (Post 870411) 88/08/22 
Conso'idOted Edison Co. of Now York. Ire I23pp 466-13 105 46643 227 


R. Periodic operating reports & related correspondence 

0008120364 \ onwards weekly schudule ol TVA aclivihos fer wks ol 080891 & 08 
KELLY J 1. Ofc of SpeC'01 Pro.nclS 08/07/28 DLACK.S Ole cf Special Prcjocls 
11 pp 4655b 23146556 24 1 

8Q0B 160328 Forwards week y sdicuulo of TVA nci vtcs lor wks uf 850000 & 15 
KEllY.J l Ofc ol Special Pro|eds 00/08/C8 RlACK.S Ofc ol Spec a 1 fVojocis -ipp 
40560 180 46560 19 1 

8 B0Q 18006 5 Foi wa*ds weekly cdic-d./o ol WA actMlins i 0 ; w\S of 083015 & 22. 

KFll Y.J L Ole cf Spur. i al Projocla 00/00/12 R.ACK.S Ole of Special Rro.eci*. 4p(> 
46500 264- 46508 267 


S. Reportable occurrences. LER 9 & related correspondence 

8000050239 Not-les that leak ol sodum n Into from p'nnl co- ilro' bay chillers ilnaMcd 
eri 80U63O No further choniScpI ad<M o.*s wero m<ufe A imue-lndo slops taken Id dnn 
tify lecat'cn of fuik & ropai: chi'.ers 

SClfMiEDQACH M Tennesson Val e/ Anihcnly 08/07/20. HORN.(; Alabanvi. Sioto 
ol 2(|JJ 46445 136 464 4S 07 

0008120101 LER 00 004 CO on 8097Ol,!ow reactor wa'c.‘ level s g^al rocOiverl by tone 
lor pmieClion Sys result rg n ES C initial on Caused by porsorirel error Sens ng lin*,r» 
capped, isulalicns reset A porso r ri): counselod W/8fiC80l i:r 
NAVL.L , WAlkLR.JG rennessno Vnlloy Aultionly 0O'O//2 : J 4pp -166 '5 128 
46515 131 
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F. Security, medical, emergency & fire protection plans 


0807060520 Gorenc l.t f 88- 10 to a'l powor reactor lennsuus A holders of Pari 06 «|i 
nrovnls ro purchase ol CiSA approved sncu-ily cO"la nors SvC ‘isl unci 
MIRAGl IA.F J Afscciale Urecio r fur Pro)ucts (Post 8704 HI 00/07/61 Consol ilaimJ 
L-iJsonCo of Now York Ire 31pp 46:196 299 -16300 329 

O8O72OO30G Ack reco.pl ol sconano.scopp & ob|ecliv(.s for o.liorconcy exorc so sched- 
uled for HR0802 SubTillnl appears lo m.oel mn roq.i rornonls for pirt-pl partic pfllioo 
(’xeic-so 

COLUHS.O M Hcyon 2. Ole ol II. 0 D«u«.lor l«ft/07/i2 UU.t:Y.E G Cnrt4oa Powoi A 
l iglil Co 2pp 402U-J ?29 46299 229 

0807290160 f or wards ‘Robirscn Nucleor Power Plant (Zxercisn flojil," lo f 8/1096 
K'tiMM.Ft W. Federal Emo'gc'ncy Mnnagumoni Ayorcy fJfi/07/15 CONGEl F J D.vl* 
sun uf Had-alcn Protection A Qmr-rqo-icy fYcperorlrmsS (Posi 07O4M) ip. 
46357 07G 4036/ 1 16 

8007290162 ‘ Tlob nsori Nudupr PowOr PUmt Exercise CcruJjctud on 971606 " 

’ Federal f.morrjcucy Management Agoncy 88/0l/(iG 41pp. 40357 677 46367 1 16 

80000 10022 Inlorrcs Dial Tli.fl Homs HI A 1 2 A III A 2 2 Irr' omnrgoncy response Cftjxili I* 
sly |NtJHEG 0?37) co'i plefod Reg on If will schedule post mplomcniat-cm review pf 
si.hj iloms 

LO h H Pro;cct D«recio*ato II I 80/07/21 UTLl-Y.E E Carolina Powor & Lighi Co 
2pp 40363 26 1 16363 262. 

8608030319 Advises mat OBO-127 Hcv 10 ID omwgo-iry p'un moots stils of 
10CFR50 47(b) & App L : A accepIflUie 

CCLl INS.U M Hog.cn 2. Ole ol Ihu H rector 08/07/22 UTlEY.E L. Carol na Pcwer A 
Light Co 2p;i 4642 7 131 4G427.132- 

0000 10009 1 Forwa*ds Insp Rcpi 50 261/00*16 on 060610*0? lO tj‘nroso've<J Hem noierJ 
VERHELU.DM Reg on 2, Ore of 1l<u O.roctcr 60/07/26 uriliY.E* E. Carolina l 5 owe r 
A Lighi Co- ?pp 46485 230 46405 243. 

-6606 100093 In&p Hcpl 50261/80 16 on 60CG1O 0/ lO.Viplaiion no led Major antas 
inspnclod physical prolocton.snrvciVanco ctrsurvat.cn.ESF sys wakdown & onsdo Ici- 
low up ol GvOMu 

GARNER. L W., I ATTA R M , FHEORICKSCN.P Rug on 2, Ole ol llio Diroclor. 00/07/ 
26 12pp 46485 232 46405 243 

0008020391 Flevised errnrgonsy plan Iniplnmontirig nrcccdurca. including Hov 2 to PEP 
160, ' Technical Analysis Maoacjur,” Rev 14 lo PEP- 205. "Mobili/ahon pi Outside Of 
ga^icaions & Rov 6 10 PEP- 17 1. Umorgoncy Comm jn cater & Stall." W/ 08072? Hr 
JOHNSON.R. MOMGAN.HF. Caro'mp Power & LiqM Co 8B/07/27 1 75;>p 

4b375 324 46370:138 

0800050093 Ro vised omornorcy plan implementing procodi/ros.'nclud ng Hov 2 to PEP 
651, Reconlkuop rg A Documenlalion” & Rov l to PF.P 664, ' Publtc Educ S Inlo” 
W/080720 Ilf. 

JOHNSON. MORGAN.R.E Co'olno Powor 8 light Co 08/07/28 1Ep|>. 46445 19t) 
46445 213 

8808110040 Rov 7 to Emergency Pfoccdu/o PEP 171. "Emergency Cornmunicaior A 
Stall " vur 880729 Itr. 

MORGAN.R E Caro'ma Power A Light Co 08/07/29. 46pp 465C0. 100-10500 154 

8800040247 Generic Lb 88 12 lo all power rooclor Iconseos 8 opp-lcanls ro removal ol 
liro firoloction fen^>romenl9 Irom Tech Specs Svc hsl oncl. 

MIRAGLIA.F.J Assoc-ale D.roctor lor Pro|ccis (Post 87041 1) 00/08/02. Conso'idutod 
Ed son Co ol Now York. Inc 5?pp. 46463 201 46463 342 
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0800250169 Fc'vartfs FEMA * ral top* rO ovaM'On ol 071C-O6 e*<?fCi:0 & 803715 
lransm:ial III No cV -ierciOS : JOn* Fed however. iepi icon* fied ftvu d'oas requ.ii-'g 
correct "«e aD'.ton in Saciion i ■ 

CCU INS D M nog on 2 Cfc of IT© D/edC' 88/03/08. uTLF.Y E E Ca*o! na Po.vo- & 
light Co Ip 4664 9 3J0 46649 016 

-0008250 1 ? 7 Forwards cxerosn fQ'J lor 871006 exerc-se of nflS'lo rad-c'ogcal erne'- 
goncy preparedness plans fcr nucieac pc^cr p'ant 

KIltUMRW Federal L’ Tergmsy Management Agency. 80/07/16 CCNGClFJ O.vi 
sicn ol Had-at.cn Prototloo & Emergency Preparedness (Post 6/0411) ip 
4 6648 331 4664 3 3‘JI. 

-8000250183 * Robnssn Nuclear Powo' Plan.ExerciSe *' 

’ Federal Emergency Marage-nen Agency 87/10/06 45pp 4C648 332-46649 01 6 

8008190010 Supplemental resperso lo NRC Q90624 Ur re v.o a‘..ons noted n inso Kepi 
60 261/86 0 7 Cc'/oo.-o aciicns Pianl Errorgercy Plan PGP 101 w, I to rewritten lo 
bo consoler! w/cr-ergency ope'aimg procedures 

BEATTY.G P Ca*o na Power & lignt Co 63/08/1? Doeurfiori Control Branch (Uocu 
merit Control Dos-). 4pp. 46595 313 46596.316. 

8800220030 Forwards erdor npcsmg c«l monetary penally in atojil cl 550.000 ro 
v.qiahcn ncled n salety sys functor al rsp on 6/03C9 0119. 

TAYLOR J V Deputy Executive C.*ec:c' lo r Flea cpai Cpeip’-cns. EDO (PcM 3704 13) 
68/08/17 uUFY.F E- Carol ra Power S Light Co 2pn 16605 096 46605 111. 


B. General correspondence 

8608090010 Advises that elective 080301 conespcndehce re pant «hcu:u bo ma/cd ro 
CR [Lot* a l listed address 

LOFUNM T Carcl na Fewer & tig’ll Co 38/00/03 Document Ccnvo: Branch iDocu- 
n'.enl Ccnirol Ccsk) ip 4647? 141 -16477 141 


J. Insurance & indemnity Information 

8006010213 Fo'wards Fndorso.nont 06 fc NEUA Po'iCy NF-160 
BARHAM.C □ Carol na Power & L-yit Co 80/06/23 N AS H,D NRC • No Ootatod At- 
Vial on G.von 3pp 16372.117-463/2 119 

0808010239 Forwa-ds Erdo.se nr on I 77 loMAELU Pol -y MF 49 
BARHAWCO Carcina P<j*er & Light Co &Q/C6/23 NRC ■ Mo Dniatod Ait.'ianon 
Given Jpp. 46362 359 463Q2.36I 


K. Utility Final Safety Analysis Report (F5AR) & amends 

BQ080 10366 Amend 6 ro updated FSAR ‘or HO Robinson Steam Ekrctrc P.dnl Un:i 
2W/BQ0721 ::r 

EURY.L Vi. Carol na t LujUCo €8/07/21 284pp. 46416 C26 46417 .019 


P Operating license stage documents 4 correspondence 

8B072B0J24 G'anis intern /o:oi Pcm C6«ian ,nsorv.:o o*an reqj'cmonls ol ASME 
Scci'On XI based cn rcvio.iv ol 099303 & 0603 Urs Proposed mofhod for check r.g 
saloiy irjcci on sys cfeck valvos does noi ccr 4 crm to Coda rea.i romenis 
ADcMSAM.E G Pi oioci Dier,tc.*<Ao \\ \ 88/07/20 UTLEY.E £. Carona Pc^or & 
L-ghlCo 3pp. 4 6344 323-46344:325 

8008030424 Fcrvvards 190? changes Id fao iy fcpl as deserbed n FSAFT 
WO/^GAN.nE Carc'ma Pwci & l Co 00/07/21 Docomont Conitoi Branch lOoc 
L-mcni Conirol Oosk). 39pP 4(3405 667-46-105 105 

8807270060 H.SCussos coni ru ng .-n vest, gal on of m crcbbloq ca 1/ rihced corros on «n 
v/atcr p fs.ivg Rad.o^raphy cf fcascLr^ We ds pedotnod du’irg Apt \906 Mo vrcVJ 
from Apr sannc'ng DxceOdOd 'slructurnl li.ni 

k/ORGAN.Fl t CaroLnS Power & Lichl Cu 68/07/22 Dccument Conirol Branch (Doc 
umanl Conirof Desk) 3PP 46306 324 46306 326 

8808000071 App:caion lor emond to Liccrsu DPF 23.roHccti' t) reduced K1 bos con- 
sianl 6 rrodoraie temp coedic eni Fee pa d 

EURY.L W Caro! r a Power 8 lichl Co 88/07/20 Documenl CcnM B/onch (Docu- 
mor.t Consol OesM App 46461 ^30 45461:336 

-0800060072 Proposed Teen Specs rebccing reduced K1 bias constanl & moderator 
temp coercion. 

‘ Caro’ma Power & l.ighl Co 0Q/O7/26 6?p. 464 61 23 1 46461 239 

-8808080074 *'Ch erlemp al TnpEvenl Anaysis For Eh Tun a lion ol Rip Bypass Piping” 
GOT TULA, U.C Advanced Nuceor Fuas Co/p. (icrmerly Lyxon Njpioar Co. Ire ) 
ANF-88 094 00/07/01. 43pp 40161 240 46461:202. 

-8808080076 Appl cation fcr wthhd'dinq p’cprola.'y WCAP-118Q9, “RTD B,pa9S EIiti 
pa:. on licensing Hepi tor MB Robinson Un t 2.“ Irom pLb’ic disc'osuro per 
10CFR2 790. 

WIESE MANN, fl A Westinghojso E'ecir.c Corp. 00/07/01 MuniEY.T Oflico ol Nj 
cloar Reactor Regj’ahon Drecior |Post8/G41i) 9p;> 46461 283 46461 291. 

-8800080078 RTO Bypass Elm ration Licensing Ronl fcr HB Robnscn Unt 2” 
RlCE.Wfl, CFCCH-rf.DL. Wnsiinghcuse Eloctrc Cotp. WCAP 11830. BU/08/30 
40pp 4Q461 232-46461 338 

0608080064 Forwards rov.sed sys concupMl dos-gn for plant control room hab.iabilty 
SyS.TWI Hom |d D.3 4 Rev.sod meds wil. bo impleTiontcd pr.or to end of Retool ng 
Outage 13 

FI CFfEY.R B Caro' na Power & liqhl Co 68/07/2G Oocument Co/itrcl Branch (Docu- 
ment Con vol Desk | 4pp 46451 331-46451334. 

8808040037 Forwards proprietary «r re KLF 00-005, "Arafysis for Extended Operation 
ol Pai Longih Shield.ig Assorrbies ai liB RoDnaon Lint 2.ANF CP-C350-3nB, Option 
l." lor upcomrg Cyc'e l3.Repl w.lhhold (rel JCCFF12 790). 

R CBEY.R B Carc ma Power & light Co 88/07/20 Document Ccnirol Branch (Dccu 
rront Control Desk) 5pp. 46432:131 -6432 135. 


0008040216 Forwards exemption frem conan roqj.rGrnonts of 10CFR2(1 p 
request pern i,tl i-g 'icensoe lo ad nnstor physical exams lor use.**, cl 
oqviprr.enr at 9 to 15 month intervals 

LO.nH Prolecl D.reci0'3te 11-1 80/07/29 UTLEY.b L* Catol.na Powc' 5 
Ip 46435 259-40435 203 

-8808.040221 CnempVon from Umo interval roqui'erv.ont of toCFfT 20. ’ 03 o 
exams from at loasi o^co ovary 12 months to Ovary 9 lo 15 rroriitis n*c 
f n;o ova' three ccnsccut-vo priyscAl exam por-ods docs noi oxcuod 39 ii'o.' 1 
VARGA S A Division uf Roacto: Propels • f/fl (Post 0704 1 i) 08/O//2 : : 
Power & L.ght Co 4pp 46435 260 46415 263 

8808160113 SuLmts summary siatomnni of util aclivit ns. Current & panned r 
concerns raised al Orunsw ck Sluam Elector Piant Mgt apprnisn' w i Lo p- 
Rot rsen Plant 

UTLEY, E E Carol na PcwOf & l ght Co 08/07/29 GRACE J N Roc on ?. 
Cuecicr Jpp 46558.107 46559 189 

8808110245 Ccnim‘s CiocHOntca' ttansloi 10 NRC on 000723 for Ici.rn r,m 
monl payment of NRC FYUU «ir ruial feos 

LOrLlN.L.f Cerotna Po^or & Light Co 00/00/01 Dccumnnl Contru Dr or 
rront Ccnncl Desk) Ip 4G499 344-46499 344 

8800160080 Ho spends lo NRC 88CG30 requo.l for addl <nfo ro adci;u:icy 
OlOClrica 1 diSlfibulion sy .Switchyard volinyo used In orvdyss cf varoi.s f 
hens hstod 

LOTUM.L 1. Carc'OD Power & Liyhl Co 0ft/OO>O4 Oncumonl Conirol tVm 
nrcni Conirol Desk) 15pp. 46550 143-46650 157 

8808230281 Coifcms 80C0O3 Iclccn roquosl on mgl rriooinq lo bn co-i 
60CB31 in Allanta.GA re des*gn basis rer.onslitutlon preqtam 
REYE5.LA Regon 2. Ofc uf the Drocior. 00/00/08 UTl.rY.EE C,;rplia 
light Co Ip 40912 1/4 4591? 174 

0808160251 App cation fcr amend lo liccnso Df^-PJ.fldd ng oporabiiy 5 
roqu ren ents fcr cr:ro Oxit thorrroco -p’OS pof Gononc l.tr 03 37 Fuo paid 
EURY.L W Ca'O na Power & j.ighi Co 00/00/09. Docim.oni Co"fU <Jr,,i 
rront Conirol Desk) 2pp 46550 106 46550 1 11 

-6808 160257 Proposed Tech Specs adding eporatal ly & survoi'inrco n-qiur 
core oxi t ihormorouptos 

* Ga*o' na Power & Lighl Co 09/00/09 4pp 4C65U.1O0-40550 111 

0808180002 Forwards r.ol co Of cons dorahon of issnenco of nmund to l.ierm 
8 oppcMunty for hearing Amend chflngos Toch Sfiocs ro ruacior pamirulo' 
correct reactor cOD'anl loop RTD sys rosponso lima 
t.O.nit Projoct Dructoraio IM 08/00/15. UTLFY.E E Ca'Oli-'M ftow^i J 
2pp 46076 203-46576 280 

- 8600160004 Notice ol coewdotBLCn oi Isswdtvr.a ol amend to Lixmso O r> < 
po.'lunily fcr honnr.g on 080726 renaost to chnrstju focfi Specs ru ro.itto' | 
lo rollurt ccrrecl reactor coclant focp RTD sys response brr.o 
ACENSAM.EG Projecl DifOCloraiO IM 08/OU/U9 4pp 4G57G 265 406/(> 2 


Q, Inspection reports. JE Bulletins & corroapondenco 


0006200295 NRC 'nto Noice 00-012, ‘ Prompt Roporl-ng lo NnC of Sign hr.ii 
Invnivrg Radioactive Man " Hvc fist unci 

CUNNINGHAM, R E DiViS-on of imusionl 8 Modical Nuc'oar Safety |Pi>< 
60/05/25 Corsoidalcd Edison Co of Now York. Inc 1 20 pp 46:i6d I/O 

8007250030 Forwe'ds Insp HlpI 50-261/88-14 on 000613 I /No v.Dtol 3* 
ahons roiod Licensee atteniicn recommended on unrosolvud ifi.m kJcil I 
insp ropt 

Uf-RDT.A.R Rcg-on 2 , Cfc of Iho D-rector 96/07/07 UTLEY GE Core •' 
Lighl Co. 2pp 4635 7 153*4635/150 

-8807280037 insp Ropt 50 261/66 14 on 600613-17 No violations O' 
noted Major arens nspeciod hydrostalic rosimtj. roviuw of progrnm & revi 
p'ote lost p.'ecoUjros & ovalualiens. 

COLEY, J L.. BLAKE. J J Region 2. Ofc of thu Oirocior. 60/0//0I 4[ip 
46357150 

6807260 100 Ark receipl of 60C624 Ur informing NRC of slops taken to CO'riK 
noiod m Insp Ftept 50-261/06 07 NRC understands lhai sup pi to rospi:i 
sub nnued. pot 68O?G0 to:con botweoo PG Frudrickson & RE Morgan 
VERRELLI.DM. Rea on 2. Ofc of the Director. 06/07/06 UTLfcV.E E Can 
& Lighl Co ip. 46304 102 46304 102 

6607260136 Respends to v Gallons noted :n msp ol License OPR- 23 f» 
Aciion 80-08 ro- proposed Imposition of civil penalties Takes uxcepf-oa in 
r>ta:ed Ane'ysos indicato ioCFR50.App K criteria fuly mol 
EUHY.L.W Caro'ma Fewer & L ght Co 66/07/15. LiCDERMAN.J. Ofc of t 
(POSI 070413) 10pp 46266 02? 46260.036 

8807270105 Rosponds to vio'ai ons noted tft Insp Ropt 50 261/60 10 
pctions TROTS sys presently be.ng cva’uoled to doiormlno if sys ciarcn!:* 
special ptocerijro developed to tosi solenoids. 

REATT Y.G P. Carolina Power & L«ght Co 68/07/20. Document Control fire 
rnanl Control Desk). 3pp. 46316 241-46316.243. 

BB07200102 Svppl 1 lo HFiC Info NoVce 88 046, "Liconsoe Ropl ol Do c hi 
Dished C.rcuil Breakers ” Svc 1st encl 

ROSSLC E Oiv.sion of Operaiional Evunls Assessmonf (Posl 070411). 
Ccnsofidaled Edison Co of Now York, Inc. 1?5pp. 46388. 054-40366 178 

BB08030330 Informs ibai 860714 request tor extension for responding to 60i 
of violation 8 proposed imposiiion ol civil penally granted.basod on reesc 
»n 9B0714 Itr Extension granted until 880815. 

GRACE ,J N. neg.cm 2, Ole of iho Director. 88/07/22. UTLEY E E. Ca-'O’-r 
Lighl Co. Ip. 46427.068-46427 068 


DOCKETEO ITEMS 49 


0609060094 Respordi; lo NRC Bullein &/-C02.Suppl 2. Fastener losing Vo Colotflnno 
Conformanco w/Applicablo Mall Specs " Vendor name & addrossus for snlely rotated 
& nonsafoiy related fasteners encl 

Eunv.L w Carolina Power & Liohl Co 88/07/22 Decuman! Conlrcl Branch (Occu- 
monl Caniro! Desk) 9pp •16462 313 46462.321. 

0607200246 NRC Gi/loln 08-009. ’Thimb'o Tube Th fining -n Weshnghouse Roacicrs ' 
Sve '.si oncl 

ROSSI.C E D.viS'On of Cperflhonal Evonls Assessment (Post 670411) 88/0//26 
Consol doled Edison Co of Now York. Ire 123pp 46349 070 46348 102 

8006100091 Foiwa-ds Insp Ropl 50 20 1 /80- 16 on 000610 0710 Urrosolvod aom noted 
VEHRELLl.DM Hoy on 2. Ofc of 11 o Director 00/07/20 UTLEY. E L Carol na Power 
8 Light Co 2pp 46465 230 46405 243 

-889&100093 Insp Hcpl 50 261 /GO- 16 on 080610 0/ 10 Vidat on noted Va|C>r aroas 
-nspectod physcal profoclion.survoi iarco observahon.ESF sya walkdown 8 onsilo fcl 
lc vVL.p of ovonis. 

GARNER.L W . LATTA.n M . FREORICKSON.P Roy On 2. Ofc of Iho n reefer 00/07/ 
2f>. I2pp 46405.232 40465 243 

8007210216 NRC Info Notice 00 052. "Faluro of Intrauterine randem of Klolchor Seif 
Applicant BrachyVhtrapy Ogvicgs Cumin Pat'oet Tioalmum ' Svc l si crr.l 
CUNNINGHAM, RE (D.visicn of lr.<Jasir-a! 8 Medical Nucloar Solely (Post 670720) 
80/07/27 Ccnso'idaied Edson Co of Nuw York, Inc ICflpp 46307 020 46397 13G 

8800100246 Forwards Insp Repl 50 261/00 17 cm 800627 070| No vio'nhons or dOvi 
at-cr.s :dcniilied 

HE DOT, A R Region 2. Ofc of Iho Greeter 08/0//27 UTLEY. L L' Cnrolm Power 6 
Light Co 2pp 46405 025 46465 032 

-0008100252 Insp Ropl 50 261/08 17 cn 080627 070l.No vio'ulicrs cr devotions 
noted Major aroas inspected hydrostatic lost-ny. including review of progrnrn.roviow of 
procedures & complotod records 

COI.EY.JL . HAllSTROM.G A . Ol.AKE.J J Huron 2, Ofc ol Iho Director 08/07/26 
6pp 46485.027-4C485 0:)2 

6907220034 NRC InlO NoVco 89 053. "L'ccnsoo Vio'ations Of NRC Regulations. Wn ch 
Led to Med ca< D'agnostc Misadminlsirat ons " Sve list oncl 

CUNNlNGtfAM.R £T D.vision of Industrial 8 Medical Nuclear Safety (Post 0/0/29) 
08/07/20. Conso'idotcd Ed son Co Of Now York, fnc 106pp. 46306 20 J 46397 020- 

8807220 192 NRC Info Nohcu 00 054. * Fa fmo of Crcu I Broakor following Inslnllaton 
ol Arnptoctor Oirecl Tup Altachrr.ont " Svc fist end 

HOSSV.C E Division Ot Operational Events AssosS-nuni (Pusi 07O4VI) 00/07/28 
Conso’idaiod Edison Co ol Now York, Inc. I2ipp 464 1 1 020 404 1 7 140 

6007200019 NflC Info Nolico 80-055. ’Potontiai Problems Caused fiy Sing'o Failure ol 
ESF Sw.ng G.,s " Svc I Si or.c). 

FTOSSI.C E. D.v.sion of Oporoficna! Events Assussmcni (Po>it 0 7041 1) 08/0U/O3 
Ccnso'idaied Edison Co. ol Now York. Inr, I2ipp 46437:121-46437 24 1 

06OBO3O209 Suppl 2 10 NRC tJu'lulin 00-005 "Nonconform ng Malls Supplied by P.plny 
Suppi os.lnc oi Folsoin.NJ & Wost Jersey Mfy Co tU VV ll-amstawn.Nj ’ Svc list oncl 
ROSSI. CE Division ol Operational Lvenls Assessment (Post 070411) 00/OH/O3 
Consolidated Edison Co ol Now Yet*. Ire MWpp 46530 121-46530 260. 

BOO720OOOB Suppl 2 to NRC Gulut'.n 08 006. "Thnrmnl SUesses in Piping Connected to 
HCS ” Svc I st oncl 

noSSl.CL. Dvlson of Oporatonai Evonls Assessment (Post 0 7041 1) 8U/08/04 
Consol.daicd Edison Co of Now York Inc I21pp 46504 001-46504 12 1 

8007290 1 1 1 NRC fnfo Notice 00 056. "Polont-ai Problems W/Sncono Fcarn l ire Harper 
Ponotral cn Seats " Svc hsl oncl 

ROSSl.CE Division Of Oporo’onol Events Assossmonl (Post 070411) 80/00/04. 
Corisoldatod Edison Co of Now York. Inc I23|;p 46509 176*46669 207. 

0808170109 Forwards Insp Rupl 50 261/00-10 on 08O711-15NO violations or dovi 
alions noted 

COLUNS.DM. Rogion 2. Ofc of tho Diroclor. 80/06/04 UTLEY. L E. Carolina Power & 
Eight Co 2pp 46564:324*46564 334 

-0808170116 Insp Repl 50 261/0010 on 060711- 15.No violations or dovollons 
noted. Maid' areas inspected QA & eonffmatcry moasuromonis lor m plam mdiocho 
rrical nnalysos 

HUGHEY.C, BERMUDEZ.H. KAHl.C.J II llnglon 2. Ofc Of Iho C-mclor 08/00/04 
<Jpp 40564 326 46564:334 

8000 240135 Final rostionso to FOfA roqeost for rtocumorus App K documonts oncl App 
L documonis partially dolotod os outsido scope of ro^uost App m documents partially 
wlihlto'd {rof FOfA Exemption 5). 

GRIMSLEY.DH. NRC • No Dole led AffiEniion Given 80/00/0-1 LJOLEY.K Pubic Cm- 
ron's Critical Mass Energy Project. Gpp 46581.335 4058 1 342 

—0608110018 Forwards NRM SALP Input twsed on mini SALP evaluations encl w/snfoiy 
Gvnfuaiion3 proparod djr.ny SALP Oci 1004 • May 196G period Rclatod documonia- 
lion oncl. 

OUDLEY.R F PWR Project D.rectorato 1 8G/C8/01 KlHSCH D F. Roy-pn 5. Ofc of 
tlm Oirocior 05pp 46581:343*46582 112 

0808020095 NRC Info Notice 00 057, “PoionM Loss of Sato Shuldown Egupmonl Duo 
to Pro mature Silicon Conlrol.’od Roctilier Fa luro." Svc list c.nc 1 
ROSSl.CE D.vision ol Operational Events Assessment (Posi 070411) 00/00/08 
Conso’idaied Edison Co of Nuw York, Inc I22pj). 4G459. 120 46459 246 

8808020102 URC info Nolico 68 058. “Povoiviml PioWems W/ASEA Grown Boverl HE* 
5i L Time Overcurront Relays ” Svc fist oncl 

ROSSl.CE. Division of Oporaiionnl Evonls Assossmoni (Post 070411) 08/08/(18. 
Con solidaled Edison Co of Now York. Inc I20pp 4G530.OOI-46530 120 

0008239402 ACk receipt Of 083720 Ur informing NRC of 5lops lakon 10 correct violations 
nolotl m Jnsp Rept 50-261/88*10 Commitment lo laid reheat & intercept valve solo- 
nalds while oll-kno al rofueLna iniervals accoptablo 

VERRELLI.DM Rogion 2, 01c of the Oirocior. 89/08/00. UTLEY.E.E Carolina Power 
A LrghlCo Ip 46607:128 40607:128. 

8808030112 NRC fnfo Notice 80 059. ‘ MSIV Gu-do Ha l Failuro at Walerford Unit 3.' 1 
Svc liSl oncl 

ROSSl.CE. Divis'On ol OperaHonal Events Assessment (Posi 870411) Q0/OQ/O9 
Consolidated Edison Co of Now York, fnc 121pp. 46467 01 1*46467: 131 


G&08040062 Suppl 1 10 NRC Inlo Notice 8B 004. ‘Inadcquaie Cualkcoticn & Documen- 
tation ol F ro Bamer Penetration Seals " Svc fist encl 

ROSSl.CE Division of Cperatenal E verbs Assessment (Po 3 t 870411). 80/00/09. 
Conso’idatud Edison Co of Now York, Inc I2lpp 46550 205 46558 325 

8BP825003Q Adv.ses that rosponse to notco of violation & proposed Imposition of civ.l 
onolty re environ qsalilicohon deliclercios noicd in ?nsp Ropl 50 261/87 10 duo on 
80901 

GRACE.JN Rogon 2. Ofc of fhu Direcio:. 88/08/ 10. UTLEY, E E Carol na Power A 
LiflhtCo Ip 46610 031 4664 B 031 

8098050135 NRC Info Nolicu 80-CGO. ' InadequaiO Dnsgn & Instalatioa ol WotcrligtU 
Ponolration Seals " Svc 'ist Orel 

ROSSl.C E Division cf Operaiional Events Assossmoni (Post 8704 l 1) 88/00/11 
Consol doled Edison Ci> of Now York. Inc I23pp 46569.208 46570 060. 

0000050248 NRC Info No! Co 00 -061, "Control Room Hdbitabnty • Roconi Reviews ol 
Operul ng Exptrner.co " Svc I Si cccl 

ROSSl.CE hiv.sen of Oporatcnnl Events Assossmoni (Posi 870411} 80/08/11 
Conso'idaiod Ed son Co of Now York. Inc 125pp 46594 3 12 46595 07G 

0000050295 NRC Info Nctcu 80 CG2. 'Recent Findings ro fmp ‘err on to ion of OA Pro 
qrams hy Suppl crs of Transpcrt Packages " Svc l-St oncl 

EfURNF i T.R F Div.sicn ef Safeguards 8 Transporlalion (Posi 870413) 08/06/12 
Consol Ciaiod Fdi«on Co. of Now York. Jnc I09pp 46501 155 46581 263 

0808190010 Supplemental rosponso to NRC O0C624 Nr ru vio'al.uns rotcu m insp Flupi 
50 26 W0(i 07 Corrcclrjn acVonsPlanl Emotguncy Plan PUP-101 w.V. be townuen lo 
bo cons sionl w/omurgoncy cpo/Plmg p.'CCo:Ju.'cs 

Ot-ATrY.G.P Card na Power A Lir;hl uo 00/00/12 Dccutne-nl Centro! EUarch JPocd 
mom Conuci Ousk) ipp 40505 313 46595 316 


0808090264 NRC info Notice 88 063, "High Rad.alion Hazards From Irrgdatod fn Coro 
Coloclors & Cables" Svc list encl 

ROSSl.CE. Civ son ol Cpuralonol Events Assossmoni (Posi 0704 11). 08/00/1 5 
Consol Uatod Edison Co of Now York, Inc 1 lOpp 46560 065 46669.1 74 

0800190244 EN 07*lOOAcn 80OOl7.ordnr irnposr.g civi* poripHy In amount of 550,030 
issued based on fov.ew ol hcensoo 071217 rosponse lo 87 1 10D notice ol violation A 
proposed .mnosition of civ.l penalty Violation did occur as sloiod in roi co 
WONG.H. llE PE OMAN, J Ole of Enforcemonl (Post 8704t3). 00/00/17 lt» 
40595 274 46595 274. 


8B06220030 Fcrwnrds ordGf i.rposng civil monetary penalty m amcunl cf $50,000 ro 
viclalon noted m safoly 6ys ft.net onol insp on 070309 0415 
TAYLOR, J .M Deputy Executive D-roclor fer Reyion.il Ojioratioiis. EDO (Post 070413). 
flP/08/ 1 7 LJTl EY.E E Caro'nrt Power & Light Co 2jifi 46605 086 46C05 1 1 1. 

-OCO022OO32 Orde* in pusmg civil monolfiiy punally in amount of $50,030 ru safely Sy3 
funclioruil insp conducted on 070309 0415. 

TAYLOR J M Depuly Lxocutivo DroctO' for Regional Operations, EDO (Posi 070-1 13) 
08/00/1/ Carol na Power A Light Co 24pp 46005.088 48605 1 1 1 

8000 1 10206 NRC Inlo Nonce 00-CfH. "Rcpo.'tmg Fcos in Nuclear Prucuss SyS al NUC-'O- 
a« Power PlanlS." SvC ksl cnU 

ROSSl.CE. Division cf Opumfo-nal Evemts Assi^ssn-anl (Post 07041 1 ) 0U/O0/10 
Consol-doted Ed son Co of Now Yoik. Inc I04pf> 46643 001-40043 104 

0BO0 120327 NRC In'o Nolico 88 065. "inndvcrlent Dminarjes ol Spent Fuel Poa ( s ’ Svc 
ii$l encl 

nOSSi.C E Division ol Operational Evonls Assessn-ont (Posi 879411) 00/00/10. 
Consolidated Edison Co. of New York. tnc. 123f)/) 46626 01 1 46628:1 33 

0898 160392 NRC Info Nolico 08-060. ’ Industrial Radiography Insp A Er.'orcomeni." Svc 
list cncl 

CUNNING! fAM.H E C.vslon of Industrial & Moifica* Nuclear Safely (Posi 870/29). 
00/00/22. Consolidated Ed son Co. Of Now York, fre DCpp 4662 0 1 31 4GG20 223. 

0890180414 NRC fnfo Nolico 00 067. "PWR Aux-l-O'y Feedwater Purr.p Tu-bno Over- 
spood Tnp f’ai'yro " Svc hsl enc! 

ROSSl.CE D.viy-on cf OpGmi.onal Evont 9 Assussmonl (Post 070411) 00/00/22. 
Consol-daind Ed son Co of ffow York. Inc 123pp 46G43 105 46Q43 227 


R. Porladlc operating raporls & related correspondence 


B0O0O9OO14 Monl1‘.|y oporaimn ropt lor Jul 1900 for HB Robinson Ur.il 2 W/08C0O4 Itr. 
HAYNESWORTH.v., MORGAN, R E Coro’ma Power A Uuhl Co. 86/07/31 3pp. 
164 77:142*46477.144. 


S. Reporlabl© occurrences, LERs & relatod corrospondonce 


8007280424 LER 00 014 00 on 080024. failure io mcul Tech Spec rnn dcgieo of rodun 
dar.cy discovorGd Caused hy faultod capacitor in comparator power supply for 
channel. Fa led copac !o f replaced A channol rolurnod to svc W/800729 lir 
LEGETTE.F L . MO/TGAN.R.E. Corel na f’owor A tight Co. 8B/07/20. 4pp. 40345 210- 
4 G3 45.2 13 


8007270053 LER BB 015 00 on 08C6?3.documonlation duf-t-cncios noted in onv.ron 

3 LraMicahon li'os for solely mjeciiun A containment spray purr-ps Cause not 
olermmcd Nunc on form a ncu rept imt-atod to bssu'O resolution ol concern W/060721 
Itr. 

SAYRE.O. MORGAN.RE. Carol.na Powor & Ligfll Co 08/07/21. 6pp 46305 269 
46305 274. 

8808180276 LER 8/ 028 01 on 871 lOS.diosel gonorator O failed to start whlo d-osol 
gonoiotof A oul of svc for maml Caused by interna' wear ol solonold valvo bed es Two 
an start soleno.d valvo bodies ropiacod W/880809 llr 

LEGETTE.F.L . MORGAN, R E Carolina Power A L-ght Co 80/08/09. 4pp 46560 033- 
4C5C0 036 



0806250360 Wol^aa'cn of 860824 rreeVig w/uM n Reckvil'eMD to dscuss Ice-'so 
amend application for ISF5! ^ ^ „ . _ . , 

SUjAZr Fua' Cycte Salety Grarch 08/08/ 10 RCUSE.L C Fuel Cycle Safety 
Branch 2pp 46648 035-4C648 036 


DOCKET 50-263 MONTICELLO NUCLEAR GENERATING PLANT 


Ob.Co r red-ve acicns Procedure I2i6-i revised to require checking 0 
& latches & now prevoAi-vo mami procedure w.ll Do prepared 
LARSCNCt Northern Slates Power Co 88/07/15. AXEI SON.W l I 
the Drecior. 2pp. 46345.214 46345 2l5. 

8807290080 Forwards Exam Ropl 50 263 /OL- 08 02 on 800606 09. 
WRIGHT G C Rog.<n 3. Ole ol iho Di'ector. 06/07/10. LARSON.C.E 
Pcwor Co 2pp 46355 199 46355 289. 


F. Security, medical, emergency & lire protection plans 

9807060520 Generic L*r 89 10 4 o a’l power reader Ice^oes & hotels ol Pod 95 ap- 
p*cvals ro purchase ol GSA approved security co.'itaneis Svc I si end 
MlRAGLlA.FJ Associate Dirccte' tor Presets (Post 87041 1) 88/07/01 Conso dated 
Ea sen C,o ot New YorV, Ir.c 31 pp *&j&3 299 46088 029 

0807280416 Fcrwads response lo NRC 09J61 J Hr re v.y'al or.s noted in Insp Repi SO- 
263/08 03 Correc’rvo a:t :r»s w'hheld 

LARSON.C.E No 'them States Fewer Co 08/0?' 13. NOHbLlLS.C E Reg Dn 3. O'C ol 
thoL'rectcr tp 46344 226-40344 225 

8800160244 D.scusses ui l acdov.aled s‘o access irai''i.ig prog ‘dir. 4 or NRC insp pe'- 
somel ccrrpiohng Region ill im ring m ge'icr.c aspects ol rad a:on safely physica* se- 
ct mv & crrerge-cy rospenso 

DAViS.AB Hecion 3. Ofc Ql IhQ C teClOr 88/07/27 At EXICH.M P “rdana Mchqan 
Power Co (formerly Indiana A M digm FteCtflC Co) 4pp 46561 240 45561.251 

0000080182 D scosses Safeguards Irsp Ropl 50 263*80-00 & forwards nolco ol 
voi anen Flaws in Mil al area ph/s-cal barrers whch may allow urauihoo2n<j access 
must be ccrreclud Nchce of vOtehcn w.'hTed (rel 10CFR73 21) 

NORELlUS.CE Reg on 3 O'c ol tne Ui fee tor 88/07/29 LAP SON. C L Northern 
Steves Power Co jpp 46451 365 46451 357. 

8808040247 Gcno'ic iv 86 IP 10 a I power reactor licensees & epplcanis re removal of 
lira proiecticn reau *err.ents from Tech Spncs Svc IstenC 

M HAGLIA.F J Associate Drrecter lc: Prc.e-cls (Post 8704 1 1). 89'C9/02. ConscLdalcd 
Ed sen Co. Ct New York Ir.c 52pp 46403 291 -40463 342. 

8008230077 Forward* Rev 3 to teCi *y safeguards co.'ihngO'te/ plan.Rev w.thheki 
LARSCN.C E. Northern S’alus Power Co ffQ/CB/ 12 Office ot Nuclear Reader Reg u 
lai O.i. Drecior (Post 070411) ip. 4SU25 160 4G625.1GO 


-8807290083 Exam Ropl 50 263/01 80 02 on 680606 09 Ex am teSu'l 
passed nxams 

HILLS, 0.. MlLER.R, SULLIVAN. U Rogiun J. 01c ol the D.roctcr I 
40355:201-46355 260. 

8007200162 Suppl 1 to NRC lute Ndce 88 046. ‘licensee Rr,pt nl 
b.shed Circuit Broakers ‘ Svc fisi onci 

ROSSI.C.6 D.vision pi Operatnna' Events Assessment (Post 070 
Conscl dalccl Ecfi&cn Co of Now Yo*k. Inc 125pp 46300.054-46306 l 

8807260251 Responds to NRC Bulletin 8? 002, Suppl 2. "Fastener Test 
Conform a nee W/ApuVceb'c Matt Specs” List of supplors & irar 
wh:ch safety ro’atcd fasteners purchased within lost 10 yrs end. 
LARSON.C E Nodhorn Slates Power Co 00/07/21 Document Cortn 
front Control Desk) I3pp 46288. 142-46288 154. 

8007200246 NRC Bulolm 88 009 "Thimble lubo Thinning in WoM nyl 
Svc I st OnCl 

FIOSSI.C L Dv.sion ol Operatoeal Lvonls Assessment (Post 6/i) 
Conscl dated Ed Son Co cl Now York. Ir,c. I23p() 46348 0/0 46348 I 

8007210218 NRC info Notico 88 052. Faiiuro ol Intrpulenno Tandem 
Apol ci-ilor Brachytrorapy Devices Uu'-ng Pot ont Troaimenl ” Svc list 
CUNNINGHAM. R E D.vision of Industrial A Modical Nuctoo' Saleh 
88/07/27 Consol dated Ed sen Co ot Now York. Inc. 1O0pp 4639* 

0800160244 Discusses ut I abbreviated s.le access irft'nng program fc 
sonnel comp’olir.g Region III irainng in gonor c aspocls of radinlion S 1 
Cufily & emergency rosponse 

DAViS, A R. Reg-dn 3, Ole of teo D rector 08/0 7/27. AlEXlCH.k/ P 
Power Co (forme iy hid- ana & M-chigan Elocinc Co ) 4pp 46561 248 


8800230157 Forwa*ds Rev 25 lo P ani sectr ly plan Rev w.lhl'C d (rot 10CFR/3) 0000230260 f orwards lotosl rdv of NRC Manual Chapter 0516. ”SAlf 

IAR50N.C 6 Not :12m Steles Power Co UO/CB/12 OlMco ol Ntciear Rooclor Rogu 
inticn D.'eclor (Posi 870411). ip 46519 115 46519.110. 

Michigan Power Co (formerly Indiana 8 Michigan F.tocinc Co) U 
H. General correspondence 46620 129 


ueqm uslrt) new lunchor'ai areas sr-i form in rev lor all bAU- 1 n>( 
exiond beycnd 880606 olloclive date of procodure. 

NOHELIUS.CE Reg on 3. Cfc ol tho Director 88/07/27. AlLXI 


8B&&310062 Reetosis NRC ach'-n lo ic‘ eve undv.0 is^ poseo by B'/jR 1bofn>aHr y i1:a i 
lc mslabi .ty NRR shojlrl issue cider re-ur.ng a> GE QvVR licensees to Sui;ml ropl to 
MHC wilhn 1 yr clcrronstrai rijccn pLanco w/GOC 1? Ro'atod nloer-Cl 
HIATT.S L Cl*;o C hzons ter Rcspoas cie Energy 80/07722 Clf.ee ol Nuc oar Reac 
lc' fleyutel on. Drecior (Post 0704 1 1) I2pp 46727 025 46727 056 


P. Operating license stage documents & correspondence 

0800190252 Doscr bos program for emergency opc-rat ng procedure- specific irahng 
during rexi 6 wksll si n,i f 3lo*y dcmoosirabors ir.dcate unsa! steciory oporaior pc'- 
lorma'teo. romcdia 4 ha rtng w !i bo ccmpVed. 

EUASONl R No^'crn Steles Power Co 89/1)7/20 WRICiHT.G C Rog on 3. Ctc of 
th 0 DlOCtOf. 2pp 465S6 033 46595031 

8808180067 Requosis oxempSjn from lOCFRSO.App j.Section H A 3 to leakage iesi 
roqjromams for Type A contai/imert n'ograicd leakage rato lest Rev ow & approval 
toq.iC'sXad by 66C9 1 5 Fee pa d 

MUSOLF.D, Nor teem Slates Power Co 88/08/01 OMico cl Nuc ear Reader Recjj'a- 
Ion. Oirr'ClDf (Post 67C41 1) 3pp. 46591.224-4659 1 226 


Q. Inspection reports, IE Bulletins & correspondence 

8005200295 NRC info No* :o 88 032, Prcrrpt Roporl ng 10 NRC cf S.gnifrcanl Incidc-ms 
Invo vino Rad oac t>v e Mail *' Svc 5st cnci 

CUNNINGHAM R.t Division cl Indtsteal & Med cal Nuclear Safety (Post B70723) 
80/05/25 Corsc'idated Edison Co Of Now Y 01 L. Inc. !2Cpp 46388 179 46368 298 

0800150243 Partial rojponso to FO:A rcquesl lor doct-morts Forwards App M 
doctmonls App L documents maiiiained n PDR Apps N S O docunr.onis pan ally & 
lolal.y w th he! d, respectively (red FCIA EAerrpticn 5) 

GRIMSLEY.DH NRC - No Dola 'ed AM 'ration G von 08/07/05 JQNES.C AtlAaliCn 
Not Assigned 14pp. 46501 104-45501:199 

-0602050102 Rcquosis idom.lication cl div comaci lo» regonal ms;> loam leader* to 
arrange NRfT allorrative shutdown & fire prolechcn roviGwer techncal assistance on 
log on-based post fwo sale shuteown msps Schodulo ol insps submiicrf 
PARTLOW.J.G. Dw of Ir.spoctcn PrCgmms.iE (050212-B7041 3) 06/01/29 

BLflNERO.R M D-v s>on ol Being Wa*e' Reactor IGvVHI Licensing (05M25 07041 1) 
?pp. 46503 318 46503 319 

8807200416 Forwards respcr.se lo NRC 830613 .tr ro v olai nns notod in Ir.sp Rept 50 
263/89 06. Correcuvo actions withheld 

LARSON.C E Nornorn Slates Rower Co 80/07/13. NOHEHUS.C.E Region 3. Ote of 
trio D 'eclor Ip 46344 226 462-14 22G. 

8B072701G2 Forwards .‘nspRopt 50*263/88 lO on CQC6l3-17.No v o'ations noted 
SHAFER.W.D Region 3. OfC ol iho Drecior. 03/07/14 LARSON.C E. Northern 
States Power Co 2pp 46307:210 46307 226 

-8807270168 Ir.sp Hepl SO 263/00 10 on Q606l3-17No vro'aions or cJovaiior-s 
noted Major aieas inspocled rad.ovton protouicn & iadwa>*o aciivr.ios itactoj 

ope ration, mcljdmg orgarwahon & mgt convo's.audiis & exposure ccn’ro's. 

GRANT .VV.B, GREGER.LR Reg on 3. Ofc of iho D rector P8/07/13 I6pp 
46397.212-46307 226 


8807220034 URL, 'r/o NoliCO 63 053. L'tonsoo Violations of NRC R 
Led to Modical D-ayroshc Misadm n straitens." Svc list onci 
CUNNiNG HA m.R u Division of Indusinnl S Modical f Judea' Sold' 
08/O7?2t). Conscl :?atod Gd-son Co ol Now York. Inc 106pp 40391 

0007220 192 NRC Inlo Notice 08 054, "I muro of Circuit Broakcr Foil 
Of Amp! odor LVcct Trip Allachmeni ” Svc lisi unci 
ROsSSl.c n C»vi$ :on of Oneratcnal Events Assossrnont (Posl »/( 
Consol (fated Ed. son Co of Nuw York, Inc 12ip p 46417 020 4041/ 

0800100319 Rosponds lo Acton 1 cf Nnc nu’IOlin 60 007. "Pent 
OWRs.” Loensod r^ae’er opc(ateh> & shiU tcc.t neat adv.scrs lw« 
rcr.oi/o irammg p» or to ossum ng d./l os 

LARSON.C E No'lhorn Slates Power Co 00/07/28 Document Oteti 
ment Control Desk) 2pp 4640? 102*46402 103. 

860811019 7 Responds 10 Generic Lrr 80 01 ro IGSCC in DWR nusluri 
pipirg Cunoni ui 1 p'ans ro ronlace.TVjni, msp.ropnr & luakago dotcci 
copinblo ki IGSCC described n dolai 

MUSOLF D. Northern Slatos Power Co 00/07/20 Office of NuClofl' 
1:cn. Director (Post 0/04 1 1) 13pp 46505 259 46505 27 1 

0008050034 Forwards Sololy lusp Kept 50 263/09-12 on 000620 0/1 
v oiahons noted. 

HARRlSON.JJ Rogon 3. Cfc of the D.rector 00/07/29 LARS( 
Stales Power Co ?pp 40430 038 46138 047 

-8008050042 Insp Rept 50 2B3/00-12 on 08C62O 0701 & 071 1-14 No 
v.aiions noted Ma o' areas inspocied previously idonlilioil msp nerrs 
comphanco w/AlWS rulo.lOCFRSO 62 

WEST DERG. R A . GARONER.R N Region 3. Ofc of tho D rector 
464 38 040 46438 047 

0808080182 Di&Cussos Saleguards msp Ropl 50-263/8008 A J01 
violation Flaws in viiat aroa physical barriers which muy allow unc 
must bo corrected Nolico of violation withheld (rol 10CFR73 21) 
NORELIUS.CE. Region 3. Ofc ol iho Director. 08/07/29. LARSi 
Slatos Power Co 3pp. 46451 355 46451.357 

8608100D01 Forwards Safely Insp Ropl 50-263/08 09 on 000528 ( 
violal on. Written response 10 v.olahon causod by application & 
process W/O notice ol violation 

GREENMAN.EG nogion 3. Ole ol Iho Diroctor. 08/00/01 LARS' 
Slates Power Co ?pp 40483 135-46403 156 

-8000100004 Insp Ropt 50-263/83 09 on 080528 0715 V:o!ol" 
surved'ance Ma;or areas inspectodoporalional 

verificalion.fnaint.su.'VGilianco.LERs.RCiC.emorgoncy fillralion mods ( 
JACKIWJ N Reg on 3. Ole ol the U rector. 88/08/01 20pp 46403 1 

8807280049 NRC Info Nobco 85 055, "Povonnal Problems Causod by 
ESF Swhg Bus ” Svc I19I end 

ROSSI, C E Division of Operational Events Assessment {Posl 07 
Consolidated Edison Co of New York. Inc. 12 ipp 46437.121*46437 


DOCKETED ITEMS 51 


8009030289 Suppl 2 1o NRC Bu'lot.n 88 005. Nonconforming Malls Supplied t)y Piping 
Suppl os. Inc al PcIsom.NJ & West Jersey Mfg Co al VVi'hamstOwn.NJ " Svc list encl 
ROSSI.C F. O-v.son of Oporatonal E'vonts Assessment (Posi 0/0411) 00/08/03 
Con so I dated Edison Co. Ol Mow York, tnc I49pp 46538 12146530 269 

0807290008 Suppl 2 to NRC Bul'eln 88 008. "Thermal Slrossos in P.pmg Connected to 
PCS ” Svc lis< Orel 

ROSSi.C E. Oivision of Operational Events Assossmonl (Post 070411) Q8/0Q/U4 
Consolidated Ed son Co of New York. Inc i?lpp 46504 COl -40504 121. 

00072901 1 1 NRC Info Not re 88 056. Potnniial Problems W/Sl:tcr,o Foam F-ro Uarnor 
Pcnoiration Sea's " Svc list encl 

ROSSI.C F Division of Cporahonal Events As$09smuni (Post 8704 11) 88/00/04 
Conso!idOle(i Edison Co of Now York. Inc I23pp 46569.175 46560 207 

8808020095 NRC fnlo Not CO 88 057. “Polonlial Loss ol Salo Shutdown Equipment Duo 
to Promaturo Si ‘icon Controlled Roct<f:er Fni’ure.” Svc fisl oncf 
ROSSI.C E D. vision of Operational L'vnnis Assessment (Post 870411) 88/08/00 
Consol.cfatod Edison Co of New Yorh. Ire I2?pp 46450 125 46-150 246 

8800020102 NRC tafo Naho.a 08 058. PatunUal Problems W/ASCA Brown Govern HE 
51 L fime-Ovorcurreni Relays ” Svc fist oncf 

ROSSI.C F D^v.son of Operafonal Evonls Assessment (Post 0/0411) 0B/O8/OO 
Consci dated Ed. son Co oi Now York. fnc. 12Cf>p 46538 001 40538:120 

0800030112 NRC fnfo Nonco 88 059. "MSIV Guido Rail Faifuru al WaiorlorrJ Unit 3 ” 
Svc fisi one l 

ROSSI. C E. DiviS'On of Operat onal Evonls Assossmonl (Post 870411) UO/OH/OO 
Consohdaicd Ed son Co ol New Yoik, Inc I21pp 4640/01 1-46-16/ J31 

8008040062 SuppJ 1 lo NRC Info Norco 88 004, "fiiadcgoalo Oeahhcnhon & Docuiren 
(alien of f : re HBrner Ponotfflt on Seals " Svc hsi oncl 

ROSSl.C.E Division of Oiniratonal Events Assossmonl (Posi 8/041 1) 80/00/09 
Consohdaiod Ed.son Co. of Now York, fnc I2lpp 46558 205 46550 325. 

8008050135 NRC info Nohco 08 C60. "fnadQqualo Design ft fnslal'alion of Walortujltl 
Penetration Seals " Svc hsi rncl 

ROSSl.Ct Division ol Oporailonaf Events Assossmonl (Pest 870411) 88/08/11. 
Conso'idatod EdifeOn Co of Now York. Inc 123pp. 46569 200-465/0 060 

0808050248 NRC fnfo Noiico 89 061. “Control Room Habitnbil (y • Rocenl Reviews of 
Oporahn-g Expononco " Svc 'ist end 

ROSSl.C.E. O.v.s-on of Operational Events A&sussmeM (Post 870411) 00/08/11 
Consol tfalcd Edison Co of Now York. Inc 125pp 46694 312*46595 0/6 

8000050295 NRC Info Notice 86062, ' Ftoccnt Findings rc Implementation Ol QA Pio- 

E rams by Suppl ers ol Transporl Packages.' 1 Svc lisl nnc> 

UHNEir.nF. Division of Safeguards ft Transportation (Posi 8/0413). 80/08/12 
ConsohdAlod Ed son Co of Now York. Inc. 109pp 46501.155 46501 263 

8800090264 NRC info Nohco 80 C63. “Nigh Hnd.nlion Hu/nrds From Irradiated In Core 
Detectors & Cabins ” Svc l si oncl 

ROSSi.C 11- Division ol One/at or.nl Fvonis Assossmonl (Post 070411) 08/00/ 1 5. 
Conso’idatoU Edison Co of Now York, fnc 1 HJpp 46569 065 46509. 1 74 

0808110206 NRC Info Not CO 08 064. "Reporting Fires in Nut'oar Process Sy:» al Nucle- 
ar Pownr Plants' Svc fist end 

nOSSl.CC. Division of Operational Events Assessment fPost 070411) 00/00/18 
Consol, dalod Edison Co of Now York. Inc I04pp 4 (>G4 3 001-46043: 104 

D808120327 NRC Info Nohco 60-065, “inadvertent D/ainmjos tjf Spent f'uol Pools " Svo 
list enct 

ROSSI.C E. Divison of Opemhunol Evonls Assossmonl (Posi 070411) 8B/U0/1U 
Consol (Inter J Fdson Co of Now York. Ire 123pp 4G02H 01 1 46628:133 

8000 160392 NRC Info Nohco 86 CG0. "Industrial Hndography Insp 8; Enforcumofil.” Svc 
1st oncl. 

CUNNINGHAM. R L R.vison ol Industrial A Med col Nuclear Saloly (Post 070/29) 
00/00/22. Consolidated Edison Co ol New York. Inc UOpp 4G620 134 46028 223 

0808160414 NRC Into Notice 88 06/. "PWR Auxiliary Feedwater Pump Turb.no Over- 
speed Trip f"a lure ” Svc list encl 

ROSSl.C.E. Div.sun of Operational tvunis Assessment (Posi 870411). 80/00/2?. 
Consolidated Edison Co of New Yoik, Ir.c 123pp 46643 105 46643.227 


R. Per Iodic operating reports 8. related correspondence 

8808000214 Monlh’y operahng topi tor Jul 1U08 lor Monlicello.W/00080 1 fir 
MYRALIO.A L.. MUSCLf ,D Northern Slate:. Power Co 8U/0//31. bpp 40450 337* 
•16450 34 1. 


S. Roporlablo occurrences, LERs & related correspondence 

8008 100 176 LER 60 004 OO.on OOCGOO.consl personnel no heed 3 inch diameter open 
ponotration In Door of 031 It uiuvaton of turliinu b'cfgCausod hv .nadonunio 
procedures Root cause undo tor nr mod.' Temporary soal installed W/000001 Hr. 

I VERSON. ON., MUSOLF.D Northern Staler, flower Co- 80/00/01 4pp. 464 70.223- 
46478 226. 


V. Operator Examinations 

8007290000 Forwards Exam Ropt 50 2G3/OI.-80 02 on O0OGO6 09 
WRIGHT. G O. Rog:on 3. Ole ol tbo D.roctor. 80/07/10 LARSON.C.E Norlhorn States 
Power Co. 2pp. 4G355 109 46355.289. 

-8807290083 Exam Ropt 50-263/01 80 02 on 88060 G O 9. Exam rosulls six cond.daics 
passed exoms 

HlllS.n . MlLLER.n. SULLIVAN. M Region 3. Ofc of mo Director. 88/07/ IQ. Q9pp 
46355 201-46355:209 

0000030032 Forwards oxam & answer koy (sonior reactor oporalor) for Exam Ropt 50- 
261/OL 88 02 inadvertenlty ormlied during d.5lribullon ol repl W/o encl 
WRIGHT.G C Region 3. Dfc of ibo Di/ocior. 08/07/21. I ARSON.C E. NoMhorn Slates 
Power Co. Ip. 46400 227.46400 227. 


DOCKET 50*264 DOW CHEMICAL CO. 


H. General correspondence 

0008100220 Advisos that JJ Hovof replaced MD G;hbs as char ol rflaclor operations 
comrnillco,offccfivo 80U623. 

RAMPY.l W Oow Chemical Co 80/06/29 OILco ol NvtclQftr TU’.acior HoyulaVon. Di- 
roctor (Post 07041 1} Ip 46501.034 4650 1.034 


O Inspection reports, JE BeUcUns & correspondence 

BQ07290029 Forwards Saloly Insp R©pt 50 264/86 1>Ot on 080/12- V3 No v.olai ons 
noiod 

SHAFER.W D Region 3. OtC ol Itio Director 08/07/22. HAMPY.l W. Dow Chorn Ctrl 
Co 2pp. 46363 228 46353 234 

•*8007290031 Insp Rcpt 50 264/08 01 on 8607 12-13 No viulgiionS or doviaFOns 
noted Mqor aioas vnspeclud.tccord9.lcns A organr?aivc,r>.iev.u« & 
funct onsjpqual f.caiion lrn:n ng.p/ocedurOS & fuel t'anjhng acf-viiion 
MILLRR.D.L . GREGEFU R Region 3, Ofc of Iho Director 00/0//2I 5pp. 4 6353 230- 
46353 234. 


V. Operotar Exomlnallons 


8607290029 Forwards Safety fnsp Ropl 50 264/88 001 on 860712-13NO vio'atons 
noted 

SHAFER.W D Region 3. Ofc of ltu> Director 80/07/22. HAMPY.l. W Dow Chom rnl 
Co 2pp 46363 228 46353 234. 

**8007290031 Insp Ropt 50 261/80 Oi on 800712-13 No v.olalions cr dovirthons 
noted Maior areas Inspecied.records logs & cr UHrii7aliOn.ro view ft pud 1 

lunc1ions.ronirnl f cnho.‘i If aming procedures S luel hand'ing aclivihos 
Mll.LER.DE . GREGER.L R Ronion 3. Ofc ol Iho Director Q8/0//21 5pr) 46353 230 
40353 234 


DOCKET 50*265 QUAD CITIES STATION, UNIT 2 


F. Security, medical, emergency & fire protcclion plans 

G8002600G8 I Of A rcguosl tor documonls to J Mckay allegations ol lax sect My ft safoty 
oLloms ol fnti'ily 

CKAY.J E. AIMai-on Noi Assgnod B//0//06 Federal Dureau ol tnvosi nation Upp. 
46GCG:?8G 46606 296 

8808190052 Ruv 0B lo ometgoncy plan rrr.^onmnttng pioeerlutos iisimg ol tables 

* Cornnionwoallti Ed.son Co 88/03/31 26pp 40595 335 46595 3 60 

8007060520 Generic Llr 00-10 lo nil power reactor Iconseos ft holders ol P(S/l 05 OR 
p/ovals ro purciiaso of GSA npprovod securily conlmnofS Svc list oncl 
MiRAGllA.F J Assocato Oroclor for Projects (f’osi 8/0411) 08/0//01 Consel.iJaturf 
F.dvsotvCo ol Now York, Inc 31pp. 463BH299 46300 320 

0007200199 Requests that ull nnatyzo.invostigato ft luko apRropriaio ucilcns ro allege - 
lions concerning security issuos Encl w.lbhotd (id 10CFR? 790) 

NOnCHUS.CE Region 3. Ofc of Iho Oroclo/ 00/07/15. RF.ED.C. Cemmonwoailli 
Edison Co ?pp. 46300:303 46300 304 

8600050262 F p/wards revised safoty ovafuahen ro requusls tor oxonqiiions from 
lOCFFVjO.App R.Sochon III O biwod on ruviow of oil 000219 comments on NRC 
871211 SER.Exompl'ons grantud. 

ROSS.T. fbojOCt D.rocirjrftln llf-2 88/07/21. 0LISS.H. Commonwctillh Edison Co 
4pp 46444 208 46444 333. 

-0800050264 Rovisod S/jfoly ovaluahon supporting oxomphon roguoals from rogulaiory 
roqui/umonls ol 10(‘FR50.App R.Sochon Ilf G. 

* Office of Nuclear Reactor Regulahon, Director (Posi f)/04ii) 06/07/21 32pp. 
46444.302 40444 333. 

8006160244 Discusses uhl obbrovmiod s<1e accoss fralr.ir.g program for NRC insp per- 
sonnel complohrig Region 111 training in goneric aspocis of radiat on safoty, ptiyaical se- 
curity ft omo.*goncy resrionsc 

DAVlJj.A U Region 3. Ofc of U.o D rector. 00/07/27 ALExich.M P. Indiana Micbgan 
Power Co (forrneriy Indiana & M cfvigfin Elocirrc Co ) 4pp 46561 24 G 4650 1 25 1 

0006050207 Forwards Snloguards Irisp Repls 50 254/00 18 ft 50 265/00 10 on 
880/18 21 No violations nolnd 

MALl.ETT.O.S, Rog<on 3. Ofc nf fho DnCCtor 08/0//20 REED.C CommonwonllH 
Edison Co 2pp. 46445 133 46445 135. 

-80080502 1 1 Partially wilhhold Physical Security insp Repts 50 254/08 16 ft 50 265/ 
8U-10 on 080/18 21 (rof 10CFR73 2l).Noncomp:iancc9 no fed Major aroaa 
irispeclud.socunty plan ft imp'omonlmg procedures ft mgl offoct.vcnoss. 

KNICELEYJ R Rogien 3. Ofc of iho D.MClor. 00/07/20 1|i 46445.135 46445:135. 

8608100400 Revised omorgoncy plan lrnp!omenhng procodu'os fab?o ol cunlonts 

* Commonweabh Edison Co 80/O//31 2pp 46596 31 1 4G596 312. 

6006040247 Goneric Llr 80*12 to all power roaclor licensees ft applrcnrits ro removal ol 
lire protection roquiromcnis from Tech Specs Svc l-si encl. 

MtRAGUA.F J Associate Director for Projects (Posi 870411) 86/00/02. Consolidated 
Edison Co. Of New York. Inc. 52pp 46463 291-46463:342 

8808260186 Forwards planl ollsile map for EG 2 oniit'od. "Pro E slob! i$ho<i Monnonnj 
Locnhons ft Assomtvly Area." W/ ono oversr/o oncl 

CRUTCHER, R. Commonwealth Edison Co. 00/08/16 Document Control Granch 
(Document Conlrol Dosk) 2pp 46627.261 46627 262. 

8808230159 "Quad Cities Nuclear Power Slalion Equipment Manual." Vols I ft 2.W/ 
080815 Hr. 

DEVEROTH A Commonwealth Edison Co. 80/00/31. EOOpp 46622 135 46b?4 100 



H. General correspondence 

60083 10062 Requests NRC nclio'i L c ru'ievo ur*djQ risk pc serf by BWR lliermal byd'du- 
lie inslab ‘liy.NPR sreu'd ssjs order reqjnru a : l GE EJWfl I censuses io submt ropt lu 
■NRC w th n i yr denienslrati'vj comp' arco w/GDC 12 Related nfo cnc> 

HA TT.S.L ChO CiUcr.s to.* Rosponstlo Energy 00/07/22 Olh-o cf NuCioaf Roac 
10-* Rcgu'aiion. Di'cc^r (Posi 670411) I2pp 16727 025 46/27:059 


K. Utility Final Safety Analysis Report (FSAR) & amends 

0800250282 Fcv/a'us Rev 6 to updaled I SAR for Quad Cit ok Slot o*\Units 1 & 2 
JOHNSCN.i M. Ccmi cnwcallh Eoson Go 80/07/27 ’ Doeun-ooi Con"o) Cratch 
(Document Conhcl Desk) 2pp ''*66-15 119-46646 206 

•0800250305 Rev 6 lo updaicd FSAR for Quad O' os S'aticn Urns 1 & 2. 

• Commonwealth Ed Sen Co 88/07/27 4C0pp 46615 12 1 4C64G 2C6 


P. Operating license stage documents & correspondence 


8807270014 Responds lo questions ru LHC* swing bus b'eaker fauii coord nn‘ on 
SHADY JA Cowonwoa'ih Ed son Co 68/07/00 MUFU FY.T E Cfbcc o< Nuc'oar 
Reoctc' Roijijl^t on Gredcr <Po 5 1 670411) 'Jpp ■: 6 J 0 7 10B 46J07 100. 

8807290103 Forwards add into n response to NRC request ro prematuro scl.dit.cat on 
ol radicaci.ve dneontarr nai on soution waste 

JOHNSON, I M. Cormier wedho Ed son Co. 80/07/15. MURLEVJ £ Of 1 CL’ of Njc'ca' 
Reader Rogu 'at. on Director fPosi 870-1 1 1). 4?pp 46341.1 39 46341 Itil. 

8808060202 f'erwards, rev. sod sa'ety eva uat on ro roqjosls for exe-mphens from 
lOCFRSD.A^p R.Sochon FIG based o*i rov.Ow ol i.'il 06O2I9 comrnonls cn NRC 
871211 SER Exemptions granted. 

ROSS T Project Grorro-rato * 2 89/07/21. BLISS.H CommcnwetS'ih Ediscn Co 
4p,o 46444 23U-46114 333 

--8608050204 Revised saloty eva'uaticn supporting exonrpiicn rcqjOSlS f ro*n rogulaicry 
reqj 'orronis cf 1QCFR50 App R.Seci on I ' G 

1 Olfice cl Nuclear Reactor Rogjldlpn C'ectcr (Post 07C4U). 68/07/21 32pp 
46444 302 40444 333. 

8808100202 Supp'eTier.'a' application !o amend licorso DPR-29 io revised Teth Spec 
F guo 3 4 - i concern.^ sia^by quid conirol soution require marls 
JOHNSON. I M Coirmonwca ih Fdiscn Co. P0/08/0?. V’JRlEY.T E Olfice ol Nuclear 
Reactor Regu'alicn. Director (Posi 87041 1) 3pp 46483 339 46403 3-14. 

-0000100286 L i*l of figures to OPR 29 Tech Spccs.App A & delated F gjro 3 4-1 ro 
stnrnb/ 1 :;l d cort/o' soUlion reqj *emenls 

* CoTiro-iweolih Ed sen Co 88/08/02 3pp 46403.342-46403 344 

8008120190 Forwards evalua* cn of fljod head anchor assessronl program fo» 
laciijl os A<l:jl r,*o requ rod to resclve concerns 

S FGEL B. Pro.cct Directorate ill 2 PR/03/0P Bl'SS.M L CcmmcnwOAllh Edison Co 
Spp 46515 247-46515 251 

-0CO8O5O1BO ‘Eva'uaion of r.ueJ Head Arc^or Assessment Program” 
DANDYOPAOHYAY Brockhaven Naronal Laboratory 08/07/31. 3pp 69429 0/4* 
69429 076 

8808160330 Confirms mcel ng cn 8809 '9 at NRC Reg on ‘II n G'cnn E'lyn. II lo ds* 
cuss utr po‘ cy cn fac lly SiaM working hrs por 08C0C5 rlscusson boiwaen VA Kuo- 
owsH & N S rr.it' i 

NORELIUS.C.E Rrgon 3. Ofc of Iho DrectO' 89/C8/C8 HEED.C CumTO'iAoallh 
FcsonCo 2pp 46560 059 46560 032 

-8608160341 Not ficaticn of 689010 meelrg w/liconsoo n Glen Ellyn H lo dscus« I. 
censno policy cn ruclfiar powc* plan siafl working hours 

‘ nog on 3. 0 4 C of the C 'ec‘Of 88/08/08 Region 3. Ole cf iho D.iOClcr. Ip 
46560 032 4 6569 032 

8806240018 Discusses results of sanies from rccenl scrdilcniicn clforts of dooon* 
tan maiion solu'ion liner N re sarrp'es shipped lo iNEl as pari of resoarch 
prcjecl n.'l cull condiltois ujmg sample co loci o.n l *1ed 

JOHNSON.l.*/, Cum.Ti0'iweaUh Ed son Co P8/C8/15 MDHLEYJ F. Office o' Nuclear 
Rncc*c r Rogulaton. Dneclor tPcst 07011 1) 4p;> 46627 230-46627 24 7 

-8008240089 Rov 6 to. Rrocess Conlrcl Pioa'am (or Processng ol Rftdioocl.vo Wot 
Waslo. * 

* Com rro.*iwoa th fcu'.s(n Co 60/07/31. Mpp 4682/ 234-46627 247. 

8808230240 Application for amerus lo Uconsoi DPR-29 8 DPR -30. clarifying repo‘l:ri<j 
requrernems for fue suppression sys Fee patd 

JOHNSON. l.V. Cofrrronvsealth Ed-son Co. 88/00/16 MURE.EY.T E. Cfl.co cf Nuclear 
Reactor Rogulalon. Dructor tPosi 07041 1 ) ?pp 46620 164 46620:1 76 

- -8000230242 Proposed Tccfi Specs.c'anlyng ropo/lng roquremenls for fro su::prcs- 
s on sys 

' Commonu'ea'th Ed-son Co 80 / 08 / 16 . Iipp 46620 166 40020.176 

8808250326 Forwards SER ro con*o*mance of post accident montomg mstrumcniat on 
al p an! w/Reg Guide 1 97 & ccr.trador repl EGG NTA-//6l£*isl : ng nculrgn 1!ux 
mcniionng r.slrunr entat.cn conforms w/Ca’egory 1 Cfiiona uf reg gj do 
ROSS.T Pro.ect Dwociorate III 2 09/C3/I6 BUSS.H E. Ccrrnioriwoa'th Ed son Co 
4pp 466-19 017-46649 044 

-8008250327 SER accep'.ny basis 8 kod ngs thfli ull post-accder.t rronionng nsi*u 
me/uat-on meets gu.de nes of Rag Gu-de 1.9? oxcept for vanablo neutron flux msiru 
men l at on. 

* NRC • No Oeiai'ed Alfi' anon Given 80/08/16 2cp 46049 021 4G649 022 

-8800250328 ' Conlonnanco to FlegGude 197 Ojad Diios t & 2 " 

LDY.A C. EG&G Idaho, Inc (subs ol EG8G. inc > UDY.AC. Idaho Nalional Engircer. 
mg Laboratory FIN A.6403. EGG NIA 7761 08/03/31 NRC ■ No Deialod Affli ction 
Given 22pp 46649.023-46649 044 . 


Q. Inspection reports. IE Bulletins & correspondence 

8008260066 FCIA request lor docunionts re J Mckay allogito-s of Imr v t 
trcblems at fac l h/. 

WCKAY.J E AtfFim on Net AssgnciJ 87/07/06 Fodoral Ouroau uf li*vus- 
46606 286 46606:296 

0005200295 NRC Info Not cc B8 0J2. Prcmpi Ruportng Lo NRC cf 
InvClvmg Radoaclivo Mail ” Svc list encl 

CUfYNlNGHAM.fl E Div Sion of Irduslnal & Mcdcal Nuc'oar Su'ol# |l 
06/05/25 Consol deled Edison Co o' Now York. Inc. l2Cpp 4Girm 1 / 

8807280255 Forwards lisiod documonls ro Spring 1U80 i-.sp o' ‘iiSl 
“Dos gn Ropi for Roc rcu'.H-un & RWCU Sys.. ” 

JOHNSON I U Co-nmonwealin Ed Son Co 00/O//I4 WURlLY.T.E Cll 
Roacto.* Rogu'ahon Di'eclcr fPos 1 870111). 2 pp 46335. 104 -165 Jf> 1(1/ 

-8007200265 "Evaljhlion of End Cap Weld 02A-S10 Wu'd Ovcrlny llu|)> 
U Itason C msp F nd ngs, Cu 1 rg 1980 Oulage ” 

TANG.S S . KUO. A Y RlCCAHOEl LA.P Siructural inlrxi'ily Assn ili- 
ROO 08/07/05 5Cpp 46335 106-46335 154 

-8807280277 “Des gn Rcpt fo' Recircv.'aion & RWCS CvaluGha* ^ S Rc.u 
During 1980 Refuolirg Ouiag'- al Quad Chios Nuclear Powor f’l-jni U- i / 
GUShN.Ht . TANG.S S Sfructu'al Intogr ly AssociaiOS S'R 80 fill* Vf-.'J 1 
30 33pp 46335 155 46335 187 

8007200131 Fo^ards ln*p Repis 50 254/80-17 A 50-260/00-1 7 on fioo/i 
l aito.' s noted 

SHAFER WD Reg on 3, Ofc c? If.u Oueclor 08/07/10 fUflM* <’» 
Edison Cd 2cP 46337 223 46337 231 

-8807200136 Insp ReptS 50 254/BQ 17 & 5O-2C5/G0 17 on 8911/01 • u/ 
noted, Ma cr areas r.spociod c-rncrucncy preparedness program rin .i,. 
ions on prov.D-jSly KJeril.* erf ilcms & inf'ativcs to improvo jironmni 
SMITH, M J SNElL.WG Ren on 3, Ofc of the Dree lor HH /()//* 4 /i.i 
46337 231 

8807200162 Suppl 1 fo NRC Info Nolicu 08 040. ■‘Licenser? Ri'pi ■;! II..! 
bisfiotl Circuit Broako.*s " Svc hsl oncl 

ROSSI, C.E. Division of Cporatcrol Lw-nis Assoosrne.nl jPosl 
Ccnsol daloj Erfiso.n Co Ol New York, Ir.c I25pp 46300 054 4r. vi'i 1 / m 

Q80Q 160430 Responds lo NRC 850510 20 Hr re volobcns rol»:il m li sp H 
(J9-13 A 50 265/06 1 3 Correr.livt* actons, radmiun work peniit gjv> rue 
dorw.Mer cameras made mpro Oxpl-c i 

HLISS.HE Co.mmo.“, wealth Ediscn Co 88/07/22 DAVIS.A U H* q-ii.*! J < 
roclo.'. 3pp 16562 22-1 46552 227 

Q80720Q24G NRC B^lfotri 08 G09, “ThimblO TuIhj Thinning in Wi , r : ti ,, .| | i i..- 
Svc l.pl oncl. 

f^OSSCC E Division of (Jpcrotonal Evunfs Assossntunt (Posi I'/IMH 
CcirrjoH'Jalod FtfiSO."i Co of Nuw York. Inc 1P3pp 46348 1)70 Hi I4i» in,’ 

88072 102 18 NRC Info Nokco B0 C52 "Failure of Intrautor-nu Inn 5 m ;.l 
Applicaicr B'achyiherapy Devices D..r ng Rnhoni Troalmonf “ Svc I m 
CUNNiNGHAM.R C Division of inrfusina 1 <5 Mcdcal Nuu'eur S:ili.|y ;i 
UB/07/27 Conso'idaiorJ Frfison Co of Nuw York Inc 1O0|ip 

8000160244 DiscusSi.S utv obbrovidietl situ access Irumniij |:roi|‘inii * N 
sor.rol ccmp'ol.n.j Rogicn llf troring m genenc aspnrfs of rnd non s i'«l 
Ciinly & emergency rosponso 

DAYfS.AD Regcn 3. OfcoMhoOreclo' 88/07/27 AIFXICH.MI* .« I., 
Pcwor Co (formerly Indana & M.ctng 3 n ElOClf c Co ) 4pp 4(>6ljl*2l8 *:<•' 

0808230260 Forwards 'alusl rvv of NRC Manjnl Chaptor 0516. SAI R l 
hotjm usnig r,uw K.ncto.nai a'oas sol fcrlh in rov for nil SAl f’ n>|H ) 
oxicrul boyond 800630 olfechvc rfmo of procedure 
NORELIUS.CK Rcgcn 3. Ole ol llw D.rocior 00/07/2/ AslXdi 
M-ctugan Pcwor Co (fermedy inuiana & Michigan Electric f'o ) .l*«i .» 
46G20 12D 

8807220034 NRC Info Nelico 80 053, "f.iconsoo V:olulions of NUN f f 4 ., . 
Led to Medical D agnostic M.sadmm simt ons ” Svc list cncl 
CUNNIN'GHAM.R E D visicn of Industrial & Medical Nuc'oar Sail ly :l‘ 
Ofl/07/28 Ccnsolidnted Edison Co of Now York. Inc lOfipp -inc'i.'r* 

000722019? NRC Info Nof.co 08-054, "Fai'uro of Circuit Orcaki?.' f t; 'ruv.r 
ol Amptoctor Direct Trip Atrachmoni ** Svc list oncl. 

ROSSI. CE D.v.son of Oporahona* EvonK Assossmonl (Posi n/IMii 
Consolidated Ed son Co of New Yo*k. Inc 121pp. 40417.020 4641/ MU 

0000050207 Fcrwafds Safeguards Ir.sp Ropls 50-254/00. IU 6 '.J ?• 
090710 2 \ No vi'j’al.ons noted 

MALLET r. OS Roginn 3, Ofc of Iho Diroclor. 09/07/29 nfcL'tJD fr 
Ed son Co. 2pp 40445 1 33 46445 135 

-8008050211 Parvaliy wilfiheld Physcal Secunty Insp flopls 50 2 r .4/l'<! * 
88-18 on 083718 31 (ref I0CFH73 21 ) FjoncorrpVanccs l uVdl. 
inspecied socu.sty plan & implonronimg procedures & mgt oflectwei'ts*' 
KNlCELEY.J FI , CRFCO.J.R. Region 3, Ofc of Iho Dvoclor 00ro//29 if 
-;G446 135 

0008090125 Forwa'dr, response to Generic Hr 08*01 roqueshng ci.ncrl f 
replHcement.insp.repa r & leakage doieclion. Next roluolng ojtaya.s'.iV 1 
Classes 1*3 p|p:nn io be sub.'ecled io augmented msp prog'om 
MORGAN.W E Cornmonyvoallh Etfison Co 88/07/29 Docuitwi l'o 
(Document Conirol Dosk) 34pp. 4647 1 157-46471.190 

8800120154 Responds to NRC 880701 itr re violalions noted in In^p H«>t 
16 & 5O-265/00*l6.CorrectiVO aciions Procoduro GAP 300-14 (Eqj.p i.cii 
wi3 bo revised to prov.do onhancemoni 9 to process of lifting onu piront :c 
BLISS.H E Common woa I ih Edison Co 89/00/01. DAVIS A B Region n.< 
roctor. 3pp 46525:327-46525 329. 


DOCKETED ITEMS 53 


8008260070 Final response to FO'A roqjosl for dOCumonls App A document erici & 
avo laLle .n PCM App A document partial y wiinho'd (ref FO*'A Lxcmphon ?) 
GRIMSLEYO.h. NRC < No Oeia led ANnalicn Given. 88/C0/O? MCKAY.J E AH I ebon 
Not Assigned 4pp 46606 29? 46607 0) I 

••8808260060 Parlially withheld Itr forwarding f npl rent of Inci'ity msp/rweshgat on 
KEPPlERJG Region 3. Ofc of dip Cirecio' 77/Q7/C8 Federal Bureau of invust-ga 
t on. 4 5pp <16606 301 4660? 0 1 1 

8607280019 NRC Info Noi co 80 05$. Poieniial Problems Caused by Single Faiu'C cit 
ESF S*mg Qua " Svc list ercl 

ROSSf.C L Division cf Operahonal Events Assessmoni (Post 670411) 86/00/03 
Con so 'dated Edison Co o( New Yu k. Inc 12 tpp 46437 121-46437-241 


8806240191 forwards Istng of changes. iQSls & o*pe/imonls comp! e led during Jul 10UU 
ler plant 

ROUEY.n.A Com.Tioi‘.woalth Edison Co 88/07/27. 01 lice of Nuc'oar Reactor Mogul a, 
ten. C rector (Post G70-1 1 1 ) 1 1pp. 46630.010 46630.020 


0800220197 Monlhly operating ropls for JJ 1080 ter Goad CdiOs Nu clear Power 
S’alion.Unts 1 & 2 

OEELSNYDEfU . ROBLY.n A Convno.-.weaMh Ld.son Co 80/07/31. ?4|jp 

46603 1/4 46603.107 


S. Reportable occurrences, LERs & related correspondence 


8808030269 Suppl 2 to NRC Oul'olm 88 005. Nonconform ng Malls Supplied by Piping 
Suppl cs.fnc ul Folsom. NJ & Wost Jersey Mfg Co «nl Will drnsiown.NM " Svc '.si end 
ROSSI.C E D.vison of Operaiiorinl Fvonis Assessrroni (Mosl 8/04 M) 88/09/03 
Consol doted Edison Co. of Nuw York. inr 149pp. 46530 i?i 46530 269 

6607290008 Suppl 2 lo NRC RcllOt n 88 008. “Thermal SlfOSSGs in P.ping Ccnnocfod 10 
RCS *' SvC l.st orcl 

ROSSI.CE Division of Cporahcml Evonls Assessment (Post 87041 1) 88/08/04 
Conso'idaled Ed son Co cf New York, Inc 1 ? 1 pp 46504 001 -4G504 121 

88072901 11 NRC Info Nolico 88 050 Poioniml Problems W/S-lcono Foam Fee Barnr* 
Penolffit'On Sea's" Svc ‘is! tncl 

ROSSI.CE D.viS'on ol Opeml'onal Events Assossmoni (Post 8/0411) U8/0Q/04. 
Consol dated Edison Co of Now York Inr. i?Jpp 46569 176 46569 297 

6606020095 NRC info Nolico GO 057. Polenlial Loss ol Sale Shutdown Equprncnl One 
lo Premature Si'iCOri Conlrol‘oU RccMiet FaiVo " Svc list oncl 
ROSSI.CE. Div.von of Cperalicnnl Evonls Assessment fPosi 8/0411) 88/C8/08 
Consolidated Fdson Co of Now York. Inc 1?2j:p 46459 125 46459 240 

9808020102 NRC Info Nolico UU 068, ’Polenlial Prob'oms W/ASLA Grown Oovun ITE 
5tL Tirpo Ovcrcutionl Relays " Svc list orvj 

ROSSI.CE. Uivslon of Opcraiiunal Fvonis Assessment (Post 6704 11) 00/00/08 
Conscl dalcd Ed son Co of New York. Inc i?0pp. 46530 031-46630 120 

8608030112 NRC Info Not CO 08 059, “M5IV Guido Rai fn luro ol Wniurford Unil 3‘ 
Svc fisl oriel. 

ROSSI, CL O.viscn ol Opt'iaiionai Lvenis Assessment (Post U/04H). 88/06/99 
Con sol da tod Edison Co of Now Yo<k. Inc I2ipp 46467.01 1 46407.131 

08OBO4OO62 Sunpl 1 lo NRC Info Nolico 88 034. “Inadequate Qja'ilicahon & Documun 
Uiion of Firo Barrier Ponoirnhori Susls “ Svc lisi cr.cl. 

ROSSi.CE Division of Cporpl.cmil bvoms Assos.sir.oni fPosi 8704 11). 00/OU/O9 
Conso'idaled Edison Co of Nc-w York. Inc I2lfp 46550 205 46559 325 

8800050135 NRC inlo Nolico 89 U60. Inadequate Dosiyn & Inslol'auon of Wateit ghl 
Ponoirnt-cn Soa>s ’ Svc fist cncl. 

ROSSI, CE D.vison of Operational Evonls Assessment (Posi 870411) 88/00/ 11 
Conso! dated Edison Co. of Now York. Inc I2dpp 465G9 298 46570 CC3 

6808050248 NRC Info N'Ot'CO 8fl C61. “Control fTcom lUibilahliiy Hocunl Reviews of 
Operating Experience " Svc 'id or-i l 

ROSSI.CE Uiv.slon of Opcmiicnnl Events Assussmoni (f‘ost 870411) 88/CU/ll 
Conso'Kfated L : cJ son Co of Now York, hie 12!*/:p 46594 3 12 46595 076 

0808050295 NRC Info Nolico 08 0f>2, “Rorerit Findngs rr* imp 'omental ion ol OA Pro 

S roms by Suppi rrs of Transport Package.s Svc list unci. 

URNETT.RF Div.sion of Sofog.iard-, 8 Tfansportnion (Post 870413) 88/08/12 
Co rise II dated Edison Co Of Now York, Ire 109pp. 46501 155 46591 263 

8808090264 NRC Into Nobco GO 003, “ Hgb Radial on UnztMdH Ftotu huwlaltjd Ui Coto 
Dotuc’Ofs & Cablos." Svc list cnci 

ROSSI.CE Div.sion of Operational Evonls Assessment (Post 8/0411) 88/08/15 
Conso’idalod Ed sen Co. of Now York. Inc. 1 lOpp 46569 065*46509 174 

8008240410 Forwards ‘MotA<lur{):cal Analys-s ol End Cap*lo Meador We'd (3voday (02A 
S10) Real Samples hom Quad Cites Station Uni 2/ per 880720 roqjoM io IGSOC 
■nsp. Ihruo boal somplos remeved & Oxairined.rio defects feund 
JCf IN SON. I M Corrmonwoallh Edison Co 80/08/16 MURLLY.T E Cflice of Nun'oar 
Hoaclor Rogslat on. Dihictor (Post 870411) 3pp 46620 316 46620 333 

-8808240412 “Moinlljrg cal Anpiys-s of End Cap to Hon dor Weld Overfay Bum Sam 
plos (rom Ouad C f-os Staiion Unit 2 “ 

' CommcnwoaHh Ed-so.-i Co M 3106 80 88/07/20 15pp 46620 319 46020 333 

88081 10206 NRC Info Nolico 00 064, "Roporl ng Fires in Nuclear P/OCOSS Sys al Nuclo 
or Powoi Piftnla." Svc I st oncl. 

ROSSI.C.E Division ol Oporoto/ml Evonts Assossmont (Post 0704 n). 00/08/18 
Consol daied Edison Co of Now York, Ir.c. lO tpp 46643.001*46643 104. 

8808120327 NRC Info Nolico 00 065. “Inadvofionl Drainages ol Spom f'uol Pools “ Svc 
lisi oncl 

ROSSI.CE Div.sion of Operational Evonls Assossmont iPost 870411) 08/00/10 
Ccriso’idatod Edison Co oINgw York. Inc t23pp 46628 <)U 4G628 131 

8808160392 NRC Info Nohco 80 C66. “Induslnal Radography Insp H bnlorccmont " Svc 
l.st oncl 

CUNNING RAM. RE. Division ol lodeslnat H Mod-col Nuclear Safety (Post 870729) 
08/OR/22 Consol doted Edison Co of Now York. Ir.c 90pp 46G20 134 46628.223 

8808160414 NRC Info Nohco 00 06?. “PWH Anx-hary Foodwalor Pump lcrlrro Qvor* 
spood Tnp Faifuro*’ Svc fis! oncl 

ROSSI.CE. O.vis'on ol Oporahonal Events Assossmont (f^st 870411) 80/00/22 
Conso’idatod Edison Co. of Now York, )nc 123pp 46643 105-46643 227 


R. Periodic operating reports & relatod correspondence 

8807260043 Forwards I<simg 3 ol d’angcs.tosis & oxpor.monls corrplotod lor p'oni 
during Juno 1988. 

RO0EV R A. Commonwealth Edison Co 0G/O6/27 Otfico of Ngcloac Roccior ftogjla 
t-on. Director (Post 070411) lOpp 46200 093 46208 102 


BB072AO376 LEM 88 020 00 on finOSPJ.'n prcpOf valvipg scqucr.co opened rosuhirg in 
ESF acluat onn.incCdfig LCCS in l ai on.wh.lo reluming reac'O' water lovu! mstrumen 
lai on lo svc Invest ya: on orgo ng Rcpl M/ppl expected W/800712 Mr 
WALTERS.S. BAX R L Comrrcnwca’ih Ldscn Co OR/07/12 5pp 40344:221- 
46344.225 


8BO727OO80 LL : R 08 024 03 on G83521.1/2 emergency diosol gcnoraior rocoivod lots** 
automahe start sgnal S'qnal iritated from short circu 1 in start re ny caabcd by Lrc^ublrr- 
Shoot r n activities Auto St O't relay ropa r eJ W / BGO 7 1 3 Hr 

V.AIRISOITO.J . OAX.n l Commonwealth Ed son Co 80/07/20 5pp 46 r j1b.1ti T )- 
46316 1/3 


880727Q081 l EH GO 023 CO on nG0622.n-otOr t(>n*'o Ch 50/29 5 wOu'd rol dutonitlti* 
ca'ly translor from bus 29 feed lo b^s 28 feed duo to i corroctly lamiod wire Caused 
by installation error during consi W.co larded & rrc.d lost ccnviloted W/GLlO? 12 lie 
SILVERT.M. BAX.RL Commonwealth Ed son Co OH/07/21 Gpp. 46305:2/5* 
46305:200 

0008030172 PNO llf-88 U56 on 800724.1,011 s'i:,l d-jwo lo .nvosligato gro.rnd (shorl) in 
man ijonoralof P'Qnt uxpoctod lo roman sh.,i down to.* 2 lo 6 wk*> ?or <|or’u'tilor ro> 
pairs. 

RING.M, FORNEY, VV Rodion 3. Ofc uf Ihp Oi-cctor 00/07/26 Ip. 40404 I OB- 
464 U4: 158 


0808190 104 NI'DES rcnccmpl flreo noiifical-O'i on 8UU725.moasurod lufal residjn' oxi 
cteni eucccdecl U 2 tr.g/L lima.Cfuised by mocharicft' lidue ol ox (font food 
pump Pump ropa red tg correct check valve problem 

BAX.j.t Comncnweaih Ed son Co 00/07/27 linos, Slnle of 2pp 465913 042* 
40596.843 


DOCKET 50-286 POINT DEACH NUCLEAR PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 


8007060620 Generic Hr 88*10 10 a'i power roncior 'iconsees & ho'dors of Hurt 00 ap 
provals ru pu'ct i aso of GSA apprevod icciKiiy containers Svc list one 1 . 

MIRAGUA.F J Associate O.fCClo' lur Pro.ocis iPusi 07041 1). 00/07/01. Conso’idatod 
EU son Co of New York Inc 3l[ip 40300 209 46:188 320 

0007290287 Sun'rran^os 801)712 moat ny w/mdubliy rop.'obunioiivos )n DothOSda.MD ru 
top col rofJt concerning ncod for nlorna' ccntfui luo seals List ol jt.ooIkhj attendoop 
oncl 

MCCRACKL N.CE (3tiom:cal E r<ji.nunf.rg Branch 00/0 //21. FAY.CVV W-sccnsm 
Clccluc Power Co. 4pp 40353 30/ 40353 310 

0000000141 informs Mini dOSigri of new switchgoar room conforms w/firo protoct.on to 
(juremunts of Hoctons III.G R III L of App ft. 10CFR50 & guidelines of Goriurlc Ilf 05 
1 2 Saloiy ovaluni'on encl. 

WAGNEFtpM ProjCCl D.roctornto fll<3 00/07/27. FAY .C.W W.sco.nMfi E:oclr«c Mower 
CO 3pp 40450.324 46450 333 


-8600000143 Saloiy ovaluahon suppcrlir.g ulil proposal ro dosipn of switchgour 
ronni.por Sect or9 III Ci & III 1. of App ft lo 1CCFR50 

* Olhco of Nuclear Roncior RogJaiion. UircctO' (Post 070411) 00/07/27 Ip 
46450 327*46450 327. 

**8806200093 "Movkrw of Poml Beach Nuclear Plant. Uml 1 & 2,Allcrnato Shutdown Ca 
paixity.” 

• Scionco A()():icai:ons lntomot:onal Ccrp. (formed/ Scionco Applcai uns, Inc.) SAIC 
88/3928. 80/06/14 NRC ■ No Doloilcd AfMOhcn Given 6pp 46450:320*46450 333 

0808160244 Ciscusses ut.l nbtirovatod silo access tralniny program tor NRC insp por- 
sonnul complot ng Regon III tramnej in generic aspocts of rad'oiiorx saloly.physical su 
Cimly & omorgcncy rosponso 

DAVIS.A.O. Rogicn 3. Ole of iho Director. 80/07/27 Al.EXtCH.MP. Irdrann MicHgon 
Power Co (formerly Ind.onu & Michgan Efnctrlc Co) 4pp 40561 240 4656 T 25 1 

0000120055 Ack recept of 00UG27 scopo & cbjeciivos for 1988 omcrgoncy prcpa>u<J 
ness oxerciso schodulcd for 080914 Scopo & objeci.vus of oxorciso lo.ind accojitublo 
SHAFER.W D Reg on 3. Ofc ol Iho Droctor 08/07/29 FAY.CW W.sconyn Electric 
F^wor Co Ip. 46525 195*46525 195 

88080-10247 Gonrnc Ur 80*12 lo dll powor reactor “icon sees & oppl canis ro removal of 
life protect on requirements bom Tccti Specs Svc i si cr.c' 

MIRAGUA.F J Assocaio D-raclor fer Projocis (Post 070411) 08/08/02 Consolidated 
Ed sen Co Of Now York. Inc 52pp. 46463.291*46403 342. 


8808110115 Hov 10 to Emergency Pltm tmp’omcnt ng Piocedjto EPiP 3.2. “PDglnij Sy^i 
Operation. “ W/000002 Itr Listed revised forms cnc' 

FAY.C W. W.scons-n F.lcctrc Power Co 00/00/02 50pp 46409 193-46409 P50 

8808180006 Rov 8 to EP App A, "Emeryoncy Rosponso Organi^ahon Por90nnol Pune* 
lion & Rospons , b I ty ’’ W/88C01 1 Itr 

' Wisconsn Eloclnc Power Co. 08/00/04. 39pp. 46584 142-46604 100 
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F>. Operating license stage documents & correspondence 

8808080141 Informs tha 4 Cos gn of row sw.tcFgea' room conforms w/hre prolechcn re 
qj.'errenis of Sccl on s III G & III L of App H. 1OCFR50 & guide ‘mes of Gonenc Ur 05 
1 ?. Sa iotye val j a i io n e nci . 

WAGNER. DM Proiect CreUOratO III 3 68/07/27. FAY.C W Wisconsin EIccViC Pcwor 
Co. 3pp. 46450 324-46450 331 

-0800080143 Safety ovalj3l on supporting ull proposal ro des go ol sw.tchgoar 
room. pc-' Suctions lll.G & ■ 1 L ol App R fo 1CCFR50 

* Olfico of Nucear Reaclo; RegiJa’i-cn. D/octc' (Posi 870411) 98/07/27. ip 
40450 327 46450 32? 

-0806200093 1 Review cf Poni Beach Nuc'ear P.'anl.Uni i & ? Aiicrnato Shu'dowm Ca 
pah 'ity " 

' Scicrco Applcalons fniemai onoi Corp. (formerly Science App icaions, Inc.) SAIC 
83/3028 60/06/ H NRC Uo Oefa 'ed AU'iaton Gwen. 6pp 46450 32G 46450 333 

8903120247 Forwards safety evaluation yan*rg roQtosi fo-r re’ief from exam requ.*e 
moils of ASMC code.Socfion XI 

PERKiNS.K E. Prooci D/ecfOiare III 3 06/03/02 FAY.CW Wisrcns;n Flec:'<c Power 
Co 3pp. 4653? 320 46537:327 

-8008120240 Safe;/ evaUolon grant rg requosi fer reief from ASUt Codo.Socicn X> 
Ova'u-Hicn feauiraTcr.ts 

* Offieo of Ntc ear Reaclc' Regulanon D rector (Post 070411) 83/08/02 5pp 
46537 323 46537 327. 

0800180035 forwards safely ©vaUal:-n ro compl anco w/ATWS ru'e 

1COH50 62 ATYVS design m compVncc w/requ rerei ts 

WAGNER DH Pro.ecl Drccioralo fil l 88/CB/C4 FAY.C W Wisccrs.n Eleclr C Power 
Co 3pp 465R8 347-46580 35b 

-aaoo 180041 Sa'c.ly evaluation support r-j ccmpUa''CO w/ATWS tu‘e 10CI-H50 0?, "Ro 
qj*errenls lor Reduclon cl Rsk from ATV/S Lvenls ler Light Water Cooled Njc’ear 
Poaci P'anls” 

* CffrCO Of Nuclear Reaclor Regjfa'icn. D.rCClar (Post 87041 1) 89/08/04 fjpp 
40568 360 46508 358 

0003170011 Summarizes S'aus of environ qua fic«1 on proyam per 1CCFRS043 & Reg 
Guide 1 UF.Coverhj Crosby IN ndcelng switches. Voarn Ihunnocoup’u 

ccmeclors Lim torque .r/orna? wring rop'atcrrcnl & GC Vii'kono ccblo ropfacen't-r* 
FAY.CW W scons n Elective Fewer Co 83/Cb/OO Ottwnv-rA Conlto 1 Branch (Oocvj 
ironi Conlro' Cos*d 4pp. 46571 347-40571 350 


O. Inspection reports, IE Bulletins & correspondence 

8005200295 NRC Info Nolico 88 032. Prompt RopoMing to NRG of S »;n|i:ani Incidm'ts 
Involving Rad oaci *e Mail *' Svc i $i cnc 1 

CUSNlflGHAU.R.F C.vispn of kduslral & MedCA' Ntclcar Saloly (Posi 870720). 
6C/C6/25 Ccnsoldaled Eason Co ol Now York. “nc. 120|;p 4G3R8 17<J 46398203 

8007200162 Suppl I to NRC Irfo Nouco L8 046. ' 1 ce.nsco Rapt of Oolochvc Rufu»- 
b-shod C'rco l Breakers " SvC ‘isi Orel 

HOSSi.C E Div.sicn ol Opc.*alcna' Everts Af.scssrr.oru |Post 870110 08/07/21 
Consol-oated Edison Co ofNfiwYo**. l*ir 1?5pp 46389 054 46388 178. 

8807200246 NRC 13 j'Ioi n 08 00 if. Th rrblo Tuba Thirnng n WoslinghouSQ RcaJo's'' 
Svc list entj 

ROSSI, CE Uivn. >n cf OpcraliCfia* Everts Assessment (Post 67041 1) 80/07/20 
Consolidated Edison Co ol New York Inc l?3pi> 46318 070-46340 102. 

8807210218 NRC Mo Not co 80 062, ’Tfli'u-e ol inlraute.iro laijem ol f lofctior St»t 
Ap^'icafor BrucfAfriorapy Do vices Duirg Paticri Trcatmoni " Svc i-sl end. 
CllNNlNGHAV.n.E Div sicn ol indusirfil 8. Mod cal Njcfoar Safely (Posl 870729) 
80/07/27. Conso‘:daicd Edison Co cf New York. Inc iCBpp. 46397:029 46397 136 

880816924A Cscusses to\\ aobievatud site access bo«ing pto<nam to; NRC ir.sp pftr- 
sonrel ccmpfoi ng Region III iraming n geruic aspects of rarrialion saloty,pV;ical so 
cunly & emergency rosponso. 

DAVIS AD Rogion 3. Ole ot tho Di/cc'o' 09/07/27. ALEx:ch,m.P. IdJana Mich gan 
Power Co (lo*meriy 'nd ara & Michigan Efcciuc Co.) 4pp 46561248 46501.251 

8808230260 Forwards lalosi rov of NHC Manual Ch.npler 0516. ‘ SALP." Region Ml w.ll 
bog n usng new fui;icticr\nl e # eas sol lorth in rov for a'l SALP rapl periods which 
oxle.nd beyond 0BO6CG ellochvO date cf f'oeedure 

RORELlUS.CE Begicn 3. Ofc ol fr.0 0 rector 80/07727 AIC-X'CH.MP Indiana 
Michigan Power Co (formciiy Ins ana 5 Michigan Electric Co) 39,"p 46G20 090 
46620 129 

8007220034 NRC In'o Noi -o 06 063, 'Licurseo Violations of NRC Rcijulni ons, Which 
ted to Medical Diagnostic M.sedm nistraticns ” Svc lisi oncl 

CUNNINGHAM.R E Divison ol IrduStnai & Medicfl* Nuclear Safely {Post 070729) 
80/07/28 Co'iso'idaicd Edison Co Of New Yodi. Inc lC6pp 46396 203 46397 020 

8007220192 NRC ln 4 o Nof ce 09 054. “Faiu.'e of Crcuil Droakcr FoNowng Inslal'otion 
ol Ampfoclcr C reel Trip Atiachmenl." Svci st end 

ROSS'.CE D«v.sion ol Operational Events Assossmenl (Posi 07O4U) OB/07/28 
Consc'idatcd Ed son Co of New Ycrk. 'nc. 12lpp 4641/ 020 46417 140 

8800090100 Summa'izes results ol waikdowriS porformod by uti‘ of I sled p.pmg sys per 
IE Gu’loi n 79 14. 

FAY.CW. Wrsconsn Elocfnc Powor Co 00/07/29. OAVlS.A 0. Reg<on 3, Ofc of the 
Di'CClO/ 3pp. 4G478 098 4E476 100 

8808120060 Coni rms plans 4 cr B808C6 moe'ing -n Glon Ellyn.lf. to d scuss safoty sys 
funcbmal insp Nciificahon cnc I 

GREENMAN.E G Reg on 3. Ofc of fbo D'ecfor. 68/00/02 FAY.C.W Wisconsin E-'ec- 
tnc Pcwdf Co 2pp. 46525 197*46525:193 

8007280019 NRC fn 4 o Nof-ce 00-055. ‘ Polunhai Prob'oms Caused by Sng*o Faluro of 
ESF Swing Bus” Svc l si end 

ROSSI, Gu O.v.sion ol Operational Events Assossmwt {Post G70411). 06/08/03 
Consolidaied Ed son Co Ol Ne w YcrX. ,'nc 121pp. 4 6437:121-46437.241 


8008030289 Suppl 2 10 NRC Bul:0fn 89 005. "Nonconfo/ming Malls Sjpplod by Ppmj 
Supplies me ai Folsom.NJ & Wesi Jersey Mfg Co al W.lhamstown.NJ ’ Svc nsi crl 
HOSSi.C E. Oivision ol Operoiional Fvonls Assessment (Posi 070411). 08^60 4 3i 
Ccnsolidafod Edison Co of New York. Inc I49pp 46538.121*46538 269. 

8007290000 Suppl 2 to NHC BuTot.n 88 000. “Thermal Siresses in P.p.ng Cohrr.ckd b 
RCS *’ Svc lisi ercl 

HOSSI.C £ Div-s un ol Opc-ratonal Events Assewntmt ^Posl 870411). 68/C9/CK 
Conscl date d Edison Co. of New Yo'k. Inc 1 2 Ipp 46504.001-46504 l2l 

88072901 11 NRC fn 4 o Notce 88-056, Poteniial Probloms W/Sil.cono Foam F-ro Oai'u* 
Perebaiicm Seals " Svc lisi end 

ROSSi.C E D.v.son ol Cneraiionai Rvenis Assessment (Post 870411). t*3/Co.'Qi 
Consol dated Ed son Co. of Now York. Fnc I23pp 46569.1 75 46569 297 

8000120147 Forwaida Satoty Insp Repis 60 266/08-17 6 60 301/08-16 ci /jfjC/l 1 
1 5 Nu v olahons noted 

SFfAFEHAV.D, Hosicn 3. Ofc ol Lho D.rt cior 00/08/04 FAY.CW Wisccns u (Jct'ic 
Power Co 2p p 4C525 189 46525 213 

-0808120160 Insp RoplS 50 266/80 1/ & 50 301/08 15 on 800/1 M5 No viol.dK-rs 
noted Ma|O f areas mspeclodchcmsiry progrom. .ncludng prcccdures.o'gan 1 
iron ng, reader sys water qua’ily conirol p'Oyrnms & OA/QC ccnlro! programs 
HOITZMAN.RB. SCHUMACFIEn.M C. Roq on 3. OlC of lho Di'CCioi 0 y- 
I3pp 46525 201-46525 213 

8808020095 NRC Mo Nofco 08 057. ' Poioni'al Loss ol Snfo SJiuidown Lqui|:Tt f I l>j-; 
io Promaiurc S hcon Contro lcd Rcciifior f ailuro “ Svc list encl 
ROSSI.C £ O.v.s on of Operahonal Evcnis Assossmom (Post 870111) /Wl/C b^ 
Ccnsol daled Ed.sgn Co. of New Yo*k. Inc I22pp 40450.125 46450 246 

&0O0O2O1O2 NRC Info Notce 00-050, ‘ Potoniial Problurns W/ASL : A RiOwn Hop’ll III 
511 Timo-Ovorcurrt'ni Relays." Svc list oncl 

ROSSI.C E D v.s on of Oporaliona' Evonls Assossm.oni (Post 8704 ii) oo/CH/C*? 
Co. rt so‘idaled Ed.son Co of New York, fnc 12Cpp 46638.001 46638.120 

0008030112 NRC info Nolico 09 059. “MSiV Guufu Rail Faluro tit WritC.fonl l ■«, i ,1; 
Svc list oncl 

ROSSI.C E Division of OporaFonal Evonts Asstssmont (Posi 070411) llb/OoiC ) 
Consolidated Fdiscn Co of New York. Inc 1 P Ipp 40*10/ 011*4646/131 

0008040062 S..npl l lo NRC fnlo Nolico 08 094. “fnndnrjumo Oua'ificaiion A Dorm'. • 
lalioa of F ro Hamor Ponoirahon Soals" Svc list oncl 
ROSSI.C f Division of Operational Events Asstissmnni (Post 0704 U) 
CcnsolvfalotJ Ediscn Co of New York. Ire 12lpp 40550 2D5 46558 325 

080017001 1 Sumrra'izos siafus of environ quoUicul'On proyarn. pot & Ik) 

Guido 197, cover ng Crosby I ft imlCAl ng sw.lchns.VOii'n thvnimo>v > 
corncctctv.ii'TilciqjO inletna 1 voting rcpUu.Ctmmi & GC Vulkeivi cubic r 

FAY.CW Wisccnsn Electric Power Co 80/00/09 Document Control nmnr'i iik - <; 
nu;n| Co.nlfO! Dosk) 4pp 46571 34/ 46571 350 

8008050135 NRC Info Notice 80 060, “inndoquaiu Oosign & Insini'at cm ol WuU-u -jt t 
Rorictiation So.ils " Svc I st cncl 

ROSSI.C L Division ol Operalionai Evcnis Assessment (Posi 070411} eii/UR'i 
Oomol doted Edison Co of New York. Inc I23pp 4G569 298 465/0 059 


8890050240 NRC fn 4 o Notico 00 061, “ConUef Room I Inbitnhil.ly * Rorcni Muv .iwsci 
Opcrat-ng Exnenerce ” Svc 1st oncl 

ROSSI.C E D.v.s-cn of Operafonal Evonls Assdssmoni (Post 870411) l!U>C 0 r'i 
Conso’idnicd Edso'iCo. ol Now York. Inc I25pp 46594 312- 4C595 070 

880&O5O295 NRC Info Nohco 80 002. "Rocnnl Findings ro Implcrnnniahcii o 1 CJA P c 
rams by Supp'iers of Transporl Packages " Svc nsf oncl 

URNETT.RF. D-vislon of Safeguards & Transporiai.ori (Post 070-113) l!ffroo/i7 
Consol-c/oted Edison Co. of New York. fnc. lOOpp 46581.155 4C501 263 


0800090264 NRC Info Notice 00 C63. High fTadiahon Ho2ards From IrraJalul m( Hj 
Doicctors & Cables " Svc I si unci 

HOSSl.C.E Division of Operaional Evcnis Asbossment (Post 870411) flS'Ofl'K 
C o.' iso l.( fated Ed-son Co of New York. Inc I JOpp. 40 5 09.06 5 4 6569 1 74. 

8000 1 10206 NRC Info Noilco 00 064, "RcpoMing Fires In Nucfoar fhocess Syri nl Flu. c 
«r Power Plants " Svc lisi encl 

ROSSI.C. E Dw.scn ol Oporaiicnai Evcnis Assossmont (Posi 870411) FOrOM'iG 
Conso'idaied Ed so>> Co of Now York. Inc I04pp 46643 001-4C643 l04 

8808 1 20327 NHC Info Nohco 08 G65. "Inadvorfonl Drainages of Spunl Fuel Pooh S.; 
list or.ct 

ROSSI.C.E D< vision of Cporahonal Evenis Assessment (Post 070411) nu/09/i£ 
Consol tfatod Edison Co of Now York, Inc 123pp 46G28.01 1*46620 U3 

D0OB 160392 NRC Info Notico 08 066, “fndusfnal Flarfiography Insp & EnlO'CCrTC.il S,. 
I si oncl. 

CUNNlNGHAM.H L. DiviS’On Of Indusinal & Modical NuC J oor Safoly (Posi f!/0/?T 
68/00/22. Conso'idaiod Edison Co of Now York, Inc 9Gpp. 46628. 1J4 46620 ??J 

8008160414 NRC Info Nohco 68 067, “PWH Auxilary Feedwolor Pump Turh *iu (>,• r 
Spued T rip Failure “ Svc list end 

ROSSl.CC O. vision of Opetahonnl Evonts Assessment (Posi 67Q41M /j/i/04 , 22 
Consol'CJfltCd Edison Co. Ol Now York. Inc. I23pp 46643. 105-4C043.227. 


R. Periodic operating reports & related correspondence 


B0O817O215 Monih'y eporating repts for Jul 1908 for Point Roach Nuclear Plant U *‘S i 
& 2 W/030800 Iff 

KRAUSE ,C-W., FAY.C.W Vfisconsm Elcclnc Powut Co. 00/07/31. 9l*P 46500 3)7 
46560 345 
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S. Reportable occurrences, LERs & related correspondence 

080819021-1 LhR 88 006 03 on 6807l2,pressun*er liquid space sample/ contain-nonl 
isolation valve found >n mid pcsitian.Causo unknown Valve closed A valve survoii'ance 
increased W/8B081 1 Hr 

FAY.C W. Wisconsn Electric Power Co 08/08/1 1 ?pp 46596 044-46890:050 


DOCKET 50 267 FORT ST. VRAIN NUCLEAR GENERATING STATION 


F. Security, medical, emergency A fire protection plans 

0007060520 Genonc Hr OB 10 lu a l power reactor licensees & ho'ders ol Part 95 ap 
provats re purchase of GSA approved SOCurily conlu'p.or:, Svc list end 
MIHAGUA.F J Assoc fllO D rector for Pro.uctS (Posi 070411) 08/07/01 ConsohdaUsd 
Edison Co ol New York. Inc 3lpp 46300 299 46900 329 

0007290244 Forwards scl.ud .le ol App R mods updolmg previous schetlula Changes lo 
schedule dscussod 

WAREMBOURG.DW Pub'ic Scrv.co Co. Ol Co'orado 00/07/00, CALVO.J A Projoci 
D.'tiClOraio IV 6pp. 46353.352 46353 357. 

BOOB 180099 Partial response to FCIA requosl for documents App P documents oncl & 
availabio in POR. 

GRIMSLEY.DH NRC ■ No Doio/Cd A1li!.nli<m G.von B8/07/10 JONES.C Affl-alion 
Not Assigned Bpp 46579 032 4G579 039 

-0312220153 Forwards rosponso lo ling on IV roquosi for lechmcal ass’Sianco on np 
p9cab:lity of 10CFR50,App R to locnty Hosults of perfarmunco goal review lo/ alto'- 
nalo shutdown coo’mg method expected during upcoming mcnlh 
JOHNSTO.N.WV Assistant Director lor Malls, Chom & Environ Technology (Rost 
830201) 83/12/07 LAINAS.G C Assisianl Director for Opcrat.rg Reactors 7pp 
4G579 160 46679:164. 

8807200300 Forwards Rev 1 lo T.ro Proiedicn Program Plan." lor NRC reviuw 
WILLIAMS.RO Public Service Co ol Colorado 00/07/22 Document Control Branch 
(Document Conirol Dosk). 4pp 46333.029 46339.149 

* 0007280309 Rov 1 to "F ro Proiecton Program Plun." 

* Pubic Surv.ie Co ol Colorado BQ/07/22 304pp 46338 033 4G339 149 

8808050072 Forwards Rov 20 lo physical soci.nly plan.Rov withhold (ref 10CFR/J 21) 
FULLF.R.C.H Pubic Sorvico Co of Colorado 08/07/22 Documont Control Rroncn 
(Document Control Oosk), 2pp 40437 1 19 46437 120. 

8008080010 Forwards toeeclCd pages to App A Rov 20 Ol physc&l Socunty plan Pages 
wiihhoid 

Kl7LI.EH.CH Pubic Scrv.co Co ol Colorado 80/07/22. Document Ccnlrol Branch 
(Dccumcm Control Dosk). ?pp 4C450 243 4G45U 24 1 

8000 100320 Issuo 6 to "Red ologcal Emergency Response l J lan.Soctien 10. App E" 
W/0f]0727llr 

FULLER. C H. Publ.C Sorvico Co ol Co'orado 88/07/27. lOpp 4G482 1 1 1 40482 120 

8000120013 “Radioing cal Emergency Response Rian." W/800B04 Hr 
FULLER. CH Public Sorvico Co of Colorado 80/07/31 203pp 46513 280 

46014 202 

0808040247 Generic Hr 88 12 to a'l power ronctor licoriboos A nppl.conls ru rerroval of 
fire protection foquirom.cnt9 Irom Tech Specs Svc hat oncl. 

MinAGLJA.F J Associate D rector for Projocts (Post 0704 1 1 ) 88/OH/t)? Consol dated 
Edison Co ol Now Yoik. Ir.c. 52pp 4C4C3 291 46403.342. 

8808 IBO 191 Forwards Rev 21 lo physical security p'an.lnc'udinq App* IJ A C lor roview 
ft approval Ruv w.ihlicld (rof 10CFR73 21 & 2 700(d)) 

FULLLR.C.H Pub'ic Service Co ol Colorado 00/00/14. Document Control Branch 
(Document Conirol Oosk) 2pp 46585 354 46505 355 

8800 (80 195 Forwa'dS Rov 21 10 App A of physical security plan Rov 21 10 Apps 0 & C 
of Physical security plan will be suUmiitud undor soparuto cover Rov withhold (rol 
10CF 112.790 8 95) 

FULLER.Clt Pubic Sorvico Co of Colorado O0/U0/M Document Control Branch 
(Document Control Oosk) 2pp 46599 001 ■48590.00? 

8800250329 Forwards FEMA "Rad ological Emo'floncy Preparedness Exorcise Ropt" of 
800005 Oxcrciso-Dolicionues nolod 

CALl.AN.LJ Rogion 4, Ole ol Iho Director. 00/00/17 WILLIAMS, R O Ruble Sorvico 
Co. ol Colorado 2pp. 4GH42 225 4GG42 325 

0800220350 Nobhcaton of 080031 mootnq w/ulil in Rockville MD to discuss f ro pro 
icciion at faci'ity 

MEITNER. K l Projoct D.rcdcraio IV 00/00/18 CALVO.J A Pro.ocl D.fCCloraio IV 
2pp 46605 121 40005:122. 


H. General correspondence 

8808030293 Comments opposing proposed mods to 10CFR1/0 & 171 ro making licens- 
ing f qqs more appropriate to NRC costs incurred in prov.dmg sves to each 
roaclor. Supports option to dolor olfoct o( 10CFR170 uniil next yr. 

WILUAMS.R.Q. Public Survrce Co ol Co'orado 8Q/07/25. Docketing & Sorviccs 
Branch. 2pp 46360 209 46360.210. 


J. Insurance & Indemnity Information 

0-807280322 Forwards EmJorflumonls 101 & 102 to NELIA Policy NF-230 S Endorso- 
monts 05 & 86 to MALEU Policy MF-90. 

O'CONNOR, D.J. Marsh & McLennan. Inc. 00/07/20 OINIT2.I Ofhco of Nucloar Ro- 
actor Regulaiion, Direclor (Pest 870411). 5pp. 46345 134-46345 130 


K. Utility Final Safely Analysis Report (FSAR) & amends 

0807260280 Rov 6 to updated FSAR for Foil Si Vrain W/8B07 22 Hr 
WiLLlAMS.R.O- Public Sorvico Co ol Co'orado. 88/07/2 2. GOOpp 46270 151- 
46203:151. 


P. Operating license stage documents & correspondence 

BB08150243 Podia’ rosponsu lo FOJA req.;esi for documents Forwards App M 
documenis.App L documnnis maintained m PDR Appu N & O documents parTal.y 8 
totally w.thheW.ro&poct.voly (rof FOiA Exemption 5) 

GFtlMSLEY.DH- NRC No Ootailed Alf l afion Given B8/07/05 JONES.C Affl qhon 
Not Assigned Mpp 46501 184 46503 353 

--0800 150290 D.scussos 830202 lE/rcgional safe shutdown msp program coordination 
mooting Another mooing w.l bo held subsequent to inhal salo shutdown msps 
plonnod for latter ha'l Of FY83 

TAYLOR.J.M U.v ol Qu/ll.ly A'jSuronco.Salequards & InspOCliOn Programs.lE (030101 
050212) 83/08/12 MURLEY.T E Region 1, OlC of IKo D.ractor O REIL LY.J.P 

Rcgon 2. Ofc of iho Drocto' KEPPIER.J G Regan 3. Otc ol tro Director in 
46501:306 46501 3G6 

8808040353 Forwards saloly uvolua* on ro requirements lor rodimdmcy in respond ng 
lo rapid duprossiinrotien acc donl.Proposals fo* rcd.imlancy roqjrenient to respend to 
□ UA 2 accopifib’o 

HEITNER.K.I. PfO.OU Oroctorato IV. 08/07/21 WILUAMS.RO Pub'ic Sorvico Co. Ol 
Colcmtfo 4pp. 4 b4 32 226 46432 301 

•-0808040356 Sflloly eva'uafing supporting roqu:rcmcnls fer redundancy In rospcnd.ng 
to rapid iJoprossunroiion accident 

- Oflico ol Nuclear Reacior Hegulahon, Dcecicr (Pesl 870411) 88/07/21 4i>r> 
■1G432 230 48432 233 

-0801000075 "Tectmicol Eva’ualion of Proposed Redundancy Roquromonls for Ho'uiii 
Circu it cn Toch Specs to AccommorJato Rap.d Deprossu'irnhcn Accirlonl.*' lochnical 
ova'uHtion ropl 

MOSES.U.L ., GAI L.SJ. Oak Rirfgo Nahcnal Laboraicry FIN A 04 78. 87/12/14. NRC 
No Detalod Afhllftt un G von 20pp. 46432 234 46432 253 

•-8B01 110119 "Annlysos m Fori St Vrain DiJA-2 Coro Oamago Frequency " 

I IURRELL.S J . MINARICK.J W Science Applicalicns intornat-cna' Corp (fo'morly Sci 
oiico App icaiions. Inc ) 07/08/11. 49pp. 46432.254 46432 301. 

B0CBO5O14 7 Confirms BB0720 tclcon re schedule for ccmplutmg acton iloms ro Amend 
GO to licanso DPR 34 roviSng oxisimg sotponls lor plant proteciivo Sys to occcu'd 
lo' nslrt/rnontaiion unce.*toiniit)s.lnto nocdurl wiih.n 45 days. 

BRRY.h L. Pubic ScrvicoCo of Co'orodo 88/07/2 2 Document Corvo! Branch (Doc 
wmonl Control Dosk) 2pp 46449 278 4G449 279 

8808050250 forwards fuo! accojntati lily rodnl 3 dimonslonal vol.d.ltcn repl.por 83041/ 
(J scus^ on- Uescr;pl on ol ant clpaled use of sys also end 

□REV.HL. Public Suivlco Co of Colorado 08/07/22 Documom Control Brunch (Doc- 
urr.enl Cchtml Dusk). CALVO.J A Project D.roctorato IV 4pp 40440.292-46449 001 

■0008050252 “Vn’idoiion of Fuel Accounlabi'ity Nodal. 3 Dimuns onal Model for Fori St 
Via n File 1 Accouniabi ay Colcu'aiions " 

MAi AKHOF.V Pub'iC Sorvico Co of Colorado 88/07/00 1f>Gpp 4G440 290 
40449.09 1. 


0000160146 Forwards rovs to Tocti Spec ujxj'ntln p'ogram dmll specs. prov.cJtny clor.h- 
cniions & correclianspor 8B07I3 llr. 

DFfEY.II L. Pub'ic Service Co Of CclarrnJo 80/00/05 CALVO.J A. Projocl D.rocfoailu 
IV. 34pp 4055 1 101-46551 131 

0806170077 Resubmits affected pages of Tech Spec L«rniliutj Ccmihlon for Operation 
4 6 1. "Auxiliary C'ecf'ic Sys." pur 800/27 request A mart) re(;uost odginaky feulmtluiJ 
w/800419 Hr AllflChmonis chongoiJ n formal only. 

WiLLlAMS.R.O rutil.c Service Co of Colorado 80/00/05 CAl.VO.J.A IVo.Ocl Dime 
lOMlC IV. ?pp 4G5/2. 10/J 18572 174 

-8000170083 Applicai cn for nmund lo License DPR 34. 

WiLLlAMS.R.O Pub'ic Soivco Co of Cclurado 88/08/05 2pp. 40572 170 
465/2.171. 

— Q0QO 1700B4 Proposed loch Spues re auxiliary o.’ecinc SyS involvng pro;>osrd change 
of dc hmionos 

* Puhl C Snrv.co Co ofCclorado 88/08/05 3pp 46572 1 72 46572 174. 

0008 IB0 106 Forwards Amend 61 1e L : censu DPR 34 & safoly oviYuatcn. Arrornl 
cf'iangos Tocfi Spec 9 re doloton ol rot|uiromont lo momlO.' lomp of Dow Po nl mois- 
ture moniiors 

MEirr;en,K L fTo.ocl (Voctorato IV O0/(J0/O5 WILLJAMS.no Pub ic Sorvrce Co of 
Colorado. 4pp 46^76 267 46576 276 

♦-8BOB10O198 Amond 61 to Licunso Df’R 34,dnlotmrj roquiromcnl lo monitor temp ot 
Dew f*o nt mci&luro mon tors in Sociion 4 4 

CALVO.J. A Project Directorate IV 88/00/05 4pp 465/G 271-4G576 274 

♦ -8000 180205 Solely ovaluahon suppcrling Amend 61 lo L cen9u DPR-34. 

’ Off.co of Nuclear noactor Rcnu’Hiion, O.roctor (Posi 0/041 j) 0B/O3/O5. 2nn 
46576 276 46576 2?6 

0000180232 Forwards Amend 62 lo Liccnso DPR-34 & safoiy ovaluahon. Amand do- 
lotos rof In App D lo 10CFR51 5(t))2 

HEITNER.K .I, Project D.rcctorato IV. 0B/OU/95 WILLlAMS.n O. Put/ic Service Co of 
Colorado 4pp. 46576 244-4657G 252 

-0008180239 Amond 62 lo License OPR-34.dolo!ing rol in App 6 of Tech Snocs lo 
10CFR5 1.5(b)?. 

CALVO.J A Pro.ocl Directorate IV. 00/00/05 4pp 40576 240 4C57G 251. 

-0000180244 Safotv ovaluaKon simpering Amond 6? lo Liconso DPR-34 

* Oilice of Nucloar Reactor Regulation, Oirocior (Post 0704ii) 88/00/05 Ip 
4 6576 252-46576 252. 

0000 100188 Forwards saloly evaluation support-ng util 070206 submittal ro safo shut- 
down capability for plani high temp oas cooled reactor ol up to 02% power. 
HFJTNEH.K L. Pro.oct O.roctoroio IV. 88/08/10 WiLLlAMS.R.O Pubic Sorvico Co ol 
Colorado 4pp 465B4 130 40584:138. 



Co cfCo’-rado 2pp 466 -1 9 335 466-10 305 


O- inspection reports. IE Bulletins & correspondence 

0805200235 NRC Info Not :o 66 032. ' P'Cmp: Roped r.g 10 NHC ol Sign.lic<m| lnc-der:s 
trwolv no Rai oachve Mai* " S»c I si encl 

CUNNJNGHA'J.n E. 0-v*S-cn o' naastral 5 Med'Cal Nuc'ea* Safely (PoSf 8/0723) 
B8/05/25 Ccr.sol dated L* cl. son Co ol No a York. ire. i?*pp 463Q3 179 4E3E8 298 

8887270129 Responds to NHC flu lONi B8 C id u'* dees nol possess JT.y Model SPEC 
2 T r&djcgiapvue dcs/uea 

VVilUAMS.RO Ptfic Serve© Co o? Co'orado 89/07/1 1 Document Cort«ol Brencn 
(Document Coni'ol D©S*>) Ip 46317:241-4531? 2-11 


Penoirnl on Soa'S ” Svc liSl end 

ROSSI. CF O.viiien ol CperaTonal Events Assossmom (Post U/fMlI) i 
Cgnso'idattd Edison Co ol He* Ycik. Inc I23pp -10569.296 -Ib'i/U l ri.fi 

0000050240 NRC info Nolico 88U61, 'Conlrol Room Mnb-I;ibil.ty lli.cr: « li 
Cperalr.g Experience*' Svc liSl Oncf 

ROSSi.CC U«.$oa of Opocationa' Evcmls Assessment (Past 
Consolidated Edison Co ol Mw York, Ire I25pp 4G594 312 4i*li9’i o/r, 

$008050295 NRC 'n'o Nohcc BO 052, "Recent Findings rc» Implormil.iL-i.i .. 

8 rams by Suppl o.*s of Tronsporl Packages ” Svc hsi encl. 

URMETT.RF Oivi&ion of Safeguards. & Transportation (Posl (1/04111 
Conso’idaicd Edison Co ol Now Yo'k. Irx lODpp 4G5K1 1 55 -4li5Hi Xi.» 


8607200162 Suppl 1 to NRC Ir.'O N'ct'ce eG-C4G. Licensee Hcpt o 4 Defective Ho'jr- 
trshed Great Breakers* Svc i*si one . 

ROSSI, C E O/Sicn cf Operational Events Assessment post 670411). 86/07/21 
Consolidated Ed son Co ol New Yo-'k. Ire I25pp 48358054 48360 17B 


8006090264 NRC Inlo Nolico 08 003. ‘'High Rndahon Hazards Hum li , 
Ocieciurs & Cables ” S^c bsi und 

ROSSl, CF Div.son of Operational Events Assessment |l'osl 67<Mll) 
Consolidated Ed-son Co of Now York. Inc 1 lOpp 4b56'J 0U6 •Ifi'iiid l /- J 


0807290233 Respcrds to NRC GUet-'i 37 002.Suppls l £ 2. Fastener Tes' ng to De 
re'mre Coaforrrar.co W/App! cah o Mail Specs list ol lasxner seppte'S end 
WILIAMS HO Pubic Se/v.co Co cl Cc'o'ado G3/07/2I. Document Ccnlrcl 3ranch 
iCocumenl Centro! Cask) I9pp 46353 233 48353 25? 

0008 1000 10 Ack roco pt of 833701 Ur rtc-mlng NRC o 4 slops laken *o correct violations 
noted in ‘nsp Rcpi 50-267/68*1 1 

CALLAN.L J. Re* on 4. Qfc of mo Director 80/07/25 iVlLLlAMS.RO PlU*«: So/vco 
C o. o 4 Cco-ado. 2pp 46103 2/3 464R3 274. 

8807200246 NRC Oul'otn 80 009, ThimVe T ut:o Thirn rg m West tq'iojso Reactors “* 
Svc l si end 

ROSSI.C.E C vis on o 4 Operational Evcnls Asscssmonl (Pcsl 670411) 86/07/26 
Consolidated Ed son Co. of New York. Ire I23pp 4634 6 070 4 6349 192 

0eO72lO2l6 NRC lr‘o Ny.ico 88 062. 'Fai-i'e ol «e Tar'lcm ol Flot-t'Q' Sbl 

App caior B/achd^erapy Dev.ces Dur r.n Patier.t Treatrreni " SvC ..St artl 
CUNNINGHAM R E. D-vis.cn cf irdjsfr’al & Moj cal Nuclear Safely (Post 670729) 
66/07/27 Consol d3ied Ed sen Co. ol Mew York, fnc ICBpp 40397.029-48397:136 

8807220034 NRC inlo NcH© 86CS0, 'Li:ciiseo Violate ns ol NRC Reg j'alions.Wn cb 
Lett to Medical Dognoshc M.sad-m n svat ens '* Svc l si end 

C'JNN NGHAM H E. D vision o' 'ndustnal & Me d«ca“ Nucloar Safety (Post 870729) 
t0/O7/28 Ccnsc'idatOd Edison Co cf New York. 'rc. I06pp 46396 263 46397 028 

8607220192 NRC ln*o No 1 C6 88 054, "Fai*!'© ol C rcu * Break©' FolOwmg Insial'al-cn 
ol Ampiectcr C reel Tnp AMachmonl " Svc fisi errj 

ROSSI.C E Div s.O'i ct Optvalona* Evonls Asscssmem (Post 870-111). 89/07/26 
Consciidat-cfl Edison Co ol New YO’k. Inc 12* pp 46-1 17:020-46417 140 

8807280019 NRC Info Nolco 89-C55. ‘Pcientdl Prcblems Cai/SOiJ by Snglo Fai!uro of 
f S c Sahi B-js Svc i. st end 

ROSS .C t O vision ol CpcratiOnal Everts Asscssmonl (Posl 8704 1 1) 86/06/03 
Conso' dated Ed son Co ol New York Inc I2lpp 46-137.121*4643/ 24 1 

8808030289 Sjppl 2 lo NRC eul'etm 86 00b. ' Nonco‘' 4 orm-r:g Mafis Supp'ied by P p;ng 
Supjp ies.lrc at Fo'so-nNJ & West Jersey Mlg Co at VVdiamsicwo.NJ.’ SvC is* end 
HOSSl.C F D.v.sron ol Operaicnal Everts Assossmont (Post B704 11) 86/08/03 
Consol da»dd Fdison Co o'NewYork Inc 140p;> 46538 121-46536 269 

8007290008 Suppl 2 to NRC Bu'lcln 08 008 “Tbernai S:»ossos m P'pmg Conneclod lo 
PCS ‘ Svc I St and 

ROSSI.C E C v.Sion Of Operal pna‘ Even's Assessment tPoul 870-111) 88/09/04 
Conso 1 daied Edison Co of New York, ire I2lpp 46504 00 1 40504:121 

88072901 1 1 NRC Irfo Noi ce 66-C56, ' Pcient-a* Prot'ems W/Si cono Foam Fre tiarr.o/ 
Penclration S‘23's '' Svc I s? oncl 

HQSSICE Divison of Cpcraiona' Even Is Assossmcni (Post 8704 11) B8/00/04 
Cofsc'idatcd Ed son Co cf New Yo*k, lr.c l2Jpp 46560 175 46569 297 

8800000210 Ack recept Ol B60707 toques 1 lor Gxlcr.son ol 30 days for subrriitnl ol 
plan changes per l.nsp Ropl 50 267/B7*29. Extonsicn granted 

CALLAN.L si Reg on 4, Ole ol Ihe Director 8S/O0/O4. WILLIAMS. H O Pub’ic Soatco 
C o ol Colorado ip 46451:130 46451 1 30. 

0808020095 NRC Info Not.ce e8 057. "Pcieni al Loss of Sato Shutdown Equprreni Duo 
to Premature S: ten Convoked Reel l-or Fai'u-'d ’ Svc hsi enci. 

ROSSI.C E. DtviS’dn of Operational Everts Assessment (Post 8704 11) G0/OB/O0 
Corsc'idatod Ed son Co of New York Inc 122pp 46459 126 464 59 246 

8808020102 NRC Info Notico 88-058. “Poienl al Problems W/ASEA 8>ow n Dovon RE- 
51 L Time Overcirreni Relays " Svc 'is I encl. 

ROSSI.C E. Diwson ol Operational Events Assessment (Post 0704 1 1). tiD/09/08 
Consoldatod Edi-scnCo ol New Yeti'. I^c 120pp. 46633 001-465^ 120. 

000812031$ Ack recept ol chi E0U622 Hr nforrr-ng NflC of steps laken to correct vao'a* 
1 on* roied *n Insp Rep’ 50-267/08 09 

CALLAN.L J. Reg on 4, 0?c ot the Director 6U/08/OB WllLiAMS.no Publ c Serv.co 
C-o of Cc'.o«ado 2pp. 46615 266 46515267 


0808 11 0206 NRC Inin Notico 60 004. “Ruporiinq f iros in Nuclear J’lucnv* f.^‘ 
ar Power Flar-ls’ Svc list end 

ROSSI.C E P.v.sio.'i of Oporaicnal Events Assessment (Post JI/iiVi| 
Consolidated Edison Co of Now York, Inc. I04pp 4G043 C01 4661 I.HM 

0800120327 KRC Inlo Koiico BB 665, Inadvertent Dru nagos ol Spt.nl I « 1 1’ 
i'St encl. 

ROSSI.C E D.v.son of Oporai cnal Events Assessment (Post n/d-ini 
C0.'scl daied Ed son Co of Now York. Ir e 123pp. 4Gb2fl 01 1-401*211 l 1 1 


8008250351 Fcrwaids .'nsp Ropl 50-267/06 1 3 onBBObOl 30 74 r-ptu-f.l v-- 1 
CALL AN.L.J Region 4. Cfc of tho Droclor. 00/06/l<) Wll.LIAMS.u.n l -i 
Co ofCcl'jrodo 2pp 46646 219 46648.235 


*■8008250356 Notco of vio'alion frem Insp on 066601 -30 Vio\if ;n r:.‘< 4 
moiniafn Procedure SR-5-2 iBa O.lssun 34, "PCRV Ctlosuro lonk-uj-i |:, i* < 
curreni w/Toch Spec ct ango iss.ierfon B20318 
' Region 4. Ole Of tr:0 D.ror.tor GO/Cb/ 10 Ip 4G640 22 1 -4bG-1fl 22 1. 

•-08DB25O358 Insp Ropl 50-2G7/80 13 on 6BQG01 30 V.o'iilipn * 

inspected Scenseo action cn NRC b,.iinlns.cporaiionol safely vi:riii;«iii * 
cYlogat.cns.oriuipmeni quaM.calion lorrp profile 8 radiological prole; i >n 
FAnnLLL.R F . MULLIKIN.R.P. V/ESIERMAN.T F Reg-on 4. Ofi uf it. • :■ 
08/11. 1 4pp 46640 222 46648 235. 

0008160392 NRC Inlo Not ed 89 OGO. "Industrial Radiography Insp A f i 4 . ■ 

I st or* cl 

CUNNINGHAM .RE ll.vison Ol Indjsbml & Modcal Mtir.!uw SaL»ly 6 ; 
UB/08/22. Consol dated Edison Co ol Now York, Inc 90p;> 4Gl>26 CM -1' '* 


08001604 14 NRC !r/o Nolico 88-067. "PWR Auxi'iary Fccdw.itnr Pi.mp hi 
SPG6U Tnp Fa lure " Svc Ii5l Oncl 

ROSSI.C.E Divisxn of Opcraiional Evonts Assessment (Post u/ii4il) 
Coasul.rJat«d Edison Co of New York. Inc 123pp 46643 1 05- 400-1 J 


R. Periodic operating reports & relaied corro&pondonce 


0808010406 ’Annual Ropl of Changos.Tests & Expunmonts Nol 
mtSSion Approval Per lOCFRSO 59 '* W/860 72? Itr 
0RF.Y.VI L Publ.L Sorv co Co cl Colorado 60/01/22. 32 pp 4bj/2l>Mj V- 1 


8007260254 Monlnly oporalmg r ept for Juno 108B for Fort Si Vrpm VV/liiM»/ * 
NOVACHEK.FJ. FULLER.C h Pub ic Sorvico Co of Colormlo llhri- 
4G2B3 003 46203 02‘i 


8808030255 Summaiy of Ope/a1:ng Reacio/s Evonls Mooi-ng UH 26 *.n . • 
grap);s & hsl ol al’endeos oncl. 

LAMN'NG.W. Events Assessment Srarch 06/07/10 ROSSt.CE It.* * 
aiional Events Assessment (Posi 0704 1 1 ) iGpp 46406: 1 14 40406 12.1 

0000160446 Final response lo FOIA roquosl for documents ro loiol ur*;» I 
njmbor ol vio'aiions for Rogon IV plants for CY87. Forwards App A ilii- >. 
document also cwai'ab'o in PDR 

• NRC - No Detailed Alli’iahon Given. 89/07/21 WfLl.IAMS.QG JMA 
2pp 46523:273-46523 275. 


*-8800160452 "Toial Fini ngs S Hours for Each Reg on IV Plant lor 196/ ' 

* NRC • No Dota-led Affiliation Givon 80/07/21, ip 46523 275 4G r .23 2/s 

8000230004 Monthly operating rapt fo' JuJ 198b for Fort St Vran Unit 1 W- 1 
MOVACHEK.F.J.. FULLER. C.H. P^bl.c Service Co of Co'orado uf!/0; 
45912 322 45912.334 


cpon following roarer Shutdown A deprossun/niion Caused by faUro of sol screw in 
vfl’vo V 1 1 1C63 vw'll bo ropare-d'rop'acod W/H0O0OO Hr 

JOSEPH. M . Rll.LEflCH PuU c Soivice Co of Colorado. 08/08/05 13|«|i 

46542:1 H -46 542 126 


OCKET 50*269 OCONEE NUCLEAR STATION, UNIT 1 


Security, medical, omergency & lire protection pinna 

107060520 Gerer.c Ur 80 10 lo all power roaclor liCon‘ituv> & ho'dors of Part 9f« op 
provals io porchaso ol GSA approved scci-My comakers Svc list oncl 
MIRAGLIAF.J At.st:r.ato Greek’-* lo* Fro.ocfs <f*osl 070411) 80/07/01 Conso'clnted 
Ed lion Co of Now York. Ire 3lpp 46300 200 46300.320 

107200092 Advfvos Ifiai 680525 Rev 25 10 physral seemly plan consistent w 7 
tCCf ; R50.5'f(p) & ACtU(i'ab‘Q OU’.or podons fQU«,ifO clari<*e.il.on*i O- - roviow by rnspoc- 
tar on Silo 

CLING, V/E notion 2. G'c of iho Di'cctor. 0870770? HJCKFR.H B. Duku Power Co 
2pp. 46337 10?: 1633/ 100 

S0&18D099 PqiIiCiI rospoiso to V OlA ropuest lot dauumonls, App P dotuumms end & 
avaraOlo in PDH 

GHfMSl.EY.D.H NRC • No Domicil AlMiaiiO.n Givun 00/07/10. JONES.O Alf.l niton 
NOI Ass grod Bpp 40579 U32 46579 03U 

3305020091 Responds lo 020309 ruquusi for rjirdancu on six uriruso’votl Ire protec- 
tion iiems.Giadarce s-bmllod providos nSla'fnlion tilcfb 8 ertfos upp'icablo to mods 
JOHNSTON.W.V. Assistanl nrcclor lo' Mails. Chum & Environ Fcurolcgy |Pos1 
030201). 03/04/27 Ol SMiNSKU.A. Div of Errjinucnng 8 0;>ewiii:nul Programs. H2 
3pp 4G5CC! 10Q485RO 162 

108040061 Forwards Imp Rupts 50 269/00 19.50 270/80 19 A 5O207/HU-1U on 
00062/ 07111 No violat ors or dovaiions noted 

1 1EHUT.A R. Rogton 2, O'c ol iho D,rocior 087 07/2 1 TUCKER, M B Duko Power Co 
2 pp. 40432 119 46432 123 

0608040064 Insp Ropls 50 2G9786- 19.50-270/nfl 1 0 & 50 287/80 19 on 80002?* 
0701. No v oiai‘ori9 noted Major areas inspocied.QA/OC conhois A work achvdius lor 
Mu p'ottciion.sonirrlc mcmicnrg & lollowup on LER 209/00 05. 

HARHlS.J.n noflion 2. Ole Of thO U.roctor 08/0*7710 bpp 4M32. 121-48432 12D 

108040130 Forwards lnsi> Ropes 50-260/00 I5.5O'2/O/U0- IS A 50 287/80 15 on 
8805 1 7 0? 1 5 No violRt-ons or ilnvfllioris rot«fl 

□nOWNLEE.V L llogcrt 2. Ole Of 1l*o O roclor H8/07/21 TUCKER.H 8 Duko Powor 
Co 2pp. 46431 216-464 31 229 

8008040132 Insp RoptS 59 269/08 1 5.59 270/00 1 5 A 50-207/00-15 on 060517- 
0715 No violations no’r-tJ Wn;ar nmiis; inspected. 

opoioVons.S'^voOnnto.mBni.saiogjaiUs ft rodvouen proloclvon.insp of cpon »icms A 
mpp lodowup 

SKlNNER.P H Region 2. Ole of iho Uirectcr OB/07/21 I3pp 40431 2 1 7-4643 1 229 

300030321 Rov 06 04 10 Vol R & Rov 80*06 to Vol C of ’’Oconoo Nuclear SmiiOn 
Eniorgc-ncy Plan Iniplomoniir.g Procod.j'us “ 

TUCKfcn.H 0. Duko Power Co 80/07/22. 56pp 4640U 170 40400 224 

000170007 ftequosls cnnco!laliori of security Intodnco mooting vv/NRC schodulod for 
800010-Chans showing now general ole sccudy org«in:zahonal slruciuro oncl 
1 UCKEH.II B Duko Power Co 80/00/01 GRACE J N. Dog on 2, Cfc of iho 0 roclor 
5pp 46572 047-46572 051 

608040247 Goroi.c Hr 88 12 to aN power ronctor hconsous A ap, 'll cards ro removal of 
(no prctcclvon tcciwiomotus how Tech Spccs.Svc oncl 

WinAGLlA.F J. Assoc alo Orccio. 1 lor Projects (Post G 704 II). 80/00/02 Consol daiod 
fc-d son Co. of Now York, Inc 5?p p. 46463.29 1-46403 342. 

608170127 Advisos that G8CG07 Rov 00-1 to omorgoncy plan n^Quls planning stds of 
10CFR50 4?(b) A roqu-romanis ol App E to IGCPRSO 

COLLJNSD.M Region 2, Ole Ol Nio O-roslor. 88/00/05 TUCKER, H O Duko Pov.cr 
Co Ip 46572 12G-46572 12G 

608150010 Forwards Rov 26 to socuniy plan arfdrossmy ofgnrizat.onal char.gos Rov 
withheld (rol 10CKH73 21). 

TUCKER.H 0 Duko Powor Co 80/00/00 Documonl Control Branch (Document Con- 
trol Dosk) 2pp 46551.201-46551 202. 

809220097 Ic/o'ms that &8G616 Rov t to iSFSl socurdy program accopiobio m moot 
Inn appheablo portions of 10CFR73 

MCCORKLE.GW Licensing Branch 88/00/09, TUCKER.H. Duko Powor Co. ip 
46603:270-46603 270 

808240414 Forwards Amends 109.169 ft 166 to litonses DPR 38, DPR -47 ft DPR- 
SS.rospoclivoly A safeguards ova'uation ropiAmonds modify Paragraph 3 F ol h- 
consos to ruquiro compLancG w/ amendod phys'cal security plan 
FASTIS H N Projoci Oiroctoratu H-3. 08/00/19 TUCKER.H B. Duko Powor Co 3pp 
46627:202-46627 214 


•■gguo ivviuo or* ugu iiivu 1 '-i/uuui ri, ^irnu > 

nivnlnl Info for Yrs Ended 108/ & I90C w/Repl ol Corhlinl f'ub'ic Aocou-danls " 

* A<th^r Yojng 07/12/31 27pp 46604 013-461504:039. 

-•0008190170 "North Carolina Mun ci>«1 Power 1 Agonty Humhei 1.1907 Anrxjjl Ropi. " 
BORO.J 1 . C‘LAY,G W lYOMh Cord'nia Mumo-pal v'hiwur Aycnc:os 87/12/31. JPpp 
46504 040-46604 869 

-8808 100174 "EMC Ann.,nl RurU 1 0D/.'* 

HUBHAnO.J M. F.MC Curp 07/1 2/3 1 ?6jjp 4GR04 U/0 46694 031 

-GOOD 100 176 "1987 Annual Mopl.P.odTiont kVr*iCi;>nt Powor Agency" 

LANrenO.Jn, BAUERJA. Pedrrom Mun-cppl Powor Ago- cy 87/ »2/3l ?2|)p 
4CFA4 095 46604 164 


K* Utilliy Final Safety Analysis Hopori (FSAR) & emonds 

8D08740153 Forwards pa-jos inmltAr'tonily (jiinliod f/orn 1007 FSAH update did 
800701 Hequosis nsonion 

luCkER.H B Duko f^w^r Co 80/08/17. Documuni Conlrt)i Bunch (Uocimiont Can 
irul Ot)sk) ip 4G029 239 46629:248. 

--GQO024O2O2 Changos A cofrocllons to Oconoo Nucloar Powor &UU cn. IJrnlg 1,2 A 3 
FSAR 198/ 

• Duke Power Co 88/00/1? 10|>(> 4G029 23 I -46G29.24U. 


P. Operating license stngo documenls & corrospondcnco 

8007290155 Auvisos lhal plunl s to Will bo viSildil during wk of G08718- 22 lo rovioW 
U;iM toll-ociion os part of NHO Poifoururco Ird cniors Prcumm list of carufidalu 
mant pcrlorinanco imJcolcrs oncl 

GRACE. J N Jtoycn 2 Ole ol D reclor BH/0//M. TUCKER, H.ti fluku f'ownr Co. 
2Upp 4635/ 046 46357 0/3. 

0807290206 Forwards in 4 o ro lost rusults .ritficahng low How through phini sian<JL»y slut- 
down Uicnty IIVAC coniJc-nsofft More lliorough ova’uat o.n norniorf to (foio'in no roul 
couso of evoni Submittal ol LFR an! cipnicd try 08 1 201. 

TUCKEn.H O Duke f>OAor Co. U0/U//I5 Documonl Control Droneh (Oucumoni Con 
i rol Desk) 4pp 48354 004 46354.80/. 

8QQ7270090 Forwards responoo to ftafuly ovnTJPt on on Goriunc IP GI-21 ro naiu.ul cir- 
Cu'atmn coolrJown w/o vod formailon 

TlfCKCnjEU Duko Power Co. OG/O7/10 Dacuniort Central ftrpnch (Doci.nr.onl Con- 
trol Oosk) 2pp 463 1 7 203 403 1/ 204 

080604 9 MO Forwards noi co ol consideraton of iuhia'-c** ol onionds to Licc-nsug Df : fl- 
30,Of , n , 4 7 A Df 1 !! 65-Amo'vdft rovlsrj Tech Spoc3 to support Ur il 3 ri|)c»itit.cn ol fjl ? - 
roic-d pwui 

f'ASTlS.H fsi Pro.ect Dirociorfitu U-3 88/0//20 TUCKEfl.H fl. Duke Power Co 2pp. 
40423:230-46423 23/. 

-08060-10 16G NoHeo ol consklorahcn of issuance ol omOMls to L^onsuS DPR 36. Df 'ft 
4 / & OPH-55 rovlsiig Tech Specs lo supnori opornhon ol Unll 3 at IjI ratocf power 
WATTHEWS.DD Projccl Dimclorald 11-3 00/07/21 Bpp. 46423 23? 40123 2 J 7. 

0600010 1 39 Forwards nohcool consuforat on of issuanco of omonds to OL & opponu-i- 
ly tot ticft'ing ro (U1Q531 requusl for (UT4jtxts. tuv»sirg Tech Spoe cancomtn^ p-ma'y 
lo secondary lookngu 

PASTlS.UN Proloct O.roclOrolo 11-3 00/07/21 TUCKEH.H (1 Duke Power Co. 2pp 
40431:263-46-131:270 

-8808040140 Nobco ol conskfcwat-cn of issuance of amend to Licensor DRfl-SQ.DPn- 
47 A DPR.67 & proposed NSIfC doform nation & oppoMumly fer hoonrjj Amor'-d ro 
vises Toch Spoc io odd. similar to Unit I primary to secondary lookago limits 
MATHEWS.OB Pro;cci Direciornio H I 80/07/22. Gpp. 4643 1:265-^0431 ; 2 70 

8808050193 Forwards 'Safety Evcilunion of Topical Ropl (B&W DoCLmont 4 7- itOOOfli 
00), Oosign Roaurcmoni for Diverse Scram Sys & AfWS Milkjation Sys Aciimlicn 
Circu try."* accepl ng util proposal for providing nonerc tiu del nos 
MAnilEWS.DD Project pirocioraio lf-3. 00/07/26 TUCK|:H,H 0 Duko Fower Co 
5pp 4643/ 314-46437:338. 

-8800058229 "Safoty EvaUaf-on of Topical Ront (DAW Document 47-115000100). 
'Doslqn ngquromor.ts for D vorso Scram Sys & AlWS Miiigaiion Sys Actuaiion Cr 
cuiiry.'*’ 

COLLINS. B L EG&G hJatio. Inc. (sutn. ol EGAG, Inc.). CQU.lNS.EJ L. Idafio Nat-cnal 
Ennnooring Laboratory FIN D-6D17. €8/02/20 NRC - No Outailod Afiiiianon Given 
20pp 4643 / 310-46437:336 

98091703*24 SvmTiP'y o( 8B0714 mootog v</ B&W Owners Group rc ifuluiitty & NRC BC- 
hons lo rosolvo issuos fuiscd in Gonunc Ur* B7*12 List of oflendoos.viGwgrephs S 
U&W dosign diffcroncos cn^l. 

TRAMMELL.CM Project Directoralo V 88/07/20. Projccl Dlrociomto V. 4 7pp 
465/2.001-46572 046 


58 DOCKETED ITEMS 


8008090256 Fcrwac4% lAspcrsn !a Generic Ur <18 OS. "Bone Add Corroson of Carbcn 
S»oel Rea dor Presses Boundary C c -i uone .*ilr> m PWR Plants. '* 

TUCKER HD Duko Power Co 60/69/01 DocUTent Control B r a"ch (Docurreni Gen 
IxIOeskj $pp 4647 1 022 464 7 1 056. 

0608150075 forwards R<n 2\ lo Oife-te Ocse Ca'culaticn Manual” Rev heirg submit- 
tod prior *0 svrranrual rarfoactivo elfljer.l re’ease ( epl 1:>r penod of J J Dec i960 
TUCKER H b Djko Po*ver Co 66/08/04 Document Control Branch (Ddct-moat Co" 
trcl Desk). 3pp 48551 003 46551012 

-aaO&lSOOai Rev 21 ‘Cits 'ti Ocse Ca'cj aion Motml ' 

BinCH.M.L . fUCKMAN.MS CAe *0*0! Co. 68/07/10 7pp 46561 C06 46551 Gl2 

8000160322 Noi 'iCdiion cf 000817 roeelng w/util n HcckvIe.MU fo oscuss SFR oi 
ATVVS issued by s'afl lo lIi s 

WH.bHT R J Ass stcnl DireClC' lot Reg CD IV RbficV,):* & Special Promts 88/08/03 
CRUTCHFIELD. 0 Cvcsic-i © 4 Roacicr Propels • III.IV.V A Special Pro.och (Post 
670411) flpp. 46561 00 1-46561.0 J0 

8800230310 Sjpp'cmer.ta' appMcatio- fO' e -Tier'd to I c-ensucorrecl ng opcrab'lty & ser- 
ve I ance regu rurrerts lor salo siuii! own laci ily 

TUCKER. M G. DiAo Power Co 68/CS/12 Document Conirol Branch (Dcccmonl Co*'- 
t-clOu'Sk) 2pp 4 6&08 015 -16600:021 

•♦880823&3IS Proposed Tech Specs Tali' o 3 18-1. Sn'e Shutdown Fanlily fSSl ) Mn 
irst'u ironlaiion' & T ac’e 4 20-1. SS* Inslrtnenhir vi '* correc-ng stirvolanm re- 
cu rente its fer siareby shcMOwn lacil.iy irsYu'rc'UAlion 
* Duke Power CO Q8/C0/12 4pp. 4GC08 018-46593 021 

88002404 14 Forwards Arrcr.dr 168.163 & 166 ID L censes OPn-jO.DPR 4 7 & DPR 
55 respective!/ 8> safeguards ova barren repl Amends roodfy Parag-aph 3F of ■«• 
conses to reqj -e complra-ioo w/ anxmcicd physical sc:u* ;y plan 
PASTlS.HN PrcjDCt D-ecic*ain |l 3 66/08/19 TUCKER H 0 Dtko Power Co. 3pp 
46627 20? 4662/214. 

**86062404 16 Arrerds 169.169 & 166 lo Licenses DPR -JB DPR 4? $ CPH-55 
respectively nod fy rg Pa ag.apn 3F ol l -orises to regu re comp'iance w/arendod 
physical se> cur ty Plan 

MATTHEWS □ EJ Pro.ee l Creclorato ll J, 88/00/19 ?p;> 46627 205 46627 210. 

**8808240420 Saleauaxls ovjluar-::n repl support eg Amends 160.169 & 169 lo LI 
censes DPR 33 0PR 47 & OPR 06 rospuct.vely 

’ Nile .No Cola led AM 'iaton Gwen f:8/C8/l9 4pp 16627:21 1-4652/ 2M 


Q Inspection reports. IE Bulletins & correspondence 

8805260295 NRC Lilo Nciico 80 032. Frcmpl Ht po'in:; lo NRC ol Sujfificani Inc dents 
Invclving Rad o art ve Mat ” Svc • si cncl 

CUNNINGHAM, Ft E D.v <ucn ol Irdeslnal & VooctO Nj^.t*a/ Saloly IRosi 870720|. 
66/C6/25 Consolidated Edison Co cl Now York Inc I20p;> 46160 1 79 46306 2G0 

8897250374 Forwards Rov 5 In Vets 15 ol f.occr.d 10 yr mie.v<jl mscrvice msp plan per 
86C504 request for n:fd info W/rcIaled nto & twoovc-r^re d'AA.rgs 
TUCKER H D Duke Powtr Co. 0fl/O//O5 Cocumenl Conirol Branch (Oocumoni Co^ 
tro Desk) 261 pp 46516 012 4&0I6 24 2 

0807260316 Responds lo NRC B j 'oi n 8B-U0-1. Potonha* Safety Related Pump loss 
Re to pi cf manefaettror tn'o S ovnU-ll on ol info o^pecictl hy 060331 
TUCKER,)! H Duko Power Co 06/07/ 1 1 DocutcdI Ccnlro I3 f arch (Hocurcnl Con 
rrol Desk). 5j>p 462A8 159 46239 163. 

8808040205 ln r onrs tnal p'anls (lo net i.so ur-y of CL UFA relays w/ fa!; hrrg meclui- 
n sr.s in any safely related appkai *>r.s pe» IE Ubl el n 80 003 
TUCKFR.lr.D. Duke Power Cj flO/O// 13 G^ACE.J.N Rc^cn 2 Ole ol iho D.-cclor 
?pp 46431 297 46431 298 

8007260269 Responds :o NRC Di.i etm 37 C92,Su;:p!s 1 & 2 to soloiyfo'atod fcoftng 
vendors 8 laslecujr tcslm-g 

TUCKER. H 0. O-jko Power Co 80/0 //ifi Document Control branch (Document Ccn* 
IrU Desk) 13pp 4628724946287261. 

0807200162 Supp' 1 to NRC :nlo N'oico 08 046, "Lxersce flupt of Dotectivo fTefo** 
b sl'td Ctro.i*. Dioakois S-#c l si «r.c‘ 

ROSSI.C.E D.v.s;on of Operational Events Assessrem (Posl B/0411) 88/07/21. 
Consol dated Rd.son Co of Now York Inc I25pp ‘.6380 054 4630 U 170. 

8808040061 Forwa*d> Visp RGpts 50 269 /e 8 19.50 -270/80-19 & 50 207/03-10 on 
3P0627-070I No '/•cMat on s ci dsviai or« n «led 

FERDJ.AR, Rcgrin 2 Ole ol lf*o Dirocior 0H/O7/21. TUCHFR.H B Duke Power Co. 
2pp. 46432:119 40432.129 

*•0000040064 fnsp Rep Is 60 209/00.19.53 2/U/D0 19 & 50-287/00 19 on 083627- 
0701 No v.olabons nVed.Majcr a mas .n specie d OA/CC ccnt’OV. 8 work nclivd as lor 
fre p'otecion sesrr.ic monitoring & ful'owup cn LER 269/88 05 
HAF1RIS.J.R . CCNKDN.T.E Region 2 O'c cf Mio Drortor. 08/07/10. 9pp 46432:121 
46132 123 

0008040066 Fo^wa'ds >nsp Re2 lc * 50 20^88-16 50 270/08 10 & 50 28//bU lb on 
880523-27 No vio'atiors or dovjaiions nolocJ 

HERDT.A R negion ?., O'c o' tne Drec'Ot. 68/07/21 TUCKER, HD Duke Power Co 
?pp 4G422 071-46422 079 

“880B040070 Insp Repls 50-269/89-16.50 270/06 1b & 50 267/88 16 on 060523- 
27 No violai o.ns ncled Maicr a'eas n specfedcamp.ox survei lance losiirg S IE t:u lc 
tn lolhwLp. 

TINGEN.S. JAPE.F. Region 2. Ola ol Me Orector 08/07/13. ?pp 46422 073 
46422 079 

8B08040130 Forwards insp Repls 50-269/68*15.50-270/88 1 5 8 50.207/89*15 on 
080517 0715 No vio’alions cr deviations no ‘«d. 

BROWNLEE. V L Region 2. Ofc of ihe Dirocior. RQ/07/21 TUUKER.H B Duko Power 
Co 2pp 45431 215 46431:229 


•8008040132 'nsp Repls 50 269/88-1 5,50-270/88- 15 8 50 287/03 15 
0716 No violatona noied Major areas 

npcral'Cns.S-rveiTanao.rT'aint.saleyuards & radiation proiocnon insp ol c 
■nsp lorowop. 

SKINNER.PU. WFRT.L D. PEEGLES.T A Hog-on 2. Otc of Iho Dreck 
I3pp 46431 217 46431 223 

8008040137 Forwards Insp RcplS 50-209/80 18,50 270/80 10 & 50 ? 
BOG620 24 No viclat ens or dev>at ens noied 

HRfiDT.AR Regmn 2. Cfc Of Ihe Dirccior 88/07/21. TUCKER.M-U fcj 
2pp. 40426 309 40^26 310 

**8008040141 hsp Rnpts 50 269/88-18 50-27U/88- 18 & 50 287/ftd 10 
24 No violations or deviations r.olerf Ma|Or areas mspecleU LLRs.mii.'v 
pumps & valves A NOE exam resulis 

ECONOMOS.NE. RLAKE.jj Flegion 2. Ofc of tNo D.kk.io; Gor 
4G426 31 1 46426.318 

0808100102 Discusses 8BD701 onlcrcomont ccnfereriLO re onvirori <jim In 
tf cal OQuf-mcil list of OLler.deus. sun rna'y 8 hantfoul Qrxl 
GRACE.J N RcQicn 2. Cfc Of mo UrcclOf 80/07/25 TUCKER H (I HU 
49pp. 46498 109 4G498 157. 

8B07200246 NRC Gul otn 88 009, "Tf'imlJlo Tubo lh.irnng n Wesi'tiglion* 
Svc hsl encl 

HOSRI.C.L Dv.sion of Opura'.nrmr Evonts Assossmenl (1>osl 8701 |t 
Conso'idflicrt Fdiscn Co of New /ork. Inc 1?3pp 463-18 070 46 J4 8 I'M 

0007210210 NRC Info Noi-co 08 052 Failj.'O ol IrUraulcnno Tnmtmn i,* 
Appl color Ura:l,yiho. # upY Oev-ces Duur n Pat Oil! Trealrnor’.l ” Svc I s? mi. 
CuNNINGHAV.R L D.viS'on of Irdustnal & Vodical Nuclear Sa'cly (l 
60/07/2/ Censoidaied Edison Co of Now York. Inc IDOpp 4639/ 

0807220034 NRC Inlo Ncfco 68 053. "Liconsoo Violnlions of NRC Hi j 
l od io Medea' Dagnosf c Misaorr.lmst'alions " Svc l.st oiicl 
CUNNiNGHAM.R F Div.sion of In Jusinal S Mod cal Nncloar Sufuly t = 
88/07/28 Cor i sell Ja tod Edison Co Pi Now York. Inc lU6p[> 46191'?. 

0807220192 NRC Inlo NokCO 88 054, “KailufO of Crcuil Breaker rul:-.vu 
of Amptcclor Deed Trip Attachmcni " Svc iisl oncl 
ROSSl.CE Division ol Operalional Evonis Asstissn.oni (Pom 0/iMl 
Consol dalod Edison Co of New York, Inc. l?1pp 464 1 7 020-46-1 1'/: MM 

08O011O119 Advises tnal rospor.se to violations noted in Insp Rtpls f><) . 
270/00 1 1 & 50 ?d//08 1 1 w.l- t:o subin lied by 880U09 
TUCKLR.HB Djko Power Co 08/07/28 Documenl Control RranUi <1. 
trol Desk) Ip 465C0 21 7 46590 217 

0807200019 NH(i inlo Nohco 88 055. ' Poienlial Problerns C3usn:l by H 
ESF Swing Bus" Svc I- si oriel 

ROSSl.Ct Ow.sicn of OpornhOfi.il Evonls Asso&smunl (f’ost 11/011 
Conso Ida'ed Ed.soo Co of New York, Inc. 12fpp 46437.121 4643/. ?4l 

0800030209 S.,ppl 2 to NRC Bu'lolin 08 005, 'Nonconform rg Mall-, Si | | 
Supjihus.lnc ai Folsom. NJ & Wost Jorsey Mfg Co ai Wii' nmsiuwn.Nj " 
ROSSI, CL Dv-son of Oporatonal Events Assessment (Posl 6 AMI 
Conscl daied Ed son Co or Now York. Inc H9pp 46530 12l -1G5’?fJ ?6 l 

8808 150259 Forwards Insp Ropls 50 269/80*13,50 270/80- 13 A VJ . 
080509 13 & 19 27 A noheo of vio'aiion Undcrsinn.Jmn Irom («lf) u 
opcratn'ily rol alfoctod by arty NRC irfeni.hod wiring 8 Jrnw.nn rlsric|>.n 
GRACF..J.N. Regrcn 2. Ole of Iho Di-ccinr 08/00/09. TUCKER. M h, i:» 
3pp. 46554 056 4655-1 086 

■8008150261 No’ CO ol vio'abon from insp on 000500*19 A Mt . 
fiolod (jnrlormanco tochnic an performing F , T/2/A/()lf,0/22A. "<Jpi i 
Funciionai Tost, la's Led stroko i rre recorded m amp for Vnivn 2LDW i 
GRACE J N. Roi/ion 2. Ofc ol Iho Di'eclor. 00/00/03 4pp. 4C56-1 0*>9-4i 

-0803150284 insp Repls 69 269/88 13.50-270/88 13 & 50 20//8I! i:i«n 
lO^P.Vio'al ons S cbsorvdlions r-.olod Ma[or ureas inspecledOA *MI 
areas of opn/at ons & survoi lance tostmy.maini S dosiyn ccnlro!. 

SHAN NON. M , BEl.lSLE.G A. Rogon ?. Ofc of iho U.rtxlut 60/ 
40554 063 46654 U86 

0007290008 Ssppl 2 to NRC Oul'etn 08 030. "Tliorrrml Slresaea in P-f»<'»| 
F1CS ' Svc fisl c-rcl 

ROSSl.CE Division ol Oporubonal Evonta Assoasmunt (Post 0/011 
Consol dated Edison Co cf Now York. Inc 1 2 1 pp 46504.001*40504 121 

8807290111 NRC Info Noiico 00 068. "Poioniml fhobloms W/Silccr.u I d 
Pc notraiion Seals" Svc fist oncl 

ffOSSI.C E Dv.sion ol Oporotipnal F.vonls Assossment (Posi B/tJ4l 
Gonso'idaied Ed-son Co. of Now York, inr l23pp 46669 175 40569 20/ 

0308240135 Final rosponso lo FO'A ror,uost for documents App K dou.n 
L doci.menls parliaby de'elod as outside scope ol request App M docn 
wilhhe'd (ret FOIA Exemption 5) 

GHlMSl EY.DH NRC ■ No Deta'led AUi'inhcn Given. 80/08/04 UQLFY 
zon's Crihca' Mass Energy Hrojeci 6pp 46501 335-46501 342 

♦♦0600 1 10018 Forwards NRR SALP input based on mini SALP ova'uuho i i 
ova'ua lions prepared during SALP Oci 1984 • May 1986 por.od Rc'ate 
lion oncl 

OUDLF.Y.H F PWR Pro|oci Directorate 1. 86/08/01. KlRSClfOr Hc.i 
ihe D.rnctor. 85pp 46501 143 465b? 1 12. 

0808020095 NRC info Notes 88 057. ' PoienM Los9 ol Safo Sfi-jtdOWP f 
to Prernaluro S:‘icon Controlled RccMior Fa lure ” Svc list enci 
ROSSl.CE D. vi sion of Operational Events Assussmorii (Post 6/C41 
Consolidated Ldiscn C'o. of Now York. Inc l22pp 4G459 125 46450 24/ 

8808020102 NRC Info Notice 80-058. ’ Potential Probloms W/ASFA lire, 
Sit. Time Oercu -reel Rolays “ Svc !ist encl. 

ROSSl.CE Divison of Operahonaf Events Assesstnem (Posl 07041 
Consolidated Ed-uon Co. of Now York, fnc 1 20pp. 46518.001 46538 12C 


\ 


8806030112 NRC Info Nc’cc 88 069 MSIV Ggtle Hail FXurO hi WaiodC'd Uf^il 3' 
Sve l $t encl 

RGSSl.C F (W.^ton ol Opeiakonal Events Assessment (Post 8794U) UH/Q'i/QO 
Conso'rdaied EcJ son uo Ol New York Inc I2lpp 4646 7.0 1 1 ■■16467 131 

080604006? Stipp! 1 lo NHC Inlo Noico 06 C04 Inadequate Oualili/ai Cm 8 Dominion 
la non ol Fiio Barrier Penenaiicn Seals " Svc list onci 

nOSSl.C E D.visor c‘ Cpccalicral Events Assess"*'.) lk>ost cW.u) 30/08/89 
Consoirlated EU'sen Co of New Yet*. “nc <2ipp -1Q5C8 206 40669 J25 

8806050135 NRC info Ncrce 80 060. 'n.ntequate Design & insta ;«H o;* of Watornghi 
Peneiral cm Seals * Svc hsi cr*c' 

ROSSI CE Civ, sion ol Cperafonai tvoris Assessment (PoSl 8/0411) flRrOll/11 
Cc« so'idaied Edison Co C 4 New Yu*k Ire 12Jpp *.6503 2U8 4G57C 060 

8808050248 NRC in'o Nolice 88 Cf> i Control Rcom Hub lab My FU-ccr- Roviowf. ol 
CP‘>:ab n 0 C*pOiiOrco ’ Svc. \\V. eeci 

ROSSI. C F Divs.cn Of Operainnal Fvcnls Assoss ^ori (Post 070411) 116/08 ' 1 1 
Corso : dated Cd son Co ol Row York Inc 1?6pp <1661)1 3 1 2 H>596 076 

8800050295 N?)C info NoiCu 86 062 fte'Ont hrtjnjs tv ImplomenUli »n nl (JA Pro 
gMins ny c npplOf$ o' I rnnspori Packages Svc lira cr*ci 

BURNfri n | Uvisian of Saloij-nUds 8 T f«inspo'!«l on (F‘«st 9/04)3) 88/06/ ‘2 
ConbfMdaii.it Edison l-u ol Now y otv nc lO'Jpp 4650' ’ 65 it>5Gl 261 

8808290006 Snbni *% v.uufi'emurinl rosnorsc lo 870010 cl 8o0229 msporses lo voa 
loos noted in Insp Reals. nclud rq 50 260/0/24 6n ?70'8? 24. ‘,0 28//U? ?4, 4 >:» 
369/07 20 63 1/0/8/20 M-.:i3/b/*27 VV.mrQ/.??.50 26'J/H7-50 A 50/70/0/ 60 
TUCKER H ii Cuke Pr*e* ( c 88 09/ 12 Ucmmerl Coniml RihtIi (DocumoM f. On 
in:l UosH Ipp 46096 018 46Cf)Gr >53 

8800090264 NRC Inlo Nonce 80 nf>3 Hifj'i flnd'.Hion Ha/arrls I torn InarJaicd In Ccio 
Ootociors & Cables Svc 1st onci 

Rt)SSl,CC D.vison ol Cf)0/alo.nai Fvenls Assessmenl (Posl 870411) fJU/00/15 
Consol dated Ld.son (:o of New York. Inc ! H>;r;i 4656') 065 46669 i /•) 

8803240294 Nolif.cs Ol intention fi> nierpcrato AS ML Co.Je Case N-*HJI*» no.lf» A 
PrtssMC Vessel* r.!o mse-'Vico msp pp'oijram C;iJr case urd 
TUCKER Hl3 Duke POArr Co 80/60/ !6 Dccumeni Cnniro* FVtircfi |Uoi: invent Ccr- 
ttol Desk) Jpp 46630 09? 466 |0 099 

8600240101 f orwards stele* assessment ol licensee response to Insp Rents :0-?09/ft4 
3J.50-370/84 33 & 60 287/04 34 core an i nr | Notre c 4 Vioafon rtf ms'CM’ ol nl 
comamng low lovels cf fonoacirv/y f^.-sponso meois /ecu roments ol lOCFH? ?()\ 

SI OV1R.JP Ruij on 2. otc ul *iiu> Dm I lo» 110/06/17 UjCKtR RR 0.*o Poviei Co 
4pp 40636 ' 10-46636 1?1 

8800 1 10206 NHC lr* 4 0 N01C<' H8 064. Hepcrlifuj 1 in^S >n N;.*C'ear Impress SyS ai NujK* 
nr Down* Plants " Svc '«st ercl 

riOSSl.C t U.vison of Operal.j nal H vents Assessmor.1 (Post 8704111 80/88/18 
Cf>"snl dated EiJiscn Cf> of New York, ‘u ; l()4pp 46043 (;ot -ii>64;i 10-1 

0800120327 NRC Info Noir.n 80-065. ‘ 'nadveiteui Oraragus c.i Sf)':rit f : uol Po^.K *' Svi 
bst e*‘.c> 

nf3SSl.CC Uiv.srnn of Orierfiton.il Fvenis Assc-s-.mnni (Posl 870411) 00/00/10 
Consoliil.itcd Fd Son C«) of Now York. Inc l/3pp 46628011 4<.!i2U 139 

8BO01GO392 NRC Ir 4 o Notre 80 066. InfusiruV RaifiCijMpliy Insjj A l:f<lur.,cmefi ’ S/C 
list end 

CU-NN NGllAM.nL L IV. son of IiiiIusPmi A VcJkm Nuclear Sa?i:iv (Pe'il 870729) 
fjy/00/22 ConsolKJaicU Cdibon ul Nr?w York Inc 'JC[ f> 4f.62!« 134 *.(>628 223 

8800160414 NflC Infu Nol.r.o 80 6*6/. f '/JR Annuiry I Lt ilwalor Pmrp Ti-flmu Ov/.*'- 
SpeCO !«<p far!-:ro " Sve isi uni: 1 

HOSSl.C E Civ-siiin of 0(»er.jt ona* Lv«;ritb Assessment tPosl 870411) im/0 0/122 
Consol d.ituiJ EcJ son Co id New Yo/k. Inc 'iMpp 4i>i»43 105 4f.fi-t'j V2f 


R. Periodic operating reports & related correspondence 

0300190003 Monthly ope*ot<nr| repts lor Jul IU08 lor Oi.croe Nuclear StrUun Llr its I 2 
& 3 W/ 8600 1 6 .ir 

RE AVIS.J A , i|JCKFR.hO Dan Power CO 88/07/31 IHpfi 46590 133 46593150 


S. Reportable occurrences, LERs & rolalod correspondenco 

8008010010 Nolif.Ob Dial Cf'.inges lo rcc/i Spec 3 i lo rosoNo ap.iafenl f.erllr.is idonli 
<:od ri LEiR 269/87 Q , J,t;ei:.i) proparcu A will bn Sjljmitcu by 8012JO 
TUCKER 118 D.iku f J CAer Co 88/07/16 Cocnmenf Conirol Brimth tUocun.onf Con 
tiol tp 46359 101 46360 if >3 

6000040338 Advises mat 16 R 269/88 10 m mbsud snubDer siirv.*ill:i*;Cu w li l:i? bcLnit- 
led by 600006 

TUCKER ltd Uuku PoAOf c<; 88/07/2/ Uocuineni Cont'oi Orancfi <Dcci.rm:ri Co*i 
irol Dosk) )P 46434 1 62 46434 152 

0808100295 LF.R 00 00b 03 on 003519 Iwo dolit o/inrs m dosi-jn r/1 HPI n l PI sys 
rhbCOVo red Caused t>y design tldf corcy Va vcs 21.P-0 A 31.1*9 champed lo normally 
ciH/O posii on f’/ocodu'CS f(,*viSCdW// 880801 Hr 

NORTH.P J . 1UCKKR H 0 Cuke Power Co 88/00/61 Upf> 46406 U i6 4(, 185 04? 

8008150092 tFR 08 039 00 on 880/05 rcaclOf ir.(ipcd (Jue lo toss of both man feed 
walGr pu*rps Caused by personnel error S equipment <oluroUrit st(d)l 2 i:rf ai noi 
snpW £ywn.app:c)i». ale personnel fcpt.m«tndt.d A valve repu ted W/00P8Q4 3r 
NORTH PJ. TtJCKER.Hb D.^u Power Co 08/08/04 Mpp 405 1 1 940 4864 1 356 

0808100234 lEH 88 010 CO on U8022U. safely rolalod ntCdmacAl snulilier nol .nsper.ltnl 
w.lfm limp range specilmd by Tech Spec 4 18 Caused by rrrjl cJolr orcy duu fo mad 
Ciijaio preg'am to control msp ol sr.ubbcvs Proccdj'O revised W/ 880805 lir 
NORTH.P i. TUCKEM.H B Duke Power Co 88/08/05 9pp 46657 3-17 4066/ 355 

0000250304 LEH 80 01 103 on 880715,HPI pump lQ lusted w/o proper p„rnp 
vnntmg Caused by persornel error Tu ibnci.m roirameU & loclmcan supurvisnr 
counseled W/8808 15 Id 

NORTM.P.J, TUCKER.M Q Duke Power Co 0U/08/15 Hpp 4 6840 043 46b 4» 048 


Y. Dry Cask Independent Spent Fuel Storage installations 

0800050241 Towards commonis n rrsncsre 10 fiS033l s.-bmua) c 1 SAR to? ISFSl 
nOULHTS.JP f uel Cycle Safety Utarch f!0.'O?rP7 TUCkER.hB Huto Rower Co 
39pp 46449 10?- 4f;449 140 

0 0001 10106 S .rrniary nl 0837 1 4 mec'ng w/ijM & rentrdeterf. i-> So iecn.SC t<: o:;yfO.'> 
muiio'S on '.ccnsee iSFRI ai:pl Cdlicr* 

STUH^.F Fuel Cycle Safnty Urjrcn 88/00/06 ROUSE, I. (• Fuel Cyr'd sSaft iy 
dranr.n 5Cf>p 46501 303 16504.362. 

8800290093 Fciwauls io NHC 8806? 4 ro vib 1 lcen«.o applq nW>t\ 

fo» pant ISFSI Respo'^SOs ccrcom ISFS* Onv.ron rept Silo preparai On A oarih toirov 
.i w II r»r> HH 1001 w'lirsl ues gn uoncrelo peers scheduled lor An* - inb'i 

TiJCKFR.HR Cuke Dower Co Oocumnni Cront-jl Urprcli (OocilTCM COh 

Iro* Desk). 60;ip 466B' c61-46C82 129 


DOCKET 50-270 OCONEE NUCLEAR STATION. UNIT 2 


F. Security, medreaf. emergency & (Ire protection plans 

00O7OGO52O Geneuc Ur 1)0-10 tj all power ro.ictt-r 'lUL-m.eos A nc'uers nf f^cVI 95 an 
nr ovals to Hiju.hastt c' GSA approvon fttuiinly co'tnnors Svc -ist i:«d 
MiRAGtJA F j Associ-lle Urcclur lor Proiecis (f'nsl 8704 1 1) bli/07/01 Ciilii'jCl.'JaTtid 
Edison Co of Yo*k ..* c 3lrp 46380 23:) 16100 1?1 

88 0720009? Ad/iSes ib,n 800526 Rev 25 id phy*. cal s-ocunly (dan ccris siont w/ 
tOGf H50 54 tp) & aexioplab'o Q*.tw*< vn'Vonv reject cUu 'vcuuou^ or rev ew by u*n«c- 
lor cn bile 

CUNL WE Region ?. Ole cl fie Director 80/07/0? 1UCKEH.HR Duke Rower Cn 
2pp 40337 107 46337 ICO 

8Q001B0099 Primal rosfjjnso to TOlA roquesf lo' ibcumenis Ajip 1> dccurnrnls enc & 
av,yifiLlu m FUR 

GRlK'SLFY.DH NRC - No Dclnlcn All.halon Civor* 88/07/18 JONES.C AfliUii<rn 
Not A ■; )‘ -od Op; i 4 65 79 032 405 79 039 

• -0305020091 Rr.sfjanis lo 820339 rtmuosl fo' g^iJ-irco on six i.ruesolvuij fire proirc- 
Irjn Horns Girdancn subn‘ilfr:d p'tivdot. ir.slollaiiwn sids A ccrlos onplcab’u lo rroils 
JOHNS I f)N.VV V Assislanl U-rec’cr lor Mans CfiL'm 8 Ff'vrpn Tccbncb'jy tf’e^t 
fiJOPDl). 03/04/2? OwSHINSKl.JA □ v ol Ln<;i'*e<.-rinq & Of.-erabcnal I'rrprams H? 
Ipp 46C8C 160 4C.51'C if.? 

8000040061 Forwards Irsp flepls £0 209/08 19 50 270/88 10 & 50 ?0/?fW-l‘) on 
800027 0701 No v;>'rtlio n s or dcvMiions noted 

Hc.RDf.AH Hcri'Oi 2. Ole of H o OfeClO' 08/O//2I N<CKEH MB (Xiku Power Co. 
Ppfi 4i»43? 1 19 4<>43? 129 

**0008040064 ln<H> Hepls 69 269/0' I* 19,60-270/06 1!) S 53 207/88-19 i»n 08032?- 
0701 No vicdrit :jms naiodMu|<ir <irorts insf:ocfod OA/CJC. roulrols A wo'k hCl.vtcs fa* 
l«e tvtiUrcion snsuu, men truing A folowjp on LLR ?b < )/0 , 3 '16 
HAHHlS.JH n.yj.on 2. Ofc oMln Pircclor 80/07/18 9pp .16432 1 21 40432:129 

0000010130 Forward* Imp Hojds 60 269/00 15.60 270/HK- 1‘» & SC ?H//flfl- 1 6 o-i 
6905 1 7-07 1 6 ?Ju viulul ors cr dOv al-civi roicd 

UflCWNLLtVL Reqirn ?. Ole ol rtio Drof.tn 08/07/2) TUGKUP'.HU Dukn Ppwi r 
Co ?;*p 40431 216 484. )1 220 

--O8O0O10 13? Insn Hepln 60 209/83*16 60 779/60 16 A 60 287/bd-l 6 on 88061? 
fJ7l5Mo v.ontiun?. notud Ma« 0 ' a'Oiv inssv.’Cle.J 

rtpe'rihdns.siirvo'lla/ r 0 , 111 a nl.s.'di.vji i«»r< Is A r f ujiri*‘)n firoioi lion i“SP ol r:t;iJP ncu’s A 
insii bj'lrjvvup 

SKlNMF.R.f* 1 1 n«::jon ? OfC of lh«- D-redor 80/O?/?k 13i»p 4?.4 3l 71/ *18131 279 

8000030321 Rr;v 30*04 !i> Vr,1 G & Hivj 80 00 lu Vql C. ol 'O'.iVOO N\*,:leai Sl.iVrr 
Emergency f’lon Imp oaiunim-j Prccor.'u'us 

ruckj-n.ll D (Ji.ko Rower Co 38/07/ ??. Slipp 48-100 1 /O At 1DD 774 

0000170037 ne.vdSK canci’int on id boc.r.ly .nc'fa'rj cni*oh«ig v//NRC scbedtlud 0 k 
8098 10.L3‘Hfls s^ow.iig nuw gcnornl o 4 o secunly cigam/aiional sina.iu*u end 
ri.CKFflH fi (Juku Rower Co 86/03/01 CiHACLJ N Degon ?, O'z of tho Qi'ecl(.f 
6pp 405/2 04/ 486/2.051 

00000402^7 Guneiic Lh CU-l? to all ry45l0( kconscufc A a;H>k:«mKro iva’ouut of 
f ro f roiecliOn rc»;n remonls from Tech S;u*cs Svc I si end 

MiRAGl.lA.F J Asset *. Ho (Vcc lor fpr Pro.r.cts tf'OSi 8704ii> 60/00/02 Ccnsol-iMlciJ 
Ed sen CO Ol New York. Inc f j2|ip 4046 J 2U I 4C-161 342 

8000170127 Aifvisii-i ibai HB0807 Jrov 80 ) io i>mergorcY pino ineou |:l!i*.M7) sills u* 
ICt.FR5U 4 7(b) 8 requirements ol Apj) F 10 1t:CrR50 

COlLlNSUM Hoc ion 2. Ole ol mo Drcctor 0B/OU/r)5 TUCKER H[l. Duie Power 
C;i ip. 46572 120 > OS 7 ? 1 2U 

0000150010 Forvsa'ds Rpy ?C lo security plan addres*; rvj o*cian?d? O'Ml ^hiimjos Hov 
wiihhe'd (rof ICCFR73 21) 

ruCKEf’t.H n Duke* Power Co HU/()O/O0 Documcn; Control Ur.mch lUcjcumer.i Con 
lro‘ Uefk) 2pp 46661 201 46551. 2U2. 

8C082200B7 Irdqrms PMl 8bOC>6 Rev 1 lo I5FSI secunly prog'ani aocoplntito m moot 
nri app 'Cable pod on**, of iCCf R7J 

MCCOnKl L.G W. Licc-nsnj Dranch 80/98/06 ruCKl’R.H U^ko Power Co Ip 
46603 2 ?0 46693.270 

8000240414 Rewards AmercJS 11>9.ir)9 & I6G 1u l*consr?s nPn*: J 8.CRR 4/ 5 Df’R- 
56 respuclivoly A tvnbiqnafcfs ovaiuaiion ropt Amends n odily raragraph 3F ol l 
ce*»ses lo roqure compl an^e w/ amen-durJ pf./Si'al security p'an 
PASTIS.U N. Ihoyrci Dvioclo:ate 8 '3 fthfOQad lUCKUn.MB QuVc Rowed Co app 

4fcb27 202 46027 214. 

.*0000240416 AmonrJs 109.169 8 100 lo LiCoesos DPR.dfi.nnn 4 7 & CPn 56. 

rospeclivoly modily ng Ratagraph 3F of licnnsos IO rodLiro CornpTanco w/nri undud 
piiys'ca' secer.iy p’an 

MA1T)U:\VSDB 1 J rO]ed Di'CCloralu 8*3 00/00/19 2pp 46627 206 4802/ 2)0 
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8800240420 Salcn.ia'ds fi/aiualon *ec' supporting Ai'cnds 169.160 ft 166 lo Li- 
censes DF“R 38. DPR 4? ft DPR 55.rov*:ct Hrty 

* NHC . No CftWea A 4pp 4C-627 211 4662/ 2'* 


I. Financial Information 

9608190153 Ftrwaros Duke Power Co N:dh Carotna Muicipa' Po^c* Aye“Cy NunL't" 
VlC'tt’ Ca'cma E’ecltc '/cctte* sPiu C^3p:'auvc. odc-v^nl Were pit Fowc A^rcy 
ft Sa’uda R vcr Elect*. c CciperaMe if*?/ annual ropispor 1CCFR50 7Uti> 

TUCKEH M 0. O <.ko Foa"' Co Uft/OQ/C? Ucc<iTt ,, 'i Ccniro Branch (UicurreM Ccn 
ircl Desk) 2pp 46CJ-*. 31 1 466C4 I £4 


K. Utility Final Safety Analysis Report (FSARf 4 amends 

8000240153 f c^aros pa<j<.‘S ina uokn'ly cmlUVj frcrri 19ft? FSAR updll*; did 
00Q7C* Hoq./ests .nselcn 

Tjf-vFR.HB D,Ve Power C<> &d/Cft'W Cxunvert Conlrcl I3»<irch (Docu*i.enl Con 
Ircl le‘>i Ip ^66^ 230 4GC2r. 210 

0808240202 Charges ft ccr'eclons lo Oconee Nude.r Power Siaicn Unds 1 2 ft 3 
FSAR T-8/ 

' Cj^Pc-ver Co lfc;.c 46<j2.w3v4itt23 24ft 


P. Operating license stage documents & correspondence 

0807290155 Avisos tnel plan! site a i ca v S<lcd duri'-g mI ol 060716 22 to rev uw 
ilaia coiecton as pad cl NRC Pcrlormanco indcators Prog*a»n l*si ot cimJ J ain 
mant ccrfcrtrarce mil :ato‘b «'-i 

GRACE J N Hen oa 2. Clc cf the C ‘Oder dft/C7/ 14 tijgkFF) H ts Duke* Rowe.* Co 
29p p 46357 015 40367 073. 

8807290296 Fo'wn'ds nfo ro mst 'esu's njuiirg ‘oiv lipw ‘luojgl" p »i‘ l sla*":J::y sl ul 
<jo*n lac Vv Fvac cc r dcr.st‘3 Vore iforiMji eva nation reeded io deh-rrrne rout 
coi.se ol *>*<"1 Stirr naiof .EH anKpa'ed by ftftlSOi 

TJCKLR h li DlIio Po*<m Cc «a'0?M5 Occmienl Ccnt't/ Branco (Document Ccn 
Vo' Dos-) 4r.o 4<jU*4 3>-V'.fctt4<V;; 

8807270090 F o vva‘ds recpoi^o *o Sft'ely evaljalo 0 cn Ge-onc Hr 8' 21 ro '•alura cr 
cut a tier co->‘dcwn w/o void fc» melon 

illCXfc'R.Hfl CjVq Pc,ver Co. 88/07/16 Doctnen: Comrci B»ar:h (Document Con 
IroICcsk) 2pp 46317 203 46 Jl 7 204 

8007260263 Pro. cos s:cd •'“fo ro once tiiro ijh slearn cenrraiofs.pcr Fcch Spcl 
4 17 6lalCi04C‘aiL'r A Fa«f tvyo tubos removed from scrv.~o by P b.^gi-g 
TUCKER H B Di.-o Fo^or Co 0&'O7/?'). DCCurnom Ccr«*'Ol Branch |0cco,Te.*’l Ccn 
Iro Dcsi) ip 10'JCI 105 4*304 106. 

8806040148 Forwards nc'ice c? ccrstd^rat>on ol (ss.orco cl amends lo Licenses CPR- 
& OFn-55 Amends rovse T cc-i Specs !a scppo-'l Un 3 operahon ai ‘jl • 

rated power 

FaSHSHN P'O'iOCl Ciec-cralo U 'i bMQJtK) 1 UCr' ER.H.3 Oeke PcaO( Co 2f.p 
46423 230-1C423 237 

“8000040156 Nchce ol confederation O’ SsuAncc ol arr.c*'ds 10 Lilc.ises DPR 35.0PM- 
47 & D;»R 55 rovist'ig rech Specs to sjppc*l cperal-on c* Um j at fu I rated powor 
P. 1 AT7hcvvS.D F) Project D..'ec!ora»e li 3 e8'0?7Pl 6,tp 40423 232 46423 237 

0806040139 ferwa'ds ncl c-? ot cons Jetdlon ol -ssjonco ol anordb io OL A opHCMun . 
i r to.* Tica'-i^ 'c CFOVli reqj^si *or amends, ro/isng Te.^ concormg (".rrarr 
to second 3 *Y leal age 

f ’A ST IS. H N pfe.eci 0 * 0 '_*c'Hlo «J3 E6/07/21 IUCKCM.mQ Ojno Pcao? Co 2pp. 
40431 263 16131 2/‘J 

* -8800040140 Not CO yf ccrsidcr alien o' isstarct* ol arnond to L-corses CF’R 39CPH* 
47 S CPF-t 67 A proposed NSHC jjk-rrr ranen 6 ci>por*jr»ly fo* hr?a* ng Amenn ro- 
v ses I och Sccc U a:j 1. s ir la* to Urm l pr mafy to scconda'V ioa<aqo I m i«, 
MATHEWS D a Pic.OCl Diroctoraio II 3 66/07/22. 6pp. 4643 » 265 4G43t 270 

8608050193 Ic-V-aids ' Sn'oly Eva'ua'cnol To^cal Repi (B5W Uccureni 4 7-1159091- 
COi. Dosijn Hequronrcnl fo-* Divn'fp Scrar. Sys 8 AtWS Milgaton Sys Actuahcn 
C icuilry. ' ncccpT.j u!-' r.rcposal *or p'c.dr.g ge r eriu gt cJoVies 
VATTh.fwS.D B Pro.c-H D-rectcralO <; 3 91V07/2C TuCKfiR H B Djko PcAcr Co 
bpp 46437 314-46437 338 

-8808050229 Safety Evaluation cl Tcctta Reft |5AW Oocu-renl 47- 1 1S«J031 001. 
Ues (jn Rggl renents lor Diverse Scram SyS & ATWS Wii gal on Sys Aciuanon C r 
tu |ry.” 

COLLINS.OL EG&G daho. Ire (sjtis cl EG&G. ‘it ) COLLiNS.BL. laaho Nat ontil 
Engroern;g Lattpraiory F|N C 6x0 17 88/02' , ?8 NRC • \o Doiaded Alt.'iaion G.vcn 
20pp 46437 319-46437 338 

8S081 70324 Stirmary of 660714 meoi ng a/GSW Owners Group re ndjsiry S NRC ac 
ions lo rcso vo ssuos 'ased in Gv'nrnc Jr B7-12 L sl ol altoi'dces.v owg'^p-’s A 
5&VJ {fos rn rt^irrcrccs 

TnAVMFLL.CM i’roccl Di-ectcraie V Ffi/07/20 Prciocl Drecio'ato V 4 7pp 
46572 001 46572 046 

8008090256 Tcr^ards respsr&e to Generic L|r Bfi-Ob. Bor-c AC d Corrcfe OP of Carbcn 
Sleet Ho3clt>< P result GojrJaiy C temper on*, s n PWR P'ant^** 

TUCKEM.H.B Doko Po^er Co 60/U9/O1 Occumenl Ccnfol £3ran:h (Document Ccn 
tro Desk) EPp. 48471 022-46471 326 

8809150075 Ferraros Rev 21 to “Of site Dose Caicu'ai on Mama 1 ” Rov beirg subml- 
lod p'ict io seirarruai ran paci-vo oTucnt roieaso ropi for pcnDd of Jjl-Dec i D33 
TUCKER. H 3 Cu-e Power Co 80/08704 Crtcurrern Control Branch (Occnrnenl Con 
rol Dosk) 3pp. 46551 003 46551 012 

••8808150081 Rev 2i to Oflsi'e Coso Caicifahcn Manual 
BlRCH.ML . TUCKMAN.M S Duke- Pov.6 1 Co 80/07/19 7pp. 46551 C06 46551 012 

8808160322 Nolficaf'On ol B8C317 moet-n^ w/util n Rockvil'o.MD to discuss $ER cn 
ATWS .ssaed by staff io utils 

WRlGfrT.R J Ass stanl Uj.-eclo* lor Pagcn IV Reacio-s S Special Pro:ecis 08/06/09 
GRUTCHHELO.D C vison ot Roacio; Frcwcts • M W.V & Special Protects (Post 
8/04H) ftp? 46551.001 46561 008 


8800230310 Supp'emcniai app ualion ter amend to I cense. co-reci ng opcmi,/ 
vei lanrt* rfniuieir unis ipr sale v.utdi.vn lacitiy 

1UCKLH >4 B Dokn Power Co B5/OB/I2 Document Conircl Umn:'- (Dcicur 
irol Desk) 3PP 466 C8 015 46693 021 

-0SO023O315 Preposr’d T och Fprcs T.ibe ‘J 10 1. Safe Sl.MdJ*n Fa- *,i y | 
inslrv.n or’at oi " & 1 , 1 b e 4 20 1 ' SSr ir‘snurne‘il<itiort cnrn?ctrq *>uii • 
qjrcn ooife for standby S'-u'.lcwn laciMy msirumeniai-on 
‘ OuV.c Povn.f Co 65/08 M2 4pp 4600(1018 40^:0 021 

88-082404 14 Fciwarris Amonls 163.169 & 16A 10 Lmnses IJf *R >0 0 : 'j : -n i 
65.fQS!/£eii>'0!y it sdKj-a'ifs evaluatijn repl Arnnr.ds rncnily f’j'.iij.ajd 
tenser, to /Gguro compete w/ ameidul ptiySic.n seci.niy pan 
t>AST-S.MN Fro.oct O reciOMlO II 3 ftH/O'J/l'J TUCKER. H D Bekr i»o^« ■ 
4f»627 202 4662/214 

-86O024O41G Aroots : 69. 1 60 A 165 lo Licenses U? J H itlDf’ll 4/ /s 
rctiOOClivety moo*,i.“g P-Vagriyh 3F ol .icensot> tu req./ro curnpi.m .r- vv/ 
p'.ys c.il seconiy pMn 

MATTrtEwS.DU Preset Bve-'t::rat-Hi J 80/00/ 10 2pp lf.62/ 205 AH-?/ 2 

--0QOB24O42O SafcguanJs evauai'O" rent suppcrtnii Arnolds lfi ; * 109 A i 
ten-ins DPR 3B DFR 1.* A OPR 55 rescect-vely 

• NRC • No Uei.Vod Alhiahon Given 6'j/OftMO 4pp -10527 211 xi l 


O Inspection reports, IE Bulletins & correspondence 


8805200295 NRC Inlo No* ce 0h 032 " Prompt Heportn g io NRC Cl big n'i::..nt 
1u*o v rrj Rad cac* ve Mail " S*t ' si r nc.) 

CUNNINGHAM 0 F Civ.son cf ndi.strial A Med cal Nuclear S.iluiy (l : o»l 
«8/05/Pb Ccrifec'.JH'ed FiJ.soi Co Of New York. Inc l?0pp 40;f(jij i /«j .|. 

600 7250374 Frrwanis Rov 5 to Vcls 15 of second 10 yr mie.vijl nstivi.o ns; 
B605C 1 request fc' fldcl info W/relilc-d inlo A iwo Ovois-^e rlrawrqs 
ruCKER.M fi D.ika Powe' Co 00/07/05 Docen oni Con'ro 1 Dr.'inrh fit-:, jt 
vo‘ Ck.tk> 201PP 46510042 46616 ?42 

8807260316 Ros^-j'*<ls to NRC Bulct n OO C04. Potonfnl Safely fle.dt<*il Pu. 
Recopi cf infimlacUi'O' mlo A nva'uaFon of nlo u^peded by 1100(11 1 
TUCKEM.H.B L'gsO Pcwn- Co 80/07/11 Document Co-ifro* Bia'‘th i Doc mu 
ircl Desk) £pp 46259 159 4628ft ib'J 

8G0ftO4Q2C5 tnlonvs Hill plans (Jo rol uso any cl GE Mr A te l :iys w/ I di.n 
n sms o any salniy rclilc J app'icaiiOis.pcr IE flutlohn Oft C0J 
TUCKEH.H.B Duke Power Co 90/07/13 GMACE.J.N Mug on 2, Ole rd II- 
?pp. 464.1 i-?D7 46131 2Q9 

0007260269 Responds io NRC 3ulot.n fj? OOP.Suppls i ft 2 ro sifol, n>.:i* 
vendors A faste-ier lest ng 

IUCKFR.H y OmVo Powot Cn Mft/07/m UocuinqrM CdrUicl U'fi’ Ch iUomm 
tiOl Des.K) 1 3p;> -Ui2fl7 249 4 U20 7 261 

0807200162 Suppl 1 tc NRC .“nlo Notre ftH 046. "Lm*iiv?C nopt ul IVN ; 
h feiod Circu l Ureakc.rf) Svc I st Pncl 

ROSSl.C F Divncn uf Opera lo ,v al Events Assessment (Post 8/Ulllj f 
Consoldatoo Ld-son Co c* Nuw Ycrk. Inc l?5pp 463U0 C54 -lOTftft 1 tn 

0008040061 Forwards fnsp Refits 50 269/88 19.59 2 7O/0ft 19 ft 5<i 2tl// 
890627 O/Oi Nu viotahons cr dev.ahons nole-f 

HERD f. A R Region 2. OlC cf iho Deecioi U6'0//21 lUCkEMH-J 1 »h f 
2pp 4 6432 119 -16432 129 

-0800040064 msp Ropls E0 269/88 14.50 270/68 l<) ft 50 2(17/86 19 t».i 
0701 No vioiat cns noted Maicf a'cas inspoctod OA/QC conucls ft wu.k a< 

I re pioiQClioe so feme mor.ito' -‘ (1 8 ‘ol’owup on l.ER 20 f J/nfl 05 
HARFtlS.3 R . CCNLCN.T E Hug c» 2. OfC Ol ll o Dnocicr. 00/07/ 18 l;>,j 1 
46-:.1? 129. 


8800040066 f orwards Insp HepiS 50-269/80- 16.50-270/8fM6 ft f-U ?n/r 
6dC523 27 NO vclalions or dov.at'Ctns rote J 

HEROT.A Ft Region 2. Ofc of Iho Dire CIO.' 88/07/21 TUCKER. f 1 :l Duke - 
2pp 464 22 0/1-46422 079 

•0800040070 'nsp Ropls 50 209/00 16.50-270/88 10 ft 50 207/116 10 c* ‘ 
27 No viuiai-ons noicd Mapr areas mspoctod co/rp'ox survci 1 nnco tr-sl r.j fi 
t n fo'iowup 

T'NGEN.S . JAPR.F Region 2. Ole cf iho D.rt-ctor. 08/07/13 ?p;> 4 
46422.079. 

0800040130 Forwards Insp Hop's 50-2G9/8Q 16.59-270/08 15 ft 50 21// 
8805 17-07 15 Nc vclaions 0 ‘ doviai ons noiod. 

BMOWNLEF.VL Recio.i 2 Ofr of Iho D recior 08/07/21. TUCKER.H H U 
Co 2pp 46431 215 46-131 2 29 

•8808040132 Insp Re;>ls 50-269/80 1 5.59 270/88- 15 ft 00-287/80*15 s:*i 
07 15 No vio’at.o.is noted Vaior aroas 

cporaiio'iii.fejrvo'-anco.maint safeguards & radiation proiocicn.insp of oiks 
nsp followup 

SKINNER, P H . WERT.L D. PEEBLES. T A Rooon 2. Ofc Ol Iho D-'oCor - 
Mpp 4C431 217 46431 220 

8800040137 Forwards Insp Refits 00 269/8ft- lft.50-270/88 10 ft 59 287/ 
&80S2O-24 Ml> v o'ahor.s or doviai-ors noiod 

HEROT.A, R. Regicn 2, Ofc ol lf ‘0 Director 08/07/21 TUCKER HR Dul-o I 
2pp 40426 3C9 4C426 310 

-•0800040141 Insp flepts 50-269/8D 18.50-270/00-18 A 50 207/08 10 fi 
24 No viclaiions o' deviatcns nitod Major areas inspected LEHs. nscrvicn 
purrps ft valves ft NDE exam results 

CCOtiO'JlQS ME., BLAKE.JJ Reger. 2 Otc ol tho Elector 89/07 
46426 311 464263)8 


DOCKETED ITEMS 61 


8008100102 D-srussos 683701 enfO'COmufU conference to envron qjah'cation ol oY.c- 
In.'.al ctijip.-rcrl hsi o? attunuces. Summary 8 Jwndoji out 1 

GRACt.JN Hogian 2 Ole ol Ihu O.rocto.* 80/O//25 TUCKEH H U Uuko Power Co 
49np 46498 100 4MQ8 1 57 

8807200246 ".‘PC 3u elm 88 009. ' M-rrb'e Tube Tnnnrg <n V/osh-iy 1 . o-.se Reactors' 
Sve ksl c*'v; 

ROSSI C F 0 vi S on ol Operaf ona liver Is Assessment (Posi 0/0411) 8H/0//2G 
ConsjVfaib'J Ecissn Co of Now York. Ire 1?:ipp 46340 0/0 463-18 19? 

8807210216 NRC ir'o Noiico 69-C52. I- a luro of ■ntrojlG-ine 1, inborn ol F (old er Sul 
App'icato: Bmdiytriorapy Oo. eos U..fing Pniioni Treatment SvC fisl one* 
CUNNINGHAM R •: C.vis-oh of In-Juslnal 8 Mctfic.nl Nuclear Safe!/ (Posi 870/29) 
68/0 7/2/ Ci ••co'iiaieil Ed son Co Ol New York, Inc KJUpp 4639? 02% -1039? 130 

0807220034 N-iL inlo No:cc 86 0*/>. L censer Vio'afons ol NHC F'ugdaticnij.Wn eh 
l.otl to Mcdral D.a.pusfc M saiim tusirai ons " Svt: list trd 

CJNNAIGHAMHF O^o;i ol lr.ifusir.al A Mo<ICiil Nuclear Saloly (Posi 8/0720) 
nn/07/2fi Con$cl«alc:J Fmson Co c* Now Yo*k. «rr i06»>;> 40396 2HJ 4b3‘J7 028 

8807220192 NRC lr ,4 o Noheo 60 Cf.4 Taik.-fr ol (Vtui Breaker Following Iristnllaiio'i 
of Airpfor'or D.rocl T r p AliHChmonl " Sve l«si out I 

nOSSI.C.C Uivsipn of Cpcrai<0‘Ml Events Assessment (Post 6704 1 1 j Hfl/0//2ii 
Couse-l dntcri Ed«C;‘. Co c ; Non York, -uc t2lf\p 4641 7 U26 1W1 7 MCI 

88061 10119 Advises Ihnl response lo violuhuns nolOil in Irsp Hepls l0-2fid/(lf). I 1.5(1- 
270/00 1 1 A 00 28//rJ0 11 wd Uo submitted by 801)339 

lUCKFR.H.R Duke Power Co 68/07/28 Ueiunu.nt Conl-el Branch (DLd.rnorii Cen 
Irul Desk) If) 46hC0?1/. 161X0 21/ 

8807260019 NHC liilo Nolico HP 066 . Poieniinl ProMe-ns Canned Uy Singe? Fau.ro ol 
FSF Swing Bus " Sve 'isl mcl 

HOSSl.C F Div.SOn ol <J;m»afOni L wills AssoSsn eni (Po->l 8/0-111) 88/06/03 
Consolidated Edison C o of New York. Inc I2lpp 4n4j/ 121-46-137 24 1 

8B08030289 Supp 2 to NHC duivim 68 005. Nonconform-rig Malls Suppled by P png 
S^rP : »< s.Tnc ai ro's-rm.NJ A West Je'Mjy Mlg Co at W 'Im nstown.NJ " Sve 1st on.! 
flGsSl.CE D.vsidii of CporahCr.il Events Assessment (f > ost 0/0-11 Ij 08/08/03 
( cn£o::Jaio‘l Ed.f.on Co. of New Ycik. loc n«ipp 40888 12 l 46538 2fi!J. 

6600150259 FCfWMd? m*4J Hepls Ml 269/l\‘M3 60 -270/U0 13 P* 50-267 mft- 13 ryi 
880509-13 & 10 2? & oof co (>l v.rlaion Un-Jcrsi.iodinu frooi OHOliiO Iclcoo ihnl iys 
opc.Mb Uy nol Olfoclcrl by any NHC Klenl iir-d w r oj & Jniw rn discropaney confirmed. 
GRACE J N ftuyon 2. Ole Of the O reel Or 68/08/03 TUCKLnJl B Duko P«wo' Co 
Jpp 46554 OGG 40554 000 

-8806150261 Noheo o 1 v.nlahcn f'eni -asp on 860508 13 A 18*27 Violations 
nefod podci»manr(? irchnioan pt ilornMng f>J /?/ A/m 50/22A Opofnlionnl Valve 
l-oncl.cnal Tnsl ” i.t^ir.ed yf'i.k.i ime n cordui in ,,lep lor Valvo 2LOW 1 
Gf)ACE,J.N Reg or' 2. Ole ol llir D.n:ciof fm/C6/P3 4j?p 4055 : 050 4li5r,4 or>2 

--0QO8 1 50264 Insu fkpK 50 2G0/88 13.50 P70/M6 13 & 50 267/66 >3 on 880508 13 A 
19 2/ V oldl.nns A cbsr;rval>t-:is n*jlc:l M.i|cr ii'cis mspecK'if DA .dluciivcness n 
meas of Optra! ons A survoJ’arte ieM» , .q.ina nl A dosijn conircl 
SHANNONS 1)1:1. ISL L (i A Herj.un 7. CVe n< the Cr velar 68/07/25 24pp 
4G5G4 CQJ-40554 OBG 

960720000B Sevpl ? lo 74f)C tiu'oim U11038 ‘TCeim.i' Sl’i^ses in l\pr q CL-rri<-Ll(?d lo 
HCS *’ 5vc liSl ur:c 

ROSSI, CF Civ.oion ol Oper.il?on.d Lvonis AsvjssirvH |l J (jsi 8/0411) |!6/Oi)/04 
Conscl doled G<J sen Co ol New Yp’k Irr, I2lpp 46504 031 4 0504 12 1 

68072901 1 I NMC: Info fs'oiice 88 06b. "f'elenial Proii'etns W/Hi'.ccnu f ount Fro (Jarnor 
Porolralion Seals ' Sve IM nn:i 

flOSSlCF Dwiston Of Cpr?r.iU 0 ^al r tf( nlr , Asscssmunt (f’osl 0704 11 } 88/00/04 
Con SO Ufa led Ei1isr)li Co of New Yerk. inc I23|;p 40663 | /5 40000 2U7 

8808240 135 I mol f(. > spo. , iSO lo f OlA n.c;<.r.sl lt>: deem nun is App K tfocmrcnls oncl App 
L dcCun*onis pari-aiy delr.lerl ns outside scop., of fnjuesl Af?p M /Jocdmonls parba iy 
wilf'.hc'ij (ml fOlA Fxurrf)|i;:n 5) 

GRlNiSLEY.DM MtC No 0cjla4en Afhlalcn C.ivon 00/08/04 QOlCY.K Cub ic Cd- 
20o'«t Cm»ci- Ms>s l.norgy PfO.ecl 6|;p 4l»56l 336 40681 342 

-8608 1 10018 f o*wa*«ls NRR SAL' 1 mpji based on inn SALP ovnlual>OAS 0*iel w/saloly 
cvalualions pupa e;) during SAlP Dei 1084 May l‘J8b penod HelalCd dOCmr.en1a 
ton oncl 

DUDLEY. R F. PV/H P/C|f-ci Drecieraio 1 6C/Q8/0I KlHSCH.D f. flegon 5. Ofc ol 
Iho DifOClpr. 85fip 4U6UI 343 40582 112 

BBOBQ2009S NHC Info Nni;c« 66 06/. ’PolentM' l oss of Sn<L> Shuldown Eliufirneril Duu 
lo f J romaiure Slit.cn Confro'.ocf Meel.licr Faiuru ' Svr Isl oncl 
HOSSl.C E D.vis:on of Opmai onal Evenis Asseasuteni (Posi 8704 M) 60/08/06 
C'onsoldulecl F.d.scn Co of Now Yo-k, Inc I22pp 4 0459 125 4G450 ?4G 

0808020102 NRC IrVj None? 80 050. PoU-nhol Prch'oms V//ASFA Grown Dovrri ITE- 
5lL Tnnn Ovr'curroni Relays Sve list oncl 

ROSSI.C L Uv'Sicn of Cf>Of«ili;mal hvonis Ass.'ssment (Post 870411) 68/08/08 
Con-io icfalod Edison Co of New Yorn. civ: iPOpp 46538 001 4653G. 1 70 

8800030112 NHC 'nfn Naico 88 059. MSIV GurJu Hail f aiuro ai Walerford Unt 3" 
Sve 6s1 duel. 

ROSSl.C.E. Div.sion ol Oneroirona' l.vcnis Assossrnoni (Posi 8704 11) 88/08/09 
Conscl.miod Ed sen Co ol New Yo'k. Iru: 12lpp 46-167 011-46467 131 

0808040062 Suppf 1 tu t:Hi. into N'OUCO 88 034. ' Inadoqualo Oja’if.cnlicn A Occu^vn- 
lailon of I ire Borni- Pc-noiralian Sc.Ps ' Sve 5si cr.cl 

HOSSl.C. E. D vis on ol Oporai-enal Evenis Asscssmoni (PoM 870411) 00/00/09 
CcrtsQ idnlerJ Edison Co ol Now York. Inc I21pp 46559 205 40558 325 

8808050135 NHC Wo Holme G0 CC0 "Inadaiaabi Oosgn & IoMhUqi on o( Waitityht 
Pvroiralion Seals ‘ Sve fisi oriel 

ROSSI.C E D'Visron ol Opcralional Evenis Assossrnenl (Posi 8704 II) 08/08/ 11 
Copso'idaied Fe'iscn Co of Now York Inc 123pp 46509 298 46570 060 

0800050246 NHC Info Nafeo 08 061. "Control Hoorn Hablabuly Rcccnl Mov.ows ol 
Operaimg Fvponenco " Sve i si oncl 

ROSSI.C E Div.sion of Cporaiicnal Events Assos^nicnt (Post 870111) 00/08/ 1 1 
Consolrdnied Ed. son Co of New York, fnc I25(>p 46594 3i2 46595 076 


8800050295 NRC fnfo Ncnce 06 06?, ‘Hccrnl f mrJngs ro IrnpJcmrntaf cn cf OA Pio 
gion;s by SuppKvu of Tr.nspon Packages 1 Sve Isl oncl. 

BURNF.1I.HF Ovsen Of Safocjuards A Trflr.spcrtgton (Pest 870413), 08/08/ 1 2 
Conso'i Jfdc.'d Edison Co of New York, “rtc >09pp 48501 156 46561 2G3 

0008090264 NRC bdu N'oiice 68 003, ' H cjh Radialion Hazards Kro n Irrodiatotl In Coro 
Dotecuvs S Cab:<*s " Sve Isl Orel 

HOSSl.C L. Div.sim ol Ctoeralicnai Lvc.MS Assossivont (Posi 870411). (J0/OGM5 
Consol (fatt-d Edison Co of Now York. Inc 1 Mpp 46560 065-46569 ^74 

8000240294 No: Eos of mierluKi lo r-co/po'ato ASMF CaJ(? Case N*40l-V '‘Roi‘er /4 
Pressu'Ci Vessel ' i r.'.-j .nstrv.co insp ppiograrn Cedo case t-etC* 

TUCKEH H R (Juke Power Co 66/08/ '.6 Docu-nnni Cor lro’ Branch (Uoc^moni Con 
Irol Desk) Upp 46630 007-4 f. 630. CUD 

8008240101 Fouvards sipio assessment nf I Ce riser* response to Iryp Htvis 50 269/84 
33.50 2/0/84-30 A 60 28//84-3a concern.ng Noiw .0 of VPlalioo ro dsposal ol oil 
contjiniiij) low levels ol r«)(Ji 9 nelivily Hosponsu met ts ri.>qe.rc*n:<“nts o' 1G1-FR^ 201 
STOHHJP nujion 2 OIL ollho DiroetOi 9G/C8/1/ TUCKER. H B Dtiko Power Cc 
4pp 40036 1 18 16636 i?1. 

8800110206 NHC Info Not :;!■ 88-C6-V ‘*Rtp ruling F res n Nuclear fYoross Sys at Nucir 
pr Power Pla°ls w Sve I si Orel 

HOSSl.C E U.viscn ol C5ntr«it:onn‘ Fvunis Assossmor i (Pesi B7841 1) 08/06/ 16 
Ccnso',;lalo:l El'isjii Co o* Nuw York. Ir c U)4pp 46043 001*16643 KM. 

0800120327 6.RC Info Not.:o (18 065. 'midvcirlciii Dra U3t|ts of Spur*'! Fuol Poo s '* Svr. 

IlSl O' C 

HOSSl.C E Div.sio'i ol Operational fcvtiris Assr.ssnurii (Posi 87041 1| 80/CH/iH 
C^o'isolirlatou E risen Co ol New York Inr: 123pp 46626 01146626 139. 

0808180392 NRC Info Me* Ci: 00-066 MnrJiisir-al Had^iraphy 'ns;? & Erifercorront. * Sve 
list on;. I 

CUNNING HAM, H I- Div.S’on ol Ir duslc.il A MerJcfJ Nrclt’jr Safety (Posi 0/0739} 
611/09/2^ CynsoSiMlcd Ldsen Co o? Now Yo'k, Inc. *-0f:p 46620 134-48628 223 

8008 160414 NRC Inin Notice 80067, PVVR AuxYnry Feodwalf' Pu.-np ludjno Over- 
HD-’Ot) Tnj» f *i Lro “ Sve Est cncl 

ROSSl.CE Div.sion of Oaerahcnal Events A&sussntnm (Pr?sl 6/0411) 89/00/22. 
(onsoledn'ud Fds.on Co of New Yo*k. *nc >2Jpp 46L4 3 105 4Ct 13 22/ 


R Periodic oporaUng reports & rclotod corrcspondenco 


8B00 190003 Mnn‘lily cpuralirig rcpls for JU I960 fo' Ocon-oo Nncloar Smlion Un Is 1.2 
& '3W/08G616 It 

fff AVifi.J A . TUCKER. HR Baku Pr:wt:r Co (!d/0?/:ii. 10pp. 4U599 133 40503 159 


S. Reparlnhlo occurr onccs, LEHs & related correspondenco 


0807290140 S.ihinK nj?,.’ for meins on m AO rt pi 'o Co'iginns fer Son:n:J Ounrlur 
(JYGfl ro ' f’olnniiil C-.i ripl'jb’ LOSS Ol AI AC f’cwtv Duu 1r> 2.10 KV Swildiyard (Vcris " 
tl stove red AI plnrd un (>00426 

CHACL JN Ht'r|ion 2. Ofc of ihu Hi/or lo' 0f)/O//i-1 ..'OHDAN.E l Olf.co lor Ana y 
sis A Lvak.ahon cd Cperatcr al Data, i;»u-crt:r In 463G/.230-4635/ 230 

BQ08010CM9 Nt>! 4 cs i(‘Ol elifu ries lo Ti-<;h Spec 3 7 lo resolve- anpareni conf.icts nji*:»ir- 
hed n I.EH 2f> r J/H7-09,l:ii up |i , n;jared A v,i. bo Suln.iitorJ by 001230 
TlJCKfR.IIU O An Pi: we' Cr> filJ/OZ/IG Djtuii.epl Canlrol Granch (Uo"u.T.-r>n! Con- 
irol Desk) Ip 46369 163 46369 103 

0000040330 Advises that ( till 2G9/HG-10 iu missed snuSt:er survoillance vv.ll bo S^bmi 
toil by 680835. 

TUCKERJIt) Dukii f’owtr </0 (IH/0//2/ UOcu.'nnnl Confrol Elrnech (Dccumeni Can 
POl Desk). Ip 464 34 1 62 4643-1: 152. 


Y. Ory Cask Independent Spent Fuel Storage Insinuations 


000805021 1 Forwards co-n'renis in rof.posr r> 10 030331 sjbn.illdl of SAM lo* iSf Si 
HOnrRTS.dP Fuel Cyclo Safely Blanch. 08/07/27. TUCKEH. H G Deku Power Co 
39pp 40449 102 46449: M0 

8000 1 10106 Sernma'i? o* 690711 rncnlir.<^ w/ukl S contractor m Sonnca.SC ro onvirun 
mailers l*o liccnsno I SCSI ntg:l raiion 

STUH2.F f ue.l CvCki SaIuW ti'Qnctx 08/08/05 ROUSC.LCJ Fuel Cycle. Safety 
D ranch 50pp 46504 303 46604 352 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F. Security, medical, emergency S fire prolocllon plans 


8807060520 Generic Ur 0H-1O in rill power ruacior license-os 6 liode-?. of f\iri 95 af ■ 
pr ovals rn purchase of GSA approved sor ,.,rity co-ilainurs Sve Nsi end 
MlHAGlJA F J. A&sor, alO D.rocio' for Projects (Posi 8/0411) GR/0//01 Co'iso .dalcU 
Edison CO ol Now York. '-C :Rpp 46360 2P9-46J80 323 

0BO8O-1O194 Foevards Siifcrjiia'du Insp Repl 50 271/09 07 on GG0623 27NO v olaitO‘'« 
nolr.d 

BELLAMY, IT H Region 1 Ofc of iho O rector 06/07/ ill MURPHY, W P Vormom 
Yankee NuClo,ir ('owe; Co-‘P 2pp 464J2 302-4643? 30G 

-8BO0O4O196 Insp Flcpi E0-271/8B 07 on 0UO523 27 No viclnhons ro:c<l Major areas 
inspocind mgl clfccii/rrnoss.crgaruairon, security sys powor supply.phyr/cal b.irric-'S 
p.'oiected area 8 vital areas.i tjhiing & compor.saicry muasuro^ 

LANCASTER. V/K SMITH.GC, KCIMIG.R R Reg on 1. Ole ol iho D rcr.icr 80/07/ 
13 5pp 40432 304-46432.306 



«»!“»* V- vc,, cn c. h» 

&m?»Twot&« «*■••»• fw, Otf> "« Uxu - T<r: Ct " vo1 

b ,r.h U r ':cl 0<i>) ?FP ‘&5* 1 - * 7 -65o-34b 

MOMttW •'>■ .<■' H Irw-qfr;, C 3<i •V.vo-ncm nq Pnrwfcic O? n6<;6. (-'rc.-oency 
e» 09-16 3*0 4tM.0K.4t63! 067 


880324C078 EuaU 
V/.R-TO Ml'* 


ie ’3 tr.€isj , ‘ , ‘: 

to aiot : E 4'C 


y P* dr 

■it Ce ea/ca/m 


/pp 46610 31 ' 317 


0 Adjudicatory correspondence 

ft o r aQn 0 Q34 1 rcr<Ct rc'iC'* '?■* ‘OAvC ‘o 1 '? respn'sc Ic .c ni reply cl Comma wcaj h . 
‘.'A A try 3 r.i Cua’ ' t*** on Nj'.Vi* P4iito r io canl A Siall response lo 

IW Cvp OaO.Rk Repos 4 **» 

i>4'J *s.,7/?a A-rc Sale*, am wuis*) Staid Pare*. 2pp 4640 . Mv 
iroi ?*:o 

>•6808090040 l ■os;-.* s*: k> p ‘ i 'ec'/ ol Common *ea‘ih cl MA A 

r“r.:ntix Xr Ac ti-o- *o .ipp :cnj & S*3if r^pcnsr io slay rroi.cn Jorf 
i, *'ri\ 'i to d-T ~AVif Cat* :4‘o ol 5vc 

GAD>" •.vw.“tVft'‘>«fiUrvPc.*efCcfp GAD.RK Ropes A Gray 8H/07/PB 
A';r c SHn, tf < J L ce^.ig 6ord Parol I0pp *6401 2 50 46*01 ?60 

880310C03? n‘Airs poa'd fr«\ er.ron assessment issued tr 660/25pf;r fl?!0?12 

hC OGDON A P Ass-jian Gnc oi Ccjn^e' *pr Htirrqs *3?.* 6B7T b 0 dCft/9l 
ScCirtOLf tfi C CARF-FMFRjn BRf^TGO Aiotc Sale'y an- Uc v'y 
;?:3i , JPa r C ip 4M14 QJ! 46414 D3l 

8808090044 „e r' oprovi cc c f New Errand Cua'i’ on cn N'u: car Po 'ui no A t omnc* 
c‘ K'A 10 ttntiu *r:» :n " ( i k-jio^^e response to rlevtnio's ,pn! reply * 
Ctn lcj’o g* S^C rrc „ 

f'EHSTERA fi\-A Erfard Cos inn on Njc'ea* PolVd** FeRSlERA Massa:h,i 
sons. Ctn.i tr.***-**. <J rtHt'f.RA Ha*m-o & Vfcs.s <# 368 685/ flli/GH/82 
Aio i* ; Sa'o’y a'd L c^' s 'ig Roo d Parel fpp 46402 003 46402 U‘J7 


8808090038 Vtia des 1,^0 t,'* ' a 1 r.;j‘s & p'tcecj'es *c» '■< r»gs n pitted nysStivPO 
c;i 66"'*;4 

S*iOLMAFER.Cj Ai:m : Sh*6 1/ and l oe'is rg Appea* Par-fi //36BC658 08/08/03 
ijt 1 _e ol i r o Gc*/.:m Cctrse io 464Q1 ?66 4G-I01 266 


8808090064 U ^oraMv"' 5 O'^cr ('I'Cion *o s r a* l-censo A<rond 104) ' Order I BP 86 
iddsr-. ss ' j |0 'ii rcici as n ooi a der^ng add re el case,) cn >ack ol 
a^'ncr *y La*c i 'e-d con'er^is ray be subdued per IBP 87 i ? Served cn BW8C4 
BECVi^OLk LRC . yPGHT.GO. CAUP£M£H.4H Sa(o\/ arwl lice^ng 

e.:3H Parc 4 360 MU 88'Cfl/03 Massac n sells. COTinronAPuIlh ol 27pp 
4‘,W2 141. 40412 167 


8808030051 N“a E'Vard Cea '-'cn on fl K'ear Pol u son ih rd sel of mlevoga lories ^ 
rf^ueafs io' prodtef to <.* dOCurrsiis io venronl Yankee NjJea* Power Co*p.’ tier 
1 ■ ;are of S.c b“r;l ne>aied ccrespcrderco 

rtHSTEn a Mew e.rg anj Coalicnon Njcfear Pci jho ' FEHSTER.A Kynlcn a V,'. 1 
i sT.s r»396 6b r .J 89/08/C4 Vc.rr^ni Yarkco Mtclpar Power Coip 10»:p 46401 194* 
46401 203 


B806^SOt^6 fuwatds jH 660728 iv rc ftp, 9 to ^seryice te^rvu program UW m.ikc-s, 
nuihi* asst-flOT re* sOtssot :na1 &jb| ralic ol cnci io Ilf mfcvanl or maf U> pfO 
bolo e B:ardGerf.' ca'e ol S#c crc ; 

GAORK vtrrrcra yarkce Nuticaf Rower Ccrp GAD.RK Rcpes & Gray //j&O 
f.5« 86/03/04 BEC^HCt-Fn.C BHiGHI.G 0 . CAHPEf'JfFrUH A*om: Salcty 
ard l > ns r.g R-.ari Tarei MQpp 46i54 037 46464 i£f3 

£808250068 Jg-*iI C* Mow England Co.lV 'n on Njrloar Po 'bXn & Ccrn.nvn 

*c i in ol MA ref iva.< % lo * >' *a*e l ‘ed co-n'en ons * Crmi'.caic ol S;c enci 
k FRSTEF* a r;«.w Lrgiani Coai'-n on Nu oaf Pduion FERSTCH.A MsssacPu 
r.ftis. Con ToiACa -i ol FERSTERA I'arm-n & Weiss .«39B 6037 B8/03/I5 
A’.u'r c Sale'.* ani i-tcnstg Uoaid Parjti \ ipp 46692 203 46192 214 

86002 50036 Answers of Vermor! Yarkee Meciear Co»p fu Mew Eng and Coai'icn cn 
HtCtfif Po V. si. it) so cl mi rv*r otjaioi.es 3 regtesis lor production cl dcci>mcn:s ’ 
Ct'iil ca*n ol Svc er :i Re'afed correspondence 

R£DL>A vtToni Yankee fioe’ea* PowO* Cotp GAD.RK Ropes S Gray //388 
0947 8b/OiM6 Mew England COiMco on Nuclear Po'lolcn ifep 4659? 28S* 
46592 239 


H. General correspondence 

880831006? Rr-gusts ARC acio i i pie c-ve undue r.-k posed by BWR 1herma!-hyd»a 
i C rnsiat «’iy Mfin snsvild .ssje cider reqt t.ng all GE BWR i censeos ro <ubtm root 
NHC w ih n i yr demons'rai.ng coTp'iarce w/GUC 12 Re'aied mlo end 
n-AH.S L Ch.oC-.?crs for Responsible Energy 08/07/2 2 Olf.ce ol Nuclear Hec 
rpr fltgo'.ncn D.recior (Post 67C1 \\\ i ? pp 4872? 025 ‘>8727 058 


plan-ed lo* 'aller hall ol FYB 3 

I AYl OR.J A 4 Cvo' CjjI fy Assuf«nco,Sa'et)iiOKi& & , n‘.j;i;Oif)n 1’ijrj- 1 i»i 

61)0212). B3 /(JO' 12 A'JRlCY. 1 F Roaon J. Ok. ol Ihu l),'i clo- mil r« 
Region 2. Olt ol rc Urecior KfcPPlEM jG Rcyun Ofu ol II - ** I* . * i 
46531 .'iOb A660l 306 

8808150177 h r d lospanto lo TQiA icyuusl lot 'lot.i'rooU f ruvnaol*. \\:\* A. t ■ 

S partially wilh h cd App 0 tf»»ou.TC-nls |rr>l TCI A ( : *»;rnpiinns f> A h) 
GR'MSLtY.OH NHC No Ohla led Afli lObon Givur ftH/fi//14 Ml If h JM t 
litensirg Flcp.>rls 4pp 46501 149 4651)1 ItA 

-'8805310187 Tr-p rool cf R8C412 15 Mgl learn v.sil 10 p'ai l sip*-, iw<> «• .•< • • 

Rcgon 1 cfcstsi ol learn jnpinL’CrS A sumiriijry of otiseivnlio*' , A |;W> . ;,* - u 
visii on-.:i info dtleied 

SM'EZTK.i H OM.ce U N„c*ea' Reacie' Ret^aiijo Out'Clsc (IV.l iWr iu. r 
i o MunUSYJ.L Olf.ce of Nuclear Rca*:icr HefiiJai or* O.fftfrj* U*: ► .1 I'/nt* t| 
4G501: IBM 46501 18? 

8000030205 f orwards onvi'en assdssmunt & f.ndn.) ')f no ti.jnfr. ini n*,-i i *r 
leel pool o>pur'SiCn per BE0426 rpg^osi 

ROCNL Y.Vl. Propel 0 recriO'aie I 3 118/07/25 CAPS1ICK.HW V« •« ■ ■ l < 
N.rdea* Power Corp Gpo 46403 142 46401 160 

.-0808030207 L : r-v.*o« assossmeni & find rg ol ro f> ()n<lit<»f'l i*ti|s«n l n* | • *.* • . 
c/panr. o»» No s grihcanl m*1 obgiral cr ron rarf.O oj-tal mm.jds > «ilr-.| 

* 0lf.ee ol N'u-lca' Roaclor Rey-laiicn. D.recior Uos? * 

46403 MB 46403 163 

-8000030212 N*o:.:e of issuarco Ol (.r.wcn nv.f,r;s < i"*Orl A fulnj o-f r, , 
<mpaci on omorvj lo Lie or ISO DPR ?8 auff<on?ny irc'oaso o* Mu*ng*i ' .>i i r <- 
luoi reel io 2.070 kid assembles 

NEHSLS.V. Pro.L'Lt Drocioodo i 3. UU/C7/25 Jpi; 46401 n>*i n.-::n it. . 

8008030262 Responds lo NRC poS'tcn on 'GiaGC «n RWM iinsl* ;• •'*■-' 

pipitrj.iJGf Gen ere Iff 80 01 Evaljphm ol f>“am lor * r:n»|.*i . * 
cos* cn.dosur.M r> -9 me as vnes Uknn Ui imit'juUi iGSC:<.,e , i;.i 

MURPHY, W.f 1 Vermord Yarkeo Nuclear f’ownr t.orp >■«/<)/ /;■/ « 

Rra-ck (Docuinnnl Co'Vio! Uesk) 1?pp 46429 300 4(>4?'J ii 1 

8008030365 Citinlos uli 07C8M Sebfrilial to hsiuf Rc;| Ci.«li 1 j 

< qs Ol i r, fonijO'’S cenrorn nn pa'amoic's 

CAf’ST'CK.N W. Vorn tri Yankee Nuclear Pown Corn mi/(J/r?!l U *• ■ ’ * 

HranerMOocurre.nl (Jnnirol Dosk) 3pp 46427 1 2h -!f>42 / l ftt 

8808080003 PorwaMS Rov 9 to ' In^rvico Tesln i Proifain.Vern <>.»* • . 

(loscnnlio.n proyani.iesimj scfeduios A ri.hr'f rrg.jirsis.pi r * 

necessary lo nco'pc'AlO comn*iirrcnK marJo in H80‘>59 l*r r <vi p.iid 
MURPHY'.W P Verrrnni Yankue NuC'UJf Power Ctjrp M ■ 11 

P.runch (Docufi’crt Conlml Desk) 4pp 46403 C8fi 4646'i Pi5 

-8000080005 HGv D lo "Inserv co Teslir y Prcijm*n.Vf rmr:iit V.mi* «* 
desCf pli^n.proflrafn.tesvng sehud.-los & n>*«r»l n>rg iesis 
TRASK .T C... KINSFY.JC , CAPPUCCiO.G Vermcnl Yanhun Nt.r l«‘.r l‘» * 

07/28 1 0'lpp. 46463 09? 46463 195 

0000 10O33B Adoses mai Rov Ifl lo Opcral on.’rl OA progr.in ill ■ f i * • 
10CEHEG 54 mcyji'c me*Mt & atceptalYo 

JOFfNSTON.V/.V Rcgon i, Ole ol H-o Cr'ccnr <lfl/(W/f):i IHlAWi'i. • 
Yankee Atom c E'ecinC Co ?pp 4G580 210 465H8 21 I 

8808090142 Porwa'rfs Amend 106 to l icense DPR-20 A safidy nv.i‘*i iln f 
cemmodates imtirg condfons ro autcmaiit: <k>p‘r.'s*, U 'i/,n.r;n -.y. 4 ..' ?* 
0/37.Ho.t» II K 3 18 

ROONEy.V.L Project Drectoraio 13 88/08/04 CAPS’K-K.iUV V< <*• • 
Mucleat Poy.C' C c»p 4pp 46478028 46**78 041 

-.0808090161 Amond 105 10 liccnso DPR P8 cfnirifjeKj Tecli S|ih . t> « 
conditions lor aufomarc Cepross-jn/anon sys 

WESSMAM.R H Pro.oct Drooto'aie f-3 8R/00/04 8pp 

-8808090103 Safely OvO'uaUori suppCflrg Arronrl 105 to I.icuMsi* fVH 

' Oflco of Nuclear Ruacior Regualion. Diroclo' (Post 8/041 1) V.” * * 
46478 010-4^478 041 

0808160348 Forv/S‘<is Amend 1C6 to 1 icensu OPR-28 & Sd'uly »>v.i 
c^a^gns Tech Specs ro leg e sys functional lesl inio'va 1 
ROOmEY.V l. Pro.eci Direciorate I 3 88/08/09 CAPSTlCK.fi VV V* *■ 
Njc^&* Pownr Gocp 4pp. 46556 183.46556 207 

-0808160434 Arrei'd ICG to License DPR 28.r«viSi'iy lech Specs w <'M‘ * » ■* ’ 
a' test interval. 

WESSMAM.R.H- Project Di'cciorato 13. 88/08/09 lf-pr> 46556 111/ 4I* 1 . * 

- 8000180450 Saloiy c-valuat-on Supporting Amend 106 to Licunsr: IJl'H ?>1 

* OKico of Nuclea* Roactcr Regu'abon, D.reclo 1 (Post 8/0411) k ( i/ 

46G58 203 46555.207 


arch luocumem uoniroi cios^ mpp <iujz? urfj-'iu.t/*' .iun 

J040I94 forwards Safeguards Insp Rcpt 60-271/08 0/ on B60628 27 No vio'fllions 

;ted. 

lV.LAMV .Rn Region V. 0!c nl Iho LMcctW ftft/GYMR MURPHY. W P Vermont 
jnktf© Nu::'e,v Po^or Carp 2pp 4G4 3? 302-464J2.J0B 

00040 1 96 Insp Rupt 60 27 I /(JU 07 cn 6G0523 27NO v o'almos no'od Map areas 
spoofed fiyl uMeClivonobS O'ganrat on. security SyS power supply, physical harni-ib 
c'ecicd a'ba 8 vital aroas.lghl nu & conYuzmalory measures 
VNCASTER.WK . SMlfH.GC. KFjMiG.RR Imogen i. Cfc of iho DrecU>' flfl/0// 
t 5pp <16432 304 4602100 

7200162 Suppl I to NRC ln!o Nonce 60*046. Lcensoo Ropl of Oolect.vo Flotur- 
sheJ Ci/cu l Breakers " Sve list Orel 

DSSI.C E Dv.s.on Ol Opo'dliona* Events Assossmcni (Posl 8/011 1). 00/07/21 
msoirJated Ed son Co of Now York. Inc I25pp 40386 054-46260.170 

7200246 NRC Hulct.n 86 009, ‘Thrrblo Tube Thinning in Weshnghousn Reactors " 
tc list oncl 

:jSSi<; E Divison ol Cpcrafonal Events Assossrnunl (Post 670411) Hd/07/26 
D rt so!. datod Edison Co of Now York, Inc I23pp 463-10 0/0 46346 192 

72 1 02 1 Q NRC info N’ot-co 66 052. Tally© of Iniroutcr.f -u loncfom of Flnichor Suit 
)r.| cater Hrachy therapy Dov cos 0,;rmg Pahonl Iruaimonl ” Sve list oncl 
JNNINGHAM.R fc Div.sion of Irdustnai & MocLcnl Nuclear Safety (Post 6/0729) 
1/07/27 Consolidated Ldson Co of Now York. Inc 1 06pp. 4639702646307 130 

7220034 NRC Inlo Notice 68 053. * licensor) Violations of NRC noiju'aiions.Which 
>0 to ModiCOl O’agnosirC M sudrTxnsiraiicnu “ Sve list nnCf 

JNNlNGIfAM.il t O.vis-on Ol Industrial & Medical Nuclear Safety (Posl 070729) 
1/07/26 Consol Uaioil Ed'SOn Co of Now York, tnc lOGpp 4039G 203 4630/ 026 

7220192 NRC fnfo Nolico 66 054, "Kaluro of <>eu:l Breaker Fcllow.ru Insinuation 
An ploelor Orcci Trip Attachmonl " SvC list urcl 

DSSI.C E Division of Operational Lvonls Assessment (Post 070411) 88/0//2B. 
maul dated Edison Co. of Now York. Inc I21pp 16417 020 4G4 17 140 

3110097 Ack roccpl ol U805CB response lo Insp Ropl 50-2/1/80-04 ro plans to ro 
io5l rolof from IQCFRGO.App R for arnuryuncy Rjhl ■nsla'l.ition m ccnirol 
0.41 V.o-lot cn si ii app'ius CorrechvO act onu wrl bo checked at future msp. 

>(NS I ON.W V Regon 1. 0!c ol tho Diroclar. 60/07/29 MURPllY.W P Vermont 
ink oo Nucloar Power Corp 2pp. 46513 095 46513 000 

7280019 NRC Info NotiCO 86 050. ' Poionhal Problems Caused by Sn<;l 0 Ffi.lu ‘0 of 
if Swing Bus “ Sve l si oncl 

DSSI.C t Division of Cporaloeal Evonis Assessment (Posl 670411) 88/68/03 
an sol- da led Edison Co oi Now York. hie 121pp 46437 121 4643/ 241 

3030289 Suppl 2 to NRC Quliohn 88 005. * Nonconlormrifj Matls Supp'iorJ by Piping 
, polos. Inc ai Fo'som NJ & Wost Jorsey Mfy Co ni Wi iiumsiown.NJ " Sve l si one! 
DSSi.CG. Div»son ol Operational Events Assossmonl (Posl 670411) B6/08/03 
cnsohdaied Ed son Co of Now York. Jnc MOpp 40538:121-40530 269 

729000ft Suppl 2 lo NRC UuVein 86 000. "Tbormnl Siressos in Piping Connoclod to 
DS “ Sve list oncl 

DSSI.CG 0«vi&icn ol Cporalional Fvonis Absossmonl (Posl 8704 1 1) 86/00/04 
a.'iso'idalcd Edison Co of Now York. Inc I2lpp 46504 001 4G504 121 . 

7290 1 1 1 NUC info Not co 06 056. ■'Potential Prob’oms W/S l cono Foam Fizo bgrner 
meiraton Seals Sve list oncl 

DSSt.CL. C.vr,on of Onu'akcnat Events Assvi'jsmont (Post 0704 uy 60/00/04 
cnsohdaled Ed son Co of Now Yo'k. Inc 123pp. 46S09. 1 76 40569 297 

3100463 Nol f.cai cn ol 680016 SAlP 0OAr<J Meetir*ij CU -124 in K ruj ol PruSsia.PA 
discuss regional eva'ufthon ptigse of SAlP 

AVinKAM.P.D H Region 1, Qfc of Iho Ouclor 06/00/05 Region l. Ole ol Iho Di 
cior. ?pp. 46590 108 46590 169 

B020Q9G NRC Inlo Noheo 08*057. "Polonlin' Loss of Salo Shuldown Eqi.'j)monl Due 
Pro ma hue S l con Controlled RccliliOr Fai'uro " Sve list unci 
DSSl.C E Civ-son ol Onozal-cnal Lvunls Assossmonl (Post 0/0411) 68/08/06 
onsolidalcd Ed son Co Of New York. Inc 122pp 40459. 125 46459 246. 

3020 1 02 NRC Info NoiiCO 83 058. ‘Poiont-al Problems VV/ASEA Drown Boven ITE- 
il Twe-Ovorc<»nenl Relays " Sve list encl 

OSSI.C.L. Division of Otiora?:or>al Evenis Assossmonl (Posl 8704 H) fJU/OU/OO 
onsohdatod Erfison Co. of Now York, Inc I20pp 46530 U01 46338 120 

B 100060 Forwards resu'ls ol hsiod SIWS itoms.mclud<ncj OWN recircufahon pump Inp 
BWR drywoli vacujm breaker rrods. po/ 600/2/-29 mspGoih doms verified 
OONEY.VL lYoiecI O.rOClOralo 1*3 00/08/08. WESSWAN.R.M PzojCCl D.roclorato 
) 4pp .16566 149 46688 152 

80301 12 NRC Jr.'o Nol.co 08 059. "MSIV Guido Hal Foiluro ai Wolcrlord Umi 3." 
k-c fisl oncl 

OSSI.C E Division ol Oporat-onal Events Assossmonl (Post 870411) 80/08/09. 
cnsohdalod Edison Co of Now York. Inc 12>pp 46467 01 1*46467. J31 


uauuuauiJ3 inro rvouce eu-uou. inatreguaio uosgn a rristanaicn oi worerngnt 
Pcnelrdl’on Seals " Sve hsl oncl 

ROSSI.Ct O.vision el Opcralionm Evonis Assessment If'osi 0/0411) 80/08/ 1 I 
Consn idatcd Ed Son Co of Now YerK. Inc 1?Jpp 4G569 2'ja 4G570 06D 

8608050248 NRC Inlo NoiiCO 66-CGl. "Cenlrcl Room MatiiabiJily Rex or “l Reviews of 
Opcralr g Experience ” Sv: l.st ©r c» 

HOSSI.C E l)iv.son of Cpcraticnal Evcrits Assossmonl (Posl 8 70411) 88/08/11 
Cunscldaiod Lefison Co of Now York Inc I25pp 4(>5'J4 312 46595.076 

9808050295 NI1C info Notice 83 062. ’ Reccni Find rigs re hn/jlomerilohon of OA F J ro 
l»y Suv'-r*^ 1 ^ ol Transput! Packages ” Sve Sst cnc 
RURNbTr.n F Division ol Sategunrda A Transf>e/tat on (Posl 070413) 80/00/ 12 
Consol datL-d lid. son Co ol New York. |r.c 10‘Jj:p 48501 155 40501:263 

8800170246 Respends to NRC 060714 IK ro v.'jlaiions nctod in Insp Ropl 5'J27l/nfj- 
OD.C-crieclivo acl ons Staio of VI & NRC notified of Indrigs & decision in Slop 0 I off- 
site serf ago Sh emonis & dolailod mveshgat cn ol release paths under rakon 
MIJRPHY.W P. Vctmani YankOQ Nuclear Power Cotp 60700/12. Contiol 

Or and) (Ducuuient Ccnirol Desk) 3pp 4G5G1 269 46581.271 

0808090264 NFTC Inlo Noheo B0 O63. “ingh Radiation Hazards From Irrnd.atorl In Coro 
Detectors A Cablos " SvC list oncl 

ROSSl.fi E Division ol OporaKonal Evonis Assessment (Posl 0/0411) 66/06/15. 
Consolidated Ftl son Co of Now York. Ire HCpp 46569 065 4G509 1/4 

88001 1020G NRC Info Nonce 00 064. ’’Reporting Funs in Ntclnor Prccoss Sys ni Nuclo 
ar Power F ; lflri1s " Sve lisl encl. 

ROSSl.CE. Oivis-on of Operational Events Assossmonl (Posl Q/04M). mt/ca/ld. 
ConsoluJaiod Edison Co o? Now York. Inc lOIpp 4GG43.001 46H43 104 

8808120327 NRC Info Noheu 00 065. Inadvcrlont Drpnagos ol Spool Fuel Pcofs" Sve 
l ..'sA untl 

ROSSl.C E Division ui Opcralional Events Assossrccnl (Post 070411) 80/08/ 10 
Conscl da led fcd son Co ol Now York. Irx 1 23pp. 4G628 01 1 40620 133 

Q8081G0392 NRC Into Noticu 00 066, "Irdustnol Rcdograpfiy fnsp & Cnlorr emcnl ” Sve 
list encl 

CUNNJNGHAM.nE. R.visicn ol fr.dustnril A Mudcal Njdear Safoiy (l>(»st 0/0/20) 
06/00/ ?2 CO950UIiib’d Edison Co ol New York Inc 90pp 4Gli2lV 134-46020 223 

8800160414 NR(> Inlo Notice 60 00/. “I'vVIl Auxi iary Focdwaior Pump lu r b nn Over- 
spood Tr p Failure ” Sve I St oriel 

ROSSI.CF: Oiviscn of OneraUcnal Evenis Assossrrenl (Post 3/0411). 90/60/22 
CcnsolJdated Edison Co. of Now York, Inc I23|rp 46643 105*4604 3 22/ 


R. Periodic operating reports A related cerrospondonco 


8008170209 MoniMy oporal n:) rept for Jn! 1900 for Vermont Ynnkoo Nuctoar Power 

Siniion.vv/ijoubio nr 

WALLIN.GA. MunPHY.WP Vormoni Ynrkee Nuclear Fewer Corp 0(1/1)7/31 6j)p 
46504 339 465G4 344. 


S. Roporlable occurrences. LERs & related correspondence 

Q8072G0038 LER 08 005 01 on 8001 1 /.potonhal loss ol Slrtr dliy rjos troaimnni ba.n d..o 
lo exlonsion of loop soaf Idonhhed Caoso uncfolorm nod bui human lacier bias prob 
Obfy r.ontnbulcd Oypnss rcr;uesl to bo mitolcd W/C6071O Hr 

RGLl ETlER.J P Vormoni Yankee Nirc’oar Power Corp 60/05/27. 4pp. 4G209 357 
46209:360 

8807260041 l LEI 08 007-00 on QB06 JO.icnctor scram occuvcd duo lo lu'bino tr.p on 
Ivgh roacior wotor ,'rjvOl Causer J by faded bearing m inloy rotor counUir drive 
molor Integrator replaced W/680715 llr. 

PblLETlFR.jp Vormoni Yankoo Nuclear Powor Corp 06/07/ IF). Spp 46286 330- 
4G20G 334 

8007290132 LER 86 008 00 on 0flCG24.roacfor scfom & pr mary coniamir-nni .solafron 
sys fnp occurred os rosu’t of furbinn inp Caused by loluro ol vUrahon probo 
coil.Prcbo rop’accd Ail zomainng probos lostnd W/660/19 Hr 

PELLETlER.J P Vermonl Yni'koo Nuclear Powor Corp 08/07/19 4pp 46353.311* 
46353 314 

0808030106 LER 00 CO2-O2on 8e0301.man sio.im ro'iol volvo discovorod abovo sol 
pomi & man sioam safely valve found bour.d Cause undofernvnad No .rnmed-oio op 
crator aciions necessary W/008725 llr 

l l ELLET lEH.J P. Vc-rrr.ont Yankee Nuclear Powor Corp. 80/07/25. 4pp 46412:056 
46412 059 

8808040321 LER 86 006 00 on 00033 1 .scaled sourco mvontcry & Teak lesis not propor- 
ly oxecufcdOoliciencios wore nol noticed by in lino supervisor duo lo heavy work 
load Procedure has boon properly oxecutod w/000726 llr. 

PELlETlER.JP. Vormoni Yankee Nucloar Powor Corp 00/07/26 3pp 46432:102- 
46432 164. 


*\r d psm owe? Smrulu porod v<rt\o C^yialo* ac.1 on C.&jsfrJ ty roalluivJiCft ol nrc 
Chan cal hydrnu C corV'd Ol sys Exrc«isrvo losing \m I be po.**crrred W/P8C89? :» 
HE'LlElfhRJP Vc'nicr* Varies Nie'ear Powe* Co*p 83/CB/02 5pp 4G4B5 22?- 
46485 223 


T. Hoofing tmnscNpts on non-antltrust matters 

6608160053 Tftn scnpl correct ons (second prehearing conic rcnco ) * U<sls co'rcci 0~s 
to 000620 irohoar-ng n Braltleboro VT Served on 060816 
BFCHHOEhER.C Alorrrc Safely and L ccf'shg Board Panel //30B 6920 00/09/15 
3pp 16512.160 46512 171 

8608180102 Transcrpi cofir:?o‘K> (r.reloar ng coatc'rntoj * usis conscious lo Iran 
scrip* Ol 880628 uproar r.g ucr/c rerco in Braille boro VT Served on 890816 
BECHHOFrER C. Alone Salety .vid Ucons ny Board Paid <? J88 6921 88/08/15 
Jpp 16512 0/4 16512 076 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT I 


F. Security, medical, emergency & lira protection plans 

8607060520 Ger.tr c Llr 08 10 lo ai p:*wor »o.iclc r iCfiseos A I‘0ld0<& ol Pa*t 95 ap 
provais re purchase d GSA approve d scconiy comakers Sve i si end 
VMRAGl.lAF J Associate D.roc:o* V Fro|CClS (F*osi 870411) 0B/O7/O1. Ccnsol drtV.d 
Lrlsori Co of Now York, inc :l S i;:j 1G989 2G0 40360 329 

0807260335 rc*wa*ds revisoJ (Nenplon requests lo ICCFfHO App H W<r an ol t.»o 
provchcr. mufcrfcr,cnl program recu *ed mJu' mods lo onharce o^sli^g Ii/O pruiec 
t-oi moasiros 

Mill EMDEMGEU.S Pi. tie Stwco Liecv.c & Gas Co. cl New Jersey 60/07/15 Doc 
unorl Convo' Bru'ic’i (Oocurremi Con'rcl Desk). 6?pp 46201:333 46292 022 

8800040247 Generic Ltr 80 12 io a'l powe* roac! or hcenscos A apc'ica-ns re roncval or 
Urc p'OiecLon <c^u *u'«ct is tioiv. U eh Specs Sjc Isv «k.i 

M.HAGLIAf j Assoc alo CrociC' lor Pro-iects |Posl 87011 1) 60/08/02 Conso daled 
Fd son Co. o' Now York. 'nc 52pp 4616 J; 2£>1 46463 342 


J. Insurance & Indemnity infortnalio/i 

880&03Q004 Adv.scs ol sa* 1 Ned by RW A HV7 P.O/ egairsi Pubic Svc E’ecirc S GrtS.cv 
ala legng excessive exposcro to rad jlio.i cl cndUeririned rdh-ro duo io s < me dents 
boi*oen> ui7«j & 1006 Nc prior records of aiirgahcr.s cn < !o 

BCLI'NRRE.H. American Nuclear 'nsurors 00/07/19 SALI7MAN.J NRC No Do 
la.lcd Alfil -dun Uivou 7pp 464C6 32J 4G4SG 320- 


P Operoilng license atago documents & correspondence 

0BO727O133 App'icalion lo* Ariiunas to Ltensos t)PM 70 & DPR 75chnr.grg Tech 
Specs ro cdminiiirniivo conlrols T oq paid 

M.tTENQUnCifcn.S PlUIc Sorv;co E'cclric A Gas Co ol Now Jersey 88/07/15 Dec 
jnionl Control OrancH {Dccunicnl Conlrol Cosk) 6pp :&3i6 246 16316 276 

• 0007270105 Propgsod Tech Sporrs ru crgariraiional cM3"ncs 

* P-ii'nx Sorv.ro Electric & Gas Co ol Nc* Je'suy 0H/O//15 ?5pp 461 1C 252- 
4G316 27C. 

0000 150269 Fonwa'dS Amends 07 8 60 *o Liconsos DPI! 70 5 UPH 75, rPs;:eclivoly & 
saloiy Gvai-jaticn 

riSCHER.DC Project C actorato I 2 80/00/00 M LTENtIFRGLR.S Pubic Service 
Electric h Gas Co. cl Now Jersey 5pp iG562. 332-46552 352 

—081)0150291 Amends 07 & 60 to licenses DPR 70 5 UPR-70 respect vefy, rr.odfyiiy 
roactcr ceo'ari psrrp breaker pc« ion tf p logc 

BUULR.Wn Prc.ecl D.recipra1r> I 2. 68/O0/O& 14pp. 4655? 33/ 46552:350 

-BQ091S0293 Safety wa i.abon sappc'lng Amends 07 & 60 lo Lrcorsos DPR 70 & 
DPN-75 rospLC* vcly. 

* CPiCO o 1 Muctai Rvactct Rcyula*. cn, O/cclc-i \P<y*\ 8?04U) v^8/CR/G8 2pp 
46562 J r iMQ552 352 


protect cn mprojgmcnt piogiam toq.nCd ftd-JI mods IO 0:7 a xo 
ben measures 

Mil.TENBERGEH.S Pub“.c Service Flcclnc & Cios Co of New Jtv 
umonl Conlrcl 8,'drch (Doccmoal Control DoskJ 53pp 40291 33(1 

000 7200162 Suppl 1 lo NRC In'o Nohcc 00 040, ' Lrconscu Rcpl 
bishod Circn 1 Dfeakers ” Svc liSl <>r.cl 

RQSSi.CE Cv.san of Operatioivd 1 Evonis Assessment (Pest 
Consu'idated Ed y>n Co of New Yo‘k. Jnc 1?6pp 46300.054 4fiJ< 

8007280336 Hospords lo NRC Bul’ehn 0/-OU2,S‘jppl 2 re prov t.pn 
m'gs bom whch fasiccors purchased ler both safety reined A n 
p*icalio r .s 

MILTEN3LHGFR.S Puti'ic Service Electric & Gas Co ol N«w .,w 
u*non1 Control Branch (Dccunr.Gnl CuntrCl Oesk) 7pp 46336 123-r 

0800020054 Roquosts rel.ef from ASME Section XI rotju romer-t to 
0»dor to US0 Nall Board Form NR- 1 to document reps's & rcp‘ 
service msp program Fee pa d 

MILTENBERGEhS Pubic Service Electric & Gas Co of New j<’< 
umonl Ccnircl Branch (Document Conlro! Desk) 9pp. 46309 352 ' 

8006050049 Forwards E*am Rc r ts 50 ?72/8U- 12CL & 50 311/06 
m-riisicrod cn 080510 IP 

GALLO.MM Reg cn I. Ole of tho Droctor 00/07/21 MllR.I 
Serv CO Elecirc A Gas Co uf Now Jersey 2pp 46444 \ 15 4G144. 

•■8608050054 Exam Repls 50 272/08- 120L A 50 311/00 12C1 i 
rosulis ih'eo reactor cperaicrs passed noih wriltcn A operating * 
roauiei cpeiator la led opmat rg pcrtion ol o*nrn 
ORIGGS.l E . EStl.GROlH.P Royon 1. Oft: ol Hie Dift’clor 
46444 I 17-46444 2‘J7 

0806040217 Advises lhal NRC cerronity rov.ow.ng all onv'Cn qua' i 
ro recently issued 'Mod 1:od Enlorcomont Po’icy ' Ack recet'l 
spensus lo /nsp Rnpls 50 2/2/B6 23 & 50-31 1/HG 23 
OURR J P Recion 1. Ole. pi tt\o Oucclof 66/07/26. MlULtlOrU 
icn Eluclnc & Gas Co Cf New Jursoy 2pp 46433 20b 46-133 294 

0807200246 NHC Bul om 88 009, ‘ThmUto Tirbo Thmrvng in Wusi 
Svc l-sl t-nci 

ROSSI. CE Division ol Cpcrat'onal Events Assossmonl (Rosi 
Co.nsoi dait.d Edison Co of Now York, Inc IPHpp. 46340 0/0 463 

8007210216 NRC Info Nohcn 6U 052. * Fm'uro of lntrnuU;n ;o Tnn 
Anplicalcr Brachyihorapy Devicos Dunng PftlOni Treairr.onl " 5?vc 
CUfJNiNGHAM.n E D»vison of Ir.duSInal A Medical Nuclear Sf 
60/07/27 Ccnso'.daied Edison Co ol Now York, Inc. UMJpp if 

8007220034 NRC Inlo Nolico 00 053, “Liconsoo V:olitons of N'U 
LoJ to Modta 1 U-agnosiic M.safJmnistral'Ons ” Svc list oncl 
CUNN INGHAM, R L U.vis on of lr.UjSlri8l & Medical N. .‘Clear Sr 
00/07/28 Consol dated Ed son Co ol N<rw Yoik, Inc lOfipp 41 

8007220192 NRC Info Ndt-co 88 054, "Fa lure ol Circuil Breaker 1 
cf Amptocfo' Oi'oci Top Aflachmonl " Svc list oriel 
ROSSl. CE D.vision o< Oporai.onal Events Assossmont (Rosl 
Co'.sol’Clalcd Edison Co ol New Ycrk. Inc 121pp. 46417 020 4ti; 

60601 10 181 Fc wards Safely Insp Ropts 50 272/00 14 A 50311 
0711 A nolice of vio'at on 

WLN^INGEflEC Region 1. Ofc of Hto Direcior 00/07/20 
Pt,bl c Servico Cloolnc A Gas Co of Now Jersey Ppp. 46513 031 

-6008110183 Not- CO of violalion from «nsp on 000607 07 mvk 
12SW30 had not been losiod on montUly basis lollowinp Mu» 1W 
un t oporalerJ in Mode 1 for rroro ihan 0 H w/loss than inroo cpei< 
* Region l. Ofc of Iho 0 recto' 00/07/20 2pp 4G5 13 033 40513 

-0800110105 Insp HuplS 50 272/0011 & 50*311/89-14 on DtiCI 
ncied M<i|0' areas inspected fo lowup on oulstand ng insp iloms o; 
ifica‘ion & ESF waikdewn 

SWETLAt^O.PO Region \. Qtc of \tw Dwcctor. ftft/OY/27 
46513 040 


6606100077 App Nation lor amends lo L tenses DPR 70 A DPR-?5.rov si"u Tc^*i Specs 
3 0 4.40 3 A 4.04 A bases sedan lor 3/40 to cor/orm w/Gcnenc Ur 07 09 Fun 
pa :1 

MILTENBERGER.S PebLc Service Elociric 8 Gas Co o* New Jersey. 89/00/08 Doc 
uniai't Ccnlrol D anch {Document C-:rirol Oesk) 1 1pp 46585 240 46505 281 

-8608180076 Proposed Tech Spocs.rev-s ny Soci on 3 0 4.4 0.3 $ 4 0 4 A bases sec 
bori lor 3/4 0 loconlorrn w'Gcner.c Llf 8? 09 

* Pub'c Service Elcctrc A Gas Co. of Mew Jeisoy 86/06/08 3 1 p p 46565 251- 
46585 201. 

6008100055 Submils da-ly hlj'i: ght NoV.os of 8Q3810 msol r.g w/uh* n Rockv.lo.MD to 
discuss hcons r.g acidly scrcdufes 

RlVCNDARK.G Project Droctorato 1-2 8R/C8/00 MUflLEY.T . SNIE2EK J . 

MinAGlYA.F NRC • No Oola “ed A'l ‘iafion Given. 4j>p 46583 1 18-46599 !2i 

6600250073 Documents lhal 060G19 A 070304 granted 6r<empi o.ns to conlamrrent air 
leek survoironco reqLtrerncnts.pcr 10CFR50, AppJ.Soction III D ?(b)(-i). should be con 
sidercri as part eJ loclm cal basis for 660829 proposed license amend change 
U.nENDERGER.S. PJbtc Service rJochiC & Gas Co. ol New Jersey 36;C0M6 Doc- 
ument CcriHOl Broach (Oocument ConVO’ Dosk) 2pp. 46642.358 4664? 359 


Q. Inspection reports. IE Bulletins A correspondence 


Q007200019 NR(^ Inlo Noliro 80 055. 'Totonlinf Probloms Caused 
ESF Swira Bus " Svc I.St end 

ROSSI. C E D v.son of Opcrahonai Evonis Assessment iPost 
Consolidated Ld.son Co of Now York, irx. 12lpp 46437 121 404: 

QC0603D289 Suppl 2 lo NRC Bulioln 80 005. “Nonconlorn'ing Mull 
SLpni.ps.lnc at Fclsom.Nj & West Jersey Mfg Co at Wil’i.imsioA 
RC3SSI.C E Division of Operational Events Assossmonl (Post 
ConsolJdaiod Edison Co of Now York. InC M9pp 46530 121-165 

8007290006 Suppl 2 to NRC Uul.ofn 8B 005. “Thermal Stresses .n 
PCS “ Svc list encl 

ROSSI.C.E D v.S'an ol Oporatonai F.vonis Assossmoni (Fost 
Consolidated Ed-son Co ol Now York. Inc. 1 2 1 pp 46504 001 4G5 

0807290111 NRC Inlo NoliCO 68 05G. "Poiential Problems W/Snc0' 
Ponulraiion Seaib " Svc 1 st encl. 

ROSSI, C E Division of Opu'Diiona* Events Assessment (Posi 
Conso'Klated Eo.son Co of Now York. Inc. 123pp. 46560 175 465' 

B0OOO2OO9S NRC Info Nof-co 88-057. ' Poiont-al LOSS Of Spfo Shull 
to Premaluro Si'icon Control'ed Reciifier fa luro ” Svc l:si oncl 
HOSSI.CC R.v.sion of Operat.onal Events Assossmenl (Post 
Consolidated Edison Co ol New York. Inc 122pp. 46459 125 464 


6805200295 NRC Inlo Notico 80 032, ‘ Prompt Rcpcdmg io NRC of S gnf.canl Ircidems 
i.nvo'vrg RaOioaclivo Mali” Svc i si ectf 

CUNNING HAM.R E. Division cf indusMal A Medical Nuclear Safety (Posi 870729) 
80/05/25 Conso'idatod Edison Co of New York. fnc. l2Gpp *16388 179 46368 298 


0800020102 NRC Info Nolico 80 05B, "Potonhdl Problems W/ASE- 
5 u. TmnB-Ovcfcurrent Relays " Svc list oriel. 

ROSSJ.C E Division of Operaiional Events Assossmoni (Posi 
Conso'idaled Edison Co of Now York. Inc- 120pp. 46530 C0I-4G5 


DOCKETED ITEMS 65 


8308030 1 12 NRC Into Nonce UB 05'J, ‘MSIV Gu do Hal Fa Leo a\ Waterford Uml 3 ” 
S vc fist oncl 

ROSSf.C E Civ$:on ol Oporatonal Events Assossmunl (Posi 0/04 1 1 ) 80/00/03 
Conso'irlalod Ed son Co of Now /ark. Inc 12 1 pp 4646/ 011-4646/131 

8808040062 Suppl 1 lo NRC ln<o Notco 08 034. "Inadequate CuoUcat o.o & Docomon 
la* cn ol fVo Bomcr Penoiraion Soais " Svc hsi oncl. 

HOSSl.C E D.vison of Operational fcvonls Assessment (Pusl 070411) 88/00/09 
Cor, so: dated Edison Co of New York, jnc t2tpp. 46558 205 46550 325 

8808050135 NRC Inlo Notice 88 060, * Inadequate! DoSKjri & Insinuation of Waled ghi 
Ponetralicn Soais" Svc list cncl 

ROSSf.C E Division of Ono.'atcnol Evcnis Assessment (Post 870411) 08/08/11 
Consc 1 . dated Edison Co of Now York. Ir.c 123pp 46569 293 46670 CflO 

0808050248 NRC Into NotCO 88 CGI, Control Room Hatjitnb’lity * Hea.nl Reviews ol 
Operating Expononco.' Svc 1st cnc ! 

ROSSI, C E D.v.srco of Oporationnl Evenis Assessment (Post 870411) 80/08/11 
Consolidated Ed son Co of New York, Inc 125pp 46594:312-40595 07G. 

600023034 0 flespor ds lo IE Bullet ri 88 004 ro potenlwl satety related pump loSS.Shorl 
8 ‘or.gfc-rm mods to plant operatrg p'oeeduros cr Hardware temp mplomonlod to 
er*>u‘Ej sole p‘oni op ora I ion add'ossod 

MU TENBFRGER.S Public SorviCO Electric & Gas Co of Novv Jersoy. 88/00/1 1 Doc 
umomCe.nrtolOmnct^GocumonVCcn'.io’ DesV) 7pp 4 6CO 7 053 46607.603 

08O0D5Q295 NRC Info Not-co 88 062, ' Recent findings ro Imp’ornuniaton ol OA Pro- 
grams by Suppl urs ol Transport Packages " Svc 1st oncf 

RURNE I T.n F Divison of Safeguards & Transportation (Post 0/0413) 0B/08/I2 
Conso’idatod Ed.scn Co ol Now York. Inc 109pp. 40501 165 46581 263 

8BO0O9O264 NRC info Notice BU 063. "R.yh Rad alien Hazards Prom Irradiated In Co.‘U 
Ootoclors & Cables " Svc list cncl 

HOSSl.C.E. D.vison of Operaf-onal Events Assessment |Pos1 8/0111). 00/00/15 
Consolidated Edison Co of Now York. Inc 1 10pp. 46569.065 46569:174 

0000 1 10206 NHC Inlo Notice 80 064. * Report r’g F-ros in NjcIlhu Process Sys nt Nuclo- 
cr Power P.’ants " Svc hsi cncl 

nOSSi.C.K Division of Onoratonnl Evonte Assessment (Post 0/O411) 88/08/18 
Consolidated Edison Co of Now York. Inc I04pp 40643.03 1-46643 104 

0608120327 NRC Info Notco 08 QG5. “Inadvcrtoni Drainages ol Spent Fuol Pools ” Svc 
-istoncl 

ROSSI, C.E Civisio-n of Operational Events Assessment (Post 870411) U0/D8/1Q 
Conso’tdaied Ed son Co of Now York. Inc 123pp. 40620:01 1 46620 133. 

8000160392 NRC Info Nolico 03 CC6, ’industrial Radiography Insp & Enforcement ” Svc 
list oncl 

CUNNlNGHAM.R E Divison ol Industeal & Medical Nucloar Safoly (Post 070720) 
80/08/22 CcnsoEdolod Edscn Co ol New York. Inc 90|>p. 46620 134 40628 223 

8000 1604 14 NRC Inlo Nolico 89 CG7, "PWR Aim l ory f'ocdwoicr Pump TnrUno Over* 
spend Tr p i Fa Uro " Svc list enc 1 

FtOSSl.C E Division of Ojicrat onol Events Assessment (f»osl B/0411) 80/00/22 
Ccnscl dated Euison Co of Now York. Inc. 123pp 406-13:105 4GG41 227 


R. Periodic operating reports & related correspondonco 

8808040372 Forwards discharge niemlo*ng ropl for Permi NJ0005622 for Juno 1980 & 
corrected pano lo May 1989 rupl 

TREJO.J Puu'ic Scrvico Electric & Gas Co of New Jorsoy. 80/07/22 CAPOHALL C» 
New Jorsoy. Stato ol 3pp. 46430. 13/-4G436 162 

-0008040374 Corrected pago to NPUGS Dischargo Mon-lorng Ropl 07A A for May 

isne. 

TREJO, J. Pubic Sorvico Eloctric & Gas Co of Now Jorsoy. 88/05/31. ip 46430 140 
46436:140. 

-0000040376 NF’UbS Discharge Monilormn Rcpt 401 A lor Ju.no 1090 
TREJO.J Pubic Sorv.co Electric & Gas Co of Now Jersey 08/06/30 22pp 
46436:14 1 4643G 162. 

0808220217 Monlhly OPOratmg ropl for Jul 1988 for Salem Uni 1 W/000810 Hr 
WHITE. P.. RONAFALvy.J . ZUPKO.J M Public Scrvico Eloclnc & Gas Co of Now 
Je*soy 0R/O7/31 llpp 4G003 075 46003 085. 


S. Reportable occurrences, LERs & related correspondonco 

0806040383 LEM 80 020 01:on BG 1 lOQ.Toch Sjjoc Survc.llarico 4 7.7 l a noi cemnletod 
wilh.n Sf^ociliod tn e.Causcd by po'sorncl orror Supervisors counsoled about faiiuro in 
take necessary steps lo ensure porformanco of survoilianco W/80072C Hr 
POl.LACK.M j . 7UPKO,J.M Pubic Sorv.co Electee R Gas Co. of Now Jersey. 03/07/ 
20 Spp 4G486 124-46436 120 

0808190013 LER 00 0 12*03 on 8B07l2,Toch Spoc 3 7 0 noncompLanco Involving miss- 
ing snubbor downsiroam (rgm 1SJ13 volvo ocairrod.Caused by inadnqumo admh.s 
irahvo contro' over design chango work Now snubtior Inslallcd W/080Q09 Itr. 

POLL ACK.M J.. 7UPKO.J M Public Sorvico Electric & Gas Co Of Now Jorsoy 08/00/ 
09 Gpp 4659B2O3 4G590 2O7. 

8808190075 Special Ropt 08*3 on B0O7i3j.ro barno/s irrpa'tcd for greater than 7 
days. Cause not de tor mi nod. Hop a r not accomplished w.lhm 7 days duo to addi rov.ow 
bo ng conducted. Hourly firo watch cstab'ishod 

ZUPkO.J.M Pub'lc Sorvico Eloctnc & Gas Co of Now Jorsoy. 88/09/0 c J Document 
Conlrol drench (Document Control Desk) 4pp 46595:309 46595 312 


V. Operator Examinations 

0808010232 Requests that latest rov to emergency oporalmg procedures, writer guido & 
description of program va’idotion & vunhcalion to provided to NRR lo rosolvn issuos 
raised during 880613 roqualibcalion program evaluation. 

GALLO.n.M, Region 1. Ofc of iho Director. 88/07/15. MILTENBEHGER.S. Pub'ic 
Sorvico Electric & Gas Co o( New Jersey. 2pp. 4G363 029 46363 030 


08OBO5OO49 Forwa'dS Exam RopiS 50 272/BB 120L & 50-3M/88 1?Ot Ol OxQms od* 
minlste'Od on 800510*12 

GALLO.RM Regon 1. Ofc of the Director 88/07/21 Mill ENGERGEFI.S Public 
Service Eloctrrc S Gas Co. Of Now Jersey ?pp 46444:115 46444:297. 

-0000050054 Fxam Rcpte 50*272/80- 120L & 50 31 1 /09-12GL on 80O51O- 12 Exnrn 
rosults h'reo reactor operators passud boih wnitcn A operating oxarns & onu senior 
reactor opurator ta led oporatirg potion ol exam 

GRIGGS, 1. E.. ESEl.GROTH.P Region 1. Ofc of tho n.roctor 88/07/21. lOIpp 
46444 117-46444 297 


DOCKET 60*276 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

0007060520 Generic Ltr 68*10 lo ail power reactor liconsons & holders o 1 fbirl 95 ap 

C rovals ro purchaso ol GSA appiovcd stcu/ity cortljinors Svc list end 
iJHAGLIA.F J Assocaio (Vector for Projects (Post 870411) fin/07/01. Ccnso nfated 
Lrficon Co of Now York. Ire llpp 46380 299 40386 329 

9807270042 Fo'wards FEMA BUG 222 memo & uvfllunhcn fepm Of uMSilu octvihos 
during 870923 & 1020 plin u poifiway & •ngostiOn pats, way nxcrcisus of ran clorjicnl 
oniergoncy jirepa'Cdnoss p'an.respcct.voiy. 

f ISH.RF. Region 5. Ole of H o Diroctor 08/07/12 SHiFFER J O Pac he L»«i s A Eloc 
tr.cCu Ip 46305 19146305 280. 

0800040247 Generic Ur 88 12 lo a'i power roe cl or hconsoos A opplxnnls tu removal of 
f ro protection roquiromenls from Tech Specs Svc list one: 

MIRAGLIA.F.J. Associate C rector lor Projects (Post B7Q41 1) 88/03/02. Consolidated 
Ed son Co. of Now York Inc 52pp 40463 291 46463 342. 

0008260201 Ack rccoipl ol 800705 Mr iransmiMiny senroso for utl 1900 annual emer- 
gency propa'Odnuss oxorciso 

riSH.n.F. Region 6. Cfc ol ihu D rector 88/00/18. SMIFFEM J D Pacific Gas & Eloc 
tnc Co Ip. 46643 347 46643 348 

-QCO 825029 5 Forwards (<vo scenario maujiiis lor tQtUl omoryoivLy piuparcUncss Lo'd 
uxurciso lo bo hold on 880024. 

SHIfFEFU D. PacJc Gas 8 Eteclnc Co 88/07/05 MARTIN.J.D. ttt?g:on 5. Ole of ten 
Director Ip 46643 348 4C643 348 


H. General correspondence 

0009220231 Responds lu 000721 Iff ro (‘A Wprnbold rcn.teSl fer irdo Curcurrl‘ , n offDCl 
of earlhquako on plenlNRC cannot provdn info about S^nta Barbara Ccnr’ly norUi 
quoko awareness Rooscnabio assurance that plant c«m with slur id eartriquoko 
STEl.LO.V Ofc ol l*‘0 Cxcculivo Diroctor fo* Opnrntons 011/110/ 11 
LAGOMAHSINO.R House of flop. 7pp 40001 172-4G601 100 

•-O0D822O236 Forwards 9(10020 lb from conshtuont CA Woiibiolrl ro inifucl of la'go 
scalo ecrlhgjako on p'ml. 

LAGOMAMSlNO.fi. Huuso of Rop . f : orcnjn Adairs 00/07/Pl. 2EU1.L.W. Comm-s 
Sinners 2pp. 46601 170 40601 180 


P. Oporaling llconso slago documents & correspondonco 


0000230197 Forwards mall to update fiios of plant cltawinns w/o or.cf 
SHIFFER J D Pecific Gas & Ulocirlc Co OB/Cb/23 MARTIN J 13 FIS! I Fl.F. Rugion 5 
OlC Ol Iho Directcr Ip 46020.142*46820.142. 

980B250133 Third partial response lo FOIA ruquost fer dccurnonls App C documents 
oncl & avalab'o In PDR Addl records roforrod lo Oopi ol Comrnorco A OOl for ruvow 
A d rod rosponso 

GRIMSLEYJX NRC No Ocfai'cd Alf l-ation GivGn 08/07/21. MCMILLAN, J A O'Mot 
vony A Myers. 5pp. 46G05 140 46606 1 19. 

-890B260142 Forwards Iconsoo 070 1 1 G Itr iransrrlttlr.rj Ifcunso opp'ical on for p'ant A 
Vols I A II, ”PSAR " W/o oncl 

CASF.EG Atomic Energy Co-min.ssiun 67/01/20 OKRENT.I) ACRS • Advisory 
CoinmlMoo on Roacior Safeguards ip 46605 147-46005.140 

-0808250150 Forwards Vols I & M of PSAR Mod bu PG&C for proposed consi 8 epo'* 
alien of PWR at util silo & requests ropl ro foaluros ot proposort reactor oporai cn 
likely to enuso radiological olfocts on Fish & shollfish by 6704 1 5 W/o cncl 
CASE. EG Alomic Energy Comm ssion. 67/02/00. MONSON.M A Interior, Rcpt pi 
Fish & W.ld'ifo Sorvico. Ip 46605 149 466G5. 150 

•*8600250176 Forwards Vols I & fl of PSAR fled by PG8C for proposed coast & oper- 
ation ol PWR at Doblo Canyon Site A rcqjcsts rept on melcoic logical aspects ot p f o 
P090d rcacior locaion winch might have hearing on agency snloiy rov-ow.W/o oncl. 
CASE, E G Alomc Energy Conirrlss-on 67/02/06 f^ACK.DH Corrrr.orco. Uepl of 
Ip 46505:151-46005:151. 

*■8800260106 Requests I sled svc lor Commsslon per conU.hons ol Contract AT(40 
5J2G67 ro proposed const of PWR by PG&E at Diatilo Canyon snojncludi'.g ropl cn 
analyses of onginoorlng Factors by 6/0415 

CASE.E G. Atomic Energy Commss-on 67/02/14 NEWMARK.N.M .'ilncls, Un.v ol 
Urbano. IL. Ip. 46605:152*46605 172 

-8BQB25019Q Forwards request for addl Inlo ro mslrijnroniaiion.contrci 8 power sys to 
Support 6701 16 appiicah on for CP A liconso. 

MORRIS.P.A Alomic Energy Commission 67/05/ IS. PE 1 ERSON.H H Pacific Gas & 
ElOCtnc Co. 5pp. 46605 173 46605 177 

..0QO025O2O4 Forwards request for acfd> info ro s.iojPant fayoui. coniftinruont strnciu'al 
design.msirumoniahon.controi.nowor sys.p'anl sys.ESFa A ecc dent anal/f.«s 
MORRfb\P.A Atomic Erergy Commission 67/06/30. PETERSON HH Pacific Gas & 
Eloctric Co 19pp. 46605 1/6 46605 196 



~0BOB25lj2ll Maoris on ccmpieLcn ol rev-ow ol a^pl cation by uhl for author-zahcn lo 
construe! plan* & Worms t r uit ACRS bo. ovos that proposed /eacicr can bo construct 
od w/ roasonab'o assu*ance ol cpemlon w/o nss to pu-*ic safety 
PALLADINO.NJ ACRS Advsory Conmree or> Reader Safeguards G7/C6/15 
SEABOnG.G T Atom c Energy Cornr-ss.cn 4pp 16005: 19? •46005 200 

-8308550213 FLoquo&:s add! nlo on apphcanl financial qja'il cat un$ ro re app'icatnn 
tor au'hof.zaLC'i to construei & operate P,VR at DiaSlo Canyon site 
MORRIS P. A Atcmc Energy Ccrrrrssion 67/07/11. PETERSGNH.H Pacific Gas & 
Electric Co ?pp 46605 201 <16605.202 

—8800250215 Fc^a'di. proi.m.'ia'y statement from Siatu cf CA ro granimg cf Corlihcaio 
o* Public Cor-vcr cn zo &. Necessity to I’G&F lor into 

CLANG. G A CaMcflia. S*alo o' 67/07/14. PRICE .H l Atom c Enorgy CoTmiss'On 
1 Ipp 46605 203 <16505 215 


-88002601 15 Forwards tcp cal ndo* to oppl canon & omorubw/c 
CONNER, T 8 Atomic Energy Commission. 6B/01/26 WEIU 
PIGFOHD.TH Alorric Safety and Licensing Board Pa»io 
<16605 101. 

-8000260134 Informs of roview complohon ol & provides adfiilu'i* 
of fad 8 ccnc?u9’or.s of law Submitted by PG&t.dlrJ 6QU222 
CONNEH.TB Atomic Energy Cornmiss on 68/02/20 10pp 466 

6B08040155 Forwards Amends 29 & 20 10 Licenses DPR 80 fi, [J 
saloly ovoljaiion Amor.ds reviso Tech Spocs Section 6.ron ovi 
& chaoj no titles of certain mgi porsonnol.consistoni w/Gotujnc 
ROOD.H. Project Directorate V 08/07/25 SHIFFHR.J D. FW 
4p/i 46432 20146432 222 


“8008250218 Requests for 'isied SLpplenir.nial info ro 670116 dpp'icabon lor CP A fa 
c 'lty ’ cer.se, rdud.ng cor fo.rmnco of proposed design to Commission 67071 1 GOC 
8 cb;ccives ol RAO programs 

MCRRlS.F’A Atomic Enemy Commsso.i 67/00/31. PFIEFISONRH. Paci 4 c Gas 8 
ElC-Clr.c Co Spp 46605 216-46605 250 

“0808250221 Forwards comments by Environ Science Svc Admn on PSAfi per 
670725,08 1 8. M 8 17 roq uosls 

SHAW.M fmr. ■ Mo Dotai cd AlVa’ion Given 67/03/01. MORHiS.P.A NRG • No Do 
UHWf Af.‘ i! 31 on Given 2pp 46605 231-46605:232 

-8808250229 Tr,ms*n.ts seppl draft repl to AEG, “Adequacy ol StruCtua‘ Cnter.n for 
C ablo Canyon sS to Nuc’oar Plant.* dyf 670907 lo' ACRS fhv.ew 
MORRIS, o A. Atomic Energy Commission. 07/09/15 PAL LA DING, N. ACRS Adnsniy 
Corrrr ite-e on Reacto* Sal (guards Ip 46605 233 46605 233 

-0808250233 Suppl draft ‘Adequacy ol Sl'ualural Criteria for 0-ai:b Canyon S lo Nucle- 
ar P.art ' 

NEWMARK.NM. HALLWJ. Panf.o Gas A Electric Co 67/09/07 I3pp 46605234 
46605 246. 

“0808250314 Rewards US Fish 8 Wiljhlu Svc repl contain -ng comments A rccorrmu.'i- 
da'ioas cn rad-ofOQical A non-rod y!o*;ical elfects o* proposed roactcr laaMy for main 
icf lo app :cnl cn lor CP 8 lac l ly 'iconso W/o nncf 

MGnniS.P A Atom.c Lmwjy Commission. 07/00/ 15 PETERSON R H. PacAc Gas A 
Elocir :: Co. 2pp 46605 24 7 46605 262 

“0089250321 lr forms of forwaKfing agency ropl conla n ng commonts & rocomrnonda- 
Ions cn both rad o!on cal & non radio' og col offecis of proposed operation o* r.ucle.v 
power master ai C ublo Corwcn silo 

UOYDM.S Alonuc En<r<gy Comrissioe 67/09/19 MONSQN.M A lr»!cr:cr. Oerpl of, 
Fis'i A VV. o'llo Service. tp 46535 263-46635 263 

-8009250331 Foiwards roecesl lor adol inV) ru appication ler CP & faci ty Icenso fur 
njc'oar power pioni at Uiab’o Canyon s tc, ir.cLdmg soisrnc design m terms of criteria 
for Class I sys & com^ononts cons derrig 'cad corrb nancns 
MORRIS. P. A Atomic Lrcrqy Commtsson. 67/10/26. PLFERSON R H Pacfic Gas A 
Elcclnu Co 5pp 46605 264 46605 260 


-8800040159 Amends 29 A 28 to Licenses DPR -00 A Df'll B2 
Tech Specs Section C.rerr.ovr g organization churls S C lianu n< 
perionnol/^r.s stont w/ Gonenc Lit 88 06 
KNIGHTON.G W. Project D rociorato V 88/07/25 1-1pp. 4043? : 

-0800040164 Safety evaluation support." ig Amends 29 a 
D f^-QP.rospeclivoly 

’ Oifico of Nuclear Reactor Rog.j'aton, Du odor (Posl ll/0- 
46432 219 46432.222. 

0008230190 forwards mat/ lo update f fes of plnni drawings W/o i: 
SHIRKER J.u. Pacific Gas & EIocIml Co 80/O//27 MARliN J R 
O^c ol the D rector Ip 45912 1 1 1 45912 1 1 1 

080B050332 Forwards Fmo' Ropt of Diob'O Canyon Long U-rm S 
g # am clearly domonstrutos adequacy of seismic design & nimi,-i 
BRANU.D.A Pacific Gas & Electric Co 08/07/31 Potum-l { 
mont Ccnircl Oosk) Ip 4C146 C0 1-4644 7 3-12. 

-880Q050336 F.nol Rept of D'ab'o Canyori Long Term Somme P 
size ends 

’ Pacific Gas A Eft’dric Co 08/07/31 70lpp 46446 002 4tii47 

800B1 10171 f orwards propnetary WRAP 11312, * Woslnghii.n-n 
Spec Sutaco.-rmilleo Roadur Tnp Oroaker Mnml/ Surve lmnu<‘ c: 
Rept w.thhuld {rof 10CKR? 790) 

SHIFFER.JD Pacific Gas & Floctne Co 08/00/01 Docuriii.nl ( 
mem Con*'o‘ Dos’k). ip 46409 357 4G499 357 

8808190106 Forwards SP Nilchmon thesis, ‘ Todon-c Geoniurph 
of San lu s RHngo.Son Lu-s Cb spo Counly.CA ” 
SLFMMONSDB. Nevada. Urrv ol, Fteno, NV 80/00/12 HO 
Dotu-'orJ Alfil-fllion Given 2f>p 46593 121-46593 254 

-8808190109 "fuctonc Gcornorpholotjy S Neoteciorics ol Sa-i 
Ob. spo Ccunty.CA/' thos’S W/ono ovors'ZO drawing 
NITCHMANSP Nova«1a, Univ of. Reno. Nv 08/()b/:il 
40593 254 


- 8800250335 Requests rospen^es lo end ACRS questions re application for CP A tae l- 
dy neon 50 lor ri,c'o<ar pciwor plait at Diablo Canyon site 

VOfmiS.P.A Atom c Energy Ccmmission 67/ 11/01. PETERSON.R H PacAc Gas & 
El-idfiC Ce 3pp -16605 269 46606 2/1 

-0800250343 1 orwarUs US AFX D-v ol Lice ns Hnpt lo ACRS in maiter of PGSE 
Ui.ib'o Canyon Nuclear Flail, ft Opl 2 

VORRIS.P.A Atom c Energy Comm ssicn 67/11/23 PALLADINO.NJ ACRS * Advi 
r.O'V Comn* lloo on Hoacior SalerjuarUs I p 466G5 2/2 46605 27? 

- 0008250356 ' LlS AEC Div ct Reactor Licensing Hept to ACRS m matter ul PG&L 
Djab'o Canyon Nunioar PiortHupt ' for use by ACRS ai Dec 19G7 moelng 

* Atgrr.ic E no igy Commission. 67/ lt/23 23pp. 46605 2/3 46605 295 

-8008250364 Fonvaids d v 671128 ropt on mstrumoniaiion fo- Diablo Cgnyon for ACRS 
rov.ow 

MOHMIS.PA. Atom c Energy Commssicn, 6//J1/30. PALLADINO.NJ ACRS • Advi 
sory Corrrr boo oi Header Sa'og.n'ds I6pp 46695 296 16605 3 1 1 

-0808250367 Forward* PG&E 671206 8 6?M33 lbs transmitting Amends 9 A ft lo 
Oiab'o Canyon PSAR.rcspeciivoly for ACRS roviow.Amer.Us 9 8 0 include Supp's 0 & 
7.rt'Specl.vo!y.W/o encl 

MORRIS.P A. Aiomc Energy Commission 67/12/07 PALI AD.NO,N ACRS • Adv-sory 
L:omir«lteo on ReactO' Sateguards Ip 46605 312-46605 326 


6608240025 Forwards SEN ro proposed method of iinplururi 
10CI R50 62 (ATWS) Requests that util conl-nuo w/scheiEu.d 
meniabon ol proposed AlWS dosigri uniil NflC roviow uf n*. 
ATWS con pfcto. 

RQCD.Kt Picject DuecioraUi V U0/O0M5. SUlKFFfU O Cn-.d 
Hpp 4C629 135 4GC29 153 

• 6008240031 SE-R proposing use of Tech Specs for AfWS 
rev.ow complotcd 

* NRC • No Detai'ed Aff l-ation Givon. 00/08/15 I3p;i 46629 14 


O. Inspection reports, IE Bulletins & correspondence 


6B05200295 NRC Info Notce 00 032. "Prompl Rofrorlmg to NIK; i 
involving Rad oaciivo Man ” Svc I st end. 

CUNNINGHAM. R E Division of InduSUial 8 Modcaf Nuc!nfi< : 
00/05/25. Consol.dated Ld son Co of Now York. fnc. I2tlfip 

8806030067 Fo'wardS fnsp Ropt 50-275/00 20 on 8U0/05 0/ No 
SCARANO.N A Region 5. Ole of lha D-roclo.'. 00/07/13. Si til I 
Electric Co. ?pp 4642Q 259 46-128 263 


-8008260036 Forv/a-dS ALC safety evaljahon in cap I o nod proceed ng. including repts 
cl ACRS & con st It arts & notices ol appearance fer staff counso 1 . 

CONNER. TO Atonic Energy Commisson 68/01/23. WELLS.AA, PAXTON.HC.. 
FlGFOHD.l H Alormc Safety and Licensing Doard Parc! 2pp 4G6G5 32/ 4 6605 320 


■8806030071 fnsj) Ropt 50 275/80-20 on 080705 07 N:> nr;rrt:i 
areas inspected mdiocbcm cal analysis data for moasuroment i.*n 
TENBROOK.W K . YUHAS.G P. Region 5. Otc of If -o iW. 
46420 261 46420 263 


—8800260044 Requests permission for EJ Lagan to make Im led appe-vanco on behalf 
ol mil D'Olhcrhocd of Eloctr cal Workers lor mnking slalrrmert supporting PG8E appV 
canon for provisional CP for plant 

FRF.6MAN.GM. Irlernaticral BrolherLocd ol E'ecir.ca r Workers 68/01/22 
MCCOOL.W B Aferr c Fne'gy Commission, ip. 4C605 329 46CC5 329. 

“8008260086 ACC safety ovaUation n mailer of I conseo p’anl 
• Alcmic Energy Cornmiss on. 68/01/23 55pp. 4G605 330-46C06 025 

“0808260096 SuDmiis NM Nowma* & WJ Ma'I formu'slerJ questions resul’-ng Ircm 
671003 05 rreo*mgs in Beihosda.MD & Washington.uC re p'ant reactor 
inicrnals-pip rg & vessels. Poguosls answers to subj questions to finalize repl on uM 
I sense apphcotion 

HALL.WJ. Nathan M Newmark Consulting Erg.neonng Services 67/10/C6 
MORPIS.PA A:orrc FnorgyCprrmssion 2pp 46606.026-46606:027. 

-8808260106 Forwards drafl rapt hansmlted cn 671205 lo ACRS 8 Amends 8 & 9 
(Supp's 7 & b) lor pUnl Final AEC salety evaiualion w / rec pient repl need compler.on 
by 671231 in event that ACRS w I: furnish repl in early Doc W/o end 
KNU1H.DF'. Atomic Energy Corrrr .ssi on 67/12/12. NEvVMARK.N M Nathan M New- 
mark CchSu'tmg Engineering Serv ces Ip 46006:028 46606 028 


8608030193 Forwards Ir.sp Rupis 50-275/08-16 & 50-323/ftU I 
0613- 1 7 No violaf ons or deviations notorf 
2lMMERMAN,n.P Hegon 5, Ole ol Uio Oircclor. 00/07/ 13 51 f 
& Efeclnc Co 2pp 46404 276 46404 206 

-8808030 194 Insp Repls 50 275/89 lb & 50-323/09 1 5 on DftDV 
violalions or devialions noiod. Major areas fnspoclurl uvalualioi 
gram for control Of measuring & lesi equipment & survo llonco l< 
PEREinA.D.B Region 5, Ofc ol Iho Director MENDONCA.M M 
Director. 86/07/13 9pp. 46404.270 46404.206 

6807280121 Responds 10 NRC 860017 Itr ro v.o’ations nolcd 'n 
ll.Corrcchyo act.ons Adminisirativo Procoduro C-10S4, To 
(FME) Area Controls.’’ developed & appropriate protection procc 
SHIFFER.J D Pacific Gas & Elocmc Co 08/07/10 Document l 
menl Control Desk). 6pp. 46317 354-46317.359 

6807200162 Suppl 1 lo NRC Info Notice 00-046. "LicOnsGo Roi 
bishocJ Circuit Breakers." Svc list oncl. 

ROSSI, CE Division ol Ooeratorial Events Assessmonl {Pos 
Consol. dated Edison Co. of Mow York. Inc. 125pp. 4 6308 05-1 4 C 


8008020206 Responds 1o NRC iJu'.otin B7 002 Suppl 1 ro fastener lestrg lo dotermno 
conformance w/app'icab o mail specs 

SHIFFER.J.O P^CpIic Gos & Eleclrc Co 80/07/25 Document Control Branch (Oocu 
rnon| Control Desk) 4ipp 464C0 107 46400.147. 

06072002*16 NHC Gu'lclm 60 003. ‘Trirrbo Tubo Thinning in Wosimghouso Readers " 
S vc I si one. 

nOSSVC.C Division of Cporatonal Evenis Assossmonl (Post 670-1 1 1) 00/0/726 
Ccnso'idated Ed son Co cf Now Yo'k. Inc. 123pp 463-18.0/0 46348:192. 

80072102 TO NBC Info NotiCO 88 Gf>2 ‘TalufO of Intrau'G'ro Tandom ol FlolCher S,.il 
Applicator Brachylherapy Devices Ucr.ng FNaticnt Troaimont 1 SvC l.9l oncl 
CUNNINGHAM.R E 0. vision cl indu Sinai & Medical N.,c!t-a' Safety (Post 670/20) 
00/07727 Consolidated Edison Co of New York. Inc lOUpp 46307 023 46397 136 

8000080206 Ack reco.pt of 880718 Ur inlcrmng NHC ol steps taken to co-iecl vo'ators 
r olod i.n Insp Hopl 50 275/00 II 

ZIMMERMAN, R Beg on 5. Ofc cf ihe D.recto.' 88/07/27 SHlFFER.J 0 Pacific Gas A 
Electric Co ip -16448 164 46448.170 

8007220034 NRC Inlo Notco 88 053. "Liconson Violations ol NRC Roy. •luLiunb. Which 
Lod lo Wfdica f □■ag'-oslic Misadru nstralmns ” Svc list end 

CUNNINGHAM R E D.viiion of IncJ-Slnal & Medea* Nuclear Safely (Post 070/28) 
66/07/28 Conso'i dated fc'd.scn Co ol New York. Ire I06p;i 4G306 203 10397028 

0007220192 NRC fnfo Nol.co 08 054. Tnuiro of Crcuil Breaker Fo!lOw,ng IrsliillHlion 
of Ampler lor Biruci Trip Attachment * Svc list unci 

ROSSI, C.E. D-viSon ol Operational Evonis Asscssmont (Posl 87041 1). UU/07/28 
Conso’idolod Edison Co of Now York. Inc I21pp 4C4 1 7 020 464 1 7: MO 

8007280019 NRC Inlo Nohcu 88 05b. Potonhal ProtYoms Caused by Smglo Failuru of 
ESP Swira Bus ' Svc I si oncl 

ROSSI.CE Division of Gperaional Evonis Assossmonl (Post 6704 11) 88/08/03 
Consoli:Jn*ed Ed son Co. of Now Yo'k. Inc IPIpp 46437 >21 46437 241 

8808030289 Suppl 2 lo NRC Bjlloim 80 035. ‘Nonconform nq Myth Supn'icd t>y Pip rg 
Suppl.os.Inc at Folsom Nj & Wusl Jersey Vlg Co ai VWTamstcwn.NJ. Svc ksi oriel 
HOSS'.C E Div.son ol Opmat.cnal Evenis Assessment (Posl 8704 11) (ffl/00/03 
Conso'idaied Ed son Co of Now York, Inc I49pp 46530 121 ■10530.269. 

0807290008 Suppl 2 lo NRC Uul'olm 88 0G0. “Ihorrnnl Stresses m P ping Cornoctml lo 
RCS ” Svc fist oriel 

ROSSI. C.E Ovis'on of Oporalional Evenis Assossmnni (Post 870411) 88/00/04 
Con so! daiod Edison Co of Nc.w York, Inc. 121pp. 4G504 001-46504 121 

88072901 11 NRC Info Nohoo 00 056, "Potoniial Prob'oms W/Sikonu I'oani F ro 0a<tcr 
Per-olrabon Seals " Svc 'isi oncl 

ROSSI.CE Division of Cuur«ji:onal Fvonts A&soss‘r.on1 (Posl 8704 H) 83/O0/C4 
Consol dated Edison Co. of Now Yu»k, Inc 123pp 46569 175 40669 20/ 

8G0816D003 Advises If'al ulil U60J07 response lo NRC Biillelin 86 031, 'Dufocls In 
Wost nghojso Ci'cuil Oreukors” sat-sforiory. 

HOOQ.K Projecl Dircclorato V U8/00/05 SHlFFER.J 0 Pacific Gas A hfoclric Co 
4pp. 40550 121 40559 124 

0808190070 FoAvnrdS Insp Repls f.O 2/5/861 7 & 50 323/08-16 on U0O52O 0/10 No 
v.olai.oos noted 

ZIMMERMAN. R R Region 5. Ofc of the C roctcr 00/00/05 SHlFFER.J 0 Pacilie On 3 
& Electric Co 2v P 46590 136 46090 1G2 

*■0000190079 Insp Reds 50 275/09-1/ & 50*323/88 16 on 880520 0710 No vto'AHon* 
O' dovuit-ons noioaMn ci areas rspeciod plant operations.mo til A survu narco 
aoiivil os.loilowup ol ensile ovents.opon itoms & LLMs 

JOI INS TON. K E . NARBUT.P P . MEN DONGA, M M Jtoyun 5. Ofc of the D.roc'or. 80/ 
08/03 25pp 46598 130 40598 162 

8800020095 NRC info Nouco 89 057, 'Poionlinl Loss of Safe Shutdown Er|ijp.mimi 0.:o 
to P/omaturo S:lcon Conborul Huclifier Fuluro." Svc list oncl 
FiOSSi.C E Division of Opctnuonal Evcniu Assossmom (Post 07041 1) OQ/rm/rjQ 
Consol daicd Edison Co of New Yotk. Inc. 1 22pp 46451) 125 46459 246 

8608020102 NRC Info Notco 00 050. ‘Polont-al Prcblcms W/ASEA Btcwn Bovon ME- 
5 1 L T.rnu Ovorcu'font Ro'ays.” Svc *ist end 

ROSSl.ee Div.slon of Opera* onal Lvonls Assossmenl (Post 070411) 00/00/09 
Consolidated Ed son Co. cf Now Yo'k. Inc. 120pp. 4Q530 00 1 46538 120 

0000030112 NRC Into Nolicn 88 059. - MSIV Guirfo Rail Fmluro ftl Walcrford Uml 3.’ 
Svc .'i SI oncJ. 

ROSSI.CE. O.vison of Cpuraf-cnai Events Assessment (Post 070111) 08/00/09 
Conso'idated Edison Co cf Now York. Ire 121 pp. 46107 01 1 4046/ .131 

8800040002 Supp! 1 to NRC fnfo Noliro 80 004. Inadequate Oualificaiicn S Docurr-on 
tat on of Fi/o Darner Ponouation Seals.' Svc fist oncl 

ROSSI.CE O.vision of Opo'alional Events Assossrnont (Post 6/0411) 0U/O8/C9 
Consol dated Edison Co. gl Now York. Inc 1 2lpp 46550 205 46550 325. 

6B08060135 NRC Info Nolice 08 000. * Inndequato Design A instol'atori of Waiorliqfd 
Ponolralion Seals. Svc l.st oncl 

ROSSI.CE. Division of Oporalional Evonis Aasossmunt (f’osi 070411) 00/00/11 
Conscl dated Edison Co of Ngw York. Inc 1 23(>p. 46560 290 40570 000. 

0008060240 NRC Info N'oliCO 88 001. “Control Room HaLilub lty • Hoconl Rov.ows of 
Oporal n-g Exporinnco “ Svc Sst oncl 

ROSSI.CE uiv.sion of Operabonal Evenis Assossmonl (Post 070411). 08/00/11 
Conso 'wiatQd Ed son Co o' Now York. Inc I25pp 46594 312 46505 070 

0808170319 Responds lo NRC 880/12 fir ro violations nolod in Insp Ropts 50-275/C6- 
33 & 50-323/86 31. Corroct.vo actions basis mod.fted for post-LOCA submergence 

g ea'lficabon.por 10CFR50 49(h(2) A porsonnol instructed re testing 
lUFFERJ D. Pac.fic Gas & Electric Co. 80/00/ 1 1 Documom Conbci Branch (Docu 
moot Control Desk). 5pp 46502 299 4 6562 303. 

0808060295 NRC Into Not-ce 00 CG2. “Rocom Find.ngs ro Implomeniai.on ol OA Pro 

S roms by Suppliers ol Transport Packages.” Svc Hsi end 
URNElT.RF. Division of Safeguards 8 Transportation (Posl 870413) 08/00/12 
Consolidated Ed son Co. of Now York. Inc. I09pp 46581 155-46581 263 


8008090264 NRC Info Ntit-co 88 063. High Hadia?ion Haza'iJs From brad-nlcd In Core 
Doiociors A Cablos " Svc l.st oncl. 

ROSSI.CE D.vson cf Operaiional Evonts A^sossmenl (f’osl 870411). 08/08/ IS 
Conscl.:) Died Ed sen Co ol New York. Inc 1 10pp 46509 005 46569:1/4. 

8008260037 Ack race pt ol 00001 1 llr ir'orm rn NHC ol slops taken 10 co-ioct v.ciai ons 
rctod in Insp Hepls 53 275/B6 33 a 50 323/Q6-31 

PA1E.R J. Rog.on 5. Ofc of the Drooler 00/08/17. SCHUYLER J.O. Pacific Gns & 
Elociric Co. l(). 4Cfi4? 346 46642 350 

08001 10200 NRC Info Nonco 00 0G4. " Report rg f res m Nuclear Process Sys at Huc-o* 
a' Power Planls.” Svc l»si end 

ROSSI. O E DiviS'on of CperaUonol Lvnnis As^ossmont (Post 070411) 00/00/10 
Consolidated Edison Cu. of Now York. Inc I04pp 4664 3 0D1 46643:104 

G80B12G327 NHC Info Notce 08 065. “Inudvof luni Cramagos ol Spool Fuel F’ools. ' Svc 
lisl or cl. 

nOSSl.C.C (J.vi'iion of Cpo.Mtional Evonis As.scssmoni (F'ost 87C4I1) 88/00/18 
Consol (In led Edison Co uf Now York. Inc iPOpp 46628 0 1 1 46620: 1 33 

0800160392 NRC inlo Not CO 08 06G, "Indusinal RddiOijrapliy ‘nsp & EnlortOironl “ Svc 
list (»/*cL 

CiUNNINGHAM.R E D v.son o 1 ‘nduslr«al & McdCnl Nuclear Snfoty (Post 870729). 
83/C0/2P. CcrscUaled Ed.son Co ol Now York. Inc DO;>p 46823 13*1 4802(1 2?3 

0000100414 NRC In'o Nctco 80 067, 'PWR Aunl.uy ( oodwalor Pi,n*p Tuflmo Ovu.-* 
sppoil Tri|) I ailu'O ” Svc hsi end 

ROSSI.CE D.vision o# Operaiio'iul LvonK AssCSSmom (Posl 870411) 80/00/22. 
Ccnocldaicd Ed son Co of New York Inc I23pp 40643 IC5 46043:22/ 


R. Periodic oporaling reports & related correspondence 

8807200073 MoniHy opurnhng ropt tor Juro 10130 for D.obo Canyon Unis 1 & 2.W/ 
800/13 lb 

BLDESFM.P , MALONE. DD.. T OWNS END. J D f'ocil.c Gas & LlocU.c Co llfj/06/30. 
8pp 46345 216 4 6345 224 

8807290060 "Re;>1 cn Discharco Monjtonrg nl DiulVo Canyon Dur.nq Month of June 
1900- YJ/flO(J/70llr 

TOWN SEND. J 13 Paul c Gos A Elcclnc Co 88/00/30. l.EONARP.W Ca’itorna, Slaio 
of 73pp 46350 315 40357 027 

0800240071 Mcnthly operafng ropts fer Jul 1980 lor O.nhfo Casyon Units I & 2.W/ 
CGOJIZtir 

BEDESFM.P. tOVVNSEND.J D Pacific Gos & Fjcclnc Co 88/07/31 9pp 4002/169- 
4GG27 177 


S. Rcportoblo occurrences, LERs & related corrosiiondeneo 

0807290301 Sum-Par ■/ 0<i unusual nvoni at lacfily f-o/ NUREG 0654.Rnv 1. Af>p I.On 
880717.mon.ial roatior inp in Wiled Cuusud l«y g , cu.*'iJ fault i- cl cations on o'cct'cnl 
buses Unit in cold stmldown 

lOWNSfiND.j O Pacific Gas A E!«?clnc Co. 00/0// 10 EJRIAM.W. San Luis Obispo. 
CA Ip 4635 ) 350 40353 350 

0000010241 SpoP'iil Ropt 00-Clli:on 8U0C2 1 .di-'iirn letdown to ItqucJ hb'ilup 
tjriks.lnldown prossuio control vnlve PCV-135 to 'Ou 1c > rospor il to Sinai (iressuro 
trnnsitnl Causo<l 6y o/ruhe opofolion of vn'vo Opi'raiing f^cccdure A*2 I ruvisuJ 
SHlFFER.J D Pacif.c Gas A E'cclnc Co (10/07/ 19. Cucumunt Control Urnndi (Oocu- 
monl Ccnlfol Dusk) 4pp 463/1 346-46371 349 

0000020167 LER 80 01300cm flffOG25,nuii‘i slonrn line solulon aclimt'On 
occv.trod Caused by madogjatu comiuiuxuiUoaft liQ^wcu/^ leef rveans &. oonhci room 
oticraror Now p'O-odum to provido qunU'lros tor fpecrfc pgbuclicns devo’orjud W/ 
1180/25 Itr. 

S'SK.UF'., Slflf-f : nn.J.D. Pacific Gas A EKidric Co dfl/07/25 0 pp 46302 174 
4G302 175). 

0000020294 LEH 00 010 GO.on flAlCOG.PacifiC Scianlilic Co sr u'Jburs failed functional 
toils by not activating O' carryir.g load Caused by copslnn spang iR'igs (Jisengnge 
ment Irom Cailcli b.inils Srubbcrs rornoved W/(J0O725 Itr. 

JOMNSON.RL-. SHlFFER.J D Pacific Gas A Elccir cCo 08/07/20 bpp. 48374.194- 
*16374 20 1 

0000110090 LEft 08 014-00 on 088595 d.OSel gonerafer lorid decruasucJ liolow value 
spciriliod ‘ft su-vailarco lost (j.'OcuUuro acceptance ciifuriu Caused by bioleu'icrl-Fuul 
oil In dnv funks t::oci:Jod A htored V7/6Uy601 Ur. 

HINDS J. Pacific Gas & Electric Co (J0/C8/O1 6pp 1051 1:108 0651 1 203 

B80B15036G LER 88 020 DO cn e00710.roactcr trip iniliatod (or ovortomp dolta torn;) re 
ocior p'Ohjehon sys Caused by ptvsonnoJ error insiru.T.onfniion & conlrois tccivOcinn 
counsclod.W/GCO0O9 Ifr. 

MALONE. D D , SHIFFER.JO Pncilic Gas S ElOCiriC Co. 0O/C0/G9 Cnu 46548 120* 
46549.133. 

0800220090 LEH (JB 02 1-00 on 1)00? 1 2.roucior 1 rip from hi hi stouin gonomior lovcl pro 
leclion fogicCousod by inadequate Oporaling Prucudu'o t-3 Procedure roviscd lo ro 
qu ro parnrelmg generator to grid W/C 00009 hr 

MALONE.DD. STIIFFEFUD. Pqo1:c G«ns & EIgcP.c Co. 0O/OB/C9 5pp 46603 207- 
46603 211 

8808170010 LER 08022-OOon 880714.Toch SpOC 4 3 3.lO.Tablu 4.3-O.llom 3d.p!ftn1 
veni sya flow role mon tor FR 12 survoirarcn 'roqu ronieniy nol mol. Causa J tiy per 
sonncl crror.Pcrsocnul mvelvod counsolcd.W/080812 llr 

MALONE.D D.. SHlFFER.J D Pacif.e Gas & Elocb.c Co. 00/CO/ 12 5pp 46571 015* 
46571.010 


V. Operator Examinations 

0000190060 Inlcrms of NHC intcrprotailon of i0C/ : H50.74(n) ro charges -n oporalor or 
aomor oporolcr status. 

PATE.R J Reg on 5. Ofc ol iho Director. 08/08/1 1 SHlFFER.J. D. Pac«Fc Gna & Clue- 
Inc Co. Ip. 46596 324 46596 324. 



68 DOCKETED ITEMS 


DOCKET 50-2?? PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 


F. Security. (nodical, emergency & Lre prelection plans 

0008 12000? Not ‘icairon of 060609 Mgt Meel r-g GO 078 in K ng cl FVuss a PA 10 d scuss 
SGi_‘,nty ccrcerns ai p'am 

UNVIllE.J C Hoy on 1 , Clc of Ihe 0*oclo.* 89/06/07. Reg o-ri 1, Clc ol Iho O recto* 
2pp 4G5 15 139 46515 140 

8807060520 Gonenc Lit 06-10 *0 a l po^cr reader iconsoes & hc'Oers uf Pan 9$ ap 
o.'ovaib 'e pjrt'iasa cl GSA approval security contameib Svc '»sl one;. 

MIRAG'-'AF J Associate Drtc:o* ?cr Projocis (Post 6704 1 11 03/07/01. Ccnsckteted 
Cd. 3 on Co cl New York, tec 3Jf.p, 4f.jd8 293 46300 3?9. 

0806150268 NCt^Cfi'icn o 1 l ce*isce Moot «*g 0B lU on U60720 w/uli. m Kng of 
Pmssia.PA | \j a scuS9 security at p'art 

UHVIUE JC Rogor. \ Ole of IT© 0.;©ClO'. 30(07/13 Regcn 1. Clc ol llte 0/«iclo*. 
?pn 40551:321 1655' 32? 

8808020185 Ferwa/ rts Mg* Veeirg Rep'S 50 277/80 21 & 50 278/06 21 O'i 980309 ro 
security program at danl 

BELlAMY.RR Regon 1. O'c o' 11*0 O/t'CtC' 63/07/21 MCNEllt.CA RiarJ«’pna 
E'ocI'.cCo 46384 034-46304 039 

•-8600020190 Mgt Meoirng lisp Mepls 50 2/7/86 2 1 A 50 '278/69-21 O” 860509 ro so 
cu ty cc r co‘n3 at plan* ropc'ted r. mojal secu'ity aja t & f-nd rgs o* lM nvesbjaticn 
mo a icgal-ons by irenbeis oi pla*n society fc*co 

lANCASTER.W K * KElNlC.R R Reg.on 1 O'c Ol IhtJ OrcClo*. 66/07/21 3pp 
4638 4 036-46394,033 

0808050071 Forwa'ds Sect My Prof ecu Root Cajso Assessment & asden p'an to ad 
(1*oss root ca.rsts irfontilred as pet 883S29 rreetrg No S'gnl cart changGS Irorn rreob 
wig prcso.olatia'i irucf vid jdi tes^s & te*gei ccnpet.oa ueto snecned 
SMITH OM Pn.aite'ph-a E ca*-c Co 6&/07/27. RUSSF.lL.w 1. Rcg-on i. dc of « o 
DtfCc'or 4pp. 464 45 138-46445:156 

*8809050232 'Sooj.ly P/CL'em Pocl Cauf-o Assossnrfcnl " 

* PnladG'ph a EicchcCo 99/07/15. Hpp 46445 142 46445 106 

0008820277 rorA**ds Sa'oiy Visd Ftepts 50 277/88-1B A 60 278/88 ID on B8C604- 
0715 No relations po*od. 

KANE W.F Rygon 1. Ob cl tfis Droc'o.*. 86/07/20 WCNEILL.C A Pp lado'p 1 : a Dec- 
UicCo 2p? 46370 31? 46370 349 

-6008020209 Irsp Rc-pts 50-277/08 16 & 50 278/G8 iG on 890601 -0/ 1 5 No MC'ai'ors 
noied Major aroas iispecloddccai* c‘o porDors «l L’n.i 2 S J.cpsraiio-nal 
Sfl'cly.rwJ 3UO.I p.'oldution, pliyt, cfll scc;r ly.ccntrol roOTi ac( vities S ma-nt 
W.LUAW3*I.H . Lit V'LLE ,J C Hcgor », Ole d lha U'ecfc' 66/07/26 15pp 
<16170.314 46370 346 

8B0fltBO4<19 Ransc-.i dtre^gorcy p'^nW/cro c/;e?s 2d ug 

• Phi'ad-fi'ph 3 E'Odf.C Co 09/07/3I 27f/pp 4659-3 291 46501 195 

8808040247 Ginbiic: V 1 88 1? to a" pbArcr reader "icensees & nc-pl 5;>r1b ro re.-ro/al O' 
f.ro p»o!L>cl cn raquiron ents Ocm Tech Specs Svc ‘isi one l. 

M'RAGulA Fj Assoc aie Cirecto.' fo: Projecis fPcsi Q/Q-i 1 1) 66/C6/0? Consolidated 
EJ.son Co. o' NCrt- Yet'*. Inc 52p;> 46453 291 -164D3.342 

8808160412 DocjTiei ls 09^720 meeting fll NRC Region l as fc lovyup !t> 68C6C9 mj: 
mooing /o concerns */laci ly piiyscal sccu ty program Lfc$i of allendoos end 
BALL AMY, R R Pogcn 1 , Clc cl iho Orectcr B8/C3/09 MCNEIL l C.A. PhadC’pna 
Ll-jcirc Co epo 46654 326-46554 331 


G. Adjudicatory correspondence 

68001 10078 Con mo'iwoalth ol PA fDl fen 10 intervene, request fcf fioari-'g A commcnh 
o;:po siirj N5HC * V//Coriil caie cl Svc. 

SCAHC'llNGERJ Pc-nnsy^'ana. CorrmoCArealih ol fi'JQd 69b6 G8/01/22 Comma 
borers. 22pp 46434 043 46434 0?2. 

• 8868110081 Co mrror/ircallh cl PA poitron lor t earing.' PcbJe hearing to cons dor 
safety p'OClems A ccrdompialai i tiers rg charcios roQ-iosied 
MYERS M M Per-nsyl/ana. C'ommor wealth o? 87/11/20. Commiss O'-ee, 7pp. 
46434 ;Cf)6 46434 072 

8808116061 Forwards corrGCieo petlcn to inle-’/urg req.iosl lor hearing & ccinmonIS 
eppesmd NSHC 

SLARCirt NGERJ Perivyylvarv3 Ccm^.or.NOAVb of 6687. UA/OW25 OH*CO ol 

tho Secretary oHho CommisS on Ip 46431112-46434:139 

-8808110004 Ccmincr ^eallh ert PA r.elion to u.tcrvono for,Lt*s1 lor hearing & coin- 
rrenls oppos r ) NShC ' Recijests ll*ai Ccmrr ss-cn giant pel lion & request for hear- 
ing to de‘ve nia ad-jquacy o? proposed amends 

SEARCH NGLR.l. Pennsylvania Ccmrr or * oalin cl 89/01/22 ComTiseiOners ?0p;j 
46434 1 13 46134 132. 

-88C81 10070 Corr rr-onweaim cl PA pot, I an for hearmii * Pol.ticn lor pjb' c hoanij to 
co-nsde* sa'ely pret'errs & ccnlemplated -ccnsmg changes inveived ; n Com-riss'cn 
eroeeedngs re p'ant roques'dd. 

MYERS MM Pennsylvania. Corrmcnv,ea'lh of 87/11/20 Comm ssionars 7pp. 
46434 133 46431 139 

8008110023 Phlfltelphid Elocn-C Co answer to Co.m-npnwoallh ol PA pain o.‘i to invar 
vend n p/oceodr.g on proposed amends lo facl ty OLs * Commonwealth o? PA peti- 
tion sheu'd bo od based cn r a w:e IP shev, NSHC W/Cefrltcate of Svc. 
mWlN.OP Fh adu'pha E'ecinc Co. ‘RWIM.OP Hjrton & W.fliarr.s .^388 6808 0B/ 
02/08. Ccmmisb crcra 23rp 46434:C9D 46434 .11 1 

8808110026 NHC Sta'l response to Corrmonwoa 'h ol PA pot tion to intervene & re- 
quest for hea'Mg ' Commission should fnd thai CommoiwDallh oi PA ostabishod 
stand ng fa intorvone.vY/ Certihcoro ot Svc 

HOCGOCN.AP Assistant Ge-reral Counsel fo* Hearngs #388 6689 98/02/ n. Com- 
mssioners. I3pp 46434.076 46434 C00. 


H. General correspondence 


8808 180274 Expresses cent rung concern about safety of p'am & urges 
no rcsta'i uni i all 1-sied aclions ccmpioted Served on BCGB24. 
BiRfJ-E.P Ma-yland Nuclear Safety CoalUron #288 6583 08/03/21. Z£ 
mist>ioncrS Ip 46559 047-46559 047 

88003 10062 Requests NRC acton 'o relovu undue risk posed ty BvUl tl 
tic r-S’aLuty NRR shau’d issue o*dot requ-mg a l GE QWR l.:ersoos to 
«NRC wilh n 1 yr demonstrating comp'.anco w/GDC 12 Ho'afed nfo enci 
?-i'AlT.SL Oh.o Ct70ns tor Hosponsib'e Energy 88/07/22 Olfico ol 
tw Rbgu l dt>o r ', C‘«CLlo( (Post 8704U1 I2pp 46727 026-46727.056 

0008 1 2Q2B1 Requests regional correspordor co to ut / bo Addressed os . s 
ALOEN.VV Fhi'ddC'phia Electric Co 88/00/05 LlNVILLt.JC He(;-cn 1. 
rector Ip 46525 290 4G525 200 

8008120203 Rcqjesis dial NRR corrosponrionco bo addrossod tu uti! a 1 
prpv r?o names of irrtiv duals lo bo deleted from correspondence ilts 
ALOEN.WM Fhiade'pha Ebctic Go 66/00/05 tiUTLEnv/R Picec 
2 ip. 46536 122 46536 12? 

0808240023 Respcn Js lo 80072b Ur roquosung ruspenso lo P BmefifiOl 
at LdSo’.o -nvclv.no rec'Cu'al on pjmp NHL rospcriso to P Awri o J'd 
ca! to Hr addressed to roc-por. 

S7ELLO.V Ole ol the Executvo D.rcctor fo^ Operat ors 88/Q8/15 • 
Sonnlo. 3pp 46626 258-46026 202 

-8808240041 Forwards P B.rmo 080705 Ur ro Peacti Oollom subset- 
power OSCI lat-ons fo low rg 803309 I aSal'O Ovenl 
).5lKULS^1,G A Sec.ftlo 88/07/28 GHAOGURNE.J C Olbco ol Gcvttirr 
Alfarr, (Post 0/0413). 2pp 46626 261 46626.262 


K. Utttity final Safety Analysis fioporl (FSAR) & amends 


8007260281 Rov 6 to updaic-rj FSAR for Poach Gollom Unis 2 & 3 V 
table 9 & 880722 Hr ond 

BHAPt.E Y,F J PmadotphiH Fioclnc Co 88/07/22 MURLEY.T E. O" 
Reader Regulation, Hirecicr (Posl 87041 1) 50Cpp 46J 1 1 102 4G31 4 ?■ 


P. Operating license stago documents & correspondence 

0808020385 Sucm ’s oddl mfo ro PECO FMS 0C03. ’ Steady Stale Tct 
Molf.ods Ropl," submitted t;y util 8707 f 3 Ur. per 860120 rcquosiAFid 
w.thhotdir.g Of portion of rospenso as prqtjr.olflry.oncl 
GALLAOI-IeH.J W Fh ladolph.a Efociric Co 08/03/28 DUUbR.W.n P 
ai« 1-2 -Upp 46403005 46403015 

80000 10191 Forwa'ds Amends 133 & 136 lo liconsos OPR 44 & CI : P 5 
& safely eva^a! on Amends foviso Toch Specs ro survo-l'anr.o rei;i. * 
mary coo*ani sample analysis 8 Servo llar*.co frequuncy for dosdl yo*iori 
MARTIN, R E ProioCl Direcicrate I 2 89/07/10 ALUEN.W M Pri'adol? 
3pp. 46363 153 46363 172 

-8808010195 Amends 133 & 136 lo Lcon&m, OPfl-44 & t)PR 56/Qspcc 
Toch Specs ro serve iianco roqu romcnls for primary coolant samp'o at 
Of burvowUinCO frequorcy ler d;csol gonomiors & udd ng 13 kV Oflc to 
BUUER.VY R Ptcr,cct Oirocto»ato 12. 60/07/18 12f>p 46363 156 46 36 

-8808010196 Saloly ova'uOtcn s*.ppcri ng Amends 133 & 13G lo Uco r 
DPR -56.r especiivo y 

• Cffir.n of Nuclear Reacior flegu'aiio.n. C rector (Post 0704 > 1J E 
46363 168 16363.172 

080 7280040 Forwards response to NRC reqjesl lot adrll inlo re p'af 
p'anv Rov \ C.oso ‘.merlaco & Otquonv mtorocuvo comnur.icalici's < 
iwc-en mdopondent assessmor.i g'cups & line mgt 
MGNEILL.CA Pr.'aticlphia Electric Co 08/07/22- RUSSELl.W.T R< 
1hu 13 roclor 200pp. 16324 24b 46326.144 

8808170033 No til-canon ol 08C005 L'censoo Moolmg 88 113 w/uh> at (‘ 
awss l censee rusponso to NRC quosiions fer rostarl p'on 
LINVILl-E.J C Regon 1, 0?c of mo Dirocior. 08/07/20. Hegon 1. O'c 
2pp 46564:073 46564 074 

8808050071 Fcrwards “Socunty Prcblc-m Root Cause Assossmom' 1 & ac 
cfie-ss root causes idsntfied as pet 860609 rr.ooimg.No sujit. 1 can'. Oian 
ing preson lotion Individual iflsks & laraol complolion dale spocf>ed 
SMITH DM. Ph'adolphia Elocir.c Co. 80/07/27. RUSSELL.WT Regio 
D roclor 4pp 46445.138-46445:156 

-880C050232 ’“Scccrity Problem Hoot Cause Assessment " 

• Ph ladclphia Elecd'C Co B8/07/15. 14pp 46445.142-46445 156 

0808040239 Summary 0 \ 880019 moeiipg w/uW :n Rockvit'o.MO lo 0 
□'an lor facijiy rested List of attendees, agonda & viowg'aphs end 
MAFIT|N,R.E Project DroctO'ate 1*2 88/07/28. Pro.ect Oireclor 
46430 250-46400 $76. 


8808050233 Forwards request lor addl inlo on uiil Topical Repi F( 
' Methods for Pedorm-ng 8WR Sys Transom Analysis.” to complete rc 
MARTlN.R.E, Project Direclcrate 12. 88/07/28. ALDEN.VV M. Ph ladol; 
fipp 46^49 141-46449 148- 

B6D8230117 Partial response to FOfA roQuost for documents ro plant Af 
encl & ava table n PDR. 

CjRIMSLCY.D H. NRC - No Deiailort Afh'iaiion Given 88/07/20 
Swid.er & Berlin. 4pp. 46581 267-16581 ;?70 


-8708170122 NoHius of aft&g*uno»1 of managers 10 onst.ro consistent actons w/ 
atA OvOrreni of comprfetri&hS'vb.tecliri ca iy c onset & tiir.oty act ons to restart programs 
at plan's Roquosis direction ol EDO guidance ro ruslarj to ass'gned manager 
MunLEY.r E Cffi-co of Nuclear Roacio-' Regulation. Drector {Post 070411) 87/08/ 

1 2 STELLO.V. Cfc of the Executive Crecior for Operations 2pp 46581 310 
46581 31 1 

-8700260307 Forwards rupt re .’icons rig & restart schoduVs por EDO 870727 
memo, into wii ho provided weekly 

FUNChes.JL Program Manaqomonl. Pol.cy Dove.’opmoni & Analysis Staff (Post 
870111) 87/G8/21 HAYES, B ti Off.C« oMnvushgaliOiiS 1 1 pp 46561 312 46581 .322 

8809160329 Responds fo NRC Generic l if 0U-UI. NRG Positron on IGSCG in QWR 
Ausion tic Slants Slcol Pipng," rGtjuring that heunseus furnish current plans ro p.pe 
replacement insp. repair & leakage doioct.on 

KOWALSKf.S J. PI Made'phia Flecirc Co Q8/C8/02 MlRAGLIA.F J Associate U.ructor 
Icy PfOiOCtS (Post 0704 1 1) 72pi > 46557 262 4G567 334 

8008160259 Foiwa-ds Amends 134 & 137 to licenses CPU 44 A OPR 56. rpspocr.vdy 
& saloty eva’uanon Amends chango Tech Spocs lo .ncroaso recorder ranges of rooc 
lor vessel water lovol instrumentation io response 10 Gononc Hr 84 23 
MAFlTtN.H E Project Dirocfdato 1-2 86/08/03 Al.DEN.W M Philadelphia L'ocinc Co. 
3pp 46560.039 46560 054 

**8808160251 Amends 134 & 137 lo Licenses UPR-44 & UPR*5f>.rospoct ve‘y. arnond 
rg Tech Specs lo increase recorder ranges ol reader vossel lovol L'slruntoniaiion 
DUTLER.WM Project D.rocloraio 12 00/08/03 I0pp 46560 042-46560.051 

**0800160265 Safety ovaNaucn support r.g Amonds 134 (J 137 to Licenses DP 11-44 8 
DPR 56.rospt:CliV0ly 

* OMico of Nudoar Reactor Hogulato'i. Drcclor (Posi 870411). 86/00/03. 3pp 
46560 052 46560 054 

0800 1 70169 Confirms till understanding of all«»nal.ve obigai«on under 10C r M2l 8 50.1) 
to notify NRC ol Srynf.canl in'o ro issues Ol restart delihorat ons & to ensum r>lo pro* 
vded complete A accurate in at' mail rospeols 

RUSSELL, WT flog on 1. Ole Of the Director 88/00/04 FFRLAND.E J Pubic Semico 
Eler.u c & Gas Co ol Now Jersey 3pp 46572 123 465/2 125 

8008170174 Conf rms uti: mfcrsiarding of nff rmahvo ob'igaiion under 1CCFR21 A 50 0 
to r ol'fy NRC of s’griif<cani in'o ru <sscos Sub| ol ru&tml deliborohons & lo ensu'd -nlu 
provided completo & accumtu n a'l man respects 

RUSSELL, WT Reyon 1. Qfc ol Iho 0 rector 88/00/04. HUGGARD.O E Atlanlic 
Electric of Now Jorsey 3pp 40572 160 4657? 1C2 

8808170252 Conlams ulil u^dorsland ng o< aff rmativu oblgaion unfor 10CFR21 8 60 0 
to nobly NRG of Sujnkcuni nlo ro issues sebj lo restart di/ibcrnlicns & to onsr.ru info 
providod complete 8 OCCcrale m nil mall respects 

RUSBFJ.I..WT Region 1. 01c ot Iho D.roctor 88/08/04 PAGUEI TF.J. Pni'adolphm 
Electric Co 3pp. 46571 120 46571 122 

8008160439 Forwards 1080 QA proQiarn tlinngo summary ’ist idont»ly*rg chtmges lo 
pngo nu'nber.pararjraph numtOf & typo ol change <M program included in Ruv 0 to 
updated PS AH. 

FOGARTY, FP f’hi adolph a Electric Co 68/08/08 RUSSELL.W T notion 1, Ole ol 
tho Oi/oclor 12pp 46560 346 4G5C0 356 

0808170301 Forwards saluly evaluation buppcrl.ng uM roeponsos lo Goncnc Llr 03* 
28 Homs 3 \ 2 & 3.2.2 

MARTIN, n E. Project DifCCloralo 12 08/00/08 AIDEN.W.M. Ph Inde’p’.ia Eleclhc Co* 
3pp. 4G5GG 319 4656G 323 

-0000170305 Safety evaluation support r<j util response to Generic Ur 03*2fUli;ms 
J t .2 & 3 2 2 ro post-mamt tesiic.g 

* OHi-co nf Nuclear Ronclor Hegulaton. U rooter (Post 870411). 88/06/00 ?pp. 
465GG 322 465G6 323 

8008160172 Requests discussion indicating how roquiiomonla lor fabr.caiion,:nsp,li!St':'t| 
& ml<»»laco5 mot in accordanco w/ ASMF Codo. 

MAfUlN.R t Proioci D.rcclo'ato 12. 80/08/11 ALDCN.W.M Plu adolplua Electric Co 
3pp 4 6550.1 18 4G550 120 

8008240350 Withdraws remaining poriion ol 070120 application for nmorcls lo Licenses 
DPR* 4*1 & Drfl 56 ro chargoslo Toch Spocs cor-.cernlng oll&ilO power souiCOS 
GALLAGHEn.J.W- f J hi!adu'p?i:a Efoclnc Co 88/00/16 MUMLEY.l F. OJfiCO of Nuclear 
Roaclor Rogjlniion, Diroclor (Po&l 070411) Ip 40626:263-46626 263. 


Q. Inspection reports, fE Bullelins & corrospondenco 

8808110274 Noiihcahcn ol 080526 S ynf.cnnl i iconsoo Meoimg (18 0G3 In King of 
Prussia, PA re prosontaron of safely sys lunct onal :nsn program 
SWFTLAND.P Region f. Ofc of iho Director. 80/04/29. Region 1, Ofc ol Nio Diroc'cr 
2pp 46505 276 40505 277 

8005200295 NRC info Not-co 80 032, Prompt Roporiing to NRC of Signdicant Incldems 
involving nod oactivo Mali ” Svc list oncf 

CUNNiNGHAM.n E Divison of Industrial 8 Modical Nuclear Safety (Post 870729). 
0&/OD/26 Consol'dalod Edison Co ol Now York. Inc. 120pp 46389:1 79 46388.290 

6009020354 Forwards Safely Insp Ropts 50-277/08-19 & 50 276/08-19 on 880606 
1 0 No violations noled 

GALLO.n.M Rogon 1. Cfc ol the D-rcclor. 08/07/19. MCNhTLL.CA PhNadolphia 
E foe trie Co 2pp 4 G3 74 104 -46374.193 

-8808020366 Insp Ropis 50-277/80-19 5 50*270/88*19 on 000606- 10 No v.olahons 
noted Ma. or areas mspociod .imp'oinenlalion & offoctivonoss of correctivo actions in 
OA program lor procurement ol commercial grade ilums. 

NARUOAG . DRVSOALE P . BLUM0ERG.N. Region 1. Ofc Of Iho D.roctor. 08/07/10 
8pp. 46374 1&6 46374 193 

8807200162 Suppl 1 to NRC Info Notice 08 046, ‘1 Iconsoo Ropt of Oelectwo Refur- 
bished Circuit Breakers ” Svc i:si oncl. 

ROSSI.C.E. Ow.sion of Oporalionol Events Assossmoni (Post 870411). 80/07/21 
Conoolidatcd Edison Co. ol New York, Inc 125pp. 463QQ 054*46308 178 


8008020185 Forwards Mg l Moot.ng Ropts 50 277/08-21 & 50 276/80-21 on 660609 ro 
security ptCQi&m at plant 

BELLAMY. R R. Rog on ». Ofc ol ihe Director 08/07/21. MCNEILL.C A Phi’adolphia 
Electric Co 2pp 4G384 034-46304 038 

-0808020190 Myl Mooing lnr,p Repls 50 27//00-21 & 50-278/03 21 cn 000609 re so 
cuuty al plant reporttC *rv onnuol secur.ly au:M &. find ngs of util irwesugaten 

into arogaho.ns by mombors ol plant nocu'ity fo'co. 

LANCASTER.WK, KEIMIG.R.R Region 1. Ole ol the D.reclcr 83/07/21 3p p 
46384 030-46384 038 

0000100014 Ack receipt Of 080531 Ur m'ornirg NRG ol slaps taken IOCO'iqci violations 
noted in Insp 50 277/60 06 & 50 278/00-06 

GALLO.R M. Region i. Ole of mo Diroclor. 00/07/21. MCNEfLL.C A PhlndG'ph-n 
E^och.c Co. 2pp 4G483 267 46483 271 

080720024 6 NHC Bulohn B0 003, “ThnmYo Tube Th nnmg in Wost.nrjhouso Roaclcrs ' 
Svc list Orel. 

ROSSl.C F. Div.sipn cf O:)urotiona> Evonis Assossmoni (f^si 870411). OQ/07/26 
Consol, daiod Ed son Co of Now York. Inc l23pp 46348.070*46340 192. 

8600040386 Rosportfs id NR(^ Bullutln fly 002, Fastener Tosihg lo Do^omiino Con 
formanco w/Appicab!u Mntl Spec " List of suppl ors & nilgs on*j. 

GALLAGHER. J VV Ptvradulphia E'ecfrc Co 80/07/26, ROSSl.C E' OivisiDn ol Opor- 
ai orul Evonis Assossmoni (Post 07041 1J 29pp 41*434.303*46434:331. 

80072102 IQ NMG Inlo Noiico OB 052. “Fn'luro ol lntrault>r,no Ta^dpm ol F 'oiclto.' 5;.il 
Appl color Oractwthcrapy Dov cos Itur-nn Pahunt Trooimont. ’ Svc 1 St unU 
CUNNING HAM.rt.E. D-vis:on ol ind-vstral & Mr.U^col Nucloor Salnly (Posi 870729) 
08/0//27 Consol'datcd Ed son Co. of Now York. |nc 109pp. 46397 029 4G397 13G 

0008020 ICC Forwa'ds Safoly Insp Rojds 50 277/09 20 & 50-279/00 20 on 080613 
\ 7. No violat ons noted 

UELUMY.no Region 1, Cfc of iho Orroctor 00/07/27 MCNEILL C A Ph lado'ph n 
F.locinc Co 2pp. 46376 206 463/6:212. 

-*0008020170 Insp Rcplh 50 27 7/0H-20 8 50 2/0/89*20 011 8890G13 1 7 No v CloNiins 
noted Ma;ot areas inspected noataUiotr.(j*cal chemisuy pregrant in measuramcnl (xt.-'.- 
irol & analytical p'oeeduro ovnluaticns 

JANG.J.C, PASCIAK.WJ Region 1. Ole Ol tho DroctO'. 00/07/ 12 5pp 46376 208- 
4U376212 

0000000133 Provides inlo on curroclivo DClions ro violations r.oiod in Insp Repls 50- 
277/07- 16 & 50-27H/07-16 concmmr-g analysis & mods lo masonry wals por IE Oul* 
lolin 09 1 1 

• Ph’adO’phln Eloctnc Co 80/07/27. JOl INSTON.W.V Reijson 1. Ofc Ol tho Di'ocior. 
4pp 4G452301 40452 304 

0007220034 NRC Info Notice BU 0f>3, “l.iconson V clailons ol NRC Regu'at.ons.Wh eti 
Led to Medical Diannost-c Mlsndrn nistmliuns " Svc :■&! oncl 

CUNNiNGHAM.n E C.v.slon of Induslnn 1 & Mtoicol Nucluar SafOV (Post 070/29). 
98/07/20 ConsofidalcJ Eihsori Go. ol Now Yo'K. Iric 10Cpp -18396 263 4630 7 :OP4 1. 

0807220192 NRC Inlo NOlico 09*054, "Fniluru ol C rcu t Breakor Fo'lowirg instoVfition 
ot Arrptuclor D.fOCl Tnp Apoclirrunt " Svc lisl oncl 

ROSSl.C E Div.s.:in ol Opcrnliunaf Events Assessment (Post 070411) 88/07/20. 
Conscl iJfitod Edson Co ol Now York, Inc UMpp 464 l 7 0?0 4G4 1? M0 

0009020277 Foiwards Saloly Insp Mwpla 50 277/fitv itt & 50 270/90 tb on 800601 • 
D7I5 No viol© lions noled 

KANE.W F Hog.on 1. Ofc ef iho U rector 00/07/20 MQNEILL.C A. Ph«ado:pti-6 Elec- 
tric Co 2pp. 463/0 312*40370.34 6 

-B8CB0202B9 ttv^p Repls 59 277/60-16 8 50-2 70/90*10 on 680604 07 15 No v.olat.on* 
finlnd Major amas nspoclod nccuss;b!o portions of Uni 2 & 3,opuraliona' 
9 fttoty.ra<Ji© 1 ion protection, physicol scci.nty.conlrul room act.vitlos & malnt 
WILLIAMS.J H., UNVILLE.J C Region 1. Ofc of ti e Droctor. 00/07/26 35pp. 
*10370 314*46370 310 

0800160329 Rospords 10 NRC Gofioric Ur 00 01 . “NflG Posit-on O-'i !GSCC In DVVR 
Austoriiic Stainless Sreol P'p’ng ” requn/wj that Iconsoos lurnisti cuaunl plans io pipe 
replacomonl.lnsp. ropai.' -& loakayo dotockon 

KOWALSKI, S.J. Philadelplra Eloctnc Co QQ/00/02. MIRAGUA.F.J. Assoc-ote Dior.tor 
(cr Projects (Post 070411). 72pp 46557.262*40557:334 

800720001 9 NRC Inlo NdllCO 60*055. ‘Potonbal Prob'cm? Caused by S-nglo Fai’u'O ot 
ESr Sw.ng Bus " Svc I si oncl. 

HOSSl.CC D.vlsion of CpD/niionol Events Assossmont (Post 070411) 80/00/03 
Conso'idaled Cdiscn Co of Now York, Inc 1 2 1 pp 4G4C7 12 1 *46437 24 1 

0009030209 Suppl 2 lo NRC Bulletin 06-005. ‘Ncnconlorming Mails Supplied by P.p.no 
Supplies, Inc At Fo’som.Nj A Wosl Jorsoy Mig Co ai W.H.onisicwri.NJ Svc list oner 
ROSSl.C E Div.son ol Operotionaf Evonis Assessment (Por, l 070411) S8/C6/03 
Consol dated Ed son Co oi Now York. Inc. M9pp -16530 121 -40538 2G9 

8007290008 Suppl 2 la NHC By'lohri 03 000, "I hcrrral Strossos in P,p:r.g ConnoctoU lo 
RCS." Svc list oncl 

HOSS’.C E D. vi sion of Ore/alional Evontg Assossmoni (Posi 87041 1 ). 0Q/OB/O4. 
Conso'idoled Edison Co of New York, Inc 1 2 1 pp. 4G504.001 -4G504 I2i 

08072901 1 1 NRC Inlo Notico 00*056. ‘Toioniiftl Fhotloms Y//S-licono F : oam Fire Bau.or 
Funolration Soals ” Svc I st oncl. 

ROSSl.C E Divis on ol Operat.cnal Evonis Assossmoni jPost 070411) 08/06/04. 
Consol datod Ed-sun Co of Now York. Inc. I23pp 46550 175*46559 237. 

8800170151 Ackroco.pl of 000525 l(r informing NRC ol slops taken locorroct vio'atlons 
noted m Insp Ropt 50 277/00-00 /o use ol uncontrolled drawngs lor labncaion ol 
omornoncy Svc wator p.ping SiyndiCanco ol v.Ofaiio-n clarified 

CUnn.j.P Rogon 1, Ofc of Iho D roctor. 08/06/04 MCNElLL.C A Pt iladclpb a Eroc- 
lf,C Cq 2pp 46561:285 46561:209 

6808020096 NRC Into No^co 08 057, ‘ Poienlial Loss of Safo Shuldown Equpmenf Duo 
to Promotu/0 S:l con Ccntrollod Roct.fjor Failiro.” Svc nsl oncl. 

ROSSI.C.E. Division of Operational Events Assossmoni (Rost 070411). 08/08/00 
Conso'idalod Edison Co of f'/ow York, Inc. I22pp 46459. 125 46 4 59 246. 
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8808020103 \RC Mo Net Co 8u 05B. Po*en* 3l Problems W/ASEA Drown Seven ITE 
51L IrrroCvGrco.'fcnt RoajS, - * Sve 1st end 

ROSS'. C E Division ol Opera: oral Cverts Assessment (Post 0?G4 1 j). 63/05/08 
Ccnso Saved Ed-sonCo of TU-w Y&iV. Ire. l2Cpp 46605 00 1 <16538 120 

6809 03-0 112 NRC nfo Not.ce 60 050. ‘ MS V Gude Ral Fa*ure M WaiedonJ Unit 3 
Svc .’iSl onci 

nOSSl.CE Division cf Opora‘.cral Evoms Assessment (Post 87041 1) 88708/00 
Consol-dated Ed son Co of No* York, Ire. I21pp 46467 On 46467 131 

8B08O4OO62 Simp 1 :o NF1C <nlo No I CO 08004, * Inadequate Qua i*calon & Documen 
fat on cl Fco Barter Peroiration Sea $ ” Svc list end 

HOSSI.C L. Diviscn Ol Oporaiionp' Events Assessment (Posi 870411) 88708/09 
CbnscUlslm.i Eg son Co t>1 Kiev; York, Inc '21pp. 4GSC8 206-46566 325. 

8800160344 ENfi60Q5cn DQCBll.ncico ol propped mpos ven of c«vi' penally m 
amojnt ol 3 1.250. CCD issjeJ !0 'iconsoo based on waospread nattcmive'HjSS tn con 
bo' room that rosui:oJm fl/0331 shutdown O'dc? 

LUEtlWAN.j, LltBERMAN.J, O'c 01 Eofo.*cem< nl (Post 8704 13) 88/C9/09 Ip 
46554 315 46554 315 

8808226001 NpV.cation cf Sgr/.cjnl license Veet.r.g 86 120 cn 060811 w/uil at site 
to d scuss natfcrilivo ope'alor ccrco ns asrlo r !fir.d m 870331 order 
UNViUF.J.C Region \. Ok ol *.oc C.<ecic< E8/C6/C9 Region 1 OlC cf «*o Oiiecicc 
2pp 40590 246 4 6593 247 

8808220273 Forwards rioico ol viC'A'iOn A proposed rrpo&iton O? Cv.l pO"oty n 
amcunl ol SCCO.Vio'aiion based on inar.cn: *0 bohavfor whi e> on duty 
TAYLOR.J M Cepuly Exocut wu O recto.* lo-r Reg onal Opera: ons. EDO (Post 670413) 
60/00/03. VALCCNADO.R.A Phi adclpha Efec'r c Co 4pp 46G05 072 46605070 

-8800220275 Not-cc ol v/Jai on & proposed imposilicn ol c v.l penalty in arojn 1 cf 
$500 Vio'aticn ncied naucrtivunoss to instrumentations & controls 
TAYLOR J M Dopjty Executive □ reefer for Rgqo-irI Oqera*ions. EDO (Pos* 0/(J4l3| 
88/03/03 2pp 46605 076-466C5.07B 

0803220276 forwards notice cl violation & prooosed impos.'-un ol ovi penalty m 
amcur.t ol S6C0Vio:al ons based cn nvosiiyauon cf mfo received lhai cortrcl room 
opiralp's observed to ho s'eep ng wh to on duty in convcl room 
TAYLOR J M Repel/ Executive Director fo* Regional Operations. EDO (Post 870413) 
eet 09/03 YOSt.UO Phi'adC'o'ioe'ecir.-ai. 4pp 46,602:240*46602 34V 

-8808220281 Ncl-co 0l viu'dfi-on & proposed mposil'cn o * civi penally in amount ol 
$500 v/ic'at ens nctod opc»aii)r observed v> ho irelleniivu to Instrumentations & con 
tro s & distracleo try acbv.t os lhat vio’ated Pioce<ij-o A.7 

TAYLOH J M Oopjly Excco* ro Director for Hog onal Ope.*at oss. EDO tfosi 8/04 »3) 
89/08/09 3p? 4&C02 344-4C602 347. 

6008220279 Forwards l olto Ol vio’atiOn & mpos t on o* c vii porialiy ,n amount of 
51,000 

TAYlGR J M. Ccpuly E»e-ul vo D.*ociCi (o» Rag,:^' Cporafons, EDO (Post 8/0419) 
00/08/09 METZ.Hl EMadv- phia docir-cCo 4pf) 46€03 106 46603 1 1 1 

-0008220287 Np!ico of v.ptalon & p'opcscd impos'.on of c.vi' penally m amou.if ol 
$l,0G0 Viola! on nolcdsonto' rcacto* operoto' nailo.nlivo fo nslrurnonia: or.s 8 con 
trofs & el'owod personrii;l lo bo dSlratloU Cuf-ng pono-.l pnar to 8 70324 
lAYj.OftJ V. Dopu*y Enecuivo Ui'octor fo* Royicnal Operaxns. EDO (Posi 6/0413) 
(JC/06/C9. 3rp 169 r.6603 \U 

8008220202 ferwards nolce o< vjD'fliion $ propot-ed mipostion ol civ.i pera t> m 
amouni ol $50D.Vio:al ons based on operator maHortivonoss to nslrunonia: o*i & 
coni'ols A o sKiclicn by aciwi* cs lhat v.plaiod Procedure A.7 
TAYlORJ M Denjty Execul vo C.*ectcr for Reg cral Opora’icns. EDO (Post 8/0413) 
Q87U8/09. CROWWaL.P O 'adOlpVa Electric Co. 4pp 16502.256-46692:262 

--0CO022O285 NObcu o* v:Qlai On R proposed mpos lion Of evil ponolty it ameuni ol 
$500 Vio 'aliens noted operato* observed fo bo inaltertivo to nslrumonla: ors 8 con* 
trots & dislcaclc i by actwiV-ss that \ ofa'ccl Procedure A 7 

TAYLCn.JM Oepjly ExocjI VO Dwoclo' for Reg onql Opo.'dtior's EDO (Post B?04i3> 
88/03/09. 2p,> 40602 260 46602 2G2. 

3800220289 Forwerds notico cf v.oMhCn 8 proposed mrposit on of civ.i poralty n 
amoj , ’t ol SSOO.Vio'alions t>nscd cn m'o recc.vcd that conlrol rocm eperafors ob- 
served s copmu nh 'o cn djiy m ccntrcl room 

1AYV.OR.JM. Deputy F.xocutvo Ouoc'o: 4 c< RegtomV O potat oes GOO VPoSt 670413) 
8B70U709 MCRORERTS D C Fh ‘adCp'i a F'eclric Co. 4y.p 4G502:20G*46G02 213 

-8808220290 Notice of v.oiaiion & proposed mposilon ol civ I ponn ty m amount ol 
$590Yolahon noio d operator observed to bo maltcntvo to ms'ru-r.ontations 8 cen- 
trals 8 d sir acted by eel. vinos that v.c'aied Precede ro A.7 

TAYIOR.J M Deputy ExocuVvo Drocior fer Hogione! Cporahons. EDO (Post 870413) 
8&/0Q/r.9 3pp. 46602 21b 46092:213 

0008220293 Fo wards notico of vola'ion & proposed imposition of c-ve penalty n 
aTPi.nl ol $503 Vvj'atons based on cec pient inatteutve to mstrumeniations & cou- 
t'ois S road njnon jotr related mails wWo on duty. 

TAYLOR ,3 M. DCpuly ExCcetivO C 'octor fer Hoqicna' Cperat.cns, EDO {Post 870413) 
08/00/09 DUANE D.W Pn.laJu'phia Etocfr c Co 4pp. 46602 263 46602 270 

-9800220295 NoXe of Vio'ation 8 proposed irrposificn of civ.i pona'ty n amounl ol 
$500 V o:a t ons nolcd DiV IDeano observed lo bo malfenirvo to instruTeniatiors & 
ccnirois & d sbaciod by ecW.iOs Vhai v oiaitd Proccdu*o A.7 

TAYlOH.J M. Deputy txeo.tmo Doctor fer Rogoral Operaftons. EDO (Post 870413). 
68/08/09 3pp 46602 267-1 6S02 270 

0800220296 Fo.vards ncl ce of violot on 8 imposition of civ I penally in amount of 
Si, COO v.olaxns based on operate* being observed s'eepng wr*‘e on duty In con:*ol 
room & road nd rna'is net d rec:‘y pb re'alod 

TAYLOR J M Deputy Execuive Director Icr Regional Operatonr, EDO (Post 870413). 
08/00/03 VVIL'ENEh.W B. Pn fadolp^i a Elecltr- Co 4pp 46601:265 46601:271. 

-0308220300 Notice ol volaVcn & piopos«d .mpos ion ol Civ»l penalty .n amount ol 
51.C30 Violations roied operator obsonred to ho snationlive to instra.-nontalions 8 con 
frets & distracted by acuities lhai v.cdated Procodurn A 7 

TAYLOnj.M. Deputy Executive Direc’or for flcg.onal Operaocrs. EDO (Post 8704)3). 
B8/CB/09 2pp 46601 269 46601-271. 


6008220301 Forwards r ohco of vio'ahon & proposod impos tion ol a 
orncu'tt of S5CD Violations based on operator sleeping whi!o cn duty ‘i c 
read ng mat-s r.ct directly job related 

TAYLORJ V Deputy Exoculivo Ci'eclor lo/ Regonpl Opu/al:o>-s, FDfi ; 
60/08/09 MACENTbE,L.E PM ladelphia Electric Co 4pp 46603 uo 1 4iyi 

-B0O022O3O4 Notice ol violation & proposed irrposUon of evil pv'ift' 1 ., 
SGQO.V-olai'Ons noted operato' obsorvod being mmiont.vo to ■risM-ic. r 
trots & distracted by activities that violated Procedure A 7 
TAYLOR.J M Deputy Execuhve D rector for Roglonol Oporal o fi s. F ! K ) ; 
6B7OB/03 3pp 46603 005-46603 008 

8008220303 Fo*ward5 r:ohce of violat:cn & proposed irrpCS:lm;i »:l m 
amounl ol $1,000 ie maileniivoness of operators m conn cl 
10CKFI2. 790) 

TAYLOR ,J V Deputy Exocuhve C:roclor for Regional Operatin', Ll/i 1 i 
80/00/09 ALVVCCD.E G Ph ladolpha Eleclr-c Co 4pp 4C60I tf.!i 4l.i - 

-8800220308 Noico ol vio'a' on & proposed mpositon ol civ I piin.iliy 
$1,000 Vio'aion roiedsono* reactor oporafo' fcun<j mailorlve p> n I-. 
conuo’s & afewed pu sonnet to be disVaciod riunng per oi) pit if. 1 1 > 6/0 ■ 
TAYlCRJM Deputy Execute Oirocior lor flogonnl Opomto*i\ I 1)0 i 
60/OQ/C9 3pp 46601 360 46601 362 

6008220305 f orwards r.oiico Ol v.olalion & pjroposod iin|iosiln,i cf i 
amount of Si. 000 

TAYLOR JM. Deputy Execul.vo D.roctor for Regonal Cp(.-ra) (ms. I [!0| 
8&/C0/09 PitPER.w O. Pii ladcipiun Eiocinc Co 4pp 4660J Ou t 4i;-t.o:- 

-880B220307 Nul co of violahon & proposed imposition ol Cm I |.i.u 0 , 

5 1 .000 Via ‘alien nafod surnor roaciot opotQtoc was .nattxintwti u> iv<*. 
con trofs & ai’cwod dstraciion ol personnel for period poor lo U/l):i24 

T AYLCR.J M. Deputy Executive D rector for Hog onal Operat n f s, I |)<M 
0G/O8/C9 2pp 4C603 013 46603 016 

0808220309 Forwards not-ce Of violai-on & prnposod lmpi;sl>in . 
amcuni of $C03 re operator nalioniivonoss in control ruomlulv 
10CFR2 790) 

TAYLOR J Cqnuly Execuf vO D.rr?ciO' fo' notional Opcmt O'".. I l'-SJ l 
BD/CO/09 GH'BBLEJM Ph latfc.lpti a Efocirir: Do 4pp 46601 3U1 4iin«i 

-0608220313 NotCu ol v o!a: cn 8 proposed imposition of C>v I | < i*.-l(y 
$500 v olatio.i noted oporator maiteniive to msiruniontniicns 8 ix*. ' 
nonjob-rolaied malls wh lo on duty 

TAYt ORJ M. Depuly Executive D ruciot lor Hog ona) Oprirnl u-s 1 1*. ) 
68/08/09 ?pp 46601 3C8-46G0 1310 

8008220311 f crwa'ds not co of violation & proposed ■•nposiNn ml « 
amounl of S 1.003 Violation notod.conirof room cpomlors obuu'vij ■* u 
duly in ccn*rol rocm 8 reatjng mall not drcctly |cb rolatod 
TAYLOR.J M Deputy Execul.vo D.rociut for Regional Operal'T". I > i 
08/00/09 BLASY,R.A Ph ladolpha Elortnc Co 4pp 4£f»02 3C6 MAW 

-8008220315 Native ol v.oiat cn 8 proposed iTposit-on of c>vl |n.« j*Hr 
Si.CQO Nonc.omp’ianoo noted control room cporMot ulooirny at slid «i*» 
TAYLOR.J M Deputy Execuhve Droclor for Regional Opo/nlio' s 1 1)*> 
00/00/09 2pp 46602 310 4G502J 12 

880B220314 Fo'wards notiCO of volaiiCn & propos*,’fl imprisihun i;l i 
amoual of S903 

TAYf.QR.J M Deputy Execulivd Drocior for Regional Opcraimi s. f l>n 
C0/OU/O9 CLARK A R PtMlaiiolplua G'ar.tnc Co 46b0l.ll/) 4U 31 

-8806220316 No* CO of v.olat cn 8 proposed imposil-Pn of civ I p< n-i •> 
$500 ViOlaiion rotod senior roaClcr operator inaiiontivo to TShun 1 1 *.i< 
& allowed porsonaol lo bo disiraciod (Juung por-od prior lo f170'l?t 
TAYLOR.J M Deputy RxoculivO O.rcclCf fer Hogionol Opornii 0 n 'i tin' 
UB/OG/00 3pp 46601 161-46601 166 

0808220317 Fo'wards notice of v.oiat on 8 proposod iirpo^M om i.f « 
amounl of $500.V'olaton notod control room operators observul ■ 
duty in condo' room & reading matt not directly mb totaled 
TAYLOH J M Deputy Executive Drocio' for Regonal OporaiiO.’is f-IX) 
88/00/09 STAMBAUGH.B A. Phiade'phia Electric Co- 4pp 4CC0??/<l 

-8808220318 Notico ol vio'ailon 8 proposod impo&ibon o) civ.) i>m.,iI| 
$606 Noncompl.ancQ noted.contrcl room operator a'ucp.ng at sintio'i 
TAYLOR.J.M Deputy Executive Director fox Rugicnal Oporahons. ( DO 
66/00/03 2pp 46602.202-46602 204. 

8008220320 Fo'wards notce ol violaiion 8 proposed impos-lon i.f ' 
omou.nl ol $1,000 V.ololion noted conlrol room opnraiors oUscrvr t i ’■ 
(.'uly in control room A read.ng malls rol d-roctly Job rolotcd 
TAYLOH.J M Dep.ify E<oculivo D rectcr lor Donional Oparot.cns, EfK> 
(36/08/09 PFENDcR.FJ Phi'ade'phia Electric Co. 4pp 40602 239 4**1 

-8003220323 Notice of violation & proposod imposition of civ.i pci .i ’i 

51. 000 Noncompl-anco noted confrof room opera lo.* sloop r.y ai sl«iiio*» 
fAYLOH.J M Deputy Executive Drectcr lor Regional Operations. I DO 
BO/OB /09 2pp. 46602.303-46602 305. 

8800220321 Forwards noilce of v'olat-on & proposed imposTmri cf < 
amovini cl 5BOO Violation based on operator obsorvod sleeping vOi L> i 
trol rooni road-ng malls noi |ob refalod 

TAYLOR JA* Deputy Executive D.rectof for Reg onal Operations, LDO 
03/00/09 CROW.WElL.E S Pbiladelph-a Etocuic Co 4pp 46802 249 -i 

-QSO022O326 Nohco ol violation & proposod Imposihon of c.vi ptr.i '.j 
$B00 Vio'ations noted operator observed lo bo mauenlivo lo instruew r 
iiois & d stracied by acuities that violated Proccduro A 7. 

TAYLORJ W Oepuly Executive O.reclor for Regional Oporatons. EDO 
83/08/09. 2pp. 46502:253 46602 255. 

8B0822D327 Forwards notice of vio'atipn & proposed imposihcn of i 
amounl ol $500.Violalion based on inaiienhvo behavior 
TAYLOR J M. Deputy Executive Director for Regional Oporaiions, EDO 
80/00/09 EAGLtS.W M Phi'ade'ph-a Efocir'c Co 4pp 46602 1B5 4G J »' 


~BBO 8 220332 Nolico ot viO'aVon A proposed imposition of Cw.l penalty :n amoi.nl ol 
$5CO.Norcorrplianco nolQd mailOnlivenuss lo mslrumeniaiions & controls during van 
ous sti'lls 

TAYlCR J M Deputy Execul.vo Director for Hcgicnal Operations, EDO (l^osr B70413) 
80/CB/O9 2pp 46602 169 4660? 191 


3800220359 Forwards nolro ol violation & proposed imposition of cm* penalty >n 
an'otoi ol $500 Viclatcn noted control room operators obsowoti stooping w/nto on 
duty & reading mails nol d. redly job related 

TAYl.Ofl.JM Deputy Exoculivo Director lor Regional Opcrnt ens, EDO (Post 670413} 
B8/08/09. JOHNSON.S Ph IflfMphia E-'ociuc Co 4pp 46002 292.46602 298. 


8600220333 Forwards notco of vo’alion A proposed imposition of c.vil penally m 
amount o‘ $5QOVo'.aioo roiodconiccl room operators observed stooping who on 
duly in conirol room & read rig maps nol (1 rectly job related. 

TAYLOR.J M Deputy Executive Hi/nClO' for Regional Cpotahons. EDO (Post 070413) 
80/00/09 FALCCNE DG Pmtadu'pii a ttocirc Co 4pp 46602 2U 5 46602 29 1 

-800B220335 Notice ol v elation A proposed rnposilon of c«vrf ponolty in amount of 
$500 Noncomp'.ancu noted ccntro 1 rcom operators Sloop ry al Station 
TAYLOR JM Deputy Execute D rector for flogonal Opcraiions EDO tPosi 070413} 
08/O8/C9 2pp 4 66 02 289 4 6602 23 1 

8808220334 Fo/wa'dS rolttv of vtotol-O'i & proposed urposnon ol Civ I pono'ly n 
amount ot $900 v.otovon based on marroniivo bohav.or 

1 AYLOrt JM Deputy ExCCut-vo Director lo: Regional Oporatons, FDO (Posl 0704 13) 
fiB/CQ/09 HOCRGS.R n Pfn adelpfio Elecirc Co 4pp 40602 199 46602 205 


-8800220362 Notico ol violation A proposed impost! cn ol c.v.l pc rally in amount of 
$500 N or co ft p'i,i nco noted conirol room operator steep rg at shinon 
TAYI.OH.JM Deputy Ex-Culivo Corecior fo: Rorjcrial Oporaho^s, EOO (Posl 8704 13 ). 
88/00/09, 2pp 46602 206-4CG02 298 

8008220364 Forwards notco of vrolahon & proposed impostion of civi: penalty «n 
amount ol 5500 

TAYLOR. J M Dopjty Executivo OrociOr fo: Regonal Operations, EDO (Post 870413) 
88/08/09. TRUAX.R F Philadelphia Etecinc Co 4pp 40603 066 46603 032 

-•8000220360 N'Ohcc cf vo'oiion A proposed rrpjsliOH uf civl penalty in arrounl ol 
Sr.00 Viclaiion noted rcaclo- operator tcund matte nh a? to msiru-rionialicr.s & controls 
A Irund n*adir.g ncn.Dlj-relntro mafia during period p-cr to 070324 
TAYiGn.J.M Deputy Fxocuhvu O.recior let Rogonal Cporaricns, EDO (Posl 8704 11) 
88/03/09. 2p(> 46603 0 DO 40603 092 


-8808220336 Nol co ul vio atpn & piuposori rmpovnon cl ov>l ponally >u Amount ot 
$009 V:0i-3<>cn noted inaiinnhvcr.oss lo instrumentations A comrols during various 
ShillS _ t 

TAYLOR. J M Dcpuiy Exoculivo 0 recto: for Regional Cpernlnns. EDO (Posl 11704 13) 
08/08/69 2pp 41=602 203 46602 205 

8808220337 Forwards r.OhCO of vialaion A proposed inrpoMlion ol civi’ ponally in 
amount nt S500 Von' on based an mauontivn bohavo? 

TAYLOR.JM Deputy ExOCut vq Director fo: Rog.o:wl Oporntons. GOD (Posl 0704 13) 
CQ/Cn/09. SAXMAN.UG Pn-ladO'pbiO E ICC Inc Co 4pp 46602 171-40602 1/7 

- -6008220338 Notice ol vio'nton & proposed imposdion of c-vil penally m .T'liount ol 
SGOO.N'oncompl anco roic:J naitont.vonoss lo inslftimonialions & conlrols during van 
ous ih Its. 

TAYLCF1 J M. Depjly Exncuhvo Crocior for nog:onol Opornhons. EDO (Post 0704 13) 
08/08/09. 3pp 46602 175-4660? 177 

8808220340 Forwards nolico ol vialnfo.n R proposed iirposncn ol Civil penalty n 
omcunl cf 5500 NRC found Itidl ma«onnvcr.oss desenbuu m order occurred over ex. 
(netted period ol iimo S vvas porvasivo 

TAYLOH.JM Deputy Execut.ve D.rector lor Regional Opernf ons. EDO <Posl Q704 13) 
H0/O8/C9. BALLANTYNEJ W. Pli ladcljjhia Electric Co 4pp. 4G602. 192 46002 100 

-0008220344 Nonco Of vio'a?:o:i A proposer) imposlion of c-vii nonnliy in amount of 
$600 Noncorrplianco nolud naltnnt.venoss fo inst<umonialions & conlrols on various 
shifls. 

TAYtOFUM Deputy E*urulivu Di:ocio» for Regional Opmahons. EDO (Post 0/0413) 
08/00/09 2pp. 46602 196-46602 1UU 


8800220365 Fo*wanis ro'co ol viola t on A pitmosciJ .Tposiiicn vA civil penalty n 
aircunr of 5503.Viclal on noted conirol room oporniors observed slocp nrj wh!o cn 
duty -n centre! room & reading mntls r*ot iJrecl'y ;ob rciateil 

TAYLCR.J M. Oeiady F>ocutivo Director ler Rncioro Opuraf ens, EDO (Post 0/0411) 
00/08/09. THARPF.G W. Rln a:Je'p)«a cloclnc Cu 4p ;> 46601 296 4C691 303 

-0000220367 Not<co of vtolabon A p-oposed iiti position ol c«vl poraliy >:> rrmpuni cf 
J500 Viotahon noted <;|iera1o. ,, inailor't vo lo ir.slrurr.uniaiu i & ccnirels & rr?ading rc:n 
,ob reloiocl mads wfn e on duty 

TAYLOR J M Dcpuiy Execulivo Ci'eclor for Region, V Ope.'aiions, EDO fRosi 0/04 II) 
06/08/09. 3pp 46601 3C0 40001 303 

0008230012 Forwards nonce of v.olalion & proposed imppsihcn ol Civil ponnlty in 
amojru of $600 Conirol room opo'aicrs obsu'vod sloop.ng on c'uly road ng mail not 
^b related & tio.ng inatlontivo Responso to nolico of vjo’aton mguosted 
TAYLOR.JM Dcp^‘.y E*ccuUvu O te-clOf (o' Rogonal Operai ons, EDO <Post 0704 I J) 
00/08/09. SHEE 1 1 ft E Ph ladolphio Efectnc Co. 4pp 46607 254 4 6697 260. 

-0800230015 Nolico cf v-o’at'on 8 proposed impos-t on o* civil penally m anxunl of 
$8CO Noncomp'mrco noted operator i.Oti tic olive lo irsirumontat-on 8 conlrols roar J ng 
mmis not tob reiatod 8 sleeping wf i'o on duly. 

TAYLOR ,J M Dopuly FxecuLvo D. rector for Rorj.ooal Operations. F.DO (Posl 0704 13) 
00/06/09. ?pp 4660/ 250 4G607 ?60 

0800230014 Fcrwards r.ol:ce of violahon id Operator suopTg wh lo on duly .ri conin .,1 
room, road ng mot's net droct y |Ob ralated A beieg maiiontivo lo obligahons of In 
coos os 

TAYLOFt.J M Deputy ExocuUvO Director lor Rogxnft' Upi-miijr.s. EDD (Posi 8/0413) 
00/00/09 KIRkROFT R W. f»h lude'ph a Electric Co 9pp 40G20. 143 46620 HB 


Q60022034 1 Fcrwaids not-co of vo?alion A proposotJ imposition of c.vil penally n 
amount of SflOO Viclnhcn bosod on innilortlivo bohavior wh'Jo on djly. 

TAYLCR J M Dopuly Exoculivo [Jireclor for Regional Oporaiions. EDO (Post 0704 13) 
08 / 0B/09. WCOCROW.D S PhlndO'pbm ElOCloc Co 4pp 46605.123 46605 129 


-8800220343 Nol-cn cf vivlaiion A p:cpoSeU mpositon of civ.l permTy m amount of 
$803 Noncomplinrco oolod cn vunous sfufts imj)lumontal<on of Procot Juro A 7. Shifl 
Oporaiions," per Tech Specs 6 0 violated 

TAYLOn.J M Dopuly E*ecwiivo Uruclor lo: Ftegonol Oporaiwnb. ECO (Post 0/0413) 
08/00/09, 2pp. 46605 1 27 46605 129. 

8808220342 f'o'vvnrds nolico of violat'O.'i A propostd imposilioo of Cwil poniilty m 
omount of S500.Vio l aiion based on malluntivo butiavlor 

TAYLOR.JM Deputy Executive Droctcr for Hugomil Ojjnralions. EOO (Posl 0/04 11) 
06/08/09 RART.R S. Ph-Indo’pJva Eloclric Co. 4f>p. 40602 2/ 1 -4GG92.27? 

-0600220345 Nolico of violation A proposed imposition of civ-l penalty in amount of 
S5C0 Violation noted -natloolivonoss lo instrumental ons 8 control dJr.rg venous 
shifts 

TAYLOR.JM Dopuly Execut.vo Dituclor ler Rugo-nal Oporatons. EDO (Posl 0704 13) 
00/08/09 2 (ip 46C02 275 46602 277 

8808220350 Forwards nOlCO Of violalicn A p'oposed rmpos-llon of Civi penolly in 
amount of $500 Viol at on based on naiionf.vo behavior 

TAYLOR J M Dopuly Exoculivo Diructar for Regional Ope/at ons. EDO (Posl 870413} 
B8/0B/09. DENI.J.S Pm'adelph a Clocinc Co 4()}] 40G92 170 46602.184 

• •8006220357 Notco ol vio'of-on A proposed imposlion ol c»vil purmlly in ornounl of 
$50 D NoncompLnr.co rolod noifonlivoness lo msirumeniaiions A conhols during van 
ous slijfls 

TAYLOR ,J M. Dopuly Exoculivo Dircclor for Regional Opcraiions. EDO (Post U704VJ) 
00/08/09 4pp 46602 102-46602.104 

8808220362 Forwords notice Of volaiion A proposod rnposihOn of Civil penalty in 
ai nouni of $500. Violation basod on maltoniive liohovior 

TAYLOR.J M. Ocpuly Exoculivo D rociO: for Roe onal Opuraliyns, EDO (Post 670413) 
00/08/09 OALDWIN.JR Ph lotkilplua EluCtriC Co. 4pp 4OGO1.200 46G01 295 

-8608220353 Nolico of v.olaiion A pro(>osnd .mposilon of civ-l pena'iy in amount of 
$500 Noncomp'ianco nptod mailoniivonoss 10 mstrurnoniahons & conlroS du';ng von 
ou9 shihs 

TAYLOR.JM Deputy ExOCulivO D, rector for Rogonal Oporulrons. EOO (Post 670413} 
8R/08/09 3pp 46601:29? 46G01 295. 

8806220356 Forwards nolico cf violation A proposed imposilcn ol civ-l pona-iy n 
amount of $000 re inaiientivonoss in ccnuol room Info delolod (rot 10CFR?.7(]0). 
TAYLOR.J M. Dopuly Executive D.rocior tor Regional Ope/afons. EDO (Posl 6704 13) 
8Q/08/09. WARGO.A R. Ph/artolpfua Electric Co. 4pp 46601 311*46601.317 

-8808220361 Nobce of vio'alon A proposed imposnion ol civil ponally in amount of 
$000 Viola! on noiodsen'or operator matlordivo to insbumonlallons A conlrols A al 
lowed personnel lo be disiraciod during ponorl pnor lo G 703 24 
TAYLOR.J M Depuly Exoculivo Director tor Regional Operations. EDO (Post 070413). 
80/08/09. ?pp 46601 315 46601 317 


-•8B0823O9T6 Mohco of v«olal>r>ri Irom *>ntotcotv,ent cfailo^o-cn on S v.clptun ol 

re«ictor opemto: 'iccnso.Vo'aiion noto<J inaronlivo to instrumenialion A 
control, rOflrfmrj non |ol> rolalerf infills A rosimo w/oyos closer) 

TAYLOR.J M Dcpuiy E*i:coiivo Di-'OCtor to' flog anal Opcraiions. EDO (f'osl B704 13) 
00/00/09 2pp -10520 148 4 6f>20 146 

8808230017 Forwards nalico of v.»!«lltm A proposed impostion ol civ i penaty in 
amount of SOOO.Act vit es doscnlieU in not co were engaged n t<y ree pont & mined- 
iivo of compiacom 8 unp.ofnssiorml alhtu<Jr» lowa/cJ (jrivilogus of license. 

TAYLOR.JM Dcpulv Enecul./O Drcclor to: Rogonal Cporfitcns, EDO (Post 870-1 13 ) 
80/08/09. WHITE, IT. pfnlarlo'pfiia t'cr.lricCo -ipp 4591233545912341, 

-0000230029 Nolico ol v-o'ocon & proposed iinnosmon of c.v I poralty in onrj.mt of 
SUCU.VuJaiions r oiod.or>c rotor obsurvod to bn Inattonl'VO to insUtnioribilions A con- 
trols & tfislractod tiy aciWilms that vio'atod f’rocoduru A 7 

TAYLOR.JM Dopuly bue-cutivu Duotior lor Rocicnal Opumtior.s. LIDO (Posl 870413) 
00/00/09. 2pp -15912 339 4 5912:341. 

QG0823Q0 19 Fur war<Js nonce ot violation to inmicntivcmiss of recipient 10 cb'ignhons Of 
opcroloi l:cunso Civ.l penalty nol proposod but rrcurronco coi.ld rosi.lt n rovocai cn nt 
'iconso. 

TAYLOn.J M Coputy Exoculivo UtocIo' to- Reg onal Oporalions, ECO (Host 870413) 
80/03/99 SWAYNE.tt.L RnUttlijIph a ElOClhC Of». 3pp 40620 190 46020 203 

-B0O023DO2O Noitco of v.o’olton from cnforcomoni co:dcro.-ico on 1)60210. Vmlat-on 
r.on:rl Gl. Swayno obse.-vcrl to bu mfillonSvo to isstrumoritaiions A controls A cisirnct* 
ed t iy activities that v.clpted Proccduro A. 7 

f AYIOR.J M Deputy Exoculivo D.roctcr ler Regional GpGrat-ons. EDO (f’ost B/0413) 
U0/0G/O9 2p(> 4 (jG20 201 46G20.203. 

0808230021 Forwards notco ol vio'fitidn & proposod irrposihon ol C«v1 ponatty in 
amcunl of SQ03 Vioiailcn based on inahonlivo tiehavior whlo cn duly 
TAYLOR.JM Deputy Enocutivo Di'uctor <cr ncgionnl Opemticns. EDO (Posl 870413) 
00/00/09 KCEifiLER.C E. f»h ladolphia Eltictnu Co. 3pp 466 19 300-40619 305 

-8808230022 Nolico of vtolahon & proposed imposihon of clvl pono'ty in orrcunl cf 
$000 Noncorrplianco notorJ.malluntvonoss to insirumenlai on A ccnirols 
TAYLOR J M Oopy.y Executive D-rocUr for Rogicnal Ope-aLons F.DO (Post 870413) 
0O/CO/O9 2pp 40619.303-46619:305 

8808230037 Forwards nobco of vtolauon 8 proposod irrposnion ol r.viS penalty .n 
amount of SSCO.Vio’aiion based on inultoniivo bobovio: whJe cn duty 
TAYLOR.J M Deputy Fxocubvo Droctor for Keg-onol Opo-ahons, b'DO (Rost 070413) 
80/00/09 WEAvCR.J M f’hllado'phia Flocinc Co. 4pp 46620.000-46626 015 

-Q8O023OO39 Noitco of violation A proposed imposition of civ.l penally in amount of 
$f;CO.Noncomp:ianco noted: naitonlivonosb to insi rumen tatron A conirol 
TAYLOR.J M Oeputy f-xucubvit Oiroctor for Hog cna* Operations, EDO (Rost 8704 13) 
00/06/09 ?pp 46626 0 1 3 46626 015 

8808230042 Foiwn\J9 nobco of vio'al on from enforcement conference corducieri on 
0002 lO.Vio'aiion based on innitonlivo behavior whi'o cn duty. 

TAYLOR.J M. Dopuly Exoculivo D.rocior tor tTegiona' Operations, EDO (Rest 070413) 
00/00/09- WfNTEnS.A T. Philfldolph-a Etoclnc Co 3pp. 46607 069-46607 005. 



-8803220044 No're of vOU*Cf» hom omC'C erreni c.onre*en_e co' uuu.tu u> 
630210 Vic’at on rcl*d ...a‘Pen%v«ress to .usVumeniairCn & CO-MClS 
TA/LCR.j.V Depj'y E*ecu: .0 C *ccio* 'or Regrcnai Operators EGO (Posl 8/04131 
60 *08/09 2c? 46607 C$3' 4560 7 065 

6808190243 C,?CuSS€-5 M.esvjhi co Re-pi 18? 003 & forwards naKo ol v.o aborts & 
c-oposod rcJS ion ol c«v ( penj ty A order mod. 4 , ng Ue~ses 
TA v t.OR JM 0?c o 4 ihe LiCCjtv*? Ci*e:?or *cr Cperohons 98 09/10 PAQ^cTTF J 
Phiiadebh a E’ecirc Co 62? 46598 032 465^0.050 


— 88081 20245 NoRo ol / .: f a*cn & p*opoied rpos'oi ol r .vl pi na ly in amojil cl 
Sl.2f 0 GCO.Vio'ai ons no !e dcc-rC rcon opcraiO'S observed s'eepng wrle cn 
0 jly reaJ ng flnJSlS nci <McClly icb ru’aled & la»lj*o to ropi iiems lo MR V 
TAYlCnjM Clc of 1 he Execute D*oci0* lc» Operations 89/C8M0 4pp 
45393 035 46393 041 . 


♦•8608190248 C'de* modl/rg L :e‘ise DPH 4>1.CPR 56NPF-39 & C p PR 107 ler v:cla 
lions ■nvcNi'Yj censed operators seep,*ig <n ccnnoi room road ng n ails rot d recMy 
icb re-’ated & o’nt'wsc i/uireniivo 10 ot *a‘ions ol icor-se 

TAYlCRjM O'c Ol 1 ho Executive D.*eckr fer 0;.e*a*cns 68/CQ/10 Ml la do phm 
E o C Co 9pp- 46556 042 46599 s$0 


8808050135 NRC Ho No'ice 63 00. 
Pdi e‘< at on S»&K' ‘ S*c 'SI ere 
ROSS CE D-vi: o*i of Ope'a'o.ia 
Ccrsc .dared Edison Co of ‘^e-w Ycf* 


•nadequale Des go & Insia'lalip-. O 1 WalO.'tiyht 

Evcr.:s Assessment (Post 87041 1). 08/00/1 1 
Ire l29p,o 46569 298 4^570 C 60 


8808050246 NRC Inlo NclCO 68 06*. ' Co y|i cl Rocin Habila'jlly * Reccri Revels ol 
Coeramg E<per On*:o " Svc isi onc> 

RCSS C.E Dwscn cl Operaura' E.cni* Assessmcni (Post 8704 it| flB/Ofl/n 
Const; dated {-d-sen Co 01 New York. Inc 1 29pp. >16594 312 46595 076 


6808*150172 Redons ds.cuss*cn rvlratrn how n y^uene-'s to: latncatcn <r.«p,los5rg 
& n'crlacos nifel m accc'darcc w / ASMt Cede 

UAHTiN.RE Prc.oci D 'OC'crate I 2 80/08/11 A LDEN.W M Pn •arte'ph a F eclr c Co 
3pp 46559 1 16 46559 ’20 

880805029$ NRC inlo Nol bd 062. ‘Recent c irdr.g$ re *.Tp emenianon ol QA Pro- 
g.-ams by Sup^ ers oi T.anspc'i Pac^aces Svc hst er.cl 

BURNETT R F D.v.son ol Sa'eyta'ds A Transporahon (Post 8704)3). 08/06/12 
Cc n SC'idaied Ed son Co Ci Nl<* yo/b. 'nc l09;:p 46591 155 46581 263 


8808240439 K Drwa.'d S Salot/ lr«.p Rcpis 50 277/60 25 8 50-278/88 25 cn 830718- 
2? No vio'at on 1 noted 

GALLO, R M Recicr 1 O'c ol r»'e Crcrio-' 68/03/12 MCKEIU.CA Fh'adrfp. 1 -* 
Eleclva Co 2zo. 4662 3CJ2 46629 0-1fl 


-080024044? Irsp Rcpts 00 277/69 25 8 50>27Q/e8 2b On 600718 22, No v.otaiors Cf 
d9va:o.*»s roiedf/ai-cr areas nspeclojuti licensed opcator roqtaif cabcn erccjra'ii 
w/raspeci 10 r/egra'r effoctiveness 

WALKER. T lANGEO Re^cn 1, Clc o< ihe O.'tcMr 80/08/ 1 1 5pp. 4G629 C44- 
16629 043 


8B08090264 NRC inlo Nolce P8 003, *Hgh Ra: ai Oi Ma2a*ds from irradiated Jn Co'O 
Oeie cio's A OVes. Svc 1 si er.cl 

RCSSl.CE O v sicr. o 4 Ct>erai o'* al F.xtnis Assessn e*-.* post 870411) 68/C.R/15 
Conso'idated Edison Co o‘ Ne»v YeiH lr.c 1 10^p. 46569 065 46569 174 

8809110206 NRC Irfo Soiree 63 CC4. ' Ropcn ng Fifes m Nuclear Process S>5 al Njc'o- 
at PtMor Plar‘5 ' Svc l si e.nci 

ROSSl.C E Cvs-on ol Opo'ai o‘‘dl Events Assessment (Posi 070411) 88/00/10 
Con£0‘id3led Ed sen Co Ol New York, lr.c lC4pp. 4664 3 001 ■46643-104 


8808120327 NRC 'nlo Schce 88 055 ‘nasve/tor.i Dra nagos ol Scent Fuel Pools" Svc 
,itl enct 

ROSS‘.CE D.viso'i cl Oanraticrai Events Assessnvjnl (Pcsi 870411) 88/08/18 
CO'iSOtdaied Edison Co O I New York. Inc l23pp 46628 01 1 46678 133 

8808160392 NftC Inlo Nol CQ 8B C66 ' ndjslnal nad og'ap^y Insp & Enforcemem ’* S/C 
■si an c 

CUNNINGHAM.R E D. x-Sior. o' ‘ndus'nal & Modica* Nuclear Saloly |Posl 070729) 
88/08/22 Consciidaiod Edison Co o? Now Yo.*J', '.nc 00pp 4C628 134 4G62D223 

8608160414 NRC »3l0 HjIim 83 067. FWR Ajxi'ia>y Feed wetter Pump Tu/tine 
spec'd Tr p Faibre Svc Lsi tucl 

ROSSl.C.E Cvisicn o' Operational Evenis Assossniont (Post 87G411) 80/C8 >22 
Conso! daied Ed sen Co. ef Now York Ire l23pp 46643.105 40643 227 


R. Periodic operating reports & related correspondence 

0808030090 Forvards Canl slatjs ropi fpr 830709-22 
UNYILE.J.C Rogon 1. Ole cl 'no CilOot 85/07/26 KANE W F Ri-g on 1. Ok o' 
I ho Drccipr 5pp 46403 22fi-464W 232 


'■■c Co (PECO) k* taruo lo comply w/PF.CO obUqahcns o-k!-;' tsn{i.\.\U 

owners ol S^nojs operator atlom-voross f:rol)lo/ns 

LINV LLE Region 1. Clc ol thO D.roclor 80/07/27 1|> 4644$ *120 -41 ;4 4' • R‘, 


8808050319 Pan 21 repl ro dSCOvoiy Ol cooper coninin.nni U‘i n 1J-5 v l 
Oaiterios Ccopcr coniarr.mat on ccuhl ro^ill m towor>ny of col vcl.*..|f ■• f 


piaio vo'iaco w/ rodtehon m battery capacdy 

gallagher.j . ■ '** ‘ 


,..W. Ph‘flilclpl '8 Electric Co H0/07/29 niJSSLi L.W 1 lh-i 

ol iho Di'ecicr 3pp 46448 215 46440 21/ 


8808090078 LER 88 0l600cn 1180/01 cJcgradOil vcltnyu pretoef. n i-< 1. 
bass ol plant Ojo to tiosign <Jolicionou*s Coused by tloscjn eirci I *'.11 1 -l 1 
lo change lime do'fly soitrg W/080B01 in 

31RELY.WC . FOGARTY L P PhMdolphsa Elortlr.c Co. 0B/(M/fll ’|v 4 1 


8008090108 LER 07 C28 02 cn 8/121 7,<jos gn U0f« 'iuiu:y Hull .1 

erator mps du*mg scism:c ovonl U.sfnvorcd Cnuse:l liy djl : y •• 

cksqnC.trdox sys upgraded w/'.uis'n'caty pon dimi r.r.inptMH'ntsVVJ;* 1 •■>(>! -» 
3lRrl Y.WR . KCfiAnTY.F- P PhiNielolphiu Elftrlnc Co 1113/011/11 1 4 || * t 
464 70 1*52. 


8808120117 LF.R 07 011 0? on 0712 )l.'osJi Ol i)i;wnw to b o« K vilw . I •* 
loss ol feedwaior hoahng cuts do tk'sgn basb ol p’anl 1 :.*u»*.;-d 1 y > • 

design process P.a*’! mo 1 pr.or to siyrhip <>f onrh unit irnpluntMiUil w « 
URELYVVC. I OGARTY.E I 1 Ph‘mklph.1 EloclhC Co Utl/Rft/ui /|i> t» ' 
46525 251 

0808170187 CO”f.*ms u*l undr.r stand rug of oMirrrahvn ohlynto. i m f. r 1.1 1 1». 1 
lo notify NHC o' sign f cam info to r(.‘Slafl ifolihcrnlmns 

RUSSF1L.WT Royon 1. Ofc Ol thu flitOLlo* lj|t/08/(M CIJHI'S.N H ■-> .. 
&l-ghlC0 3pp 46571001 46671001 

8800180043 LER 80 0*7 0000 I i 6070S < $Iiu1i1owm cooinj msutUM li.- ? • 

prossuro Signal Caused by Uicfc Ol contrucicr i*r.<jr.Oi)f biif>0'vi..n n A 1*., < j :• 
i“U p*op2' Qoidaico lo ssppo'l pcrsonnul will bo issiuul.W/flrfOB "» 
B'RELY.W C . FOGAHIYCP It dadoipl’ia EloClnc Lo tm/biwsr. / (t ' 41 ' 
46590 196 


U. Congressional/ Executive Correepoudonco 

8808010074 Responds lo 000697 llr ro pub'ic (Mpliripabon m C-ismi'ii 

corn ng rosinrl cf p*a*:i Rosulls ol orgo ng GAO *UofJy wi . bo mu. !••*<* 1 ■ ■ •< 
cisou 

2CCH.L W Co.TmssiOnors «H/t)7/i0 SARUANCS.PS MPKUI SKIP A * -> 

46363 303 463G3 323 

♦•8808010090 AcK 11CO.pl of ccntmunls on ulil f>!«M for rosiart ol p! ml - 
bo faclorod into rowow cl ut I plan 

nuSSELL.W.T. Royion 1. QfC ol tliu D.fector. mi/Ob/1fl St ’MAI (I H » »' 

Sialoof Ip 46363 305 46963 312 

-8808Q10101 Cxp'esscs con'.riui'vjcoccoth <0 rt'utort Cit planl AxOrui*u« •< 
ol VO reproscn'at vo w/NRi; mvcsligalors to pVint lo v(*ofy M il i.N* ■ M< ■ . 4 
meried ccucciivo actions ro roslnrt /nqunsliitJ 

SARBANESES. MIKU1.SKI.0 A Sonatu NH/dfl/O/ /IlClU lV • 

46363 313-46363 321 


V. Operator Examinations 

8000220001 Kolil cai on ct Sflrit.cnnl l.iconsiui Mnobtiy ftlM21» on iui?» « 
to discuss maitentivo oporatcr concerns ns idnnlifu;:! ./1 670391 ord ' 
LINVJLLF.J C. Ron, on 1. Ole ol tlio Di'oclor. UH/OH/O’J 1. Ml. < • 1 

?pp. 46599 246 46590.24 7 

8808220273 Forwards nobco Of vidaiion & proposed impoMbo.'i < < 1 • ' 1 
amojnt of S500.V>clation based on inalloniivo bchrtvipr wJimj on duly 
TAYLCR.J M Uopuly Execul.vo DifOCIor Tor UiHjionnl Oporrilinn-i. t I >1 > ■ 1 ♦* 
BB/U9/09 MALDONAOO.F1 A Pnilado'pt’in lifoclnc Co 4pp 46605 11/. 

-8B08220275 Not>co of violnlich & p'nposod I'rposiion ol owl ii'M.i'r > >' 
$500 VislAhon roi(>d iniiiuniivdnoss ro instrumenlDt ons 8 conlmlf. 
TAYLOR.J.M Depuly Excculivo O.rutlor for Rondnal CpurolO'n, MM n ♦* * 
8Q/C8/09 2pp 46605 07Q 466Q0 07A 

8008220276 Fcrwa»ds noheo of viobilion A proposerl in>))OsiUi> a i 1 4 « « ‘ , 
amount of 5500 V ulations based on inypstmalion of <nfo retiuvisl Mni . ♦ 
operators obsorvud lo bo s'ooping wh lo cn duly m control room 
1AYLOR.J M Deputy Exoculivo Dirocior for TTenio.nal Opt/ralcms I hOu * 1 “ 
Q8/O0/C9 YOS1.ND Ph lo-Jolph □ E'ocific Co 4pp 46G02 340 4M4)2 m; 


0308220250 Mcnihjw operatmg ropls fo: Jtl 1933 for Peach BcUom A'omc Pcwcr Sla 
nen Umls 2 S 3 W/68C91S l ,# 

WDC3LETON.L L, AlCEN.W V. Pn adc“phia Elecir.c Co 80/07/31 Mpp 46603 133 
46603.143 

8808080161 Forwards 'ouiih monihly scbcdu’o updaie as part of restart p'anAs 01 
55080 l.f^Vs. o* reslarl actrvt'ies co'np'ated 

WCNEILL.CA Pn’dde’pha E'ocirc Co 68/C9/03 RUSSELL.WT Reg on 1. Clc ol 
the Cueclo* i?PP 46461 055 46451 166 

8800220059 Forwards plml ros.dent status rept for 680723 0808 
LlNViLLE.JC Region 1. O'c ol Ihe Utrcdor 8S/C5/M. KANEAV F Rpg on 1 Ofc cl 
ihe Crrecior 5PP 4 6603 262 46603 266 


S. Rsportabk occurrences, CERs & related correspondence 


-880822028 T Notice ol violaiion & proposorf m posdion of Civil pnn.i t r « 
$500 Vioiat'.ons rotctl cporalot ohsewott lo In* tnGUom.vo lo n>, in.i* ■ ' » 

Ircls & disimcied by ochviiios ibai violatad Piocuduro A 7 . 

TAYlCR.J M Dopuly ExoCutivO Diroclor lor fTof|io,'U 1 l OcorAliufii, LIK 1 1 > ■ * 4 
8 B/C 8/09 3 pp 46602 344-46602 347 . 

BB 08220279 Fcrwards not.co ol violaiion & imposit on of Civil pcMliy • * 
Sl.GOO 

TAYLOR. J M Deputy Excculivo D.roctcr for Rupionnl Oportit 0 -‘» l >. I’lKM' -* 4 
68 / 08 /C 9 - METZ.H.L Ph lado'pfua Electric Co 4 pp. 40603.105 4 fci . 01 Ml 

• - 80 OB 22 O 2 B 7 Notico of vio'aiion & proposed imposition ol cm 1 |>*‘i\i *7 1 - 
Si . 000 Violaiion noted senior reacior oporotor innlloulivo lo ins!mrr<*i' 4 »‘ 
t C, >5 ^. a|, ° wed personnel 10 bo distractod Ujnny period pr.of to 070 V’ 
TAYLOR.JM Deputy Exuculive D'ruclor for Ron gnat OporOliOns. Til Kill ' *■ 
89 /CB /09 3 pp 46603 ; 1 CO 46603 111 . 


8800050016 CER 88 015-COcn 0flO628,ccitti,uojS li/ewotch in cab'e spread ng room 
‘oft post una'ferded for approx 20 ir-nuies n vic'aion of Tech Spoc 
3 14 0 4a Caused by perscrnel error F rewatch reesia*bl shod W/8 60726 Ur 
BlREiLY.WC. FOGARTY.E P Ph 'ade'pha E>‘0CUiC Co. 60/07/26 5pp 46438 353- 
46430 35? V 


8808220282 T orwards nobco ol violation & proposed impos licn oi 1 . 
amount of $500 V.clations basod on oporoior inaiioniivoness !o nV 
coniroia 8, d sb action by aclivit-us lhai vio'alod Procoduro A. 7 
TAYLOR.J M Deputy Executed Director for Reqionol Opornt-ons. 
60/08/09 CROWWELL.P.B. Ph Ind0»ph>a Elecir.c Co. 4pp 40602 256 I" 
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-00OB22O2Q5 Notce Cl v elation A proposed impositron ol civl penally n arrcuni ol 
$590 Vioiaicrs noted ooorMor observed lo be irallorlivu to insirumrn*ai<or.s & cen 
Irols 8 diSlracicd by actviliys tnpt voliiod Procebi.ro A / 

TAYLOn.J M Deputy Exocuhvu Director to.' Regional Operations EOO {Posi 670413) 
60/00/09 2pp 46G02 ?C0 4GbO? ?62 

88DB220289 FcrwanJs no* cu of vio'aiien & proposed imposition ol c vr penally in 
a'licnol o' SVJO Violalioss based on irlo received that cuni'Pl room opo'atcrs Ob 
bervod sk ep nq wtVo on d,.1y in conlro room 

TAYLCR.J M Deputy LxoCul vo D roctcr to- Roy onal Operations. EOO tPost B70413) 
89/09/09 f/CRCRFRTS.DC PhHado'ph a ElLClnc Co 4pp 46G02 2C6 46102 213 

-B0OB22Q29Q Noli CO of viD'ahon A proposed imposition ol c*vil pona'ly .n amount r 1 
$580 Vio'alinn noted operator observed lo bo irallcnlivo to irsirumcnioticns A con 
trols & distracted by aciu/tes that v.o'aied Prccoduro A / 

T AYlOR J M Dopuly Execcl.vo Credo* for Regional Cporatons. FDO (Post 870*113) 
GU/6R/09 3pp 46G02 210 4CC02 ?13. 

8008220293 Forwards notice of v:o alien 8 proposed iirposilien cf civ.l penally n 
amount ct $500 V.o'ai ona based on rociponl nullenl vo lo instrernontaiions 8 con 
iro's 8 road ng non job mlfllod mails win o o,» duly 

T AY LOR. J M Ur p.ily Lxetulivo D'CCto* fer Rcjjicnal Cperaf oris. EDO (Post 870113) 
80/CU/C9 CUANE.DW Ph lado'ph a Flecinc Co 4pp 4r,FC? 263-4G602? 7C 

-■0000220295 Noi co (d votat-on 8 proposed imposition ol Civ/ poralty in amount ol 
$500 V cLit ers no’cd DVV Duaro observed to bo mullonlivo lo iiudniineniot-ons 8 
controls & diSlraclOd by acliv.tos that violated Procodi.ro A 7. 

TAYLOn.J-^ Deputy Fxi.-culvo D roctcr lor Reg onal Opcraiicr.s, PRO (Posi 870413) 
88/00/09 3pp 40G02 26/ 4GG32 270 

B0O022O296 Forwards njiico ol vio'alinn 8 imposilon of c>vil penally in an ount cf 
$ 1 .6 63. Violations based on opomicr bring observed sleeping while on d.dy m control 
room A reaci' d malls no* d redly job re'aled 

TAYLOR.J M Ouput/ Exccet.vo D roctcr tyi Hegona' Operations. EDO (Rust C/0-1 13).' 
B8/0f)/0!>. WIOENER.W B I’h larlolplna Eleoluc Co 4jip. *16601 205 *10601 2/i 

—8008220300 Nouco ol violation A p'nposod irnp:jh>lu>n of civil penalty n a"ioun1 of 
$1,000 Yiolalisris noted CpOifltcr obsoived lo be mnilont.vn to instfemeniaiions A con 
irots 8 diVraciorl by acfiv-tes ibal v.e’alud I'ruuvJuru A 7 

1 AYLOR.J U Deputy Exccut.vO Orecior lor Regional Operations. ECO (Post 870413). 
88/08/03 2pp 46601260 466012/1 

8808220301 Fo'words noinn cl vidrtto‘1 A proposed nupjsit on ol r.yii penalty in 
amount d $600 Violations based cn operator s'ocpmg wblo on duly m conlrcl room 8 
roaring mat's r.ot di'ecily pb rotated 

TAYl On.J M Dop.dy Exccut./o Drecior loi Rcgonnl Operniions EDO (Posi 8/0413) 
88/00/00 MACENTGF.L F. Phlodelpf io Klocir.c Co 4pp 46G03 001 46603 03b 

-BOOB 220304 Cut cu ol v:o!.ilipn A jiroposod in'pOSil'On ol evil pon.iMy > i ainou'ii uf 
$500.V:olai:o.-s noted operator obso*vt.d tieng maltenlivr; lo mstrumcniaiions 8 con- 
irols A iJ slfiicled by acivihos that violated Procoik.ro A 7 

TAYLCHJ b 1 Deputy Fu'Cnl-vo Director fo: nog onal Opera tons. EDO {Posi 1)704 13) 
88/09/09 3pp -IG603 036 46S03 C(M1 

B80U220303 Forwards roico cf viclaten 8 proposed imposilicn c! Cvi penally in 
amrunt nl S1.C00 ui innitenlivor.CbS of cpo*niurs in control ruom Info do'olcrJ (n^ 
10Crn2./<?0) 

I AYL(3r3 J M Deputy Lxoml vo Droctur fo* llogona' Upumliorb. LDO (I'nsl 6704 Kl) 
68^00/09 AI.WODDRG Plidadolph-a Elr-ctrc Cg 4pp 46631 3SG 40001 .JGi? 

-8809220308 Not-cu of v.olubon 8 proposed nupos tisn cf Civil |i(>n>ilty in amount i>1 
$1 0C0 Vio’aimn noleil son or reactor operator louruj if t i1l(;nlive lo Insirn'mintoiions A 
conlro Is A alowrjd personne' lo be dslrncied danng period prio* lo 8/3324 
TAYLOR. J M Dopuly Exdc.uliv<’ Din?Ho* ler Duyicrial Cporat ons, EDO (Post 870413) 
88/08/09 3pp 4GG01 360 4660 1 362 

0000220305 Fcrwa'rls mil co of vijlai-on & proposoil im|i:)*al-on ol c vi! penally m 
arnounl ol S1.0UD 

1 AYLCn. J W Deputy Exocul-vo D.rcctcr lor Meg anal Operalions, EDO (Post 070413) 
83/08/09 ntm;n.WO Pl i'acio'pvia E v octr c Co 4pp 4GG03 00D 4GC03OI5 

-BBO 02203 07 Nouco of vio'aiton 8 prcfinscd imposition cf civil penalty m un.ount of 
Sl.OOO.Viclalion r uled senro* reader oj>r?rator was nnUenlive lo msimnionlat ons 8 
coolie's A a' lowed disimcnon ol pomonru.*: lor period p*ior io 870324. 

TAYl.On.J M Deputy Executive Drecior lor Regional Operalious, EDO (Posi U7U413) 
80/08/03 2pp 46603 Q13 4C603 015. 

0808220309 Forwards noliCO of voTtlion 8 proposed ln'posiion of Civil penalty in 
umoinl ol $5C0 io cpcratcr natu.niivtiness m tunlrol ronrnlnlo cio*olc<J (m* 
1CCFR2 703). 

TAYLOR.J M Dei ail/ Execulivu D.redor for Ret; onal Opnrni*ons. FDO {Posi 8/0413) 
00/08/09 GRlOniE.JW PnJadnlplia Elc’dec Co 4p;i 46631 304-46601 310 

—80092203 13 Noino ol vio'aiion 8 proposurl irnjiosilion of Cm' penally in arnounl ol 
S500 VrClalion nofciJ cficrator inallonl.vo lo instrumentations A ronlrcls & rend-r g 
r‘ontoh rolalud rnntls whi'o on duty 

TAYl. OR. J M Dopuly Fxccuf.vo Druckr lor Mcg'Onnl Opcraiicns. EDO (Posi U70413) 
00/08/09 2pp 46601 300-4G601 310 

8008220311 Forwards r.olicn of votaiion 8 proposed impes-t on ol cm' penally in 
arnounl cf Sl.GOO.Violaiion noted. control room onorntors OhSC'VCd S'cuf^ng while on 
duly in conlro* room 8 reading mall not directly job rol.TlOd 

TAYl OR.J M Rep.iiy bxec.ii.vo Uircciof for Regional Cpc*ntions. EDO (Post 070413) 
80/CB/0O BLASY.R A Phi'adolpfua Efoclnc Co* 4pp 4G692 30G 46602 312 

♦ •B8O022O3I5 Notice o* v.ololinn 8 proposed impos-son of Civ I pono'iy in aniduni of 
S 1.0 JO Nom;orrp'iauco noted ronbol room opermor s'oojir.g at slalion 
TAYLCFU Kt Dopuly Fxocuhvo Duoctor for Reg onal Opomlions. EDO (f^st 870413) 
8Q/O8/09 2pp 46G02 310 46602 312 

8006220314 Foiwards nobce of violation 8 preposed irnposilion of Civl penally in 
arnounl ol $800 

TAYLOR.J M DopUy Exocut.vo Drecior lor Rogor.al Operahons. EDO {Posi 870413) 
U8/08/09. CLARK.A R. Ph.ladolpha ElOClnC Co 4pp 46601 1G0 46601 16G. 


-0008220316 Nulce of vio'at on & proposed imposilicn ol Civ I pormlly in amount of 
£000 Y o*at on noted server roactcr operator inattent vo to mstrumonlai o.*'S & controls 
8 al'owed porscnrel lo l:u d slraclOtf du-mg ported pr or lo G70324 
l aylCR.j.M Dopuly Exocut. vo Cirecio* for Regional Cpo/obons FDO iPosi 8704 1 3) 
80/C0/OD 3pp 46601.164 46601.166 

0809220317 Forwards noice ol v:olahjn A preposutt imposition ol civl penalty i.T 
amojni cf $5C0 Vio al-on noted ccntrnl room opnraio.'S obson/ed s eoprg wrio on 
duly m conirol room & rearing malt roi rti'tcUy rololecJ 

f AYlOR.J.W Uepu'y ExcCubvo Di'ecto* fer Rcgicna' Cperabcns EDO (Posi 070413) 
O0/00/Q9 STAMDAUGH.U A PlnladTph-a Eloctr c Co. 4pp 46602 2?B 46602.284 

-8008220310 Notice ol v daiion & proposed imposition ol uvi‘ penally in amount of 
$530 Noncomplianco r.ctod control room operator sleeping at s’at.an. 

TAYLOR J.K 1 Deputy bxucuhvo D roctcr for Regional Operatic ns. bUO (Posi 07 (MiJ). 
80/09/09 2pp 46602 202 46692 284 

0G0922O32O Fo'wardu notco ol v.clabon 8 p'cposcd impost I- 9T O' c.vi* ponnlly m 
amount ol $1,0 CO Violation noted. control room opcralurs ebservud s , ei>pi*'g wblo on 
duty mccrilro ronni A roadng nmils not cfiroctly |ob relalod 

TAYlCR.J.M Oopip'.y ExoluI vo Drocto* for Ron onnl Oporubo'.s. EDO (Pcsl H704I3) 
80/Cb/OJ PFEMOLR.F J Phi'adclph a Eloclr.c Co 4fip. 4G602 20b 4f.GU? 3C5. 

-0008220323 Notice ol v claiion 8 p'oposnd imposilicn of civl pennty n amj .nt of 
$1,000 Ncr.com pi anco riolorJ conucl reem oprirator s'eepuu) ol station 
1AYLOH .I fY Dopuly Executive U rector for Hogiond Operations, EDO (Post (170413) 
09/00/09 2|j|j. 4 6602 303 4 1 GO? 305 

0809229321 forwards rcl.ce ol v.olabon & proposed imposition ol avl pcne'W in 
amcu'il ol SACO Viotahon based oi\ opcrntoi obsorjod wt i'o cn djty i*\ con 

ircl rcom & reading malls tint job ro'atod 

I AYLOH J M Deputy txocutivo D roctor lo* Rugm'ial Operatio'is. EDO (Posi 870413) 
8U/OB/0<> CR0MWFLI.E S IV ilarfeljjhiA Eloclrm Co. 4pp 46692 240 46632 255 

•-80OO22O32& NoliCO of vio'aiion & proposed im.pcs.t 0*1 of civ.l pura'ly In amount cf 
$uno,Vi<Vo1icns nolerl operator obsorved lo ho nallont vn to Iristmmr.nini ons A con- 
U0‘S 8 UlSiracied by activities ihot v da led Procoduro A / 

L AYlOR.J M Deputy E<ccu!.vo Dvcctor for ncgcruil Gpomhons. EDO (Pest 8/0413). 
88/C8/(J9. 2pp 4GC02 263 4GG0? 255. 

9908220327 Fciwmifs noiicu of viofat-on 8 proposed mposllicn ol civil ttunully n 
(inio^ni ol $609 V ciatlcn basorl on inouontivo behavior 

TAYLOF1.J M Dopuly Execulivn Di'ocfor fer Rcgcnpi CporflliOilS, EDO (Posi 870413). 
80/08 /CO EAGLES.WM Phi'aclolpbia Flccir.c CO 4pp. 46002 185 4GGD2 191. 

-8B00220332 Not co of voloimn 8 fjrcposcd imposilicn ol civ I ponoly jn amount ol 
$500 Ncocon pi nnce noted' not lenlivonoss to ms lri.ru enl nitons A ccniiols (fum*g von- 
ems skills 

T AYLOR J M. Dupuly ExcculivO D.roclor for Hog cna J Cporniions. EDO (Pest 870413). 
09/00/00 2pp 4CG02 1 B0 46002 191. 

0009220333 Foi wares nct-co ol v.clnion 8 proposed itnposllron o' rivil prnally m 
nrrnunt of $6C0 Viola tun roleti control rcom opnraio*s obseved sleeping wl.i'O on 
duly m rcnlrol roci-n 8 rea;l.r'g malls not diroct-y lof> rc'nfud 

TAYLOR.J .M. fJcnuty l-xoculvu Droclcr for Mogiono 1 Cpernlions, EDO (Posi 870413). 
[18/06/09 F AICONF.OG PhlaikJbiha Hiectnc Co 4 d|1. 46002:265 46602 291 

— BB0822O33 5 Nouco cf vio'abon 8 j:roj:ose:l imposihcn ol civl pono.ly tn nmo.ml ol 
$580 NoucorripJinrcu noled conlro' room opernluis sfuefilng nl slnnon 
TAYLOR.J M Dojrjly Exutulivxi Oreclcr lor Mnglonol Operuiions, EDO {Post 0/0413). 
U8/OB/OS1 2pp 41 >602 2H9 46602 '2111. 

0900220334 Foiwartfs noico ol vclnlon 8 p«oposed imposibcn ol civ.l penalty m 
amount of $809 V.u'aiion bflt.cd uninmtuntivu bohavio* 

TAYLOfi.J tA Oufji.ty Execut.vO UifOClor for notional Operations, EDO {Post 870413). 
aO/88/O'J. MOOPFS.n n Plaladolplva Eluclr.c Co 4p;>. 46602:103 4060? 295. 

—0000220330 Noiicu ol v.glali<jn A f >ro; nosed imposlion ol civil penalty In amount uf 
$800 Vifjlalicn rxptcdlnntlenlivunoss to insticn’-onlnhons & conlfClS during various 
sb.lls 

1AYLOR.J M UeduW FrXJOutivo DifOCtOr (Or Rogonal Opurauons, EGO (Post U70413). 
00/08/00 ?pp 4660? 201 4CG02:2\)5. 

9000220337 FcrworcJs notice ui vio'dlibn A proposed impos t ua of civn penally m 
umui.rd ol $500 V,cl 0 l cn basod on lnmit:niivo h^havicr 

TAYLOR.J IA Dcpuly E*eculivo O.rcctor fer Hegnnul Oporat or.s, FDO (Post 870413). 
68/08/ C9 SAXMAN.D G. PhindolpVia EfOClnc CO. 4pp 4GG02 I7I 4CG92 17/ 

-8B0B22Q330 NoliCO of v olahcn 8 proposod unpOBH on ol civ I pena'ty n amu..n 1 of 
$500 Noncorrpl once noled .riuttenlivonoss lo .ns In. menial ons A conlrcis during vari- 
ous shifts 

TAYLOR J b* Dopuly Exoeulivo O.ieclor lor Megcna' Opc*alion«i EDO (Posi 0/0413) 
08/00/90 3p|i 46602 175 46602 1/7. 

0809220340 Forwards notice ol vio'alcn 8 proposed imposilion ol evil pu rt ally in 
pmcinl ol $5U0 NRC found dial irulU nlivonoss described in ordo' occurred Over ex- 
tended pcr.od ol Liino 8 was pervasivo 

TAYLOR.J M Dopuly C*ocutivo Ornclor lor Regional Operations. ECO (Post 870413) 
00/00/09 UALlANTYNb.JW Pf’i'ailupbm Elcct*-C Cu. 4(>(> 4660? 192 4GG0? 180. 

-0808220344 Nolico of vio'abo i & proposed irrpcSiton of civ.l pena'ly in omeuni ef 
$500 Noncomplianco noiod inaitoniivor.oss lo nstrumcntdl ons 8 controls on vnno.«s 
&hills 

TAYLOR.J M Duputy Execui.vo Deucto*' fci Rogonal Gpomiiuns. EDO (Posi 070413). 
00/00/09. 2pp 46602.106 46002:198. 

980622034 1 Forwards nolico ol vio’at«ofi A proposed irrros'liD'i o? civ.l pena'iy in 
amount ol S800 V.clat cn based on inoliom.vo UcViav o* wIiIil* on duty 
TAYLOR.J M D(3nuty Executivo O roctcr for Rogional Opumttor.s. EDO {Post 870413) 
09/00/09 WOODROVV.DS f^.ilartclpbin Elotlnc Co 4pp. 46605 123 4GC05 120. 

♦ •BB0622O343 Nohco of vio‘ation A proposed Impost-on of civtl penally in arnounl ol 
$6!)D No.ncompbanco nutodon varices shits Inip'cmiontulion ol Wocoduro A 7, "Sh/i 
Operations. - ' per Tech Specs 6 0 v.olnlod. 

f AYLOR.J M Oojiuty Exccut.vo Duncto' fer Heg.ona! Oporai-ons, EDO {Posi 070413) 
09/08/09. ?pp 46605 127-46605 128. 
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.*0009230044 Nct:e of v.^lai-or 4 rom er.-'o.c-eT.erU coniercrco ccMlcIgJ on 
860210 Wat or, r.c\ed.irav.ev.vi«f$s«, f o nstru-noo-von 4 corr-a^ 

'"AYLOFi j M Deputy Execuiive D»ecic' for Regonai Opa'abons, EDO (' ost 0 7OH J) 
8A/C3/09 ?PP 466G7 C53 1660? -65 

6908190343 Discusses r^es'.igatcn Repl i-8?003 & forwards nobce o* vo'atons & 
propose J <“pcs len cf cv, 1 pe^air/ 6 . c^dcr moCih.r.g Uerses. i>Ani if ttf j 

TAYLCR J W 0‘c Ol ibo ExoCj’ivG Drectcr 4 C‘ Opc/a'.pns BB/08/10 PAQUETTE J 
P'rladolpT.ia Elecinc Co. 6pp. 46598 032 16-S 96 050 

*•98081^0245 Na'.cQ ol v-otahon & prcposec rniposhon ol cu\ conaly m a'noj'M Of 
$i 250,000 Violations np:od ccnuo‘ >ootr. operalcrs. ctserved Sleeping w*i 0 on 
duiy.roadng -nails not di»«:9y F b fc'a'cd & '^itro to repi items lo NR~- 
TAYlOR J.M etc ol no trecu’i/o Oreclcr fc' Options 88/09/10 4pp 
46590 OJ8 -165G0.O41 

-.0808190248 C'dcr mod % sg License DPR-l t.O^R 56 MPT 39 & CPPR '07 lor v.c'a* 
dons rvdving ‘.censed epera'ors siecr ^ " «*«'oi room reading ma 1 s no. d'C-ty 
job regaled A oihurwisG na-lc-n: vo to obligations cl cor.%o DM .. Vlihia 

lAYLOn.J.V. Cfc ol Iho E*ocut va D<rectc* lor OpardlronS 66/06* i0 PI i pnia 
E:q;|i C Co 5 pp 4BSS0 042 46593 350 

6808050135 NRC nfo Nc/.cO ob 060. 'radoq.ate Cesign 8 Asia let-C"! cl WainhQht 

^O^S <a C°e ^J.v.l.orfS Optfittoral Ever'* AsMWtccY (Pcsi 8 Will 60/087 H 
Conso’dDled Ed sonCo of New Y 0 ;k. Tc l?Jpp 1G563 ?9d 40570 060 

6808050248 N^C Tfo No‘-ce 93C51 Ccrl cl Hoon HadtaMly * Receil Review* ol 

nOSSl 1 C?E E V Kv's cr « 9 cl S Ocu^al C onaf Even's Assessment (Post 87CM^ e&/09Ml 
CorsrMatod Ec sen Co o 4 New Ycrv. l # *c I25p? 4659-1 Ji2 4€S9SC 76. 

6608160172 n equcsls discvss an rdcamg no* requ -cnenls fO' Wmcai on nsp.teMng 
&iriecla>n oW. lr accord incow/ aSME Cc-ce flt , . 

MAR7iN.FI F. Prc.eci C 'cclo'aiu 2 09/08/1 1 ALDEN W.M. Pr ‘adoiphu 6:odr C Co 
3pp 461/50 1 1U 46559 *20 

8B08050295 NRC In'o Nolco 8<l 06?. Fle:ent r.n irgs re n'plem/jnlalion cl Qk Pro 
q-arrs cv Sopt :t f s cl Tis»r spcii Pac^es ’ Svt • si et\c . 

□JRN-fl RF, Dv.sion of Sa'cgaatdS 8 T/arspodaiion |Pcs» 67010) 80/08/12 
Corsolda-ed Ec 52n Co ol New Vo'<. Inc 139, np 46581 263 

6006240439 Torwa ds Ssfe'y Insp Repti* 50 277768 25 & 50 270/68 25 r?n 860710 

GALLO n M^egcnV C1^ of ieo C-c:ic' oa/C8/i2 . N'CNEILlCA ^hi'adelp^a 
G'ec-nc’Co 2?.?. 46629 042 46629 04P. 

-8008240442 insp Rep'S 60-277/89 25 8 £0-2 70. '93 25 on 860710 22.No V ioIg‘iO'‘S O' 
do/ a lions rotod Major areas nspeefed uii l censed operator rcqja'lcatcn prCijram 

w/resoocl lo p/oO'arn cllocri/onsss „ 

WALKER. T LANGE. D Kog on Clc ol iLe [)<re:icr P8/CB/M 5pp. 4EC2J C44 
16620.0*18 ‘ 

8608090264 NRC ir.ro Nclce 69 C53 ‘rligh Radianon Ha?ards Tfum rr 0 :J died n-Ccre 
Colec!o*9 A Cat!cs. * Svc isl end 

nOSSI.C F Divisor of Ope oicn.il Evoms Assessmont (Posl 8701 11) 60-08/15 
Ccnsolidated Eq st:n Co olNow Yol. irz I ICgO 46560 065 46569 1 74 


0808 1 10206 NRC ino Ndico 6« C54. Repcang Fires in Njc'ear Process Sys al Nlc-g 
ar Powo? Plams “ Svc lisi onci. 

ROSS' CE D.vscq ol Cperatiorat E/evs Assess-nem (Posi B?C4ii) 88/00710. 
Consc' daiedEd scnCo d«®w Ywx.isx lOipp 46543 031 1G8-13 to 4 

8608120327 NRC in'o Ncl :o 60 C65. * lnad/0'iei'l Cramagob of Spem Fuel Pooh " Svc 

nOSSI.C E. D.vson ol Operalcnal Evon:s Assessrronl {Posl 8704 11) 88/08710 
Cprsolidaicd Efhson Co cf NCAf Yo-k Inc 123pp 46626 011-46626 133 

8800160392 NRC h?0 N'otCO 60 066. * Indus'' 3l RaJ.og-aplv l*»P ^ Erforcomc'il.’* Svc 
I st trri 

CJNN NGHAM.R E C nssri cf Indcsl o' 5 Moacal N.c'ea' Sa'oiv iPcsl 870729) 
80/CB/22 Consofjdaied Ediscn Co. O 4 NOvv York, Iric CIDpp 46620 l34»46(>28:223 


6800160414 NRC mfp Nci Z9 38 067. PAR Auxiliary FoedwalOf Purr? Tu blno OvO.* 
speed Tr p Failure ** Sv- 1 si tnd ^ 

ROSSi CE Divrscn Cl Ope'aloniil Eye-is Assossrr.ori {Posl 8704 U) 68/09722 
Ccnscidated Ec sen Co cINcw York. !rc I23pp 46643 105-46S43 227. 


r, periodic operAtlrg reports 4 related correspondence 

8008030098 Fo*W 3 'ds plant siatos rcpl 'or 86O7O0 P2. 

LINY ILE JC Reg on 1. Cl: of iho D'nciar. 613/07/28 KANE.WF Region i. Ole ol 
fho Dirrc:or. 5pp >6403 228 46403 2?2 

0009220250 ^.'or.'f If cpcrai ng repls fer Jul 1999 for PcacM BotlCH Aism'c Ro/ner Sta 
ICO Ur Is 2 & 3*AV850ai5l!r 

VIIDDLETCN.L L . ALOEN.W W. Pr ac'elpha E'ectricCo 89/07/31. 14pp 46603.130- 
46603.143 

9008080161 Forwards *oudn morih!/ scloduo update ns pa'l cf reslari p’an As ol 
850801.09% of resist i ac:rv i Dscompioled 

MCNEILL.C.A Fhiladetpr a ElocYc Co 63'08/03. RUSSELL '.V.T Region 1. Cfc ol 
IhoDrecVci 12cp 40451036*46451 106. 

9808220059 Forwfl'ds plani /PGdenl slaXS real for 660723 0608 
UNVILLE J.C. Reg 3D i. Ole of ihe D-roc'or 86/08/11. kANE.WF Region i. 0!c of 
IheOiredor. 5pp 46603 262-46503 266. 


S. Reportable occurrences. LERs & rented correspondence 


8000050217 PNO I 88 077 on 8B0727. Peach Gollom co ownors su 
lr c Co (PECO) for faili.ro lo comply w/PECO cb'.gahons under 
OA-rtcrft of so.icus cpcaio' ailon'.veness probioms 
LiNVULE Rog on 1, Cfc ol Iho Ccocior 88/07/2/ Ip 46440 32( 

B 0080503 19 Pari 21 rcpl ro dsccvery of cooper contam-naiio-n 
baiWcsCoopct ccr ‘.am naliqn cOjfd reSull in lowonrtj of CC I 
p ate voltage «/ reduction n baliecy capacity 
GALLAGHEFI J.W Pnladolphra F'OClnC Co 80/07/29 RUSSEL 
cl tro Orecior 3cp 46448 215 46448 217 


8808090076 LtR 88 016 00 on 600701 .dog- ad Od vu.Vago protc 
baS'S ol plant duo lo design dohe one esC-eubCd by dosiyn erre' 
lo eba^go ;rno delay so’trq W/0eO3Oi lir 
[jlRELY.WC, FCGARTY.EP. Ph.ladclphra Eiocinc (-0 80/OR. 
46-171 005 


8808090100 lER 07-028 02 cn 07121 /.design ccfaoncy ibfll co.r 
era lo' lips di.rng ses-nic even! dscovored Caused by 
des'tjn Carclox sys upgraded w/se«sm caHy mwl lied compononb 
B nELY W C . FOGARfY.E P PMadu'pIva Etocii c Cc 80/ 011 
46170:152 

8600120117 l.ER 87 031 02 on Q7l231,loss of power lo t)'ock 
oss cf feuo /valor heahrg ovo-'l Outside des-gn basis of pMni t 
dos gn p'OCOSS.P a^l nio < pno.‘ to siarup of each on i implernun 
BIRELYWC. FOGARTY EP Ph ladulpl-ui Elocir.c Co 88/09 
46525.251 

BB081701&7 Conlrms oW ur.dersifnvdirvg ol offtmaiwO obUj<Uion v 
♦o rol ty NRC o‘ s nriliCani info to rusiari dol herpbons 
RUSSELL W T Region Ofc ol iho Di'CClOi IJ8/C8/04 CUfl» 
A Ligbl Co. 3pp 46571 C6 1 -466 71 083 

8800 180043 UFR 80-1)17 03 cm 080705 sl-gtdOwn CCOimg rosull 
p essj'© s gnai Caused by *ack of ccniracior engineer suporvisi. 
nc rrope.' guidance lo s.jppo*l personnel w'H bo issued VV/RflOf 
QihELYivC. FOGARTY. F P pn'ddolph-a Elncfnc Co. UB/lif 
•ICOSaiBG 


U. Congreaslonal/Execulive Corrospondonce 

0008010074 Responds lo 88C607 lir ro puUl-C pa/liCipaiOn in Coi 
CPrni g iesiart cf plar.l Rnsults ol cn;;o:rg GAO sU.rfy will bo c 
cis on 

2ECH.L VV Coi nm is s oners 80/07/19. SAHdANES.PS . MIKIJ 
46360:300-40350 323 

-8800010090 Atk ieco«p1 d commons on uhl plan lor roslari t 
to facio r ed mto review of ul> plan 

RUSSF.l L W T Revert C 0!c of die Director 89/00/10 SCR 
State of Ip. 46363 305 40303.312- 

• 8800010101 Expresses confnuine concern re r<>sta't of plant A 
cl MU rep.’osentalivn w/NRC invOSl-galo/y lo plnnl lo ver.ly tb 
rrenied coirotb-ro actions io losiad ttqueslod 
SARUANLS P.S.. MKUlSKi.B.A. Sonalu. 8Q/G6/0? ZLCH.L V 
46363 313-10363 323 


V. Operator Examinations 

□806220001 Nnlif eat cn of SirpfiCflni L'Consou Meeting QB-120 
'odiscjss nalioniivo operaior concerns as identified in 87033 
LINVILLE.J G Fieg'Dri l.Olc cf meUreclor 88/08/09 nrnjio 
2pp. 46599 246 4659J 247 

0008220273 Forwards r.Oico of viotfllipn A pro()OSed impobi 
amjerii cf $590 Vio'suon based on nalioniivo bohuv.e' vvhlo c 
TAYLCR J M Deputy ExecU.vo Oueclor fer Regional Oporaho 
D0/0a/C0 MALCONADO.n A Ph lac’Olphia Efoclnc Co 4pp 41 

• 6800220276 Nol co o 4 vidahon & proposed imposilicn of civ 

S5C0 Viclafion noted in alter il-ve ness lo insiruniorilHlions & con 
TAYLCR J.M Deputy Execuhvo D.re^^lor fer Rogional Oporal-c 
08/D8/C9 2pp 46635 076 46605 078 

0006220276 Forwa-ds no' CO of vio'alion & proposed impos 
amount of $500 v-o'af'Ons based on hvosiigaiion of info roc 
operators observed lo to sleop ng wti'o on duly in connol rco 
TAYLOR. J.M Cepuly Exocutivo LJ rccicr for Rogonnl Operpiif 
80/00/09. YOST. N D Fh 'ade ph a Electric Co 4pp 40602.341 

• 8800220281 Nonco ol v.o’alcn & proposod rmposilon ol ci 1 
S500.Violal ons noted oporato/ obsorvetf to bo inationiivo to 
dels & d slracled by aci.v.hes Lhai vio’aiod Procedjre A. 7 
TaYLOR.J.M Oepuly Fxecut.vo Direclor lo-' Rogonai Operant 
06/06/03 3pp. 46602 344-4660? 347. 

8608220270 Forwards noice ol vio'ahon & imposition of Civ 
Si. 000 

1 AYLCR.J M Deputy Execute C«ociot lor Re« onol Operalu 
U8/O0/C9 METZ.H.L. Phi'adolpbiO Electric Co. 4pp 46603.10 

-8008220267 Noice of violahon & proposed irnpositon ol ci 
$1,COO V.oialion nofod senior reacior operaior mattonlivo to 
Pols & a'lowed personnel to bo disiracted during period prior 
TAYLOR.J.M. Depjty Fxocui.ve Director lor Regional Opozali 
80/08/09 3pp . 4 6603: 1 09 46603- 111. 


8808650015 LER &aoi5 00t»n 38952tl.com *. u^js Vnwaxb n cablo sptoadrg loom 
loll post unaflerded fc r opp*ox 20 rr , rules 'n vo’ation of Tech Spec 
3.14 9 4 a Caused by personnel error Firewaich reestab 1 shed.W/eti97?6 Hr. 
BIRbXY.WC.. FOGART/EP Ph'adc’ph’a E'ectrc Co 68/07/26 5pp 46438:353 
46438 357 


660B770282 forwards i\ohce of vtolaion & proposed impo 1 
amount of $500 .Vio'abons based on oporator malionlivonc 
ccn'rols 8 dia'raciion by aclivihos that violated Procedure A 7 
TAYLOR J.M Deputy Execuhvo Dirocior for Regional Oporati 
ee/08/09 CROMWELL. P.B. Phi'adDlph'a Elocinc Co 4pp 4C 


DOCKETED ITEMS 73 


••0800220285 NOhCl? ol vioalijn A proposed mipoviirvi ol Ovl penalty .n aruoj'it ol 
5533 Vir.ia* o"s ruled operator chservuJ lo tr* n ation! vO lo insbuiiiouLi! cns A ccn 
f'rJs A d r>nacit<t \:y ac.M i os msi vi^'j'c j ^tccctiuo A? 

TAYLOR J I.* Deputy Lxcculivc C re-' lor to Rnij.oral Cpe< aloes EDO (Post d /04 1 !i| 
fi3'”B/C0 ppp 4fir,02 ?L3 4G0Q2 262 

8800220299 Toj v\ A 1 Us r 0I1CO ol vOlaliO'i 8 prcp:isr>;i mposil'O.t o' iiv.l penally in 
airo„T r,f S503 Vicl.llicns based on info r/tf.i.jved lli*t crn'ro' icom cf.O'alO's Oti 
served su-eprg ws lo <^r djly in conlrj rojm 

TAYLOR.J M FxOCl.Lv© Di'Ctta* fo* Regional Opera* O’iS, EDO (POSI f> 7fM ’ 3) 

80/06/09 UCROBCRTSRC PlVauepUi Llf'Jnc Co 4pp 46602 ?36 4f.G02 2‘ 3 

••8900220290 Noheu ol v-o'aiion 8 prcpcsed irnposlio't o 1 civ I penalty .n ft-no.r ■: ol 
SSO0 V o'aiicn noted onei/ilor oi.so'vod lo ho nallonluo lo osIrurmnUilions & CCr. 
Irols A c;iSircic:uJ by aciivil cs Lhai virWud Procedure* A 7 

TAYl OR. I M Deputy FxicuhvO Drocto to Regon:*! Cpe'al'cr s LDO (Rost B/0-i l tlj 
63/09/09 3p;> <16502 21C 40t0? 211 

8800220293 I crwa'cls noiico of voMinn 8 proposed iirposit o*i cf civ.l penalty m 
oirennt of $5C0 V oLHiCcs based cr> rccpitnl iral't’ni.vo lo irsfri.inunrai er s 8 co*i 
trch A running ro.n |uh re la led vdilc o*i duly 

I AY. OR, J M Deputy E*ocu! vo DeectO’ lo* Reg onol Opera! ons, EDO (Post Q7U D J) 
Q8/C0/IH UUANL l)W Pin adelph a Electric Co 4pp >16602 263 46G:)2.2 /0 

•8908220295 Noiit n ol v u'alion A preposed imposdrm of civil penalty m an.o.i'd ol 
$5C0 V ulakes noleu DW Duane observed fo i;u in.iUcnh.ro *o ms V a umonl«ir ons A 
controls X iiisiracicu by an.vihos ihot vnlued Pru cd.eu A 7 

1AYLCH.J V Deputy Executive Dto«:l< r 4 <-i Put; ur.nl Cpcnluns EDO (Post d VO ; 1:1} 
66/09/09 3pp *16602 26/ 16602 2/0 

0806220296 Forwnius noheo cf vio'dicr* A mpo'.ricm ol c.vil penalty hi a-nnmil cl 
S1.CI-0 Vi )laii«*ns based on rporolo* being <;l;s<“vrd sSonpnj wdiilo on duly n conlrcl 
rooir A rufldi-rj malls rol d'Ccdy ph ‘fi lled 

TAYlOMJ M Deputy fivocu* vo DirecKd lor Peg onol Cpo* aliens EDO ( p ist rt'/O - 1 J)/ 
BO/CO/OO WiDENCR.V/D P'.ludolph6 Elrcir.r’Co *lpp 4660' 2hb *16601 2/1 

-08O022OJOO Notice ol vo alion A propasnd ri jusiton ol r vil funnily n airoi.nl 
S*. OOP Violations roiod operator onsorvod lo i:<> m iifealiwe lo mblriimr-niaiions A con. 
iro *> A uisPnctol by act vilios tl*al viclnlod PioCed.ao A / 

'AYLOn.d Dcpuly Fxoa.t.vo (X't.cror lor Hoginriai Ooera'ons, LL>C {PosiO/fMl3j 
9IP0Q/09 2<>p 4G001 269 4660! 271 

9606220301 f orwards ri;:l cu c< vio'ul*on A p'opesoii impesiron c' civ.l p«>:iairy a* 
d'ncunl of 5500 ViO’Al-Ons based o*i ti|)<:MP:r slutting wbi’o on ifuty in c*)nlro room A 
roarlmo ‘rails nol tjrt’cily jcl> re rdcd 

IAYlOH J N' fjnpuly E^rc^livo Dft.*c*cr for Regional Oijeraltsns LDO (Ptjsl H/(J41!ij 
60/«fl/09 WACLNTF-E.I. L Ph/aiielphn Elecinc C o 4p[> 46P.03 001 • 46(.O,IC0B 

• 8809220304 Nc’co ol v.olai cn A proposed rnf osilio'i ol nv I penalty hi a npunl cl 
$LC0 Vml.ilicns r oit.d opo'atur observed l i cnj inailcnlivu lo insln.menia* ors & con 
Iro s, A iiisrr.ictotl by ncimlins ‘.ha’ violnh.il I’rorotl-.-ri* A 7 

TAYI.OR.j M Dirp dy Excru.vo Drr cto* lor Me:|i<jn.il Opor.i'ur>. LDO ( :> osl 
Ptt/On/O'J :i|ip 4t;t0:i 00b 46603C0H 

9606220303 l erwa'ds no! ta* ol viclaicn A fnupOM.d ninosion cl ruil frn:M<fy m 
aniCuot cl >1 0C0 id inailcvt-vcr.t *ss of o|Hr»alt)*s in r«:ni*el roo m Itdo <l<'‘oii n |*rl 
10r:FR2 7‘JOJ 

1AYLOH.JM Deputy Cucculivn Drcf.tcr fer Hetjirral Opcralrons. LUOiPosl b/0413) 
BB/IUI/IM ALWODU.F Li Ph:atM|iln:i Llecliu Co 4j:p 4(:60l.a r 6 46601. 362. 

8008220306 Nc’« e ol v.olatcn A proposed n posil on ol c<vi frormlty in arnounl ol 
Si 001) Violalnn acted sunor reader opu'aicr lonud in.UP*nlivi* lo inslrua‘t>ntalicns A 
conlrcls A alcwod pr;rsgnr.t.l to no dislrjcdeil d.jfriri perirai |;nor lo 8/0324 
T A v l.OR,J M Dep .ly Lxect.t.vo Drutdo* lot IUn|ioiial Oiiura'ons, 1:1)0 (l^st tl/f)4D>) 
0(1/0(4/00 3pp 46<i0l 360 4060 1 JC? 

9806220305 Fcrwanls nutico ol v, elation A proposed i‘rpi: r >ilien of c.v I pona ty m 
amount of $1,000 

TAYl OH. J M Deputy Executive Dreclo: fo» Hoyronal Opera! or.s LDO (Fust H/U4i:t) 
(1IJ/0B/00 PFI’EH.WO Plnailo!|iha Lluidrc Co 4 PP 4600 J OOiMGfi03.0lb 

• 8808220307 Norco of v.OMlon 8 proposed impcvlicn ol evil penally a irnouni ol 
$1,000 Vidaiinn nolodsen o* reridoi op palor v^as nalli nhvo lo r.Mrun“(!itia lions A 
< onlrcls & at nwed dist'OClicn ol person* ol lo* period pr O' to 070324 

TAYLOR J M iJepaly Lxecid.vu Di'cctor frjr Ri-rji-jri.d Opt ralons. EDO (^O’d 070413} 
86/00/00 2|>p 4G60J 013 4C603O15 

8808220309 Frrw.vrJa notice of v-olaion A proposed ntpcsili in ol ovl penalty in 
amoun' ol Sf.OU ro opc.rator ildUCnt.vn: toss n (nolro! room Ir^o do'cte l 
lODFR? 790j 

IAYI.OM.J M Depuly E«ocul*vo Deeclo* lor Regrona 1 Opr-ral cos. LDO (Rest A/C4131 
UU/08/0.) GniRRlK.JM RhlaiJeSpb.i Eto.rnc Co 4pp 46601 3114 4Gf 01 :3 10 

• 9809220313 hoheo of violation A propcst.d mipos licr o< C>vil pnnaily n n'ticml of 
SGOO.Vijlalicn nolod opeinicr iratlonl ve to insiruiiKintat-cns & conlro’s A roncmg 
rou:ob related malls vwhi'o cn tJt^ly 

TAYLOR J M Depjly Lxur.ulivo Drordrr lo* ner;iooal Opr.ral'ons. EDO (Posi 0/0413} 
H9/00/C9 2|ip -14jOO » 300 46601 310 

0808220311 KorwifiJs noiico of vo’aiion & proposed mipinulion ol cvl pena'ty m 
arrourd ol $ 1.033 Violaimn riolrd contro' rojm operators ebservud s oeprig wrPi r* cn 
duly m conirol rocm & read'rg moll ncl ni-ecily ,o:j rclalerl 

TAYl OR J M Deputy CxOi'ufvo Utfcclc tot R^ijtotuil Operator -S ECO (Post y/6’4 1‘J} 
flft/0li/09 Q1ASY.R A Po ladclph a Elector Co 4pp 461.02 3DG 46602 3 IP 

•• 68082203 15 Nohcu of vrolahon & propose d irnpovl.on of c.vil penaly n amcunl ol 
Si. COO Noncomp‘:ancn riolCd co.-'rol room oparaio.' sluofvruj al staiion 
TAYLOn.J.M Deputy Lxoculivo D.recicr for Rr.cjcnal Opcralrons. EDO (l J 09l 0/0-113} 
00/06/09 Ppp 16602 310 46602 312 

8808220314 Fo'warjs r.obco of v.o!ai:o.n X proposed niposikin of c.v I pena'ty n 
arr.ouni ol $800 

TAYl Qft. J M Oopjly Fxucc'vo Dfeclo* lo' Reg.onal Operahcns, FLO (Rest 0/C413) 
88/0U/09 CLARK. AR PJi Ipdolp^ia Elocinc Co ipp 4G601 1G0 46601 16G. 


-8808220316 Nol ce ol violalcn A proposed rnpesilio'i of c.v l pena'ty n amojni ol 
SQCO Vrolalion nnlotl sen or roacior operaicr maitoni vo lo instrumental cns & ccmro s 
A w'lav.ed pctiO'ioo! to fc© drs'src lee/ Cumq pottoi pri 0 ' re 070324 
1 AYLCR -i M Uepjly Gverjt.vo Dimeter to Rcrjona' Operaf ons, F.OO (Posi 670413) 
80/00/09 3pp 46601 164 46601 165 

8800220317 Forwaids nolco Ol vio'alon X proposed .mpos’tion c.v. I pen&'ty ; n 

amount of SOO-J Vio'aiion poied.cont'o' room oporaiors oboorved Slocp ny whlo on 
duty m ccnt‘01 room A road ng rratl not d reedy |ct> re'aled. 

TAYLOR.J A 1 Deputy Lxrculive D.rector fo 1 Rogcrol CpeMbOns EDO (Post 0704 13) 
ati/0fl/C9 ST AWBAdCiM.n A. I’h'aUu'pnia Llecfr.c Co 4pp 46602 270 46502 204 

*-8008220316 Noiico ol viclat.cn A proposed repos' on ol civl penalty in anrci.r.t ol 
$500 Norcomp'innco r.oted ccnlrol room cporaior s'nup ng at siai<on 
TAYl CR J M Hopuly ExOC..*v© DreClor ler Roqional Opcrabons EDO (Posi 07C413) 
UB/Oli/OJ ?pf) 46602 292 46G02.2B4 

0800220320 I erwards nnl-ce ul vioaloe A proposed imposihon cl civi punally m 
amoun* ol $1 .COO.Vio'at on r.o*ed conbcl room opc*alors observed s‘eopi rt g whlo on 
djly in cor'bcl room & road rig malls not <J rectly ,cl> rolaicd 

TAYlOR.J 1/ Oop..!y Executive OrcClO* lor Ron or 'a I O|:or<iliors. EDO (Posi A7Q413) 
flH/CO/G'J PEENDER.F J Ph ladolptoi Lleclnc Co 4pn 4r»r.D2 299 *if.602 3G5 

•■8800220323 Noiico of v.o!.ili<:n & proposed impnst'on cf nvl pomlly i*» iin>o u nt o' 
$1,030 No-xori’planco noied f.cntrcl room operator s'cop.rvf at SLiliOn 
TAYLOR.J M Ocpufy Ckrcutr.o D.fCJct fo : Reg:cria: Opera! cns, F.LO (f ; o sf 6704 l.'t) 
08/0(1 /0D Ppp 46GO? 303 46602 306 

0808220321 Forwards nonce of v.clabon A proposed .mpostion cl civil penally m 
amour I of $800 V.claiioo based o.n ope.alcr observed sloop n*j wh ‘o cn duly m co*i 
trcl ronni & ruaoi'xj mails not pit rp'afnd 

TAYt OR.J.M Oorjjly Executive Cieclor ft.r Henionnl Ope robons LDO (Host 11704 i;i) 
L'O/CO/CO CROMWELL E 3 Fhlatfolphia Elucbic Co 4pp 46692 249 40602 25b 

-8808220325 Notice a( violation & propesnd iniposilio*) 0< C.v I ponally In amcMil u 1 
SfitO Violaiuns natedopo.afoi observed to bo mailer'!. vu !t> insirunierdolions & cen 
irols A dsi'aciud by aciivibcs f at v:o!ntr*<J Procedure A 1 

TAYLOR.J M Dcpuly Lxoculive D.ioctor 'or Rogoral Cpomlions. LOO (f'osi 670413) 
(10/09/03 2pp 46602 253 46bO??55 

0800220327 For^arus noi*cu el v.olaiion A propost)d nr,post*on c! tivi ponally in 
urnount cf $603 Vie al*cn based un i , *aUnnlivo bolittvio.'. 

TAYLOR.J L* Deputy Executive Dteclor fur Ren*onal Opupliocs. LDO (Pcsl 0704 13) 
Ofl/OO/D!) EAGlcS.WM Ph'ode'plva Elocinc Co -Ipp 46G02 IB5-40602 IUl 

-8800220332 Notice gl vrclatcn A proposed impcsilion Cf Civ.l penalty h omounl of 
$600 Nanirmphanco no led I'allerit vunoss lo ir-sIrurronUilons A ccnirols (lunrq vari- 
ous stills 

TAYl CR J. At. Deputy F*©c,.‘.ve Ot'o 'Jcr tot Recema' Opv.rpficins. LDO (Rest A 70 4 13) 
flf)/fi»/09 ?pp 46G02 109 46602 191 

0800220333 f orwards no'Cu Ol vioatoo 8 proposed imposilcn ol C v.l penally in 
mnaunt ol SGOOVio'at on nolr d.con'rot room operators observed sU-opng wh!e no 
duty m control room A read ng malls not dencCy id) rcl»ile:1 

I AvlOR.sJ M. Dueuly Excrulivo D rector to' Rogonfll Oporat cns. EDO (Potil 67U4I3). 
09/09/03. FALCONE DO f»r .Lu*elph:a ElCCb c Co. 4pp 4660? 296-46602 P9 1 

••BG00220335 rjai.ee ol vu'atiO 1 ) A preposr-d urposilnn r>l t.vl |)<*rmliy in amci.rit ol 
$500 No':com|:l one© riolcd co^lro' room uperaiors sleep rig at slat on 
TAYLOR.J M. Deputy Excuihvo Orcclor lor Run oral Cprea! cns, ECO (Post 870113) 
90/09/00. 20fi 4G6U2 ?99 4C602 231 

080822033*1 Furwards r-nlico ul v.ulation A proposed •rrposlion cf civi‘ pnnally lu 
arrounl cf $090 Vmlnt cn l>asod o*i malloniivn boimvio: 

TAYLOR.J. M. Dupuiy Fxoculivo Uirecior ler Ronional Opurahors. EDO |Hcsl 1)70413) 
(J9/CB/C0. HCOHL6.nn PJ i-arfOlplm F.lustne Co ipp 4fif.U2 1GO-16GO? 265 

• -8800220336 Noiico of violation A proposed Imposiron ul Civ.l ponaily In amu.mi cf 
SQCO Vioiaiion r.olud l‘*allonliveness to insirun*cntalio.'’S A ccnHo's <Jjfiri9 vurious 
shilln 

TAYLCR J M Depuly Lxucui.vo Ueoctcr fo* Rogionn' Oporal-ons. EDO (Host fl?U4i:i). 
(ltS/Wi/0 : J 2pp 46602 203 16502205 

0B08220337 Forwards not CO ol vu'afo.n A preposod miposilio.n of Civil penally h 
arncunt ol $500 Viololmn based on nattentivu l>i.l*flv:cr 

TAYLOR.J L! Drrpuly Execulivu Dreclo* lor Reg oral Cp© 1 aliens. EDO (Posi H70413}. 
9B/O0/O9 SAXMAN.RL- Pn adclplva Eloctr-c Do. 4pp 46502 17MGG0? 1/7. 

-880822033B Nolicn ol vela' On A proposed .rnposfon ol civ.l penally i.n un'U^nt ol 
Sb00 Ncncmnp'urco fiotetl .nallunlivcriOSS lo msirumonUUiDns A conirols du*-ng va 1 .- 
Ous skills . 

IAYLOR.J M Deputy Exocut-vo Director lor Regional Oporftl.jni, EDO (Post 0/04 1J) 
0B/O0/O9 :ipp 40502 1 75-46632 177. 

0000220340 Forwards ro'co ol violation 8 prcpcscd imposihon of civi funnily <n 
amounl ol $500 NRC foand lhai mnllcnt.venoss doscr.be ri n order occurred over o>- 
tc.ndod period ol lime A was porvnsivo 

TAYLOR.J M Dopuly Execul.ve Drc*clur for Tlogoeal Oporalio.-’S, EDO (Post 0704 1 11) 
00/90/09 BAIL ANT YML.JW. PhiAde’ptia Elecinc Co 4pp. 40602:102*16602 108 

-8008220344 Noiico ol vo'al-on A proposed rnpos.l.on ol c-v.l ponilly ai amouni of 
$500 Neri-nrnp‘iAnco rcicd ruttcniivonoss to insiri.nmnlat uns A contro's o.*' vano.-o 
shifts 

TAYLOn.J.M Dupuiy Lxcc*it*vo Deector for Hogionai Oporat cns, F.OO (Post 0704)3) 
88706/09 2pp. 46602 196 46602 fOG 

B00822034 1 Forwa'ds nolco ol vio'aton A proposed .frpos.t.cn ol Civi! ponally in 
ameunt ol $200 Vio!oi*on based cn irialtcniivo boliavio: wli lo on d.;ty. 

TAYLOR.J M Deputy Execulivo U rc-clO' lor Regional Opciatens, EDO iPosl 070413) 
U0/G0/O9 WOODROW.DS Ph ladelph .1 Elccto* Co 4pp 4f.G05 123 46605 129 

-800822034 3 Noiicu of viclaion A proposed Hnpodlion ol civ.l ponally in amount ol 
$800 Noncompl anco noledon varcus shills imptoneniaiian cl Rroouduru A 7. "Shill 
Operations," por Tuch Specs 6.8 violated 

TAYLOR.J M Dcpuly Execul.vo Dircclor for Rt'gional OpGlbl*ons. EDO (Post 870413) 
89/U8/09 2pp 46005 127 46605 »?9 
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0900220342 Fo'wards ro'-:G o' relation fi p'oposea I'fipos hen ol ov-l pena iy in 
anoir.t O' SSOO.Vc V on based on narteflvo bcha/cr 

7 AYLCR.J M Depoty Executive Director ‘Of Reg oral OpC'etcns. EDO (Posl 870413) 
80/C9/O9. HART.RS Pr a J alpha Elec lie Co 4pp 4650? 27 146602 ?77 

-8SO022O34S No! CO of v<c anon & prcposefl imposton of civj’ penally in ameer! of 
S 5 30. Vo! non r,o*cd .raronUvoness ro ns*rjme.Yot-ons fi ccnlrols du.ng var ous 
sruts 

TAYi.on JM. Deputy FxcchIvo Dimcior 4 or Regions Coolers. FOO (Post 8/C413) 
63/08/09 2pp 4C6C2 275-46502 2/7 

86062*0350 Forwards ro*»C0 of vic'alcn A p:opC»Cd fenpoaion ol ci*. penalty in 
amour I of SS00 Vic'al or- based on rullcrtvo t>oha..a f 

TAVIOFU M Deputy zaOCOUw D*eclO' ft>r Rugioral Operations, EDO (Posl 870413) 
a ft/CVOO Ctffu s PmiadCpb a Eleci - Co 4pp. 46602 . 1 /B 4&6Q2 1&4 

—8009220357 Notice cf wc ai cn 8 pioposej imposi an of civ I penaty m arrouil of 
SbOONoieomp snea rated manenfironoss la msyurenlano-'s 8 convoys uu*m^ yen 
ous shifts. 

TAYLOR J.v. Depjty E«ctl wC C.a.c:pf lc-‘ ReycnafCpe'ai ons EDO (Post 870413) 
06/08/83. 4pp. 46502 182 46F02 Ifl4 

8BOB22035? Fcrwa'ds o:.co o' wofahon 8 proposed rnpcsnion cf cv.i pona ty m 
a-ou'l of S5C0 V.c’a' an tased on hattcnlivo bchav 

TAYLCft j M O&ptVf Etfcu'.'iO O-tccict <o< Rctvona* OpuraUcrs ECO (Posl A704VJJ 
88 C0/U9 BA'-CWTJJH Pr lado'pn.a EluCL* : Co 4pp 46601:280 46001 295. 

-8009220353 Nclco of Waion 8 proposed ixpcsnoi o< e vil pcnaUy in amount of 
$500 Ncnco.np ,; an<c rclcd *ia»t£ nvercss to nsl'LT.cn'al ons 8 conVo S Cuing van 
ous salts. 

TAYlOH JM Oc.pxv Executive D.'OCtor for Fi^ij :n<H Operations, ECO (Posl 87P4I3) 
60/06709. 3pp 466r 232 46001 235 

6808220356 Forwards rchco o' vic'ofion A p-oposeJ unposiion of civ I penally in 
2 Tnc,hi ol *&f.O to marcnYvprtfJSam ccriml locm ir.'o ducted (tot 10CFR2 700> 
TAYiORJ V Dopi,l> Fxecumro D:roclU' for Rcgona Cperaticrs, FOO (Pest B70413) 
89/08700 WARGO./' P. Ph’Odcfp ,n Giecric Co 4Pp 4f, 601.31 f 46601 JJ» 7 

-88CB2203S1 Ncmco o! viC'ai on & pfCbCSCd .Tposlci o' C vrl penalty in amount ol 
Seoo.vic ation noted senor operator mittorl *e fo instrume.iiaiicr.s & conuols R nl 
lower) pcfSO' nol lo bo dislraclod dar a:j pons-j ;i."or *o 670324 
TAVL09.J M. Deputy E«.Ci,livo Cireclor l^‘ Hogtona' Crota’,cns. EDO (Pos 1 . B7CMI3) 
88/06703 2pp 46601-315-46601317. 

680a2203S9 FcrwarJs no‘v:o cl Gallon & pxposdt «-^po^.4 on ol cv; I per ally »n 
ainc.nl ol $f.30.Vic alien nolo:i coni’o icoti opetato.'s o'>se/voiJ s'ecpmg wli'o on 
ifjty & rcr.C ng malls noi o reclV job re'aiod 

TAylCR J W DnpLty Evccutivo UioclPf for Regenal Opcra'.iCns, EDO Ff^sl 870I13J. 
60/C3/O9 JOHNSONS Fr.'adO’phid E'ncinc Co. 4pp. 46602:202-46602 29B 

-6000220362 Nclce cf vrc. a'Cn & ii.'OpOSod mipaslcn ol Civil penally .n anrvouni of 
SfOONordin piianco note d coni *ol room operaict sloop rg af siaton 
TAYLOR I M Deputy Executive C.ruCfO* ?o.‘ nogionil Opera: ons. FOO |Posl 870413) 
88/08/09. 5pp 4600* 2D*> -'.6002 vU f l 

6308220364 Fn'vrrjds noi :q of v cal on & preposed imoos.ton of cvi! pona'iy m 
amoj-r of S500. 

TAYUCR/J M C-ipuly Encoelv^ Oitcr.lor for HL-jonn’ (3po.‘Oticns. EDO <Post 8704 D) 
86/0U/C9 TRGAX.R.F Ph adofph a Elodr c Co 4pp 46603 086 -16003 092. 

--960622036S Mcli : r> o' VJ*aliPn & propound inpD'-itiOn of civil ptmally m arnouni of 
$5 CO ViC'.tflon rcioo tuflctor opCMlct lot.r.d inaflorhvo to wstnjnncnialicrs & coniroin 
A found fuadiiq npn.ob related ridl's during pe.‘.0<l prior lo 870321 
TAY| OR.JM Copbly Eirccu'ivo D.tecfor lei Regional Operators EDO (Posl 870413) 
E07C8/O3 Spp 4B603.0M) Ao€03 C32. 

&8O022O365 Fc'wards oo'icc cf vc’fllicn fi proposed nrposil on ol Civi penally in 
amcucU ol $500 Vio'alon rclodccoUo' room opof.llors observed slocpmg vwi ‘o on 
duly in control »oom fi road ng moils col cl reel!/ ioU rohlod 

TAYLOR ,J M DapJly E^ocu'ivo O./oclor fo. Rocionnl Operations. EDO (Post 87P4I3) 
06/06709 THARPE.G.W riij’adeJp^ia Efocltic Co. -ipp 16501 296-46601 303 

-0900220167 Nji co cl v.ofation A proposed imposicn of civl penalty n amojni of 
$530.ViOlal Sh noiod opcra:or natfcril vo lo I'lst-'L-rroniaNcn fi co.nhols & roadrg non 
lob telaiod mails wb o on duiry. 

TAVLCR.J M Cepjly E«-cU.vo Director for Regional CperaYcns. EDO tPosl B7U413). 
80709709 3pp 46C0I 330 46601 303. 

0808230012 Forwards nclce of vrolaion & proposed i-nposiipn cf cvi ponaliy n 
amoini cl $600.Con:rol room oporaio's observed sfeoprg cn outy. reading /ran no: 
cb reloied A being naffwif-ve Hosponso to no'ico of v olabon roqjosic*d 
tAYLORJ M Deputy Excculve D'ector for Rey ora 1 Cpornticrs. E(JO (Post 870413) 
30706/09 SREET7.RE PMatiolpHa E'ociri: Co 4pp 4G60/.254 46607 260 

♦•9608230015 No’ico ol vic'aicn & p*of.osod <T.pos*i*on ol civi pona’iy n amoi.ni ol 
$830 NoncofTp’-arco rotod opd.alor inailoni vo lo i.'.SVurne.n1at:on & coOYO's.roadi.ng 
rrat s rot pb roia’.oU fi slooping whi c on d jjv 

TAYLOR, J Deputy t£>ncnt vo Crector for Hegora! OpQial ons. EDO (Post 0704 1 3) 

80/06/03. 2pp 46607 258 46607 260. 

0008230014 Fcrwa'ds r.o'ice ol vioiahon ro cpera'or sleep ng whi o cn djiy n ccr/rcl 
foom.fee<f:ng mai‘s not e rectly pb rc'alcd 8 berg mailen:ivo io ob gai-ons ol li- 
censes 

TAYLOR JM Deputy Exacul.vo Drcclor for Reg oal Opembons. EDO (Post 670413). 
387 08/GO KIRKViOFT .FLV/ FT laflalpb a FI&C'.i c Co 3pp 46620 143 46620 146 

-0008230016 Nisi co of violat-cn from enlorcemenf c-cn'eroace on 660210 A v olabcn ol 
teactot optraloc i cense .VicT a'^on noted ratianbvc to 'nslmm-iiatian a 
control rcarimg no^ ,cb rolafed nai 9 A rasi-ng w/ey©s closed. 

TAYLOR J M Depuiy E^ecjbvo Di-ectc for Regional Operelons EOO (Posl Q70413). 
08/08/03 2pp. 46620:140 46620 148. 

8008230017 Forwards roheo ol vio'abon fi proposed impositon of c v l parally n 
amount of S8C3 Acl.v.sius closer bod in notice we engaged in by rocipicm 8 mo ca- 
trvo ol complacent A unp.-olossio'ial ainudo toward pnv.foges ol 1 conso. 

TAYLOR ,J M Capjiy Execul.vo Director for Regional Operaions. EDO (Posl Q70413). 
08/C6/O9. WHITE.L1. Phi ariotphia Electric Co. 4pp 45912 335 45912 341 


-8808230029 Noi cG of v.p Ahon fi proposed imposition of civil pcn.i ty 1 
$b00V,D 4 a)ions nolodoporaiDr ct>sa r ved lobe mauentiveio rnstr 01 r l m a 
irois S dsiracied by aclivil os thal violated Procedure A f 
TAYLOR, J.M Deputy FxeCuf vo D.rector fer Heg onal Oporahons, EDO IP- 
a9rQ0/G9 2pp 45912 339 45012 341 

0808230019 Forwards nokco of volation ro inattonhvencSS of rdClf);o.il to 1 
Operator t-xtdnso C v l penally not o'oposad bat recurrenca ceuiri rusutt n t 
fcorise 

TAYLOR, J ^ Deputy ExeCuIrve Oirec’cr frr Hoy-onal Operations. EDO if 
68/d 8/ 09. SWAYNE.G l Phi 'ade’phia Electee Co 3pp 46620.196 461)23 

-8808230020 NotiCO of vioialion from onlor cement confer onco 0,1 B8Q2 
roicd:GL Swayna observed to ha i‘'‘«Mf*r>iivo lo instrumen'aiions & con'ro 
ed try activ * es lhal v o'atcd Proccdfro a 7 

TAYLOR, J M Deputy Lxocuhvo Diroctor fo f Regional Oporations. CDO (f : 
8B/08/09 ?pp 48620:201-46620 203 

8808230021 Forwards r.oico of vio'aiion & proposed impos-lion ol 1 iv 
amount ol S0OO. Violation based on nancr'iivo behavior whio on djty 
TAYLOR J M. Deputy E>tecutwe D»'eUor 1o< Roo^nal Opciotons. LTO B 1 
68/06/09 KOF.HLEFI.C E Pnladelph-a Eleclnc Co. Jpp 46619 300 dC-G 1 f 

-8B0823GQ22 Uclco cf v:cU«-.on A ^reposed irrposition ol ovil putudly 1 
S800 Npncompfianco reted maifehlivonoss 10 mstrumuntat on & conlroh 
TAYLOR J M Dep.rty Lxeculivo D rcc’or for Regonal Operaions. EDO (■ 
&6/0B/O3 2pp. 40019:303 46019 305. 

8800230037 Forwards nonce of vio’ation fi proposed imposilon ol fi^ 
amou'd ol SbCO.V.o'ai on t-asod on nalioniivo t)Ohav:or wh.lo cn ifutv 
TAYLOR. J M. Oep.ily Execulr/o D rcctor lor Hogional 0|)eraiions, El)tl |i 
60/00/09. WEAVEH.J M. PTilpdelph a L'ectnc Co 4pp 46626 009 4FD2fj 

-8000230039 NofiCO pi vi?!ai:on A proposed impOsilion ol civ.l punallv 
SSCO.nonco.Tp’ianco riolod mpiientiveness 10 mslrumontaiion fi tonbe* 
TAYLOR. J M Dopuly CkucuIiyo C'rocicr fer RogiOnal (Jpcratons. COD (' 
P6>08/C9 2pp. 46626 013 46626015 

8808240439 Fo-wards Safely Insp Repls 50-277/66 25 fi 50-2/fl/fm 25 
22. No v.3‘H«ons noted. 

GALLO.RM Megan 1. Ole cf Iho Di-eClor 06/00/12 MCNEILL. C A 
Elect' c Co. 2pp. 46620.042 46629 04B 

-0000240442 Insp Ropls 50 277/88-25 fi 50 2/0/B0-25 cn U8071fl?2Nt 
doviaiians nolGdf.'a.or areas inspected uir leunsod oporaior roi|uni.l«; 
w/respecl *0 prog*am effeci-vc-ness 

WALKER,!. LANGE.D Region 1, Ole of tho Dirocicr 88/06/ 1 1 5;>| 
4662G 048 
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F. Security, medical, emergency fi fire protection plans 


0808120001 NoMcalicn ol B9C609 Mgl Mealing (JB 070 n King ol I’rus-.n 
secunly concerns at planl 

LINViLLC.JC Reg on 1. Ofc oJ iho ID.roclor 80/06/07 Region 1. Oh; <> 
2pp 46515 130 46515 140 

8807060520 Generic LI' B9-10 lo al* power roaclor l.consous A ho’ifm»» 1 

K Cvals ro purcTase o' approved security conlu r ors :Wc t,5t orct 
IRAGLIA.F J. Assoc aie D roc lor for Pro.ccis <f J osi 070411) flfi/07/Ol 
Edson Co. of N'ow Ycrk, Inc 3 Ipp 463B3 299 46380 329 

8800150260 Notification Of Licensee Mootny 00-113 on 000720 w/u 
Prussia.PA 10 discuss sacunly af jj'anr 

UNVILLE.J C Ron on 1 , Ofc of tho Oi'eciO' B8/Q//19 Region 1 Cfc c: 
2pp 46551 321-46551 322 

8008020105 Forwards Mgl Meot-ng Ropls 50 27//80 21 & 50 27B/00 ?1 
security prenram at plant 

BELLAMY.RR Region 1, Ole of Iho Drcclor 08/07/21 MCNEILL.C/ 
Eleclr.c Co. 2pp 46304 034 46304 038 

-0008020190 Mgl Meonro fnsp Ropls 50 277/88 21 fi 5O-278/00 ?l 0'< 
cur.ty concerns at plant reported m annual security aud l & hrirfinys of i.< 
mo aV eg aliens by mombors ol planl security lorco. 

LANCASTEaWK Rogicn 1. Ofc ol Iho D.rocfor 00/07/21 :i|>| 

46334 030 

88Q8050D71 Forwards “Secunly rrob'em Hoot Cause Assessment” fi a< ’ 
diess rooi causes idem f ud as per C0O6C9 meeting No sigrnlicanl cKiri 
my presentation individual tas^s fi ta'gct completion date snooped 
SMITH, D M Philadelphia Elocinc Co 08/07/27 RUSSELL.W 1 Hugior 
Drcclor. 4pp 46445 138 46445 156 

— 8008850232 “Security Prob'ern Root Cause Assossrr.onl “ 

* Phi'ocfetph'a E.'OCtric Co. 88/07/ 1 5. I4pp 46445.142 48445 156 

0808020277 Forwards Safety Insp Repts 50 277/08-18 fi 50 270/00 1 
07 1 5 No v,o!aiions noietf 

KANE.W.F. Recion 1, Ofc ol Iho Director. 00/07/28 MCNEILL.C A Pin 
ir.cCo 2pp 46370.312-46370 348. 

-8800020289 Insp Rap’s £0 277/86 18 fi 50-2/8/00-18 on 080604-0/1 
na’ad. Major area6 inspected access^ port *o ns ol Unn ? & 
safoly.rad.ation protoclicn.phys'cal secunty.conlrol rcom achviliOS fi rrr 
WILL1AMS.J H. Region 1. Ofc of Iho Dirrclor 80/O//26 35pp. 46370: 

0808100409 Revised emergency plan.W/ono oversize drawing 
* PhladeJpha Electric Co 89/07/31. 27Spp 46590 291-46591:195. 


-08OB11OOBI Common wealih ol PA pohtion lo 1 hearing * Pub!:C rour.rg 10 consdur 
safety problems 8 co'UomplaHHJ I coning changes requested 
MVLRS.MM Pumv/lvano Commonwealth of 87/11/20 Cunm.ss:onors 7pp 
46434.CGQ -46434.0 72 

0808 110061 Forwards corrected politico to intcivonu.roqur'sl to.* hearing 8 commonis 
opposing NSHC 

SLARCHINGER.T Ponnsylvari-a. Commonwealth Of //30fl 0987 08/01/25 Ollico o( 
ttio Soerntery ol ll'o Commission ip 46434 1 l? 40434.139 

-8800110064 CoTiman wea lth cf PA pobton to interver.o.requosi Icr hear n<j A com- 
ments opposing NSHC ' Hcq-^OSls lliai Commssion gram pohlcn 8 request for tea'- 
tog to delve mo adequacy of proposal! amends 

StAHCHJNofEn.T. Porvisyivan a. Commonwealth of 80/01/2? Comm ss oners 20pp. 
46434.1 13 46434.132 

-0808110070 Commonwealth ol PA pohtcn ter hearing ' Petition for pi, He hoonrg lo 
consider safely p'chloms & ccntuii*platc<J .icorsmg char ges nvolvuU in Commission 
rrocoodrgs roplani requested 

f.'YERS.MW PtsiWSyhrtKVa, ComnvwAualih cf 6/M f/ 20 Commv, c >ioi\m 7pp 
46434 133-46434 139 

80OB1 10026 NRC Stnlf rosponsu lo Commonwealth ol PA poMon 10 iniorvono & ro 
jjwCSt for hearing * Commission should f-nd lliai Commonwealth of PA established 
Stand rn lo into'vono.W/ Curlificaio of Svc 

HODGDON.A P Assisinni Genera’ Counsel ter Hoarrgs //3fl0 6889 88/02/1 1 Com- 
m-ss oners 13pp. 46434 076 46434 0R9 


H. General correspondence 

8808100274 Expresses continuing r.cnrorn about safoly of plant & unios NRC to allow 
no rusiflrl until a I l sled pehens coirplotcd Served On 800024 

OlRNlE.P Maryland Nuclear Safety Conll cn d 208 0583 0B/C6/21. ZCCH.L W. Com- 
rnissionors Ip 46350 04 7- 40000 84? 

C80B310062 HoojOSIs NRC action lo ro'iuvu und.:n risk posod by RWR thermal -hy dr a u 
Ir. msldb.lly NRR should -ssiro erdor requiring all GG tiWR licensees lo subml ropi to 
NRC wilhn 1 yr darr.or.*iraiing coirplanco w/GHC 12 RolatCiJ rdo end 
HlAlf.S.l Oho Cl'/ons for Responsblo Energy U0/O7/22. Office of Nuclear Reac 
lor Rogu'ation. D rector (Post 870411} I2pp 4672/ 020-40727 008 

6600120281 Reaiosls rogonal corrospundunco lo uti! ho addrossod as IstorJ 
ALDEN.W. PtiJado phin Electric Co 88/00/05. LINVILLE.J.C. Rogion i. Ofc of tha Di- 
rector Ip 46525 293 46525 200 

6008120283 Roq jests that NRR coi respondent* he addressed lo util as “istod Util wi‘.' 
provide nnrr.os of md./i'JjaiS lo ho dolotod from corruspondcnco IiSIS 
ALDEN.WM Phlndolphia Ffoctr c Co Q8/C8/05 BUTlEn.WR Project D roclornio I- 
2 Ip 46530.122 4U53G 122 

8B0824Q023 Responds lo 080728 lit t<Ky.iesiwvj icspanso fo P Bunlo 600705 Ur to ovetil 
pi LaSailo involving recircdniion pump NI1C rosponso to P Girnlo Util 800803 Idonti- 
rol lo itr addressed lo rocip ont 

STELLO.V Ofc of llio Executive Diroclor (ct Oporarons 80/08/15 MIKULSKI.B A 
Senate. 3pp. 4G62G 250-46G26 262 

-880824004 J Forwards f 1 Uirno 000705 Mr ro Poach Bottom subS0i|Udn1 to reaclcr 

C ower esc Uni ons f crowing 880JU9 LnSui o ovont 
IIKULSKI.B A Senate 80/07/28 BRAOBURNE.J.C Off.co ot Governmental A Putt c 
Affa'rs (Post 870413). 2pp 46020 201-46628 262 


K. Utility Final Safety Analysis Roport (FSAR) & amends 

880726028 1 Rev 6 lo updated FSAR fo/ Peach Boilom Units 2 8 3 W/Iwo ovorsi/o 
tatlos & 880722 Hr end 

DRADI.F.Y.E J Phi’odc'pri-a L'eclr.c Co 00/07/2 2 MURLGY.T If <31f.co of Nucloar 
floacior Rogu'at cn. Director |Posi 870411) 5CGp|) 4631 1 162 46314:248 


P. Operating license stage documents & correspondence 

08080203B5 Submis atlcll nto ro PECO FMS C003. "Sloady-Stata Fuel Pcrlcrmnnco 
Moihods Ropi." suhmiMod by uhl 870713 Jlr.pof 800120 requosi Affidavit ro<iuosnng 
w.thho’dinn of portion ol responso os propnoiary.encl 

CALLAGHER.J.W Philadelphia Efoclr c Co 08/03/20 BUTLER.VVR Rro,oct D-roctor 
ato 12. 4 1pp. 40403 C05 46403.045 

00OB0 1019 f Forwards Arr.onds 133 & 136 to licenses DPR 44 & DPR-5G. respectively 
A safely evaluation Amend 9 reviso Tecli Spocs ro survoJIance reqjiromonts for pri- 
mary coo'anl samp'o anolyS'S & survoi lanco froqjoncy for diosol gor.orators 
MARTIN.R t Project Di.mcloralo 12 08/07/18 AlDEN.WM Phladofph o Efeclnc Co 
3pp 46363:153 46363.172 

•*8608010195 Amends 133 & 136 lo Licenses DPR 44 & DPR 56,rospoctively. changing 
Tech Spocs re survo Nance requirements for primary coolant sampfo analysis.dcfmitlon 
of surveillance frequency for diesoJ yanerotora & addmg t3 kV oJfsito power source. 
BUTLGR.W.R, Fbojoct Dircclorato 1-2 80/07/18 12pp. 46363 156-463G3 167. 


mg pmsentai on Individua tasks & target completion dolu «per f erl 

SMIT1LD.M f’hilado^ia R ecf-c Co 80/07/27 nuSSELL.W T Roy on 1 Ole ol tho 

U.roclo' 4pp 40445 130 46445 156 

■•0000050232 "Securily Protdum Pool Cnm.o Assessment " 

• Ph:ladelph.a Electro Co. 80/07/15 14 pp 16445 142-46:45 166 

0000040239 Summary ol 800519 n ootng w/uiil in RockvIc.MD to discuss I LCnsee 
plan to? lacl'.y »esUirt list of riUt-rtleos, agenda & vicwyrai)hs enc.i 
MAR TIN. H G Projeci Drccto'ato 12 00/O//28 Prc|tci Dirccfomlo 12. 27pp 
46430 250 46430 276 

0008050233 Forwards rcrjjosl lor ndiJI Info cn util logical Rep l Pf.CO FMS C034. 

‘ Myttiods Icr Pcrforrri' g Bwn Sys TronsmnL Analysis,” loccmptom roviOw. 

MARTIN.M E Rro;cd Dir Oder a to 12. 08/07/28. AlDEN.WM Pmadclpinn Flocir c Co 
Upp. 46440 141 46440 148 

60082301 17 Partial rosponso to FOIA rer^ost lor docu nonis ro plant App A docur.onls 
enc.l & aVtiiViblO in PDR 

CiRlMSLEY.DH NRC • No Deia.'ed Afli iailon G.von Q0/(i7/2d. .JOHNSON, G G 
Sw idler & Rod r> 4pp 46581 207 46581 270. 

-8700170122 Nolilios of assignment of monoyors to ensuro consis'nni aciicns w/ 
♦ict lovomonl ol comprchonsivo.lechnicaliy ccrroct & limoy actions ro roslad programs 
at plants Flogu-osis d reciionof EDO gu.danco io roslari lo assigned mariagcr 
MUril CY.r.L Cftico of Nucloo' Reactor Regulation, D.rocior |l*osi 8/0411). 87700/ 
12 STELLOV. Cfc of the Executive Cirocto.' for Operators 2i?(* 46581.310- 
46501. 3 M 

-&70G2603C7 fctwatds rept ro \ ccnsr.g & rostwt &ct\odo!os.pu? COO 8/0727 
momo Info w ll ho provided wuokly 

FUNCMCS.JL P.ogrpm Managomont, Pclcy Dovtilopmoni & Analysis Stoll {Post 
070411) B7/00/21. HAYES.H0 Olf Co of Invest flaticns Upp 46581312 4650132? 

0008160329 Responds to NRC, Generic Ltr 00 01, NRC Position cn fGSCC n BWR 
Auslonnic Slnnjnss Steel Piping," requnng itml Icenneos furn-sh cmronl p'ans rn p.po 
roplnconccnt. nsp. ropalf A leakage dotocten 

KOWALSKIS J Philadelphia Eloctr.c Co. 00/08/02 MlftAGLlA E.J. Asaodato Diroclor 
for Pro.CClS (Posi 07041 1) 72pp 46557.262-46557 334 

8B08 160260 Forwards Amor.ds 134 & 137 lo l icenses DPR 44 3 DPn f»U, rospociivoly 
& safoty ovaiuntien Amends chango Tech Specs to Incroasu recorder ranges of rooc- 
tor vessel wolor fuvol i‘ v S!ruT.oritalion ro rosponso to Gonunc Hr 04-23 
MARTlN.fi E Proiocl U reciorato I 2 08/08/03. ALDEN.WM Pi i'ndolphil Gloclrw: Co 
3jif> 46500 030-46660 054 

-8800160261 Amends 1 34 & 137 to Licenses OPR 44 & OPR Sfl.rospcchvoly. ainond 
mg Tech Specs lo increase rcco f dor ranges of reader vessel lovol nslrumoninlion 
RUT LCH.W H Proiocl Di'octorete 1-2 08/00/03- 10pp. 46560 042-46660 051 

-GGQ8 160265 Sat illy evfl'uatvca S'jppotluyj Amuiids 134 & 137 lo UccnViS QPR 44 & 
DPR 50 roapcciively 

* Ollico of Nuclear fluaciO’ Reqjlation. Di'ectO' (Post 0704 II) 08/08/03. 3pp 
46560.052 48560 05-V 

8808170169 Lcnf.rms util undo/ 6 landing of affirmaiivo oh'igafion under 10CFR21 & 50.9 
to noiify NRC of significant mfo rn issuos of restart deliberations & to unsu'O info pro 
vidod complete &. decurato in all mail rnspucis 

HUSSELL.W T. ftoqion 1. Ole of iho D.roclor 00/08/04. FERLANU.E J Public Servico 
Elocir.c & Gas Co. of Now Jorsoy. 3pp 16572 123 46572 125 

8808170174 Conliuns uR understand rig of alMmaiivo cW gat on under 10CD121 & 50.9 
to p.olify NRC of sign 1-cont nto ro issues Subj of rosta't deliberations & to onsuro mfo 

F irovidod complulo & occuraio n all mail rospccls. 

1USSELL W T Rogion 1. Ole cf llio Di'ucto' 80/00/04 MUGGARO.DE Allan! c 
Elociric of Now Jorsoy 3pp. 46572 160 46572 162 

BB08 170252 Confirms ulil understanding of nffirmativo obligation under I0CFR21 & GO 9 
lo nolily NRC of sigmhcanl into ro issuo9 su!)j to restart do! bonihons 8 lo ensure mfo 

E 'ovidod comuloio 8 accurate m o’l mall respects 
US3ELL.W T Rogon I, Ofc ol the Droctor 00/08/04. PAOUET7C J Phladolphia 
ElOClncCo 3pp. 4G57I.120 46571 122 

8008160439 Forwards i960 OA procram chango summary 1st idonlify.ng chpni;03 lo 
paqo numbcr.parog'apli numbo.' & typo of change OA program included m Rov 6 lo 
up doled FSAR. 

FOGARTY.E P Philudelph o EfCClnc Co 00/08/00. RUSSELL, W T Region I. Ofc ol 
the Diroclor. I2pp 46560 345 46560.356 

8808 170301 Forwards saloty ovalualion supporimg uiil rosponsos io Gononc Lir 03 
2fl,ltcms 3 1 2 & 3 ?. 2. 

MART1N.R.E Proiocl D reclo/aio 1-2 80/08/00 ALOEN.W M Phi!odo:ph-a ElOCinc Co. 
3pp 4656b 31 0 4 6566 323 

-0BOQ 170305 Soloiy ovalualion supponmg uiil responso lo Goner, c LH 83 28. Norm 
3 1.2 & 3 2 2 ro post ma nl testmg. 

* Ollico of Nuclear Hoaclor Rogulalion, Diroclor (Posi 870411). 08/08/09. 2pn 
46566 322-46566 323 


76 DOCKETED ITEMS 


aeos 16017? HcQ-jOi’s d it ussci 1*1 :alnq he* *€-<|j 'Cirenis f>r farr caliomnsp.le^nig 
& irtciaces r\o n a:co'dirc^ w' AStfS Cc:n 

V Arms P F PfOjcil C *cclc»a'a I 2 89'0d'll AlCE\ W M P:i odd;- > a Lfc:lr.c Co 
2‘p 466*51 116 46569 120 

88C024O350 »V thd'awS rema/.i<'g po'-cn of €70123 a^'ical cm fer air.or' Js to L census 
C n R JJ & CPP *6 w ctormi n Tec i Specs ccrcom no offs le pc*cr sou'COs 
G ALL AQ H t H , J *.V. pr '3d* ‘pT a E'ec'rc Co t«'C9/l6 MLRLeY.T t Of jo ol Nu: ear 
R-ac'or Fegt'at cr. D factor iPoit 87C41 1) ip 4CG26 263 46626 263 


O Inspechcn »epoils, IE Bulletins 4 correspondence 

06081 10274 NcMcaton cf 8505 26 Sgrifirarl L wOnsee Meeting 89C53 in K<rg ol 
Pi-sva.PA ife primal on cl sal tv# SyS Ix-ti oral ;cc ^ P'O^am 
SViEHA^O P R*?g an l Ofc cl Ihc Orec'or 6^04/29 Peg ;n 1 Ole cf Iho DredOr 
?pp 46505 276-46505 2>7 

080520029 8 NRC '.'i!c* fl;lce 06 03?. Prcr-pt Report rgio .N^C o f Sig'Hcanl lr.cderis 
r.vo . rg Ha 3 oaci ,e Van ' Svc .isi cnci 

CLnmngham R E Cusco Cf Indus'* al & Medea Nuclear Sa'ety (Posl B70729) 
68'0S/2* Ccr.so da'cj Ed sen Co ol New York Ire l2Cpp 4b2SB 1 79 46300 296 

88C80203S4 t-crwar.is Sa»e), -mp Rep'S $0277/&ft-19 S. 6C2W05 10 on P6C006 
10 No \ .c ai >03 nolc-d 

GALLO RM Hcgo-n 1. Cfc cl tMe D rector 6Q/07H9 MCNELl.CA PhJadelpr 3 
cle:",c Co 2pp 46374 *31 46274.101 

-8603020356 l-sp Rept* 5 3 277/80 10 & 50 278/68 10 Cn 8500Cb lONo vu'a’w 
r > ted 7.1a areas -rep-:: ted , tt emertat on i clfect .reness o' co.'fCCt.vc a-ners n 
QA program :cr p*o-: j ' erne'll ol ccrvreroai grade iterr.s 

NAPOAG ORySOALE p, BLIJMDERG.N Hegon 1 Ofc ol the Drrccto' F>9^07/ 18 
Fpp 463 7J ’l 85 463?4 19 J 

88072C0162 Suppl 1 to NRG nfo Notice 63 C16 ncen«oe Repl ol LVectivQ fU-ltr 
t: shed C *cu t Breakers ' S/c f«st enti 

FQSSl.CC Cbnsci o 4 Qoe'«*crai Everts Assessment (Post 97Q41 1 ) 38/Q7/21 
Ccr-SGfdalcd Ed.scn Co o' N ow York. if c 1 25pp 46268 CS4 4G30B 1/8 

0808020185 f arwa.'ds Mgi Meetrg Repis 50 2///&d 2 1 & 50 270/68 21 cn 060603 ro 
sec-i'ity piod'a-n at p*art 

BELLAMY. R R. Red 0> !. CfP of Iho D:iCCor QB 7-07/2 1 MCNEILL C A Ph laJCXhia 
Electro CO. 2pp 46384 034-46364 039 

-B808020I90 Mgt Mcoirg insp Rcpts 53 277/60 21 A 50 278/66 21 on GBCK09 re sc- 
cv_M, concttri at p’-ar* teccr'.cd n arr.ea> vocj: ty z\.i\ & I ol >tl l fMest 
no a 'eoatiDi'S Ly nterperi ol phn| eeCur.ty fpre*? 

LArjCA^rEn.Y/ K.. KEim: 3 R r< nc-gon 1, Cfc Ol ne Crccior 80/0//21 3pp. 
46364 036-16331038 

8 608020324 Fc-r^rds Irsp Popl 50 278/66 14 c> 66C509 20^0 vic'alons no’ed 
DUPR.JP. Pec on i. Clc ol ne Direct 80/07/21 MCNE-LL.CA Pr 'AdCpr-a Elcc- 
lr z Co ?pp 463S2 303 46302 320. 

ns? Htcl 60 ?78 r ft6 \4 on b63500-20 Unresolved iter's 8 concerns 
reted Ma.or a'eas i>specied sa’ely related p’prg rte’dmenls seeded ff om p'ani re 
p'ace'nenl p>p rg p.'Ogran njo p’nn rcl jd ra we emg & p-e$*fvico irsp 
KERCH.HW. KaWan.HJ. NApniSRH ntqicn 1. Ctc ol tho DreclOr 63/07/20 
IFpp 46332 205-46382 920 

8606 100014 Act receipl o' 080531 hr ir.fo n- no riRC cf steps lanen roco'recl violations 
reted in ir<=p S3 277/33 C6 S 50 270/68 00. 

GALLO RW Hcgon 1. Clc ol Uu* Director Ffl'07/21 MCSEULCA PMadeh'i* 
Electnt Co 2pp 45433267 46401271 

0807200248 NPC Bttcln 03 009. ' Th6ir , t , o Tcbo Hiinr-rg m Wesi nghcjse Reactors “ 
Svc st end. 

HOSSICE D//«cn ol Ooe-ralional Eeerls AVaCSVrem tPosr 6704U) 88/07f?6 
Ccnso'eJalCiJ Edison Co o' New YorK. nc I23pp 4 634B 070 46348 192 

880804038& Rcspiris ’> NRC Btl-eir. 67-002, ‘ Fastener To?ing to DeJo'mro Ccn- 
f o* mar.ee w/App‘-C6ble Matl Spec “ List Of strpl ers & mlgs end 
GM.LAGREP JVJ. PH'adeipr. a Eiec'nc Co &8/07/26 noSSiCE Dr* son cf Cper 
atcr.a» Everts Assessrrcnl (Post 87041 1) ?9pp 46434 303 46434 331 

8607210218 f«RC If 10 No'ca 88 052, Faik'e o' Jr.trat*e.*n> Tardem p 4 F'oicfier Se-t 
Apptcalgr EiaoiytRe-rapy Hwices Gcong Patent Ttcairreni ' Svc V,t erd 
CJN*J MG HAM R E Dr, sen C* Indjstr a> & Medical N-jclea* Salo’y (Post 8/0729) 
80/07/27. Conso datej Ed.son Co cf New YO'k, Inc I03^p 46397 029 46397 126 

8603020)69 Forwards Sa'eiy Insp Pepis 50 2/7/00 20 h 50 278/09-20 o:i 880613 
17 No \rciat onsr.clCJ 

BELLAM/.RH Pegcn i Cfc ol me O-rodcr 68/07/2? MC-‘JElLCA Pn'arfebha 
Elec'r c Co 2pp 46376 206-463 70 2l 2 

-8305529176 v.p Pepts. 50 277f&3 20 & 50 270/66-70 on 8200013 1 7 No vo’at-ons 
noted >. J a|Or areas inspecied non/ac u'c-giCi! chem.siiv program m fneas.brerrv’ni con- 
Cio! A ana'yl'idl proeed‘_‘0 ova -ja’ons 

JANG JC. PASClAK.W ) Reg C-n 1. 0 4 c ol Iho C-*ociO f 8&/07/12 5pp 4637620a 


8808000133 Pror-Jos <n'o cn corre-cir/e aciors ro vocations noled in fnsp Rypis 50 
fwmeo *1 & 50 16 Cl,n5e ' ,, ' n 9 ara 'AS & mods lo maser ry wads per IE Eu! 

-°" ii3!Mwv *■ •» 

6807220034 NRC Irfo Notice 68 053. Licensee Viotadons cf NRC Rccu'ai ons Wh-ch 
Led to Med.cal C-agnostrc Misodmi.nisvalo-ns “ Svc *ist erci 

D,VI *™ ° r 'icibslna 4 S Medical Nvidea- Saletv iPosi &70729) 
80/07/28 CcnsorJlted Edison Co ol Nevy York. Inc 106?p 46326 283 46397 028. 

08O722O192 fJRC Inlo Noico 88 C54. • Failt'a o< Circuit Broader Fo'lo>s rg Inslal'ation 
ol ArrjAtctoi Oifc-ct Tr.p Attacbmeni;* Svc lisl end. 

ROSSI C E. Dr* son cl Coerai onaP Everts Assessir.en (Post 67041 1) 86/07/28 
Consolidaled Ed-son Co ol Nuw York, Inc *2lpp 464 17 020 46417,140. 


8800020277 FcrwardS Safety Insj) MoptS 50-27 7/08 10 A 50-27U/*.0 
C 7 1 5 No violaiiO" s reted ^ ^ 

KANt .W F Reg on 1, Cfc of iho Pi'OCUV. 00/07/20 VCNElLl .(> A >1 
in; Co 2pp 46370 312 463 /0 340 

-6808020269 Insp Repis 50 277/00 10 8 50 270/00-10 on OBtJMM XJ/ 
noieJMaio.' areas n.^pncicd iilcoss«Yo ol U».i 2 I 

saloly ratl-alnn proiechon. physca' socunly.COniro! room ncr.vil-o-» A I* 
WILLIAMS J7f. LINVilLEJC Region 1, Ofc of Uio Orvcro'. f> 
46370 314 46370 346 

8806110119 Advises rrat rpsponso io vtclalions fioletl •» l»»sn flop's 5 
270/09 1 1 8 50-207/89-1 1 will bo subirilloil by 000901) 

TUCKFRH8 Cbko Power Co 00/07/20 nocuniimi (-Ontrol flffir-t'i 
IrolUosk) Ip 46500 217 4G500 21? 

6808160329 Responds lo NHC Cluru.'ric Lir HO 01. NHC Posfcn on 
Aostcnihc Slantoss Sluel Pip^g.’* rerjurmg tlml liconscok ImrnOi ni*r« 
rop'acemonl.msp, ropa r & 'rmkago doioct on 

KOY/AtSKI.SJ Pf lad^ pb d Etoclno Co OtWOtWW! WtRAGt lA.l X A« 
4 or P/cjecis (Posi 6/OiH) 72pp. 4655/ 20 2 -1055/ U4 

8807200019 NRC Inla Nohco HO 055. “Polont iil I'rotslum 4 * Ciiiihi*:! Uy 
LSF S/i .no Qus ” Svc 'ist end 

nOSSXfc Diviscn o' Opo.'alinnal Events Assusvitmi (I’g-.t n/i; 
Cense 'dated Ed-son Co cf ' low Yurk, Inc I21p|> 464 3 7 l?l 4< : in/? 

8808030289 Supp 1 2 10 NR(* Bul'Ofm GO 005. ,, Noi , CO/ifc:rni.rii) M. ills S* 
SappiiOS.IriC at Folsom. NJ & west Jcrsoy MJ<) C-o at Will.;ifn'..tr:wn.N 
ROSSI.C E D vs on of Opera, ji in' Lvonh Assossmenl ll*uM **AI 
Consol dated Ed son Co of New Yo'k. Ire M9p;i 406*11). 1 21 • 4< >' it ■<! 2 

8BD729ODO0 Suppt 2 ro NRC Bulolm 00 LOO, Tliorm.il Sur ssos i*» l*i|: 
RCS ’’ Svc .isi oncl 

POSSI.C F Division ol Cpernt-cral Cvontn Assr.-ssmunl (l>n«.i 11/11 
Cc n sc 'ido red Edison Co of Now York Inc. i?lp)> 4t>5(M (i:M-4fi‘ n.s i 

8007290111 NRC Info Nchcn 00 056. Poiont-nl PruUrvns W/iiln i ro I 
Pereiranon Seals “ Svc W unci 

ROSSI.CL. D.v-SiCfi ol Cperotcnal CvonlS Ass/istinu.nl (f’njil ll/*> 
Convdi dated Edison Co. cf Now York, Inc i?3p)> 4t>509 I 75 405(41 . 

6808020095 NRC In'o Notice 00 05/, "Pglerilial l oss ol Safe Slulilow/ 
lo Premaiuro S I con Ccnlrollod Roclilmr Foi uru ‘ Svc list onti 
ROSS’.C E Civ>S:cn o' Operational Evonls Assi^smunl (Rot, I tl/H 
Ccnso idaiod Edison Co cl Now YoiH. ire I22pp 4C4yj.V?5-4nViR ; 

8606020102 NRC Info Nolice (18 050. ' Pufcnlinl PrrdJlfim'. VV/At,1 A Hi 
51 L [ime CvorcdfOnl Relays Svc ksl oncl 
RCSSl.C.E D.v-sion ol Opoiatcnal Evonls Ascufrumml (1*0*. I OAi 
Consc'idatert Edison Co cf Now York. lr.c 120);() 4G‘.:i8 ooi -lus Hi i 

8008030112 NRC Info Noilce 00 059. “fdSlV CnnJii I lo I hn'a'ii nl W 
Svc 'iSt Or el 

ROSSl.CE Div.Sion ol Opo/atunol Evonls Assnssinonl (I’om n/r 
Consol dated Ed'Son Co of Now York. lr.c. 40407.011 lli ld? i 

6806040062 Suppl I lo NRC Info Not CO 00 004. 'IrimfcnunUi Qii.iMk i 
intio.n ol F re Bamor Pcnoirolion Sonia ” Svc I st oncl 
HOSSI.C.E Dr/i^lcn ol Cporailona* Events Assossmrnt (Piv.l »l/i 
CcnscWatOd Edison Co of Now York. Inc l21p/> 4(>’j50 295-4*. S'.h ; 

8008160344 EU 00-065 o*i 600ftH.r.nlico ol proi.o&u) im)iOo4im > <»l 
arr.ourt ol $1 250.GDO issued to 'icensoo bncod on wklitbfire.irl i*oili. 
iro* room ihai resuliod In 870331 slmldown order 
LUEI'MAN.J. LIEQERMAN.J. Ole of Enforconmm (Rost 0/0-1 Dl 
46554 315 46564 315 


8608220001 NohliCation ol Slgn.licani Licorsoo Meet no 0f) 129 on li!H* 
forfiscuss naiieol.vo ocemtor concomsas ‘dontliodin 070331 cinluf 
L NVILLE.JC. Rccicn I. Ofc ol iho Ciroclor. 00/00/09 Hoy on 1. Ol 
2pp 46699 246 4659^247 


0808220273 Forwards noleo of v.oiakon & p'ojiosud L-rpoMiimi *.l 
arrouni of $5C0 Vio'ai on baaod on mallonhvo buhav.o' wh lo on Only 
I AY iCR.J.M Deputy Execui.vo Oroctoi loi Horani^l Oi'.oroho'v. t.(> 
86/00/09 MALDCNADO.R A. Phi'odulph a GlcClrc Co 4pj» 4fifd)!. 

”6800220275 NoKe of vola'^on & proposed linposil-Oii of civi' p* nr 
$500 Viola non noted i nailer ilr verse ss to mslfornoniuli'jnq A concro 1 . 
taylOh.j K‘ Cepuiy Execuiivo Diroctor for nonional Gporor ons. 1*1 * 
60/08/09 2pp 46605 07C 4G605 070 


8808220276 Forwa'ds nokco of violalion & proposod irnpositon nl 
amount ol $560 V.o'ai o.is based on mvostiualicn of mlo ioc«: veil i 
operators observed to bo sleep na wbi'o on duly in ccnlrol room 

w,vP epJl y Fxecuhve Director fer Regional Opomt-ons. fit ; 
88/00/09 YOSr.ND (‘hladolph-fl ElGcir c Co. 4pp 40002 340 4fi<:0; 


2028 Notice ol v.o'ation & proposod imposition of ov.l pen. 
Violations ncied cpo.-alor observed lo bo inattonhvo to insiriim 
tv ac ‘ ,vill0S lhal vio'aiod Procodoro A. 7. 
o A x0cu{,v ° D - f ^l0r lor Rog.Onal Cpotat ans l C 

68/00/09 3pp 46602 244-46602 347. 








$1,000- 

Rft/nfl < /na J Mc?? p ul v DK^ c ^ , y O u D,r ^ cl0, for n Ofl'i> n «l Oporohons. I 
68/00,09 METZ.H l Pbladolph a Elocinc Co. 4pp. 46003 105 4GC 

0llC0 °l v.otanon & proposod imposition of civ.r p* 
,ftaUor ^waior mattonlivo to mstn 
TAYI na ? M n P0 ‘ ,S .°T l <0 b0 d,slfac| otf during period prior lo fc*7 
io ' Rc9lonf " °^ hom - 1 
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BB08220282 Forwa'ds noiico of vio'ahcn & p'oposod imposition ol c.vi' penally m 
amou.-.l of $500.Vicluhons based on operator "indent venoss fo inshuinonlahcn A 
cordrcis 8 Oisiracnon by activitios ihal v-olated Procod j*o A 7 
TAYLOR.J M Oeputy Executive D-rector for Rogonal OpcruliOns. EDO(Pcst 870413) 
98/03/ 09 CRCMVfEl.l.,P B. PnlaJelplva Elect iic Co 4pp 4E602 2 $0 40002 202 

-0008220285 Nohcn Of vO'ahcn 8. proposed imposition of Civil puna ly in amount of 
$500. Violations noted operator obsorved to be inaltonbve lo instrumentations & con- 
trol & oislracfod by advihus Ihal v.o'aiod Procedure A 7. 

TAYLCR.J M Dep-.ty Hxocolive CrctlO' fo' Regional Cp<?rn:ons. EDO (Post 070413) 
08/00/09 2pp 46602 260 46602 202 

8B08220289 Forwards notice ol viQlato.n 8 proposed mipos.»:(n ol civil ponaly in 
amouni of $500 Viotahons basod on info rcce-vorf that control room epotators oh 
served s'oepmg w.h!o on duly m conirol mom 

TAYLOR, J M Deputy Executive Urecicr for Regional Operpt ons EOO 070413). 
BB/00/00 MCRCBER 1S.D C PMade‘p‘*a lifoctric Co 4pp 4GG02 2C6 4GC0? 213 

••8008220290 Noiico of v.oloiion & proposed -nposihon of Civi penalty in arn peril u’ 
$5C0 Viulal-on noted operator obsorved lo bo maiicnhvo fo •nslrurror.iaiiors A con 
bn's 8 distracted by nchv.tos thai violated Proccda.o A 7 

TAYLOR.J M Oepuly Executive D-rucior for Hogonnl Opomiions. EDO (Posl 0/04 U) 
88/08/09. 3PP 40602 210 46802 713 

8000220293 Forwards notco of votahon & proposed niiposil on ol c-vil penalty <n 
nircunl ol $500 Vio'al oris based on rccip.unl matloniivo lo nislnjmcrtahons A ccn- 
irois 8 road'iig non ,ob rotated mars wh le on dJiy 

TAYLCR.J.M. Dopjy Executive O rocicr for Regional Opr.rpl or.s LUO (Post 0/0413) 
88/08/09 DUANE.DW Phi'adolphiT Lfeclrc Co 4pp 4 (*60 2 269 46602 2/0 

• -8808 220295 Nohr.o of v.o'dhon 8 prepost’d imposition nf o-vi. penally m amount of 
S500 V.olol ons roiedUW Duann observed to bn >nni1on|vo to ns ire men fa tons 8 
controls A distracted by aciiv-t es that viotaiod Piocoduro A 7 

TAYLOR.J M Deputy Lxccuhvo D.rcciO' for Hcgona 1 Oporahons. LDO (Posl b/0413) 
89/08/09. 3pp 46602 26/ 46002.2/0 

8000220296 Forwards netee of violation A imposilion of civil uonaliy m pn’cmt of 
$1,000 Viclat'Ons based an oporaicr being observod sleop.ng wlilo on rljly in conirol 
room 8 rondiny malls nol d roclly |Ob re’atcd. 

TAYLCR.J M Deputy Execut.vo U-roctor for Rego'ia’ Oporalnns. FDO (Post 870413). 
U8/00/09 WlDENER.W B. Ph'Lido'pha C'OCtnc Co 4pp 46001 265 46601 271 

■•8800220300 Notice of viclabon 8 proposed imposilion ul civil penally in amounl ol 
Si. 000 V:o’alicns noted opurnlo' observed to bu amllonlivo to msln.rnenlat ens 8 con- 
ircls A d shaded by ochvites that violated Proccdi.ro A 7 

TAYlORJ-M- Dopuly Exccut-vo P.fQclOr for Hogonai Opomlions, EDO (Post 070413) 
0B/O8/C9 2pp 4G601 2G9 46801 271 

0808220301 Forwards nolrjo of vio’aiion A proposed enposii on of nv.l pnnaliy m 
amovri of $500 Vio'abons basod on operator sloopimj wii lo on duty n control room A 
readmp mails nol d redly |oh related. 

TAYLOR.J M Ccnuly Executive Duucto' lor Regional Opnratlcrv LUO (PqsI 8/0413) 
88/C8/09 MACEN1GE LF Phtado'pho tledi-c Co. 4pp 40603 001-46603 000. 

-0008220304 NoiiCO of vio'Alisn A proposed impositcn of c vi: pnnaliy m arrcunl ol 
S5C0 Vio'aliriris noicd oporator obsorvod bfnrj inrjtlunl.vo to msliumerdplions A con- 
irois A rlisiradod by ndi vinos Ihal violated Procedure A./ 

TAYLCR.J M Deputy Evccutivo D.rector fer Royonal Oporuinns. EDO (Post 870413). 
08/03/09 3pp 46633:006 40603 000 

0808220303 Forwards noiico of vio'niion A proposed imposition of Civ I puntiliy in 
amount of $1,000 ro mailonlivor.ess Ol oporptors in control room Inlo delotod (rel 
10CFR2 790) 

TAYLCR.J M Deputy LxoeuUvo D.rector for Rugonat Qpnrftilons. EDO If’ost U/0413). 
08/00/09. ALWOOD.E G Ph ladolplva Eloctnc Co 4pp 46601356 46601362 

*■8800220308 K’ol-co of violation A proposed imposilion of civ.l ponalty in amount ol 
SV000V io' alien ndod .senior roaevor ot^otaloi found mattoiiivvo to vnsbumomations A 
controls A allowed personnel lo bn distracted dumuj period prior 10 0/0324 
TAYLOMJ M Depuly ExCCul.ve D.rector for Rcgonal Oporations. EDO (Post 0/0413). 
08/00/09 3PP 4G601.3GO 4GCO 1.362 

8808220305 Forwards noiico O? violaiion A proposed ipiposilion of civil penalty in 
amount ol $1,000 

TAYLOR, J M Ocpuly Execulivo DifCClOr lor Rugonal Oporaiions. EDO (Posl 070413) 
08/08/09. PIEPCR.W.O. Phladolpbia EledtiC Co. 4pp 4GG03 009-46603 016. 

•*8808220307 Noiico of violaiion A pfO|)OSCd Imposition ol Civil ponalty in amounl of 
$t.OUO Violation noted senior roacior operaiO' was inatlonlivo to mstrumenlanong A 
conlro’s A al.owod d straction of personnel for period prior to 870324 
TAYLOR J M. Dopuly Exocelivo Cirodo: lor Moyicnal Cporai:o.iS, EDO (Posl 070413) 
00/00/09. 2pp 4GC03 013 46603 015. 

8808220309 Forwards notice Ol v:o!aiiOn A proposer) inipositon ol c.vil ponally in 
amount of $500 ro operator fnaltonlivonoss in control room Info Uctalod (mf 
10CFH2.790). 

TAYLOR.J.M Depuly Execulivo Dirocior for Regional Oporpt.ons EDO (Posl 0704 13) 
00/00/09 CRIDBLE.J M PhiJarfolphla Efeclr.c Co 4pp. 4 6601:394 4660 1310 

•*8808220313 Notco of viotahon A proposed imposition of Ovi! penalty In amounl of 
$500. Violation nolod. operator muliontivo to mstnirnenlfi lions A controls A rood nrj 
non ob-rolatod malls wriilo on duty. 

TAYLOR. J M Deputy Executive U roclor fer Regonal Oporauons. EDO (P 09 t 870413) 
88/08/09 2pp 4660 1 3C0-4C6O1 310 

8806220311 FoiwanJs noiico Of vielaticn A proposed imposlbon of civ.l ponalty in 
amount of $i OOO.Vio’abon notod conirol room oporaiors observed sloep.ng whlo o.n 
duty in control room A reading mall noi difoclly job related. 

TAYLOR. J M Oopuly Exocutivo Di'dclor for Reg!onai Oporabons, EOO (Post 0704)3) 
00/08/09 BLASY.R A Phi'adOlphia Eloctnc Co 4pp 46602 3C6 46602 312 

-8808220315 Notice ol violation A proposed mpos-lion ol civil ponalty in amount of 
$1,000 Noncompl-anco notod conirol room oporaio: sleeping al slat on 
TAYLOR J M. Deputy Execulivo Oirocior for Regional Operations, EDO (Posl 8 704 1 3). 
08/08/09. 2pp. 46502 310 46602 312. 


8808220314 Forwa'ds nofco of v:olaiion A proposed m posibon of Civ! penally n 
amounl of $803 

TAYLOH JM Deputy Execui.vo Dcocior lo: Uogiona 1 Cperelcns, EDO (Posl 870413) 
0B/OO/O9. CLARK.A R Ph latJelphifl LleClnc Co 4pp 46601:160 46601.166 

— 0808220316 Nohco of violalio.n A proposed imposilon of Civ.l penalty in nmouni of 
SOCO Vmianon noted sencr locclcr eporater hialtoniivo lo instrumental ens & controls 
A allowed personnel 10 be tlsiracied du.'>ng period pr’Or lo 070324 
TAYLOR.J.M Deputy Execulivo Urecior for Reg-onol Operat.ons EDO (Posl 0/0413) 
0B/O8/O9.3pp 46601 164 46601 166. 

8808220317 Forwards noiico of vio'aiion A proposed mpos lien of civil penalty <n 
amounl ol $5C0.ViclrtliOn roiod.control room epurptors ebsorvod scoping wh ;'0 cn 
duly m control room A road ny mat) r.oi dirocily job rolaiod 

TAYLOR.J M Dopuly Execulivo Director for Reg onat Operations, LDO (Posl 0/0413) 
ea/00/09 STAMBAUGH.B A. Philadelphia Elccinc Co 4pp 46602 270 -40GO2 204 

-8800220319 Nof co ol vio'aiion & proposed imposilion of Civil penally in amount ol 
$600 Nt>r.( omp!'anco noted conirol room oporaior s'ucp rg al siaiion 
TAYLOn j M. Deputy Execulivo Director for Rogonal Cporal cns. EDC1 (Post 8/0113) 
Ufi/08/C9. 2pp 40692 202 46602.204 

0000220320 Fcrwards notco ol v:olalion A proposed imposition of civ.l fii’miy in 
amount ol $1 ,000 Vioiflt’Cn nolod control room opernters obsorvod sIuqji rig wfVo on 
duly m conircl rcpni A roadir.g mails noi di'ccliy JoSr reloiod 

TAYLOR.J M Depuly ExooJ.vu C rector for Rocionnl Opnralcns, EOO (Post 079413) 
08/1)8/09 PFENDLR.FJ PfiMdOlphm ElOClcC Co 4pp. 46602:299 4CG02 305 

-8806220323 Notco ol v.-otabon A jiroposod impos.lion ol civ I penally in nrcuani cf 
$1 .OOU.Nuncump’ianco noted ccnlroi rooni opcralor s’eo|i ng at slat on 
TAYLOR.J.M Depuly ExocuSvo Dreclo: (or Rerjional Oppfaicns. EDO (Post 0/0413) 
00/00/09 2pp 46602 303-46602 305 

8900220321 FnrwarcJs nohco of vclsbo'i A proposed imjiosihon cf civ.l fienally in 
amcunl of $0OOV:ota*on teased on operalo' obsurved sleeping wh/o cn rJ.ity in can 
Irol room A reading mai ; s not jcb rotated 

TAYLOR J M Oop »1y Execulivo Drccior lor Regional Opera’ ens, EDO (Post 0704 i:i> 
U8/00/09 CRCMWELL.FS Ph IndolphiP Electee Co 4pp 40602 249 46602 255 

-BBQ0220325 Nobco of violation A proposed imposilon ol C.v.l pona'ty in iltnounl of 
S000 Vro’Pt en*i roicd Operator observed to bo maiiontivo In nsirumuntat ons A con 
tro! s A disboctod by flcliv.t-os that violated Procedure A 7 . 

TAYLOR.J M Dopuly Execulivo D,rccior for Rcgcnal Opr.rations, EDO (Posl 670113). 
69/00/09 2(:p 4GG02 253 46C02 255. 

8000220327 Forwards noi:CO ol vio’aiion A proposed mposihon of c.v.l pc-nolly in 
amount of $590 Vio'at un based on inalienlive bchawer 

TAYLOR.J M Deputy Exoculwo Director for Ifegipnal CpO/tllicns, EDO (Post 0/0413) 
0U/G0/O9 EAGLE SWM Pbitado'pFiaElecb.cCo 4pp 4C602. 195 46G02 191. 

*•0906220332 Notice ol vio'aiion A proposed nn posit. on of e vil penalty amounl ol 
$509 Noucomplaace nobrJinaUc.nt veivoss to vxstruwumUU oris A cnnVoYi dm-ng van 
ous shilrs 

TAYl.OR.J M Dopuly Execulivo Drecior fer Hugonol Oponitions. LDO (Posl 67U-1 13) 
60/UB/O9 2pp. 46G0? 109 4G602 191 

8608220333 Forwards nohco of vio'ation A proposed imposilion of Civil penalty n 
air.ount ol $500.Vlo'al on noted conf'ol room oporaiors observed sleep ng whlo no 
duty !ri conlro! room A read ng malls noi directly job relaiud 

TAYLOR.J M Deputy Executive Dvectot lor Regional GporU-licns, COO \Post 6704 l‘J) 
63/00/C9. 1 ALCONE.D.G Ph.lado’phia Electric Co 4pp 40602 205 40602 201. 

•*8006220335 Notice ol violation A proposed imposit on cf c.vil punolty in amount of 
S500 Noncorrj>i«nco noted conirol room oporaiors slcejilng nt station 
TAYIOR.J M Dopuly Exocul.vo Cireclor for Regional Operations. EDO (Post 0/0413) 
S0 /08 /OO 2pp. 46002 209 40602 29 1 

8808220334 Forwmds POUto 01 violofon 8. piopostul Imposbon ol c.\ 1 penalty in 
omouni of $OUO Violation basod cn innilenlivo bobov:or 

TAYLOR.J M Depuly Execulivo D.ructor for Roironal Oporaiions. COO (Post 070413) 
00/00/09 MOOHES.nn. Pnilado'phia Efeclf.c (To 4pp. 46602 169 46602 205 

-0806220336 Notco ol vlo’ahon A proposod imposition ol Civil penally In amount ol 
$000 Violation notod mouoniivoncss lo insirumGntniions & r.onlrols during votJous 
sliilis. 

TAYl.OR.J M. Ocpuly ExoaiY.vb Dvetio/ lo f Regional Opor aliens, EDO (Posl B704VJ) 
00/00/09 Ppji. -1660 2 203 4G602 205 

8808220337 Forivards not.co of v.otabon A proposed imposition of ov,l puna'ty in 
omouni of $500.Vit>loHon basod on inmfonhvo behavior 

TAYLCR.J M Dopuly Exocti* vo Dircclor lor Regional Oporai ons. EDO (Posl 6704 13) 
00/00/09 SAXMAN.PE Ph ladc'jilva Elccinc Co 4pp 46002:171-46602 177 

**8808220338 Notice o) v.olat on & proposed imposition o) Civ.l pono'-ly >n amount ol 
$500 Noncomp’ianco notod Inaltonhveness to msirumeniat.ons A controls dii'mg vari- 
ous shifts 

TAYLOR.J M Oopuly Execulivo D rccior for Regional Operat.ons, EDO (Post 6704 13) 
08/00/09. 3pp. 46602.176 46602 17 7, 

0808 220340 Fo'wards rollco ol vio'at on A proposed imnosil-on of civ.l penally in 
amounl of $500 NRC found dial inalicntivonoss doscribod in ordor occurred over ex* 
tended period ol tmio A was pervasivo 

TAYLOH ,J M. Deputy Executive D.roctor for Rogonpl Oporaions, EDO (Posl 0704 13) 
C0/C0/GO BALLANTYNE.J.W. Ph-ladelplra Eloctnc Co. 4pp 4G602 102-4GGC 1 ?: 190 

-6006220344 Nohco ol violat on A proposed -mposihon of c.v l ponalty in amount of 
$500 Noncompiianco noted inattont.vonoss to msbumontahons A conirols on various 
shills. 

TAYLOR.J M Dopuly Execulivo Oiroctor for Rog onal Operahons, EDO (Posl 6704 1 3) 
nn/00/09 2pp. 46602:196 46602 190. 

QQC9220341 Forwards nohco of violation A proposod Imposilion ol civil ponalty in 
amount of SQOO.Vio’at on based on inattentive bohavior wlulo cn duly. 

TAYLOR.J M Deputy Exocuhvo Oiroctor for Roglonal Oporahons. EDO (Posl 0704 13) 
08/00/09 WOODROW.O.S Ph ladeiphia Eloctnc Co. 4pp 46605 123 46605 120 
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* 8803220343 Notes r.i nCat-on & p'Opcseo i-pos-ion cf ci/i penary n amourt oi 
J80G N'3rccTp*a.“.co ro'ea 0 .1 var.ous sills ir plemcr la'-O'i cf Procedure A 7. ‘Sh:lr 
C.'Ofa'*C'»s, ’ pet Toch Specs 69v r'a'ed 

TAYLOR J V Deputy Eioculve LYectC* fo-' Re^Dral Opera ions EL'O (Post 370413} 

8<j /03/C-9 2pp 40605 I?? <16605 ’29 

8809220342 Forwards ncKo o' v'c'abon S proposed mipcs Wi O' civ I peraKy n 
«.rro_rO tY $500 V cV z<\ i rased Cl naW&i \ vO Uhav o* 

TAVlCPJ M Oepul/ Executive C.rectC' (or Rcgioia 1 Opc'alrrs, ECO (Pest 87C413) 
48/CB/09 HVU.RS. Pr ^ , C»va ErsC'tcCo 4p? 4650? 27 1 46602 2?7 

**88082 2034 5 Na-cci o' violation A prcpostd .npos!<on cf c.vil Denary -n ampuil Cf 
SSCOVoiaicn no'ed naueiLveness to nVi,niQr*cjloi5 A eo.il'Cls tfur.ro vnncus 
sh-fts. 

TAYLCR.J M Deputy CneciJivo Secret for Rsqcnai Operatic's, ECO (Rest 87<K»3) 
86/00/0-3 2pp 466(52 27fi..ifc6-3? 2?/ 

8906220350 Forv.a^S roico o' v.olaticr. S proposed rrpostion of ov-l penally n 
amour* o 1 ViiMaboi 1 cn naUi mo behavra 

TATlOH J W. Deputy txocu: vo Orm-cic* 'of Regonal Ope/a* ers, EDO (Post 870413J 
69f'J6fQ3. DENl.JS PoUteipYia FlGCl'ic Cc 4pp *lCM)2 \ 78-WVH . 1 0* 

**8808220357 NCliCO ol v canon A p repose u mpes ion cl c.vil penally i.i aircjil of 
S530.N^nromp-' aivco retro railcrl.vcrioss 10 nsirumcntal oms S controls dut^g var • 
ous s lifts 

TAVLCn JM Deputy Exccu'vc Oirec:or fc* FU>coha1 Operations, COO (Rov 970413). 
06/O6/C9 4pp 4E602. 182 *6532 184 

8806220352 forwards roicc ol vioa'on & proposed irrpos I cn ol Ci* I penally n 
&0G V-&1&I y> based on r.a'.teriVwe bstwww. 

TAY^ CF.JM Deputy Evecuiivo C ec\w ler Reconai Operations. EDO {Post d/0413) 
66/OG/CQ BALC<VN JR FHaaelolua FU.-c’r :: Co Ipp 468CI 238- 4660 v. 295 

**8808220353 No* do cl violation & pro( osod m posit, on ol c vl po.iaty m amc jn| ol 
SSOO-SIcicOfTp arce neled imilen* vc.icss to instruiier:ai rrs & contro s during v-^ri 
OjS shJls 

Tay^OH.J M Depuly Lxe-cufivo L’-reclp - for ncgiOnal Cporai<o.is EDO (Posi 970413) 
80/03/00. 3pp 40601 292 48601 296 

0606220356 Forwa-ds notice &* v ola ten 6 P'O r tc*r d mpes i on c< c.vl penally n 
arr.pjri* ot S8C0 io oaUtiM\er.e*.s m 001 * 10 ' rootP'i^O dci«lf;d tirj '0CrH2 73C.) 
TAYLCn.J.M Copuljr E>ec.itivo Dueclr* for flog on m Coalers, EDO (f’osl 8704J3) 
88/03/09 V/ An GO. A P Elocft-c Co. 4p^ 46601 3U 3 1 ? 

-8G0B22O361 NciiCO ol v<olai an A proposed ••nposlon cf C vil penally in arroj.il ol 
SflflDVo'alcn noted soric* epera'o.' inatturii/o 10 insif,mo.ra*cn$ & convoys & al 
'Owed pe.'SOrnel Ip bo d'SlratloJ du ing period pr.cr to 0/0324 
I AYLOn.J F7. Deputy FxOciif >ro Difeotof fer .,r.a Operations EDO (Posi 0704 13) 
00/03/09 2pp 4560I315 466OI3I7 

8808220359 F<;r*ards m>: Cu ol violaipi & p'cposrd irposi'Ci Cf oyi 1 ponally in 
an.s-.r.t oi tCy^.Vtd a‘»oi noted cor.*,<c f tcci'i operavo-s i/bser.od s‘crpi"ig *tV& o-> 
duly A #ea-1i.'»g nails roi di'cclly ,ct> te'aled 

1 AYlOa^J OcpUy Eieecutiyo Dioc'ot <ct RcyciV Opetations. FOQ (Post 87C4I3) 
60/C6/O9 ^CMNSON S Ph edeJp'ia Efcc r C Co 4pp 46602 29? 46602 ^L»8 

-88082203G2 Notice Of violation & proposed I^posi’icn o 1 Civi. pens' ly in aiiCtnt cf 
SDCO.iNoiCOrp 'ircu noted ccn’rol *oo ”0 operator £fcnp.ig al ^lel cn 
TAYlOn.J M. Dcpu'y Exocxifivo Diroc*of I C» noicna’ Operafions. LDO iPosi 870413) 
88/08/09. 2pp 46E32 2Gb.46b02 29fi 

G0C372O36J Fonvaros notree of vCaici A p*opose(j impes tion ol civil penally n 
hit c jr.t ol S500 

TAYLOfl.J M CepJly Exectiwt# D'OCIC* for Reg-tnal opcrai ans. EDO (Posi 8/0413) 
R8/C9/09 mUAy.H p. pfi Molpfua E‘ec!*icCo 4pg 16603 086-46503 092 

•*8808220368 N*o* co ol violation & proposed iTppsnon o' civ I penal!/ n aneunt ol 
S5U0 V.dai on noiod./eaclor operator bund .nai lentivri lo msiru non’Al Crs & coslrols 
8 lomd read rg noijo'j rolaleJ mal's d/>^ pencti pr ot 10 970324 
TAYLOR J M Deputy E»hc jtivO Drcclci lc< Heoional Operations. EDO (Post 670413) 
68/08/09 2pp. 46603 053 46903 092. 

0008220366 Forwards nol co of vD'alci & proposed mpos l:on o' evil penally .n 
atroui' cl SCCG Violat -cn nc>‘ed ccnvot ioo^ opwrato^s s'enping wivle cm 

duty 11 conucl roeni & toa.i '.g rrai s nol d *cctly io5 related 

TAYLOR J M Deputy' Evecunve D. r ec*.or ‘or Pcnio-ial Operations. EOO <Post 6704 13 |. 
68/00/09 THAR^E.G W Prvtode.p7.-a F'ccinc Co 4pp 165^1 266 46601 333. 

*♦6608220367 Notico o‘ vio'aion S proposed impoiilcn o' ervii penally n ancuil of 
S500 Viotaion nc led operator na::eni jq to i~sirL,menialon & ccnlrcS 8 mac rg ocn 
|Ob 1 elated rrn s \vh fe on rijty. 

TAYLOfl.J M Deputy Executive Direcip.- lor Rccjio.ial Operations EDO (Posi b704l3) 
08/05/00 3pp 4E50V3CJ 46501 303. 

6006230012 Forwards no*c« of v Alatton & prcpcsod .mpest'on ol c.vil penally n 
arrnuil of S8-C9.Ccri‘e-l room operators ebservod sloecng on Jjty.rca'frg mull nol 
job rela'edA beirg ne'tcn've Roscorse lor j'iccoi v okum <er,ucsicd 
TAYLOR. J W Dopufy Evocu’rva D<iocfor for Pego.nal Operations EDO (Post 870413) 
aa/oa/oo SPEErz hE. Fn'rKfC'phia Electr,cCo 4pp 4€t97 254-46G07:2e0 

**0006230015 Not :a ot vioMi.on & p'oposcd imposii on ol civi- penaty n amou-'U ol 
S890Noncorrpl a<ico no’cd opn'atcf naltontivo to nstrumeilalpri & conKols,read.ng 
rnntis noi icb reia'erf & s eep-n^ while on duly 

TAYlGR.J.M. Deputy txocji'.ve C- 'Octor for Reg onai Cpotai ors. ECO (Posi 070413) 
69/09/09 2pp 4 0&37 250.46507260 

8008230014 rorvrirds novcu o 1 v.olalion re cpeiato.' s'oopng wh '0 on du'y -n ccrtrol 
toorr read.r y ma'li no* drectiy ^ob tc'alod 8 bcirg ictauontive to obl gabois of l. 
ronses 

TAYLOR.J M Oeputy Exe;u*rvo Oireclo< lo' Fle^onal Operations. EDO (Post 870413) 
88/08/Oy K'RKHOFF.P W. Flulade p'iia Poctnc Co 2pp 46620 143 46620 M8 

-6808230016 Noi ce cl vio'aion Pom anfotce-rert cor.tereico on 600210 & vic'at.on of 
reuctc-' operaldr 1 . cense. y<o1auoi noted matfcnl-ve to msl'umenlation & 
ccnlro* mad.r g non job related rraVs a resvng w/oyes closed 
TAYLOFl J M. Oeputy ExocuVo D -ector lor flee oial Operations, t DO (Post 0704 13) 

ee/ce/c3. 2 pp 4e6?0:u*> 46 & 2014 &. 


8000230017 Forwards noheu of vcalalicn & proposed irrpos |( oe ot 
empjni of S800.A:hvilios riosc'ib*.‘d in not ce weru ongaged n t/ ror 
live ol complacent & urpo'essijnai oHiUkjo teward pr.viicqescl i>ci. ns< 
TAiLOR.JM OopLfy Exoc.d.ve pvcctcr for Rog.cna 1 Opuraf.ons EDO 
80/00/09 WHITE.t. T Pri.adolph>a Electric Co 4pp 45012 335-4501?. 

• •0808230029 Noi'CO ol violfllipn S proposed \-rpos I'dn of civ I peial: 
S08O Viol at ar s n Died operate' ebserved to no inattoniivo to lns:rj-io 
trcls 8 dist'aefed ny activities ihai voiaied Procedure A 7 
TAYLOR.J M Cepc’y E »tcul'vo D'toclct lot Rntjona' Opot alp os EDO 
89/00/09 2pp 45912.339 4591? 341 

8808230019 forwj'ds nolico o< v.clohon re maltopliveness cf reupc^l I 
operator I :ense CM penalty not proposed oul recurrrrnco Cci.U 'osull 

IXQ.'ISO 

TAYLOR.J M Deputy Executive Htector fo' Rog-crrir Opcrai ons, EDC 
89/C8/09 SWAYME.G L. Pri a odo:phra Eloclnc Co 3pp 46G20 190 4 6G 

-880823D020 Notice ol v.a'at jn Iro.n onforcemerit confuronco o.‘. Cf 
oolcd.GL Swayne observed lo be mattOnhvO lo .nsirnrroniaiir>.is 6 ccr 
ed by adwiioi ll«at vio'.olert Prccorfuro a / 

TAylO.H.J W Deputy E^eculivo Di'CCior for Regcnjl O/ieraiicr.s. ELK! 
09/08/09. ?pp 46620 201*46620 203 

8008230021 Foryr-ifds rolxo nl MoaUui & (iroposctd (mposi’On o* 
amount cf S8C0 Vijla* cn based cn inallentivo befmvior whlo dJ'y 
TayI.CR.JW. Oer.uiy Executive D-rectu.' for Rog'O'ial Cpor<i!io-is Ei;(; 
00/08/00 KCCHLER.CE Pfti.u(.'G:phi t i Elociric Co 3()p 46b 19:130 *1C 

-0809230022 Nosco Of volahon & p'oposod imposition cf C vJ pern 
S0OO Ncnconn.l nnce noted r:aiiont voncs 9 lo nslrurncnlahoi & Corl'L 
TAYt CR J M Dup^iy E xccuhvo D recto.' tor Rcgicnal Oporoiiom EEL 
80/09/00 2pp 4 0619 303-46619 305 

6608230037 Fcr*varJs naiice Of vto'oi-cn & proposod irrpos no: i cl 
arro jn of S5C0 Violation based on matter Awo betiav-o 1 wlvil'i on <b»^ 
TAYlCR.JM Oep:.fy EhgcuIivo C rector for negoia 1 Opera! o n s, EU( 
63/00/09 WEAVER J K* Ph‘ado:ph-a E'ocir c Co 4pp 46625 0 -^ J4f.( 

**6008230039 Nobce o' viC'atcn & prcfiosod nrpcSiliOn of civ I pen,: I 
S5C0 Nonccrn-p'ia'-co rofal maitonlivonoss to insiri.mohlakin d i.op'k 
IAYlOH.J M Deputy Execut-ve Director 'or Rngipnnl Oporatons, E L>C 
D8/C0/O9 2pp 40626 013 46620 015 

980823D042 Fcr^ards notice Ol v.clAl'OP Iro.n entcrconu.nl f.O'*Cicft 
8002 10 Violation based on roilontivn bU avor wiilu on (July. 
TAYLOR J.M Deputy CxecuVvQ D.iecloi lor Regiorol <3porid 0 * s L>' 
rja/oa/oo winters. a t ph lado'pjia Lmciuc Co 3pp 4f,<vj/oG0 4f 

-88062300*14 Ncticn ol v*claion frnm onfO'Cenipnl cP-'fufince 
0832 10.V o'alicn doled i.-'anenlivoross 10 mslrumcntal on & co-frols 
T AYLOH.J U. Doputy ExCC./ vc Director fO' Rog.ona' Opera lions, t.Ci 
00/O8/CO. 2pp 46607 063 46607 065 

0808190243 Discusses Inyeshgniion Ropt 1 8? CoJ & lonivorcis iclr« 
p'Oposcd import on ol civil penalty & order irodkrg Lconsos 
7AYi.On.jW Ofc of iho Eneculive Dime 10 / for Oporplions flB/Ofl/' 
rnln jc-iplva L'ccinc Co Cpp 4b59&032 465^10 D50 

-0906190246 Ncl'-e Cl vtO'aLOn & picpov’d nrposiLon ol * *vl imi., 
S l.?5O.0vOO.V o'alons noted control room epornmrs oIjscivuJ sic 
Culy.rcod.i-Q malls not evect-'y teb toialod /4 ftub.ro to trig! iloms InffJI 
TAYl.CR.JM Ole ol Iho Exoculivo Dirccior for Opeud-oss 
46599 030 46598 041 

•*8608190248 Order mod.fymg Lico.iso DPH.4.J.DPR-56.NPF 30 A C r l 
i 0<‘S mvp'ving (rconsed operators sleeping in coniro. 1 roonwomJ uy i 
icb rc alcd A ou.ervuso natienhvo to cb'itjnhor-s of fico.iso 
TAYLOR.oM. Ole 0-1 Iho Executive Director lor OpomlonS. t)4/04 
Electric Co 9pp. 46598 042-46590 060 

8808050135 NRC Ini o Notice 69 C69. Inedcquaio Design & Insta’ot 
Poaouat an Soal% “ Svc l st or cl 

ROSSI. C E D.visicn o 1 Operaiional Evenls Assossrront (Pcsl Fi/C 
Consol da tad Ed uon Co. Pi New York. Inc. I2lpp 465G9 ?98-46570< 

8808050248 NRC 'nlo Noiieo 86 061, "Conirol Room HutMtah lily Rr 
Operanig Expex o.icu ' Svc 1st end 

ROSSi. C L : . Divson of Operational Events Assessment (Post 0/( 
Conso'Kfated FdJSOn Co oi New Yo<k. Inc 1?5pp 4659-1 312 465951 

8809160172 Requests discussion rd cai-r.g bow regui r emonis lot lalbK 
A iitcrlaces rrei n accurda'-ce w / ASMt Cone 
MAKTIM.R.G Pro.ect Qvec.loraie 1*2 8B/00/U ALDLN.W.M f’l ci.ic 
3pp. 46559 118-46559 1?0 

0800050295 NRC ln<o Notice 80 062, “Recent Findings w Imp'omon 
n*arrs by Supp.'iers ol Transport PacKayos “ Svc I si unci 
BURNETT ,H.F. D.vis oi cf Salecunrds A Transportation (Posi HA 
Con soli Jared Ed sen Co of New York. Inc I09pp 4b50i 155 4GC.01 

0000240439 Forwards Saluty Insp Repls 5O-277/08-25 & 5O ?73'0 
22. No violdt or.s r'otod 

GALLO RM Rug. on 1. Ole of iho Direcior 83/08/1? MCNEILL. 
ElUSVi'C Cc* 2pp. 46623 042- 4662 

♦•8808240442 fnsp Reels 60*2 7 7/68- 25 & 50 270/88-25 on 8807\ft2 
dev.at.ons notodWa|or arc? as inspected ut.i .'iconsod oporalo' reei-a 
w/respec! lo gregram eftect-vencss 

WALKER.T., LANGE.D. Reg ; cn 1, Ofc ol iho Director 80/00/ l 1 
46629.048 

0008090264 NRC In'o Nobcd 88 063, “H.gh Radmiion Hazards From 
DGteclors & Cab'es '* Svc l.st onci 

ROSSI.C.E. Div.sron of Oporaional Events Assessment (Post U/' 
Consol daiod Edison Co of Now York, Inc 1 lCpp 46560 Cb5 -16569 
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B8D8 110206 NHC Inlo Notice 86CG4, VI Opting F res in Nuclear Prccoss Sy& ai NbC'e- 
ar Power Plants ” Svc I si encl 

ROSSl.C t D.vscn ol OpGraional Events Assessment (Post 8/0*1 11 1 88/00/ If) 
Consol -rioted Ed son Co of New Ycrk. Inc 104pp 46643 001-46643:104 

8008120327 NRC Info Nohco 00 06b. ‘ InaUvorleni Drainages of Sponi Fuel Pco : s ” Svc 
I st of cl 

ROSSI CE Ovjoon r. J Operational Evonls Assortment (Post fl?Q4U) CG/C8M6 
Conso'idaiod Edison Co of Now York . Ir*c t23pp ^66?0 Oil • j lbb«?0;l33 

0800160392 NRC fn'o Nof-co 00 CL6 "industrial Radog'aphy Insp & Enlo'coironl SvC 
•isl end 

CoNMNGHAM.fi E D- vis on of lr.d»,<;lrial & f/edral Nucloar Safety (Post 8/07291 
00/09/22 ConsoVJaiod Ed son Co ol New York. >nc 93pp *16628 1 34- *16628 223 

8808160414 NRC Info Notice 88 C67. “PWR Auxiiary Feedwater Pi. pip Tubre Over 
speed T r-p Failure ' Svc list nncl 

HOSSI.CE HiviS'On ol Ooe'al.cnal Evtrls Assessment (Post 970411) 00/08/22 
Conso’idalod Edison Co of Now York Inc I29pp 46G43 105 1GG43 2?7 


R. Periodic operating reports 8 related corto&pondence 

8808030098 Fcrwa-ds plant status rep? lor 880709 22 
L-NVILLE.J C Regno 1. Ofc of ihe D'ocio;. 00/07/20 KANE.W f : Heocn >. Ofc of 
IhoDroctCr 5pp 4G40J 220 46403 232 

6008220250 Monthly onerping rrp*s for Jul 1900 lor Poach Bottom Atomic Power Sta- 
Icn Units 2 & 3 VJ/ 0800 16 11/ 

M'OOIRTON.L L . ALDEN.WM Philadelphia Electric Co 00/07/31. I4pp 40503 130 
16603 143 

8800080161 Forwards fourth monthy scliodj'o tpdnlo as part of rostarl plan As ol 
600901. 09^ of restart a?liv.:es ccn-pioioif 

MCNEM.L.CA Philadfilpli-a L'ecir.c Co 00/00/03 fHJSSLLL.W T Region i. Ofc c? 
ihoDrectcr I2pp 40-161 035 -At 451 ICG 

8008220059 Forwards plant rosidunl status ropt for 000/23 CHC0 
UNVIUE.JC Region 1. Ofc of Utn D.rector B0/C0/11 KANE.W.F. Region 1 . Ok of 
the Di'eclor 5pp 46603 262 46603 200 


S RepoMablo occurrences, LERs 4 related correspondence 

8807260208 LEH 00 031 00 on nflCGlldscoverufl mat dampers in emergency but* 
room voniilaioti dud por olrahtin wculd noi close Causod by vnnMaiion dffusu' local 
cd n darnpur irat* Fi'O waich n 4 KV switchgear room connived W/flfl07l3 Hr 
UIHELY.WC.. FCGAHIY.h'P Ph ailclphin fllociric Co 0n/0//l3 4pp 16207209 
40207 212 

0800020319 IFR 00 036 CO on BR0G24.pmini Ciroui) II oulhoard Isolation ol primary 
coniammonl isolahon ays cccunou Caused by acciioiitnl grounding of loomin' m con 
lro‘ panel Fuso IGA f 22 replaced V// 000725 nr 

niRELY.Wt:. FCCiARTY.L P PhMde'phO EKchC Co 90/07/25. 6pp 46302 101 
463B2 105 

8008050217 PNO l 00 07/ cn 080727 Punch Uoitcm co ownors s-.ul FbiVulolpMu Elec 
Inc Co (PECO) lor la.luru lo comply w/PECO obigahons uidcr contract to nutfy co- 
owccrs of sor.ous operator otronlivenuss proh'oms 

UNVILL E Rcijon 1. Ofc of the D.n.cio?- B0/0//27 ip 4G44f> 320 40440 320 

8800170107 Confirms utl undcrsiand ng of alfirmniivo obl'galion under 10CFH2I 8 50 9 
to nolify NR(^ Of s gmficanl :nlo ro rosU'irt (Jofiljorahorjs 

RUSScll. W 1 Jhrgron 1. Ole ol Ihu Drtxrtcr 00/00/04 COnilS.U DoUnnnm Power 
& Li:jf>1 Co 3pp. 4Gb/ 1 001*46571 003 

0808190203 LEH fj'1007 C0on 09O/12.pnrhnl Circup II Otilboard iftn'nhon ol primary 
conlonmonl isclaion occurrurl Caused by fuse foluroF^su icplpced & iso'alicn 
rosoi.W/00001 1 ilf 

UIRELY.WC. FOGARTY. E f> Phlado'pha Efectuc Co 60/00/11 bpp 4G590 19G 
46590 200. 


U. Congroselonal/Exocullve Correspondence 

0800010074 Responds to 800607 lir ro pulil c parlicipot on ,n Commss on decision con 
curnruj reslarl of plan! Resells nf ongortfl GAO Sludy w.ll ho cons-rlorcd .n rosiari do 

2ECH.I. W Corrrrissioricrs 09/07/19 SAnGANES.P S . MIKUl bKI.O A Scnalo 2pp 
463G3 333 463G3 323 

-0800010090 Ack rccopl ol commonis 09 utl plan for roslarl cf p'ont Commonis wil 
bo faciorod inlo review of uli! p!an 

RUSSEI L.W T Region 1. Ole ol rho PrcctOf 80/00/IG SCHAEFFM.W D. Maryland, 
Siaio of ip 46363 305 46363 312 

♦ ♦8000010101 Exprossus co.ntinu.np concern ro rostarl of planl Accompommoni of Sinio 
cf MD roprosonidl.vo vv/NRC mvoslitjalo's lo p'anl lo verify if'at util OffGChvcIy mip'o- 
monied corrociivo achuns ro rustad rcquoslGtJ. 

SARBANES P S MIKUl SKI.B.A Sonalo 08/06/07 /ECH.L VV Ccmmssorors 4pp 
46363 313 4G3G3 323 


V. Operator Examlnalions 

0008220001 Noliticaliun of Siyn.licanl Liconsco Mootr.g 00 129 on OGOfll 1 w/util at Situ 
lo d.scuss inailontivo opGrator concoma as ic!eniif.od in 070331 order. 

UNVILLE.J C Hegcn 1. Oic of iho O-reclor 00/00/09 Rog on i. Ole of iho Director 
2pp. 46593.246 4G599 247 

8800220273 Forwards nouca ol vio’anon & proposed imposition of civ.l penally rn 
amount of S500 Violation based on mattenlivo bofiavio/ whito on duly. 

TAYLCR.J M Deputy Exocut.vo Dircclpr for Hegonaf Operations, ECO (Post 070413) 
08/00/09. MALDONACO.R A Philadelphia EloClncCo 4pp. 46605 072 46605 070 


■3000220275 tioheo o' vio'aiion & ptoposod imposition o' civ.1 pecp'iy n amo.inl cl 
$500.V<clat on noted inaltont.voncss lo r*stru.Ttniations & ccntro’s 
TAVLOR.J M. Oepjty Fxccutivo D rector ‘or Regina 1 Operations. EDO iPcst 070413) 
68/06/09 2 pp 46605 076 -16605 070 

8B0Q22027G Forwards notito of vio'ation & p*oposed impuf. bnn of c.v.l por'a'ly n 
amount of $500 Vio aliens PaSGd cn nvc si gahon c 1 nfo mceivoa that tonlrol room 
opuaiO’S observed lo be veepmq w,'v’.o on ifuvy m ccn'io' teern 
TAVlOR j W Deputy Executive brcclor lor Regrocal ('pu'atcns, EDO (Post 070413) 
00/08/09 YOST.NO Ph.'adelph»a Eloctnc Co 4pp 46602.340 -16602:347. 

-0800220281 Nohco of v.olaiion & proposed rrposilion of c v l penalty «n amount ol 
$500.Viula!cris noted opo.aler cbsc^od to bu .natldrihva to instrumentations A co.i 
fro‘9 8 distracted by aciiviics that vio'atod Prcceduru A 7 

fAYV.OR.JM. Ocp-.ay Execi'-iro OrcCtCi ‘or RL\,ona' Opeialions. EDO (Post 0704^3) 
00/00/09 3pp 4G602 344 46602 347 

0000220279 Forwards nptcu ol vol-ihon & impcs 1 oc o f rw. I pena'ty in amount of 
SI. 000 

TAYLOR JU Dopuly EkccuIivo D.rector for Rogional Operalons, EDO (Pobt 670413) 
00/00/09 MFTZ.Hl Phlade'pUH L‘t*nir.c Co 4pp 46693 105 46G0J ill 

-8800220207 N'oNCO of vo’alio.n S proposed impoSif on of civil puep'ty n amount ol 
S 1 ,030 V clat cri r;ok’d scr-io; reader opoiatur morenlivo lo msirurnun(at<3''s & co'i 
tro's S al'owed pcrsocrel lo bo distracted tlir.ng po- (,d pner to 6/0324 
TAYLOR ,.J M Oop.Jy Execuiivo Director ter nog mat Cpo'atcns. EDO (Pest 0/CM 13) 
60/00/03 3pp 46603.109 46603.1 1 ' 

8B0B220282 Forwards no'. Co ol vciabon & proposed iminniiion ol civi ponolly n 
amount ol S5C0 Violations based on opaafor icattoni.veiiess to nslrurm.nial cn & 
tcnircls & diSlracticn by acf.vit es that vio atod J^ocnd.iro A 7. 

TAYLOR J M Deputy Executive Drccior 1r ji Rcgcnal Operations. EDO (Post 1170413) 
00/00/09 CnOMWELL.P R Fh lado'pf‘10 Electnc Co 4pp 4CC02 25A 40632 2G2 

-8800220205 Notice cf vdaten & proposed imposition of civ.l pon.ilty in pmcbni of 
$500 ViOlHlcn:, no*od Operolor observed 10 bo m.illcniivu U) inslrumoniaiiors & ccn 
tio“s & distracted by act-v bns thnt v ulatod Procod-ro A 7 

TAYl OR, J M (Jupuly ExCCutivo 0.rectcf fO' Regional Operatior s. EDO (Posl 0704 1 31 
00/00/09 2pp. 4 6602 260 46G02.2G2. 

8000220209 forwards f'Olxo of voiailon S proposed rr.posilion o* owl penally n 
amount of SbCO V clalions based on info roco.ved that conlro* roo-ni eporpters ot: 
server J sloop ng whip on duly n control room 

TAYLOn.JM Deputy Exe&.' vo U rccio? fer negonal Cporn? nn9, EDO (Post 0704 13) 
00/00/09 A'CnCDEHTS.DC Ph ladolplra Electnc Co 4pp 4CQ02 206 46602*213 

--8000220290 Nalico of violat cn 8 p'opos<*d .mposilion nf civil punnlly n anrouni of 
S500 Violation nofod operator observed io bo malieniivu lo mslrumcn rations & con- 
trols $ disirnclori by acliv ties Hint role tod Procod iro A 7 

TAYLOR.J M nnpuly ExOculivo Di'eclor lor Rogioral OpOMl uns, EDO |1'ost 070413) 
80/00/09 3pp 40602 210 40602.213 

8008220293 Howards noi co of v.olalion & proposed iinpo^Hon of C;vl pu-'a'ty in 
amount cf $600 V oiations based on rocipionl malientivo 10 'nstu.n tmlaiicns & con 
irols A reading r.on joU related malls w).i!o on duty 

TAYLOR.J /.f Deputy Executive D reefer 4 or Regional Opcraiiong, EDO (f’ost b/04 13) 
00/00/09. DJANh.OVJ Pfi1ad0 pVi‘.i ElcUnc Co. 4pp 4GG"? 203 40602.270 

-8808220295 N'olicu of relation & proposed Impositicri of c.vil pena'ty n nmounl of 
SSCO Viclaiicns noterfOvV Uuano ebsurvod lo be inalluilivO to mst'umomof ons ^ 
controls & disiracK.d by bUvii os mat v oialcd Ptocoduio A ?. 
lAYLOR.J M Oepjly Exccul.vu Dirocto? fer flogonul (Jporotions EDO fPosI R7C4 l G) 
8H/C0/O9 3pp. 46602 20/ 40602 270 

GG0B22029Q Porwards nonce cf violation & •rrpcsihon of C.v I pena'ty *n nmount of 
$1,000 Vio'olions based on Of:crafor liui“i) ebsorvetj Sluopng whilo cn duly in control 
room & read ng mails not (I reefy job related. 

TAYLOR.J M Deputy Executive D.ru-tor for nogiocal Opcraljony, EDO (Post 0704 13) 
00/00/CO. WIUENER.WR Ph Uido ph a E'oclnc Co 4pp -IGGO i 2G6 4G601 27 1 

-0808220300 Notice of v.o'alion S proposed imposition of c.v I pona’iy n amount ol 
$1,000 Violations noted operator observed lo bo .nattantivu to tnslrumonta' uns & con 
hols & rtisiraclod by activities tl at v.c'aicd Prccodu/u A 7 

TAYLOR.J M Deputy ExcCul vu D rector ler Rcguim' Operations. F.DO fRosi 070410) 
00/00/09 2pp. 4GGU1 2G9 4GG01 271 

0808220301 Forwards notiCO of vioMLon & p'OpOSOd impos l-on ol cwl pona.ly in 
amount ol $500 Vio'at-cns based on operator sleeping wh:1a on duty ri ccntrcl room A 
road:^ mfills not rJ rrrctly |0b relafe<1 

TAYl.OR.J M Deputy Executive Dacctof for Re(j'O r> al Operations. EDO (Post 870410). 
09/00/09 MACENTEE.L E. Phi'adel ph:a ElocJrC Co 4pp 46603 CDl.4GCi03.0C8. 

♦•6008220304 Nobco of vio'aiion & (iroposed m^silipri of civil pnnally in orrci-nt cf 
$5C0 Viola? ons rolerJ Cpraolcr obsoived bong maitontivo to Tistrcn ontfllions & con 
trcls & dislraslcif by aciiviliGS that vio'alcu Proccdiro A 7 

1 AYlOR.J M Deputy Evocutwo D rector fer Reg cnal Cporal ons. EOO (Post B70413) 
00/00/09 3pp 46603.035 46603 000 

8808220303 Forwards not.co ol vio'flt.on & prcposcd imposition of civil penally .n 
amount ol $1,000 re maPom.vor.oss of oporato.s in cont*o1 room info deleted (rof 
10CFR2 790). 

TAYl.OR.J M Deputy Exoculivo Director fo f Roqional Operations. EDO U’ost 0704 13) 
89/03/09 ALWCOD.EG PNado’ph-a Electnc Co 4pp 4GG01 366 46601:302 

•0808220300 Notico ol Violation 8 proposed impost on of civ.l penalty in an*ci.nl of 
$1,000. Violation noiod.5on.or reactor operator fou^d nallentivo to inslrumcntat ons A 
controls 8 alio wad personnel io bo disirectod during period prior lo 070324 
TAYLOR.J. M Dopuly Exocul.vo Diroctor for Reg o/'al Operations. EDO (Post B70413) 
83/00/09 3pp 46601 360-46601 3G2 

0008220305 Fo'wards nolico of v.olalion & proposed i'nposiilon of civ.l pena'ty ?n 
amount of $1,000. 

TAYLOH.JM. Deputy Exon.* vo Drecior fer Reyonal Operations, EDO (Post 870413) 
GD/C8/09 PIF.Pnn.WO. Ph.'adc*lp'iiB Electr cCo 4pp 46603:000-46003 015 



0COG22O3M 
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Y l 5 , V. or * P'Oposod imp 0 si!:r cf c>v. penally m 
i i -V * -i' noloj co. ./ui room opd/a?ors observes sleeping wjhIq on 

Wlf 1 '**** A ■tnn/i j rvii« rDI dri city job rented. y 

J^rnno ft Icf r!\ <cr Opoialion*. IDO tPosl 5704111) 

Bc/CO 00 It- AS Y.M A. I humji>lpha F ocmc Co 4pp 4660? 306 46602 J12. 


■«Buev2QJ44 Mo l ico oi vio alien & proposed .rnpositioii nf < i,.i i.. ■ 
h ore prop 1 lar.co notod mail ant venoms to insvi.rouniaiii* <• \ - 

shfis. 

TAYLOR.J M. Deputy Executive D.ruclor fer Hoyonill Out /,tlr.i.-» | («. i 
G0/O0/Q9. 2pp 46602 106 46602 100 


iWlUv’t? v.o;»v<ri * praposod -rpjsiion ol 0.1 ce-ialiy ii arroj-i ol 
ilvivim ".y co.t.0. >o:>-i> opcMtor slcupirg 41 s!au:>n 

SS&y aw <c ‘ " oficnr ' tD0 


6B0922G341 ForwaidS ro' CO o' viO'.lhCn & proposod impn- <i ? i r 
er.ci.rit of SSdO.V.o’ai-on bas^d cn mnilont.ve behavior whi , i> 0*1 <■ v, 
TAVLCR.JW Deputy Executive D.roctcr for Rcgonal Cpo'.i'lin . i - 
88/C8/09 WOODFtOW.O S Fh ladc'ph'd EloctriC Co 4pp *l(. i .* 1 ■ 


011 H H iwo**'** n:>1C0 ° 4 v,c,<> “' or * proposed rrpos'icn ol civ.f penally in 

X Of0 f ot Regional Open a tons. EDO (Post Q7D413) 

O0/u<1#.,3 UA'lK.AM fVil/uJcf;^* a fcicclno Co. 4pp 4FfclM.ir>U*4G601;lG6. 


T^;r'7 ,,V, V r , ts M^i-srn unposnon <r e /ii penalty <n amount oi 

-GuJ V Jhi-.o'i r.Dtt’d si infer renc:or opn/alcr fallcrlivo to insin.mc'itnto.ns & conirc's 
S 0 W. I pot^ liu ol to lw »l.M'ndcd d*»: \VQ ponod pt o: to 87012* 
fAYl.CVi.JM Dii,; ily >] koci/Ii^o Director for ncgio.igl Opcvalons F 
£(I/!);1/C9 3|i|> ICd-'JI ICMGCji ICG. 


py’on&i Opcval ons EDO (Posi 870413) 


-8508220343 Not.co ol v.u'atcri & proposed imposition of < v.f < 1 
seOO.N'orcompl-anco noied.un various shifts imnlcmoi it.it <,n <>i I*. . 
Opc/atons. per Tech Specs 6 8 violated 

TAYLOR, J M Dop.ity Execut.vc O.roclor tor nen onul Opurnt hy 4 h * i 
SB/09/09 2pp 4C6G5 t2? *6t05.l20 

860B220342 Forwa'tfs notice of violation 5 p.'cposeit .mpii , 1 

amount of S5C0 Violation based on nattent.vo behavior 
TAYLOR.J W Deputy Execu'.ve Drectcr for Rcg onpi np^Mt >>> . i . - 
80'08/Oit HAHT.HS Priadoiph.a Elccmc Co 4pp 4tl(>o>»27i -i< ■ ■. 


66002203 17 f cr«\arr.'j nctico cf v.olfUron 8 proposed rr.pos tion of ci* I pona !y in 
ta Ti'l o- SS09.VxilR , .»cit noted ccnlrol room opotrttoia otsc^eO s'ooping vyn'o on 

rt .1/ m co-i’ml roam A r«i n dirirj mnll rot d recIV ioi* — * 

TAVtOn J M 
08/li;/C3. ST 


0:i»nty Cxccotvo Droctpi -<>/ R<?r;ionnl Opcrobors, EDO (Host 870413). 
AVUM.'GH H A iVii'ndolph 3 tfocvic Co *ipp. 4&60? ?70 4 &qo? 2B4 


■8808220346 Notice of vclaio.n & proposed 'mposilion of i* • 
SEOO.V o'al cn roie.1 naiwntivofviss to w\sUc<uo<M(W*0»w. A i ■ .% t. > 
sn-fls 

TAYLOR ,J. A/ Deputy Executive Di'ector to.' Rooional Ojn.rnt «>• ■. I 1 * 
98/08709. 2pp 46602 275 4G602 277 


E80Q220318 Noli^o ol vo.'.v.»cm A ivoposo-J mspes tier* ol t.wt pona'ly in cr.ouni ol 
S5J3 ISfrn. cr:p'\,nco no‘t<J oo i’rol room ofiorafcr slooplrg at s'ation. 

TArMiR JM Deputy l ; *mj vu Urccirr *cr noniona' Opuratons. EDO (Pos* 070*13) 
0.1;MVIV> ?|;p 41.03^ 2M? dCf»0^;?a i 


8808220 3 SO Forwards rcuce ol vigialion A preposud • 

amocni of S500 Violation based on natfeniivo behavior 
TAYLOR.J M Depcfy Execulivo C reefer for Rogonn 1 Opi rntli.n if«- 
Q9rG9/09 DENt 3 S Pn ladolph.a Llectfic Co 4pp 46002 1 /fl -IV > f 


Q Q ^ 62 20320 J 01 w. 1 t J* r j!.oi of v*Ctai.Ois R proposed n^pcsA o'* ol Civil penaly ,n 
nmcjip* o 4 Sl.uOO Viola I iiDii.vl co.ntrol room opo'fltors otose.*ved s'ccpmg while on 
dn'r '<« Cdnlro 1 roon* & romJvuj irnl s riol dirocVy jot) KPatod 

IAY:OM JM (Jecuty l-vrcutrvu Ci’cclor fer Mcyonal Opjiaticr.s, EDO jPosl 8?0413J 
r:U/09/i;7 !»i fihOl.M.f J. P‘n ftcfciptlia t'loctric Co *pp. 4C602'299 *6602 305 


>0808220357 N0LCC1 ot vio’auon & proposed imposit>o:i of iwl t- 
$5C0 Noncompl-ance noted 'nattont./Dr’ess lo Instrurnonl.'illnr ■ H - - ■ 
ous shins 

TaYLOR.JM Deputy Execut-vo Dirccior for Rog-onal Crwmiliuii > I i‘ 
B8/09/09 4pp 46602 102 46002 164 


*0000220323 Nolle ol violation & proposed linpositon ol Civ.1 ptraify n amojnt of 
$>.0fi0Ncn*.<>mphiri:i) nokrl co'ilrol 100 .^ cpoiator stooping at siniion 
TAVI C);|,J M. Ooputy Lxocutivo Orcclc;» tc # Hcu onal Opgidhons. EDO (Post 670413) 

1 d/UA/CU 2| ;i dCf*02.30:i ddGCiy 305 

0809220321 V O'wci'ds no^co ol violat cn & p.oposrd impostion of crvi 1 perahy n 
omojiii i,f Ji'OO Violation linsutl C'i op'jraior observed sleep ng v,nfG on djty n con 
l'r» inj*’) A riKi</iny ninlls Mdl Jcl> rolalod 

MvlCH.JM refill/ fxmcntivo DrocUf lei nc;|or>al Cpemficr.s. EOO (Pest fl/0413) 
tdrt'VlD < til ;MV,‘tUl .fc S. f b 'tvdolpbta tfocittc Co 4pp 4€£02 249 46602 255 

- 6008220325 N:)l CO- Of viu'nt cn & pioDCSed imposition of Cvi! penally in arncjil of 
fl'-C V-i.'.n :;n«i noted «:fio atof otisorved lo bn mniiontive to nst.crentai ons 8 con- 
*ioi$ A ii.s1r,ult)d by ael vMios Ihtn v : i>lated r/ocoau'o A 7 

T7.\W);i.3M fKil.jW Hyocutwo Cl'octoi let negonat Opeiaticr's EDO tPosi 670413) 
011^)8/03 7(>p M,id2 MM 4GliOg 255 

0830220327 J orwmdi noi cc of v-o at on S proposed mposion o< civ. penalty in 
mnoinl ol SGOU VcMbo.i basnJ on "ralteriivo behavior. 

lAYlOftjtA UtM.jW c^tocul VC Duectot fc» Hcc: oral Operators. tOO 8/6<u3). 
00/09/0') LAtiLLSW.M Ptuladolphia EICCIHC Co 4pp 46602 185 46602J9I. 


8800220352 Forwards rotico ol v-o'aton & proposed imixj -J <• 1 *t 
amount of SSOO.Violohon eased on mationfr/o bchav.or- 
7AYLCR J M Deputy Exocuhve D rocto-' for Heniofial Ofxif.'iliiin l 1 ** 
80/08/03 8AL0WIN.J R. Phi'ade phia Electric Co «lpji. 4(>f*(H ,Mn ■« 

**8000220353 Notice cf v.o'aiion A proposod impoSihyn of civil p 
S500.Nonco.Tp!’anco nolod matteni.voness 10 insifurrontiltuii i A . 
ous sh fis 

TAYLOR.J M. Deputy E<ecut.vo Director for Reeionaf Operiitti) 1 l 1 • 
80/O0/Q9 3pp. 4660 1 292-46601 206 


0908220356 Forwards noheo of v.olniion & proposed iirpo*. ? «■•* * 1 
amount of $900 re nationtivenoss m conirol room fnfo dolidod 1 
TAYLCR.J M. Deputy Exocul.vo Direcfcr for fTecicnal Opuratliiiv, I r- 
88/08/09. WARGO.AR FW&tolptw* Eleciric Co. 4pp. 400d V u \ v * • 

-8808220361 Notice of v.ofetion ^ proposed imposd'on Of c.,*/>l |*- *■ « 
$900 V.o'aiion noted sen □' oporatcr mailonfivo 10 Insirumrml.ti-- 1 ■ 1 
lowed pcsonnel 10 bo distracted during ponod pno/ lo 07 o:i^ 4 
TAYLOR.jM Deputy Ex ccvrtvr© O'fecloi lot Rogional Oiioiiilu : '* 1 ( 
68/08/09 2pp 46601 315 46601 31? 


0000220332 Notice ol vo'ation & proposed «mpas I on of civ.l penalty ,n amount o' 
$500 t.'onco'npl anci) noiodiinatlcntivonoss to nsl'urronta'^cns & centre's dor r.g van* 
o js sh Us 

TAYLOR I M Dopi.ly Executive Diioclc* for Royicral Opcrcii ons. EDO (Posi S70113) 

66 /CU /09 2 f:p 46002:160 * 16602 . 101 . 


8608220359 Forwards noice of v.clahon & proposod imposiFmt 1' 
amount of S500. Violation rotedconirof room operators ohscivcil * 
duly & reading mails no', dneetty pb totaled 

TAYLCR.J M Deputy Fxeculvo erector for Reg.onnl Opurnloiin. I <'* 
08/08/09 JOHNSON, S Phi'adelphia Electric Co 4pp 46002 VW if ■ 


8800220333 fciw.i'd& f olico of vio'ahon & preposud imposifon of c.vil penally ,n 
.nn cun\ ul 550\T Viol^Wor' roofed cOrVrct rocm operators observe t'oepmg •Mu'n on 
duty u centro' room ft reading mads rnl ci'cciiy 10b related 

TAYLOR JM Oi.ruAy Execul vo Director for Regional Operations. EDO (Post 870413) 
80/O3/C3 FALCOKb 0.0 PhdacfrJ ptiia Electric Co. 4pp. 46602 285 46602 261 


‘0&O8220135 Nebco of vlolai'oo & Fwopcs-ed imposition of civc peca ly m amount of 
SSa^Norcomnfianco noted ccnl/o! toorr operators sleeping ai station 
TAYLOn JM Utpufy Exocotrvo n 'odor for Regional Operators. EDO (Pcsf 8/0413) 
09/08/09 ?pp. 46GP2 2flO 46602 ?91 


8800220304 Forwa'ils no*»cc o? v CoGon & proposed urpositcn ol owl pona'ty It 
aT.ouniol $000 V.oladon t>asoif on InavenSvo boTavtor. 

TAYLOR JM nonuly Eicccufivo Director for Fleg cnal Operetior.D, EOO (Posi 870413). 
90/09/09 flOOPOS.n n Phrladelphia Eloclnc Co 4pp 46602 199*40602 205 


$5C0.Noncorrp , iar.ce Poled conti e'< loom operator s'ooping ol ?.t;4 i • 
TAYLOR.JM Deputy Executive Director for Reg onai OporuljtK'r. I l 
89 / 09/09 2 pp 46602 296 *6602 290 . 


amount of $500. 

TAYLOR.J M. Deputy Executive O recicr for Reg'onal Onorallof'w I H 
08/00/09. TRUAX.RF. Ph.'adeiph a Electric Co. 4pp 46603:060 -H I j 




Y'WIUII J| I 




Nolice of violafon & proposed impos'iion of CivJ 
SSOO Viofaion noted reactor operator found mailonhvo to mst/unn f.ti 
f J? """job re'etod metis du.vng pcr.od prior to u 70324 

m Deputy Executive O.rector for Regional Operations 1 1 w 
68/08/09. 2pp 46603 090 46603 092 


**8808220338 Nobco cf vtolahcn & proposed impostion o f civi. peng ty in a.moLrt cf 
$800 Violation rotod ira:fontrvonoss lo nsfunreniarons ft coni'ois dur.ng various 

TAYLOR JM Dapuiy Fxccuj:ivo Di'oclo' for Regional Ope/atons. EDO (Posi B70413). 
83/08/C3 2pp. 40602 203 A B602 205. 


8&0 6220385 Forwards notoo ol violation 3 proposed imposition t*i 
amount of >500.Vio?atiOn noted coni rot room operators observed i' 
id control room & reading mails not directly job related 
lo ExCCul, ve Director lor Regional Operations, I I* 

88/00/09. TNARPE.G.W, Ph ladetphia Electric Co 4pp. 46601 2% 4i 1 


DOCKETED ITEMS 81 


-0808220367 Notice of v:olahan & proposed -mpasilion of cvi! penally in arncur.1 of 
$5C0 Violation noted operator naUeritivo to nstruTiGnluLon & controls & rtiadcv,) non 
icb rciaicd mails whiio on duty 

TAYLOR.J M Deputy Executive Director for Regcnal Oporahons, EDO (Post C70J13) 
60/08/09 3pp 46601 JCO 16601 303 

8808230012 Forwards notice of v:o!at<cn A p'cposed imposibon of civil penalty >n 
omounl of $600. Conlrol room oporoto's ohsorved sleeping on duty.reading mail nol 
job re'atcd & bor.g nailenhve Response to r.ohco of v:olat'on requested 
TAYt On.J M Deputy Exocutivo D rector for Regional Oporat'or.s, EDO (Post 870*113) 
88/00/09 SHEET2.R E PhilocVph'a E'CClnc Co. 4pp 4660? 2S4 46C07 2G0. 

-0808230015 Noheo of violaton A proposed imposition of Civ I penalty in amount of 
SG00 Noncompl.anco noted operator mationhvo to instrumentation & ccnt»cls.road ng 
mails not icb rotated & slonpir.g whro on duly 

TAYLOR.J M Oeputy Exocuhvo D rector lor Huy:onnl Oporahons, EDO (Post 870413) 
88/08/00 2pp- 46607 260 *16607 200 

0688230014 Forwards noheo ol v.clahon ro operator sloop.ng whlu O.n duly n conlro' 
room. reading mails roi rfirecily job related A being mallunlivo to obignhons ol li- 
censes. 

lAYLOn.J.M Deputy Executive D.rocior lor Rcycnnl Oporahons EDO (Posi 870413) 
88/00/09 KfRKHOfT.RW Plvladolpha Electric Co 3pp 46620 143 46620:148 

-8800230016 Notice of v:o!ahon from onlorcerr.onl conlcrurco o*i 800210 & v.olalpn of 
roacio' operator license V>o la l “o.n noted maitoul.vo to instrumental ion & 
tcnucl.ruadm'j r.on |ob telaiud mads A losiuw w/eyos dosed 
TAYLOR.J M Dopuly ExecplivO D rector lor Regional Oporahons, EDO (Pom 870413) 
80/08/09 2pp 46620 146 46620 148 

8008230017 Forwards noheo of violaton 8 proposed mpositlcn of c*vi‘ ponalty in 
rtrnojnl of $BC0 Activities described in rolicu wero ongayod in Uy recipient A indca 
hvo ol complrtcont A unprofessional othiudc toward privilege) 9 ol I consn 
1 AylOR.J M Deputy Exocul vo Di'ucfcr for Regional Oporat*cm>. EDO (Post (1704 13) 
en/CB/09 WMITE.L T. Ph.lado pha Elociric Co 4pp 45012 336 45912 341. 

• 8800230029 Notice of v.olfllioi & proposed imposition of c.vf penally in amount ol 
$600 V ol aliens r.olod operator observed to be innllonbvo to Inslfv,fr.cn1a*icns & con 
truls & d siraclod by acliv.hes dial v olatod Prcced..ro A 7. 

TAYLOR. J.M Deputy Exocutwo DiroctO' lor Regional Oporahons, EDO {Post 0704 13) 
06/00/09 2pp. 45912 339 45912 341 

8000230019 Forwards noheo of violation to rvmonhvcness of rocipiont to obllgahons ol 
oporaicr I consu Civil penalty nol proposod but rccurronco ccu’d rosuU m revocation of 

I cense. 

1 AVLCFi^l M Depjty Lxecut.vo Drodcr for Regional Oporahons. EDO {Post U70413) 
68/00/00. SWAYNE.G L Phi'adelph a Electric Co 3pp. 46620 190 46620 2 0 3 

-8800230020 Not CO of v.olahon from enforcement conferonco on 8002143. Vclal on 
rotedGL Swayno obsorvod to bo nattonlivo to irolrurnontalions & control* A distracl- 
ed by activities Ihai v.ulalod Procoduro A 7 

T Avion, J.M Dopuly CxocuWo Ditoc’.or loi Regional Opoiatons, tDO (Post 070413) 
0D/GO/O9 2pp- 46G20 201 -4GG20 201 

0800230021 TcrwarUs rolico of volation & proposed nvpos r on of uvJ penalty in 
omounl of J000 .Violation based on mallcni.vo behavior while on duty 
TAYLOR.J M Dopuly Exocuhvu Procter to: HuySon.il Opornlions, EDO (Post 0/0-1 13) 
110/00/09 KOEHIER.C F Pl i'adclph a Eleclnc Co. 3pp 406 10 300 46610.305 

-0008230022 Noheo ol vlolnhon A proposed imposition ot civil penalty in amount of 
S(J03 Noncompl anco noforJ matloniivenoss to mslrumentation & conlro:* 

TAYLOR J.M. Deputy Exoculivo O.rcctcr for Regonal Operations. ECO (Posi 3704 U) 
60/08/09 2pp 4CG19 303 4GC19.305 

0888230037 Forwards notico of vio'alon & proposed imposition ol evil ponalty In 
amounl of $500 Vio’ahon based on mntlonhvo li0hflv:or whilo on duty 
TAYLOR J M Deputy Exoculivo D.roclcr for Rog onal Operatons. EDO (Posi 370413) 
00/00/09 WL : AVL : n,J M Pln'atfeiph a Eleclnc (To. 4pp 46G2b 009 4662G 0 1 5 

-8800230039 Notico of violation & proposed irrposihon Ol Civil penally in amount ol 
3500 Noncorrp:iar.co noted mallon1.vcrQs3 to instrumentation & centre' 

TAYLOR.J M Doputy Exoculivo D.roclcr fer Rogonal Opernbons, EDO (Post U70413) 
08/00/00. 2pp 4BG20 013 46C2C.015 

8808240439 Forwards Safoty Insp ftopls 50*277/00 25 & 50*270/09 25 on 080/10 
22 Ho violations noted. 

GALLO RM Region 1. Ole ol tno U rector 00/00/12 MCNEltl.CA Plilotlo'plvo 
Eleclnc Co. 2pp 46620.042-46629 0*10 

**0808240442 insp Ropls 50 277/88 25 & 50 270/00 25 on 09O710-22.No vloVjhona or 
doviatlons nolod Major aroas m&jjccicd uM ficonsod operator ruquolilicoilon prcg'QTi 
w/rospoci to pfogrom oKcchvcno&s 

WALKER. T Region t.Ofc of bio Di'OClCi 83/OU/ll. 5pp 46629.O44-46629.0Aft 


DOCKET 50-200 SURRY POWER STATION, UNIT 1 


F. Security, medical, emetgancy & flro protection plans 

0008010079 Forwards Rev 12 10 iSFSf nuctoar security porsonncl training & q.»aM;ca* 
hon program Rev withheld (rol 10CFR2. 790) 

STFWART.W.L Vi'gmia Powor (Virgn*a Eloctr.c & Power Co ). 88/03/0B Documenl 
Conlrol Branch {Documonl Conlrol OcsM 2pp 46359 358*46359 359 

8807260138 Revised corpo/oio ornergency rosponso plan W/000715 Ilf. 

FERGUSON JH., CRUCEN.D.S Virginia Power (Virgma Electr.c & Power Co) 00/ 
06/15 225pp. 46301.333 46302 190. 

8807060520 Gonor.c Llr 08 10 to all power reactor l.conseos & holders ol Part 95 op 
provals ro purchase of GSA approvod security coma nors.Svc Hsl one! 

MlRAGLlA.F J. Associale Director lor Projects (Post 870411). 08/07/0) Con90l.daiod 
Ed son Co. ol New York, Inc 3 1 pp. 46300 299*46388 329. 

8000010224 Forwards final oxerciso repl ol 871008 oxordso ol oltsile rad oiog cal error- 

OJfR W f fedo?al P E a morgoncy Management Agency 00/07/14 CONGE L.F J. Divi- 
sion of Radiation Proioct'on & Emo/goncy Proparednoss (Post 870411). tp 
46361 03 1*46361 102. 


-8008010226 "Exorcise EvaluahOT Repl Surry Power P.’ant on 06C614." 

‘ Federal Envirgency Ma“e^ecnefU A^oncy. 88/06/14 67pp 46361 032 46361 102 

8000170021 Rev.sod "Corpo/aio Emergency Rosponso P.an Te:ophono Oi'ociory.” W/ 

eeoflot) itr 

CRUCENOS. V rgna Power iVirgir.ia Eloctric & Power Co) 80/07/15 IB^P 
46 564 .05 1-465 6 4 069 

0000030264 Advises trat 080210 rov to plant emergency p'an meois planrrg stds of 
1CCFR50 47(b) & roquimmor'ls of Apn fc & ecccplatile 

CCULINS.DM Hog ion 2. Ofc o< Iho C rector 00/07/22. CRUDEN.D.S Virgna Power 
(Virgimu E fee Inc & Powor Co.) tp 4G412 330-46412 330 

0808030309 Forwa'dS Insp Repls 50 203769-22 & 50-2»l/Bn-2? on 060620 24 No vo 
laiions o-' dov.ai cns noted 

COLUNS.DM Region 2, Ole of mo D-roctor. 88/07/22 CRUDF.N.DS. Vrg n a Power 
(V.'tjt'ia Elt’CP.C & Power Co.) 2pp 46404:322 46404 331. 

-0000030313 Insp Flepts 59 26D/B9 22 & 50-201/00-22 on AGO 620 24 No wolalons Or 
dov.ahons roiod f/a|o.* areas inspoclod omorgoncy plan & implementing p.-ocodLfos 
& emergency fnci’ihos.oqu pn tcnl supples 

TFSTA.E D. OECKERJ.R RoQO't 2. Ofc of tho Drocior 0(3/07/19 0pp 40404 324 
46404 331 

0800100284 Forwards SALP Ropls 50 200/00 05 50 ?H 1/80 05.50 330/00 04 A 50 
330/00*04 Icr Sopl 1980 ♦ Apt 1900Rnpis wi!l bo dscussod al plants on 060727 A 
2B.rospecLvcly.Ovoro l peiformarcu satisfactory 

GRACE JN Region 2. Ofc cf tho D rector 00/07/26 CRUCEN.O S. Vmj.fi tl Power 
(Virylnp Electric & Powor Co.) 2pp 48498.2/5 4G-190 320 

-0000100291 SALP Ropls 53 200/09 05 & 50-201/00-05 for Scpl 1086 Apr 1908 
• Rog on 2, Ole Of Iho D.roctor 00/07/26. 45(:p. 46493 320 46409 0)4 

OBO0O4O247 Gcroric LP 80-12 lo a‘l powbf loactor ‘iconsoos & ftpfikcant* ro romovnl ol 
lire protection roguremonls from Toch Spues. Svc I St end 

MlRAGLlA.F J As^oeiaio Oi'cclcr Icr Pfcjoc Is (Posl 07041 1) 00/C8/02 Conscli<)<dod 
Edison Cq Qf Now Ya*t.. lac 52pp 46463 201-46463 342 

0000110170 Hovisod omornency pan imjj'orneni nn proCP(luroy,:nc‘ucJir'g Ruv 15 lo 
LPlP-2 01 ro nobficohon af slnio & loea' govl9.Rov 5 lo EP, P-2 02. NRC Evont Nolfi 
calian Wcrksf'.ool ’ 8 Rev 10 lo FP.P-3 02. "AcUvahcn of l<?chn;cal ” VV/80C6O2 Itr 
DRUDUN.DS, DENSON. O L Vugrid Powo' (Vi'y.na Efoclric S Power Co ) 08/00/ 
02. 49pp 46500 053-46000 1Q7 

8806230350 Forwards FEMA A Rcg.onal Assisionto Commilluo oxerciso ovo uallcn repl 
for fac lily conducted on O71OC0 Da' cioncy tdoniihed A corroctod. 

COLUNS.DM Dorjon 2, Ole of iho Drocior. 08/00/10 CHUDEN.O S V rgnip Power 
(Virgin a Electric & Powor Co.) 2pp 45912: l 70*45912 251. 


P. Operating license stage documents & correspondence 

0007260305 Stpp'onxntal npplrcahori lor mncriU to L!(< k nsos Of'R 3? & DPR-37,S , jpp‘o 
mont r^ 01)0426 app'icauon lo specify limu firnt fo* entry mio canto riT.om personnel 
a*riock durr n powur cpnrnuors to ma^o ropalrs on nicer door. 

CFtUUEN D S Vugr-lu Power (Virginia Eloctric & Powor Co). 00/07/ 10 Doci.-mont 
Control Branch (Documonl Conlro’ Desk) 2pp. 40209 206 46289 302. 

**860 7260307 Proposed rovisoil Toch Specs, specify ng tm.o l.mt for ont<Y •"'e contain- 
iT.oni personnel ai'lock during power cpotaUo(\s lo make repairs on iaocc door of pet- 
SKfroi airlock 

* V.rginla Powe/ (Viryinn EfocPIC & Powor Co ) 08/07/ 10 5pp 46289. 2 00- 46200:302 

BBOO0 10010 Foiw.vds safoiy ovaluai’On support np ut-l 031104 rosponso to Gerenc L( f 
03- 20.1 lorn 4 5 2 ro roactof lnj» bys rol.at:i“ity on-fmo losling 

PMF.L.CP Proioci CHtector ale ll 2 Bft/07/22. CRUOEM.O.S Vtfftrca Power LVwftu la 
Electric & Powor Co) 2pp 46 3 60 017-40300:019 

-8808010011 Safoiy ova f uphon supporlirg uM respenso lo Generic Ur 03-20, Horn 4.5 2 
ro cm lino Mci cnal I 03 hng of reaclor mo sys 

’ Olfico of Nuclear Roacicr Roguliilion. DrGCtor (Post 070411) 06/07/22. Ip 
4 6360 0 1 9 *16300.0 1 9. 

8806080064 Oocumonts 000526 to'con ro alolus of Uml 2 Ouxihory focdwalor 
sys. Rosponso to SE Bul.'o’ n 60-034 boing nrc.parod 

CRUDEN.DS. Virginia Power (V f ono ticctr.c A Powor Co). 00/07/29 Document 
Ccnirol Brunch (Documont Conlrol Oosk). 3pp 46451 346-4C401 34U 

8800060083 Appi*cnbon for amonds to L'ccnsoa DPR-32 A OPR ■ 37.ro vis: a g TgcTi Spoc 
ro ronctor vom path monucf Isclahon valvos r oo pa d. 

(jRUDEN.DS V.rgina Power (Virginia Eloctric A Powor Co) 00/07/23. Oocumont 
Conlrol Branch (Docurnonl Conlrol Dosk). 5pp. 40462.290 4G462 297. 

-8600000005 Proposed Tech Specs ru etiargo lo reaclor hood voni path mamjal iso’o- 
lion valves 

’ Vi^*n:a Power (Vi'g n a Eloclric A Power Co.) 80/07/29. 3pp 46462 2D 5-40462:237. 

000605 0T 53 Forwards Amends 123 lu LiCbnsos DPR-32 & DPR-37.fOSpoCbvoly S Sololy 
cvaiuallon Amor.ds ro-nso Te.blo 6 M, 'Mn Stull Crow Compos ban," ol TccH Specs 
lo Incroaso mn shift manning roqu'tcmonts lor operators from 3 lo 4. 

PATEL.C.P. Projccl O«rocloraio 11*2. 00/00/01 CRUDEN.DS Virginia Power (Virginia 
Eloctr.c & Powor Co) 2pp. 40440 260 46440:277 

••0008050155 Amends 123 lo Licenses DPR-32 A OPR*37.rospoct.vo’y > rov.s , ng Tatiio 
ft.l-T, ”M.n STnU Ciow Composition." ol Tecli Spncs vo Ticicaso tv.Li sbU marin.ng 
roquiromonis for aux 1 07 oporblors from 3 to 4 

BERKOW.H N projoct Dirocloralo II 2 68/00/01 6pp 46-149 270 46419:275. 

•8608050158 Saloty evaluation supporting Amonds 123 to UGGn90s DPF1 32 A DPR* 
37,rospochvoly 

* Oft co ol Nuclear Roaclor Rogulaton. O.iector IPosi 070411) BB7O0/O1 2pp 
46449 27C-46449 277. 




GRACE JN. Reg-on 2. O'c cf lh© Direcio*. 09/C8/O1. CRLCEN.D.S. V.igna Pew*' 
(Virg in Eloclf c & Pc.vcr Co ) 43pp <5593 276 40593 31 6 


880S15C01B Ayy eaten 'C' amends lo L censes CPfl 3? 4 CPR 37.rov.si.ng opera* lily 
requrenenis f cr ndn dual rod posh on rdicairg sys Fco pa d 

CRUDEN.OS Vire r.ia Power (Vi.^nio E'CClr.p & Pcwe: Co 1 69/C0/O5 DoCurnOM 
Ccnlro' Search (Docjmenl ConliCi DosM Dpp. <5551 139-4G551 16-4 


•8806150022 Proposed Tech Specs ro-rsmg opcrabi* ly requirements (or ndiv.djal rod 

virgin!^ Power S ( Vug r a F.lecirc & Power Co) 83/09/05 23pp 16551 142 
<5851 164 


8808250106 rerwards request lor e:fcl nlo toccmo e*o ova‘La*«cn ol water sealed po*v 
01 rations pe* 880229 Ilf 

H6R01.A.R Region ?. Ole o' f ho Dire-Clor 88/C0/11. STF.WART.WL V 'gm a Fewer 
(Vi*gir;a Electric 8 Fewer Co ). 3pp 46648 282 4 tb4b 284. 


8808240183 Forwa*ds addi no re ccrianmem peroration evaluation mcijdng vatv© 


lypes 8 onen:9laoi Ol water Soppy 
CRUOENOS Vi:yri* Poao* tv ryna 
Cer.tr ol Branch (DoCbfrer.l Ccntrol Dos- 


LlOClfC 8 Powor Co) 88/00/ 15. Document 
.,) 9pp 46635 262 46535? VO. 


Q. inspection reports, IE Bullollns & correspondence 

8805200295 NRC In'o Nolco 08 032. ‘Prcrrpl Roport.r.g to NRC of S gr.il cant Incidents 
lvo\ rg Rad oaci vo fw*ali '* Svc list ore'. 

CJNNNGhamRE D.'/iS'cr, ol lilrsirnl 8 Wec.cal Nec'eat Safoiy (Post 870720) 
E8/05/25. Cor.scl id jle i Ed son Co ol You. Ire I20pp 46388 l?Q 46383.299 

8809019168 CcnVros U80V28 mgi .mool ng ai site lo u scuss res,j ts ol SAtP crog/am, 
(~r Sep i >996 - Apr 1989 pc* to!cp. 

GRACG.J N Rogo'i 2 Ofc o' tho C 'ector. 88 07/18 CRUUEN D S Virginia PowQf 
(Virg ma E^eclf e & Power Co) Ip <6361 256 46361 259. 

$809030165 AdMOS that 880222 response lo-v j‘ai or.s rated t Insp Hepis 5C-2B0/87- 
35 S 53-281/37 35 acceptable .. 

STGVrUP Reg on 2. 01c ol Ire Oie-w. 8 3/07/20 CRUO^U.OS Vugirva Power 
(Virgin a FJecl'iC & Power Co) 'p. 464 12 040-464 12 040. 

8807200162 Sbppl 1 lo NRC Inlo No: 00 89 046, ‘Licersco Rept cf Dolcctve Refur- 
b.shod C rCL.it Breakers'* S-rC !•$: me 

HOSSl.CE. Cvison ©* Operalcnal Everts Assessment (P-O-sl ©70411). 83/07/21 
Consirl dated Ed:son Co. ol New York nc. 125pp. 46333 051 -46360 1 78 

0807270109 Responds to NHC G-J'ein ©7 002Suppl 1 A 2 ro EiSi ng ol vendors supply 
mg \A\ sa'ely te'ated & ncnsal^.u w alc'i tas1enors.ee' rogjosl tec add 1 infoUst cf 
rondo's Iro.ri wh c*i L-Iri nurchased slaiBp f&stenGrs end 

CRUDE N.O 5 Vigra Power (V.-girra t’edrc S Power Co) QH/07/2J Doeumcf t 
Ccr.trol Branch (CocoTion Coriro. Desk) 4pp 46335 059 46335 062 

8808030309 Fonvards Irsp Repls 50 280/83 22 & 50 28W68 22 on 0OOGPO-24 No vio- 
•ationsor dDviavcns no’od 

COUUNS D M Region 2. O-'c ol ihe D racier 88/07/22 CRUDEU.D S Virgr a Pc wer 
(VrQ.ma E'cclr c & Power Co ) 2 pp 46104.322-46401 33 1 

-8808030313 'nsp ReplS 50 2EQ/88 22 & 50 201/68-22 on 6U0620 24 No v plal on& Of 
deviations noted k/ajor areas inspected cmergercy p'an 8 I'np’e-monl r.g procedj'os 
& emergency lac- .'ies ocwp.-T-onl 8 vjpp' cs 

TEfJTAED DLCKERJR Reg cn 2. (5'c cf no QircctO' 89/07/19 6pp 4G404 324- 
46404 331. 

8808110217 Ack receipt cf QG0707 i:r ntrrr nq NRC cl s'ops ’aV en Lo correci v otations 
noied n Irsp Repis 50 260/88-11 & 50-281/08-1 1 

JUUAN.CA Rag ; oi 2. Ole cf ‘.he O-rc^Of 86/07/25 CRU-JEN.DS Vi^na Power 
(V:rg na Etoctnc 8 Power Co). Id 45490 163 46199 163 

8807200246 r.RC Bdleto 88 0C9. “Tl-'mb'n Tubo Tunning in Wos'inghouse Roaciors 
Svc'-slen:l 

noSSI.CE Cvson 0 * Operatona' Events Assossmonl (Post 670411) 00/07/26 
Consol aaled td sen Co of New Yck. Inc I23pp 46340070-16346.19? 

0608100284 Forwards SALP Repts 50-280786-05,50 201/88 05 50 308/68 04 & 50- 
339/EB 04 for Scpi 1986 ■ Agr 1900 Repts w 1 b© d scussod ot p'ants on 690727 8 
20. respective: y Cve'fll portormarco satis'actory 

GRACE J N Region 2 Ofc cl the O./ector 68/07/26. CRUDEN.O.S. Vrg r a Pcwor 
(Virg r»a t'ecinc© Power Co) 2pp 46408275 16493 014 

-8808110056 SALP Pepis 60 338/03 C4 & 59 339/G8 04 lor Scpl 1906 • Apr ^968. 

* Rog on 2. Ofc of iho D rector. 03/07726. 53pp 46-195 276 46498 328 

-0808100291 SALP Repts 60-280/69 -05 & 50 261/80 05 fO' Scpl 1986 ■ Apr 1 0e» 

* Re-gcn 2. 0?c ol IF© Director 88/07/26 45 pp 46408 329 16499:014 


k 339/BB-16 

GRACE JN Reg cn 2. Ofc of Iro Diroclor 00/08/01 CRunCN.US 
(Vi'q^'fl ElOClric & Power Co) 43pp 4054 1.193 4054 1 230 

0808080196 Koifios lhai no lubOS fouruJ p'ugr;od Stunrn Ciur-OM'ij"; 
1900 rofuol ng oulago.pc-r eddy ci.rront insp 

CRUDENDS Vrgina PoAOf (Virg;na LlOdnc S Pownr Co) <l«/b» 
Control Branch (DocuT.oni Control Desk). Ip 46460.030 -1B4 f .U 3 if» 

0808170203 Forwards Insp RoptS 50 280/00 24,50 2U I /H8 ?4.60 i 1 
88 20 on 680520 26 No vio^t ons cr (JoviatiorH nolciil 
HERDT.A.n. Region 2. Cfc ol iho O.reclo' Q8/C8/0.' CRUDENIlS 
(Vi-g nia Eieclric 8 Power Co ) ?pp 40571 107 '1G5/1 1 *9 

-8808170216 Insp RoptS 50 200/88-24,50 ?81 /88 P4.50 33H/6H 20 8 M 
80C82O 24.No v clai ons or doviators nnlod Mh|o* nrnns InspuMi-d « 1 
• on of elcclncal oquipmor.t imporiant 10 safoiy 

PAULK C. CCNLON.T Ru<jio.n 2. Ofc cf tho OnicUtf fm/0//2U l» 
46571.119 

8807280019 NRC 'nlo NoliCO 6Q 0f>5, •'Polonlitil f’rotitvius Causiiil t>y !i 
ESF 5wirg Cls Svc list oncl 

nOSS' CE D vision ol Oporat-ona Fvonls Assrissm-.-iit 11701 

Consclidaind Edison Co ol New York. Inc l?lpi> 4043/ l?1-4L : 4ti/ ?■' 

6808030289 Sup^l 2 to NRC Gul’oim 03 005. * Norcur-fo'm rig Malls Si.| 
Sjpplos.Inc at rcIsom.NJ 8 Wosl Jersey Mlg Co at Witiamstuvirii.N J 
ROSSl.CE D.v.sion ol Operational Evcnib AbSCs-iinia.i (IW II/U4 
Consol daiod Edison Co cf Now Yo'k, In:: 149p;) 4t)5UH 121 Ib’.'td 2i 

6807290008 Si.ppl 2 10 NRC Bu'loFn 00 CCO, ‘ Thormnl ln>s%t‘. m IV|'" 
RCS ’’ Svc !isi orcl 

ROSSI.C E D.vis.on ol Cporalional EvoniS Ass«ib*.-r.(.-it ff'nsl fi/O' 
Cor.sol daiod Edison Co o? Now York. Inc l?tpp 40504 00 1 -HiSIM 1i 

600729011 1 NRC Inlo NchCO 08 05G. "Polonlinl I’mlili'rrs W/Si‘i..o;a* I < 
Penoiralicn Hoa's " Svc I si oncJ 

ROSSI.C L D. vision ol Opo'okonal Events Assr-i'.mont (I'ost il/H' 
Conso idatod Ed son Co of Now York, Inc. l?3pp 4<>f*ti'i 1 /*» diiMi'i 2 

6800110192 Ack rocu:pl of payinont of civil penalty -n mnoiril tif J 
800/13 Hr Vo'anoo fl ro mo ini proeotlu'o for ftjp'ac: ii*w in coo? ii.j. n 
rcma.ns as hlaicd 

LlEBEnVAN.J Ofc Of Eniorcomonl (Posi 8/0413) HH/Oii/04 CRUH 
Power iVirgi' ia E'oclnc & f’owcr Co ) ip 4049(1 164 4fi4 f F) l(;4 

8008170076 Forwards fnsp Ropls 50 200/00 10 A Mi 201/0II III <m I 
vio'ai’Cns or dovat-ons noiod UrrObOtvCif iloms ufontiln d i-i n^pl w.n 1< 
fu'jre In sps 

WII SON.B A Region 2 Ole of Uvi D.rc;cior 80/08704 UtUDI N,l>‘ 
(Virgma E'oclrc Powar Co ) 2pp 46571 150 4057 l 1 71 

-8008170001 Rosidont Insp Ropls 50 280/00-10 « 50 201/HH 10 on 0 

v. olations cr deviations noiod Major ar^os nspunini (limit cpi 
sj^o .lanco.LER review A moninys w/local officials Nnw unrusdvi' 1 
HOl.lANO.VW E.. NICHOLASON.L E . CANT ME I l FS Nryiou ?. (Jfi 
89/07/27 16, op 46571 150 46571 173. 

8608240135 Tina' response to FOIA rcqjosl for doenmoots A|)p K rJo< 1 
L documonts paiia ly doleted as oaisido scopu of rurt.iusl Ap|> M iln. 

w. lhhotd (rof FOIA Exempt-on 5) 

GRiMSLEY.DH NRC • No Dotalod Afli'miion Given 00/06/04 HOI I 
?on's Critical Mass Energy Projocl 6pj). 4G601 335-46601 342 

-8608110019 forwards NRR SALP input bOSOcJ on ir.iri SALP gvalu.itn 
ovaUat-ons prepared dunnq SALP Oct 1084 • May IUOG (ninrrJ Hnl. 
t on enc! 

UbCLEY.nP PWR Pro.ocl Drocioralo 1. 0G/OO/O1 KIMSCU.d f I 
Iho Director 05pp 46581343 -16502 112 

8808020095 NRC Info Not-co 00 057, "Polonlml Loss of Sale Sbuldow 
10 Promaluro S licon Comrol-ed Modifier FqiIu/o." Svc l hi emc* 
ROSSl.C.b Divs:on ol Oporaiional Cvonts Assnssmunl (f>osl 8/n 
Consol daiod Ed-son Co. Of Now York, lr,c 122pp 4li46'J 126 IfoW* 

8608020102 NRC Info Noico 80 050. "Polonnol Prob'ums W/AJsLA H 
51 L ti.T.e Ovo.'curronl Re'ayS " Svc list end 
ROSSI.C. E. D.vision ol Operational Events Assoasnx-nl (Po-d li/» 
Conso' :datOtl Edison Co of Now York. Inc 120pp. 4US30 001 46518 ' 

8800120268 Responds to NMC Bulolm 00 004. "Poloniial Safely Mol« 
RHR. Sow- head safoiy inject on & auxiliary fondwator sys ol possible c« 
CRUOEN.D.S Vrgin-a Power (Virgma Clcclric & Rower Co) O'l/l) 
Ccnvol Branch (Documenl Control Dusk) 7pp 4653 1 269 46531 


8807210218 NRC fn J o N-otico 08 052. ' Failure ol ht'aUorne Tardem o-f FlotcFe.* Su t 0808030112 NRC fnlo Notice 80 059, "MSIV Guido Mail F u'luro at V' 

Ape 1 ca»or Brachyihe»aey Dev.ces Our rn Pal ent Irealmenl " Svc l st and. Svc i-si end. 

CliNNiNGHAM.R E Div.scn cl inijstra 1 S M-a-dical Nuclear Sn'cly (Posi 870729) flOSSl.C E. Division ol Operahonal Evonts Assessment (Post ©7< 

60/07/27. Consolidated Ed son Co ol New York. 'nc. lC9pp 46397:029 46397 136 Conso' idalcd Edison Co. of Now York. Inc 12 1 pp. 4G40/.01 1-46407 



'40062 Suppl 1 to NRC Into Notico 86 004. Inadequate Oual'l-cahcn & [Joturren 
).n ol F i;o Barrier Pcnoirahon Seals SvC list cnci 

5SI.CE Divison ol Operational Events Assessment iPosi 870411) 98/C8/09 
■sol.dated Edison Co Of Now York. In: 12lpp 46558 205 46558 325 

40266 Forwa'ds Ir.sp RoplS 50-200/88 20 & 50 281/08 20 on 880523 27 No v.o 
ms or rteviahons noted 

IDT. All Ro<j on 2. Ofc Of Iho Crocror 09/C8/O9 CRUDEN.D. S Vrgma Power 
jna Electee & Power Co ) 2pp 40631 02? 40611 034 

1240267 fnsp ReptS 50 280/08 ?0 8 50 281/03 20 on 880523-27N:) violation;, o* 
iauo^s noted Majo' areas nspected IF Bulletin 79 02 ro pipe support base p'afc 
igns usoo concrete expansion anchor bO’ls & IE Bj.Olin 79 24 
JU.F1 C , BLAKE. J J Region 2. Ofc o< tho Director 88/G0/O4 1 Ipp 4F.6J1 024 
31 034 

150135 NRC into Koine 88 Of.O, 'nadequate Dos gn & insiat'aiion ol Woirvtighl 
letra* on Sea's ' Svc l si oncl 

5Sl C E D.vis.on of Operator* Events Assessment (Posi 870411) 88/08/11 
isolated Edison Co of New York Inc l?3pp 46569 290 465/0 060. 

150240 NRC ln<o Nohco 08 061 Conirol Rocrn Hanna duty Recent Reviews Of 
trairg E xpenrr ce Svc list unci 

5S CE Div-S'^n o 1 Ope'aiiOnal Lvonis Assessment (Post 870111) 69/08N1 
isvidarert Ed son Co of New York. ir,c I25pp 4G594 3i? 46595 076 

60094 Forwards silcty evaljicn ro uT I responses lo IF Bul'ehn B0 11. Masonary 
I Cgsqo “ Ulil sf0;,H arfdross Open item & p'Ov.ue accepteb'c resolution with n 60 
s cf llr date Tecbn;cal evaluat-on ropl a So end 

El.C P P'O.ecl C rcctoiaie II 2 86/08/ 11 CRUCEN.D5 Virgma Power fVrgria 
:inc & To we' Co > 2pp 40559 202 46559 295 

) 160095 Safety evaluate;" to masonry vvOll design Homs 2(b) & 3 ol it BJlehn 80- 
have been fully irrpleinentod w/excepton of walls requnrg implemenlalion of 
: pos-f on as discussed i*i Hem 3 of ropl 

RL No Doiailed Aff.'.at on Given 66/C8/ 1 1 ?pp 4G559 261 46559 265. 

>010106 Masonry Wall Design. Surry Power Siaiipn Umis 1 & technical uvaua* 
rcpl 

AK. CON.VN Calspan Corp. (Subs A'vm industries/Tranklm Rcsoa'Ch Center). 
1C55C6 240 85/04/24 NHC No CoiaFed Alh'iaton Given 30pp 46559:266- 
59 295 

150295 NHC Hilo Note© 06 062, Recent E rdinys re Irnplernoniaiion of OA Pro- 
tis by Suppl ors of Transport Packages Svc list or.cl 

3NETT.RF Div.sion cf Safeguards & Transportnton (Post 870413) 88/08/ 12. 
■sol. dated Euissn C'> of New Yoik. Inc i09pp 4058 V 155 46501 263 

190264 NRC Info Ne’co 60 069, Hyh Radiation Hp/ardS Erurn IrroddloU In Coro 
octets & Cables " Svc l>sl or.cl 

SS'.CE 0«vibcn of Cperatonal Events Assossmonl (Post 870411) OU'OU/15. 
iso'idaiod Edison Co of New York. Inc 1 Ulpp 46569 005 4G5G9 174 

'40269 Forwards Team Assessment Insp Repls 50 280/88 03. 50*281/60 03.50- 
/HO 03 & 50-330/08 03 on 00031 4* »tt & 0404-08 No violators Cr dovialions 
id Assessment ol h gh<” than average collective radiat on doses conducted 
ACE.JN Req;on 2. Ofc Ol Iho Direclo' 88/00/1/ CRUDEN.D S Virgm-a Power 
rjma E'octec S Power Co ) 4pp 46020 147*46626 l D3 

J240271 Insp Ropts 50 330/80 03 A 50*339/88 03 cn 880314 18 No violations or 
an on s noted Major areas inspected uM program to maintain occupational radiat cn 
osuiL-s MARA 

DDINGTON.HE. NOSEY, CM Region 2. Ole ol iho D-reciO' 88/08/ H i‘Jpp 
26 15146026 160 

3240274 Insp Repls 60 ?8O/08 03 A 50 281/00 03 on 060-104 CO No v.O'pl or*s or 
iQl ons noted Ma or a*e«s inspected uhl program to manlain ocu.poliqnel o^po 
js ALARA. 

OUINGTON RE. MOSEY.CM Hey on 2. Oft of iho Oocior 8U/0U/H 19pp 
26 170 40G2G 180 

J240275 Insp Hopis 50 200/08 03 50 281/08 03.50 330/68 03 & 60 339/88 03 No 
aliens cr dOv>alicr‘b noted Maior areas inspected utl corporate staff in a»c’a of u'l 
a'am lo mariiam occupatonql oxposcros Al.ARA 

IGHT F N . HOSEy.C M Region 2. Ole ol IhoDrector 80/00/11 5pp 46626 160 
26 193 

110206 NRC Info Nohco 80 064, ' Rcpo'tr.q Firos *n Nuclear Prccoss Sys pi Nutle 
>owot Plants " Svc i-si cncl. 

SSl.CE Oiv.son ol One'Hlional Evenis Assossment (Posi 8/04 n) 09/06/18 
iso'idalod Edison Co of Now York. Inc IlMpp 40643 001-46643 104 

120327 NHC Info Nol-co 00 065. "Irifldvcrlonl Dranagos ol SpOnl fuel Pocls.' Svc 
O.ncl 

SSl.CE D nsion of Cporaiional Evenis Assessment (Post 070411) 08.'O8/10 
isolated Edison Co of Now York Inc i23pp 4662Q 01 1 46620 1 33 

160392 NRC info Nohco 00 005. 'Industrial Radography insp & Enforcement " Svc 
oncl 

NNINGRAM.R E O-visicn ol InduStnal & Medea 1 Nuc'oar Safoty (Post 070729) 
08/22 Consolidaied Edison Co of New York, Inc 90pp 4662G 134 46628 223 

160414 NHC Info Noi'CO 86 067. PWR Aux-hary Feedwater Pump Tubi.no Ovor* 
■Od Trip Fai'ero " Svc I si cine! 

SSl.CE Division ol Cporaionai Events Assessmenl (I’osl 87041 1). 68/08/22 
iso’idalod Edison Co of NOW York. Inc l23pp 40043 105*46643 227 


rlodlc operating reports & related correspondence 

►60416 Monih'y operating repls for June 1908 lo.* Sirry Powor Staticn W/8QD715 

RRENL A CHUUF.NDS Vrgmo Power (Virginia Elecirc & Powor Co) 88/06/ 
??pp 40303 112 46303 133 

M0092 Monlhly Operalmg Repls 08 07 for Jul 1908 for Surry Powor Staion Unis 
2W/880815 Mr 

RRENI. A, CRUDEN.D S Virgm-a Powor (Virgna Electric a Pcwor Co). 88/07/ 
28pp 46626 291*46626 310 


S Reportable occurrences. LERs & related correspondence 

8007280364 LER 68 0 l 9 Q 0 On Be05?5,cmLV*goncy dcsol yeneraro* 1 un.nlen'ionally 
Slar led Caused by lectinioan accidentally sbo'tng <asl sia*t relay E ecincian co^n 
selerJ to p'oceed cauliously when insiall pg ijmpe.'s W/800710 itr 
BENSON DL Vcgnia Power (Vugna ElSClnC S Power Co) 89/07/10 4pp 
46345 307-4G345 310 

0868030405 LtH 89 020 00 cn B8G620 conho’/fOiay room chiier condenser svC waier 
(SW) pjmps & Uni 2 charging pump SW pumps lost suction Caused by inadequate 
P'octdure Filrg ol SW suppy line secured 8 soppy header vented W/B9072B Mr 
BENSON. DL V^gna Powe' (Vrgma Electric & Power Co) 8B '07/28 4pp 
4642Q 270-46428 273 

0808110153 lEH 88 021 00 on 09O/20.PORV CvclQd open A Ihen closed CauSOd by 
overly conso^aitve soipoml Selpo ol charged W/BAC831 lit 

BENSON. L) L Vi*gma Power (Vi»g n a E'ecirc 8 Power Co) 80/00/01 4pp 

46505 272-46505 2/5 

8B0B1504I4 lER 00 027 00 on 880/14. Tuch Spec tr-ai requrcJ sampl.ttg nap roi been 
perfom od with m ic-qured t«mo Ifomu Caused by Step 3 ct svc water c.o*' tarn rial on 
aralysis procedure ber-g perlormcd cn old daia Samples ublo nr'd W/ 030 903 llr 
QENSON.DL Vrqna Powe* (Virgna Elccm: & Pown Co) G8/C6/03 4pp 

4654 2 077-46542 000 

88081 60245 LER 88 022 00 cn 080710, unit rampeu down *o shuldown CjuscU by MOV 
CS 101 U ‘oakago due lo losi mo*cn .n s^afl & l.nkage between moior opcralo' 8 
shpfl Valve disassembled A vnlvo seal A O nr-gs rop oced W/R6U808 IV 
RENSCNUL Vi'qmij Pcwor (Vinjna Floclnc A howc-r Co) 88/00/08 4pp 

46550 125 46559 120 

0000 190007 LER O0O?6UOon 080/14. nopaablG ivdvdjOl rod pos hon indealors 
CRPl) notert Caused by mstmneni rjnlt AHecled iHPls adjuster) to roqurud Torh Spec 
tclcra'ico W/Q8O8O0 Mr 

BENSON. DL V.rgn-a Powe» (Virgna E.'eclr.c & Power Co) 80/08/00 4pp 

4G59A 192-40598 195 

8608 190280 LER 88 024*00 C.n B807U.16 irvdvv dual iod po-.ilton indcaiO'S lor e.^lxl 
rods n each ShjtJown tyank A & B ailfored Ircm group demand Slop counter by yeai 
or ihnn 12 steps Caused by unit in sub; nd calors V//O8C0O9 <lr 
BENSCNDl Virginia Power (Virgna Eleciric & Power Co) 68/00/011. 4pp 

46596 116 46506 121 

8800250109 LEH 00 008 01 on 8803C9.IOW t.ead S-ilOly injut hon pump inoperablo due 
to failed motor loads caused by .mpropur sp''Cmq leads ropared A motor ropieced S 
tested batisfaUoM/.W/00OAi6 In 

ULNSON.D L Virgna Power (Virgna Eleclnc A Power Co) ftb/Uli/ 16 4pp. 

46042 ‘J5 1-40642 354 


V. Operator Examinations 


8807270120 Submils .isled fichons profjosecl n O'der lo suppo't runowal A mod ol 
senior reactor operator I COnSO lor J Pick worth 

CRU'Ji : ND S VrqT.ia l J ower (Virgn:.i Efech.c & Power Co) 08/07/01 MONROF.J. 
norjiiin 2. Olt ol rho Di'ecior 2p;> 46317 206 463 1 7 207 

8608 100284 Fo'wanJa SALP Repls 50 200/08 06.50 201/00 05.50 339/08 04 & 50- 
339/U8 04 Inr Sopi I960 Apr IQflORenis #*': bo discussed ftl p'ants or* 08072? & 
20.rqsf>ociivOly Cvera" perlo-manco saiislotlcry 

GRACE: JN Region ?. Ole of M e Urucior MU/07/20 CRUDE N U S Vivji» ia Power 
(V.rg.nia EloClriC & l^we' Co ) 2pp 40490 275 40498 320 

■*600B 100291 SAl.P Repls 50 28O/B0-O5 A 50 281/00 05 lor Sopt 1 DOG ■ Apr 1 DOH 
* Region 2, Ole Ol thu Deecicr 69/0//20 45pp 46490 329 46409 014. 


Y. Dry Cask Indopendenl Spent Fuel Storage JnslalJalions 

8808010079 Forwards Hov 1? to (SFSl njeloar security personnel iramng A qjaliliCfl 
ton fraqram Rl-v wiltihold (r©l 10CFR2 790) 

SfEWART.WL V:rgin>a Powor (Vccinm Elotinc 8 Power Ce ) 88/03/06 Document 
Control Branch (Document Conirol Desk) 2pp 40359 350-46359 359 

0B0B 120054 C'onlirms 880728 lo'con re NRC B8OO10 or 19 vs IS to observo emplace 
mom ol spent fuel casks F nai visit daio wit be decided alier comp'otion of casks 
loading 

ROBERTS JP Fuel Cycle Safety Branch 09/07/29 WAKE MAN. B Vrgru Power 
(Virginia Elodnc 8 Powor Co ) 2PP 16536 1 28 46536 129 


DOCKET 50 281 SURRY POWER STATION. UNIT 2 


F. Security, medical, emergency & lire prolectlon plDns 

8008010079 Forwards Rev 12 to 'S P SI nuclear sccuMy personnel Irairmij A qu-aM.cn 
lion program Rev withhold <<ol 10CFR2 790) 

STEV/ART.WL Vrgnia Power (Vagina Electee A Power Co) 00/03/00 Document 
Ccnlrol Branch (Docurrcni Control Desk) 2pp 46359 358 46359 359 

8807260138 Revised corucrato omorgercy respenso plan W/080715 Hr 
1 ERGUSON J H , CRUDENDS Vrgma Power (Vugma Electric 8 Power Co) 00/ 
05/16 225pp 46331 333 46302 198 

8B07060520 Gononc Llr 88-10 lo a l power roaUor iconsees A holders of Pori 95 ap- 
provois ro pu'chaso ol GSA app'oved securiiy conia nors Svc lisi cncl 
MlRAGLlA.FJ Associate DruClor for Projecis (Post 87041 1 ) 88/07/01 Conyoldoiod 
Ed sun Co. cl New verk. Ire 3lpp 46398 299 46308 329 

0808010224 Fcrwa'ds f.nal exercise repl ol 871008 exorcise of olfsilo rado'og col omcr- 
gcncy preparodnoss plans site specific. 

KRlMM.R W Federal Emergency Management Agency. 08/07/14. CONGEl.F J Divi 
sio.n of Radiation Protect on A Emergency Preparedness (Post 870-111) ip 
463C1 031-46361 102 




S8D017OO2I P fey 500 "Corpo»3’e Emergency Response F'an Te’ephcrr.c OreciO'V* V*v 
B3C808 II* 

CGLOHNDS V.rgma VQrtCt ^Yciqn-a Eectr.c 8 Rower Co) 68/07/’.5 i9pd 
466*4 . 05 '-466&1 063 

8608030264 Adv-ses ltd! 880218 tc pan emergency plan mceis panning s*rfs o' 
IOC-R50 4 7ib) & retirements of App E & accepiatle 

CCLUNS.DM Rcyon2 Of c Cf 'he D-ier'c 60/07/22 CRL3EN0S V/g ma Power 
(Virginia L Cd'ic 5 Pcwc Co I ip 4 64 1 ? 330 464 12.330 

8608030809 FcwJ’rts ‘nsp ReplS 80 280/6822 & 50 2&1'B8 22 on 88C620-24 No vio 
la! -or~s c* deviations r.o'od 

COL -l NS D W Pfegon 2 Cfc cl ’he Direct* 6Q'D?/?2 CRuSbN DS. V-gma Power 
<V'£ 'i 3 Electric 8 Fcwe* Cc ) 2pP >15104 22 i 46404 33 1 

-8809030313 nsp Rep:s 50 20G/9B 22 & 50 <9‘ /98 22 Cn 8805? 0 2* ‘*0 *.ola1.Ch% cr 
SCva'icns not. ‘a Va|or area? iiSpiiC'ed emo«gen-cy plan & np emcrt-vy procedures 
& omoryercy 'ac c.ios ea<.nprrtri £ applies 

t ES1a 1-U Region 2. O'c ol tie Oirecier 60/07 /i*> 6 464C' 324-4 64C4 33 1 

0606100204 Forwards SALP Repls 5C 280/88 05 53 281 /»b-05 50 330/63 04 A SC 
3Jd'6604 fo' Sop: 1986 Apr 1988 Rep s wi be discussed ai p’ailS cr 660'27 & 
29 '6ioe:t«veVO/oa i oe Jo.'irance aai.5'ac:c"y. 

GHACF jN Reger 2 C>c cl ib-e Drerc* 6-o<0?2c CRUCENDS V rg n a Power 
(V*g r a E’eilnr & Power Cc I 2po 46493 275 4f»490 326 

-8909 100291 SA_P Rep Is 50 2P2/6905 & 50 281/6B-G5 fer Sepl *.966 - Ap- 1968 
* Regie r. 2 Ole Of the C 'ecior 90/37'£6. 4fpp 464913 329 46499 014 

8808040247 Generic Ur 68 *2 to al power reactor i rer.secs A af.pl.cams »o removal of 
f -e pro|r>c: 50 rccu ‘en enis Pom Tec>* Specs.Svc 1 si end 

M RACiUA F j Assoc.a'e Director lo' Prciocts (Pcsi 67041 1 | B8/G8-/0 2. Ccnsol rtntco 
Edison Co of NS* Yo4 “nc 52rp 46463 291*46463 342 

6808110170 Revised cnnerccncy plan ir*p‘cn»fen mg procedures in dud ng Rev 15 to 
EPiP-20! 'o r o: hcation o* stale & local govs Rov 6 lo EPiP 2 0?. NPC Even! Ncl ft- 
cation Wo-lsheol'* & Rov 10 tc F r *! p '3 02 ’Activahon ol TecLnacal W/88C902 ir . 
CHLDCN.DS. BEnSCN.D l V ginia Pc^ci (V.igna Electr.c & Po*e' Co} 63>03 
C-2 .49p 0 465r.0.059 46530 1G? 

9808230350 Fon^a'ds FEMA & fteccrdl ASSisiarce CcTm fee o*Crcse c-valuahcn rcpl 
for lac ‘itv condXlOJon e7l008.LGliCienc/ <J 2 .V>' od & fOrreclOd 
CCLLifJS.D W Roy c r 2. O'C o' ne Orec’o» SS^CGMO CRUOEN 0 S Virgin a Tc/vC' 
(Virginia E'ectnc A Power Co l 2pp 46912 '76 45912 ?5i 


P Operal'ng license stage documents & correspondence 

8807260305 S,rp f 5*errc'ilil appics'iori fc: amend 13 Licenses Dm 32 & DPR 37.stpp‘c- 
ocniinj] 983426 hzz‘ cal 3H “O spec :.mo mil for or*>‘r ( ' nto coma nr*en! perso^rel 
a r'u>cir dLiirg po wer opcra’ior.s lo mai-O 'fepai'S on nru*r door 
CRlDEN.DS Vi'g-ma Power (Vrgima Elecinc & Powe* Co) 88/07/18 Document 
Ccn'ra! Drancn (OoCJ'’.en| Comro' OCik) 2pp 40289 2% 46299 302 

-8807260307 Proposed rov sed Tern Specs spec tf-ng ime I ml fc* e.mry in*o ccnlain- 
mee t perscrnel a*rfoc' during power ope'atior.s lo rroi-o ropaus cn inner door of per 
sconcl a lock 

* vrtjir o Powor (Virgna Lfcctr.c A Power Cc ) 68r07/i0 £pp 46^69 2*18*46209 302 

8908010040 Fo'v.a'ds saloij evauaton su-ppc*tinjj uii 8311C4 resporse lo Gener c Ltr 
63 -SBJlGnt 4 5 2 reader ir.p sys rt’^ac ‘ ly on lire *©slrg 

f*MEl.C P Pio,*cl D'ectC'aie l‘ 3 8e/o7r^2. CRUDC^vD S Vrgna Fowo? tVirgnia 
E'eclnc A Row o' Co ) ?pp 4536001 7 46360 0)9 

*-330801001 1 Safety cva ua'ien supponmg uni response *o Gener c Hr 83 26 Hem 4 52 
re on V.e ferct zra' lest ng of rcacijr tr p sys 

* O" ce cl Nuc ear Rc3doi Rocnatcn D.iocio 1 {Posi 8704111 P9'07/22 ip 
46360 G 19 *46360 019 

8306080064 Documcnis 8fJvS?6 le'eon *e s’aii.S cl Ur.it 2 au^i 1 ary leedwate: 
syS Rcsporso to IE Bulletin 66 004 be rg prepared 

CRJCEnDS V 'gma Powe* (Vrg.n-a fclectr.c & Power Co) 89 07/29 Docu-menl 
Co-rrc- Srarch lOoc jment Corrc CesM 3ap 4C451 346 46151 348. 

8B060300B3 App 1 eaten 'or amerds 10 licenses CPR-32 A DPR 3? revising Tech Spec 
re reaetc* »crt paih manual soat-on /aiyesFee ca»d 

CRUDE N D S V-rg-na Power (Vrgina C'ecinc 5 Pcwe» Co) 66^07/29 Documeni 
Corlrol B*arcb (Doca ren: Coni*oi Des^) 5pc 46462 290-464 62 297. 

-0606080065 Proposed Tech Specs >e cha-gr- to rcactm hGao veni pan manual isca 
l cr valves 

• Vrg r a Po^e: I V.rg na Eleclnc S FcwSr Co). 83 '07/29 3?? 46462 295 46*62 237 

690B050153 Fcrv»a*ds Amords Id LicerseS DPR 32 A DPR 37 respective y & safely 
eva ua:<cn A-renrts revise tab'o f> i*i. Mn SMt Crew Conpcsinon ’ ol Tech Specs 
io r croaso mm sb II r*annng requ *err*n'S ler operate s f rom 3 lo 4 
PATEL.CP Project D'ecioralc Jl-2 86.CR/01 CRUDEN D S V /gn a Pcwe* (V rg n a 
FjeCflC A Power Co I ?pp 454 49 263 46449 277. 

-8BOB0SO15S Ameras 120 to L. censes DFR-32 & CFR 3?.respcc: veiy.rcvis rg Tale 
5 1-1. "M n Sb U Crew Composihon.“ of Tech Specs id rcrease mn sb ‘1 nraim ng 
requ remcris fc f kun- ary ope*aid*s Iron 3 lo -V 

SERKOW.IIN Prcjeci Direcloraio ll-2 B0/C5/DI 6pp 4$449 270 46-140 275 

-8800050166 Sa'ety evafuai cn suppc'tng Amends 123 to Licenses DPR 32 8 DPR 
3/.'especttvg:y. 

• Of 1 ce ol Nuc : ear PeacUr RcgiJatcn. Oreac- (Posi Q?fMli) QQ-C8/CD 2fp 
46449 276*46449277 

B608080096 Fc^ards Amends 122 *o Licenses CPR-32 4 DPR 37 A solely 
ova ualcn Amends revise Tech Specs ro ei> uent sarrp ng & racfiat.on mon tonng sys 
4 C' '• 131 in water semp'es for corsisiency w/MJREG 0472. 

PATEL.CP P*o,?cl Oiiectorale tl-2 06/00/01 CRuOENOS SMgm a Power (Vrgra 
Fiectr c 8 Power Co ) ?pp 46452 255-46452 267. 


3ERKCW.H.N Pro.ec f Dre::-ra*e P 2 8B/C8/01 9pp 46452 257 46V 

-0800000101 Salery e/a'ua*cn supporting Amends 122 to Licence*. Dl ' 

• O'bcc o) Mudoa- Resaw Rpgj'-a'ion. Droao- \Pos\ 0704 mi 
46452 266 46452 267 

8800190154 Forwa'ds s-rrnary ol 63300b technical rroetng w/jii r L . f * 
culabcn spray HXs 

GRACE tJ Region 2 C‘c ol me C recto- 88/08/04 CRUDE N O S 
(V -g n-a E C-Cb’C & Pcwe* Co ) 43pp 46593 276-46593 310 

8808150018 Appicalo*' for amends lo L -censes D p n 32 & DPR '-? u » 
req j 'ernerts fc» nd.vicual red pes Hon nd citing sys Foe* pa d 
CRLrDrN.DS Vrg-a Powe* iVirgna E<ectr c & Power Cc l 6‘VC'i 
f lor vo 3’ ar*ch (Docomem CovVof Den" l 3p^ 46551 ’39.4(165) ^64 

“8006150022 P'Spcsed feet- Epees 'easing cpe'.nblty req.i^c-rri r.:$ i: 
POS't -on nd>ca* ng sys 

* Vrg n a Power ivrgna Elecl'-c 5 Powe* Co) 69 06 05 22 \ 
46551 154 

8808250106 Fcrwa-ds request fc' addi »n'o to comMrle eva baton i;i a. 
etra* ors per 063229 Mr 

-’LRDT.AR Reg on 2 Ole of the D:recior 6fiC61i ST FA' All I W . 
(Vug r.ia Elcetr.c & -ewer Co ) 3pp 46046 202-46648 264 

8008240183 FtrwanJs aJol r'o ‘C containmont pe'ic-t'ai<Dr‘ t’vg ,otoh 
r*pos & O'-entabon o' ^aic f suppy 

wRLDLNDS Vig»‘-a Poac* (Vrgria EiOUne 6 Power Co) Ph-O* 
Ccrucl branch tDocn-TCnl Ccn”cl Desk) 9pp -*6635 562-4b6.t5 2/t) 


Q. Inspection reports, IE Bulletins 8 correspondence 

8B05200295 NRC n'o Nolice 80 032. Prompt Reporting 10 NRC rf S«..« 
InvOlvrg Rad«oaclive Mall Svc ‘iSI erci 

C'JTiN NGHAt.Vn E Owsior of ircusiha & Ut-d.cat Nut. eti» Sati’y 
06^5/25 Con^c (dated Edison Co ol Nu-w Ycrl* ire l2Cpp 4l>:»-.b 

0800010168 Conlirms 680726 rng: meeting at silo to discuss r<*s..Hs f 
It Sep*. 19b6 - Aor 1 388. per |o!cn 

GRACE. J 74 Rogon 2. Ole or the Dweclo' 86'07 m 8 C RUDE N3S 
(Vrgn>a Elecinc & Power Co) ip -16361 260 46301 258 

8608030165 AiJv.sea b*fti 890222 resporso to violalicrs noicri n If’s;: R 
35 8 50-201/87-35 accep!-)t>le 

STCMRjP Reg'cn 2 O’C of ’he O.-ocior 08'07/po CHUDEN.US 
('/rsna Elecv.c & Pcwoi Cot ip 46412 C<vo 40412 040 

8607200162 Suppl 1 to NRC irUc Nctce 85 046. Licenser) Rr,,i c* I 
b shod C rcu 1 Breakers Svc lisi end 

ROSSl. CE Dvsen of Opr'aMcnai Events Assessment (Pcs: li/V 
Consol daied Ed\on0o 0< New Vo*k. 'nc I25pp 463&!t 064-4tvlti*i 1 

8607270109 RcsponJsio NPC Bu'efn 87 002.Si.ppl 1 8 2 re I sl.'iij 
ng uti* safely related & r'onsalety related fasiocrs pe' rcq*.i si lor 
se ders from whch ut" putC'-ased slated lasteners c-ici 
CRUCEN.DS Vi’g.'-ia Power iV.-gria F'ectrc A Power CD) i>!« :*■ 
Coatco' Branch LOocuTom Ccneci CesM ipp 16335 05'J '6335 ftf*? 

8608030309 Fo’wa’tls msp Repts 50 280 80-22 8 60 28 1 0b 22 t-n (if! 
la hers or doviafcns noied 

COLL NS.O M Rv g on 2 Cfc Of ihe D.recior 88 07/22 CRl-’PEN 11 £ 
tVi.'g;r a Elect' c & Pc a or Co ). 2pp 46404 322-46404 33 1 

•-880S030313 Insp Repts 60 280 8B 22 8 50 281 88 22 on OBt-tvO 2-i 
do, aiqrs noted Me a 1 a'Cas -rspecied emergency plan A npiem.» 
S emergency rac» -t es eqj pmom £ su-ppl os 
TESTA E D OECKEH T R Rogcn 2 Ofc of the D-roctor 88/07' 12 
40404 331. 


880B 110217 Auk recppl of 880/07 i?r i*' , orrrrnjj NRC of Slops Ms On to ; 
noted -n msp Repis 50 280 aa 1 1 3 50 201/08 11 
JbJAN C A Reg.cn 2 Ole ol Ibe D.’ecfor 88 07 25 CRJCINP? 
(Y.-qria £*ecb c 8 r>c*0’ Co ) ip 46490 1 63- 464 99 163 

8607200246 NRC Gulietn 8B 009 Tb;r.‘j!o Tube Ihnnng n West ugh 
Svc > si er-Ct 

ROSSI CE Division d Operat.Dn.n Evems Assessment (Post 07C 
Co^sc'idated EdiscnCo 01 New York. Inc i?3pp 40348 070 463 itl 1 

8S081002&4 Fcrwa'ds SalP Rcpis 60-200 08 05 50-281 88 05 60 3 
339'63-D-l 4 or Sept 1586 Apr iDbBRopis w.il be discussed ai r» a r 
29 respectively Over3i pedormance sahsiaciory 
GRACE JN Region. 2 Cfc of the C recior 86'0/-'26 CRUDE N D ii 
(V rg ma E'cc»r-c & Power Co ) ?pp 46498 275 46409 014 

-B808 100291 SALP Rcpls 50 280 88-C5 & 50 281 80 05 to 4 Sep! I0f.fi 
* R eg 0 n 2 Ofc of tFe O.recior 80/07 26 ,irp p 40198 329 46490 01 

8007210218 NRC Info Nqi.ce 86 052 Fa. uro of Intraulo/no TaneJen* 
App cator Brachylherapy Dcvces Ouf:rQ Pai-ent Treairrent ’ Svc list 
CUNS'fNGUAM.R E C*v.s.on of Industrial & MediCA' Nuclepr S.ifeh 
88/07/27. Corso :flaied Edison Co. of New York. Inc lC8pp 4039: 

8B07220034 NRC ln 4 o Noice 8Q 053. L-censoc V.Olahons Of NRC: H 
Led 10 Medical Dagnosbc Wisadmristrahons " Svc hsl end 
CAJt4N)NGHAVf,R £ DiviS'cn of Inpjsiria) 8 Medical Nuclear Sh*C^ 
88/07/28 Ccnsoldaied Ed son Co of New Yo'k. Inc 106pp 4t>3f'( 


DOCKETED ITEMS 85 


8007220192 NHC Info Note© 80 054. ' Fai'uro of Crcu.t B,'oa*o/ Fo’iowmg Installation 
Ol AmptOClor D.roci Top Altachmenl " Svc I SI oncl 

ROS9.C E Div.sion of Opnralioral Evonls Assessment (Posi 8704 11) 08/07720 
Conso'datod Edison Co of New York. Inc 1 2 1 pp 46a i? 020 ^6^ 1 7 140 

0800080064 Documents 080526 te'con ro status of Unit 2 auxihory UmrJwator 
sys Response to IE Oul‘oiin 08 004 bemn prepared 

CRUOEN.DS Virgrna Power ( Virginia Electric & Power Co) 80/07/20 Document 
Control Oranch (Documoni Corilrol Oosk) 3pp 46451 34G 464&1:34B 

8008150015 Forwards sumrnsi'y of 0BD7OG onforcumnnl ccrilo/cnc© <n Region II ofc re 
Imp Hepvs 50 260/88 16 & 5O2&W80-IG. 50-200/86 28.50 261 /O0-25.5O 320/09-16 
& 50 339/80 16 

GRACE.JN Region 2 Ofc cf iho CimciO'. 00/00/01 CRUDEN.OS Virg..-ia PcwO: 
(Vi'g n-a Eioclnc & Power Co ) 43pp. 4654 1 193 4654 i 235 

0008170203 Forwards Insp Ropis 50 280/00 24.50 2D I /00 24. £0 330/68 20 8 60 339/ 
80 20 on 000620 26 No viclal ons or dOviaiions noted 

HcRDF.A n Rogion 2. Cfc of Hie D.rotlcr 00/00/02 CRUOEN.PS. Vrqnm Power 
(Virgn-a Eleclr.c & Power Co ) 2pp 46571 107 46571 110 

-0000170216 Insp Ropis 50 200/00-2 1.50 281 /0B 24.50-330/00 20 $ 50 339/00 20 on 
00 C 62 0 24 No voJiibons or dov.aiions nolud Major areas inspected environ qua ilica 
non of electrical oquipmonl mipcrlonl to safety 

PAUIX.C. CONlON.T Hog ion OlC Ol Iho Orcctor 00/07/26 11pp. 40571103 

46571 110 

6007280019 NRC Info NoiiCO (IB-055. ' Poiuriial PrcbVns Caused by Sing'n Faik.ro of 
ESI Hw.ny Bus " Svc list er.cl 

ROSSLCE D.vison of Oncruhonu' Evonts Assessment (Po&l 0704 11) 00/08/03 
Conscl dated Edison Co of Now York. Inc I2lpp 46437 I2i -10-1D7 2.11 

0808030289 Suppl 2 10 NRC Bu ‘ 01m 00 005. ' Nonccnlounircj Mails Supplied by P.p-no 
Supplies. Inc at Folsom. NJ & Wosi JotsOy Mfg Co ai Wi liamsiown.NJ * SvC lisl oncl 
HOSSLC E Division ol Opomlional Evonls Assossmunt (Post 070411). 80/00/09 
Conso'idoted Edison Co of Now Ycrk. Jnc I49pp 46530.121-40530 269 

8807290008 Scppl 2 tu NRC bulletin fifl ODB. 'Tho.mal Slrossos m P.pviq Ccxvioclod lo 
HCS ‘ Svc hst one! 

ROSSLCE 0.v<s:on of Opcralijnji Events Assossmoni (Post 0 70411) 00/00/04 
Ccnscldaiod Edison Co of New York. Inc 1 2 1 pp 46504.00 1 -40504.12 1 

8807290 U1 NRC Info Noi.co (10 066 * Polonl*' Problems VV/SACOro Ponm Fire Harrier 
Ponou alien Seals ‘ Svc Ust oe.cl 

ROSSLCE Division of Oporahonal Evonls Assnssmont (Posi 0/0411) 00/00/04 
Conso'idatcd Edison Co of Now York. Inc I23pp 46569 175 165G9 2U7. 

0608110192 Ack recupl of pny/neni of c.vi' pona'ly .n amount ol SUJ3.CC0.per i.1i < 
60071 3 ltr.V:Olation B ro mainl procedu'u for replacing in r.cro Uu< mapping Julector 
rnma ns as slated. 

LlFRCRMAN.J Ofc of Enfo'cumnnl (Post 070413) 00/00/04 C.HUULN.DS Virgin© 
Power (Vugn a Eloclf'C & Power Co ) ip 4G499 *64 40499 164 

8808170078 Foi wants fnsp RcplS 50 200/00 10 8 5U-2OI/09-IO on 0BO5O1 OG34.No 
vioial ons or dov.at ons nolnd l/nresoived ilums i«lerU«f;o<J in repl w II bo p..r;,.,e(f during 
luluro msps 

VJILSON.UA Region 2, Ofc of llw 0«f.ct<V. O0/OQ/O4 CRUOl’N.OS. Vuyin-ft Power 
(Vi'gma Eioclnc & Power Co) 2pp 46571 156 465/1 173 

-8808170081 Residonl Insp Ropis 50 200/00 10 8 50 201/0610 on 0RD591 0GU4 No 
v.claiions gr dcviaiions notuiJ Major oroas .nspcctud plant opufni:ons.ma:n1 8 
S;-rveilonco,LER roviuiv & moolngs w/lctul oH'CiAlS Now unresolved ilums olenlifiud 
HOLLAND.WF. . NlCHOLASON.L h . CANTRELL.! S Region 2. Ole of the D-recIo' 
66/07/2/ 16pp. 46571 150 46571 173 

C608240135 f inal response lo FOIA request lor documents App K documonts imclApp 
L docomems pomaily do’oled as outs do 6copu of requostApp M documo.nls pan-aly 
wiihhofd (r of FOlA E*omplion 5) 

GRIMSIEY.DM. NRC - No Dotailod Afli'iahon G von 60/00/04 OCLEY.K PuUc Oh 
2on’sCnl.C0l Mass Energy Pro.otl Epp 46581 335 46501 342 

*■8608110018 Forwards NRR SALP input basod cn mini SAL P evalual'ons unci w/salcty 
cva'uations proparrd during SAt.P Oci 1904 • May 1986 pur od. Related docriinenta* 
t on ord. 

DUDLE Y.R r. PWR fYoject Direct ora io i 86/00/01 KIRSCM.D.E Rcgcn 5. Ofc of 
tlio Di/CClo.' 05pp. 46501 343-46502 1 12 

8808020095 NRC Info NoiiCO 00 057 Po1ur.1>jl LOSS Of SalO ShulrJown Cgu pmcnl Ol-o 
to Promaluro Silicon Controlled noct'lio* FaFuro ” Svc 1st rncl. 

ROSSf.CE D.viS'On ol Operalional Events Asscssm.onl (Post 670411) 00/00/00 
Conso'idatod Edison Co or Now York, Inc I22pp 46-159. 125- 464 59 246 

B808020102 NRC Inlo Noi-co 00 056. ‘ Polonl ftl Piohlems W/ASEA Srown Bovetr HE- 
51L Timo-Overcurront Rolays " Svc list one* 

ROSSLCE. D.vison of OpcTalional Evenls Assdssmont (Post 0704H) 00/08/08 
Consol'd a led EdisonCo of Now York, Inc 1?0pp 46530 C01 -46530 120 

08O812O2B8 Responds to NRC 0ullot-n 80-CO4. Potential Saloty Related f’ump loss 
RHR row bead saloty in,oct on 8 aumi-ary feodwamr sys of posstlo concern 
CRUDEN.DS Virgna Power (Virynia Electric 8 Power Co) 08/G6/O0 Oocumem 
Control Branch (Documonl Control Desk) 7pp 46531:250-46531 265 

0808030112 NHC Info Nobco 60 059. "MSfV Gu:de Rail Fai'ero ai Waiorford Uni 3" 
SvC l<St Oncl 

ROSSLCE D.vison of Oporat.ona' Events Assessment (Post 0704 1 1) 80/C8/C9 
Consol doled Ed son Co of Now York. Inc I2lpp 46467 011-46467.131. 

0806040062 Suppl i to NHC fnfo Nouco 00 004. -fnadequoto Goal licaiicn S Dccumon- 
tahon of Fire Hamer Punolralion Seals “ Svc l.sl end 

ROSSLCE D.vison of Operational Events Assessment (Post 070411) 00/00/09 
Consol dated Edison Co of Now York. fnc. 1?lpp 46550 205-46553 325 


8008240266 Forwards Insp Ropis 50-260/00 20 & 50 281/88-20 on 080523- 21 No vio 
fations or deviations noted 

HERDT.AR Region 2. Ofc of Ih.o D.roctor 00/08/09. CRUDEN.OS Vrgma Pcwor 
(Virgirva Electric & Power Co). ?pp. 46631.022-46631 034 


-0008240267 Insp RoptS 50-280/00 20 & 50 201/00 20 On 080523-27 No violat on S or 
doviat-or*s notod Mo;cr aroas inspeclud IE BuPot-n 79 02 ro plpo support base p'ote 
designs usmn ceniroto Oxpanson anchur bolts & IE OuPoim 70-24. 

CHOLLRC. BLAKE JJ Heg:on 2. Ofc of Iho D.recior 00/08/04 Upp 46631.024- 
4663 1 034. 


8800050135 NRC Info None© 80 050. "Inadequaio Design & Insla'olion of VVaU3rt<g'-.i 
Penetration Soa s ” Svc I si ercl 

ROSSLCE Division of Opototmnai Events Assessment (Post Q70411) 80/00/11 
Co.nso*' dated Erfison Co of Now York Inc I23pp 46569 296 465/0 C60 

B8O0O5O248 NRC inlo Notice HQ 061, “Conlro? Room Habiiah lily - Rocont Floviows ol 
Opcralmg Enpor-oiico “ Svc list ©nc* 

ROSSI. C E Division of Opeiiilicnal Evonls Assessmenl (Posi B704 11) 08/00/11 
Consolidated Edison Co Of Now York. Inc 125pp 46594 31? 46595 U 76 

0000 160094 Forwards safuty evaluhon ro utl ruspcnsos to IE Ri.llot It 80- 1 1. Mosonary 
VVall " Ut.l should address opo: - * aom & j/u;v*do accepvaY4o ioso!u*i on vv.'-^n 60 

days of lb dale. Technical oval ja* on repl a'so oncl. 

f*A1 EL.C P Pro;oct D roctoralo 2 0R/Cfl/ll. CRUDFN.D S Vrrcjmla Power <Viry.rua 
Electric & Power Co) 2pp 46559 262 46559 295. 

-0006100095 Sn^ly o valuation ru masonry wall iJosiyn Homs 2(l>) A 3 ol IE Eu loln BO 
11 ttovo boon lully 'mpY.monicd w/uxc«ipton of walls requiring rnp!oiiie n .'.a*an of 
7)RC pobdlon os discussed «n Hem 3 ol ropi 

* NRC - No Dolniud AM nation Given 80/00/ 11 2pp 46559 264 46550 265 

-0505010186 ' Masonry Wal Dos-gn.Sn'ry f^wor Station Un.ls l A lochn“cal oval JO 
t on rep t . 

LEAK. CON.V N Ca'spim Corp (subs Arv.n lnd.iSlnos/f rank m Rosenrch Center) 
f EH-C550C 240 05/04/24 NRC • No Dolalod Affikoion C von. 3Cpp 4G559 26G 
46559 295 

0800060295 NRC Info Notco 00 062, ’Rccont Fir.dmgs ro linplenrt.ulabon ol OA Pro 

H 'rnns by Suppliors of Transpori Packages " Svc ‘ist enct 
URNClI.RF. Div-slon uf SaP gaanls & Transportation (Posi 670413) 80/00/12 
ConsoWlaiod Edison Co olNowYnrk U.c lOOpp 46501 156 466^1263 

0000090204 NRC Inlo Nolico 08 C63. "High Hod anon Hartmls From Irrml DlocJ 'n Cor© 
Ootoe'ors & Crjblos ” Svc ''Si oncl 

ROSSLCE Ows.on ol Oporononol Evonts Assossmcnl (Poyl fl/0411) 00/00/15 
l/onsol-clnicd Edsor* Co. of Now Yoik. Inc 1 10p;> 40569 0G5 46509,1 74 

0GO024O269 Forwards loam Assessment Insp Ropis 50 283/00 03. 50-201 /8B 03.50- 
03H/08-03 & 50 339/00 03 cn 000314-10 & 0404 C0 Nn v.o'atcns or duvabons 
rioiei) Assossmonl of higher own average collccf vu radiaiinn doses conducted 
GRACE J.N Rodion 2. Ofc ol II u Drecicr 00/00/17 CRUDFN.DS Vrgmi.i f’owo.* 
(Virgna Eioclnc & Power Co ) 4pp 40626 I47-46G2G 193. 

* 0006240274 Msp RoptS 50 200/00 03 & 50 201/00 03 on 00O-1U4-O8.No violal'cns or 
doviaions < oloriMa|or aroaa irspectod uiil prolan i to mj nlam occupni.cml expo 
sii.-os Al AR A 

WFOClNGlOM.it E . HOSEY.CM. Region 2. Ofc of tho Uroclof M/CB/11. I9|>p 
4662G 1 ?0 46626 100 

**0008240276 In^p RoptS 50 200/00 03.50 281/08 03.50 330/80 03 6 50 330/QR 03.No 
violations or deviations ruled M;i|or areas inspected uhl corpornlo staff m G'ua of nil 
nrorpflu 1 to maintain occu.oatlonnl o/pusnres A( ARA 

wniGHT.r N . HOSEY.C M nogon 2. OJc of lf,Q 0-toctor 60/00/1 1 6pp. 4G626 109 
4662G 103. 

00081 10206 NRC Into Not:co 08*054. Rtiponmg Fires -n Nuclear Procoss Sya nt NuClo 
or Power PLinis.“ Svc fist crc^ 

HOSSi.CE Division of Onomionai Events Assossmoni (Posi 070411) 00/08/ 18 
CJonscl dated EdisonCo ol Now York. Inc. i04pp 46643 001-46643 104. 

0800120327 NRC Info Nobco 08-GG5. "Inmlverlonl Dramagns of Spool Fuel Poofs " Svc 
list oncl. 

ROSSl.C.E O.visron ol Operational Evonls Assossmoni (Posi 070411) 00/00/18 
Conpoiidoled Kd son Co. of New York, fnc 123pp. 40620 01 1*46028.133. 

6606 160392 NftC info Not co 00-CG6. “Indust/'al Radography insp & Enfcrcornoni " Svc 
l si one 1 . 

CUNNINGHAM ,H E P'ViSiO-i Of 'rtfuslna! & Medea 1 Nuc'oo' SafOly (Post C 70720). 
HQ/00/22. Consol dniod Ed<son Co. ol Now York. Ire 90pp. 4G02H 134*40020 223. 

0006 160414 NRC Info Note© 86 067. PWn Aunlnry Feed waif, r Pump lurtno Ovo*- 
speed Trip Failuro " Svc I st or»ct 

MOSSi.C F- Division of Opomlonal Evonts Asscssmont (f>osi 07C411) 00/08/22 
Co nscl dated Edison Co of Now York. Inc l23pp 40643.105-46643 227. 


R. Periodic operating reports & related corrospondonco 


0807260416 Wonilily operating rupls lor Juno 1983 for Surry Power Stolion.W/680715 
llr 

WARREN.l A, CRUDENDS Vi/gria Power (Vi'g.rva Elnclrc & Power Co). 88/OG/ 

30. 22pp. 46333 112 46303.133 

0008240092 Monthly Operaiing Rcpts 00 07 ler Jul 1988 lor Su'ry Powor Slat on Unis 
1 & 2.W/0030! 5 Itr 

WARREN.L A, CRUDEN.OS Vrgma Power (Virqm-a Eioclnc & Power Co ). 00/07/ 

31. 20pp. 46626 291*46626 310 


S. Reportable occurrences, LERs & related correspondence 

8000010143 LER 63 0i5 00cn 000626 rod u r genl lai’uro arnunciatcr act-votad in con- 
irol room Caused by failed circu.l card & blown luso Failed ci'cuil cortl 8 blown fuso 
replaced & rod control sys tested saiiSlactor.ly.W/000718 llr 

OENSON.OL Vugm a Power (V-rgi^ia Electee 8 Power Co) 68/07/10 4pp 
46372 150 46372.153 



Y, Pfy CaSK mflepcndeni spent ruei ^xoragv nisumcjnviia 

66080 1 0079 font-arts Rev 12 to iSFSi nuc eir secu'ily personnel Irarr.g & qjaNhca 
tiCrn p'og-'d^ Rev wit/heW (tef iCCFR? 799) 

STEWART.Y/l Vagina Power (Vtcyc a Eiecl'ic & Power Co.) 68/03/00 Oocumeni 
Ccnl'c 1 Branch {DocJ.merl CorirO- Des*) 2p ? 46J59 356 46369 353 

8-803120064 Ccn^rrs 630726 lelcon to NRC &eO01& cr 19 v.sits to QbiOfVO om-1aco 
rn^Ti o' spK.ii h.6 casks Firal v<si daio will bo cTcckIocj after corn^'oito'' of cas^s 

R03G^TSJP Fuel Cyco Sa'sly Branch 09/07/29. WAKEMAN0 Vrgma Power 
(Viffi n-d Elec*r.c & Pc wo: Co ) 2f P 46530 123 16536.120 


DOCKET 50*282 PRAIRIE ISUNO NUCLEAR STATION, UNIT 1 


F. Security, rred.caf. emergency' 4 fire proteciion plans 

88Q7C60520 Gcnor,c Li' £3 10 to all power reactor jcensees & hofde'S ol Pan 96 ap 
p'Oiraib re p_-rcnase ol G3A spp-ovct] seCu'ily corvamors 5xc list entf 
MjRAGUA F J As see ate Orec'or ler Projects (Post 97041 1). 68707/01 Consol t'atorl 
Ed son Cd of New York, 're. 3’pp 4 6309 2G1M6330 329 

6808040183 Pc t 9 *o Prano Isar.d Nuclear General ng Piari Emergcrcy Plan " 
SCHUE1.HE.OA. Northern S'.a'cs Power Co. 68/07/01 22tp? 46432 303 4&433 169. 

$8072701 J6 Re/ 9 lo P'di ie 'si-arj Njcear Generating PtarV Emergency P>an W/ 
683716 Itr 

F EY.F L Northern States Pcwe; Co 68/07/16. 233c? 46316 339 4631 ? 202 

$$C8 160244 Discusses u*il atD**Ov.3to*d Site access ira n rg proq'am l?r NRC .nsp pet* 
scnrol ccnxp’evng Reg an in trair.irg n gencr z aspects of roc .V on sa'eiy.i.hys ca' se* 

Cur & c.nie*gency rasoonso 

DAViS A0 Regon 3. O'c cl tho Croctor. 0 0 '0//2 7 ALEXICHM P ‘ndara Michigan 
Pcwer Co Cornier./ Indiana & M.cn-gan Eleclnc Co). 4pp 4656 1 248 48561.26 1 

6808040247 Gercne Iff 98 <2 to al« power ceaclo* icensees 8 app carts ro removal cl 
i *e prcied on requ rente n is Vorr Tech Specs Svc I si er-.t 

VIRAGLIA.F J. ASSOC ate C 'Odd' fa* Pro.ociS P’OSI 870411) 89703/02. Consotidfl'c d 
Fell sen Co ol NOW Tori', Ire b2rp “64 6 j 231-46463 342 

8808230072 Forwards Rev 19 lo fac'Cy securty p an per 10CFRS0 54 (p) Ruv vvilhho'd 
(rel IOCFF173). 

lARSCN.Cfc Northern SialOs Power Co 60/06/12 Ollce ol Nuc’ear Ruatbr Hoqu 
'anon Orecld (Po>i 070-1111 !0 4>T626.00 1.46 5 26 001. 

6800230149 Forwards Flov 3 ipptani salegjd'ds cont-ngency plan Rev wilhhelJ 
LARSCN.CE. Northern States Power Cc $8/08/ 1? DoCLmenf Ccr.tro Grar ch <Docu 
mc-m Corltc 1 OesM ip. 46614 354 4601 A.364 


K. UNlity Final Safely Analysis Report (FSAR) & amends 

88080^6224 Ftrwatds Rev 6 lo upoaled FSAS icr Prairo H l antJ Gers’Oirg P.ar.t & 
arn-jat ropi of chargos.losls A enpenmonrs 

MUSO^F.D Noil hern Slates Power Co 83/07/0 7 Do-ci.rrcr.1 Cc'Urol Orarc*i (Docu 
rent Cortrol Desk) Ip 46473 066 464 74 063 

**8808090238 Annual repi o< charges ‘esls 6 oxpor.inents (or 198? 

* Nonhem Slates Power Co 88/07/07 7pp 46473 C5? 16473 073 

**880&O90241 Rev 6 'o updated FSAR lo: P*a r.o ib1*jnd tiuc'iea’ Go.ne.-at ng PiS-i \ 

* Nor ihem Stales Power Co 88/07/0? 356pp 46473 074 46474 069 


P. Opoiallng license stage documents & correspondence 

880615017 7 Fnal responso to FO'A rcqcGSl fc' documents Forv^rds Adp A documents 
S pad 51 1 withheld App 0 documer.ts (ref FOIA E*cmp!iors 5 & 6) 

GRlMSlF.Y.D H. NRC * No Dela cd AK:,alcn G:/en 83/0?/ 14 FELTCN J M. Ntc’oar 
Lrcersng Reports 4j;p 46501 149«46501 164 

-8711120130 Parti-aiy withheld summary ol NRR Mgi Team 871006 09 vists lo s Jes A 
Region III o'cs.Reg cn HI well managed 

S v 4F2Ek. 3H. Oltice cl N.c'ear Peacio: Pecjiaron. D. ecior (Post 07041 1) fi?/li/ 
06. MURiey.T E Oil :e ol Nuc'ea* Reaclc' Hegula'ion. RirectC' <Posl 870411) 3pp 
46501J65 46501 IS7 

880802004? Fo-nvaras app' cation for arend to Lcensos DPR 42 & DPR 60. rerrov.rQ 
low feedwater tip horn Tectt Specs & aJcrrg requ -err.&nts lor steam generator Icvo*. 
med an selector : jnct cn Fee pa d 

MUSCl F,l) Northern S'ales Power Co 80/07/18 Cltice of NuC'ear R^acio/ Reqjla 
lion. Director ^ost 871)4 1 1) 2pp 46386:133-46366 144 

•*8008020043 Appl-catioo lor amends to L-censes CFfl 42 $ DPR 80 revising Tech 
Specs to tomo/o low leedwaier i-p Pom Tech Specs S add requirements for s'sam 
generator level median selector ftnef on. 

fAUSOlF.O Northern Staler Powc-x C-0 86/07/18. 6pp. 46366 1 35 46366 Vj9 


rocues'od by 8B09l5.Foo pad 

MUSCLF.D. Normorn Slates Powc Co 89/08/01 OHiCG Of Nuclonr flo^ctpr 
ion. Director {Posl 870411) 3pp 4b59l 224 465Q1 226 

8808110072 Su;>ptenio , '*a1 appucaiio'i '0 a'ndr;<) liconbos PPH 42 A D1*R t>0 
App K calcUa-.tm for upper plenum mjociion bust oftlrn.ro ".c‘ 
p.'OCram Hoii-rn to nucldale bplirrj co^cM onal-y prohbifcrJ dur.rnj blowdown P 
MUSOLF,D. Northern States Power Co 09/ 08 1 05 Documonl uontrol (h.in;l 
rrent Ccnlrol Desk) ip 46500 251 46503 265 

**8600110075 ’’Demonslrolion cf Conlo-nancu ol Prai'io Island Units l A ? in 
ICCFR50 46 fo' LA*gc D'eak lOCAs 

* Wosl-n^houao Fieclnc Co*p 00/08/31 14pp 46500 252-46500:265 

8508180406 Forwards saloly ovaiuaton s^ppoomy uil proposed design ro ircti 
men*so1 ATWS rule 10CFR^0 62 

PM/AM.DC Pro eel Dirocicraio III 1 HH/00/1/ MUSOLF.PM Nu-I'er- 

PoworCo 3pp 46591.230 46591 293 

-8600160407 Salet/ eva‘uaiion re cornpiavn w/ATWS rule (10CFFI50 0'2i I; 
copiabte cort ngen' upo*' successfu' compoiio*i of human laclo-s fli i| rieti.- 
8 qjai'.caiion of Jsclai o ^ dovicos 

* Cl'ce ol N.jclear Reactor nea..lation, Uiroitor {Post 870111/ 60/Cjri 
46591 203-46891:203 


Q. Inspection reports, IE Bulletins & correspondence 

8805200295 NRC .‘nfo NoSce 08 032. “Pron pi lioporlirg to NRC ol G:gn 'i< p-iI 
tnvolv nq Ran caclive Mall ” Svc .'isi ore. 

CUNNiNGHAf/ R E Div-S cn o< InrJus'nal & Mi deal Nuc'oar Sflliilir iRos 1 
eCrC5r25 Consol.' fated hdson Co Cf New York. lr.c 120pp 4^368 1/9 V. 

0808150243 Pdrlal fGspo“So to FOIA reqjosl lor (JocurnnnlS Forv*.! 1 .‘s 
documonis Apr> t. dccu.ncnis ma-n-Amed r POR Apps N S O ddcu.nnnls f 
tclal y withheld respective y pel FOlA Exufrplinn f i) 

GRIWSLF.Y.D.H. NRC * No Dotp.^d A(w a uon G.nm 08/07/05. JCISf ft.C. 
WotAss.jneu 1 4pp 4650 1 104 -46501 :<J9 

-6602050102 Moq^osis rjpnt.fication of d-v Cuntaci for rogonal insp hsmi 
ar/argo NHR alic»rotivo shutdown & Iro protechon rovower lerhrvcnl tis ui 
to^onba^d jiosbliic sale shutdown insps Schrul-u'c ol suboUte'l 
PARTlCVV.J.G Dv ol ■•'spoct on Prog'n/ns.lE 105021^8704 131 i 
GERNEHO.R M Div s on ol Bo 'ing Water Reacior (BWFI) L-tunsing (051 1?> 
2pp 46503 318 465D3 319 

6607260276 Forwards Sftloty Insp ReptS 60 262/68 10 & 60 3UG/08 10 
8 nchca Of vtolal cn 

WR-GHT.G.C Reoicn 3.0^ ol ihoDrccior 08/07/12 LARSON.C E NOrthc 
PoworCo 2pp 46208. 164*46200 104 

-8807260260 NohCQ ol v o'hlion (tom nsp on 080606 2 1 Vxo'abOrt co'a.*J. lo <j 
' erm pe'iodc audiis ol emergo , *Cy opo-'fiimg prccodurcs Itoiwocn Apr 106-4 t 
WRlGHT.G.C Reg on 3. Ofc of tho D roc lor flfl/07/12 »p 4628G:1f3'j lo2<-») 

-8807260263 Insp Rcpis 50-202/88 10 8. 50*306/08 10 O-i OflOCGC- J \ 
nct^dMaici nroas mspecied veuicaixon that cmcwjency epetauqg ptoGO'i^' 
ca ly corruci & specified actions accomp'ishod us rg ox-snnn ct|u prnurn 
LOVE n s Reg on 3. Ctc ol Ihe Directo' OQ/07/ 1 1 I8pp 46200: 107-46209 

9907200060 Responds lo NRC O0C615 Hr re vo'ai-ons noted «n lns|> Hnpts C 1 
07 & 50 3X/e0 07 Co'tecbvo acbcns w.irhcld gut 10CFR/3 2U 
LARSOM.CE Northern Spates Power Co. 0H/O//14 MALlFTT.G S Roger 
Iho D,'GClcr. Ip 46344 297-463*14 23/ 

0807269279 Forwards response 10 JE Bul'Ohn 8? 002.S‘,rpplS i S 2 ro Sufu'-c 
ol s s tety related & non salety ic'ated lerrous lastonors 
LaRSON.C E Northern Slates Power Co 00/07/20 Off.ce of Nucfea' Rcac 
fation. DifOClcr (Posi 870411). ?pp 46304 04f> 46304 052 

8097200162 Supp? i lo NRC Info Notice 88 046. "l.iconsoo Rupl ol Do'cc: 
tlshed Cwcuxi B'oakers " Sst list end 

ROSSl.CE Division o' Operaionai Events Assessment (Post 8704 M) . 
Co-iso “dated Fdiscn Co O- Now York, Inc l25pp. 4630O 054-4638 A 1 78 

8808030240 Subm is addl in'o re anal/sos requrod by IE U-jllOhn 79*14. ‘Su 
>svs (or As PaiU Saiety Related Pip ng Sys 1, Errors n weight 6 coc.tc* cl 
srraii toro Cepes Vulcan vaVos d.scussod 

LARSCN.C.E. Northern Slates Power Co 80/07/21 DAVlS.A B Region 3 
D, rector 7pp 46403 183-46403 18D 

8807 200246 NRC Bv^iOt n 8B-009. "TlwJato Tube Thvunnq m Y(estirvghousd < 
Svc fisi end. 

nOSS«.C-E Divs'on ol Operaho.nai Evonts Assossmenl (Post 870411) 
Conso daiod Edison Co. ol Now York. Inc I23pp 46348 070-46340.102 
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8007210218 NRC fnlo Nobce 08 052, 'Failure oi Intrauterine Tardom of flotcher Su.t 
Apclcator Brachylherapy DoviCGS Cu' , na Patient Treatment " Svc ii&1 oncl 
CUNNINGHAM. R E. Divison of fnd.isinal & Morixal Nuclear Safety {Post 070729) 
80/07/27 ConsoLdalud Edison Co of New ycrk, Inc. 10Gpp 46397:029 46397 136 

880B160244 Discusses uhi abbreviated site accoss training proG f ann lor NRC insp per- 
sonnel complying Reg on Jll tram.ng in gcnoric aspects of faebat on safely.phys cal se- 
curity & emergency response. 

DAV(S.A B Region 3. Ofc of the Director. 88/07/27 ALEX1CRM P Indiana M chiyan 
Power Co (formerly Indiana & Micn-qen Electee Co). 4pp 46561:240- 466 t>l 25 1 

8008230260 Forwards latest rov of NHC Manual Chapter 051G, 'SALP ” Region III w II 
begin us:ng new functional aroas sot fonh -n rov for all SAl.P repl periods whCh 
oxiond beyond 830606 offcciivo dale of procedure 

NORfc'UUS.CE Rog.cn 3. Ofc of ibo D.roctor 08/07/27. ALfcXlCH.MP Ind ana 
M-chigan Power Co (formerly Irc'iana & Michgan E'eclrc Co.) 39pp 4GG20 0S0 
46620 129 

8807220034 NRC te.fo Notice QG 053, "Licensee Vnlabons of NRC Regular ors.Wh-ch 
Led to Med cal Diagnosis Misadmmislrolions " Svc list oncl 

CUNNiNGHAM. R t D.vision of Industrial & Moduli Nuclear Safely (Post 870723) 
fl8/07/?y Como'idalcd Ed son Co. of New York. Inc. 10Gpp 46396 283- ‘.6397 028 

0807220192 NRC info Not CO 08 054, "Fai'uro of Cirrtil Breaker Fo low.ng Installation 
Of Arrplcctor Direct Top AUaclniont " Svc li&l Oncl 

ROSSI.CE Divivcn of Oporotonal Evente Assessment (Post 6704 II) afi/07/20 
Cocsol dated Edison Co of Now York, Inc 1?1pp 46417 020 4641 7 HO. 

8&072B0019 NRC Info Noiico 08 055. ’Poionhal Problems Caused tiy Single FaL.ro o< 
E5F Swing Bus " Svc 'ist oncl. 

ROSSI.CE Div.sion of Cuerauonal Fvonts Assessment (Post 0/04 11 ) 80/00/03 
Conso'idatoU Ed sen Co of Now Yo'k. Inc I2lpp 46437 121-4643? 241. 

680B030289 Suppl 2 lo NRC OulloliM 08 005, "Ncrconlormmg Malls Suppl.ed by Pipinc) 
Suppics.lnc ai Folsom.NJ 0 West Jo/9 oy Mfg Co ai Wll■ams 1 cvvn.NJ 1 ,, Svc I si oref 
ROSSI.C E Civiscn of Oneratonnl Events Assossmont (Posi Q704 11) 08/C0/O3. 
Consol daied Edison Co of Now York, Inc l4S)pp 46530 121 -16530 269 

8007290008 Suppl 2 lo NRC Gulloim 80 008, "Thermal Stresses in Pip ng Connected to 
RCS ” Svc I si one’ 

ROSSI.CE- Div.sion of Operational Cvonls Assossmunl (Post 8704 11) 69/08/04 
Ccnso'idnled Edison Co of Nuw Yo*k. inc 121pp 46504 U01 -4G594 121 

0807290111 NRC Info Nohco 08 056, Poiont'a’ Prob'ems W/Si'iccno Foam Fi:o Uarr or 
Por.oiral-on Seals ” Svc I si oncl. 

fiOSSl.CE Divison of Oporutcral Events Assossrronl (Post 870411). 00/C0/O4. 
Consol dated Edison Co of Now York. Inc I23pp 46f.C9 175-46560 297 

8608120059 Forwards Safety Insp Ropls 50 202/0911 8 50-306/60-11 on 00CG2O 23 
8 0711-1 5. No vio'af-ons noted 

HARRlSCN.Jj Region 3. Ofc of ira Oirocicr 03/08/04. I ARSON.C E No.thurn 
Slates Power Co 2pp 4G525 130 46525:146 

-8808120066 Jnsp HcptS 50-202/88*11 & 50 306/00 11 on 80CG2O23 & 0711 15 No 
vclalions noted Major proas inspected heensoo achvrlios to tE Uu!lul*n 05-003, 
“Moicr Operated Va.vo Common Mode Fn lu'e Ounng Piani Trans ents Duo lo 
HUBER, M P , SMITH JF, DANIELSON. D If. Rogion 3, Ofc Of the O.roctar 00/08/04. 
14pp 46525 132-46525.145. 

6008020095 NHC Info NOLCO 80 057. "Potonhol Loss of Safe Sbuldown Equpw-ont Duo 
lo Premature S I con Confrol'ud Rociifior Fa lure " Svc 'i&l oncl 
ROSSI.CE DwiS'On ol CnerAliqrial Evonts Assessment (Post 870411). 08/00/00 
Ccnsol.dated Edison Co of Ngw York Ir e I22pp 46459 125-40469 246 

8008020102 NRC Info NoiiCO 80-058. Polonlia’ Probloms W/ASEA Brown Oovon ITE- 
fj 1 L Timo Ovorcurront Relays ” Svc 'isf one* 

ROSSI.CE Divsion of Onorfllional Lvonls Assessment (Posi 8704 11) 0G/O0/QU 
Consolidated Edison Co of New Yo.'k, Inc 12Cpp 4G53G 031 4GS38.120 

0608030112 NRC Inlo Noiico 88 059, "MSIV Guido Rail Failuro ot WatorforcJ Uni 3" 
Svc i si oncl. 

ROSSI.CE. Division of Opo.'atonal Evonis Asso.ssmoni (Posi 0704 11). 00/08709 
Conscl dated Edison Co of Now York. Inc 121pp. 4G4G7.01 1-46-167 131 

0008040062 Supp! 1 lo NRC Into Nonce 03 004, ‘Inadequate -Qualification S Docurnon 
lation of Firo Bnrnor Ponotrniion Seals ” Svc fi9t enci 

ROSSI.CE. D.vison uf Cptraf-cral Eveni9 Assossmont (Posi 870411). 8B/OG/OD. 
Ccnsohdatod Edison Co of New York. Inc I2lpp 46550 205 46558.325 

6800190032 Forwards Exam Repts 6Q 282/CL 06 01 & 50-306/OL 88 01 qI oxam ad- 
nirusiored on 88071 1-14. 

WRIGHT, G C Region 3. Ofc ol iho Di'ccro'. 83/00/10 l ARSON.C.F. Northern Slates 
Power Co. 2pp. 4059C 147-46596 305- 

■*0008190036 Exam Ropls 5O-282/CL-80 01 S 50 306/OL 38-0 1 on 09071 1-14 Exom 
resulls lf‘reo semo/ macior operators 3 fhroo roaclor operators passed exams. 

HARE.S M.. SHEPARD. D.L.. PARKINSON.K L Region 3. Ofc of the D.roclO-'. 08/CG/ 
03. I50pp 46596 149 4G506 306. 

0808050135 NRC info Nohco 88 060, "inadequate (Design & insteLatlon of Woterligfit 
Ponolrallon Seals ” Svc l.st onef. 

ROSSI.CE. D.vi 9 ion of Oporal-onal Evonts Assossmont (Post 870411) 80/03/11. 
Consolidated Edison Co of Now Ycrk. Inc. I23pp 46569 290-46570 C60 

880B050248 NRC info Noiico 08-061, "Control Room HabilabiLly • Roconl Rovlows of 
Oporafing Experience.'* Svc list oncl 

ROSSI.CE. Division of Oporafional Evonis Assossmonl (Posi 070411) 00/08/11 
Consolidated Ed son Co OiNuw Yo;k. Inc I25pp 46504 312-46590.076. 

8008050295 NRC Info Noiico 08*062. Recant Findings re Jmpforr.eniation ol OA Pro 
grams by Suppliers of Transport Packages.” Svc lisi oncl. 

BURNETT.R F. O .vision of Safeguards & Transportation (Post 670413) 80/CG/12. 
Consolidated Edison Co ol Now York, Inc. I09pp 46581. 156-46581263. 

8808090264 NRC Into Noiico 88-063. "H:gh Radiation Hazards From irradiated In Coro 
Detectors & Cables " Svc list encL 

ROSSI.CE Division of Oporaiicnal Evonis Assessment lPos.t 079411) 86/08/15. 
Consolidated Edison Co. ol Now York, inc. 1 10pp 46569 065 465G9.I 74 


QQOB 110206 NHC ln ( o No' CO 88 CG4, 'Rcpcrling Fires in Nuclear Process Sya at Nucle- 
ar Power P>anls ’ Svc ksl ercl 

ROSSI.CE Oi/ison of Operaiio , 'fli Evonis Assessment (Posi 87041 1) 00/08/10 
Consol dated Ediscn Co. of New York. Inc I04pp 46G43 031 4 6643 1Q4 

6800 120327 NMC Info Noi ce 88 065, Inodvurlem Ora riagos of Spent Fuol Pools * Svc 
I St oncl 

ROSSI.CE D.visicn of Operational Evonis Assossrr.oni (Post 070411) 63/08/18 
Gcnso'idated Edison Co of Now Ycrk, Inc 123pp 46620 01 1-46628 133 

0008 160392 NRC Inlo No* CO 88 066. "fndus'nal Rftd ograpby fnsp 4 Enforcorronl " Jjvc 
list oncl 

CUNNINGhAM.R E Div.son of IndjSlrial 8 Vodicai Nucloar Saloty (Post B70729) 
Q0/03/2P Ccnso'.daicd Edison Co of Now York, Ire ')0pp 46620 134 46626 223 

8808160414 NHC Info NoNCO 68-C67. "PVVR Auxlory Feedwater Pump Turb no Over- 
speed Tt p f a turn ’ Svc tisl cncl 

ROSSI.CE Civiscn of Cpoiafonal Evonis Assossmoni (Post 070411) G3/9072 2 
Ccnso!.daied Etfison Co. Of N^w York. Inc I23pp 46G43 IC5 46643 22? 


R. Periodic operating reports & related correspondence 


8808000212 Mo-ilMy operatirrj repts for Jul 1%!1 for Prft" o Is’and Un ts 1 X ?W/ 
080804 Hr 

DUGSTAD.O. MUSOl.F.O Northern States Power Co 00/07/31 9pp. 46450 153 
46450 161 


S Reportable occurrences, LERs & rotated corrospondenco 


8008 1 1029G Summaqr of Opcrairg Ruar.tcrs Events Mooing 03 031 on 08000? ViOw- 
rophs & list ol attor.doos end 

ANNING.W Lvonls Assossmont Branch 08/00/03 ROSSI.CE Division of Opor 
abonal Evens Assessment (Pusl 8704 1 1). I7pp 46550 214-4G556 230 

0008000140 LER 08 604 C0 on «B072G,largo axial ll,»x till duveloped os result of control 
lod vviihcJrawnl & xonon t^u Idup f’ernHy to ovo'powor A ovononip doHn T reader pro- 
luclion solpoif.is opp irx) Caused by signal Inio/terurco W/8B0IJ04 Hr 
HUNSTAD.AA. MUSOLF D Norlhem States Po*o,* Co 88/00/04 6pp 46452 201 
4G452 20G 


V. Operator Examinations 

0808020312 AdviSOS thfll rcqua'ifical cn proamm uvaluaton v.sl schodjlerf for wk ol 
801024 Nnc lo odminsicr whiten exams & cporalmy toslsSlolod rof mall r.cods 1u 
bo fir dv.l/oi l 

WRIGHT ,G C Rngon 3. Ofc of the D-roctor. 80/07/2P. I ARSON. C L : No'l»‘,ern Siaios 
PowurCo 78; )p 46J03 C0 1 46383 0/0 

8800240081 In'omis lhal utl w II rot bu ohln lo moot reqj rr.'mcnls fO' oxtinr by 
830024 Cons de.'Ql'Cii shou’d liu given to dulay.ng arJm.nisirahon ul oxams uil«' mo.*o 
comploto bank of accoplabte oxnai quoslio is beccrr.os ova lablo 
LAHSON.CE. No.dhorn Slates f’owor Co 80/00/09 DAVIS. □ Reg on 3. Ote Of tho 
Orocior. 3pp 46630 OHO 4G630 082. 

8608190032 Forwards Exam Ropls 50 202/01 03 01 & 50 3O0/OL-88 01 of oxtirn od 
minlsterori on 86071 1*14 

WMIGHT.GC Rog.on 3. Ofc oUlio O-roeto.' 08/00/10 LAfiSON.C.E Nothicim Slates 
Power Co 2pp 4G590 147 46596 306 

-08OG19OO3G Exam Ropls 50 202/01. 00 01 & 53 3O6/OL-O0-0 1 on 080711 14. Exam 
fosulis Ihroo son or rcaclor opomtors A llm.o reactor opornto'S passed oxanis 
HARE S M . SHGf^RO.DL . PARKINSON.K. L. Region 3. Ole of the UirociOL 00/06/ 
08 t50jjp 46596 149 40506 306 


DOCKET 60-285 FORT CALHOUN STATION, UNIT 1 


F. Security, medical, emergency & fire protection plana 

80O4D7O297 Fo/wards dOSCnphon of scope & ob.oclivus Of 1980 Cmertjnncy propared* 
no s 3 OxcrciSO cor NRC 840209 roquu3l 

JOMUS.WC On'flha Pub'c ftewur ID.stnct 00/83/30. Occumonl CcnUol Bronci\ tDoc- 
umont Conirol Desk) 6pp 69276 345 69276.352. 

8808150358 Pub'iC version of Rov 13 lo Emorguncy Flan lm()lomonting ProcecJuro CPIP 
EOF -6, ' Ons io/Olfsiio Ooso Assossmoni." W/0BO81O rolcaso memo 
• Omaha Pub‘:c Power DisiriCt 80/06/30 100pp. 46549: 135 4G549.234 

8007060520 Gor.eric Lir 80-10 to all power reactor Iconsoos & holders of Pari 95 ep 
rovols ro purchoso of GSA approved security conlo nerb Svc -isl oncl 
tlflAGLIA F J Associate Dircdor for ProjOClS (Posi 070411) 00/07/01 ConsclKfalod 
Edison Co. of NOW York. Inc 3lpp 46300 299 46300 329 

8007260341 Forwards *isl of ma.0' criliquo items from annual omergoncy ovorc-so con 
djcied on BB0622 

MORRIS.K.J Omaha Public Power D.stricl 08/07/19. Document Control Branch 
(Documont Control D 09 k) Opp 46209 236-46209 24 1 . 

8007280321 Fcrward9 Irsp Rept 50 285/00-20 on 000621*23 Fd toon rJoficonclQS 
indonlifiodConlirms 800700 lo'con re request to conduct mgt mooiing lo discuss insp 
fnd nos 

CALLAN.L J. Reg on 4. Ofc of the Diroctor. 06/07/21. MCRniS.KJ Omaba Public 
Powoi Dislnci 2pp. 46336 092 46336 101. 

-0007280323 fnsp Ropi 50-205/88 20 on 80062 1-23-No v.olabons or rJoviatlons 
noted. Ma;cr areas mspoclod 'icensoa porformanco & capatil.tios duung annual oxor 
ci so ol omorgoncy plan & procodu'os 

TERCim., EVERETT .R J Region 4, Ofc of \he Cirecloi. 80/07/20. Opp. 46336 004- 
46336.101. 



88 DOCKETED ITEMS 


6GG8C40379 N'cMca' on cl 8807?c meel ng w'tlM-i Ro^cn IV ro d-scjss annua emur* 
rosporse e«ercxse flcpl 53 265/8S‘23 t nd n ys 
AlLANI J. riogon 4 O.c o? |ha D..cdo.* 8 807/25 Hog on 1. Ofc o* fie D *ec?or. 
2 cp *56 435 220 46135 230. 

86C8f?0111 Forwards pub: c vers. on o' revised emergency plan imp ‘erne riir;| 
procedj/’es W/67: 3-blO rotease memo. 

MCflR'S.K j Cmaha f : ^bJjc Power C.s:rcl ii9/C?/2fl Oocumen Com-ci Branch 
(Documen: Con'to. Coo 1 ') 2pp. 45568 0?7- 40555 136. 

-0988170134 Pubic rersen o' crcteC'icy plan •rnplerronPn.j p.Otedures. meted ng Rev 
1 7 cf Piocedure EF.P OSD-? \ ' tmeraenry P.an Acii/atioV Rev 4 to EP.P OSC 5, 

• Site Aea En“i<gc-\cy A:lior$ $ Rev i V) LteP-CSCA. ’ *Vcrl Gvcxxi Ac»ic rt s‘ 
f RANCOR r Omaha Pub* C Pcwor Oisihd ofl/0?/2A 70pp 46566 019-45560 13 6 

0008100139 Forwards insp Perl $0-2rt5/etH 7 on 9D0523-2? A nol co cf 
vefa. aiPcceMivo rsti/o of v-otehc-r nd.t,i»o* Lck of r*fl *;lixoi}sa ip mgl 
■jve'sichr Mot co cf v.olai on wib’te'd fro? llC:Ffl/J 2 ;j 

GALl^Nl v Meg's 'i 4 Cfc of rru D o'to» CF/a?/23. MORRIS h J Omaha Puh’tc 
Po-v>» DiS?r,ci ?pc 46195 iei-16495 '66 

-080ai00f4f Parlialy Wf 1 * 1 lisp Pop? 50-285/68-1 ? on eft 0523-2/ (rof 
10CFH73 2\j V c aKrs noteo Msjo; a*c»is inspected lc1c.vLp on prov ous y idonti'od 
.le-.s.irn fc ‘OAJP security C'flarUitton.xtNtens & ropts & compcnsatcy measures 
aElLY.JA EVF-Rc TT R J. n eglon 4, Cl: zl t'.o Oirocio: 89'0//25 Ip -16465:166- 
464 1* '.06 

8606040247 Gcmmc ill c9 )2 io nl- powe' »MC‘C.' ‘‘ccrsc-us & applicant to xonovai cf 
l-re protect'd rc^u-'cmems f'C-m lech Spu.s^*-; si one' 

M RAGLlA F J Associate P rector for Prowls iPost 87041 1) flb/0 8/0? Consolidated 
Edisor Co. of N oa Vo.*. Inc 5?p p 4C16J.291 46463 342. 

60O015OC84 forwards insp Pepl 50- 235/00 1 9 on 060*301-30 No vio'alons or <jov 
at ens roledCrdorslaius Inal Itctf-nsoo will rveslgalo A de’ermnt’ roof cat so cf flp- 
psre-i fa ‘jre al licensed n vidjal io *ecci-o s>s dos rjn charxgo lrn : nng. 

CA>_LA*JL J. Rr^gop Clc ol Iho DirecW. 09^09/03 K70RRIG/J Crraha Fob'ic 
Power D-Vi. cl 2pp 4QbS0: 105 46550.120 

• 8803 150089 n'-sp Rcpt 50 285J88-10 c*> 680601.30 1- ^ o vitla'. ens cr dovialons 
nciodVoJor iirefis rspectodcfR foPowi»D\ cpcrauo n al saloiy venSca* on p‘ani 
•curs,s^ 4 oly rdaloa s»s waJ-' downs & n*on: r >iy ma-r.* & security oLsorvaiions 
MAP.ReLL 9 H RCS.T . weSfERMAf4 1 F. R^-ux ClC Cl 11*0 Dkcc’.ci P8fO0/O5 
Hpp. 46550 107 46550 I2J 

6800220(80 Forwards SJinr g'y of 060728 n'eelrg w/ull n flcq-cn 117 o«c { o disccss 
del ;icnc os nolod n irsp Rcpl 60*285 , '9a 20. 

CALlAN.I J. Rocon 4. ClC o' Ifo Di.mclO'. 00/00/12. f/OrWS.KJ. Onaha f\bl.c 
Power Dis.tr cl 2pp 46901 120-4G6O1.M9 

-0009220189 Sjtrrnary C : ilC725 •mooing w/l*iI m Arl'glon.TX ro 15 dof‘C cocos 
idomfrd dcnr.g Ji.na I90B (rnic-gency g«i.*ciso visl cf altandcos & H-cocding -n’o 
cncl. 

TERC.N flcg;on 4. Qlc of Ihe Direc*cr. OQ'Oyr^ Regcn 4. Cfc of thoO rector I9pp 
46601133 40601149 


H General correspondence 

0606000126 Res perms Id &007I3 cele'tal ‘c'wardrfi Hr from consbluen: SJ 
guns,ojrr- , *i f ' , '*j concern to wnoiher p!a r* pose J threat to sa'oly of pubi c Com rued 
opera* on of t'nru r-to^ans no undioivsH 10 noDt'i S sa'DVy ol ptb' c 
STEilO.V. 0 4 c Ol It O ExoCuMvo Ci-oclor ler Cporalions 09,08/03 OEHFUTER.O 
House Ol Rep. 6pp 46152 239 46152 244 

-6808380 126 Hcqoosis comp ancc w/cncl SJ Gu.ris 86070? rcquesi lo hnd out il pret)- 
ictrv w/soVly ol plan! o»isis 

GEREUTER.o House cl Rep 80/07/13 NRC * Mo Oo1:-r‘ed Affi »| on Given 2oo 
4C45? 243-10452 244 


K. UIIFiy Final Safety Analysis Report |FSAR) & air.onds 

0807260061 Rov-sod updated FSAR lc Fed Call- a, m Slafron W7680722 lir 
MOHFUS.K ^ Omaha Pjb'rc Power Dsincl 88/07/22. 2S0pp 46320 203-46321 097 


P. Oporailng ftc&nao stage documents % correspondence 

880B 150243 Pari a* resporsc *o FC'A req.osl for docome.nl s Fon^ards App M 
dDOurrenls App X. do^umenls rranlairc-j n POR Apps N S O dcctmon’.s cad-al y & 
tola'Iy wil'ibc d rnspec'jvol/ (ref FO'A fc^cmpfiDi 6J 

GniWSt EY.D.H NRC No Celai'cd Alii a'icn Given 88/07/05. JONES C Aff< *atio-r 
Uol As^ancd 14pp 46i0l;lR4-46i9l 1^9 

•*8808 150298 Discusses 930202 IF./regonai 53‘a shjidcwn fnsp p og.*am ccordmaiDn 
(-Cbl rg Arcthcr meoGr i will be heM to ntiat s a 1 © stvjtdjy.n insps 

plan r oil f cr labor nail of F y 0 3 

TAYLOR J M Oiv cl Quality Assurance Safeguards & inspection Procrams 15 (030103' 
&50212). 8 3/ Oft/ 12 MURLEYJE Reg, on 1. CIc 0 ‘ lf*o Oxctor COlL' fc ;Sj.T Rcclon 
4, Ofc ol tho Directer MARTiN.J.U Region 5. 0 4 c of iho D-recIcr. ip. 46501 306- 
465D1 206. 

8806020269 Summary of 030709 dicing w/C-E CY-vnera Group to Gercr.c Hr 07 12 . 
“Loss of RFR Wh .e ItCS Pa/i ally f 'led 

TnAMMFLL.CM Pro,ect Directorate v 99/y?/l5 Project O.xctorate V. 41pp 
46374 202.46374:244 

08OB0 10293 Fcrwa'ds proposed agenda fer 080824 mcol ng re aunliary focdwaior sys 
te‘ vi'Di v/ o;a'uatior.,C>©noiio Issua *24 tepCs igr Costal Rivet .AiVansas Muc'ear One 
Unil 2 & Fort Ca b->jn also ord 

KALMAN.G. Pxoioc: Directorate V 88/07/23 FiHUT.j. Sacramemo Mjmc-pal UMtv 
Qslrv:t.4pp 46363 2C0.46363 203. 

6809020294 Sub.r is update & corrects inaccurate m*o prevjousV provided n 880701 Ur 
to tei to -nfo placed in shift si/pc-rviSor ?pg Inter m cotreciivo actions initiated lo ensu'e 
con serva t rvo p 'a nl oper a: i on 

MCnRIS.KJ Cmaha Pub'te Power Distnci 69/07/25, Dccumam Cor.lro! Branch 
{Documar.1 Ccnlro! Des't) 5pp. 46302 323 46392 327. 


80Q8050D59 Discusses se.sm*c tjudlificaiion of air nccurnulaiois & coii:. 
gjde-Kes for ccnircl & mamt cf cqupmoni seismic gua'if cation ifoci 
e* si iint, l early 1909 w h en review team began plani site nudii 
CALVO.JA Frojoci D recioraio IV 80/07/28 MORRIS. K J Omn ia F. 
tnci €pp 46449 344 46449 349 

80OB1CO262 Nol'ficatidn cf 6G0617 syrifcant hconsoo mooi ng w/tl-l f> 
dscuss util pteseniahon of planned ac liens m rospenso lo Slone A 
ponaenl mgl asscss-’r.oni. 

CAL LAN ,L J Rog.oo 4. Ofc of iho D.rocte-' 88/07/28 Region 4 Ole < 
2pp 46600 331 4G5G0 332 

0908030371 Forwards Rev 4 te it .service Insp F’rogram Plan fO‘ ' 1)0,1 
MQRRIS.K J Orralia Puh'C PowO.' Disfricf 89/07/29 DoCumeni C 
(Do-curno-nt Conlrcl DosK> 4pp 461C5.2;)0 4G406 31 1 

-0000030372 “Irise rv.ee fnsp Program P.an for 1983-93 Interval 1 

* Omaia Publ c Power D.sfr.ci 88/07/0 1 70pp 46405 242-46405 31 1 

8609040208 Forwards roi of reg.osl from ASMfc Boi'or 6 Prcssuro Vusmj 
XI for uri doniiiicd tengtud nal wo!d seams :n Class 2 pip.rg.iwo ci.'c.rr* 
c po $rcp welds 8 c* wolds on 2 non hold routed pmscun/cr «n*nis,nrfi 
7.1CRRIS.KJ Omaha Puo!c PCA-Or Cistnci 88/07/29 Docurrr* f 
(Documor-t Ccnlrol Dcsfi). 4pp 46436 107-46430 1 10 

0808940309 Molifscai on of 083825 mooting w/uM in Rockv.llo.MD in iv 
ID third party mgl assessmuni 

MLANO.PD Prciecf Crecterato IV QQ/08/01 CALVO.JA Pru.ccl 
■Jpp 46-136 2C6 -40436. 208 

8808090134 informs lha< addl info (O util 00OGO6 rosponso to Gon.-te l 
SJbimitecJ by 089831 

MORRIS. K J. Omaha Publ.C Power Distnci U0/C8/O1- I t 

(Documonl Cortlroi Dusk) Ip 46471 086 4647 1 066 

8808100031 Requests add. info ro stoam gonomtor lutte u.plure «/i 
wilh.n 120 Days of dr roccpt 

M.LANO.P.O Prelect DrcciO'ate iV U6/0U/O1 f/OHRlS.K J Orii«d,< 
D Steel Cpp 46403 259-46403 2C4 

8008 IC0 144 Advises htel 600722 Submita! of OA program descr ptiori s 
rr.onts cf i0CFR50,App B & accop’ab'o 

CAlLAN.t.J Rogon 4. Ofc Ot the HroctOf 08/00/05 MCnRfS.K J 
Powor Disinci. 2pp. 46484 355 464f>4 356 


Q. inspection reports, IE BulleUns & correspondence 


9805200295 NRC Info No I co 80 03?. Prompl Rofjorling lo NRC of S j|*i< 
involving Rodioaclivo Matt." Svc l.st o.ncl 

CUNNING HAM. R E Division of Indusinnl & Mod cal NVcIonr S.ifoly 
80/05/25 Ccnsol doted Ed sun Co of Mow York. Inc J2Cpp 46:109: 

8609010400 Porliol response lo FQIA reggosl for Uocurnonts I n 
<10C jmenls App J 8 l avai.ab'fi in P0H App II rJccumoriis pudmlly wi" 
fnemplo.i5) 

GRIMSUEY D-H. NRC * No Delated AffilafOn Givon 00/07/11 Ki‘.1r 
cot Mass Energy Pro.OCt 7pp 46327 246 46327:250 

-0309200249 S.ihrn.ls SALP rept input xo rosulls Of Supt 1062 Au*« 
exams Fer form a nco evflteatod as Caiogory 3 Irnprovomont wi'I ho D 
rosu“ts ol exams scho Jo'ed ter Nov 1903 

BECKHAM.DH Opera ter Liccns-ng Branch 03/08/19 TOUniGNV.l; 
actors El'anch J. 2pp 46327 270 46327 279 

0807260421 Ack xecoipt cf 6803?8 & 0701 ||rs inform ng NRC of step : > I 
v.cfai 0 ‘'S noted In f^sp Rnpt 50 265/08 02 

CAILAN.L.J Reg on, 4. Cfc Of Iho Dirocior 88/07/14 MORRIS KJ 
POw*er U slnci 2pp 40297 002-46297.083 

0007260420 Ack receipt ol B0C615 Mr informing NRC Of stops tekcri lu ci 
noted in Insp Ropl 50-205/87-08 

CAllAN.L J Region 4. Ofc ol (ha Orectcr. 8R/0//14 MORMIS.KJ 
Power Dxsir.cl 2pp 46304 083 46301.084. 

8807280105 Requesis response address ng issues raised in enci snU M 
iLres h o‘d fer internal vibration monitoring sys or schodu'o for porlorn'.n 
msp of thermal sh.old stpports.wiihin GO days of roceipt of Hr. 
M1LANO.PO Pro.oci D. recto rale A/ 8B/07/14 MORRfS.K.W Onn'i 
Dislr ct 4pp 46344 276 46344 206. 

-8607280111 Safety evaluaiion concluding that ulil Should proccod w/ i 
address specific po.ms raised In ovafuat.on of ihresho.'d for infernal wl 
ng sys 

• Oltico ol Nactea? Rc-acter Regu'ai.on. D.rector IPost 87041 1) t 
-16344:200*46344 280 

8807 200162 Suppl 1 to NRC Info Not'Cu 0B 046. “Ucensoe Ropl 0 ) T 
bishod C* r cuil Breakers " Svc iisi oncl 

ROSSl.C E. DviS.on cf Operaiionol Evenls Assossmoni (Post 0704 
Cor.s©lida!sd Eckson Co. o* Yoik. Inc. 125pp. 4Q38B 054 46386 *7 

8807280321 Forwards Insp Rept 50-285/80-20 on 800C21 -23 Fifl.h 
indomilted Conlvtms 880705 telcon re requosi lo conduct mat meoimg 
fmdngs. 

CALLAN.L.J, Region 4. Ofc of ihe Director 08/07/21 MORRlS.KJ 
Pow*3c District 2pp 46336.092 46336 * 01. 

-0007280323 Insp Ropl 50-265/08*20 on 00062 1-23.No violations 
noicdMajoi areas inspected Kensee poilormance 8 capabteios dJ‘n 
dse ol emo/gency p’an & procedures. 

TERC.N M., tVERETT.R J. Region 4. Ofc ol iho D.rector 68/07/20 f! 
46336:101. 
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0008030001 Responds to Suppl 2 lo NRC Gullet n 07-002 ro r.onsalety rel-aicd 
fasior.otb Lisi of lasionur vor.dO's encl 

MORRIS.KJ. Omaha Pubic Power Oi$tr-ci 09/07/25 Docv-rnoni Control Branch 
(Documeni Control Desk). 8pp -1642/.220-46427.235. 

0008030258 Responds lo NRC 893725 Ur re violations noted n Irsp Kept 50-265/03- 
1 2 Co-'iectivo actions Tra ring Adminstrai'vo Procedure TAP 1 J revised lo p'Ovdo 
specific Irum rg oiiondanco reCui'orno.-Us 

MORRIS.KJ. Omaha Pubic Power Distr Cl 89/07/25 Roce-mont Conlro! Branch 
(Oocumeul Control Dosk) 3pp 46429 356 46429 358 

0008040060 Responds to NRC 800609 Ur ro v.o:atons noted In Insp Ftept 5O-285/A0- 
l3CorrociivO acl-cn ostab’iShmunt of prog'am irrprovomonis lo asSu.'G lhal contam-- 
natcd .r.d v.duals irJenMied S properly processed altor idonMication 
MORRIS.K J. Omaha PuUFc Power District 09/07/25 Document Control Branch 
(Document Ccnlrul Dosk) 3pp 46424 324-46424 326 

8008100029 Ack receipt of 098700 Ur p'ovid ng updaied stains cf open Items noied in 
Insp Hepl 50-285/88 05 & co.roclivo actior'9 tnVon ro rad.clOQtcal unprovomont pro 
aram 

CALLAN.LJ. Reg on Otc ol the O.tocior 08/07/25 MORRIS.K -t Omaha Pv.tilc 
Rowe; District 2pp 4G47H 1 14 46478 1 15 

8807200246 NRC On lut e 80 OU'V "Thinblo Tubu Thinning m Woslmghouso Reactors ” 
SvC list Lncl. 

ROSSl.C E Civ.son of Opurabunal Events Assessment (Post 0/0411). 00/07/26 
Ccnso'-claiod Ldiso'i Co of Now York. Inc 123pp 463400/0 46349. 192 

08072 10218 NRC Info Noiico 80 052, ' Failure of ‘nlrnuieri.no Tandem of F'oichb' Suit 
Appicatcr Grnctiy therapy Rov-COS Curing PabGnt treatment “ Svc ’ist oncJ. 
CLNNlNGHAM.fi F D.vison of Indnstr-.'il A MudiC«Y Nuclnc' Safety (Posi 870720) 
68/07/27. Conso'vdaiod F.dson Cxi ol New York, Inc tOQpp 40397 020 46397 *36 

8808040382 Forwards Insp Repl 50 200/00 21 on Q0O627 0701 & noheo of v oloiSon 
CALLAN.LJ. Rogon 4. Ofc of the O.roctcr. 00/07/27. MORRIS, K.J. Omaha Pubic 
Row or District 2pp 40436 212 46436 220 

••8800040304 NotiCu Of vio'ulicn Irom msp on 080627 U70l Violation rnxed QA dopl 
manja' procedures for ccnirol ot ronccntorming iloms dd no! addrotts "CondUonnl 
Releaso Basis." 

* Region 4. Ofc ol tho UructO-'. 88/07/27 »p 46436 214 46436 2 M 

-8808040305 insp Ropl 50-285/80 21 oa 88082 7-070 1. Violator netoU Mu;or area* 
■nspoctod corrective action program 

MCNEILL.W.M . BARNES.I Region 4. Ofc Ol the D.roctor 80/07/25 Gpp 46436 215- 
4643Q 220 

8008120056 Forwards updaicd response* lo vulotons riotod in Insp Ropl 50-205/87- 
24 Co-'toclivo nciio.' s nuclear n^orsin-j A Industry attars dept tracks & updnlns sltllus 
o< comm Irnnnls conlamod In written subrnllals. 

MORRIS, K J. Omaha Public Power District 80/07/27 Documeni Control Ororich 
(Document Control Oosk) 3pp 46536 125 46536 12? 

0007220034 NRC into Nolcu 80 053. "LtcomiOO Violations Of NRC R Ovulations, Wl'-icL 
Led to Medical O'arr.ost c Misadm rvsiratiuns Svc fist one' 

CUNNINGHAM, R.fT Division of Industrial A Med-cal Nuoloar Safely (Posi 0/0/29) 
80/07/28 Consolidated Edison Co of Nuw York. Inc. l«Gpp 4G3U6.203 40337 028 

0807220192 NRC ln*o Noiico 88 054, Failj/o of Circu 1 Breaker Folcw.rifl Inslalnticn 
af Ampiector D.reci Trip Attachment Svc l.si om:i 

HOSSl.CE Division of Operational Lvunts AssosstnurU (Post 6704 it). H0/O7/2O 
Con sc l ida tod Ed-scn Co of Now York, Inc i2ipp 46417.020 4641 7-1 41) 

8000030189 AcV receipt of 800427 Ur in rosponso to noted of volahnn S proposed im 
pos.tiorx of c<vJ penalty dated 880222 Status of at nstru/noni at' pielitoms to bo com- 
plolod during oulago r0(;uru(J 30 days prior to plant startup after roluti'inn 
CALLAN.LJ. Reg on 4. Ofc of tho Di'OClO' 88/07/20 MOnntS.KJ. Ornoha Puhlie 
Powo/ Olstricl ?pp 46412 012-16412.0 13. 

0800100238 Noiihcat.cn ol 8QC019 s ynticanl Iconsoo mooting w/ulit re SALP prusen 
lat-on. 

CALLAN.LJ Rogion 4. Ofc of fho Director. 08/07/20. fletpon 4, Ole ot the Dfcclur 
2pp. 46402:360-40482 361. 

8008120044 Not-licalion ot 080011 sign l eant l.conseo mcotmg (oniorcomoni confor- 
unco) in Ron-on IV etc lo dnveuss Fuol Cycle It sotpo nt d«ors. 

CALLAN.L J: Region 4. Otc of tho Director. 00/07/29 Region 4, Qfc of tho Director 
?pp 46525:359 46525 3GO. 

8808030371 Forwards Rov 4 to "Insorvlco Insp Program Plan for 1903 1093 Inicrvai ” 
MORRIS. KJ. Omaha Pub’ic Power D.sincl 00/07/29 Doeurnont Control Branch 
(Document Control Dosk). 4pp. 40405 238-46405 31 1. 

-8808030372 "insorvico Insp Program Pian for 1003 93 Inierval " 

1 Omaha Public Powor D.sinct 90/07/01 70pp 46405 242-464C5.31 1. 

8808100139 Forwards Insp fldpl 50 205/08 1? on 000523-27 & rolico of 

vjo'auon Repel iti vo nature ot v.olfthon if-dicoios lack ot offoef-venoss in myi 
ovors'ghl Noiico of violation w.thhuld (rof 10CFR73 21). 

CALLAN.LJ. Reg-on 4. Ole ol iho Director 80/07/29 MORRIS.KJ Omaha Public 
Powor District 2pp 46405:164-46405 16b. 

-8808100141 Partially withhold Insp Repi 50-285/89-17 on G00523 27 Uol 
l0CFR73.21).Violations noted. Major aroas inspected followup on pruviously idenlihod 
ilcms.LER follow up.socurity organ eauon. records & ropts & compensatory moaserea 
KELLY.J A., EVERETT.R.J. Reg on 4. Ole of tho Dirocior 8B/07/25 Ip 464R5.I66 
46465:166 

8808120341 Forwards Insp Ropl 50-205/80 22 on 88C629 0718 Rnforcoir.ont confer- 
er.ee scheduled lor 880811 to discuss noted v.olot on. Agenda for mauling enef. 
CALLAN.LJ. Region 4. Ofc of tho Diroctor. 88/07/20 MORRIS.KJ Omaha Public 
Power District. 2pp. 46523 277-46523 288 

-8808120343 Insp Repl 50 285/08 22 on 890529 071 B.Polonllal vlola'ions noted Major 
areas inspected, therm at margin/low pressure protoct.on sys trip solpoint & limiting 
condition for operation for oxcore monitoring ol linear heairoto. 

HARRELL, P.H , RElS.T . WESTERMAN.T F. Region 4, Ofc of the Director 89/07/2? 
lOpp 46523 279-46523 200 


8807200019 NRC Info No'co 00*055, "Potential Prob'ems Caused by Single F&i'ure cf 
L*Sf : Swing Bus ' Svc l.si Orel 

HOSSLC.E: D.vSion ot Oporaional Evonls Assessment (Posi 070411). 00/00/03 
Conao'idaied EdSOn Co of New Yo*k, Inc 121pp 46437.121 464J7 241 

0008030209 Suppl 2 lo NRC Bu lohn 88 C05. ' Nonconforming Vatls Supniiod by Pip no 
Suppl os.fnc ai Fo'som.NJ & West Jersey Mty Co at Wii lamsiown.NJ/' Svc list or.cl 
HOsSl.CC Division of Cperahonal Events Assessmonl (Post 87041 1 ) 00/08/03 
Ccnsol dated Eu'SO.n Co of Now York, Ire 149pp. 46530:121 40530.269 

0007290000 Suppl 2 to NRC Dtloiin 99 0C8. "Thermal Slressea n Pip ng Con/ ecfod lo 
ncs.“ Svc list encl. 

HOSSl.CE Div.son ol Oporatcnnl Events Assessment (Post 070411) 0U/C&/Q4 
Cor I*io:ida1od Edison Co of Now York. Jnc I2lpp 46504 001-46594:121 

B80729011 1 NRC Info No’cc 00 056, ' Potential Problems W/S:lccno Foam Firo Barrier 
f’onotration Seals." Svc 1st cmci 

ROSSI.C E O.v-sion of Operational Evonls Assessment (Posi 0704 H) BG/O0/O4 
Conso'idaled Ed.Sort Co Of Now Yo<k. Inc 123pp 46059 175 40569 237 

801)8020095 NRC U4o Kohco 88 0S7. PctoMin' Voss ol Sale S'-uldown F.qu pmonl Dlo 
to Pruinau.ro Si icon Co-^trol cd Hec* Lor FinDre " Svc list cncl 

HOSSl.CE Division of Opera* cnnl Events Assussnionl (Post 070411) 90/09/09 
Conscldatod Edison Co of New York, Inc I22pp 46459 126 46459 246. 

0800020102 NRC fnfo Noiico 60 050. "f^oionf ol Problems W/ASEA Drown Goveri IT£- 
51L Tirnn Ovorcurronl Rolays ” Svc 1st encl 

HOSSl.CE Qiv.$:o.u of Operational Events Assessment (Post 8704 1 1). 96/00/00 
ConsoUdatod Ed sen Co of New Ycrk, Inc 12Cpp. 46530.001- 16538.120 

0008160004 Forwards fnsp Ropl 50 285/09-19 on 0U9C9l 30 No vol« 1 or »5 cr duv. 
auons roiulUndorsiands thaUicor.seo wll mvosugotu A dutermno root cause ot ap 
parent faiLro of licensed rdivdunl lo recowo sys dosnn rhango Irahirg 
CALLAN.LJ Reg on 4. Ofc o* the Director 08/00/08 MORRIS.KJ Othua Public 
Powor District 2pp -16550 105 46550 120 

-8808150000 Insp Rcpl 50 205/80-10 on 00060130 No v.o'utnns or dov dl uris 
nofod Major areau inspected LER fcliowup. opvroiional solely vorilcaiicn.ii'ani 
tou/s, safety ro'aied sys wdlt<)CAns & monihly n-a'nl & socuniy obsurvahons 
HAHHELL.P H. REUS.r . WESTERMAN.T F Rorpon 4. Cfc uf Iho Dreclor 08/08/05 
14pp. 46550 107 46550.120 

9008030112 NRC Inlo Noiico 83-059. ' MS'V Gudn Ral Faiuro nt Watorlcri) Uni 3 
Svc list oncl 

HOSSl.CE D.vision of Oporatignpi Evonls Assessment (Post 070411) 8D/09/OJ 
Co.nso'idalcd EdiSo-3 Co. of Now York. Inc 121pp 40467 01 1-40467 131 

0QOQQ4OO62 Suppl 1 lo NRC ln 4 o Noice 00 004. ‘ tnaUociuaUr QualiKaton & Gocg-men- 
Ini ion of Firo Rauior Ponrnrniicn Seals 1 Svc list onrl 

ROSSI.CE. Divmcn of Operaionai Evortts Assossmont (Post 07041 1). Otf/OU/OO. 
('ontol dated Edison Co of Now Yo.-k. Inc. 121pp. 46550 205 46550 32b 

0008050135 NRC Info Noiico 09 060. "fnadequaio Dosign & InsUillalon of Wnlctt-ghl 
PonotroLon Seals “ Svc I st unci 

ROSSl.C E. U.vsion ol Oporaiional Evonls Assossmont (Post 07041 1 ) on/CO/li 
ConsoLdnlotl Ed son Co. of Now Yo»k, Inc I23pp 46509 2UB-465/0 CGO. 

8008060248 NRC Info Nouoo 89 001. "Control Room Hob mbit/ • Record ftevtews of 
Opoudmy Gxpor^oncn " Svc LSI encl 

ROSSI.CE. D.vision of Oporalionnl Evunls Assossment (Posi 870411) 80/08/11 
ConsoUdaied Ed son Co. of Now York. Inc 125pp 4G594 31? 46505 07f>. 

8800050295 NRC fnfo Not co 09-062. "Record Findings ro tmplcmunfat-on o? OA Pro 
g.'nrns by Supp'iors of Tronspcrt Packogos ” Svc lisl orcl 

QUHNFiTT.R F. LVv u«on ot Saleguards & Trnnspcrlaticn (Post 870113). 88/00/12 
Conso'idated Edis-on Co of New York. Inc. 109pp 40501:155 4 6581.203 

0908220189 Forwo-'ds sumrnpry ol 08J/2B mooting w/util In Region IV ofc lo diSCus-s 
doheoncos rorod m Insp Ropl 50-285/00 20 

CALLAN.LJ Reg on 4. Ofc of too Cuccior 00rOGM?. M.ORMlS.K J Omaha Pub'ic 
Powor Distr-cl. 2pp 46601-129 46601.149 

-8003220109 Summary of 000726 rrooimy w/uIl in Ar.'ington.TX ro 15 dofic.Qncie9 
Id-ontifmd du'.ng Juno 1088 omo/goncy oxorciso. List of fillondoos A supporl-ng Info 
oncl 

TEHC.N Rog on 4, Cfc of iho Dirocior 08/00/ 12. Rog on 4. OJc of the Director, i Opp. 
40601:130 48601.149. 

6008090264 NRC fnfo Nonce 0B-0G3. "High RBd.auon Ho/ards From Irradiaied in Coro 
Oolociors A Cob’cs." Svc list oncl. 

ROSSI.CE. Dwisvon of OpoiaLonal Evonls Assossnuir.i (Posi 87041 1). P.wfCftMb 
ConspUdalod Ed son Co of N'ow York. Inc 1 10pp 46589 0D5-465C9 1 74. 

0808190059 Ack receipt of uM 080224.0304.10 & 0727 llrs mlorming NRC of slops 
taken to corrocl violations noted in Insp Repl 59 285/07 24. 

CALLAN.LJ Reg on 1. Ole ol tho Dirocior. 88/00/15. MORRIS.KJ Omaha Pubic 
Powor Di9lr.c1 Ip 46596:353 46596 353. 

8808 1 10206 NRC Info Nohco 00 064. 'Rcporimg Firos in Nudoor Process Sy 9 of Nuc'o 
ar Powor Plnnt3 “ Svc lisi oncl 

nOSSl.CE D.v.sion ol Oporat.onal Evems Assessment (Posi 0/0411). 00/08/ iu 
Consokdalud Ed son Co of Now York. Inc 104pp 46643.001-46^43 104. 

8800 12032? NRC Info Nohco 00 055, "inadvPdonl Dralnogos of Sponl Fuol Pools.” Svc 
list oncl. 

ROSSI.CE. Division of Oporai'Ons* Evnnt9 Assessment (Posi 870411). 88/08/10 
Consolidated Edison Co. of Now York, Inc 123pp 46820 011*46628 133 

8008240032 Ack receipt of 890725 Itr in*orm rig NRC of stops taken to corroci v.otal uns 
noiod In Insp R opt 50-205/88-13. 

CALLAN,L J. Rogion 4. Ofc of iho D.roctor. 08/00/18 MORRIS.K J. Omaha Pub*ic 
Powor D.sinct 2pp. 46626:336 46626 337 

6808 160392 NRC Info Not-co 00 060, "Industrial Radiography Insp & Enforcement*' Svc 
list oncl. 

CUNN INGHAM. R E. Div<9on of industrial S Medical Nucloar Solely (Post 8/0720) 
08/00/22. Consolidnlod Edison Co of New York, Inc. 90pp. 46620 134 46623 223 
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88Q81S(MM NRG iVo Hz\ :e £ft 0 6te "PAR A^la’y Female.* Pu Tip ToDr.o 0*er 
$j<vd Tf C Fn fu'O. SvC f>9t C'C* 

RGSS’CE Di. so.i cl Cseral sna* CvOrtes Assessment (Post 8/0411) 68/09/22 
Ccis? JiteJ Edscr Cc elites, York tec. 123;<;> -i6G43 105 46643 227 


8800040247 Genetic lie 88 1 2 lo UU power "Wclor .'iconsoo-* S 6pf.li 
1 re p* 0 te“CtO.n roqu rcmoris from TocM Specs Svc Lsl oriel 
MIRAGLIA.F J Associate (J-roctor tor Projects (Post 87041 I) flft/( 
EdsonCo of New Y0<Mnc 52pp 4f>1G3 2fl1 4R4G3 342 


fl. Periodic operating reports & related correspondence 


l. Financial information 


8807250202 Vov-Jy ope*atry repi fo-' Ju/te 1SP9 to* fod Ca'h.Qjn Station W/B60714 

lr 

BlESSiE.V/ J . VORHIS.K J OTina Pc Me Pow** D- steer 89 '06/ 30 £p? 46269 11/ 
4626:; 124 

f!flC8 1604 46 f -13 response lo FC'A request for rtocjrrcnis re? loial irsp hers 8 :cial 
r. u"t?f Ol v ote 1 cos tor Roc on IV pMrTs ter C»07 rc‘wa.*as App A docuranl App A 
cccj-T-r.i a so a/a‘av.3 n PUr< 

• NRC tio Derated AN a: O') Gven 64/07/21 VALllAUS.CG. JRA Associates 
2f.p 46623 273 4C523 275 

-6808160452 “Tola* F nd nj* & Hc-j'S for Earn Reg 01 IV Plant fo- 1997 

* f.nf, No Cora 0J AH.Saton Crven 88/07/21 (p 46523 275 46520 275 

69081601 74 Mjr.r.1. tCC'atrg repi lor .tel 1986 tor Fort Catecun Urn i W'63C812 tr 
BLFS5 E.v/ J . MORRIS K J Crraha PlL'’C Poner D.$ieci 08 0//31 6pp 46500 24 4 
4£.590 25 1 


8008220162 ■■'tomns lhai finjrc-al nlo fjubrritlWJ m 800001 iir ruihsl 
Sect o.i 140 21 of ICCFRHO Itelii roq.uus iliul each Incuse i> 
guarantee of payment of doferrod proni urns for nacli oporni.no ion 
NaShOA Poicy Ocvclopiiont 8 Tcthnlrnl Coupon Branch (Po 
17 ORAM 5 9 Coiso’idated Edison Co of Now York, tnc ip. 4ti 


K. Ulllliy Final Safely Analysis Report (FSAF1) & amends 

8607270107 Revised updated FSAM lor Indinn Poml Nuclear Jtow 
Iv 

BRONS.J.C Now Ycrk Power AulliCMy (formerly Powuf Aulhority 
York). 80/07/20 OOCpp 40320 0/8 46330 09/ 


P. Operating license stage documents & corroapondonco 


S Repcrtabto occurrences, LERs 4 related correspondence 

8007280109 PNO IV 89 058. c*' 00O7i5.mu 1 p!* temaJos cccjrred n rnelropcVan 
Cr »■>&.!;£ bCvCl-ral d*rr p.^e ^ 'ocei/ed power Octanes NRC m- 

spec V ver ! iiai I* ch *;vds tnd noi ca-jse ary plan! ctemaco 
WESTEPMAIJ.T. Roger 4 Cte of me Oreclcr 09/07/16 ip. 403-14 326 46344 326 

8307260319 Coutc'ed spec a* repioi 96J31 S.sterms received na eating prot'ems w/ 
qja'ied SPDS cnarr el Caused by iso'ater crpande* rrodi.le cn e^pardO' card 
^erhea'.r.iCa'drecteced 

t/CRRlS.K^ Orraia Pubic Power O steel 66/0//19 Dcrtmenl Control Brand 
iDccuT.ert Conirc' Uesk) 4py '■£280 185 4625(1 199 

8807290239 LER 68 015-COon 66C621 redjrn^r.; ccmponeni cooing water pump AC 
3A rad,e*teii‘y sia'ted nurrg trealc' teslrg Pjnp sfu: down 8 control sw.tch 
PareJ in pul to ock p:si zn *o p ever: restart rg w/680721 
SMLBrRfBVV.. MORRIS KJ Omaha F^trc Power D Vr>ct 83/07/21 3pp 
46341 05746341 0S9 

8808030015 RCtoi 380616 seal 70 F-222 icuro re p emit ?e Caused l, ncrrrji sea 1 rrati 
age Hoed/ f ro wa'cn estah'rshed fiarr :-r reste-ted id oporabte s'ates tsng rou 
l re repar r>fcccdc»es 

MORRiS.K j Onaia ^tb ' Power Distri:i, 8b'0//25 Doccrient Ccr:ro‘ Branch 
(Docu.~er * Ccrtrcl Ces'M 2pp 40405 I03 ^64C5 139 

5808010410 LER 88 01 6 00OI 850629. d<screpaf“:cs idoil5ed n Cycte It sotppin? 
arayss allcct *.g Tech Sr^cs Flutes l 3 & 2 5 Caused sy m»5Uide.siard rg w/ 
s'a'f Operations m<rro is«jed & proposed cnar.crs Id Ted Specs ore pared \V/ 
800)23111 

lEHiM'ML . MORPS.KJ O.-ala Ruble Pc +o O.strict 63/07/29 4pp 46263 1S6 
46 363 109. 

63031 00218 Specii' (Cplci G60653 O?C0.*'.o ta^f'Drs tojiD Cfe^ratfed in rrL-m n, cus 
af».>as cfur.rg rou ro su.ve fancePoul/ 1 *o patrol t-Sfab" shedCs jsed by const 5 
ttTvodC rgusted ni o:di{% »^®dReVoia‘.iv>n schedj Dd loi 009331. 

MCRR SKJ Crraba Pubt:c Power OlS’mi 6S/C9/04 Ocrurronl Ccr.vo 1 B'anch 
(Document Ccrtrol OesV| ?pp 46591 C4 7.46531 0-18 


V. Operator Examinations 

0608010400 Par».p| fosporso lo FO.A re^jcsl for documems FonvardS Arp I 
doc u men is App J & I ava abe n FDR App H oxun-erls padaty w ihheld (rel FO.‘A 
Exempt ct\ 6) 

GR MSLEYDH NRC • Ho Co'aldJ Afhiiaron Gven 89/07/1 1 Pub‘ic Cil« 2 Gn$ Cnl- 
cat Mass Energy Prc eel 7pp 46327 246-46327 259 

-83092B0249 Subnis SALP repi npul re rese ts ol Sepi 1982 - At-g 1S63 operate* 
oxarrs Performance eva'.jaied as Cslogory 3 l r"p , ovemonl wl to tctormied from 
resu'sef oiams 'cheJ.teJ for Nov 1963 

BECKHAM.DH Ope-atcr Uce.ssng Brarch 03/09/19 TOjRlGN/.E OpcrairiaRo. 
acto-s Brarch 3 ?pp 4632/278-46327 279 y 

06O728O319 Infcrm', cf £80714 rreetirg yv/ut. mRegon IV o'c loc scuss imf.ro vomer ts 
n (a ci It/ Itonsed eporater roqja fcoicn program Atlerdarce 1st & ui i mesnntelon 
baidsul crci 

CAILAN.IJ Rcyon 4. Ofc o 1 teo C recter £8/07/22 MOMfiiS K.J. Omaha Pufic 
Power Dstrd I9pp 4G335 C6 1-46335 093 


DOCKET 50-286 INOJAW POINT STATION. UNIT 3 


0808150306 NOlibcahon Ol Uconsoo Mi'dinn WVOfili on 110071' 
Pruss^PA lo discuss Icor srif ferowup to NI1C SSOMI & fus. .IK 
du'.ry roconl startup 

JCHNSON J Reg on 1. Die ol Itiu n.f«;cto: »fi/lW>/Ol. Hog on ). 
2 pp 46551 C55 46551 COO 

8807260004 Forwards in'o clonlyng aspt'ClK of propovcsl ATWS Miih 
circuit' p specie design into i iur NPC 0/1124 ule:oi 
drawings Enc ! prcpnoiary rcpl wilh? elil 

BRONS.JC New Yo.'h Power Aulhcriiy (formerly Itewci Auirority 
York) C0/O7/OG Documonl Control Ihanch (Don.manl Cm 
46239 074 40290 100 


08O816O36B O.sCusses Si/nurary ol MIC tuchucnl ncill cjf US 
880720 & 21 ro dosirjn cf I‘k}1i ttenviy s(.onl h.ol tack Audit con fi 
68030B amend roquosl cor. timing o»piindi:d luipl slorngo cap. Idly 
ROSEN.SX Ho .i Sion liijhimg & Power Co HfJ/OH/O'J Darirni 
(Occumenl Conlrol Desk) npp 40501* M»/ 4tlf : ril 24/ 

-8808160374 "Exper.meninl & F*nilu Flomnnl EvahmiiO'i of Spool 
& Sbllress' 

SCAVU2ZO.RJ. LAMP C.. GAUJfi Alf*.m1»cn N:H Assi(|noil 
46551 170 46561 220 


8808190292 App’icar-on for cn orgoiu y Torn Sprc rJimn;u.r(/v.S'“(J 
lemporay waive' ro perm l|i r g 7 h bufcfo injjuiriiip filnni to l:o pt.n 
COidrt on when svt water temp uxeoerlH IT/ r. 
hRONS.JC Now York Power AuUio-nly (lormurly I’owur Ault*(«ity 
York) 88/00/11 Document Conlro. 1 Ihanili (Ur>cnmon1 Ck 
46500 246 46000 260 


-8808190294 Proposed cnargos in Tccli Specs f« / li period of 
$vc water temp exceeds ft? F 

• Tennessee VA'IoyAulhcnly UR/OH/11 22pp 4f/ r ifl« 24ft 4069ft 2 

8808230382 Forwards appLcanon lor arnoiuJ to l/censo PPM G-l.rt, 
fer mcnlNy operalng ror.ls (MOD) consioionl w/ STS (NUHlXt ( 
w. l result in siruam! nod MORs w ft lo prov : d r.r) info oulliuud fh'o 
HRO.hS.J C Now York Pcwor Aull oMy (fermoriy Power Aulh.ur.'y 
York) 88/00/16 Document Conlrol Omrr.h (Pocuir.ont tec 
46625 333-46625 340 


-8800230303 Appl cfthon for amoral lo I ironso Pf’H ti'l/c vising h 
6 9 i 6 ro roqurorroais lw mnnihly cr-r*ftlte() lepl 
0RCNS JC Now York Power Authrmly (forniuriy Jtewor Author ly 
York) 88/08/16. ip. 46025 335 46026 335. 

*-0808230384 Proposed Tech Spoc Pao'uy w A G-M il-rcucjh G i'.M« 
ro rronl Ny oporaimg ropts 

* Ne.w York Poww Aulhvnly (loimorly Power Autho.'Hy ol t)io Suil 
00/ 16. 1 1pp 46625 326 46025.346 


BRONS.J C Now York Power Authority ftormerfy Itowor Ault 
^/08/i6. Documonl Control Branch (Douimor 
40027. 1 27 4662? 160 


F. Security, medical, emergency 8 lire protection plans 

9807060520 Generic ttr £8 10 to a‘* power reac’or -ceasees & ho'dcrs of Part 95 an- 
pro/a s re purchase cf GSA ap^ioved secuny co.varc'5 Svc 1 st cr.c? 

MIRAGUA.F.J Assocrflle D'ccic' for Prowls (Pcsl 0704 li) 88/07/01 . ConscU-dated 

EdscnCo &* New Ypik TC 31FP 46388299 46393329. 

6808110281 ferwards Insp Repi 50 286/60 12 on 88060? 07)8 & notice of 
vterai D3\ftoalcn nvoUed leilt'o lo prcv.do procedures fo jmplerrcrt S document 
cnanr.el checks requ-rod by lech Spac 4 1 

WEN2iNGER.EC Regon 1. Ote cf Ihc Q.:ecicv 83/00/01 JOSIGER.W New York 
465M C18 ° nrV Pcvef Ajt,|0f ^ 01 ,he Srate of NQiV Yo *> 2 PP 4651 1 035 


-8808240 100 Sjpprorroniol app'icaton for amend lo l icense PR 
Specs ro 07 F svc walor lornp 

Nevv Vo k P° w0f Authcnly (fo'mudy f tower Aulticuty 
York) 68/OH/ 16 ip. 46627 120 4GG27.titf. 


n?' k Po *L Cr Au1h0ll| y Itorrroriy Power Authority of tho ! 
00/16 25pp 46627 130-46627:150 


-8008240220 Rov 1 lo "PASNY Nucloar Enyinponna & DoS-yn SvC 


York) B8/08/09 lOpp 46627 1 50 4i 


(lormotly Power Aulho.'iiy 
7:1G9 


V' sp Rel '' 0*1 600637-0/ 10.V Ola i on acted IVaiO' areas 

°F^ al ons.nci_d ng sMt logs & records l.consoo actions on prove 
'CurvJ.ed nsp fi/.u ngs.Surve 'lane© & fire protection 
-GhNSCtJ J R Reg -on 1, Ote ol the Direclcr 86/07/27 1 ipp 4651 1 039 465H 040 


RnnMc in \T T, . Jr lv, i'HU'«iy vvpivor. 

Ya'H Y °A k P ° WOf Au ' hor,I y (formorly POwor Ai 

Con " 01 D,ancl (Docu ' r 
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Q. Inspection reports, IE Bulletins & correspondence 

0805200295 NRC Info N'jt:co 08 032. Prumpi Reporting to NRG ol S<yn heart Incidents 
ln.civ.nq Radioed vo Mail *' Svc 1st e^.cl 

CUNNINGHAM.R E C«v.£icn ol Industrial & Mcrhcnl Nuclear Safely (Post 070/29). 
88/05/25 ConsoVJafed Edison Co. of Now York, fnc I20pp -1620B 179-46338 208 

80OB1 10080 NoMicahon Of Sirjn’canl Lconsoo Meet-ig 86 098 on 800719 in Royon I 
ofc to d scuss equ pmonl onvron qud'ificaf on issues 

JOMNSQN.J Roy on 1. Oft of fho Di'ocior 88 /nfi/24 Region 1, Ctc ol iro Di-edOf 
2 op 46500 293-46500 294 

0808010400 Partial response lo fCMA requosi for docurror its Forwards App I 
documents App J & 1 am laUn m PCM A.pp rl documents partiblty wiOvvelcl {tel FOlA 
Exemption 5) 

GRlMSlE V.D H NRC No Doialed Aff.l di on G von 80/07/11 Puhl-C CmwVs Cr.ti- 
cal Mass Enorgy Proji^l 7pp 46327 246 4632/ 259 

*0800020126 Torwards evaluation of hconsou perfo'manco Int snlefluards licof.s-ng 
carrion of 5ALP review fur Jan Dec 1902 per RC Haynes 021 126 request Enc 1 par Kil- 
ly withhold 

MCCORKLt.G W Power floater Safeguards 1 icons ng Rrarcn (Pro 660707) 02/12/ 
20 JOYNER J Region 1, Ofc of tho LVucior 3pp ■16327:2/1*40327 273 

0807260095 Responds to violations noted in Insp Hopl SO ?G(i/GlM0. Cctrochvo 
act ens foehn cuins counsel ed.lrai'imj modulo developed & irriring ccrductod & s*ift 
supervisors & assisianls fOCOived msiiuct gn ro lurrpe' control. 

JOSlGER.WA New York Power Autho.'Hy flo'rnorty Power Authority Ol Iho Statu ol 
Now York) GQ/07/15 WCNi/iNGFR.E C Rcyon 1. Ofc of iho Director 5pp. 
46200 205 46288 209 

0807200162 Suppl l lo NRC Irfo Notice OH 0-16. "Ltuns-oo Repl of Dolecli/o Rofur- 
bis'ind Circuit Groakorb “ Svc list ere I 

ROSSI.C E. Division cf Operational Events Assessment (Posl 0/04 11) 88/0//21 
Ccnso'idafcd Edison Co of Now Yo*k. Inc I25pp 46388 854 46380 178 

8000040063 Fowds Safoly Insp Rc’pt 59*286/08 11 on fjlJ052J*27No vio'atcns 
noiod 

GALLO.R-M fiegnn 1. Ofc of iho Dmclor. 08/07/22 JOSIGCR.W Now Yo»k Pc //or 
Authority (form Orly Powor Aulhcnty ol the Stnto ol New Ycrk) 2pp 46426319 
■16426 333. 

-0000040065 Insp Kepi 50*206/88 11 cn 800523 27.No violauons noted Major areas 
inspected I ccnsoo QA profjMin covering conlrcl of design chonyos & marls & 
deails.Sfdlus of previous , -‘ir.p lirdinys.plnrn mnfl ccr’d.1-ons & ticonsco Sftfoty »ys 
Oulayo 

flFBF.EOWSKI.l , YACHIM'AK H fil UMUEHG.N.J. Rcrjon l. Ofc of tho O.rocicr 60/ 
07/22 13pp. 4642b 32 1 10420 333 

0800020230 Forwards rusponsu la NRC OullGln 8? 00?.Sunp1$ ^ & 2. Fiitilunor Tost- 
■no lo Dotarrn rod Conformnnco W/Mnll Spnc9 *’ List ny ol vendors Orel 
JOSIGER.W A New York Powor Authority {formerly Powor Aull'crity ol tho Stale of 
Now York). 80/07/25. RUSSCll W t Region 1. Ofc of the H-rector. 4p;j 46382 ?5?- 
46382 260 


0807280019 NRC 'nlo No*co 00 055. “Pctoniial Prcblem-s CauSOd by S riglo Fniuro of 
ESF Swing Svc list end 

ROSSI.C. E D.vS'On of Ocorfllicna 1 Even?s Asse&srnonl (Post 0704 11). 08/00/03 
Consoidalod Edson Co of New York, Inc I21pp 46437 121 46437 24 1 

0008030209 Suppl 2 lo NRC Uulo'n 83 {JCS. “No^corform ny Malls Scpp'iod t>y P.pinq 
Suppl Oft.lnc nl Fo'.^om.Nj A V/osl Jersey Uig Co ai Wi l ams'Own.U J.“ Svc l si oncl 
ROSSI.C E Civi^iort of CporA^onel Evonts Assessment (Post 870411). (16/08/03 
Con s cl da!od Edison Co. of Now Ycrk lr.c 14 9pp. 46538 121 46538 2f>9 

0007290000 S^ppl 2 to NRC Gulo!«n 86 C08. "Thermal Stresses n P.ping Co^nocted lo 
RCS ” Svc list oncl 

ROSSI.C F. Djvson of Opcrahonal Everts Assessmonl (Posl 870411) 8fl/C8/C4 
Con&o’iJfrlOd Ed son Co Ol Now Yo.-k. Inc I2lpp A0504 CD1 48504.121 

8007290111 NRC Info Nohco 88 056. 'Pofonlial Protloms W/Slironn Foam Fi'O Darner 
F'cnot'cii-on Sea : s * Svc i.sl one 1 

ROSSI.C E Division of Ono.*<donal Evonls Assessment (Post 870411) 00/00/04 
Consol dated Edison Co. of Ne* York, lr.c 123pp. 46569 175 4C60U 297 

8000110077 Rob-peivJs 10 NRC BjlDtm 0U 03 1. Defocis n Wosl ikj'.cuso Circe t Uroak 
ors. ’ Rosulls cf long term m^ps w.l l,u provded w.lh:n 30 days of crmplohon of 
msps Facia f dees not uso OS 4i0s os ruocior *» p Lroakor 

JOSIGEH.W A Nuvv Yo/k Power Authority (Formerly Prwer Aulhcnty of Iho State Of 
Now York) 80/03/04 RUSSEU.WJ Document Ccnirol D-anch (Docurnant Conlrcl 
Duck) 4pp JG5C0 295 466C0 298 

OD00O2OO95 NnC Info Nciico 80 057. ‘ Potenlia' Loss of Safe Smj'dDwn Eq jipitiont Duo 
lo Premature Si con Controdod Reel. 1 or Fai urO." Svc l si oncl 
ROSS'.C.E D.visSon ol Opemional Fvonls Assu:.:>menl <Pesl 8/0-111) 08/08/00 
Oo'iso“idAU.*cl Edison Co Now Yor*. Inc I22pp 4C469 125 46459. 246 

0808020102 NRC Inlo Not.CO 88 058. ‘ Poiorifnl Prob’oms W/ASEA Drown L'ovtrn ITE 
51 L I nio Cvfj.'Curroril ne’ays " Svc 1st oref 

ROSSI.C; F. D.v son o * Operaf<or t rl Evonls Assessment (Posl 0/0411) 00/00/06 
Ccnsohdaled Fd son Co ol Now York, lr.c 1?0pp. 46530 001 46636 120. 

0BO0Q3O1 12 NRC Info NoiiCO 00 059. *WSIV Gudo Rnl Fniuru id Waio-ford Un: 3." 
Svc li si onr.l 

MOSSl.CC Divisior> of Opornhcnal F.vonis Assossmeni (Post 070411) O0/O8/G9. 
ConsoU(Hte<i Edison Cq ol Now Y<rk. fnc l?ipp 46467 oil 46467 t'Ji. 

0008040062 Seppl 1 lo NRC Inlo Nohco 60 004. ''injdoquaiQ Oun'ihcal on A Documorv 
laliori ol Fire Rarnor Ponelrahon Sools. * Svc 1st Orel. 

ROSSI.C E Ovis’on of Cpcratonal Evonls Assessiront (Po&1 0VO411). 83/00/09 
Consolidated Ed son Co of Now York, lr.c I21f-p 46550 205 48556:325. 

8&0B19C153 Forwards Saloty insp Rupl OU4J06/6B 10 oo 60971ft 2? Ho vlolaligns 
noiod 

flELLAM Y.R.F1 Region 1. Ole Cf Hir> Director 00/00/10 jOSlfiFR.W Now York 
Power Authority (formerly Power Aulhonty ol Hid Slain of New York) 2pp, 46695 133 
46595 13/. 


0007200248 NRC Qe loim 0(1 00J. Thrnhlo Tubn Thmiitnq n Wcslmghouso Runciors " 
Svc 1 si er*,C). 

FIOSSI.C E Division of OprfflhO'Ml Events Assessment (Posl G70411) 80/07/20 
Consol doted Frlson Co ui Now Yoik, Inc l2Jpp 46348. 070-46:)40 19? 

OQD721O210 NRC Info Nolico 88 052. "Fftlu'o ol InUautermo Tondorn of Flotc^or St.it 
Apphcidor Orachy therapy Ouvxcs Dumi Palionl TrOiilmurii " Svc liSl oncl 
CUNNiNGHAM.Fl L Division of indjslnn* & Medical Nuc'onr Sorely <Pcbi 970729) 
80/U7/27. Consol dPlctl Ud son Co ol Now York. Inc lOftpp 7:029-46397 i:16 

8807220034 NRC Info Nolico 88 053, "t:C0nsuu V.oMhons of NRC neflulElior's.Wh.rh 
led lo Medical D-annostiC MlsnrJm n sirafons " Svc 1st oncl. 

CUNNINGHAM.R E D-vis on of Indus ten I $ Modem Nuclear Safety (Posl 070720) 
8B/0//28 Ccnsuidaled Edison Co of Now Ycrk, Inc luGpp 4 6396:383- 46397.028 

9607220192 NRC Inlo Not cu lift 054. "Failjm c< CVcal Rrcftkd FoV-Owmq (nouft'akau 
of Amptocinr Drcct Inp AHQChmo.'il " Svc list end 

nOSSi.C.E D.viscn o< Opcrot oral Fvonts Assossnionl (F>osl 070411) 110/07/24 
Conso‘iJ«ilcd L r u'ison Co Ol Now York, Inc. I?lpp 4641 7.020 404 1 / 140 

8000030301 Forwards Safoly Sys Oiilage Mod Insp RrjHS 50 280/1)7 13 & 50-280/87- 
1 5 .r.buod on 0/09C8 A 102 l.rospcciive'y & not co ol v:olai>on Generic aspects of dcf> 
tlent'.o* 6 wcaknossos n ovei‘^igt\1 shoJd ba UKomnod & addrossud 
KANE.WF. Reg on I. Ole Of iho Di'OCtCr O0/O//20 JOS'GHR.W New York Power 
Authority (lormoily Powor AulhoMy O f If'.o Slain of New York). 2pp 46404 351- 
46404.355 


-8008030305 Nohco of v.olniion 8cm nsp cn 870422 0726.V«claiion noted licensee 
fa led 10 fUly imp’emonl rurjt,-ifGd design vonficat.o.n procoss in lisiod areas 
* Reyion l. Ole ol Iho Owectu ftft/(17/28 3pp 40404 353-46404:956 

BB081 10219 Rospor.ds io NRC 00062I Hr ro concerns noiod in Insp Roprs 60 247/P0- 
01.50 247/08*17 & 50 ?O6/fl0 C/J Correciivo aclions rovisod OC proccderos for rad:0- 
aciivo mails wll ho in pluco by 881231 & o'pha numeric sampling sys w.ll be estab- 
l shed 

JOSIGER.WA. QRAM.SB Conso'idaiod Edison Co of Now Yoih. Inc 88/07/31 
Document Conuot GiaiKh (Document Control Uosk) 5pp 46499 168*40490 1 92 


0800110201 Forwards Insp Hopl 50 206/88-12 on 80060 7 0710 8 node© Of 
v.o'ahun Vmlaiicn nvolvod faium lo prov.do procodjros lo Implomont & documcnl 


channel chocks ro<;u red by Toch Spec 4.1. 

WEN2INGER.E.C Region i. Ole of tno U rector 88/08/01 JOS1GER.W Now York 
Powor Authority (Jormorly Power Authority of tho Slato ol Now Yo‘k). 2pp 4051 1 035- 


46511 048. 


-080Q 190164 Inr.p Flop* 6G 20G/06-15 on 080710 22 No violailons nciod. Va cr areas 
m sjjccUjc): r a :)W1»S1P piogmm inclurkng warning m purse nrmlpnODge 
proci.roiitont.rfP'ivrpry 10 earners, records 8 ropods A waste class 4 ru lion & fabo'r'g 
DAVinSON.n s. PASCiAK.WJ Ron on E Ofc cf the un.-ctur 8U/U0/1O Gpp 
4Gb 95 1 32 4G595 1 3 /. 

0000050135 NRC Info Nolico 0H 060. ‘ Inadoqjaio Dr.-sujn & intfMllat on of Wolcrllghl 
Pori l»I rat on Soa s ” Svc l.sl onrl 

ROSSI.C. E. Division ol Opcrabcnnl Evonls Assessment (Posl 070411). 68/08/ 1). 
Conso idatorl Ix'i^ri Co. of Now York. Ire. 12?pp 4G560 208 46570 060 

8808050248 NRC Inlo Nolico 00-061. "Conlro' Rccm I fabilaU'ily - Rcceni Reviews of 
Cr oralinn l:ypcMO”Cu." Svc 'isl encl 

ROSSI.C E : . O.v.on of Cporat o^al Evonls Assossmc-nl (Po‘>l 0704 11) 08/C6/11 
Conscldnlrrl Fd son Co of Now York, Inc 125PP 48594 312 46505 070 

0000050295 NRC Info Nohco 80 002. "Reconl Fi* iJ:ngs ro ln*fi!£imonifilioii of OA Pro 
(jranns by Supp'iors of Transport Pac^a^JOS.' , Svc lisi oncl 

gunNCTT.nr Division of Safoguartis 8 lra"spo-[atiun ll*os>t 0/04 1 3). 66/08/12 
Conso idalod F.c'ison Co ol Now York, lr.c. lOdpp 4658 1:155- 4658 1 263. 

6808240395 Ht>(\uosia ro'iof from Sur.hon XI irsi> roqu'urnents cf ASWE Llc/i rp 8 Pros- 
su'o Vuusul Code 1983 Edhon 8 Suminor Addenda Primary ns^*lo ureas wFI tu* vsu 
a'ly oxammed irem ID Fog paid 

BHONS.J.C Now York Powor Aulhonty (formerly Powor Aulhcnty of tEo Slaio Of Now 
York) 60/03/ 12 Oocumoni Contmi Oroncli (Document Conirol Desk) Bpp 
46GP9 266 46629 2H3 

0QQQO-9O264 NRC 'nlo N'oucu 88-063. "High Rad«»iion Ha?ards From h rath -at' id In Cere 
Duluctors & Cob“os '* Svc list end 

ROSSI.C. E. Division ol Onomlicnal Evonts Assossnionl (Posl 0704 11). 00/00/15. 
Consoidnted Edison Co of New York, lr;c 1 10pp 4G5G9.Ufi5-4fi5C9 174. 

B80G1 1 0208 NRC Info No* co 88 064, “Ropcrlry Firns n NuCluar PfOCOSS Sys t>t N'uC’o 
ar Powor F’lanlf; *' Svc I.SI Or.cl 

ROSSI.C E Oiv-son ol Cnei atonal Evonls Assossmont (Post 670411). Ofl/OftMQ 
Ccnsol (IfJtud L : d son Co of Now York Inc I04pp 46043.001 4GG43: 104 

0008120327 NRC Info Nohco 00 C65, "laadvorinni Cmnagns of Spool f uel Poofs *' Svc 
(is 1 oncl 

ROSSI.C E Divison of Operational Events Assessment (Posl 8704 11). 00/00/10 
Consol dated Ed'SOn Co of Now York. |nc. I23pp 46620.01 1 46620 133 


•880B120023 Nul-ce ol violftlion Irom insp on 080607-07 1 G Vio'ahon noiod procoduros 
not m place to imploinoni & documuni channol chocks roqjirod by Toch Spec 4 1 lor 
process ng momloring instrumoniat on 

• Reg on I, Ofc ol Iho Droclor 00/08/01 Ip 4651 1 037-4651 1.037 


8808160392 NRC Info Nohco 08 C66. ’'indusUiol Padiograpliy insp S Cnforcomunr* Svc 
list oncl 

CUNNINGHAM, H.E D, vision of Industrial & Med cal Nucloar Safoly (Posl 870720) 
88/00/22 Conscl dalod Ed son Co. ol Now York. Inc. 90pp 46628 134-46620 223 


•aBO01tO202 Insp Ropt 50-286/85*12 on 000607*0718 V;o'a lion notod.MaJor p./oas 
Inspocied faci'ity opuiahons.mclud ng shit logs & rocords.iiconsne actions on previ- 
ously Idontified inso findinns.survo.ranco & hr© protection 

JOHNSON. J R. Rogton 1. Ofc ol tho 0 rector. 88/07/27 llpp 465 1 1 .038 4G5l 1 040 


0808 1604 14 NRC !nlo Notice 88 067. “ PWR Auxiliary Foodwaler Pump Turbine Over- 
speod Trip Fai'uro " Svc list oncl 

ROSSI.C E Division of Operalional Evonts Assossmunt (Post 870411). Ofl/00/22 
Conso'idaiod Edison Co 01 Now York. Inc 123PP 46G43 105 46643 227. 
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R. Periodic operating reports ft refated correspondence 


£807260230 h'o rtf 7 0j>C'3l ng rep* 'or JufS 198B fcr Irciai Po:n 1 Urt 3 W/8eb6 a ;6 tr 
KELLY L.. JOSIGER.W A. New Vc'h Powur A-lhOMy (b*rr.e>*, Power Ai'hor ty of tro 
SUilu ct Yo*k) &WGQ/>3 7pp 4629/0*3 2 46297:068 

8eC8250044 Mor’ily opera* ..'ig ropi for Ju“ '988 lor lrd-an Pool Unit 3 W/93C933 Itr 
KELLY. I . uQSIoLR.VV A. Now York Pgac* AuhC-'ily dormer If PaAer Aj|h~r, |y ol Iho 
Sfa*0 ot Nov/ Yorkl e9'Q?/3l 8pp 40648 26 7- -1654 8 274 


DOCKET 60-267 OCONEE NUCLEAR STATION. UNIT 3 


f. Security, medical, emergency & tire protection plans 


6807060520 Gunc-iic It* 66 10 to at t>owe* reav.o* t «&r.si>cs & hc'ders ct Pan 35 np- 
r'ova's »o pL'chase o' GSa approved sccjnly ccrtarers S*c i si one 1 
Mf^AGUA.F o Assoc ale Dire'*c-‘ tc* P*coc*.s post 67041 IJ 89/07i0i Con$c dated 
EC son Co of New Ydk. he 3ipp. 4£3^ 293 46398 :)23. 

6007260092 AJ„.?>es that 660525 Re* 25 to physical stcunly pan cers stem w/ 
lOCMlSO 54|p) 8 accepiab'.eOihcr pc hens reqt m can'-caLcns cr review by inspec- 
'or on «iie. 

CLlNilW.E Peg or 2 0 4 c of *no 83/07/07. JUCKERh.B Duke Power Co 

?pp 46337: 1C 7-46537.108 

9B081B0G09 Pa«~ ai rc-spcns* b FOA req-ost \zt document App P document crc> & 
avcn'sblo in FCFl. 

GR MSLEY.OH NRC • No Oe!ailod Aff ‘a* cn Given 88/07/18 JONES.C. Ah al or 
NOS Assigned epp 4F5/9 032-40573 03*3 

• -630S02GC91 Resporda So 820200 mquos’ 'or gudmee cn six u-vesolvou Ve protoc 
Igi rerrsG-jidai’CO suorr n« j prcv.Ces nslas ation slds ft codes applcafcie to noas 
JOHNSTON W V A$s$*anl H.'eCSor Ic* Mails. C*i?*n ft En/rcn Tcchnobay (Posi 
830201) 83/04/27. CLShlNSKl.J A. Dv ol Eng ree ring & Opu*ai Dnai Prog’ams R2 
3pp 46680 16C-4E580. 162 

6803040061 Forwards lisp Repls 50 265/88 13 £0 270/88 1 9 A 50-287/00 1 9 on 
600627 0701 No v.cfa^cns o* dov.ai'cns ncled 

HERDT.A R Rogcn 2. O'c cl S'i'j Diiecro'. 85/07/21 TUCKER H 6 Dt-^e Power Co 
2 pp. 46132 U9HM32 '.29. 

-8608040064 Irsp Repts £0-269/68 19 50 2 70788- 19 & 50 287/88 19 on 00U627- 
0/01. No violas ons nciedMa.c* area* nspccledOA/OC ccri f o:s ft work ac!.wies for 
f ra C'oSec'iOn.sc-sr C rr.cni'or rg ft (c 'owup on ttR 263/99 C5 
HARRIS.J H. Reg on 2. O'c of iro Creels/. cU/07/16 9pp. 46432 I2V-I6432 123 

8600040130 Forwards 'rsp .Rep’s 59 2^9/66-15 50-270/80 1 5 & 50-287/68 15 on 
8P35i 7-0 7 1b. No vb‘3l ons or dc viators nded. 

GROWN LEE.V.L Hegion 2. Clc ol ho D-reclC' 83/Q7/2I TUCKER H U. Djke Pown* 
Co 2pp 464 J I 216 46431 2 29 

-8808040132 Insp Repis 50 269/88- 15.63 2/0/83 15 S 50 287/R6-15 on 830517- 
0/15 No vo'atnns no'cd Mcjor a*eas insp-JCied 

cp:%*ai ^ns.survc "a^ce .ma v.s-a'ogua'ds ^ /adiaLan p*oiect on irsp ct open ft 
msp followup 

SKINNER.PH Region ?. Cb o 1 »ho O-toC.a B6/07/21. ityp. 4613*. 217.48431 ?22 

6608030321 F<v/ 05 04 So Vcf fl ft Re* 68 05 So Vo* C ot C:cnoo Njcloar S'a’icn 
Emergency Ffan |*rp|cxenl ng Proccdllros , ' 

TUCKER.H.O. DuVo P<iwe/ Co 00/07/22 56pp 46400 170 4U 100 224 

6806170087 fleq^osss canceiiaKn of coariy mscilaco meesno w/NRC sch^djiad lor 
080610 Charls shewing rew genaral clc sec^iiiy organ ?a*iona' si-uciure oncl 
TUCKER.H8 DU-e Rawer Co 88/C9/01 GRACF.JN Reg on 2 0*c cl iho C -odor 
5pp. 4R6 72 047-46672 051 

6B08040 247 Goner.c It* 80 12 to aP p&wer feic*e» I.CCnseo3 S app! cards re removal ol 
'ire prciccs,cn roguiierrenis from Tech Specs Svc ‘isl end 

WIRaGLIA.F J Assovah U.rcctO.* to* Prc.ccts 8704U> 93/09/02 Corsc*Wa*Qd 
EU-senCo ol New York Inc 5 2pp 46463 29M6463 342 

0608170127 Ad vrses ttiai 88C507 Rov 88 I Iq rmergerty c'ari meoSs cfannino s'ds o' 
10CFR50 4 7(t>) & rc^re-enis ol A;ip E *o 10CPR50 h y 

COLI INS.O K*. Regor 2. O'c Ct Iho D*cc'e*. 69/08/05 TUCKER. H G Ojke Pewor 
Co Ip 46572:1 26-4 65 72: 1 26 

8808150010 Forwards Rev 26 to security plan addrcssirn orfian-ra'ional charucs Rov 
wltshcjd (*ot 1CCFR73 2J| ” 

TUCKER H.B Duke Power Co. A9/O9/C0 Docomonl Convol Qrarch lOocumont Con- 
lro‘ Desk) 2pp 46551 201-45551 202 

BB0922008? iflarms hat G0C616 Rev 1 so IS - S* secuniy proc'am accopiablo n meet- 
irgapp cat'eportonsot I0CFR73 

WCCOFIKlE.G \V L-conshg Granc9 E8/CB/C3 TUCKER K Ouko Power Co Ip 
4 6 SO 3 270-46603 270 

8803240414 Forwards Ame.^ns 169.169 5 166 to Licenses DPR-33.DPR 47 & DPR* 
55 respectively S safeguards ova'u&tcn reDlArrcnds modi'y Paraciaph 3F ol I- 
censos so ruqu.ro corrplianco w/ arcruod p r »y$ cal security plan 
PAST15HN. Project 0«ectt ala U3 fie/ci/19. TvJCKEH.Hfi Cuko Power Co. Jpn. 
4662/ 202*46627 2 1-4. 

-8BQ8240416 Amends 169.163 ft 166 to L ccnsos DPR 30 DPR 47 ft CPR 55. 
rospech/e!y.moc?’fying Pa*e^'a^i 3 F o' Loiasos to re^.ro corrpt ar.oe v»/ arnend^d 
phys cal sectary plan. 

MATTHEWS.O a. Project D 'eclofaie il-3 85/03/19 2pp. 4662/ 206-46627 210 

-8808240420 Safcqjards o/aLaton repl s,ppc"trtQ Ameadq *69.169 ft 16$ W Li- 
censes DPH -38.DPR 4 7 ft DPR 55,rospocive‘y. 

* NR c * No Detailed AftliationGven 60/08/19 4pp 46627 211-46627 214 


I. Financial Information 


8608190153 Forwards Djke Prwer Co.Norl'i Carol na Munppa' Rower Ac;-v, li. 
i.Nj>/1h Carc'ira E'octnc Mcmtersh‘p Cocpordt.vo. Podrront Mun.cpal F’o w r A-* 
ft Sauda R^or Esecinc CoojuHatiMQ 190/ anniui*. rnpis.pci TOCFRrO / 1 lb : 
TUCKER.H D. Doko Power Co 09/06/06 Cocu^urd Conirol 0rm*: , i vfVKi'i<r< 
irol Dosk) 2pp. 46604 011-46604 if>4 


K. Utility Final Safety Analysis Report (FSAR) ft amends 


8600240153 Forwards pngos madverloni.y omiilod from lf)0/ FSAm i d.*- 
£60701 Reqaests -ihurt an 

TUCKER.H. D Duke* Powo* Co BB/06/17 Corumoni Conirol Or.ir^h il‘. : 4 ,v 1 
Irol Dosk) Ip. 46629 230-46629 243 

- 6608240202 Changes ft ccrrecticn*, to Oconco Nuclear Power SUPcr ^ 1 . 
FSAM 1907 

* Duke f^wer Co R9/0B/17. lOpp 46G?‘J 23 1 46620 248 


P. Operating license stage documents ft correspondence) 

6807290155 Advises that p'ant silo wu Uo v.siSorJ du*n.j wk of 860710 ;v I.) **. 
data ccleclon as pen of NRC Pnrro'man-:o ird-caio's f’rniyaml vi O 
ma.ni perlcrmanco ina cato*s oncl 

GRACu.J.N. Region 2, Otc cf Hu) Dreclor U3/0//M lUCKEfUUl l)-*o »*-».* 
29pp. 4635/045 463570/3 

0807290296 F'o-'Vva'ds mfo ro test results indenting low llow Ihrouch p'anT *M *ir , . 
down Iftoi.ty HVAC condensers Mom Ihorough eva uation nucjnij to ■ -r .* 
cajso of Ovent Submidol of LEM antr paled iiy 031201. 

TUCKEH,f#B Duke Rower Co. 08/07/15 Docu'r.oni Conirol Ur*v;li ihvii’...* 
trol Desk). 4pp 46364 004-45354 007 

8807270990 Forwnros response to safety evaluation on Gene; l I.:* tv-21 rr n. i 
C'J'atiO.n cooldown w/o vo.d formation 

TUCKER H P Duke Pc.wet Co. UU/0//16 Oourru.nl Conirol U»n« rlr flV-r. <» -■ 1 
ire I Ousk). 2pp 46317 203-46317 204 

8008040148 Forwa'd** /‘Oticu of COnsiderahGn of .ssjanco of nniendi So U - i * t ( 
3 l J .DPR- 47 ft DPR 55Arr.cr.ds revise Tech Spues to support Uut \ - i* 

refed power. 

RASTIS.H.N Rrojeci Crec'oralO II 3. OU/07/20 Tt/CKER M I) tUe 
46423 230 4 6423 23/ 

- 0808040156 NotCe ol consider ulon O’ i^suanuu el amurds lo Uci fin-i f ■i , l| 

47 ft DPR 55.ro v .smg Tech SpCC3 to snpporl opernlion ot Unil 3 el Hi '<**■-: :• 
MATTHF.WS.DD Pro.oci Di'odorato II 3 fl‘J/07/21 G|if> 45423 2 12 4 £ 

8800040139 Forwards noleo Ol consi.hmvon o' .ssuanco of mmsisH lo tS. 5 -:%•■ 
ty fcr hoofing ro GB0531 fequosl fcr nrronds. rovis.rg Tech Spec <orc« ■ -jf •• 
lo s^coriiary 'eakoge. 

PASTIS.HN Projc-cl D'rocicrato lf-3 Utt/07/21 TUCKER. H H. IJAo ivaj > 
16431 263-46131 270 

-0808040140 Notice of cons dor a I ion of bsunneo of <mo;iU to l leers.' l»J.i !•* 
4? ft DPF1-57 ft preposed NSHC doturnvnat-on A cpporlunily 'or * 

vises Tech Spec lo ado. s rm'ai io Uni i pnmniy it. secondary te:ikn qo i i 
VATHEWS.DB Pro, PCI Droctohilo lf-3 fi0/0//72 Opp 4C411 205 t| JO 

8806050193 Forwards ’Safely Evalunlion of rop’ca* Re'pt (DftW Ogr ui.en! 17 l*‘ 1 
OOL Oos»3tt Rcqvnoo\cn\ for U.voso Semin Sys ft MWS M.’ijnlor '.»i * *• 
Clrcult'y,’• , accoplmg ulil proposal fo' providing riorc)/-c nuidol nm 
MATTHEWS, D fl. Pro.oci Drcclnrate 113 08/07/26 fUCKEIT.H IL \> i.m* I * » 
5pp 46437 314*46437 338 

-8608050229 “ Safety EvaUat-on of Top cal Rtrfit (B&W DCCurnuru 4/ il!./ ^ 
Oosign nequ rornonls fcr D. verso Scram Sys i ATWS Mit.ynlion Syn A*'i ,1 --' 
Cu try/” 

COLLINS. T3 L EG8G Idaho, fre (subs of EGftG. inc ) COLLINS.1M 
Engineer *ng Laboratory Fin D6017 no/02/2t) NRC ■ No Doiriu;:i Alf i. -iC 
23 pp 46437 3 19*46437 33B 

8808 1703 24 Summary Ol B0O714 rr.oehng w/BftW Owr ory Group ro frJusSry ft f* J 
lions lo ruse Wo issues raised in Cvonoue LU 87-12. List of iHlondni’S vh.aji\- 
B&W des'gn rnfforoncos enci. 

TRAMMELL.C M Projoct Diroctnrato V 8U/07/2U holocl D/fclO'rl!-' v *■ 
4 6572 001 46572:0-16. 

0008090266 Forwards responso 10 Generic Ur 88 05. ‘Bor-c Ac d Cerrosi « ■ *.* i % 
Slcel Reactor Pressure Boundary Components in PVVR Rants.” 

TUCKEn.H.8. Ouko Power Co 88/03/01. Oocurr.ont Control Drar.cn <1 >ovm .-U 
trol Desk) Spp 40471.022 46471.026 

8608150075 Forwards Rgv 21 to “Oflsilo Oosn Cnlculalion Maruol” Rov U >) *• ‘ 
led prior to som annuel raaioact<vu gflfurnt roioaso rapt for ponod of “utCk-: 
TU'CKER.H B. Duko Power Co 00/08/04 Document Control Orancli ll)x j 
irol Desk). 3pp 46551:003 46551 012 

-8800150001 Rov 21 lo "Offsiie Rose Calculation Manual." 

BIRCH, M l. , TUCKMAN.M S Du ku Power Co 08/07/10. 7pp 40551003^^' 

8000160322 Notiheal on of 880B17 mooting w/ulil in RockvIlo.MD to d M ; 
ATtVS issued by slafl to uti“s. 

WniGHT.R j Ass's lani D.recior for Region IV Reactors ft Special Projct is c : . A 
CRUTCHFlULD.D, Division ol Roac'or pro ocis til IV V S SpociGi PrOK-,‘1 
670411). Cpp 46561.00 1-46561 000. 

8808230310 Supplemental appl cation lor amend to liconse.correclmy opcrfiit-'Y ® 
ve. lance loqu.temems tot safe shutdown lac.lity 
TUCKER.H B Duka Power Co 88/09/12 Document Conirol Branch 
Iro! Desk). 3pp 46608 015-46608 021 
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-0808230315 Proposed 7 ech Spots Tablo 3 181 , Sate Shutdown Faulty <SSF) M.n 
.‘nsirumeniar cn'' & TnLte 4 20*1. "SSF fnsfrumontelicn . “ correcting bu've. '.price re 
qjnvnenls icf sian-Jby slu.ldown lao'ity «r‘Sirorm>niat o‘i 

* Duke Power Co 00/08/ 12 4pp 46608 018 46608 021. 

8809240414 Fo-wn'ds A-ncrvIs I6'J.I6<J & 166 lo Ironses UrR-38 UPn-47 A U^R- 
56 respectively 8 salts guards cva'unvon ropi Amnnjs mod ly Pa*a:jrnph n F ol 
ce r $cs lo rcquru compl ar.co w/ am or dud rjhyscal security plan 
PASTiS.HN Propel ni'octcrmo It 3 08/06/19 TUCKLR.MU DuM 1 Power Co. 3pp 
466^7 20? 46027 214 

-8803240416 An ends IGU.lftft & ibfi to licenses OPR 30.DPR 4? & QFH 55 
respeot-voly.mod 'ymy Ppr*uj'Hph 3 f : ol Iconsos to requre comp'iancc w/arnended 
physical foctnly plan 

MATTHtWS.Un P/C|nd tOirtClcraio II-3 88/08/19 2 pp 46627 205 46627:210. 

-8B08240120 Sategjords DvQkiahLii ropi supporimq Amends 169,169 & 166 lo li 
censes DPR-GO.LJPH 4 7 A CPR-55.fORpochvo:y. 

• NHC ■ No Derated Afhlaiion Given 08/08/19 4pp 466?/ 21 1 1662/ S?14 


O. Inspection reports, IE Bulletins A correspondence 

8605200295 NHC info Nohco 08 032. "Frumpi Rcporl.ny to NRC c* iignihcant lric:donts 
involving Madoact-vo Mali " Svc ist or cl 

CUNNINGHAM, H E O.wiS-on Of Industrial A Medical Nucteflf Safely (Host 870/29) 
06/85/25 Const) idaled LtJ.Spn Co of Now York. Inc »2Gpp 46308:170 46308 298 

8607250374 Forwa<ds Rov 5 to Vols 15 Of socerd 10 yr nturval nsurvitu insp plnri.npr 
6G05C4 tonjost for oddl .old W/rclalcd irilo A Iwo oversizo draws'- ys 
TUCKER, HR Duko Power Co 86/07/05 Occunmit Control DroncU (Document Con 
Iroi Desk) 20lpp 4651G 042-4661624? 

8007260316 Responds to NHC Ruloi.n 08 C04, "Pole filial Safety Re M led Pump loss' 
Hocoipl ol manufacturer info & Ova’uaf on of nlo expected by 800831 
TbCKER.H.D. Dukn Power Co 88/07/1 1 Document Conircl Brunch (Document Con- 
trol Desk) 5pp 46208 159-16288.103 

6800040205 Informs that plants do no! uso nny ol GE HP A to'ayb w/ 'atclnt.y jnotna- 
rusms in any safely related oppUutons.pur IF Bullolm 08 033 

n.'CKER.H G Ouko Power Co 88/07/13 GRACE J.N Region 2, Ole of u.v CMCclo' 
2pp 4G431 297-4643 1 290. 

0807260269 Responds lo NHC RUIelm 8? G02.Supp f S 1 & ? ro snlufy related Rolling 
venders A fastener testing 

TUCKER, H U (Juke Power Co 00/07/10 Dixumcnl Cufdrcl Bianch (tXicuwonl Ccn- 
IrclOosk) 1 3pp 40207 24 G 4620/ 261. 

8007200162 Suppl 1 lo NHC Info Notice 08 046. "Liconsoe Pt pi ol Dolochvo Rote'- 
b-shud Otcwl Breakers." Svc 1st oncl 

ROSSI. CE. Divisni of CpcrhUionul Events Assubbmont (Posi 6704 1 1). CO/07/21 
Consolidator) Edison Co. of New York, Inc I25pp 46380 054.46398 1/0 

3800040061 f orwards Insp RaplS 60 269/80.19,60 2/0/8019 A 50 2G7/09-10 on 
380627 0701 No violations or dovidlions nolod 

REnOT.AR nooion 2. Ole Ol 1 66 Dreclor UU/D7/21. TUCKlR.H B U..Ko PoaOi Co 
2pp 46432.1 19 46432 129. 

-8008040064 lr»s>|i Hoplr. 50 209/08- IO.5O-27O/0U- 19 & 5O-28//G0 10 on f!8C6?7 
0701 No viofdllons npied.Majo' areas mspociotj OA/OC confro's & wo:k act-vdiCS 1t:r 
liro protocbon.so.sm c nicnlcring A fo'.’owup on I.ER 268/80 05 
HARRIS.J R., CONt.ON.TX. negiun 2, Ole Of ibo Oirocior 00/07/ 1 f] 9p;j 46432 »21* 
46432 120 

8808040066 Forwards Insp RcptS 50-200/08 10.50-270/00. 16 A 50.20//80 1G on 
B6C523.27.No vio'ntons or dovalons notocl. 

HEROT.A.R. Rogon 2. Otc ol U*o G.rectqt 61U0 tn\ TUCKER.H li Uokc Power Co. 
2pp. 46422 0/1.46422 070 

-8000040070 Insp R0(>ls 50.2G9/6B-16.60 2/0/80.10 & 50.207/08*16 on 000023- 
27. No vioialions noted. Mnjcr nrons mspecied ccmplox stj/vo.rar.co toslmg A IE bjle 
lm follow up. 

TINGEN.S, JAPE.F Heg:o.n 2, Cfc ol HiC O.roctor 68/07/13 ?pf) 46422073 
46422.0/9 

8800040130 Forwards Inep ftupts 5O-26O/09-15.5O-27O/8O-15 A 50-20//mi* 1 5 on 
88051 7*07 15. No v-Olfllions or dOv.otions noted 

BROWNLEE V L Reg on 2. Ole of llio Di/OClor 00/07/21. TUCKLR.H R Duke Power 
Co. 2pp 46431:215 46431220 

**8808040132 Insp Ropls 50*269/00- 15,50 270/80 16 A 50-287/00 16 cn 000617. 
0715 No violations nolod Ma;or areas mspeclod 

operations, survciilarr o.maint, safeguards A rad.m«on pfolection.msp of open iiorr.s A 
■nsp loV-Ofwop 

SKINNER P.H . WERr.L O PFEBlES.T A. Rogon 2. Ole ol iho Director 80/07/21 
13pp 46431.217.40431:229. 

8808040137 Forwards Insp Ropls 50 269/80- 18.50 270/08*10 A 60 207/fifl-ie on 
8U0620 24.No voialions or dOvinliDns r:olod 

HEHOT.AR. Region 2. Ofc of tho Dfrodcr 80/07/21. TUCKER, MR. Roko Power Co 
2pp 46426 309-46426 310. 

-8008040141 Insp Ropls 50-269/08- 10.50*270/00* 10 A 50-287/80-10 on 880650- 
24 No vioialions or dovialions noted Major areas .nspecied LERs,insorv*co lostmQ of 
pumps & vat vgs & NDE oxana rosu'ts. 

ECONOMOS.N E.. RLAKE.JJ. Region 2. Ofc of the Director. 80/07/15 0pp. 
46426 311-46420.318 

S808100182 U-gcusses 890701 enforcement conference re environ gua'ificat on of oicc- 
Irical ofiuipmont List ol at ton does, summary A handout encl. 

GRACE.J N nog.on 2, Ole ot Iho D rector 88/07/25 TUCKEFt.HB. OvKe Powd Co 
49pp. 46498:109 46490.157. 

8007200246 NRC 8i/llo1in BO 009. "Th:rnb!o Tube Rirnlng m Wosiiryhou<.o Heactois" 
Svc 1st end. 

ROSSl.C E Division of Ooorelionol Events Assessment (Post 870411) 88/07/26 
Corvjo'idaiod Edison Co. of Now York. Inc 1 23pp 46348 070 46340 192 


0007210218 NHC info Not co 00 952, ‘ Fo-lurn ol liihaute: no Tar.dem ol Ffoichor Suit 
Anphcatpr D'achylhorapy Ouv.cos Du'iny Pal ent Troalmoipl ” Svc list ere' 
CUhfNINGHAM.R E Division of induslna’ 5 MediwHl Nuclear Saloty (Rosi 670759). 
BB/07/27 Conso'idaled Edison Co cf New York. Inc lOftpp 4 639/.029-463D7 136. 

0007220034 NRC Irilo Noiico 89 053. ’T icenseo V.olatons ol NHC Rog.ilai o:iS.Wf‘ich 
Led 10 Moil Cdl U. agnostic M:sadni nistrnf ens “ Svc list cnci 

CiUNNINGHAM.R E Divisun ol 'rdustr.al A k'ftdcal Nudoa* Safely (Post 870759). 
08/07/2B Consolidate): J Ed sen Co ol New Ycrk. Inc lOfcpp 46306203 46397:020. 

0807220192 NRC. Into Nahce BB-OM, “Fb litre tt OiluI B’uaVor Folcwn'ig Ir.sVfi \i\* on 
of Amplocto' CtgcI Trip Allachmenl “ Svc l>Sl o r .cl. 

ROSSI C E Divis'On of Cperutional Events Assossmonl (Post 070411) 0&/O7/26. 
Consolidated Edison Co of Nuw York, Inc 1 2 ifp 46417 020 46117:140 

0007280019 NRC fnlo NoIilO 60 055. f’oionlml Prcbloms Caused by 5r;y'o Fai’ero of 
ESF Sw no Bus " Svc list enc< 

ROSSl.CE Q.v.s on ol Oporatcnai Kvoms Assessment (Post 6704 M) b0/Off/O3 
Ccnsoldaiod Edison Co of Now Yo*k Inc 121 pp 46437.12146437 241 

0000030209 Sjpp* ? 10 NRC BU’ofm 80 CC5. "No.'*Confo'n irg Molls Suppl e*) by Ptpnn 
Supipl os. ire ai Frdsum.NJ A West Jorsey Mfg Co at W.l'iamstovvn.NJ " Svc list one' 
ROS5I.C E. Uivs cn ol Opualional F.vonfs Assussn o.nl (Posi 0704 11) 06/00/03 
Conscl dalod F.dsoii Co ol Now York. »nc H9rp 46530 <21 46538 2G9 

0806150259 Forwards Insp Repts 50 260/08 13.50-2/0/C6 1 3 A 50-267/83- 13 cn 
090500 1 3 A 19 27 & nolicn cf viclaiicn UrUe'siandinn irom QOCblO lo'ccn that sys 
optitablAy fO'. allectotl by any NRC uluiiiilicO wimg A d'rtwr.u d sc^upa^cy conluired 
GflACE.J N Region 2. Ole of the Crccicr 80/08/03 TUCKFR.Il □. Duko Powe f Co 
3pp. 40554 056 46654.006 

-0809150261 Notice of violaton from msn on 800603-13 8 19 27 Violations 

noted purlormanco incf'filcmn perform ng l'r/2/A/0l60/22A. Ctui/ftlicnal Valve 
Functionol Tosl,” ffllsiheJ sircku 11x1* rnccnferl n stop lor Volvo 2LQW 1 
GRACE.J N. Reg on 2. Ofc Cf Iho Director 80/C8/O3 -Ipp 46551 059 46564 U62 

-0008 150264 tnsp Rnpls 50 260/80 13.50 270/08 13 & 50-207/80 13 on 88C500 13 8 
l9-27.Violalcns A obsuvatons r.oiorlMo.cr nrorts ^nspc-clorf.QA oflocl.vor.oss m 
atoas of cpO'atincs A Suenu'iarjce to sung .maul A design convo 1 
SHANNON.M. 0ULISLE.GA Hug on 2, Ole cf iho Cruder 00/07/25. 24pjj 
4GS54 863 46554:086 

08O729OOOB Soppl 2 to NRC Hul otm 00 009. Thermal Slrussus in P funy Corinoclc?d 10 
RCS." Svc 'ist cnc* 

ROSSl.CE Division ol Opc'aicnai Events Assessment (Post 6?04i>). 8>)/C'8/04 
tronsohdntcd Ed.son Co. of Now Ycrk Ire 12 1 pp 46504 801 -46504 : 12 » . 

000729911 1 NRC Into Notice 00 055, PoiGrit-al Protloms W/£illcono Fonrn F.ro Bpmer 
PrmoDfihori Sea's/' Svc Igl crcl 

HOSSI.C fc Divts'on ol OuemliO'inl Cvents Assossrr.o.nl (Post 870-111} 09/08/04 
Consol rlatoil Erfispri Co. Ol Nuw York. Inc. 122pp. 46669 175 46560 297 

8800020995 NRC Info NoVCn CO 067, "PotoriVpl Loss Of Sfdn Sr U Id Own Equ pm Or it Ouo 
10 Pron'aliire Si'icon Conlrol od noctifmr Fa lure * Svc list oriel 

ROSSLCi.E Division of Ohornt-OPOl Evonls Asscssmunl (Post 070411) C8/09/00 
Oonao'ulatod Fi5sort Co. cf New Yo<k. Inc 122pp 46459 126 46460 2*10 

0008020 102 »NRC .WO Nolico C8 058. "Pou.ni al Problems W/ASEA Brown Uoven ITE* 
511. Tiino-Ove'C urre.nl RolAyS Svc I si one* 

ROSSI.CI: Oiv.smn of Operaionnl Evunis Assossmnnl (Post 0704 M) 00/Cfi/08 
Coriso-idatcd Edison Co of Now York, Inc l2Cpp 46538 00 1 46539 120 

00080301 12 NHC Info Nohco f!8 059. ‘ MSlV Gudo Roil F.lCnro at Wolurlcrd Unjt 3.” 
Svc list or.cl 

HOSSf.C.E. fj.v.b on cf Onoral cnal Evonl« Assossmonl fPo&1 070411) 08/08/09. 
Consokrlakul Ed son Co 01 New York. ir:c I2lpp 46467 01 140167 131 

0000040002 Suppf I to NRC Into Noi co 88 004, "fnarloquoto CuH'ihcafiOn A Oocunion* 
laf.on ol Fire name-' Penetration Seals.” Svc I si oncl 

ROSSl.CE Division ot Oporatiora’ Evonls Assossmonl (PoM 870411). Bfi/GO/UU. 
Consol dated FtLson Co of New York, Jnc. 1 2 1pp. 4G650.2OO 4C55U.325 

B80605O4 35 NHC InlO No’, to 8B 060. "InudoquolO Doslyn R Insialloticn ol VJalorhQlil 
Ponofralion Soals” Svc list One*. 

ROSSl.CE Division of Opuratonal Evonls Assossmonl (Po9t 070411) 00/08/ 11. 
Consol dated Edison Co of New Ycrk. Inc 123pp 40569 290 46670.060 

8808050240 NBC fn'o Nohco £8 061, "Ccnt'd Room Hobiiabnv - Ftocont Roviowq of 
Oparrtf r.fl ExporiOnCO.” Svc I si oncl. 

ROSSl.CE. Uw.son of Operational Cvenls Assossmonl (Po&1 070411). 83/0Q/I1. 
ConsQikJatcid Ed son Co 01 Now York. Ir.c l25pp 4G594 3 12 46 5 95 0/6. 

00080 50295 NRC Info N'oliCO 68 062, "Roconl Findings ro Implurontalion ol QA Pro- 
giams by of Ttanspvl Packages” Svc ‘isi oncl. 

OURNflll.llF. Division of Safeguards A Tronsporlniion (Poal 070413) 60/08/12. 
Ce n sol daled Edison Co of Now Yo'k. Jnc iGOpp 46581 165 46591 203 

8008090264 NRC info Notico OD 063. High Radiavon Hazfl'ds f rom Irradiated In Ctvu 
Dotc-clors 8 Cables. ' Svc I si encl 

ROSSl.CE. Div.son ol Opcrai ; onal Events Assossmonl IPost 07041 1) aB/O&MO. 
Consohdalcd Ed son Co. of Now York, Ir.c 1 10pp. 46569 065 46569; 1 74 

8008240294 Notifies Dl intention lo incorporate ASME Cudo Caso N 401 • 1 . "Uciler A 
PrGSfiuio Vossel” into insorvico insp pprog-am Code caso end. 
fUCKCR.H B Deko Power Co 00/OB/iS Document Control Branch (Document Con- 
trol Dosk). 3pp 46630 097*46630 099. 

0808240181 Forwards sinfu assessmont ol l.consoo rosponso 10 Insp ncpls 50 269/94 • 
33.50*270/04-30 A 50 287/04-34 ccnccmng Nolico ol Vio!ai:on ro dsposnf ol Ol 
contnning low levels of rod oaci.vily Response moots roquiromonls of 10CFH2 201. 
STOHn.J.P. Rug on 2. Ole of iho b.toctoi 88/0&M7 TUCKEn.H Q Dvko Power Co. 
4pp 4B636.1 10 46630.121. 

80OB1 10206 NHC Info Nohco BB 064. “Repcriing Fros rn Nuc’oar Process Sys at Nucle- 
ar Power Plams “ Svc I si oncl. 

ROSSl.CE. Division ol Oporaional Events AssossmGni (Post 870411). 88/08/10. 
Consolidated Edison Co. of New Ycrk, Inc I04pp 46643 001 46643.104 
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0803120327 UPC I Vo Nolco B0CS5 ' iradvcrienl C-a'Dages ol Spent Fuel Tocls * Svc 
- si e*1C' 

ROSSICE Div.s*cr- o' Operatone events Assessment (Posl 0/Qiil). 00/03/18 
Ccnsphdflied Ed son Co. o* New YO'k. Ire. l23pp 46620 Ol * 46623 133 

8-806160392 URC Info Nd CO €8 086. hcbSlnal Radography ‘nsp & EnlOrcam-orl.'* Svc 
list ercl 

CU.NMKCHAy R t 0,\.scn cf Industry & Med cal Nuclear Safety mi 870729) 
68/C5/22. CcnsbidV.eo Ed ccn Co. o* New Ycrk l-t: <Wpp 46628 )j-v4C626 ?23 

QBO81C0414 HRC Info Noi CO 88 067, 'P'A'R Au alary Feodwa r or Purrp Tut. ’04 Over 
speed Trip Fa u*e “ Svc 1 si oncl. 

F.GSSiC.E C.vison ol Cp^ratcnal Evens Assessne-ii (Pest 8?04ii) 3B'D8/2? 
Ccftsolida'ert Ed sen Co -cf Now Yc:l*. *nc l2Jcp -t€643 1 05 46643 227. 


6008250262 Con?-rms fhai unsung Procedures 1203-34. Contro 1 IV 
& 1232-31, "Fro.” prov.dos gu da-ice to operator lo establish p: 
ventilation upon sla'od loss per l0CFR50,App R 
HUKlLl. H O General Pub'ic UN'itios Corp GPU Service Corp 81 
Ccntrcl Blanch (CocumuV. Control Desk) Ip 46644 QOV46644 00 

0008230293 Rev 2 lo Rmorgency P«an imglomonling Proceduro 500' 
033), ’‘Opoiat an o( Pars ppany Tochn cal F unctions Ctr “ 

* Genera* Publ i: Ut Mios Co'p. GPU Service Corp 00/U3/22 
4C620.193 


K. Utility Final Safety Analysis Report (FSAR) & amends 


R. Period. c operating reports & related correspondence 

8B08190CQ3 Monthly opr*alrg repts lc* ^u' 4356 1c* Cccnoe Nuclear SI a l on Units t 2 

a 3W/MJ0S1S 111 

RE AVIS. J A 1 UGkCR H 0 U.ko Power Co 88/07/31 I3p;> 46599 133*16599 150 


S. Reportable occurrences, LERs 4 related correspondence 

8806010319 Nol/ies t">at changes *o Tech Spec 3 1 tc rosove ncra*en: ccrflcis denti 
fion in lCR 260/0.7 39 fcrirg ptopared UlU Sctm tied by 86123-) 

TUCKER, H G C.ke Power Co 68/07/15 Cdtumeil Con‘*o‘ Biarc'i (Occurron* Con 
trcl Doskj Ip 46359.163 45359 163 

8808040330 Advises lhat IER 269/08 1U r© r ssed sr.iaba* sirve la'ce w.l bo SJbm i- 
ted by 080*305 

FUCKER.H D Du-ve F-owC' Co. 89/07/27 Document Ccnircl Branch (Docume'ii Con 
trcrOosk) Id 40i34;l52-404J4 162 


Y. Dry Cagk Independent Spent Fuel Storage Instalfatlons 


0007280095 Forwa*dS UpdatO 7 to FSAR for TMi-1 through QR012? 
f:re hazard nnalyst /opt per lCCFR50.7l(e) & 10CFR50 App Ft n>[. 
HUKILL.UD. Goncraf FA.bl.c Util f os Crrp ■ GPU Sorvico Corp Hi 
Corvol Branch (Dccu.rom Control DosM I0pp *16364 001 46370: 

-■8G07280096 ' IMI-1 Fir«i Hazards Arralys s ftopt.Vol l.Rov 10.“ 

’ General Pub'ic Uti'iljes Ccrp. • GPU Sorvico Corp 00/0 1172 
16364 182. 


-8807280099 Update 7 to FSAR fo* TMl-1. 

• General Pub’ic UhJ.tes Ccrp ■ GPU Service Corp 6R/0//2? ‘ 
46370- 20S 


P. Operating license stage documents & correspondence 


0807280141 Forwa*ds Amend 142 to Liroriso OPR 50,«uifoiv ova 
issuarce. Amend rov.ses Tech Specs lor Cyclo /por 880405 rot; 
893416 fo increase raind power to 2,560 MVVt w.H t;0 sU:J of sop:ii 
HERNAN.n W. Project Orectoralo I 4 00/07/10 HUKILI.IIO Go 
Corp - GPU Sdn/ice Ccrp 2pp 46326 001-46326 053 


68C805024 1 fc*v.or<Js comments «*i resposre to 6R0331 sucm llril cf SAR ler iSFSl 
noaERTS.JP Feel C*c o Safely Branch 88/07/27. T UCKEH,H Q Cd^O Power Cc 
39cp 46449:102 46449 140 


8807280144 Arr.ord 142 to L censo DPH-50,roV'Sing Tcr.h Spec 
ai on 

STOLZ J.F P/o.eci D.recicrate 14 80/07/18. 42pp 46320 00J16: 


8B081101C6 Scmma'y o* 680714 mecin-g w/utl & ccriraciors in SG<~eca.SC reenv.rcn 
n ailers cn Icorseo ISFSl apalicai cn 

Stu^Z.F Fje C>c!o SaltHy Branch 08/03/05. RCUSE.L C. Fjel Cvclo Safolr 
Bra *k b. 60pp 465C4 303 40504 352. 


DOCKET 5Q-288 REEO COLLEGE RESEARCH REACTOR 


--0BO728O14 7 SpfOly evaluation suppoMing Air.ond 142 to t icons rj i; 
* Off co o' Nuclear Redder Hunjloton. Dirodo* (Posl 67041 
4632G045 46326 051. 

-8807200152 Nolco cf ssuarco of Amend H2 to Uconso Dl^t-SOj 
lo support co*o rc'oad icr Cycle 7 opera h on, p or 000405 app‘ical«:i 
hEHUAN.R'v'V Prcjucl O federate 14 86/07/16 ?pp, 4632b 0!>2- 


V. Operator EKflmlnallons 

0808*90200 ■nlo.-ms o* NRC mjcrprotai on ol Section iCCFRf 074(a) re changes fn o*i 
e*ator or ser- or caeraic* sioius 

PATE n J Rcgor 5. Cfc of tie Cr'dctc* BB/06^ ' t. RU3Y.I Rcf^ Col'ece. PcH'dtid 
OR Ip 465S8 1C8 16598; 109 


DOCKET 50-299 THREE WILE ISLAND NUCLEAR STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8807060520 Generic Ur 68-10 10 all power reacic* 'rcenseas & Fu'dcrs of Part 95 an 
c *ovais re purchase ol GSA approved scct'.iy ccnia-rcs Svc lisi or cl 
MlRAGUA.r J Assoc slo O?oc*or tor Pro,c;ls iPost 67C4U) 0B/O7/OV Cor&cWale-d 
Edison Co cf Now YorK. “r c 3ipP 4^356 203 45388 329. 

8007260323 Rospo-tfs lo E8C503 Ur p*0v Jrg ccrmenls Slenrnr.g IroTi NRC ro/Cw of 
Rev t to emergent/ p an 1st faci't os Presides proposed cnargys !o address NRC 
co*K®rns 

ROCHE, M0 General Publ-c urtos Corp • GPU Serve© Corp 8R/07/1 1 . 
BELUAMY’ R IT. Reg on 1. QIC of the D.re-clor ?p? 46336 141 4633b 154. 


B0O80 10124 Fo.-v.ardi. e.iv.ron assossmenl & find.r.fl of no S'ijn'-uii 
Hino.-iJ fer post acc.tJGril monitoring insirumontaiicn 
hERNAN.R W Pro.OCI D'ectO'alO 1 4 60/07/21 HUKILL.H □ <ic 
Cc'p. * GFU Sorvico Co-P 2pp. 463G1 026-4G361 030. 

--flB96Q1012S Envron assossmenl & inrtmgs ol no S'gnif cant m pac 
t«on fo.* amond lo Ol .AmorirJ would rovrso Toch Spocs lo ncor 
m&ntk & su'vedlanctt roqu.romenls Icr posl-acc dcni mcnno:‘rfl i'lv 
S IOl.Z.J F Projuci Dl'cctoralo M hfl/07/21 3pp 46361 021! *4G:*i 

6000020309 Rewards Amend 143 lo l/coribo DPH-SO.saroty uvolufi' 
arc© ol amtrd 10 OL 

UERNAN.H W P rc;©o O-rectorato 14 80/O7/2S HUKILL.H O G.: 
CO'P. - GPU Sorvco Corp 2pp 40378 053*463/0 064 

-6608020325 Amcrd 143 lo License DPR 50.raismg aulhonzcd 1 
MWt 

VLRlEY.T f. Olfico of Nuclear Reactor Regulation. D<rocio: (Pc 
26 5pp. 4 6373.055-463/8. 059 

-6008020320 Sa'Oly eva'uahon sunpD'ling Amund 143 lo LiCOnso D 
Oflco of Njciear Reaclor Regu'niion. D.roctor (Post 87041 
-16370 060 463X8:062. 


•0BO720O4O1 Mdj Led nc-v 1 l© Ccrpo-'als Emergency Plan 1060 PLN 130301. “GPU -8008020330 Nonco ol issuance of Amend 143 to License DPR-5 

N.ic’oar Cc'P Emergorcy Plan for TMl & Oyster C'ee* Njciear Slai ons*' Tech Specs lo dl’ow ncreaso in raiod power luvol from 2535 MWt 

' Ger bra* Public U fit cs Corp - GFU Serv^o Cc*p 80/07/ 1 1 ^2pp 4G336:t41- MERNAN.R W. ProibCl D rectoraio 1-4 0Q/07/27. 2pp 4G370 063 - 

46336 154. 


6 B07 28 0095 Forwds Updale 7 ro FSAR for TMM hronoh 86012? & Rov 10 to TMI 1 
l -a h%2at<l analyst rofll pet lOCf R50 ?Hc> & tOCER53.Ap^ ft respectively 
HIJKILLHD. General Public Eli Les Co.*p - GFU Service Corp 69/07/2? Document 
Con*rcl Branch (Oocbrr;enl Con*rc' Oesk) ICpp. 46064 001-16370 205 


8808170324 Summary cf 889714 meoi ng w/O&W Owno.'S Group rn 
ions 10 rosolvo issues ra-sed in Gonerc Llr 07-12 L>si ol attoi 
0&W des gn d.lloroncos encl 

1RAMMELL.C M. Project O.recioralo V 08/07/28 Projoct D 
46672:001-4 6572046 


•-3BD72BO098 “TMVl Put Haza’ds Ars'.vsis RepLVol l.Rov lO.“ 

* General Pcf -.c Ul lies Co-p ■ GPU Service Cc'p 80/07/??. 175 cd. 46364 011- 
46364 162. 


8903040247 Gononc Ur 86-12 to a’l powe* reactor i censeos & app’:can*s re removal of 
I *o p.ctectrqn rccjuiremeris from Tech Specs Svc list ©rci 

M RAGllA.F J Asscc-ale Dimeter for Projecis (Post 87041 1) GB/C8/Q? Ccnso dated 
Edison Co cl New York, Inc S?pp 40463 291 46463 342 


6008 120040 Fc-wards response 10 opon items ro loss of vennia'ion sys for App R evem 
in nuc’oar serv.:es <£ decay heal c’osed eye'e coc’irg ptrrp.emergcrcy (oedwaier 
p u mo d ^sel go no ra for rooms & corn ol bldg 

H JK 1 LL.H.D Genera' Pub'- L>l '.es Ccrp GPU Serves Ccrp ae/CB/GS. Occ-jme/il 
Con:ro: Brazil (Docu.reni Conixl Desk). I7pp 46531:159 46531:174 


EB0615030B Abnsos that Pev 1 to ©V rudear ere-rgency plan lc*r p'anis mools p*ovi- 
sio*is of 10CFR53 47{bj(lO) & cor/ecily relecis federal rad ©logical emergency re 
sponse p'an & may be implomenled.based on response lo UPC review comfrerls 
BELLAMY.n.R, Region 1, Ofc ol the D.;eclo'. 88/03/08 ROCHE. M B Gonerai Publ.c 
UUlitfOs Corp. • GPU Serv.co Cc'p 3pp 46551 23<l 46551:236 


88O8OSO1D0 Forwards Arrend 144 lo License DPR-50 A safety oval, 
perates action sfalomonis & survtJ-l-a r co rcquir©monl9 mio utl To 

f cst-ccc dent monitomn nstrumonishon roquirod by Reg Guido 1 
1ERNAN.R.V7 PrcjPCl DirOUotate 14. 011/07/2^ HUKILL.H O Gi 
Corp. - GPU Serv e© Corp 2pp 46430.040-46438,060. 

-8808050109 Amend 144 to L'Conso DPR-50. Incorporating ociion s 
■arc© requi'ornants mto ut-l Tech Specs for certan post-accidci 
mental-on reqoirad by Rog Guido 1 97. 

STCl.Z.J P. Pro|0Cl O-recl crate 1-4. 68/07/29. 6pp. 46436.050 4G4 

-88080501 11 Safely ovaluailon supporllng Amond 144 to License C 
• Ofl.ce ol Nuclear Reactor Hegu’at'on, Director (Post 87041 
46438 05G -46420 056 

-8fl09050tf2 Naifco ol issuance of Amend 144 lo Lrconse DPR- 5' 
Spec action staiernonls S surveillance reau-remoni9 for certain n 
to monitor plant parameters tollowmg accident as required by Rog 
HEHNAN.ft.W Projeci D.reclorate 1-4. 08/07/29. 2pp. 46438 05D- 
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6808 150240 Nol.hcaiion of Sgn.ficanl Liconsoo Meolng 00-122 on 600921 w/u! I in 
hmg of Prussa.PA 10 discuss action p'an resuhng from solbassossmeni of tochnco 1 
functions 

COWGILL.C J Rey.cn 1. OJc of thO D.rector. 68/08/02 Region 1 . O-C ol tho Drecto-' 
2pp. 46542 027-46542 028. 

8&0C 120040 Forwards response to open aoms «o toss of ventilation sys for App R ovont 
in nuclear services & decay heal closed cydo coo’mg pump.emcrgoncy feedwator 
pi.rnp.d osol generator rooms 5 control bWg 

HUKILL.H.D General Public UliltOS Corp - GPU Servico Corp 00/08/05 Doccnien* 
Ccnlrol 8ranch (Docurront Confrol OosM I7pp 4053 1 158-40531 174 

0808150322 Notification of 880816 mooting w/uhl in Mddleiown.PA 10 d scuss alatus of 
cunom i consmg issuos 

nERNAN.fi W. Pro, eel Directorate i-4 89/08/09. STOIZ.J.F Project Directorate 14. 
3PP 46552 269 46552 271. 

8808160322 Nohf.caton of 080817 mooting w/uhl in nockvi , ‘o.MD to d.sruss SEH on 
ATWS issuod by staff to utils 

wrtlGHT.R J Assistant Director tor Hog on tv Headers & Special Pro. octs 68/08/09. 
CRUTCHFIELD. D Division of Reactor Projocts ■ IH.IV.V & Spoclfcil Pro;ocls (Post 
8704 U). Bpp 46501 001 40561 C08 

8808250339 Canties uU 1 intotU re submtta' of f Ml- 1 ‘mplcmoniaiGn schedules for 
sd folly & performance imp'ovorr.ont program 

WILSON. R.F. Gono.'ol Public Utililios Corp • GPU So.v.co Corp 83/08/15. DeCurnont 
Ccnircl Branch (Document Ccnlrol Desk) 2pp 46648 049 46648 050 

8008250262 Conf.rms that oxishr.g Prgccdu'OS 1203-34. “Control £jlc/g Vonllallon Sye" 
A 1202-31, 'Fi.'o." provtfos guidance to operator to osiAbiwh portable canirol bldg 
venhlalon upon staled foss.por 1l)CFR50.App R 

HUKILL.UD Gonoral Pob'.c Uhlihos Corp • GPU Service Corp 88/0 0/17 Oocumont 
Con*. rot Branch iDocumoot Control DosV). tp 46644 001 46Q4 4X01 


O. Inspection reports, JE Bulletins & correspondence 

8805200295 NRC into No* CO 88-032, "Prcmpl Hoporting 1o NF1C of Sign Leant InCidonls 
involving Radioactive Wait’’ Svc I .at oncl 

CUNNINGHAM. R E Division of Industrial 8 Medcnl NudOOr Solely (P09l 070729). 
60/05/25 ConpoldBiod Ed son Co. of How York, Ico I20pp 4C3G8 1 71M636G 298 

8008120007 Notif cat’on cf 080606 SAlP Board Moot rg 86 008 in Region f to assess 
period B509 16-080439. 

RLOUGKA R Region 1, Cfc of Iho 0 rector. 88/05/28 Rog:nn I. Ofc of die Q roctO' 
2pj> 46531 211-46531 212 

8808030230 Responds 1o NRC Bu lOlin 88 004 ro poionhal safety rotated pump lOSS.Ulil 
is coniacimg rospoctive pump vendors 10 document specified mm flow roqu.remontg & 
co r i-rm util assossmont fhal renuiromonls acconiabio 

HUKIU.HD. General Pubic Utilities CO'|> ♦ GPU Served Corp. 80/07/08 RoCon-ord 
Control Branch (Document Control Desk) 13pp. 46430 009 48430 021 

8800010490 Pa’ttal rosponso 10 FCtA request I 01 d&Lunionts.Forwaids A)>p 1 
document App J & I avalabio m PDRApp H dccumonis partially vvi|Mtiol< J (rnf F-'OIA 
f-xompi on 5). 

GFVMSLEY.DH NRC • No Dotalod Aff.'iation Given. 88/07/1 1 Pub'iC Cilizcns Crib- 
cal Mass Cnorgy Protect 7pp. 4632 7 246-46327 259 

--8G0S20D396 Forwards NRR SALP input for 850916 860439 Porformnnco m ovorall 
functonal a'on of icons ng activities upgraded from Category 2 for >asi uvpluat-cn 
podod lo Category 1 

THOMA.J PWH Pro.ocl Dirocioralo 6 06/05/09. STAROSTHCKI.R Hog on 1, Ofc of 
(ho Doctor. 13p p 46327-206 40327 290 

-8711160009 Forwards SAl.P input for Doc 1087 SALP board rnuotng for tac My for 
rating per od Irom 061031 to 07 1031. Evaluation conducted po-r RRn Ot C Ur 44,tlov t 
& NRC Manual Chapter 0516, “SALP." 

Ed:SOn,GE. Pro.oct O reclorato 1-4 07/1 1/0G KANE.W.F. Region 1. Ofc of Iho Di 
roctor. 6pp. -16327:320 46327 333 

8807260162 Forwards Insp Ropt 50*209/80*05 on 0005I5 001 1. No cond-tions adverse 
to nucloa' safety/safeyua'ds noted. 

BErrtNUAUSEN.L Reg on 1. Ofc ol the Director 08/07/M. HUKii.L.U.D. General 
Pubic Util f os Corp - GPU Service Corp 2pp 46207.01 4 46287:074. 

-6807260170 fnsp Rupl 50-289/88 05 on 00051 5 06*1 1 & l7.No violations noted Maicr 
areas m 9 pocfoa loss of main loodwator regululing valvo difforonflal prossuro tronsm>t 
tor & resulting transient 

COWGILL.C. Rog-On 1. Ofc Of the Di'CClor. 00/07/13 59pp 462Q7.016-4D207 074. 

0808010057 Responds lo NRC Bulletin 08 006 ro transpcrtaiion of ModOl SPEC 2-T ra* 
u-og'aph c OKposuro dovicos Dovicos not used al plant. 

HVJKIlLhO. General Pubtic UliliHos Chip - GPU Service Coip. 6R/07/20. Docdmonl 
Control Gronch (Doa.monl Control Desk). 2pp. 46360. C01463G-0 002 

0807200162 Suppl 1 to NRC Info Noflco 80 046. "Ltconsoe Uopi of Dofectivo Rofur- 
bisbod Circuit Broakeis ” Svc fist oncl 

ROSSLC E. Division of Ope/alional Events Assossmenl (Post 070411). 80/07/21 
Consolidated Edison Co. of Now York, Ire i25pp 46380. 054--1C380. 1 70 

0800040051 Advises fhal enforcomeni conference w.ll bo scheduled ro violations noted 
in insp Ropts 50 209/86 03.50 209/86 06. 50-209/06-10 A 50-289707*01. Generic Lb 
88 07 ro oguipmont qua’ihcation reguirorr.onis w*ll also bo discussed 
JOHNSTON.W.V, Rog-on 1, Ofc of U 10 O.rocfor 00/07/21. HUKILL.H.D. General 
Pub'ic Utilities Corp - GPU Service Corp. 2pp 46436N 22-46436: 123. 

0808020162 D«$cussos posi eddy currem insp ropl for Cyc'o 7R,por Toch Spocs 
4 i0.5n 

HUAILL.H O. Gonoral Public Utilities Corp. ■ GPU Service Co/p. 80/07/22 Document 
Control Branch (Document Control Desk), tp. 4G37G.0GQ-46379 080. 

0807200246 NRC Bullotm 80 009. "Ihlmble Tube Thinn^g In Wcstlnghouso Roaclors " 
Svc l«l end. 

ROSSI.CE. OM 9 ion of Operational Evonts Assessment (Post 070411). U0/O7/2G 
Conso'idated Edison Co of New York. Inc I23pp 46348.070 46346:192. 


6807210218 NRC Into No-lico 80-052, “Fn luro ol Intrautonno Tandem of Flulchor Sul 
Appficatct Qractiylherapy Devices During Patiunl Treatment " Svc list nnci 
CunniNGVIAM.h.E Division ot industrial & Mod cal Nuclear Safety IPost 870729) 
88/07/27. ConscTidarori Edison Co of Now York. fnc. 108pp. 46397:029-46397-136. 

0607220034 NRC tnfo Notice G0 O53, ‘'Licenseo violations ol NRC Regulations, Which 
Led to Medical O-agnostic M sa , Jm.ir.istta\iops “ Svc i nt cnc-l 

CUNNINGHAM, R.£f Divjson of industrial & Mod cfll Nuclopr Safety (Post 070729). 
88/07/20 Co-nscl. dated Edison Co ol Now York, Me 106pj) 46396 20.1- 4 0397 -028. 

6007220192 NRC Inlo Not co 80 054. “Fa^ure ot Ci/Cu-I Breaker Follow.ng trista'lation 
of Arrplocior D.roct Trip Alfachmoni.’’ Svc fisi oncl 

HOSSI.CE. Division of Operational Evonis Assossmenl (Post 870411) 08/07/20, 
Consoldaictf Edison Co Ol Now York. Inc I2ljjp 46417.020-46417 1-10. 

BB08050204 Rospcnds to NRC Dulloim b7 002.Su(:pls 1 & 2, Fastener Tnstinrj to De 
lorm no C-onfom'oncu w/Mml Spocs.” Lists ol supp'io/s A mfgs of safety & r.cnsafoiy- 
rotated fasteners one# 

HUKILL.H D Gnncroi Public Ut lJios Co'|> GPU Sorv.co Co-'P 0G/O//2O Document 
Conircl Urarch (Qocunvonl Conircl Desk) 5 F.pp 46449 .167-46449 222 

6608 1 10255 Advises that nil' rosponso 10 NftC; Bu loin 0C-UO4 ro DHR will bo prov.dcd 
by 8000 15 Add' 1'rno nooded to proparo rosponso duo lo vol of work ru CU'ront 
cuuigo. 

HUKILL.H.D. General Pubic Ui.it«os Ccip. GPU So/vco Corp 08/OA/O1 Docurnoni 
Control Oranclt (Uocur.onl Control Desk) Ip 46505 104-40505. 164. 

8007280019 NRC Inlo NoliCu 06 055. “Potontal PrcMoms Caused by S'nglo Fp l.iro of 
ESF Swing Bus " Svc list or,cL 

ROSSI, C L Div.S'Cfi ot Operfllicrull EvontS Assossrnent (Post 870411) 88/08/01 
Consol tiatcd Ed-SOn Co of Mow York, Inc. 1 2ftpp 40437:121 46437 241 

6008030209 Suppl 1 to HRC Bulletin 80-005. ’ Ho r conforming Mails Suppl Gd t.y f’lpTvo 
Suppl: os. Ire ol Folsorn.NJ A Wosi dersoy Mfg Co al W>lljomslown,NJ k Svc nst encl 
RObSl.C.F U.viSion of OpCrulio.-'Ql Evr.-nIS Assos^mont (f'OSf 0704 It). 08/08/03. 
ConsoIrrJQlOd Fdison Co. of Now York. Inc. M9pp. 46530:121-46638 269 

6008110016 ForwpnJs Exam Ropl 59*209/60 150L of Oxam adminislorod on 0806 22 
OALLO.n M Rogcn 1. Ole of 1 ho Drcctor. U6/0B/O3. HUKILL.UD. Gonerai Pubic 
Uh'it os Corp GPU Sorvrce Corp. 2pp 46500 155 40500 190 

-DB06 110021 Exem Ropl 50 2B9/00 15DL on 88062 2. Ex am robij1ts:ono rc-ac.lor epora 
tor roadrninstoruil SoUion I of wr.lton oxcri S eomplotod 0x0m succnyslully t emso 
granted 

NOnniS.B.S., ESELGHOTH.PVV. Region 1. Ofc of Iho D./eclo- 00/00/02 40pp 
4 0500. 16? 40500; 1 00 

8607290008 Suppl 2 to NRC B-.Jloln 8G 008, “Thermal Strus&os In Piping Cpnnocldd lo 
RCS *’ Svc 1 si oncl. 

ROSSI.CE Div.fion of Opornfiorisl tvonie Assess mom <Pos.l 870411). 00/00/04 
Conso’idated Erl son Co Of Nuw York. Inc 1 3? I pp 46504 001-46604:121. 

08072901 11 NRC Info Nolico 08 05G. “Polonhal Prob'etns W/Si'icunu l oam Firo Harrior 
f'onolrntion Seals “ Svc list encl 

ROSSI, C E U.vivScn ol Opera 1 10.' -al Uvunia Aubossmenl (Pes' 07O4M) 03/00/04, 
ConscLdrllud Ed son Co 01 Now York, Inc I23pp 40560. 1 75 16569:207. 

0008020095 NRC Inlo Nolico 80-057, "PoiorU-ul loss of Salo Shutdown Ecju pmonf Duo 
lo PromaUYO 6.1 ecu Crmlrcl.wl Rncl'lvot Foluro” Svc l'»l encl 

ROSSI.CE Div.a'on of Oporaiional Cvonis Assossn-.oril (Post 0704 11). 80/O0/C8 
ConooliddtQd Edso.n Co of Now York. Inc 122pp 40450.125 46459.240 

8608020192 NRC inlo NuCco 80 068. " Potential fYobloms W/ASEA Brown Uovori I TE- 
61L lirno Gvorcununt Ro'Ays*' Svc list oncl. 

ROSSI.CE Division of Oporaiio™! Events Assessment (Posi 070411) 06/O8/G8 
Consnlidolod Ed non Co of Now York. Inc l20pp 46538 00 1*46530 120 

0000150312 Forwards Safety Insp nopls 50 200/UD I4 A 50 320/86*11 on B0D71 1- 
15. No vial aliens riotod. 

OELLAMY.R R Reg on 1. Ole of iho D.reclor UU/00/00. HUKILL.UD Gonoral 1’ubl.c 
UM.tios Corp - GPU Scn/lco Corp. 2pp. 46550:173-46650:102. 

-680B150314 insp Nopls 60-200/00 14 & 50-320/08-M en G00711-l5.No noncomp 1 
onr.o noiccf Major areas inspoclcd oporohonal radologlcal onviron monto' ng program 
ft program lor OG of of ana yhcai moasurornents motoorofogical moniiorhg 
JANG’JC , PASCIAK.W.J. fleglon 1. Ofc ol Iho Doctor. 08/00/05 Gpp 46550 1 75* 
4C550.182. 

8008030112 NRC Inlo Not co 80 059. ' MSIV Guido Hail Failure at Waturfo.'d Uml 3 " 
Svc fist oncl. 

ROSSLC; E Div.slon ol Operuliora’ Evonts Ass-ossmoni (Posi 0704 11). Q0/C6/09. 
Consohdafod Edison Co. of Now York, Inc. UMpp 46467:01 1 4646 7; 131 

0600040062 Suppl l to NRC info Nollco 80 004. "inadoguolo Ouol.ncation A Documon 
lallof* ol r-iio Oouior Ponotration Soals” Svc 1st oncl. 

ROSSI.CE. Division of Oporalionoi Cvonls Assossrr.onl (Posi 070411). 80/08/09. 
Consolidated Edison Co. 0/ Now York, Inc. i21pp. 46550 205 4G556 326 

G808050 1 35 NRC Inlo Nohco 88 060, "Inadoqbato Dosign & ln9tai;alion of Walerligbi 
Ponolraiion Sools.” Svc fisi oncl. 

ROSSI.CE Divis-on of Opemhonol Evonls Assessment (Po-sf 870411) 00/00/11 
Conso’idated Edison Co of New Yo'k, Inc. 123pp. 46560 208 4G570 0G0 

00OBD5O24Q NRC info Nolico 80*001, "Conirof Room Habitabi’ily ♦ Roconl Reviows ol 
Oporalmg Exporionco *' Svc fisi oncl 

ROSSI.CE Division of Opondional Events Assossmont (Pos^l 0/0411) 83/00/1 1. 
Consolidated Ed.son Co 01 Now York. Inc 125pp 46504 312-46595:076. 

6008050295 NRC Info Not co 83-002. "Roconl Findings ro impMmontar on ol Qa Pro 
grams by Suppl ers of rrenspcri Packages. ” Svc list oncl. 

BURNET F,RF Division ol Safeguards S Transportation (Post 870413) 03/08/12. 
Conscl doled Ed son Co. o( New York. Inc. 109pp. 4658 \ 55*4650 V.263. 

0808090264 NRC info Noi co 08 063, ‘‘High Radiation Hazards From Irradiated ln*Coro 
Defectors ft Cables *’ Svc list encl. 

nOSSl.C.C. Divison of Oporatiormf Evonls Assossmenl (Post 870411) 00/08/16 
Consolidated Edison Co ul Now York, Inc 1 10pp. 46569:065 46569:174. 
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8808 150240 Nolificofaon ol Significant L consort Muoling 88-122 on 880921 w/uli' In 
Kng ol Prussia. PA to discuss acf on plan (osuiimg from self-assessment of lechncal 
furct. ons 

CChVGlLL.C J Reg on 1. Ofc of tho Cruder 88/00/02 Region 1. Ofc ol Iho U recicr 
2pp. 46542 027 46542 028 

0808120040 Tcr^ardS rosponso 10 epon Homs ro loss o< vonh'alicn sy*v for App FI event 
i.i rucloar serv.cos & occay heal closed eye 1 © cooing pump.omcryoncy lioedwator 
pu.Tp d ©sol generator rooms & control bldg 

r JK‘LL H D. General Pub'.c UHl-fos Corp - GPU Serv-co Corn 88/08/05. Oocumort 
Ccnticl Si&nch l Dc tumor. I Control Desk) I7pp 4653115',) 46531 174. 

8000150322 No; heat on of 880816 mooimg w/uhl i.i M ddioiown.PA lo discuss status ol 
ru.ronl I :onsmg issues 

P^RNAfjRW Project CMecloralo l 4 OO/OU/CQ ST012.JF Prelect Oi'cctCralo 1-4 
3pp 46552 269 46552 271 

8800160322 Nohlicahcn ol 880017 mooing w/uh; in HockvIlo.MD lo discuss SFH on 
ATWS issued by sroff lo oil's 

VvRlGHT.R J Assisfeni Duccio/ for Reg on IV Rooclois & Special Rroiacis 60/08/00 
CNUTCHFfELD.O O vision of Rcacioi Projocls • NI.IV.V A Special Projects (Post 
87C4H) 8pp. 46501 001-16561 000 

880B25D339 C’.inJos ufl in ten l re submittal ol I MM rnplcmentsilion schedules for 
saloly & pe'fo.'rrnr co 'm;rovemont prog'am 

WILSON, RF Gonorpl Pufclc Uinhos Corp - GPU Sorvico Cerp OG/Cfl/15. Document 
Control Branch (Document Contiot Desk) 2(>p 4C640 049 46640.050 

8803250262 Confirms that existing Procedures 1203-34. "Control Bldr) Vonlilohcn Sys” 
8 1202-31, Firo," prov.rfus gj.dflrico lo operator 10 ostnhlsh porfab'o control bldg 
vonli Alton upon stated !09Spur lOCFR50,App R 

HUKILL.H 0 General Puttie UbWios Com GPU Scneco Corp. 0Q/C0/t7. Oocunuinl 
Cimlro Dranch (Documunt Conlrol DoskJ Ip 46B44 00 1 4GG44 U0 1 


O. Inspection reports, IE Bulletins & correspondence 

8805200295 NRC Info Noiico BR 032, "Prompt Rupoilng to NRC ol StfiCiliconl Incidents 
•nvoVng nadioodivo Mad " Svl l si end 

CUNNINGHAM.Ft E Civis on ol Indjslnal A Mnrl cal Nucloar Safety Cf^osl 870?29|. 
88/05/25 Corso'idaiod Ed-son Co Ol Now Yo»k. Inc I20pp 46388 179-46380 200. 

0800120007 Notil.cahon of 880606 SALP Board Mooting 80 069 in Region I ro ossoss 
per od 850016 860430 

niClJGU.An Hocion 1. 0!c ol Iho D.rodnr 08/05/28 Hog.cn 1, Ofc of iho proctor. 
?PP 40631 211 46531 212 

6000030230 Responds to NFIC Uullnhn 00 004 ru poloniial safely ruin led pump toss Util 
is t entitling fOSper.t.vG pump vendors lo documont spec hod m n How requirements 8 
ccnl'rm mi assessment thni roquromoms accuptab'o 

IUKIlL.HD. Gonura' Pi.fcLc Uinhos Corp GPU Snrv.co Co/p 00/07/00 Uccurrani 
Conlrcl Branch (Oocumonl Control Oosk) 13pp 40430 009 4G430 021 

8GO0Q1O4OO Parlial responso to FOIA request fer doewnonts Forwards App | 
oocu-nonls App J A I fWaiiablo in PDH App H documents parlmlly w.thfinld (rol FOIA 
Exempt on 5> 

CimwSLL : Y.n N NRC ■ No Deim'ed AN-hnlion G von R8/0//11 Pulil.c Citron's Criti- 
cal Moss Energy Project. 7pp. 46327 246 46327.259 

-0605200396 Forwards NRH SALP input for 850916 060 UO Podornmnco in Overall 
'uncto'W area of '.censing aciiv.lios upgraded hem Caiog iry 2 lor last ovd'uairon 
po«-o<j to Cnicnory i 

THOM A., i PWfi Project O.recio.-nio 8 00/05/09 STAHOSTECKI.fi. Hoy ion 1, Ofc ol 
Ifie D roctCf 13pp. 46327 286 46327 290 

-0711160009 Furwards SALP inpxil lor Due 100/ SALP bomd mooting lor t&ci'ily lor 
ratlin pu/.ud from (J6J031 to 871031 Evaluation ccr.ductod por NHH Ofc Lfr 44,nov I 
A NR<; Vanual cnapt C’ 0516, ‘SALP 1 

FCISON.GE Prelect D.rocloratd 1-4. 07/11/06. KANE.W.F. Region I. Cfc of Nie Di- 
«sdoe Cpfi 16327.328 46327 333 

6007260 162 Ferwurds Insj) Ropt 60 289/00 05 on 880515-061 1. No cord dons adverse 
lo ntxleor sofoiy/s«togua f ds notod 

0L rTENHAUSEN.L. Rog.cn 1, Ofc Of IF.o D.fucto' 00/07/14 huKILL.HD. Gonoral 
PutJl c Uti iiios Corp • GPU Service Corp. 2pp 4620/ 014-46287 074.. 

-0007260170 Insp Hopl 50-209/88 05 on 800515 06-11 & 17.No viClnliCflS notod Major 
areas nspoclotlloss ol main foodwutcr regulating valvo difforontml pressuru transmit- 
ter & resulting transient. 

COWGILL.C Rogon 1 , O/C ol Iho n.roctor 00/07/13. 59pp 46207.016 46207 074 

0800010067 Responds to NRC Bullulm 88 006 rt? transportation of Model SPEC 2-T ra- 
d oyaph e cxtposu'o 0cv co9 Du vlcos not used ni plant 

HUKILL.H 0 Gunornl Puttie Ulihhes Corp • GPU Sorvico Corp 00/07/20 Documont 
Corvol Branch (Documonl Coniro! Desk). 2pp 46360. C01 -46360 002. 

8B072QQ162 Suppl \ to NRC Into Not-.cu 88 046. "L'censeo Rcpl ol OoIgcUvo Rolwr- 
blsfiod C rcu 1 Broakurs Sve I.SI oncl. 

POSSf.C.E Div.slon ol Oporallonal Evonls Assufismom (Post 070411). 00/07/21. 
Conso'idotud Ed.SOfi Co Of Now York, Inc I25pp 46380 054-46388: 1 78. 

8800040051 Adi/sos dial onforcomonl conference w.ll be schedu'od ro viofoi ons noted 
in insp nepis 50-209/86 03.50 209/86 06. 50 289/86 10 S £0 209/07 01. Gorerlc Hr 
08 07 ro equ pmeni qua'ihcahon rcquiromenls wiil also bo <1 scussed. 

JCHNSTON.W-V. Hoy.on 1. Ofc of tho Diroclcr 08/0//21 HUKILL.HD. Gcnora' 
Pbb'X Uhl t os Cerp • GPU Sorvico Corp 2pp. 46436 122 46436.123. 

B008020162 Discusses post eddy current .nsp ropl fer Cyclo 7H.per Tech Specs 
4 19 6a 

t-UKIlL.HD. Gonoral Puttie Ulilitlos Corp. • GPU Serv.cu Corp 8U/07/22. Docum&nt 
Control Oranch (Documonl Control Desk) Ip. 40378 008-46370:080. 

8807200246 NRC Bullotn 00 GOO. “Thimble Tubo Thinning in Wosfmghousa Roaclors.'* 
Sve ©rcl. 

ROSSI.CE Div.sicn ol Oporahonal Evonls Assessment (Post 870411). 88/07/26. 
Censo'idated Ed son Co. ol Now York, fnc 123()p 46340.070-46348 192. 


B0O72 102 1 8 NHC Info Noheo 00 052. "Fa'iiro of Inireutcnno Tantfem of F'olchor Su.t 
Applicator Brachylherapy Dov'CoS Dj> nn Patient T^oelrnent “ Sve hbt end. 
CUNNINGHAM. R F. Div?s cr> ol |nduslr»nl A Modicel Nuclear Saloiy (Post 870729) 
88/07/27. Consoldalod Edison Co ol Now York. Inc. 106pp 46397 029 46397 136. 

880 7220034 NFIC Info Noice 08 053. 'liconsoo Violalions oi NHC Rogu'atiCns.Wh ch 
Led to Mud.cal D»anr.ostc Misadministratfons “ Sve nsl one! 

CUNNING! fAM.n E. Division of Industrie 1 & Motiicai Nuc'oar Sti 4 oiy (Post G7072D) 
00/07/20, Consolidated Ed son Co of Now York. Inc. lOUpp 46396 283 4633/ 020 

O0O722OT92 NRC Into NoVCG 80-054. ‘ Fai'u’O cl C rCul Drehkor Follow ng mslnlaicn 
of Amptcctor Direct Trip Atlachmenl *’ Sve hst oncl. 

HQSSI.C.C. Oivson of Ojporaicnal Evonls Assossrronl iPosi ft/U4ll). 08/07/28 
Co-'isolidalod Ed son Co ol New York, Ire 121PP 4641 /.020 464 1 7 140 

8808050204 Responds lo NRC Ou'lotn U7-002,Supp ! s 1 & 2. "Fesiono: Testing to Do 
tonrrno Ccnlormonco w/Maii Specs' Lists of supp'iors & mfgs t^f safely A ronsaloty- 
related iaston<.'rs oner. 

HUKILL.H. D General Pubhe. Ulllhos Corp • GPU Service Corf) 08/0//28 (jOCUTOnt 
Conirol U-rancf) (Dccurnonl Conlrcl Do<>k) 56pp 4G449. 167-4(i'149 222 

8000 1 f 0255 Adv-*>es <h«t <il I respohso lo NIK- Btllotin 83 004 ro DmR w ll ho provided 
by BP0315.AU0I limo roedod lo prepare ro&ponso d ie* to vo? ol werk ro current 
oid age 

HUKILL.H D Gnnore 1 Pub'ic Ul Ltius Corp • GPU Service Corp. 80/09/0! Dncumonl 
Con'rol Q ranch (DocumePl Conlrcl Desk) ifi 46505 1G4 4650b 1 64 

0807280019 NRC Into HoVto 83 05*3. “^oionlia 1 Proven vs Caused Ly Sng'n Fa lure ol 
ESF Swing 13ns “ Sve iisi one? 

ROSSI.C E Div-s en ol Opt.rai pnal Evucts Asuossmorxl (Pest 6/0411) 08/C8/03 
Consol dated Fd.son Co of Now York. Inc. 121 pp 4643/.12I 46437 241. 

0000030239 Supp' 2 lo NRG Uul*Otin 86 005, "Noncon'nrmiiuj Malls Suppl Oil by Ppme 
Supplos.lnc rtt f olsom. NJ & West Jersey Mlcj Co ol W 1'io'rrstown NJ Sve l-sl oncl 
ROSSI.C C UiviS'on ol Oporai onal Events As.sossmonl (Post 0704M) 8R/OH/03 
ConsoLriAlod Cd son Co ol Now York, toe I40pp 46638 t PI 46530 269 

BCO011OOT5 Forwards Exam Root 50 269/80 1 501 ol u*am Ptlr-i n s lured on GH0G22. 
GALLO.R.M Region 1. Ole of the D rector 98/0B/03 HUKILL.IID Gonoral Public 
Util. t os Corp. - GPU Sorvico Corp 2pp 4G500 155 46500 196. 

--80OOHOO21 Exam Ropt 50 20<J/(J8- IbOL on 600622 Exnm rosullsoi o rcaulcr r:poril- 
tor roodministeirod Socliorr 1 ol wnllen oxam & comp'c-loiJ exam b. j:co$ S illily l.ico.nso 
yrnr^iod. 

NORRIS.O S . F.SELCjRO I H,P W Rugion 1. Gtc ol the Urrcctor 68/08/02 40pp 
46503 1 57-46500196 

0807290008 Su})pl 2 to NRC Oulelin 00 0C8, ' Thermal Rlrossos ri Pp.ny C unreeled lo 
RCS ." Sve list end 

ROSSI.C E Division of Cpcrolicnai Events Ar.sossmonl (Poi.l 0704 nj. 60/00/04 
ConsD'idAlt^d Edison Co of Now York. Inc. f2lpf». -;0f>O4:OOi -46504 1 P 1 

000729011 1 NFIC Info Nclco 00 059. "f’otcnliaf Prohlonis W/S:I.COne foarn ITro Bun©.* 
IVncIrnt-on Setts " Sve Ibt oriel. 

noSSl.C.E. Divislcn ol Ojio.'alional Cvonls Assussmenl (Post 0704 1 I). Dfl/Od/04 
Conso'IdalutJ Edison Co. of New York. Inc i23pp. 4 05(>t) 1/5-40669 297 

8000020006 frJRC ItMo Hotefl 60 C57, "Poionkal Lo-js uf Sato Sluldcwn Guo 

lo Premniiru Sikeon Conlrollud Reclihor Ffnlfro." SvC hsi unci 

ROSSI.C E Division ol Ofterolicnai tvunH Assossn.eni (Post 0/0411) Ufj/06/00 
Conso idotod ful son Co. oi Now York. Inc l22pp 4 045U 1 25-4G459 P-1C 

0008020102 NRC Info NohCO 00 050. Potential Problems W/ASL : A Hrown Uoven -lit- 
51 L Tmio Ovurcurrent RolPy^ " Sve 'isl oncl 

ROSSI.C L : Divison cl Operational Evunls Assnasn-onl IPosi 870411) 0H/O8/O8 
Conao!:dtlted Ed son Co of Now York, fnc i?0pp 46530 Ct>l 40638:120. 

8000150312 Forwards Saloiy fnsp Ropts 60 209/00 14 & 50 320/0U l t cn (lOD/n- 
15 No violrd ons n-Olcd. 

0ELLAMY.R H noqion I, Ofc ul Iho Director 80/06/00 HUKIt.l .l I U (ior.ornl Psttic 
LMillos Corp. • GPU ServrCo Cerp 2pp 40550 173 40550 102. 

”0000150314 Insp Ropls 5U 200/08-14 A 50-320/fUM 1 on 00071 M5.No noneompl ■ 
nnco nolod Major areas <n£nocio<f oporal cnpl rnd.olog cnl environ mufilorir g p:og'urn 
-6 pioquim (or OC ot ol pntvylicQt moasurorroritH moiccicolog'ca.1 rromlonr^j. 

JANG J C.. PASCIAK.WJ. Region 1. Ole ol die Director 88/00/05. Opp 40550:175- 
46560 1 02 

8800030112 NRC Into Nol.c© 00 050. “MSIV Guido Rail Failure nt Walurfo'd Un t W* 
Sve hst enci 

noSSl.C.E. Division of Onorononal Events Assessment (Post 070411). 88/O0/C9 
Conso'idrttod Ed son Co of Nuw York. Inc 121pp. 404G7 01 1-46467 131 

8808040062 Supp) I lo NRC into Noheo SO-OD4, ’3na(joc|ualo Cual Leal on A Decuman- 
laiSon ol Firo uurnor Penotraiion Sea ? 9 " Sve hst oncl. 

HOSSl.C E. DiviS’On ol Operaiionai Evorits Assoasmont (Post 070411). 88/00/00. 
Consolidated Ed*sonCo or Now York. Inc. 121pp. 46658:205 46550 325. 

0808050135 NHC into Notice flOCGO. “Inadequnto Design & instal'abon ol Wotcrilghl 
Poroirpt on Seals ” Sve IJsl oncl 

ROSSI.C £ Division ol Operational Events Assoasmunt (Po^t B7CJ4I1) 88/00/11. 
Ccnsel dated Edison Co. ol Now York. Inc. l?3pp 40569:208 46670 060 

8000050240 NRG info Notice 88 061. 'Control Room Mabilata’Uy - Recont Reviews of 
Operating Experience." Sve I st oncl 

ROSSl.ee Divison of Ofierntional Fvonls AssossT-oni (Post 070411). 08/00/11 
Consol.dpted Fd.son Co. of Now York, Inc. I25pp 46594.312-46595 07B. 

8000050295 NRC info Noiico 00 062, "Re-cent FirdngS ro Implornnntat on ol OA Pro 

g rams by Suimhors of Transport Packages.” Sve list oncl 
URNEn ,H r* D.vrSion ol Satoguords & Transportation (Post 070413) 66/00/12. 
ConuoUlatod Edison Co ol Now York. *nc 109pp 46581:155 46501263. 

8800090264 NFIC Info Notice 08 063, '‘High Rad-atlon Hazards From Irradiated In-Coro 
Ooicclots & Cab'es.” Sve 1st oncl 

ROSSI.C. E Div.sion of Oporahonal Evonts Assessment (Post 870411). 88/00/15 
Consol da tod Ed son Co. of Now York, Inc 1 10pp. 46569 065-46509. 1 74. 
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860612032? NRC In'o Nclco 80 055. '“oadvercr.i Cranages of Sport Fuel Pools S/- 
I Sl 0.nc» 

fiOSSI.CE. DnSOn cf Ops ’a '<o it a! Events Assessment (Post 67011 1) 09/CU/18 
Conse- dated Edson Co. cl New Yoi*. Int. 123pp. 46S?3 011 *45626: ill 


8608160392 NRC info No‘.ce e9 066, "hduttral Rad.Oij'aphy losp & Enlcrcornort '* Svc 
"'S' erci 

CUf/NINGHAM R L D.vi>iO-'i cf irvjt-Sha 1 6 Mod>cdl Nuclear Satciy |Pcsl 8?0?29l 
96/Q9/22 Ccnseldatcd EtecnCo cl flaw YoO. Inc OCpp 465*8 134 46526 ?23 


6608160414 NRC in*o No:-ce 86-067. *P1VR Aojiary fcodj^ew Pj.rp IliC-io Over* 
speoo Tr.p Pg u.*o‘ Svc list ex' 

ROSSl CC Division o' Cpcrabona' Events Assessment (Pest 870111) 88/06/22 
Conso Ed. son Go. o ( Nt.w York. Inc l?lup. 46£43 IDS 46643 22? 


8608250262 Co.n turns lhai emsting Procedures 1203-34. "Contro 1 DM 
& 1202-31. "Fire," p.'Owdes guidance lo operator to ©sioWsli re* 
von Marion upon stated .'oss.pe/ iGCrflSQ.App n 
HUKfLL.HO General Pub'ic UKmea Corp. • GPU Service Corp &|.’ 
Conlto' G'ancti iDocuir.ent Couliol Desk). Ip 46644.001 4664-1 CU1 


8800230293 flov 2 to Emergency Pian imptomenirg Procod ;fo 500u 
033) O c et at o n o< P b* s ppany 1 ec dme al F unct. orvs Cti . “ 1 
\9°? e:a * Pub ’ ,c u,,,|hes Co'p GPU Service Ccrp 08/00/22. 
46620 193 


K. Utility final Safety Analysis Report (FSAR) & amends 


R. Periodic operating reports 8 related correspondence 

88 & 8 3* 9^ 5 r iV* ^ ° p0 ' a ‘ n9 r0p ‘ s Jul IGU6 >Qt Ocoaoe N'uUea- Sl^on Ur is t 2 
RcAVlS.J A , 7UCKERHB Ou.io Po**i Co. 89/07/31 10 p D 46509 133-46099 150 


S Reportable occurrences, LERs A refaied correspondence 

80O6OTOOJ9 ,\‘oV."3 :-'iat changes i<> Tech Spec 3 7 to rosoNo appa»en: ror-Ncts ''em* 
t cj i‘*J £R 2G9/87-09,hOTg prepare J 5 wl be Supn lied by 60 1 ?3i) 

^ ® tM 0 pQAfV Co 88/07/15 0c:i»T.y^i Con'rc' lifan:tv iftpcum-nl Cor 
!fC' Desk) ip. 46359 163 46359 163 W J 

9808040338 Advises that I ER 26 3 /bo IP r© r ssod su'VOf'.-ir-© v. i tu * htr t 

led fc/ 8808-35 " 

7UCJKFRH 0 Du/e Power Co 86/0?/?? Cocu:rani Contio' etav.L Ooctnr-nl Con 
bo: Ccsk> ip 46434 *52 464?4 152 


Y. Dry Cask independent Spent Fuel Slorage Instal'aHons 


■ »j.no'u> Lvudiu / iu ranrr ror mvim mrOuQn uuui27 3 
i re hazard pnalysi ropf per toci R50 7 Ho) & l0CFH50.App n.rtspu. 
HUKILL.M D Go /'oral Pub'i: Unities Corp ■ GPU Sofv.co Crrp 61 \t 
Ccriroi Brancd iDoCumenl Coniroi Oesk) lOpp 46364 00146370 2 k 


-8807280098 *TMM F.rn Haza'd^ Analysis Rnpt.Vo^ 1 Rev 10" 

• Gcnord Pu'b’iC b’U.lics Corp - GPU Sorvico Corp 00/07/22 1 
46364 162 


3007280099 Updaie 7 lo FSAH ler 1 Ml - 1 

# Geroral P u bl,c UU.^ Corp • GPU Serv.co Corp 09/07/22 i.o 
-1G370 2C5. 


P. Oporaling license stage documents A correspondonco 


6907280141 F C T*ard5 Amend 142 id License DPR-GO.saMly r v.il.j 
Ainencf ,ev,s0s Specs for Cyc'o 7 per 080405 roni.c 
L.5-^ n vJ. 0 .i nCf0aie fate:J P 0vve; 10 2. .560 IvIlVt imIJ be sub) Ot scjure! 
HLRNAN.RYY. Picjcct Oireclwato l 4 60/07/16 HUWLL.U D C.lti 
C orp • GPU Sorv.ce CO'P 2pp 46326 C01 -46326 053 


880605024 IFon* a ds ccmr*c«“is t rusposno u 830331 submiVal O? SAR (or iSf c l 

a^V^^W^ 3 - 4 " 4 " TUCKr,,HD 

0909110106 Surmary 080714 meci ng w/u:<1 & ccnirac:crs r> Sereda SC ro environ 
ma le's enheensee iSPSi appJ cation 

STURZ.F. Ftel Cyclo Sate:/ branch B8/C8/05 RCUSE I C Fue’ Cvco 
B'anch 50pp 46504:313- 46504 352 V V 


-8907200144 Amend 142 to license l3Pfl-5Q.iev.sino Tech Spues ‘ 
abon. 

STOi_7,.JF Proictt Drecicraie t 4 6B/07/18 4?pp 46326 003-41,12 

*8607280147 Sfitoly Dva'uation support.ng Amer d 142 to License [J f, l 
Nucioa 1 Reano? Hegu'at on. D.recio.' jPosi b?04ii) 
4 o326:045-46326 051 


DOCKET 50*298 REEO COLLEGE RESEARClf REACTOR 


■8807280152 HoVce ot issuance ot Amend 142 to Ucftn&o DPIViO./ui 
in supppri co;o ro'oad tor Cyc'e 7 opcraiion.pur 000405 appl cnt.no 
HcnNAU.n W p/o.ecl Crpcto/aiG 1*4 88/07/10 2pp 40326 052-46 


V. Operator Examinations 


9808190208 mtorms ot (>nc nterp'otaVwn o 4 Sccw.n 1OCFR50 
Ot senior operalO-* siaijS 

J Rog ~n 5. Otc ol i.ie D^reclc.* 83/00/ II RUJY > 
OR. ip 40593 1C8 465S9 ICO " 


74 !a> to cha-iges n cp 
Heed Co. “e-go Po-laid 


OOCKET S0-289 THREE WILE JSLANO MUCLEAR STATION, UNIT 1 


8808010124 Forwards o.cv.ron assessment & finding of no sign ^rntt 
amend io r post accdcm mo^ilcrry msirumontaiion 
HERNan.RVV Project D reeforale I 4 86/07/21 HUKlLL, HD Gc.n- 
Cc'p. - GPU Service Corp 2pp 46361 026 46361:030 

*-8908010125 Fr.v.ron asscssmonr & find ngs of no s urificani in pricl t 
ucn for amend lo OL Amend *ouin /oviso Tech Specs lo me Off jo 
me ms & su.'vei umco teg a comenis (or post acciduni mcmlwng los'n 
STOl.Z.J F. Pro,Ocl directorate 1*4. 03/07/21 3pp 46361 020 40351 


F. Securily, medical, emergency « lire proteciiori plans 


9807060520 Gorer.c LH 88 lO to a 1 powc* reader kventetrs & ho'do:s cl Pa‘i <15 &r 
$ of ? S ? s0cjn *y coma . lots Svc list end U 

,F w Prclocis |Posi 870111) R8/CI7/01. CoismJatc 

Ed'so i Co. o> Neiv Ycr^ 'nc 31pp 46383 ?69 46306:323 J 


8807280329 Respcn:i* to fifif503 3r pro/id ngccrmmts s'.emrr. rq SflC te-rficw o 

a, "°' 9e,,CV l>,a '’ '*• r-'oposad Nnc 


noCHEf.M 8 General Pcb‘: Lit hes 
QELLAK‘Y ft R Region 1. 0?c cl Ibo Dirac 


Corp ■ G n J Servico Coin fifl/07/11 
:or 2pp 46336 141-16336 1C4. 


8008020309 Forwards Amend 143 lo License OPR 50 .safety ovftAaua 
ancooi amend ro CL 

HERHAH.RW Pro,oci C rocioraio 1 4 88/07/26 HUKil.l.HD Gt-m 
Corp. - GPU Service Corp. 2pp 463/8 053 46378 064 

-Q80802032S Amend 1 43 ip license cm.50rais.ng autlionzetl TN* 
M Wl 

KfURlEY.T E Otl ce of Nuclear Roactor Hegulot-on. D.recior (Post 
26. 5pp 46378:055-46378 059 

••B608020328 Sately eve'uar.on supporting Amend 143 to Licunso DPI 
' OP.cq ol Nuclear Reactor Regulation Oiroctor (Post 870411] 
463/6 060 46376062 



•88000*0330 Noi ce ot issuance of Amend 143 to Licenso DPR -50. 
Tech Specs lo al'ow increase ?n rated power level from 2535 MWi tc 
HEnNAN^ W PtQloct U-recioiete l 4 08/07/27. ?pp 46376063*46 


8607280095 Fc.»v/aras Updaie 7 la FSAH for 1 VM th r ouoh PGD122 & Pqi f0 fo TM" f 
nU.KlLL.HD L>.n-'al Put -c Lt'li^es Corp • GPU Service CC'O 89/07/22 Dnciirr^n' 

CoiY-rc' Qtancb (Dociimert Con'rcl Desl ) lOpp 46364 00 1 46370 205. 

••8007288098 “'fAL'-l Ff© Ha/afdS Anays-s Rcpt. Vcl 1,Rov 10*“ 

46364-Y&2 ^ C Ut ' ;i ° S ' GP ° Service Corp. 80/07/22 i?6pp 46364.011* 

080804024 7 Goner c Ltr 86 12 id a'l powe* reader 'ccnsots S acd.ca r 6s re rryn&vai r ,i 
^Mi l ?-V^ u/t>mcn S from T " ch Specs Svc list one. 5 aCP ' Ca d ,0ffIKW " 01 

l0 /^^ eC,1> |F>0SI 8704 1 38/03/0? Const* ^aiod 

tdson Lo. of Nlw York, fnc 5?pp 45463291.40^63 ?4? 

8608120040 Fcwa'ds rosponso to open iters 10 lo*& ol vor.WMiop s/s fc* Add R even 

coo " r9 *£%£££££ 

CoT,:o-San^K^rc^v:ro^ 

G \ 0 i?ns°o1 08 lC^m5Q imimK pMrts meals P'ovi* 

nln & C€,, 5 c 'y toLecis foi/prai radobg-ca: errergency re- 

F^Li Av/y fl R Rft^nn°» l ^ 0m f r, ! e ^n ased on response to N'PC review comments. 
Sri Corn R G ml % °* lh o 0 D ' rcc!Qf S6/C9/03 HOCHF.M 0 General Pfbl.fi 
uri. lias corp * GPU Service Ccrp Ipp 4Q5SL234 4€$5i 236. 


6E06 170324 Summary of 800714 meeting w/B&W Owners Group ro 1/ 
nous 10 resolve issues rased m Generic Ltr 0/-i2. list ol nlUmd 
O&W design differences end 

TflAi/.WtlL.CM. Prfijaci Di'cciorate v 80/07/26. Project Dee 
46572.001-46572:046. 

8808050108 Forvraids Amend 144 to License DPR *50 & Stalely evaluii' 
pcrales aci cn siaie/nonrs & survei.lanco (cqu-remorits inio ui»f Tecfi 
post accifteni mentoring mstn,meniation roqu reef by Reg Guide 1.9/ 
HEnNAN.Ft W Project Directorate J 4. 00/07/23 HUKfLL HO oen< 
Corp. . GPU Service Corp 2pp 46430 048 46430 060 

-*8808050109 Amend 1*14 10 License DPR.SO/ncorpo.'et'ng action sta 
laica requ remenis into uhl Tech Specs for certain posi-accldoni 
m o n!a ho n toqu»r^d by Reg Gu do 1.97. 

STCL?.J F. Project Directorate f-4. 88/07729 6pp 46438.050 46438 

-860805011 1 Salety evaluat'on supporhng Amend 144 to Licenso DPI 
‘ Office of Nuctear Reactor Regulahon. Director (Post 8704 M) 
46436 056- 46439:059. 


-08O605O1T2 Notice of issuance of Amend 144 to License DPR-50/ 
S?oc action statements & sutve.ilanco reouiremenis for certain ins 
to mon to-r plant pa to meters following accidom as requ.rod by Reg G 
HERNAN.R.W. Pfojeci D.rectorato f 4 . 88/07/29. ?pp 46430 059-46 


DOCKETED ITEMS 97 


122 Noiif'ts ol assgnrrent of managers 10 ensure consistent actions w / 
nenl of comprohonsive.iechn ca:iy co'roct & timoiy ac lions ro «?slB/t programs 
Requests d foct.cn of EDO qudancu fo rosturt to assigned manager. 

’.T t Office ol Nuclear Reactor Fleguia'. on. Orettoi (Fost 070411) ft? /Ob/ 
Ll.O.V OfC of If iO ExoCuSvu Direcior fo f Operations. 3pp. 46501:310- 
If 

107 Forwards iopV io licensing ft restart schedvtes.pLr EDO 070737 
fo will be prov. dcd weekly 

:S.JL Program Management. Policy Development A Analysis Siaff (Posi 
07/08/21 HAYES.O B OHco of Invesigat ens 1 1pp 46DB1 31 2 -1050 1 322. 


-8602050102 Requests idortlihcation of d.v contact for royiona* insp loam 'cedars to 
ansngo NRR alternative shutdown & fire pioloclion reviewer lochi icai assistance cn 
reg on-based posi Re safe shuidown msps Schedule of msps subrniticd 
PAfHLOW.J.G. O.v ol Inspection Programs,^ 10^02*12^70^ “i3j 86/01/20. 
BE R NERO, R M. D.v.sian of Boil ng Wale: Reactor (BWR) Licensing (05 1 125-07041 f) 
2pp 46503 310-46503.310 

880728033$ Discusses Commcnwcahh of MA 000700 request to participate as observer 
In integrated assess/nonl loom insp 

nuSSELL.W.T Region 1, Ofc of ino D.roclor. 00/07/ij DARRY.C Y. Massachusetts, 
Con'rronweallh of 3pp. 46337 269 -16337.271 


?6l Responds 10 070902 Hr to Cha tman 7och ro pfaut rotitarl w/o offectivn 
cal omorgoncy response plan Irnp-ovoinenls currency underway, based on 
r EMA rept lish'uj s * areas o 4 concern. Plant w-ll rot slnr t unlil issues rosolvocJ 
’,T.E Gil ice ol Nuclear Reader Regulation. D.ruclor (Po*t ft?04iiy 0//u/ 
AGUTJ.D-E Plyrnoulh. MA 4pp 46501 125 -465111 320 

129 Exprossos appreciation for arrangements for record Irip lo faci'ity 
W Comm ss-cneis 87/03M2 MCQRlOE.M NRC - Uo Ooifiilcd Mflalion 
Opp 46531 273-46501.302 

135 Submits nfii.-r trip re pi 

.T V NRC - Mo Deleted AIM-aton G '<*n 67/03 M2 MHC - Mo Uoiai'od M Wi 
-on 3pp 16501303 46531305 

164 Eummariyos 0/0521 mooting w/odlcn<il review bonrtf ol Boston Glot.o .n 
yston.MA to dscuss rood lOf improved maim ft operator training industry Vi.tio 
Cf pride ft protossinnalism/upcrator recognition 

E.G NRC * No Dolai'od Afli'iabon Given 07/06/03. Commissioners 4pp 
)6 46501 309 

170 Summa'ucs 07O52f reentry w/ Massac nsoi is oflicUFs nr rosiflft of 
nderstarufs lhal poor lo docision on roslari. further pub’ic mcoimys wM Lo 


080002004 2 Forwards Safeguards Insp Rept 5O-293/0B- 18 on 00042 5-20 & 0503 04 No 
violai ens noted 

BELLAMY. HR Rego.-i 1 , Otc id ttio Ui.-cclo.- 80/07/ 14. fllHD.R.G- Uoston Bd.son 
Co 2pp 46399 221 4H399. 23 T 

-800Q020Q44 Physical Security fnr.p Rept 5U 293/HU-18 on 080425 29 A 0503 04 No 
violahons riolod.Mojcr oroas mspecUiJ.nnyt oltcchvonoss of rrcGnseo prepr otary secu 
nty o-yam^at un 

nAlLEY.n J., KF.IMIG.HR. /region 1. Otc cf tho D.roctor 80/07/11 9pp 46399 223 
46399.231 

0808010262 Forwards rospunso to NRC Uu'lelni 07 002.Supp's 1 & 2 ro lnr.1or.or losing 
lo- rfotermino cordormanco w/applicaMn mail spoc Curl d.scusses niettiod ol assom- 
bl oq dnin A names nrfcfressos of vemJors proving tas tenors 
niRD.H C Boston Ed son Co 00/07/2 0. Document Ccntrcl Uranch (DccerreM Con 
IfOlDosF) llpp 46370 229 40370:230. 

0800110220 Ack rccepi of P807I3 Hr ro part e pahon of Commonweailh ol MA In mio 
(jraied psstjssmonl toam insp ol planl schodu ed fo- 00C8OH CcmmD''.wea , '.h l-irmiJs 
to press Pur grcaior parncipaf on in tnsps ol plan. 

AGNLS.P W Massacfiasotis. Ccn'rronwon ih of 00/07/20 RUSSFLl.W.T. Region I, 
Ofc ol Ifto D.rocter 2pp. 46500 210 4650(1 210 


M Commissoras 07/09/09 PARKER. G S Ma-.vsacbu soils. C^imiiv.nvweaUti 
6501.323 46501 324 

100 U-scussos ComrTonwoallh ol MA 2.2C6 pelil on lo obtan funds assessed 
iVil by NRC 

3.A MHO* ■ No Del fried Affilat.on Given 02/03/30. NHC ■ No Uotni’od Affdi 
.en 2pp 46581 331 40501 332 

IZ Provides advll mio 10 fatiMy tost prcgiam ft Rosomovni U53 tvansmiltoia 
y to presscro osc liations.per retiuesi mmJi) ai QBO-iOO mgl mcofiny Liknllioud 
j/tonl safely syS tr p djo In sensilivdy of Iransm 1ier9 very low. 

3 Boston Edison Co. 89/08/04 Docynumt Control Branch (DoniTieni Con- 
2pp 46595 136 40595.130 

M Forwards resporso to Gonoric Ur 00 01. "NRC Posit on on IGSCC in RWR 
c Sianfess Steel Pipng.” 

3 Boston Edison Co (Ui/0Q/04 Occunmnl Conti at Branch lOocuuvittf Con- 

0 2Gpp 46537.26? 46537 2f>2 

|7 Appl.cation ter omor.d lo l icenso DPn-35.ruviSmj Soclion 3F lo include ruf 

1 propBioil in supgod ot ftmcnij 

C» Boston Ed-son Co 80/08/00 Doi.urnont Ccmroi Branch (Dcrumoni Con- 
0. Opp 46540 113 46549 121. 

>1 Revised npplcaiian lor aiwnU to Liconso Dt J R-36.con'./Mny of Rioposml 
00-l5.upiJaiiny ailrfln slrpt.vo ConlrolS seclion Of Tech Specs lo conform to 
luc'i ar organ^aiion 

G Boston Edison Co 00/08/06 Document Control Urancli (Oocumont Con- 
f.\. Opp 4654 1 253-4664 1 .269 

252 Proposed Tech Spoc changes lo adm.nistmtivo controls sochon to con 
;urronl nuClopr ornan zolion. 
t Ed sen Co 00/08/06 i Ipp 4654 1 269 4654 1 269 

30 Responds lo 000623 appeal ol 080010 denial of FC>fA ronuosl P/oviously 
rocorrf oncl ftoylon I respondod lo remain ny porlion of 080C23 Hr nol droclfy 
td FOIA coquosi. 

EY.DH Office ol Admlmsirotion & Resources Management, Director (Post 
08/08/16. NICKERSON J Alfi'iaHon Nol Assgnod. Ip 4G50O 190- 
95 

369 AllGChmont I lo llr.cons siiny of response to Atfoyallon A ro dolit^emto ro- 
of radiation survoy rosulls lo ovo:d further survoyS. 
i Edison CO 00/1)0/16 4pp 46500 101-40500.195 

77 Forwards description of revised ijo.s'cjn for di'or.l tcrus vent sys.por uiif 
nbancnmoni program Dos’yn doscr.bod docs not require any ctmngo to Tocti 
t installation can oca n w/o prior NRC approval 

G Boston Edison Co 08/09/10 Oocumcnl Control Branch (Documont Con 
k) 1 1pp 46627 240-466 27 260. 


lion repot Is, IE Bulletins & correspondence 


95 NRC Info Noiicu 00 032. "Prompt Reporting to NRC of Slgrificpnl Incrdenls 
5 Radioaciivo Mail." Svc list onef. 

JGHAM.n.C D.v sion ol indusHml ft Moditat Muctoat Safety (Post 070720). 
>5. Conso'idat ed Edison Co. of New York. fnc. I20pp 463B6 179-46380:290. 

23 Notifical'on of 000705 SALP Board Mooting 80-094 v//liconseo In King of 
PA 

HAH. Reg-on 1. Ofc ol tho Director. 80/06/17 Region f. Ofc of |ho Director. 
326:319 46626 320 


8807200162 Suppl 1 to NRC Info Nolico 00 046, ‘L tensoo Hupl ol Dofctl.vo Helu' 
bishod Cvcnii Breakers " Svc 'isl oncl 

ROSSl.O E Division of Oporolionjl L : vunis AssosB-rrent (Foal 0/0411). 80/07/21 
Conso'icfalud Ed-son Co of New York. Inc l26pp 46388 054-4G28G 170 

8B08040107 Forwards lesp Ropt 50-293/08 20 on 080592-06 No v.clations 
rolod Hecofds ol plant merfs should bo readily avai'ahto 

Dunnjp Reg on I. Ofc ol flip Dimcior 00/07/21 RlRD.n G Boston Ed son Co 
Opp. 46431 086-46431 006 

-8008040109 Insp Rent 50 293/08 20 on 800602 0GIO.No vio'atior-s nolQd Ma|0.‘ 
aroas insfrcctGd OA aspocN of mod coventg mnfis, welding & NDE 
KAPLAN.HJ-. STROSNIDEfU. Mogicn 1. Ofc of thn Director. 80/0// 10 8pp 
464 31 0UU 46431 096 

GO00O40 1 49 Ack roculrt of 080526 hr iri'orminij NRC of slops mken lo cgrrucl vioialior.s 
roied I t Insp Repl 50-29:j/Pfl 08. 

D JFlH.J.f* Regron 1. Ofc ot thu n.recinr, 88/0//2I OlRD.R.Ci Dos'o.-i Erl.son Co 
3pP 40420.141-46426 14 6 

8000040101 Ack roceipl of 80OF)?I Hr .nform nj NftC of slops lakun lo ccrrocl vio'olions 
noted In Insp Ropt 50 293/BtV 1 1 

GALLO.H.M Reg on t. Otc of iho D rector 08/07/22. BIRD.fi G Boston Edison Co. 
2pj> 4IM31 077 40431:005. 

Q8O0O4O1 1 7 Forwards Sofoty Insp Hopi 60 203/00-24 on 80058 1 0603. No v.plelions 
noted. 

DURR.JP 3 Rogofi 1. Ofc of Uio O.recior 88/07/25 RIRD.R G. Boston Edeon Co. 
2pp. 4C431 313 48431:32 2. 

--8000040 1 18 Insp Rept 50 203/08 24 on 880531 CCOO.No violatuns nofed. Mofor 
areas mspoclorj I consoc fal'owup ft corrociivo ncnon3 ro sovernf p/ovious’y Idonlified 
open items 

WQODARD.CM, ANDGnSO.N.C J. Region 1. Ofc of the Director UfJ/07/22 8pp 
46431 315 46431 322 

8808100334 Forwards biweekly sfaius rept from NRC rus-deni ‘nspoclor ot facility for 
O0O7O2- 1 6 iniogratod Assessrronl Team insp lordai.voly schoduled to bogln on 
880000 

GLOUGH.A n Region t. OJc of the Dimclor. 00/07/25 W)GGJNS,J.T Rogion 1. Ofc 
ol Uio D-roetor. 6pp. 46508 260-46508 273. 

0807200246 NRC GullOlin UG-OOO. "Tfilmbfo Tube Tlunnmy i<r Wosi nrjVouSO Roacfors *’ 
Svc list oncl 

ROSSI.C.E Division of Operalicnal Evonis Assossmenl (Post 870411) 00/07/26. 
Consol.dalod Edison Co. of Now York. Inc I23pp 4 6340 070-10348 192 

6807210210 NHG Info Notico Gti-052, "Fatluio of InlrOMtotrno Tandom of Flotctxor S'.ut 
Anpl color Bract lylherapy Dovices Du>-nn Pal onl rroatmenl " Svc I si oncl 
CuNNINGHAM.Fr E Oivison of indasinal & Medical Nuclear Safely (Posi 870729) 
80/07/27. Consnl-daiod Ed son Co of Now York, rnc 108pp. 46397.029-46397 130 

8800020179 Foiwnrds Sofoly Insp Rupl 50-203/89 20 on 8837 10-21. No v.olai'cns 
noled 

DEl.LAMY.n n Region 1, Oic of Iho Director. 80/07/27. RIRD.R G Boston Ed son 
Co. 2pp 46382:261-46302 267. 

-0608020193 Insp Rept SO 293/OG-Pfi cn 880? 1C 21 No violations noted Major orons 
mspoclodxhongus to omorgancy preparodnoss program shift staff. ng & 
aug mu mail on, knowledge & performance ot mitres & emery tmey deicctlon 
CC/NKLIN.C. LAZARUS, W.J Rogion 1. Otc of Iho D rector. 00/07/26 5pp 
46382 263-463G2 267 


43 Partial response lo FO'A request lor documents Forwards App W 
nts App L documents mainta-ned In PDR Apps N & O documenly partially & 
,Hihord.rospociively (rot FOIA Exemption 5) 

.EY.DH, NRC ■ No Ootaifod Aftiilahon Given. 88/07/05 JONES.C Affibntion 
tgned 14pp. 4650t:)84-46501.1ft9. 


8B05160305 Forwards SALP SoarO Ropl 59 293/87-99 lor 870201 683515. Rosponso 
addressing actions planned lo cont.nuo lo Improvo in rndio^ogcal conirols area rc 
quested 

RUSSELL.W T. Rog-on 1, Ole of tho Director. 8B/07/27. BlRD.H G Boslo-n Edison 
Co 1pp. 16558.016-40550:093 


ROSSl.CE C vision cl OpcraV-ral Evo.nis Assessment (Posl 8704 M) 0&/D8/22 
CC'isCNJiKOd Erfiwi Co ofWowYO'k Inc 123pp 46643 105 4664 3 227 


n. Periodic operating reports & related correspondence 

8803030181 • fWI Aqu3Vc S'udy Mo‘:ih‘y Proq*03S Rapt *0' Jcra 1033.'' W/a0O726 Ilf. 
RtSSLEn.W.C General Pot r UtVies Cep. ■ GPU Scrvico Corp. 60/06/30 
MSN.* M snc • Kri tula. eo Attn* a*i Given. l?pp 46420 D22-4&439G35 

88C8 150135 Forwards 7M1 ino.n:hly sI3!jS repl fo* 68060 l 0/03 1o prOv,dG NRC rr.gi & 
pubic w/hjghi.ch's o r sign i cant eve.rs a? fad-tin* frem NRC re.^j* story perspective 
CCWu LL.C J Region 1. O'c o 4 mo Dreclor 38/07/13 DE TIE NMAUSEN L Regcn 
1 . 0‘C d Iho 0 * ed oi 7fp 46542 107 -46542 \\ 3 

8808240849 Mcnmy operating rop: ter Jo I 1988 tor 7 Ml • 1.W/695A15 Itr. 

SMYTH C.W HUr^LL.HO. Gorcral Put'c Unities Cop - GPU Serv.Co Corp 86/07/ 
31 9?D. 46636 136 46636 143 

8808120289 Fc'wards page ■n^dvertc'ilty oni-iicd bom nrorfhiy operalng ropr for June 

19i3.C04Sisi rq ol uni shutdowns & power ruduCTcns 

HL'KiU.HD General Public Ul les Ccrp - GPU S-e rvreo Coro 89/03/03 Docurneni 
Control fireneh (Docr-mesi Control DosM. ip. 4$471 11)1 ■40471:193 

-8800080176 Page ’o freritty eporntng repl fo» Juno 1980 .cC'Si 5I ng cf mfo on ynt 
shutdowns & pc*et red jncf s.r.adve ner.?/ omlted bom or g oal sufcmriBl 
S‘2YTH.C-\V Genpral Futtrc UHIcs Co*p. - GPU Eervico Co*p 88/06/33 Ip 
46171 192-46-171 193 

8808160306 Forwards TMi resident ofc monfsly sMlu; repl 'or fldD/09- 0806 
COV<Gv_L.C J Regcn V 0 4 c ol Utf D’eoov £8/tti/1l. 13E PENHAUSEN L. NRG • 
No Oetai.ad AfMal cr> Given 7pp 46590.004 46590 C90 


n Dic’d 

BELLAMY R R Regan I, Qtc at the Cirociar. 89/07/2/ UI'O.UG 
Co 2pp 46382 261-46302 267 

-8808020193 fnsp Repl 53 P93/8B 28 On 800/16 21 No wio'AlC-i s no' 
inspected changes lo omorgoncy preparedness pro-ra.;- si. 
aug.ren'aLCn.kncAledya 6 per tor mar Co ol dvd>os fc cmr»goiii.y <hlv. 1 
CONKUN.C. IA2ARUS.WJ neyich J, Qtc Ol Iho P.-uCh » 
46302 263 46J02 267 

0808160305 Forwards SALP Board Repl 50 21)3/07-90 for 070201-89. 
address ng actions p'anr.ed lo continue lo imp'ovn «n roc)<D'o«; , i rl c 
qjQsfed 

nuSSELL.VV.T Region 1, Ole of Iho Oi/edor 80/07/27 tJIRfJ.H G 
Co 4pp 46559 016 4U55Q.G93. 

-8808 160306 SALPRepi 50 293/67 99 for 87020 1-8QC5l5.Mgl r Kr.v. 
cossfol in correcting siallmg orgam/aton & malt deficiency I 'mgr.' 
ance improvements evident m areas previously idenhfiod 05 wonkness 
' Reg on l , Ctc ol tro C tocior U0/O7/2 / 72pj> 40550 020 46556 U9 

0808230117 ParM rosponso to FOIA requesf for dccumonls rd pjanl A 
oncl & ava l&tle in PGR 

GRiMSLEY.D.H NHC - No Gola.'cd Aff.'.afon Given 90/0//2.) 
Sm.D.er & Qe;5n 4pp 465&1 267 46501.334 

•■87 f 1040266 Cppcsos p'ant restart pending revs to radoloy uV emo. 
p'ac Current pian.d’d May lOOb.vnadepuatn vj/iospcri to 
proeedsiresS reception clrs. 

MALAGUlf.D F. Piyrrculh, KiA. 07/09/02 2ECH.L. CornimsslDn^rs 
46531 330. 


S. Rcporlabte occorfencas. LERs & related correspondence 

8807260272 LER E8C02 GO on £606 lO.prc SSL '■*$.* Ic-vGl & cot 'down rat <3 Oircceded dw 
to nadequBle fesl precede**? Caused by p»dcedu'al inadequacies Tost procedure wii 1 
bo rev.-:od lo p'Cvenl tecgrrerce ct eveni W/8607 19 l*c 

OTTO S, HUKiLL.NO Geceraf TjOI : UliM.es Corp ♦ GFli Semico Ccrp £6/07/19 
tpp 4*2&y-.l 44 46299 149 


6806040247 Generic U> 88 12 to all pPwc-r roacior l.censous S rpi 
fro p'Olect-cn requ.'en^onis Iron Tech Specs Svc I, si orvcl 
MIRAGLIA.F J. Associate Director for Pro ( ocls (Post 87041 1) UR/0U/ 
Fd sen Co Ol Now Ycik. (nc 57pp 4646‘i 29 1-46463.3 12. 


H. General correspondence 


V. Operator Examinations 



*♦8800 11002 1 Exam Rept 50 283/88*1 50L on 80O6?2Fram rosdliscno reactor opera- 
lor icatJmn siered Section i cl wrncr eta-Ti & ccnplyieij oiran slcccssIuI v i icenso 
parted 

NCRRlS.B.S. ESEl.G0OTH.PW Region i. Ofc o 4 tJ:o C.rec'Or 89^08/02 40pn 
46190 157-43503 196 


08083 J0062 Hequosis NRC acton io relovo undue risk posorl by BWrl 
l-c lostati-'ily NRR sLcutd issue order roqu.nng at! GE GWR Uccr-s^o ., 
NRC with.n 1 yr demonstfflt.nn corrpl-arxo w/GDC l2Rnlalcd nfn e r 
HtATT.Sl Cbo OV?&ns tor Responsible Energy. 88/07/22 Oil to r 
lor RegUat cn, D reefer (Posl 0704 J I) l2pp 46727 025 46727.056 

0808150194 Corrvwctu on ptoposud rules 10CFR170 6 171 ro l« 
tees Recommends aefophen ol Option 2 Motliod wou'd olm.nate »w ; . 
changes to rules 

D.RD.R G Bosicn Fdison Co 88/07/2/ Dock0l>ng A Sr rv.o 
464/9 C61 464/9 061 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


P. Ope/atJng license stage documents 4 correspondence 


F. Security, medical, emergency S Mrc protecllon plans 


8607060520 Generic Lii 09 10 to s'l po*6 f reactor 'iccnsr-cs 8 holders cf Port 95 ag- 
proves re purchase ol G$A a?prc*od secur ty con*a rets Svc list encl 
W.RAG'JA.f J Aisooaio C-ieclcr 4 or Pjo.ocis iPom 870411) 8%/07/0i. Conscudated 
Ediscn Co of New Yc*. Inc 31pp 46309 29a 46360 329 


£807260181 Emc-gercy plan iT-pfomenlrg procedures, rcMd no Rev 5 lo 5 73 l, "Pit 
mary Coo-'am Sa.rp-.rg Transport & Ana y sis Urjer ErTercercy Cond I ons' 8 Rov i 
°o 5 7 SarT P ,ir 3. itansjxvl & Analyvs of Ellruem lod-res...” 

Boston Ed sen Co. C8/07/C6 27pp 46288 03 7-4628 8 063 


^' an< 3- -' r S truer -on rohee retiring Rev 4 to Emergency I'nfenvJnhnq proou 
* Boston Edison Co. 88/Q7/U 2pp 46359.166 45359 167. 


8808160027 Firal rosponso to FOIA request lor documonis FprwnriJs A 
8 mlor/ris thai App G 6 H dccuments ovai'aUlo in POR 
GRlMSl.EY.O M tlRC tto Ootaileti AtW'alion Given. 86/07/11 SO*l 
sells. Common wealth of- 4pp 46526 1 16-40527.320. 

9807290269 Forwards e^erTiptiQn (ram certain technical requ'romonts 
R.Seciicn lif.G C*emp!.on5 rofale to lull area tiro detection & autumal 
<B3wasie 6 control b'dq & torus wfilor tovd indication lnsttuint>nis 6 c 
MCDOhMLR.D.G Propel D reclOrale t-3 88/07/20 SinUR- Goslqn 
46853 328 46353 349 

6809039239 Advises that item re reactor proiechon sys protect ivo C:fC 
requ ic-m&nts need not be competed prior to rostan as slatod in 88V 
cation. 

MCDONALD.U.G Pro.ect C.reclorato 1-3 00/07/27 GIHO.R G. Bo 
2pp 46429.058 46429 059 


9800820042 Forwards Safeguards tr.Lp Rc-pt 50-293/8&.18 on 6&0425.20 & C503-04 No 
vioiaiiors noted. 


fora's ^ 01 ,no D ' cc!0 ' enDRG p0EI( " Edsor 


88082301 1? Partial response 10 FOIA ruqunsl lor documenis rd p.'anl 
ercl & available .n PDR 

GRlMSLCY.Dll Nfl(^ • No Dero-ied Alfliaiion Given 88/07/28 
SMdiei & fieri n. 4pp. 46581 267-46581:334. 


~eaO£flHK4 Physca! Security lt\* 0 p Repl 50 233/69 18 on £80425 29 X 0503 04 N 
r!ft ,1S . rc ! eC ^ Wa,C>f area3 ,f£ (* c,croa ,n 9 l cffecriveness o? f eensee propr-etary sec* 

jiiv urCd 

46339 23 1 J ' KE ' MltiR Rl nB 3 ,0n V* °’ c ^ ^ C rector. 68/07 / \\ 9pp 46399:??: 


■8201270065 Advises of NRR ppS'i'on re hydrogen controf sys No J 
mat enalys s provided by util or sys ioslal'ed at p*am were adcqviale 1 
work on sys needed or ihai work should bo hold in aboyance 
CASE .E G Oltice ol Nuclear Roacior Renufalion, D.reclor (pro- 85” 
OiRCKS.WJ Ole of the Exccuhvo 0.roclor tor Operoiions 2pp 4650 


DOCKETED ITEMS 99 


OOCKET 50*795 ZION NUClEAfl POWER STATION. UNIT I 


F Security, medical, emergency & lire protection plans 

6307060520 Goner c Ur 30 10 io al power roacior i.conseus & holders of Pari 95 ap 

K ovals ro purchase of GSA approved tMCuUy containers Svc hst or.cl 
IRAGLIAJ J Assoc- a 10 C^rerlcr for Prelects {Posi 870411). 08/07/01. Consolidated 
Cd.SOn Co 01 New YcrK. Inc. 3 Ipp 46300 299-16309 329 

0808180099 Partial rosponso to FOIA request lor documents. App P documents oriel £ 
ava lable in PDR 

GFHMSl.EY.OH NRC - No Doia led AfHiahon Given 88/0// 18 JONES. C AM-t-alcm 
NCI Ass gncd 8pp 46579 012 -*.6679 039 

-8310050157 Rcccmmuivlr. W»ai Tech Specs to updated io requires su've.uanco to Mi 1 *) 
c' active Wo barr.ofs NRC review cf No protection program completed Tech Spocs for 
a I jperaimg p'ar’is shsu'd bo updated alter rovmw completion 
VOILMEH.RH Diwson of Lngnceirg (ore 851 125} 03/09/18 LISL’NhUT.D.G Divi- 
sion of Licensing (800429 051 124} 2pp 46S7D 1 0 J -48570.10*1 

8008 160244 Discussos uli' nbbrovafod site access Inuring program ‘or KHC nsp per* 
£cn**cl completing Rog.cn ill Iramng n fjororic aspects of radat-on safety .physical se- 
curity & omcgoncy response 

pAv.S.AO Reg cn 1, Ofc ol the Di'octor. 00/Q//P7 ALLXiCH.M f* te.(fiar'.i Mctegaii 
Power Co (to: truly Indpra A M:chij.vi Electric Co ) 4pp 40561 240 4G6G1 251 

0000030414 Submts i.Tip'enierifaiicn schedule ler proposed fro protection n cd ol au*i!* 
iary b'rfcj HVAC syS Advises of manpower arJ;nstii‘onls to accomodate 801020 Un.t 2 
outage 

TR2YNA.G C Commonwealth Edison Co 89/07/20 Olios of Nirticnr Reader Rogu 
■anon D rector |Posi 07041 1> 2pp 46404 2<j 7- 4 6404 268 

8000080099 Advises that 800/12 proposed scope & objociivus lor exorcist) Scheduled 
*iy 060928 acccptebk? Understands teal exorcise w-ll not mvolvo slate ft teca' govt 
pari cipahon 

SHAFER. W0 Region 3. Ole ol Iho Circr.lo» R0/Q7/2O RFEO.C Corrnteliwoalth 
FdisonCo ip 46451 349 46451 349 

8008180400 flev.srrj emo.'ijorcy p'an impYrmorilmg prccedu'os lub'e of tonicnls 
* CommcrweaMh Edison Co 09/07/31 2pp 46898 311-46596:312 

0800 160109 Revised enxrgoncy plan rrplomont.ng [iroredurus index 
MAHONEY M Commonwealth Edison Co ftft/00/Ol Jpp 46590 179-40690 161 

8808040247 Gonunc Ur 09*12 to all power reactor -“iccnsoos & appl cants ro removal Of 
' ro p'cteclion roqu remnnis from Ii.-eh Spocs Svc I si oncl 

MIMAGl IA F J Associate Di'ccior fcr Projects {Posi 0704 1 1 ). 80/00/02 Conscl dated 
Fd son Co of Now York, Inc 5?pp 46463 29 1-46463 342. 

8808120146 Contents 890625 date fO' silo v.sil to lou» ernoigoney response* 
Utcil.iius por 880729 lo'con OjIIto of areas Io bo reviewed oncl 
rfHAFEH WD Reg on 3. Ofc of Iho Dnocter 00/08/03. HEFD.C Com* nen word Ih 
C d son Co 3pp 40523 306 46523.306 

8808170049 Forwards summary ol a I legal- on ro urplernunlniion of aocimly fldivitos at 
plant Utl requested lo mhoto nveslgnhon n enter to fo'ly rmaly/n nlleyaf cn A dolor- 
fTi o il allogalicn substantiated or not W/o oncl 

NO RE LIUS. C E Region 3. Ofc of Iho D.rcclor OR/Ofl/00 REFD.C Corivnor.wo-.iHh 
CilsonOo 2up 46571 174-46571 175. 


J. insurance & Indemnity Information 

8009230103 Fo-'wnrds Endorsements 198 & 109. M0 & 111 A 101 & 102 lo NELIA Pol • 
nos NF 43.NF 10/ 1 NF-201.raspeclivolv & Endorsements 172 & 173.93 & 9-1 S 09 & 
90 lo MAGI If Pol cios MF-22.MF 54 A MF G4.ruspcU vely 

OSTERJ Co-nmcnwonHh EdsonCo H8/C&/1K DlNiTZ.I. NHC - No Delated Affifi- 
a:cn Given l3pp 46626 300 46620 312 


P. Operating license stage documents A correspondence 

8807260166 Conlrms NUREG-1 150 loam visit to corporate ofes on 863 710- 21 to com 
ploie staff uvptuaiicn of plants 

GHEFNMAN.EG Rugcn 3. Ofc cf Iho Dr octet 08/07/14 HEEO.C CcrrrrcilAoa lh 
Edison Co Ip* 46287.357*46207 357 

9608250133 Ipird partial rosponso io FO:A rt.quost lo' documents App C dOCnrronts 
oriel S avni'nbte n f-RR Addl rocords rolorrcd lo Dcpi ol Commcrco & DOf lor rov.ow 
& uirecl responso 

GHIMSLEY.U NRC No Delated Affiiafon Givon 88/07/21. MCMlllAN.JA O'Mol 
vou i & tAyors 5pp 46605 140 40696.119 

• •8008250221 Forwards co-mrr.onts by fnv.ron Sc-onco Svc Admin on PSAR por 
670/25.08 10.11 & 17 rcQUOSlS 

SMAW.M NRC • No Dofailod Allnafon Givon 67/09/0 1 MORRIS.P A NRC • No Do 
loited AfM abon Givon 2pp 4C605 231 46505 232 

8000160330 Confimis rr.celing on 890819 Ol NRC Region III in Glon-n Ellyn, IL lo dis- 
cuss ulF policy on fnclly Slall work-ng hrs per 000805 discuss on between MA Kvn- 
owski & N Smith. 

NOR r UUSCE Region 3, Ofc ol Ihe Dimcior 00/00/08 FICEO.C Common wopllh 
Ed- son Co 2pp 46560 029 465E0.032. 

—8806160341 NotifiCfthon of 803019 meeting w/lconaoe :n Glun EHyn.lL to (fiscuss fi 
ccnseo po'icy on njclea' powGr planl slall working hours 

* Reg on 3 Ofo of iho D-recto.'. 88/00/C8 Region 3. Ofc of iho Drocior. Ip 
4G5C3 032-46560 032 

8808240077 Advises that 880531 rosponso to Gorenc Ur 80 05, "Bone Ac d Cortes-on 
ol Cerbon Stoof Roaclo-* Boundary Components -n PWFt Plants." acooptablo 
fJORRlSj A Project DrocterHlo 111-2 08/00/22 0USS.H E Commonwoallh Ed.so/i 
Co 2pp 46620 355-46628:350. 

8808300209 Forwards ORP Section 1A master aciiviiios plans ter Acy 1980 to Jon 
10 39. including l.nsps.socunty & radiation control 

FORNKY.W.L Rogion 3. Ote of Iho D.fOClcr. 00/08/22. HAGUE, R.L Region 3, Ofc of 
Iho Dimeter. 1 ipp 46698:231-46698 241 


O. Inspection reports, IE Bulletins & correspondence 

0005200205 NHC Inlo No: Co 88 032. ‘Prc-n‘pt Reporting lo NRG of S gr ihCitet Irxidonls 
'nvolvr g Rad.oactwo Mad Svc 'isl oncl 

CUNN I NfG H A M.H . £ . 0-v-sio‘i cf inJuSt'-ai 8 Modrcal N'uctear Ssloty {Posi 8/0/29} 
89/05/25 Conso'idatcrl Edison Cu of Now York. Inc. 120pp 46308 1 79 46389.298 

8007200162 Supfil 1 lo NRC Info- Notice 89-016, ‘LicerteOd Ropl ol Oo'uctivo Hofur 
bishod C rcMl B'enkors ” Svc I si cnc 1 

nOSSl.C.E Dv.ston Ol Oporm.Q'vil Events Assossniont {Post 9/04 M). 8b/07/2t 
ConsolliJolcd Edison Co of Now Yo'k, Inc. I25;>p. 46388.054 40300 170 

0808030050 Co;d( r rns 060011 onlcrcomnnl ccnforenco in Glen Eiiyn.ll. to dscuss C-r.vi 
rrn qjdlilication iss,.(’S.per 060/10 tdco'i 

GREENMANEG Roo'te 3. Ok ol Vvi Gvoc'O'. 89/07/25 REED.C Con monwitellti 
Edison Co. 2PP 461D7M2 4G397 14 J. 

0007200246 TtRC Bollom 08 009. ‘*lhe;nbo Tuso Ni.nnng H WosilnghOtiSC Roartora 
Svc list oncl 

ROSSI.C.E Division cl Cui. rational Evonis Ata<*ssrr.cni (Posi 0704 ti). 09/07/26 
Ccr'.SOlniHied Edison Co uf New York, Ir e 1 2 Jpp 40j-in:O?O 46340 192 

0007210210 NRC Irdo Nolico 09-052. *f oi'uro ol Ir'rnulnrno Teruteni nf Fletcher Suit 
Appl'CaiOf Brof.hyUuvjpy Unv cos (3unng fMlu.-nl Tropiiror'1.“* Svc hsi oncl 
CUNNiNGHAM.n.G Dv.son of iruh-slri-al a MorJc.il Ni.Cte.v Safely (Itesl H/<r/20) 
68/07/77. Cons'jSdated Ldi^.cn Cn ol Now York, luc loapp. 4036/029 46397 136 

0000160244 Discusses nil abbreviated Lite accnss Iran. ml program lor NRC 1i-s;> per- 
sonnel co rp'Glng Reg on III iiniri 1 rj In rjonen^ nspocis ol md olion safoVpfiy-. cal 
cu My & ornurrjoncy ro^no*'Se 

DAVIS, A R Reg cm :i, Ofc of Iho Di'octor. 06/07/^7 AlEXlCH.M f’. Ind.ana MichllJ-in 
Power Co iterinorly lndana& Micfrrjan Electee Co > -ipp 4H661 248 46561 261 

0600230200 forward:. infCSl rov of NRC Manual Chnptef iJblG. "SAM*.’* Hoglon l-l will 
boyn using now ftnclunal areas sol forte in rev lor nl SALP rojil iit'fiods wlikli 
ox lord buy end 050606 ofloctivo datu of p'oecstero 

NQRF.UUSCF. ncr,ii>n 3. Cfc of Ihn OiciAoi. 89/07/2/ MEX:OtWI» liMtami 
Michijon f’OwCr Co ilorrnorly Indinnn fi M.Lhiipin LlcUrlc C'o > 3 f Jp;> 400^0 990 
46620 129 

0007220034 NRC Info Noi co 08 053. "Uceryeo Vio , a1 ; o' , ii nl NRC Rog-j'al om.Wh cli 
Le<1 lo MoJicdl Riagnosl c Vi‘-a J.i inis , rat ons Svc I si oncl. 

CUNNINGMAM.RE Division nf Iruteslrml & Mc<1 1 al N.iC'onr Saloty {f’usi 0707291 
00/07/20. Consol dntod Ed son Co ol New Yo'k, tec iCfipp 46J9fi:20J*4h:]O7 02fl 

0007220192 NfIC Info Nolico 00 054. 'To Pur o Of Circuit UteOkor * : ol cwi:i|j lnitolnt.en 
of Airploclc' D.'OCl Trip Atiacbrrcnt " Svc 5si unci. 

HOSSl.CE Division cl Oporaliona 1 Events Assessment IPost 87f)4M> 80/07/20. 
Conscl dated Ed son Co. o* Now York. Ir.u I2if>p 404 17 920 40417.140. 

08DC050001 Infcmia ol 080011 unfoteunioni co'-fcronco In Ron on III ole lo iJ.scus'J vin* 
ipiions noted m fnsp Mepi'j 50 205/07*09 8 SO 304/08/* 1 1 Ui I slu.rkl ho preparud to 
istol iicm«3 

MILLER, U j Region X Ofc nf tm Dn-clcr. 09/07720 11EED.C CoriiTonwo.iINi 
Edison Co Ip. 46430:032* 50430 032 

0807200019 NRC inlo Nolen 60-1)56. "F’otenlial Prctilo/ns CniiSCd by Si.vg’u l*mlum of 
ESF Swirin Dub " Bvc “isi oncl. 

MOSSI.C-E. Division qi Ofur£it,orai Gvonls Assessinrjrit {Posi 9/04 M) 00/60/09 
Consol dated Edison Cd of Now York. fnc. 121pf>. 4(1437:12 1*46437 241. 

0000030209 Suppl 2 to NHC U.iLriiia 00 005. "Ncriconlo f ni n.-j Mails Supfi'iitJ tiy Pifiiro 
Supp les.lrc at Fo sorn NJ 8 Wesi Jersey Mli| Co til Wifllarn-jtcwrt.NJ ' Svc I M csncF 
HOSSl.C. F. Otv.'.Mn ol OpGt»*cbat llvcnU Assossivort (Pr.sl 6/04 U). Uft/00/03 
Consolidntod Edison Co of Now York, /nc HUpp. 46038:12 1 ■46530 260. 

0BO729OOOC Suppl 2 lo NRC Uu|lo:n 00 008. " F hernial Slrusscs In f J .p rip Ccnnocteil in 
RCS." Svc l^f oncl 

nOSSf.C.E D Vis on of Oparahonnl Events Assossrneni (Posi 8704 lij. 00/C9/O1 
Conso ‘id. it od Ed son Co of Now York, Inc 1 2 1 r jp 40504:031-46504 i2l 

060720Q ill NRC Info Nolico U8 t)5G. "f’t^ortol fYohloms W/S-l i:ono Tdarsi lire B timer 
Ponol'itbon Soa*9." Svr ksl ercl 

ROSSI.CE. O.vij*. en ol Opurahonal tv(jnis Assossmont (Post 8704 11} 03/011/04 
CcnbO'iilnk-d E 0-son Co Of Mow York. Inc I23pp 46569.1 70* 4 F>66') 297. 

6808020095 NRC Info Nolico 98 057. “F'otiteloi Lush uf Safo Shut down L(|uprin>n| Ujo 
to PrornHturo Si icon Cotf'olctf Moefifior Fn-lure " Svc I SI unci 

ftOSSl.C E Division of Opcrat-unal Evonlb AbdOSbtrcnt (Posi 070411). 00/00/00 
ConscHlatud Edison Co ol Now Yo'k. fnc i2?pp 4645*1. 125 40459 .246 

880B020102 NRC info Nolico 08 059. "Po!cnilOl Prot>lnms W7ASEA Drown ffoven UL 
51L Timu-Ovorcurtonl Relays ” Svc 1st one) 

ROSSI.CE. Division ol Ope hi' I one I Events Assossmoai (Post 670411) 00/00/00. 
Consol (filled Eriiscn Co of Now York, fnc 120pj> 46530 091 46039 120 

8008 15031 7 forwards Insp Ropis 50 205/83*13 S 50*304/06*14 on R905?0 07l0No 
v otelions noted 

rORNEY.WL Rogten 3, Ofc of Iho Diruclcr U0/OC/O0 HEEO.C Commonweal It i 
EdsonCo. 2f P 46551 165 46551:100. 

■8608160324 Insp Ropts 50-295/00-13 ft SO -304/88- M on 630520*0710 Nu v.u'alfons 
or dov*alions noted Major antes in spec led. I consoo acilou on provious 
f ndinnji.summary ol opcrolons & man slcam sdfoly vn'voy sol nonccnsorvui.vol/. 
H?NDS.J.M. Rogion 3. QfC Of Ihn Droctor 06/03/013. 14pp 46551 107-40651 100 

0000030112 NRC Inlo Nolico 83 059. "MSIV Giido Rnl Fnilcra at VValcrfurd Unit 3." 
Svc hsi oriel. 

ROSSI.C E. Division ol Oporal nnal Events Assossmonl (ftest 070411) 80/00/09 
ConsoLdotod Edison Co of Now York. Inc 12 ipp 4G467 01 1 46467:131. 

BBDB040062 Suppl i lo NHC )n‘o Nof-co 00 C64, ‘ inadoqnato Q.iahl:cal:cn & Documen 
tahon ol Firo Borrior Punoirakcn Sea“s " Svc I St or.cl. 

RUSSl.C.E. D.vison uf Oporauonal Evonls Assossrnonl (Posi 670411) &8/09/09 
Consolidalcd Ed son Co of Now York, Inc i2ipp. 46550.205 46558 325. 



«« . ti; p. ai; 3:0*1 iivn c n/ut/to ju'hou.vu r 

* 'v: - !;/«*.: 70 

. - ‘ ; s r t r ' A 9 m»fc0X , '9He«n6« ooard ol 8os*bft G'.cfoe n 

~ ’ *\ -vi'- for *.",v j.tvj r.3.11 & ope'a'Pf train ftQ induslry w‘dO 

4 : A;t % \r :r.» -nc^ rtfi' Kvogrr on 

it . 'It i V-. Ci'i :J A: 1 3’<< tG.e'i 67/06/03 Cor.*n ss orers 4pp 


V- , *• , V *■- Ci e . Pc'vft*** Pteb'eT.* Caused t* Srg’c Falj‘« c< 

■; * a ; . £., I C »- 

- 1. t‘ CV«J“ n E-.cvs Assesyvc-ri iPo^l 870411} Ea/Q8/03 
■ Jfc: ,-LO <;? ii‘.« Yuk. ;.C J21pp -16437 1? J 46437 2 A I 

03 '239 l^wS. •.-* it? 005. ‘ f.orcon'orrn ng Ma''s S*-ppVcfJ by P.pi'g 

' . . . «• f . j A v.v 1 Jersey Mfq Co at W.,' ams'dAn tU " SvC I Si ^nci 

; i ' -• r f . i ‘.i C;.* ‘o’ p'ij: Eunts Assessment (Post 87C4U) 88/09/03 

. i : s.-i Of-.* v '/k lr.c M9po 46539 121 46538269 

% .( t- 2 1: F'v ♦.! * 68 (.<3. The-mal Stresses n P-p ry Cornecied lo 

: ' c ... ‘C* i 

: . - £'. • ;r :■ Op-.<ai-;n>l Befits Assessment (Post 8/0411} 88/C9/04 

’ . ' •! r : ^ C? C 1 N$« rc'k. lr.c lilpp 45SC4 C01 46S04 1 21 

9507290 ill :o 6^ 0£b. Po’entjil Prob'ems W/S‘iccno Toa n Fire 0am6' 

• ! • . - fv l S S.: ! i* Cm 

: v £ v N . :*> cl Op*. ia' :.iii E'-cus Asscssmer! (Posl 97C41I) 89/08/04. 

V '£: .Cl* To c ‘Hi* /or*, ft: I23pp 46569 175 4656023/ 

«3:}te*3?0 -■ ,.*»:> id c? 3/07 r<.qjv»i nji Co:nT04*ea‘th o 1 MA be a'fcrried op 
- **• *» ’■ /■’ aid- cs^o^is a- N'^C ir*eg*ated Assess *noni Tojrn ir.sp o? 

i fi £ ' : ■ J ;t V ; . " C 3 1 c< pi O*- Jv'd Ly CCTirr : r av9 m 

* • '*'«■ ** C*.-- >\.*.‘k.rs c'e'09/04 DC-'ft-iiSWS N^assachusciis, Co.xmon wealth 
• ' - 4-/4! r/1 4-44* 077 


nuj^r. uivi'jion u' . . 

ConsoWlalod Cdiscn Co oi Now York. Int !2*.Hv ^ 1 


fl. Periotfic oporaifng reports & rofotorf corroapopiJonca 

B808230286 Advises IhrU Offu^nt data Rjr lOUfi & |>.'Ovo.i . «* * “ 

conta.ns Cum/ahvo rclonsos for Mrtifi 

SJOOLOM.G L Hogcn I, Ofc of Ihu Ua.ctor. il«/iJu/; , l hlr-fi* 1 1 
Com mo ft wo Alin of 3pfi 4{><>2I IO/*4fi6^t IDS) 

8006040358 "DiSCf'O'flO Monito/mij Hupi U>r Pilijnm Km t<‘ar I ‘ 

1008 W/800720 Itr 

UinD.RG Hoslcn Fd son ( o nn/lNi/llu H>pj> :Mn *' . •’ 

66080301 17 Forwards /epi of tn9h*.t:1uiripon A o»punn*< oV. i<>( >»< i».’. 
BinU.R.G BosfOft tdson Ce. HH/O//??. Doro'm.nl f onimi I i. • *- 
IrOlDesK) 12pp. 48427 1D0 4B427 >50 

6B08t80334 Fo.'warrJs hiweuhly st«lu f i n>pi frurn N1U- fi'ftdo it ■■ 
880702- 15. fn1ea*aiod Awossmonl Tn.im .nsf> If ■<ifn * 1 ‘ 
8909U9 

DLO'jGH.AR Poglcn I. Gfc of Ihu n.mcii;r » 

ol ino Di'ocior 6pp. 46500 2f>ft 4l>f.tlO 273 

8808170342 Mrnifily operar rip rupl >o; Jul llrtin fi>r )Mi|i|iu M « • 

1 W/80091 1 Itr. 

VIAMIlTOt-i.P , QlHD.n G Upston Vfiistwi laj 811/1)7711 f\ P 

B80817011Q Forwards UiCiMy biA/ftpV'y filaUiR r< *pl horn Kill, r* ■<» ' 

880716 30 

BtOUUH.A.H Rcg.on 1. 01c. ol tlio Droctor 0ft7l)>l/l)S NMU.*. • 
ol Oaocior. Op p 4057? 16? 405/2 JU? 


'6S:^1 # .:)73 ar.'.i'r? it jt crV ce Cormcftrtea rh cf MA obse.^e.' win bo 

; - ' ■*} f .AC A ^ y~ • r.* : d T i sm rsp o' f&o l.ty 

t. .a. *> ■-i *3 StMv.'O.'l j *» Massacht sells. Co*rim'jr.wea , * K » cf 89/07/07 
k t M . A < :*■” v.'-f-iis 4iC4l 076 46641 077 

es:ai^0005 N- .*• -sa O 65)626 >-V MoeVg 69-113 m Plyrr.ou-.n MA lo discuss 
•• f ' -o 67i2-’ £50515 

: : V- A - r...;cft i. C‘: 01 ihe C ‘^cv 68*09104 R*q tn V Clc ol ir.o D.iocio* 

< . ; 4- ; : t >; 4C* ?Q' 


S5C8)20095 *.R 

‘V i /.-s -: 
C-.^ 

* :* Jt J. 


■d Nr e 69 057 Pckf.' a’ Loss ol Sale Shutdown Ca pTen? Cjo 
- n o.: -C ‘<d Pcc'.f-cr Fa - J.e ’ Sv: tsl ervJ 
on cl Cpt'4l:r3‘ Evens Asscssmcit (Pcsi 8704 ill 88/00/08 
,:r.Co clf^t* roik 'n: \22w 464 5S 125 46453 246 


8008023137 Sr.C 

5*u 

*■ " ■ ' e r - 

.. tiME 


*c f</ :e 68 
•tft* fie if s 
:n cf Ore -a 
cn Co cf tie 


C 56 . Po'ort 3 I Problems V//AS6 A Brown Bcvet lit 
S-C'StencI 


:!cra. Everts Assessmem (Post 8/Ocin 88/08/06 
w Vu<k he I2dpp 46538 001-46538 120 


S Baportablo occurrences, LERs fit rotnlod corroapomloiu «» 

8808110229 LEFf 80 010 00 on OOO/fJyfml scr.im s-rpur tu t ■■■!* • 

weakness & prowus adrnnislrnhvo oomrolfi Ifini « * •< -« < 

OJS Channos mado lo fifccodt.ro PvarwJuru rowuNf W/<imM»i I If 
ELLIS O w . BIHO.n G Ooslon fat, son Co. flfl/OH/CM '*;)/• •li.'.l* ’*» 

8808160300 LEFI 08 410-00 Cfi f)fl0/UH.fu;i •icr.im ft. iri.il ■, * 

Occurred Causod by madeirirafo roviow of triyl firrnr-do/o 

controls stro.ftQiho.ftod W/fiCJOROfl llr 

ELL1S.D W , UIHD.n G. f3oslcn Gr/ison Co fpi/ou/0ti i;| p -it v- r ■ 

8800 160079 LEH 88 020 OO.on 600/1 l.injlomal.c sbifl of «:.*lu r.p l > t " 
occurred when omorgoncy 4. 1 GO voll oc fnrS A0 inlorHitiini'l/ «• 
wOfk.Cat/sod by personnuf error L'nvrflunoy switc/i pr»Mllun ml ' i » • 

F.LHS.O.W ., BlRD.R G Oosicn rtfison Co 0fJ/0«/l0 !-pp 4r»* m-'i 


MCMMIIJ r. MOB. MS.-V Gudo Rai Fa^’o at waicrto.d Uc.l 3’ 


[ ..Sr'i’^rv 9f'. ,J ' o ;-“ E“0rib A^assmcm (Host 87ojn) DB/ofl/09 

l. . .1 JEd.^U FoO.lr- ijipp i546F0l M646? ,3, 


e |^ sl Ou»Vd« cn « Oocurren 


i. ' V 'V n 1 3 ■ 1 i *»c '.si eriC 

"/-* rc’t 1 ' ' ^ cl E . w0 '"^ AsSes ^? 1 - 01 ( p0 ^ a? C411) 88/08/09 

■ •' wltv^ycnV. ic I2>j>p 48558 205 46556 325 


Aj: nr.pmpi ’6SMg' Meet r-g Rc-pi so 293/88 26 on 


<Y 01 Bino.ftG 09««n Edtcn 

i n'ZXF* ^ o. Waie/iighi 

- B3 ' 08/u 


C ™ " Wm *^*0W • "«on, Revows 01 


; "-c V i * 3,v '' - <• w 

' ]X- aatoB/n 

1 ti plerrc at a*.vc ft 0 t GA Pi 0 


0WW5OM5_Mftj ir % , H ,* 2 n ^ crt p , no 

'••• *'*■■'*>*£ 88/oen6 


CJO Uf I gj oil Cl'U/ 1 !J.U gt vruiuu 

sial.‘od m safety rofated appl coiions Cm/<*orl Uy /nconuc.l n.- • 
iJWBtobr valves & form 6|)00 lying Uos^n datu ruvis«‘d VI 
ELLIS.DW, OinD.RG. Boston Cdison Co' flfi/0<|/ 1(1 f>f:p -im 


T. Hearing transcripts on non-anlltriisl maltore 


80080 10048 List ol typos >n imnscnpi of Comn'iss.on URUfittt I* -i 

Boston tdlson Co 88/0?/?5 2pp 4G3G3 325 40303 U’M 


V. Operator Examinations 


fl8 ?I ie030S Forvva, ' is SALP ROAM Hopf GO P03/U7 60 for IJ/<>; , iH 
M jested ac 1,005 to contftvjo vo m>).tovo .n ntifM/m) 

0< lUC D-IOUCf 60/07/2/ HU It M 

Co 4pp. 46558 016-46558 093. 


"S,!hn 06 r. SA fl Ll ! Ropl for 070201-00001 0 M|jt - 1 . 

anri^m n ^ C0fr6C ,n ^ Sla,,,n 9- Ol QC' t 1'«0ltoft & mull tib1X O(M: l‘t I’m 
ance imurovomon « nviffnm ,n . 


onrlT™ « u ts mil .... 

* ? V ?m 0n , S »? V S flnr 1,1 0rt?Qs f VOV| OU3ly idnrilif.od ftu wr >*■ 

R eg.on i. Ore of the U rector. OB/ 07/27 72 ^) 


. 72 pp. 46650020 4l*%* ’ 


888 “ *a«.S 0 "!„'piSn nS0 10 ,;0I/V ,e ' W5 ' ,01 " or ''™ n * - 

fjPr>jc;i r. v n u mo/- a.. ^ 


Jl'.H.t / 


S™raf L Ji Bmia . N !! C .«ii 0 ,P 0l ® l<ul A '« ll 'A''On Gwon 
S«i(l Ol & Berl-n 4pp d65BI.267 .1658 1 270- 


“ 8 S 3 BoA.on mTIS'S? m ' J *' ,,,00lin 9 w/od.ionol tuv.ow 
* oi-ahV n ,;l \ nCQU ,0 ' «7tf><6vo6 matnt & opu.flt'-. It, 
FtLGATE Ca j? R ?. |),0 1 / oss !® nfl ! | sn'7opotelor rocoamt on 
46S8l ie 46W 3M elS ' d ' V "' l,a " on G vun e ’ f<w '0-» C ' 
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F. Security, medical, emergency & fire protection plans 

{1807060520 Gocenc lli 88 10 to all power loader licensees & holders ot Pari 95 ap 
provais re purchase cf GSA app'ovod socunly containers. Svc .’i«»t o^cl 
MlBAGl IA.F J Assocate Cirocfor for Pro.ncis (Post 0/0111). 80/07/01 Conso'idatod 
Edison Co ot Now York, Inc. 31pp 46383 238 16388 320. 

0808180099 Partial response to FO'A request *cr documerls App P doc^mools end & 
ava labiu m PDR 

GRIUSLEY.OH NRC No Otni'Cd Atfi'iaiicn Givori 88/07/10 JONHS.C AfM>et on 
N 01 Assigned. 0pp 18579.032-16579 030 

-8310050157 Recommends thai Tech Spocs bo updated Lo requru Survoiiancu loshng 
cf active li'o ba-ners NRC review of f ro crolechon program co.rptolod Toch Specs lur 
all operating plants should bo tpnaiml alien rcv.r.w comp'oiion 
VOLLMCH.R H. D.vison of Fr.greerrig (pro 851 1?5) 03/09/16 LISENMUT.DG D.v.* 
Sion Of neons rg (000128 051121) 2pp 16579 103*46579 104. 

8000160241 D scussus old abbreviated silo access Ira rung program for NRC rsp per 
spr.rol compleirg Region M h.i ring n gorxr-c aspects Of rad el'OO safety pl.ys-Cftl se- 
curity A emergency response 

UAVfS.A 0. Hog:ori 3. Ofc of Iho Crofter 88/0//27 Al FXICH.M P Iroinna Micfiyan 
Fewer Co (formody Ind am & Mu 1-igan Eluclr.c Co ). ipp. 46561 .240 4G5G1 251 

8808030414 Subn ils rnp'onxmal on schodjfO for p'opOSOd liro protection mod of ,lu* I* 
a'y bldg HVAC sys AiJvisos of manpower acf|usimonls lo netemodafo 081020 Uni 2 
outage 

THZYNA.Ci.E Commonwealth lidison Co 00/07/20 Off-oo ol Nuc'onr Hoactor Reg.i 
I anon, B redo.' (Posl 8704 1 1). 2PP 4040-1 287- 46404 200 

0800080099 Advisos tlml 880712 proposed scopo & objectives for exorcise schedulod 
for GB3020 acccplablo Undorsiands if’Al Oxorcisn w.ll not nvo^vo Stale & focal govt 
part cipaliun 

SUAIER.WD. Region 3, Ole ol Uo OccSor 00/07/20 RFFD.C Commonwealth 
Edison Co. Ip. 46451 319 -16451 349 

0B0B 180400 Revised Omu-rgorxy plan vnp'omcntrg procedures Ifthfo of contents 
* Commonwealth Edison Co 00/07/31 2pf» 46696 311 46596 312 

0808180109 Rovisod enxrgoncy pun implcrronhfig procedn-os mdnx 
MAHONEY. M Commonwealth Fd son Co 80/08/01 3pp 46690 170 46590 101 

0000040247 Gonenc l-tr 88- 12 lo 0 ■ pewor roacior I conseLS A npplfcanls to romovrp of 
Imo p'uludon foga-iomeiiis bom Tech Spots Svt hsl onct. 

MiRAGUA.F J Assocmio U.roctO' for Pro.ucls (Post 0704 1 1). 00/00/02 Consol dated 
Edison Co of Now York, Inc 52pp 40463 291*46463 342. 

8008120146 Conlrms 8R0825 dale for Silo vis.l to lOu' nmcfijonoy responso 
(acMius.poi 680723 to'ccn OutMvo cl areas lo be roAowctl encl 
SHAFER.wn Region 3, Cfc of the D.rOdor 88/08/03 REFD.C Commonwoallh 
Ed son Co 3pp 46523 30G 16523.306 

6000170019 Forwards summary cf alcgntoo re implumunieton of socunly tiChvdos Ol 
p'antuu requested to nt«v.e rrwor.U)svircr\ n outer to lolly unaiy/o u legation A dote'* 
m no if allugar-oo subsf.vif-atod or r-oi w/o nncf 

NORELHJS.C.E. Region 3. Ofc ol iho Dreclor 80/O8/CO REfiD.C Ccmmonwca'th 
EdsonCo 2pp 46571 174 405/1.175 


J. Insurance A Indemnity information 

0800230103 Forwo'ds EndOfSomords 108 & 190,110 A ill A 101 A 102 io NEUA Poll 
clos NF*43,NF- 187.NF-20l,rospec lively A Eudofsorronii 172 A 173.93 A 94 & 89 A 
90 Id MAELU Pc/ic 0b tM *22,MF 64 & MF ill, tospuc lively 

OSTGR.J. Cornmonwenllfi Edison Co 80/08/16 DINIT^.I NRC - No DelflilOd Aflli 
align Given 13pp. 4C025 3CO-40G26 312 


P. Operallng llcanso stage docua\cnts & correspondence 

6607260 1G6 Confrms NUREG 1150 toam visit lo cO'pO'ate ofes on 800719 21 lo com* 
ploio siaff evaluahon of plants 

GREENMAN.E G Rogcn 3. Ole ol iho D.recio'. 00/07/14 nECD.C Comrrcnweollh 
Ed son CO. Ip. 46207 367 -40207 367. 

0800250133 Thrd parhaf rosponse lo FOIA req .-osi fo' docurnunls App C documents 
t.ncl A available in PDR Add rocO'ds rolerrerl lo Dopi of Commerce A DOl fo' rov.ow 
& d reel response. 

GRIMSIEV.D NnC • Ur> Doloi'cd Allrt'alion Given. 81U07/21 MCWlllAN.J.A OV.el 
vony A Myors 5pp 46C05 140 46606 1 19 

-8000250221 Forwards comments by Gnvron Scionco Svc Admin on PSAR per 
6/0725,0818.11 A 17 reqjosls. 

SHAW.M. URC • No Doiftted AMiliabon Grvon 67/09/01. U.ORRlS.P A. NRC • No Oc 
lai'ed Alf.lialion G-von 2pp. 46605 231*46605 232 

0808160330 Conf-rms mceling on 000819 at NRC Region III in G'orn E lyn, IL lo dis- 
cuss ulil pokey on Ific-lty staff working hr* per 880805 d.scussion bolwoon MA Kvn- 
Crwskt & M Smrth 

NOREUUS.C E. Region 3. Ofc of iho O.recior 08/00/00. REED.C Commcnwealltr 
EdiSonCo 2pp 40560 029 46560 032 

*•8800160341 Notif.cation of 060819 mooting w/ficonseo in Gton Ellyn.IL to discuss li 
censeo pol cy gu nviclua' powor plant stall workl-g ("Kiurs 

* Reyon 3 Ofo of mo O.rocior 00/08/08 Hego.n 3. OJc of tho Drccto'. »p 
46560 032*46560 032. 

8908240077 Advrsos that 86053 1 response lo Generic Ur 68 05, "Qcric Acid Corrosion 
of Carbon Steel Reactor Boundary Component in PWR Ploms." acccplab'o 
NORRIS J A. Projoci Ureclorato III- 2. 08/08/22 OLlSS.H E. Commonwealth Edison 
Co 2pp. 46628 355 46620:356 

8908300209 Forwards DRP Sect-im 1A masltr activities plans for Aug 1908 lo Jan 
\ 969 vnclud.no vnsps socuitty & radiation conbol 

FORNEY. W.L Reg on 3. Ofc of tho Director. 88/08/22- MAGUE.R L Reg on 3, Ofc ol 
tho Director. 1 1pp. 46698 231*46608 241. 


Q. inspection reports, IE Bulletins & corrsepondonce 

8005290296 NRC Info Nu?cq 80 032, * Prompl Repo'tmg to NRC of S g'^ificani Incidonls 
involving Rad oactive Matt." Svc !>si encl 

(CUNNINGHAM, R E Division o? Induslnal A Wod.cal Nuclon' Saloty (Post 670729). 
00/05/25 Ccnsobdafcd Edison Lo Of Now York, tnc I20pp 4G3B8 179 46208 21/0 

0607200162 Suppl 1 to NRC Info Not.co Q8 046. ‘ Licensee Hept ol Oolocwo RoIlv- 

0 Shed C rcu i Breakers " Svc I si encl 

ROSSl.C E Division of OpordLonal Lvenis Assessmoni (Post 070-111). 68/07/21 
Consol daled Edison Co o 1 Nca York. Inc I25pp 40288 054 463BU:l 70 

8808030058 Conli/ms 880011 onlcrcerrcnt conforonco in Glori Ellyn, I L Id discuss envi* 
ion qua'ikcai'on isse03por 880718 le'eon 

GREhNMAN.EG nt-q:o.i 3. Ofc of iho O.rocior 08/07/25 REED.C. Comma riwoafrh 
EdisonCo 2pp 40397 142 46397 143. 

0807200246 NRC Eiil'efn 89 039. "TJ.imblo Ti.bo Ihnnng in Wost-ngliouso Roaciors " 

Svc I si cncl 

ROSSl.C E U,v-s:on of CnerHtig. n Dl Event** Assessment (Post 070411) 80/O//2G 
Ccmscl dated Ed sen Co cf Now York. Inc l2Jpp 463-18 070 46346 102 

800 7210210 NRC ln f o Nohce 00 052. Fa lure of Inirfiulenno lantJom ol Fle!c , ‘cr Sul 
App’icatcr 3'dcf.ylherapy Devcus D.xmg Poheni ^roa^lronl.‘ , Svc list cn-cl 
C;iJNNlNGf' , AM.H E Div.sgn of Irtlusinal A Mndcal Nuclnar Snluty (Posl 670720) 
80/07/27. Consn'idalOd Edison Co ol New York. Inc 100pp 46397.029 46397. 1 36 

QS08 160244 Uscussos ul I abt:rev.TI(») silo access frtSring pro.jrom fo' NRC m$p per- 
sernof ccd'plof.ng Reg on III training in gcnc'-c aspocls of radiafien safety, physical se- 
curity A outor^ency tospo rt %o 

DAVIS.A.D Reg on 3. Ofc cf Iho O.rccicr 88/0//27 ALEXlCH.M P Indiana Mich igan 
f’owir Co. (Icrrrorly Indana A Michigan Electric Co) 4pp. 46561 24 8 *16501 201 

0808230260 Forwards latest rov of NRC Manual Chapter 0516, "SALP “ Regor’i Ilf will 
tiCQ-M uswY) new tvHVCtuual aieft?. sol forth m rev fc.i 6 1 SALP repi *b;ch 

uxlorul beyo'-rj 690G06 cflociive dale of prcC0di.ro 

NOnElfUS.CE Rogon 3. Cfc of thn D rector DR/07/27. AlEStOl.M P. ircPana 
M-chigan Pewor Co (forrrorly inmann A M Chinan Electric Co) 39pp. 46620 000 
-1C 020 1 29 

BB07220034 NRC Info Nol'CO 88 053, “LlcarttOO Violations of NHC noiiu'alO'iS.Wh eti 

1 od la Medical Oagnosi c Misadrnslrat ens " Svc l.st encl. 

CUNNINGHAM R E D.vision cf mdusmal A Motfical Nuc'oar Safoiy (Post 070729). 
80/07/26 Consol tf a fed Ed son Co of Now York, Inc 1C6pp 46396 263-16397.020. 

0807220192 NRC Info Nohco 68 054. "FoLrd of Crceil Broaker Follow. ng Inslal'OtiOn 
of AmptecfO' Direcl Tnp Aline' meni " Svc I si Orel 

hOSSf.C.E D, vision ot Opor«itig'al Evenls Assnssmunt (Post 870111) 08/07/20. 
CoriHO idatod Ed son Co. of Now Yo f k. Jnc 12lpp 404 1 7 020 4641 7: MO. 

0800050001 Worms ol CfiGOIl onfercement ccnforocco in Region Ilf ofc lo discus v.o- 
Lilians r-.otod in Insp RcplS 59 205/07-09 & 50 394/007-1 1.UM shou'd bo preparod to 
<1 scuss lieied itoma 

MILLER, H.J. Rogion 3. Cfc cf Iho D.roctor. 88/07/29 RELD.C Curmiocwonifli 
EdiSonCo. Ip 404 16 002 46-138 002 

8807280019 NRC ln 4 o No! co 80 055, "Rotunda 1 Problems Caused by Sng'o Fatluro id 
CS) Sw nn Hus ” Svc list cncf. 

FIOSSI.C.E Division Of Oeu/dt onal Events Assussmprit (Posl 07041 1) 80/03/03 
Consol dated E disc n Co of Now Yerk, Inc. 1 2 lpf> .46437.121 46437 24 1 

0009030239 Suppl 2 lo NRC G..I‘oin HO 035. 'Nonccnfom imj Mails Si/rphoU by Piping 
Supnlosjnc at Folscm.NJ & West Jersey Mfg Co nl Wil i t vnsiown,Nj. Svc isi onil 
fK3ssi.CE- Division of Ocernicnal Gvonis Assessment (f J ost (1704 ll). 80/03/03 
Conscl dnlud Ediscn Co of Now Ycrk. Inc l-19pp 46530 121 46536 209. 

0807290000 Suppl 2 lo NRC Ou loln 80 000. “Thorma 1 Sirossos in Pip.ny Conncclod lo 
RCS.” Sv<; I si cncl. 

MOSSI.C F. Oiv.son of Opor.ilioria' F.vonts Assessment (Posl 0704 11) 80/C8/O4 
C.'onsohdalrrd Edison Co. of Now York, Ire l2lpp 46504 00 1 46504:1 2l 

000 7290 1 1 1 NRC Info Nohco 08-051), ‘ PolonM Problums W/Si'icono Foam F re Barrier 
Ponolraiiofi Seals ” Svc 'isl one?. 

ROSSl.CE al Operational Events Assussmont (Posl 6704 ll) 00/00/04 

Consolidnldd Ed.son Co. of Now York, fnc 1 ?3p(i. 46569 176 46669 297. 

8008020095 NRC Info Nohco 00-05/. ‘ Polcntlal Lass of Safo Shutdown Lquprront Duo 
lo Rromalu'O Siccn Conrru lcd Roctf.or Fa luro.” Svc l-sl orcl. 
nOSSl.CC. D.v.s-on ot Oporatcnai Events Assessment (Rost 6704 wy 80/C6rca. 
OonsohdaUHl Ed son Co. of Now YCrk. Inc 1 2?pp. 46459 125-464 69 246 

8000020102 NRC Info Nohco 00 058. "Polcnl.flf Problnms W/ASEA Druwn Bovuri ITE* 
51L Timo Overcurrcnl Relays " SvC .Hi Orel 

nOSSLC.E. D.viSJOn of Opoiai’Uval Events AssossmonV (Rost 6704 tt). 06/08/06 
Consolidalcd Lcl sen Co. Of New York, Inc 1 20pp. 40530 00 1*40530 1 20. 

8800150317 Forwards fnsp Repl9 50-205/08-13 & 50-304/88 14 on 660526*0710 No 
v.olnhons noted 

FOnNEY.WL Rogon 3, Ofc ut iho Drocior. bO/OB/GO REED.C Commonwealth 
Edison Co 2pp 46551-165 46551.100. 

-0808150324 Irsp Rupis 50-295/8D 13 8 50 304700*14 on 080526 07 19 No viclftbons 
or dovialions roiodMalor areas mspociud. hccnsco acton on prov.cus 
findinns.sum'hary ot opo/aiions & ma n s'eam saloty valves sol nonconsc/voiivoly 
MlNDS.J M Hog-on 3. Ofc of iho Director. 08/00/00. I4pp 46551:167 46651: 109 

0006030112 NRC Info Nohco 08 050. MS1V Gmdo Rail Fnluro al Watorford Un.i 3,“ 
Svc list oncl 

ROSSl.CE Division ol Cperahonol Evenls Absossmonl (Posl 070411). 0O/CG/O9 
Con sofidated Edison Co of Now York, fnc I2lpp 46467 011*46467 131. 

8808040062 Suppl 1 lo NRC Info Ncfco 00 004, "fnaduquaie Oualf.cailon & Ducumon- 
tabon of Firo Oarrior Penolraion S^als" Svc list oncl 

ROSSl.CE Division ol Opcrahona! Evonis Assossmoni (Post 070411). 08/G8/09 
Consolidated Edison Co of Now York, fnc 12 1pp. 46550 205 46556 325. 
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-990&16Q306 SAlP S3 293/07 99 (of 370201-880516 Ngl TilRUivas general* suc- 
cessfu 1 r; correcting siaffiig.orgciniraicn 4 nra* dd cionoes Programmai'c perte'm- 
srto .mprovements eviderr .n areas prev<-otsl/ irfont tied as weaknesses 
’ Rcg-Oh 1 . O'c of Ihe C'cctei ee/Q7/2?. 7?pp. 4G558Q20- 46558 033 

6607220034 NRC ‘n'o N oWzo 83-C53 'licensee Violations ol NRC he-yjtenc ns. Which 
led i-> Wed cal Ciagnos'.*: Misadrr n 9 Manors ' Svc ; si Orel 

CUNW.NGHAM.RE C vision Of mdo>sir a p & Mod cal Nuclear Sate’y (Pos* 870723) 
80/07/28 Consolidated Ed sen Co. ol New Yo'k. Inc 106pp. 46356 2&3-4S397 02fl 

8807220192 NRC hlo Notice 89 064. Fakra cf G/Cj l Breaker F clewing teslal'af-Cte 
ol Ampieciof Oireci Trip Anacfc'ne’M “ Svc ' si nr.ct 

ROSS' C.E C.vision ol Operational Events Assessment (Post 870411). 6B/O//20 
Co'iso^ da'.ed Eo son Cc clNew Vor*. Inc. 1 21pp 46417:020 4641 7 140 

8808230117 Panial te&por'e lo FOJA reques' ‘C-* dDCunitnts ro p!am App A docerrems 
e.nci 8 av$ lat'o n FOR 

GniMSttY.DH NRC No Ceia'cd Airmen Given S9/07/28. JOVWSON.G.E 
Sivx'lcr A Gf -i n 4pp 46581.26? 46631 P?0 

*-980&2301$4 Summarizes 970521 rteol vg w/ectecnal iovpw board ol Boftlcn Globe in 
£c jlh Boston. MA lo 0 scuss reed 'cr mpreued man! & eperater «'a;n n-g I'^usiry wide 
& operaic' pride $ profesS'cna'ism/or prater roco<jnj on 

fCl.GATEG NRC • Mo OeiaiGd Atf"ia*'on G -on 97/06/03. Convmsso'Kis 4pp 
46681 306-45581309 

6607280819 NRC Into Notco 68 056. Totert-al Picbloms Caused Ly Suvgo Fatv» r e Ol 
£S C Swrq flus ” S\c .‘is l end 

ROSSl.C E n lV ,sion 0 > Cperabooai Events Assessment (Posi 8/0-11 1) 88/08/03 
Constf. dated Ed son Co Ol Now Yd'* . “<vc T 2 1 pp 4643 /•. \ 2 1 • 4643? 24 \ 

8008030289 Stpp: 2 lo NRC 9 u cun 83 005. No.noonterrnvu) Ma* 5 Soppl orl by Ppi.no 
Sjppksskic ai Folsorr.NJ & Wes* Jersey Mlg Co at W l. amstown.NJ.'* Svc l si eocl 
HObSi.CF Ovjson cl Ope.*aiiO.*U)l Cvonls AssossmoM (Posi 87C411) BB/C5/03 
Cense' dated Edscn Co cf New Torn. tec Vi&pp 46536 121 46598 269 

8807290008 Sl^ 12 to NRC Hul.cln 8Q 003. ' taeriral Stresses n Pp-ng Ccrnected to 
RCS ‘ Svc 1 st cncl 

ROSSl.C E Ov sian cf Opv'aijonai Evens Assessment (Post a/Oiii) 88/08/04 
Censc'rrfaied Edison C-0 cf New Yott*. Inc. 121pp. 46604 001 465C4 J21. 

8807290111 N’PC ln!o No!<e 68 056. ‘Pc lor I -a! Prob'e-ry W/Sil cone Foam F ro Rerrier 
PeneYaiton Sea s. * Svc ‘ist end 

ROSSI CE Drvis in d 1 OpC’ft' ana Everls Assessment |Post 9704U) 89/08/04 
Censed 3 led Edison Co of Now York, .'nc I23pp 46569 175-16559 207 

8806160379 RespOivds to £60707 loqaosl mat Ccir.trorvwoa‘th of I M be dllo/ded cp 
podtrity lo P'OvidO add! odServers> al NnC Intcgraleil Assc-Scrr eni To^m -nsp of 
plant Second observer can be r*ov,dod Oy com.'no.nvvya‘ , n 

7ECHIY/ Comrriss.cruMs £9/08/04 OUKAK4S.MS Massadiosoiis. OoT*ndwoaitN 
cl Sop 4CGH 071 46611 0/7 


8908110296 UUC Udo Noi co 88 064. “ReporUng F«ros b\ Uu^cai C 
ar Power Plants Svc ksl oncf 

ROSSi, C E Divis-on ol Ope/ot.onal tvonls Assessment (t>osi 
Ccti^cl dated Ed sonCo. of Now York. (uc. i04pp 46643 001 40“ 

8898120327 NnC tn?o Nonce 63 065. "fnadvert^nt D/p nayos o 4 S|: 
lisl arte'. 

ROSSl.C F D.wson cf Operational Evenis Assossmonl ((> 0^1 
C On 5Cl. da led Ed. son Co ol Now York. Inc I23pp 40G28D11 4tf 

8608160392 NHC InlO Nohco 83 066. *' Induslnpl Rpd ography 'nsp 
l i5l on cl 

CUNNlNGHAM.R E Civison of tnciustnal & Mudical Nuclev S 
80/08/22 Con^oldaied Edison Co of Now Yn/k. Inc 90pp 4662 

8808 1604 14 NRC InlO Notice 80 C6/, “PWR Aux.Lflry Foo<Jwa*c' 
speed Trp Fa 'uro “ Svc l si enci 

RGSS1.G E D.vs on ol Operanonyl Events Assossn eni |Pi.st 
Conso’idaicd Edison Co of NOW Yo:k. tnc 123PP 46643 105 -16< 


fl Periodic operating reports & related correspondonco 

8008230286 Adv.sos lhaf olfkent daia lor 1986 & prov.OuS yrs n 
contains co'tu'atwe teases (o' 1986 

SJOBLOM.Gl Rcg.on 1. Cfc Of the D.rector 88/06/21. KlUUV 
Ccmnio.nwoaiih ol 3pp 46621.1(17 46621 109 

8B0B 040358 Ois charge Mon.to:<nn Ropi lor PCgrim Nur:lr,o» Powti 
1988 '• W/880728 Mr 

GIRD.RG Gos*/jn Edison Co 68r0C/30 tapp 46435 2llMM:i 4 . 

8808030117 Fr.rwards rapt o J icsis.chargos & Gkponmorits for 0/0 
BirtO.n G. uos'en Fdison Co. BQ/Q7/22 Oocumont Cccd'Ol l*»; 
Iro? Desk) 1 ppp 46427 139 46427. 150 

8808180334 Forwanis b.wcekly status tept Irom NRC comlcit « 
690/02 - 1 S./niegroieiJ Assessn onl Toarn insp leniaf-vrly m “i 
8R05C8. 

610 JGH.A R Reg-o-n 1. Cfc of Urn Uroclor 60/07/25 WiUW 
Pi the Difoacr 6pp 46588 560 46088 273 

6808 170342 Monthly operafng ropi for Ju 1 1988 (or IVgrim N»i:k 
1.W/80081 1 Ilf 

HAMILTON P. 0:RD R G. Bo&icn Ed.son Cp 00/07/31 /|>;t - 

0808170116 Forwards faci'ily U.wcokV Status rop( from NflC k>w 
8207 19 30 

DlOUGH.A.R Roy on 1 . Ofc of thd Di'Oclo/ 80/08/06 WiCiCi'! 
cf me Oi/eclcr 6pp 46572.187 4 6572 102 


*ee08i&03?3 R»5ei cor<ems It at only ctfi Corr.mc^wbeaTN ol */A ©bsatvoi wl" t>o 
□orm.iied dtnny NRC A-jgme.nied Tea^ i.i^p ol iao ty 

DvjKAK-S.MS SHA*J7mCN.J-M MassacFusefls Common weal ih til 68/07/07 
2ECHL.W Cott rn.s-sione's 2pp 1664V076 46£4 \ Q?7. 

8&08190006 Nohlcat*on oi 60T.925 Mgi Meo'ng 8U-M9 in Rymoudi MA lo disCtss 
SAlP lc» period 870291 Q5061 5 

OlOjGH.A H Reyicn 1 , Ofc ol iho D redo* QQ/00/04. Reg on 1. OlC cl !5e Cixcbr 
ip? 46593 150 46568 191 

8000070095 NRC Irfo Nct-cc 80 057. Poter>a' loss Of Safe Shuidown Cr:i pmeni Due 
Id Premalu/o Slccn Comfc'«cd flecil ct FalJre/* Svc si end 
POSSi CE Div.s.on ol Operational Everts Assessmoni (Posi 8 7C4J1) 68/Cb/0q 
Cense' cak'd Ed Sen Co oINowYck. he i2?pp 46450.125 46450 246 

8808020102 NRC Irio Mstce 6A-058 To km 1.5 1 Froblams W/ASEA R'own Uoven ITt- 
5JL Tuna OvOrcLfrent Relays * SvC 1 5l en:i 

ROSSl.C E. Dw.scp xA Ope'alionfil Events Assossrronl iRost 8704 > 1 ) 8B/OU/C0. 
Corsol-dated Edison Co of New York, Inc i?0pp 4653B 00J 40538 120. 

B60B030112 NRC ln(o tlolco 60 069. *MSlV Gjtdo Ra 1 Fa ‘j:o & V/ateilord Un.i 3“ 
Svc is* on:l 

ROSSl.C. E Division or Onera!<onal Even's Assessment (Posi 370-1M) £3/09/03. 
Ccnso* dated Ed son Co 01 Mom Yoik, IfiC 12 !pp . 4f 467 01 \ 46467 131. 

8808040062 Suppl 1 to NRC irfo No*>ce 66 004. “iradeq Ja:e Oua'i'.catiort & Doo/mep. 
talion cf Fee Garret Pe.vi'.rfli w Sea s " Svc ; si erd 

RCSSi.CF Oiv.S30n ol Cperai cnal Even:® Asscssmeni (Posi 870411) 66/08/09 
Consolidated Ed son Co cl N** York, In: I21pp 46558 205-46550:325 

8808180335 Ark receipt cl uM 600625 $ 0707 Itrs informing NRC ol Sfeps lake© to cor* 
reel v.o'al ens nolcd *n >nsp Rep’ 53 293/89 16 & Mai Mcelng Rep: 50*203/06 20 cn 
C8C627 

JOMNSrCN.WV Region 1 . Ofc 0 # Ihe Director 08/09/09 BIRD R G Gosion Edison 
Ce 2pp 46565.132 ^6503 M3. 

8608050135 NRC fr(o No:-ce 88 060, "inedegvdio Design 8 Insin'-olon ol Wakrtighl 
Penetrat pn Seals “ Svs i.si pne: 

ROSSl.C E Civ.ticn cl Ono^at'ora? Evenis Assossrren: (Post 870-;ll) 38/03/11 
Conso daied Edison Co. of New York, ir.c 123pp 4 6569.768 46570 060 

0808050248 NRC Info N’oice 03 C6|. “Conl*ol Room Hat) lab:'ily • Rocerl Rcv.awh ol 
Cpe/ahng Exper.ance " Svc :si end 

ROSSt.C.E Gviscn cl Gpe'at-cnpt Events Assessironl (Post 870411) 88/63/11 
Consolidated Edison Co ol New York, Inc 125pp. 46594 312*46695 076 

6808050286 NRC IVo Note© 964)62. ‘ Retell F ndngs le tn'.plymeni&tion ol GA Pro 
arams by Suppliers of Ttarspoil Packages ** Svc Hsl encl 

bURNETl.R F. C.v.sion of Safogja/d* & Transpc^ation (Posi 670413). 08/C8/12. 
Consol/la‘ed Edison Co olNewYo.k. |nc. 1C9pp 46661, 155- 465BV 263 

9B0BO9O264 NRC /n*o Notice £8 063. ' H gh Radial an Hazards From Inad-atnd In-Core 
Delators & Cettos " Svc i-sl ec.d 

ROSSi.CF Orvis'On cf Cneraticna Everts Assessment (Posi 8704 1 1 ). 66/CB/15. 
Conso. 4 a led Edison Co ol New York, tec 1 lOpp 16569 065 46569 1 74 


S. Feportablo occurrences, LERs A related correspondence 

£809110229 LER eB-Olft OOon 9e0705.lo'l snam signal occmvil 
weakness & previous « dm mi si rail vc conircls Ihfll woro not tinir* 
ous chances madu to p'occduro Procetfuro revisod.W/OfiCfitM *• 
EUlS.OAV . BIRORG Boston f.tl^on Co GU/OS'CM. 5p;i MVA' 

8608 160380 LRR 08-019 00 on 880708, k.-il scram syral rosu t-*' 
occiiired Caused by ns d equate icv.ow ol tost prcindno Ptco » 
controls sirenglhened W/00C8C8 Ur 

FlLiS.D.W, lilnD.RG- Boslon Edison Co 08/00/00 6pp 4655 

8808100079 LER 08 020 00 On 800/1 1, automatic starl of emerge 
ocCu f red when emergency 4.160 vOll ac Dus A G if>lont , 0-''n ly 
work.Cau&ed by pecsonref eitor Emofgor.cy switch pasilion nddi 
Itr. 

EIU5.DW..BIRD.RC Bosion Ed.son Co 88/08/10 5|>p 4055 

8808250127 LER 83 021-OO on eoO/lO.tf.scovored proDlom .nvo'v 
siai'od i.n salely related applications Causod by mcorroci os 11 nr 
roplacn tcur vaivos & term specifying design date revised 1A >: 
ELUS.DW. Bpnu.nu. eosicn Edison Co. 00/08/10. 6pp 4lG4 


T. Hearing transcrfpis on non-antltruef matters 

6869010046 Lv»l cMypos m transenpt ol Commisii l on 060609 Uk 
* Boston Ed son Co 88/07/25. 2pp. 40363 325 46303 32G 


V. Operator Examinations 

80D0I6O3D6 Forwards SALP Board Rep( 50 293/07 -93 ter G702 
addressing actons planned lo continue (o improve in radio'o 
quested 

RUSSUU.WT Region 1. Ofc ol the Director. 86/07/27. Bin 
Co 4pp 46558 016 165S9 093 

-0000160306 SAbR Repi 50 293/07 99 tor 8V 020 > *8005 15.MyV 11 
cosslul m correcting staffing organ«?ation & mall dolicionc os I 
area improve menis evident in areas prov'ousiy identified as wOi 
• ROfl On 1. OlC Ol tee D.reclor BQ/0//27. 72pp 46558.020 46' 

0800230117 Parlial response (o FOlA request for documents re i 
end & Bvaiab'o m POR. 

GRlMStEY.D.H. NRC No Detai’od Affikation Given 08/C 
Sw idler 8 Berlin. 4pp 46501.267-46501 270. 

-0608230154 Summaries 870521 mooting w/oditonal rov.uw bo 
Soulh Doslon.MA to dscuss need for improved mamt 8 oporaU 
& operatet pndo & ptotessipnaiism/opo ralcr tocognt'on 
FEU3ATE.G. MflC • No Defai'ed Afji.'iation Given 07/06/03 
46581:306-46501.309 


w w i V'Tgiuo • UUUJV 3 IV r IHIU » CJ t>U Mill l<J I W IJI UUVI’ 

a’ ons fro?? WFPA Codujncludtnq surrmzry of App fi tup protect on upgrai/o work H 
clra*v ngs shewng suppression SyS. sprinkler head & detector ipcalions W/72 ove'&zc 
<J/a vv ngs 

GRlDLtY.n Tennessee Va'ley Authority 88/08/03 Document Control Branch (Docu 
meat Control Desk) 66pp 465l5 334-46516 041 

08OB1 10160 Notifies that soporato lu sent io Reg=cn il, supplying detailed aconano fo» 
IPflB radio'ogical omorgcncy plan exercise 

GRIULEy.H Tenr.ossuO Volley AulhOMy. R0/C0/Q4 Documoni Control Branch (Docu 
ironi Conircl Dos’*). 2pp -1650-1 l 56 4G50d 157 

9800230207 Forwards FEMA f.nal repl ro p'anl urnurqoncy owjrciSG held on 
071104 Eight imd r<)9 doiorm rod to icquiro ccrrociivo aciions concerning lining S 
cquiprr.oni for rad o'ogical monitoring teams & si'en act vahon signals, 

WCCOY.FR 01c of Special Projects flu/00/10 WHIIE.SA Tennossoo Valley An 
ihonty. 2pp 45U12.1 12-45912 173 


H. General correspondence 

8008310062 Requests NRC acliou lo rulovo und^o risk posed tiy CHVR thermal h/drau 
I c molablity NRH shnu'd issuo order roguery all GE UWR IconsoGS lo submil ropi to 
NRC wiihn ) yr domonstraimg ccmp'ience w/GDC 12-Rolaw.d rfo err.: 

HIATT S l. Ohio Oilmens for Respons-hio Energy. 80/07/22 Office of Nuc’oar Reac- 
tor Reflation. Diroctor (Post 070-111) l2pp 46727.025 46727 05fi 


P. Operating license stago docunieni 9 & correspondence 

0804260032 Application for amends to Licenses DPR-93.DPR-S2 8 DPH-60. roviS’rtg 
Tech Specs 3 4/4 4 ro standby liq.id control sys Foe paid 

GRlDLtY.R. Tonnossoo Vo'ley Aulfiprity 00/0-1/20 Dccumont Conlro* Branch (Docu- 
ment Control Oosk) £pp 46610 150 46610 177 

8807290133 Adv.ses that plant site wii be visdcd for data co‘ ochon ns part of NRC 
P-oMcr franco Indicators fVcgramlist of canrndale mnmt performance imJcalors 
ercl Visa schndu'ed fo f wk of U0072S-29 

MCCOY. F R Ofc of Spociai Projects. 00/07/14. WHITE.S A Tonnessuo Valley Au- 
thority 29pp 46357 117-46307.145 

8807260042 Fonivortls rasper:*© io NRC 8804 13 iir ro plant ATYyS rioialvd dos inn 
cc iien a Approach accopiab’o since NRC i.rdc'Stands p’anl ATWS design of standby 
liquid conirol & rec.rcu'at on pump Irip horn uti' 000301 Hr 

GHIDLEY.H lonnesseo Vnloy Authority 00/07/15 Dccumont Co.-dro’ Branch (Docu- 
ment Conirol Dosk). iCpp 46285 303.46206 314 

CGD726O160 Prov.dOS results of Iconsoo program lo resofvo cabin i-.slalLilion issues 
tdon|il:crj m Section III 13.1 of p!ani nuc'o.ir podormanco p en 4 ifloaMy ccrroctivo tic- 
1 ens rogu red lor each plant unt 

GRlDI f-Y.R Tonnussoo Vnlloy AuihoHy 88/07/16 Docurnont Control Drar ch (Docu- 
ment Cuntro! Oosk). 3pp 40200 244 4G2U9.270 

-8807260104 ’Evnluaiion of Drowns Ferry Nucleo' I 'font Cuhlo Inaiamton Concerns ’“ 
KFHEG.JA Tennessee Vnlloy Authority. SHEA.T M Slcno & WoLtolor Engr-ouring 
Gorp S'MWOfJS.J Ebasco Services. Inc (subs of Ensureh ('orp ^ B0/O6/3O. ?4pp 
4626D 247 462R9 270 

0907290163 Forwards rovisud oir.orqoncy opnralmg procctiuos uunorat on package pe- 
Su:m>I 1 io NUREG 0737. 

GniULEY.R. Tonnessce VaToy Aulhunty 00/07/20 DocuircnU Ccmiro 1 Rranch (Docu 
ment Conirol Desk) 2pp 46341 201 46342 200. 

-0007290165 “Err.G/goncy Oporaung Inslrur.t on f'rocoduros Gonoraiion Pocknno.’’ 

‘ TonnosSGO Vai’Oy Authority 80/07/20 370pp 4634 1 263-4634? ?0O 

0800030207 Forwards Amends 151.147 & 1 22 Id Uconsos DPR 33.DRM-52 & DPR 
68,rospoc1ivo‘.y A safoly ovfl!ua1ion.Amr!nd modifiers Tech Specs by cfianynig eporobi 
Uy reoi.vemonJs for standby (/ns beatm.pnJ sys A crnlroJ room o merge ncy vonlilaljj/i 
SyS 

Bl.ACK.S Ofc of Spocia 1 Projocls U0/O7/2O WHIIE.SA Tennossoo Va. : oy Aulhouly. 
6pp 46403 202-40403 324 

-8808030269 Amonds 151.147 8 122 to L consos DPn-33.BPFi.62 & DPR 60. 
rospoci vely Amor.d modifies Tech Specs by charging cporahliLy roqu-omonls ler 
standby gas troatmeril sys & control room emuryency vonti'nlion Gyt, 

ULACK.S Ofc of Special ProjOCtS. 80/07/20. 30pp. 4G403 208-46403:320 

-8800030270 Safoty cvo’ualion supporting Amunds 151.147 & 122 lo Licenses DPR- 
33. DPR -52 & DPR 08, respect. voly 

* Office of Nucloar Roaclor Rooulaiion. Direclor (Post 870411) 00/07/20. 4pp 
46403 321-46403.324 

8008040106 Conf rms that 880725 2U silo vis-t fo: NRC Perfor munco indicators Program 
doia col ociion cancelled. No roschrrju'my of visa currontiy pionnod 
MCC0 y.fr Ofc of special Projous U8/07/21 WHITE, S A Tennossco Vnl’ey Au- 
Ihorily. ?pp 46423 356-46423 357 

8800030133 Forwards safety ova’uaton ro proposod seismic design p-oyram iniorim 
cp©ralUy cmo/ia for oloclr.ca 1 condu.l & suppo/ts.HVAC.djciwo/k S 
suppnrts,miscui:anoo .>9 sioo! & cfrywell stool n’aiforms Cnlurra acceplablo for rosiari. 
01ACK S Ofc of Spociai Projects. 89/07/26 WHITE.S. A Tennessee Valley AuUronty 
3pp 40400 149 46403 160 

* 0008030139 SER ro nlurim oporabdty cntoria lor seism c desaj-i pfoqrom.Concoms 
.rionhlidi) ai p'anl ro ‘d/i/cJu'aJ design adequacy of safety- re’a led suspeiitfod sys 
4 Oic of Special Projects 88/07/26. 9pp 46400 152 46400:160. 

8808030333 Forwards ' Ernp'oyeo Curcorns Special Program. Vo! 0 'OA/QC Caiogory 
HANSEN.C.M Ten-osseo va'loy Authority 80/07/26 Document Control Dranch 
(Oocumont Conirol Desk). 5pp. 46-1 14 149 464 15 04 1 

-.0808030339 ‘'Employee Concerns Program Vol 8, ‘QA/QC Caiogefy.'*' 

* Tcnnossoo Valley Authority. 88/03/14. 248pp. 46414:154*46415.041. 

8008040036 Summary of 080621 rnoolmn w/ulil in Rockv.ll 9 .MD ro plani rosiarl tost 
program Meoliny rosier.agen<Ja & procedures end. 

M.ORAN.O.H. Ofc ol Spociai Prcjocts. 80/07/27. Ole of Spoc<ftl Projocls. Gpp. 
464 17: 141- 464 20.345. 


“gouou-mvio nuv v o-pec-ai resi i oo-io, uiese: rjeno-aio* A tmergorcy load 
Acceptanco T'uaf 

MARTIN. J Tonnessoo Valioy Aulhorily. 89/05/13 i33pp. 464 17 269 164 IB 041 

-0808040049 Rev 0 to Spocia' Tost ST 80-17. "Dosei Goreraicr O Emergency load 
Accoptanco tesi" 

TAYl.OR, T Ton'.ossco Valey Aullior.ty 08/04/27 I34pp 46410.042 46410 175 

••08O9O4OO5Q Rev 1 10 HGsiart Test Program Tost Instruction 2 DFN RTP 002, Stand 
by D.GSOl Generators *’ 

* Tonnesseo Valley Aulhorily. 68/04/14 587pp 46419.1 19 46 1?0 345. 

8800030197 Nolf.os lhat sodiniOnlatcn pond repl sct“.odu!od lo bo sub-miMed on 
000729 wil bo suhmilletJ by 80C9O1 duo to improper priority ass.gnmonl. 
SCHhUEnQACH'W Icnnusseo Va'foy Authority 81S/Q7/2Q f'.'OHN.C Alabama. Slate 
C*. 2pp 46406 297-464CG 29B 

0000030318 Fow.irds summary doscnplior» of c)>anycs lo QA program w / lunlaivo m* 
t>lomontat-on <Jaios lhat ull bo devoiep ng & implomommg Changes wil bu further do- 
senbed i.n next rov lo QA lopi^dl ropl 

GHIDLEY.R. Tonnossoo Valoy Aulhor.ly. 00/07/29 Documoni Ccnirol B'anch (Docu- 
rnonl Control Dosk). 5pp. 4G427 070-46427 074. 

0800050170 Forwards rosponso lo Gunoi.c iv 00 01 ro IGSCC m BWR ausioniic s'o n- 
loss p.pmn Restnnsu ric'udos plans to long-lofin mii.gaion o' iGSCC.nsu.'V.CO nsp 
proctmm plans * conlirmat on of loaka/jo dolncion plans 

GRFliVEY.R Tunrossou Valley Aulhorily. 00/00/01 DocumenL Conirol branch (Docu- 
muni CnniruJ Desk). 26np. 46U0.P33 46449 2 58 

0800050004 Applcaiion for arrunds lo Licenses DPR-33.DPH-52 a DPR 69, changing 
Toch Spur; fable 3 7 A. “Primary Ccniainmont Iso'at-on Valves.’’ to update S covocl 
Changes duo 10 plant mnd 8 laci Ily App J program Fee pn d 

GRHJLEY.M To-'.nessoo Va'loy Auih duty 0O/CU/O2 Document Control R f anch (Dccu- 
mom Conirol Uosk> 3pp. 46436 325-46437 035 

-0808050005 Proposed Tech Specs ro primary containment isol.it on valvos. 

* Tom lessee Va'loy Aulhorily O8/C0/O2 7lpp 40436 320 16437 035 

8008090 1 00 Nohlicahon ol 0BO01 1 muol nq w/ul.l in Rcckviilo.MD io d scuss T Ml Action 
Plun Hum III D 3 4. "Conirol Room Hoimabl.iy Ronuircrnenls’ S polonl al mods lo 
conr/cl room omergoncy venf-Jntcn sys 

GEARS.G E Ofc ol Special Pro|ecl9 89/00/03 DLACK.S 0!c ol Special Projects 
4pp 46470:144-464 70 14/ 

8008110 162 Submits results of analyses ol spiked samples for NRC conf.rmolcfy meas- 
ures preqram. Result 9 ol Sr-09,Sr-9O 8 Fo 55 u'mvai'nuiu duo lo mnonsistenc os denh 
find during nnalybos. 

GRlDLEY.n Tur.nor>soo VaToy Aulhouly O0/C8/O3 Dot. u f non1 Control Uranch (Docu 
monl Conirol Dosk) ?pp 4G-190 272 46190 273 

0008120290 Applcoucn lor amends lo Llcensos Df ; R-33.DPR-52 & DPR GB, conSiSlmc) 
of Tocfi Spec 247,rc.vi&ing Tech Sftoc Sochons 3.1 1 & 4 1 1 to align plant nctiviios lo 
cu'ronl indusLry l.ro proiochon praclicos A slris 

SHELL, H.H Tornosscn Valuy Aulhorily 0H/O0/O3. Documoni Ccnirol Dmnch (Oqcu 
merit Conirol Dusk) 3p^. 46541 050 40541:1(17 

-8800120313 IVoposuiJ Tocli Spocs.ruviS rg Sections 3.11 a 4 11 in elyn plant ntlivi 
lies to curronl Ir,du9try in© protect on proct-cos & slds 

* Tonnossoo Vnlloy Auitionty 89/09/03. l?6pp 40541062*46541 107. 

0000150094 forwards roLponsa io NRC 800509 roquosi fo' info ro summary of dev. 
ulians Ircni NFPA Codo,mclu<l:ng survmary ol App R iro prolochon upgrade work & 
drawings show ny supprosslon Sys, sprinkler head A dulcclor lot alions W/72 overyzo 
rjrawlngs. 

GRini.EY.R To^.riussoa Va’loy Aulhorily 86/00/03. Documoni Ccntrol Drench (Occu 
mom Control Dosk). 66j]|) 4G515 334-40516 04 1 

0900 120264 Appl.cnlion for amends lo Licensor DPH-33.DPR-52 & DPR G0. addrg su'* 
vodVinco requirements fer ATWS-rocirculalilon n.,mp irlp sys Fco paid 
SHELL. R II Tennossoo Valioy Aulhor.ly (J6/O0/O4 Document Conlro! Dranch (Docu 
rnonl Control Dosk). 2[>p 40515 2/1-46516 310 

-8B09 120267 Proposod Touh Specs ro op-ereL l ty of ATWS & recl'cu’abon pjrrp irip 
sya. 

* I onnossoo Val’oy Authcnly 00/00/04. 4Gpp 46515273 46515318 

9808190203 forwards Amends 152.140 0 123 to Licenses DPn-33.DPR*52 & DPR- 
60,rospocl.voly A safoty ovnluallon Amonds modify Tech SpOC Table 3 7. A by chang- 
ing max opera! ng time lor inboard LPCI valves por 000013 roquokl. 

DLACK.S Ole of Special Projects 00/08/00. WHITE, S A Tonressoo Valioy Aulhcmy. 
3pp 40591 203 465'J l:?23. 

-B80Q I80286 ArnondS 152.140 & 123 to Licenses DPR 33.DPFi-52 6 DPR-OH, 
respochvoly.modily.ng T uch Spec fatrlQ 3 7 A by Chang ng max operalng time for in* 
board LPCI valves from 30 s to 40 5. 

DLACK.S oic Cf Special Projects. 08/00/00 1 5pp. 46591.206 4G5U1 220. 

-8800180336 Satcty ovfl’uatign supporting Amends 152,140 & 123 to Licenses QPR- 
33. DPR -52 & DPn -GO .respectively 

* Ole of Special F'ro.oCK 88/00/00 3pp 46591.221-40591 223 

8009 160 1 97 Forwards safoty ova'uabon A icchncal ovalunbon ropt ro DCRDR based on 
util C61230 submitiel & NRC/Scior.co Appl cations Inlt Co*p in-p/ogross audit for 
period 080222 26 

DLACK.S. Ofc Of Spociai Projects CB/08/00 WHITE.S A Tennossoo Va'loy Aulhorily. 
3pp 46554:150-46554.103. 

-0900160199 Safely ovaiuolion ro util DCROR UM ocliv.l os w.H moot all requirements of 
Suppl i io NUREG 0737 whon ulil p'ovldes NRC w/documenlalion ol comp'olon ol 
function & task ana'ysia & control room invomory 

* Ofc of Special P/ojocts 00/08/09 £pp 46554:153-46554 157 

-8908160200 ’’Tochnlcal Eva'uat-on Ropl ol DCRDH fo f Drowns Forry Lfnils 1.2 & 3*’ 
' Sclonco Appl cations inlernatlorol Co.*p. (lormo/ly Scionco Applications. Inc.) FIN D- 
2103 SA 1C 88/3006. 80/05/02 NRC • No Oolailed All I alion Given 36pp. 
46554.156 46554 193 


100 DOCKETED ITEMS 


6B0BCS0135 N.^C Irto Not.CQ 60 060, ‘ Inadequate Design S tnslaffa'.cn o' Wa'orhgh? 
PorfraiiBT Seal* ‘ Svc iisi erd 

HOSSI.C t Division O' Coerat-ona 1 Events Assessrr.Onl jPosi 370411) 88/08/11. 
Ccr*o‘ da'Cd to sot Co o< New Yet*. Ire 123pp. 46563 290 465T0 CEO. 

8808050249 NRC Info Noi CO 93 061, Ccrtrcl Room HAb labi: fy - Roco.il Reviews of 
Opcral rg ExCQ'ience ’ Sv-clsteficl 

ROSSI.C E. Liv.S'On of Cperai one Evens Assessrrsrt (Post 67C411) BO/09/M 
COASoi dated Ed son Co of New Ycr*. Ire 126pp. <6594 312 4655 5 076. 

8808050295 NRC Info Nil CO 89 062. ' Recent F.ncVgs re Irrplomentdlrn of QA Pro 
gratis Su?p‘ ers cf Transport Packages ” Svc !isi enc 

RURNtn.n F. Civs or. o' Sa'eeoards 8 Trar-sponaho.i <Pos* 670111) 88/08712 
CcrsolidfPea Ed.3or, Co ol New YO.k lie ICIpp <6581 1 55-4858 1263. 

0806220256 Fcrwdrcts Safety Insp Pcpl 50 2G5A88 03 on 890329 0402. 1 1 - 1 5 $ 10 29 & 
ro‘ice cf v p’aiiO'i Hem dealing w/irtcnsistonl des-g-n process.prE'para'ion ol 
SERs.iack o' aueil cn io deia & nadequato qualify ov*-s f}ht noted ir rnsp ropl 
WlLLEH.HJ Regici 3. O’c o! fin Drt?:lor bfHC8/l2 REED.C Ccrr me. i wealth 
L*$o.iCo 3pp 46601 10G 46301 284 

-8809220262 Notice cl vc'atcn frOir i*up on 660329 1802 V.oUtioo rovsd Procud J e 
Zap 3 51-4 napprop'.a'o :o circumstances 'c. sic-d reasons 5 iradeqj.no desgn 
coot 'Of rreasu'es 

MILLER, M J Region 3. Clccl *he Director. 88/39/12 5pp. 4660 1 '&9 46601 203 

**£900221)266 Sa'Gty Sys C-haga Mcj r.sp Hepl 50-235798 03 on 680320 0602 Vio ’a 
tor-s no’vdMa si areas rspecied desigr.nsfa' 3!.n & leslrg cl several mods ‘o be 
pe.-'ermed our rg ojfage A tM conecl .e acltr prog*an 

VIN.lt. HASSE.RA, VANCFNOlPjH.C Rpg.0'1 3. O'C of tie Di'ectC' 90/CBM2 
5?pp <6601 204-46501 264 

8809090264 NRC m'O Nr..<S 80 GO3. ’ H 51 RadiahOn Hazards From fftadated In-Gcra 
Octecors & Cab es “ Svc fst end 

ROSSi.CE Cv.son ol Ope/ai-ora ; EveM9 Assrssuiy'M (Posl e/041 v) 08/C6/15 
Consol dated Fdiscn Co. o' New YCik. Ire 1 1 0pp 465e9;Gf>5*46509: 1 7 A 

8808190039 Fcrwa'ds Satofy nsp Kept 50*235/88 15 Cn 800628 33 & 0803 .No vela* 

! ons noied Potenirai erforcemert action re discovery cf Qjl cl-tc crance sa'cty valvos 
wi‘ be susj cl SGpara'o correspondence 

HA HR SON, J J Regan 3. Ofc o' Ibe Dreclo: eO/06/«5. REED.C Ccrrmor.wealf'i 
Ecfison Co 2pp 46598. H 2-46598 1 19 

*-8808190049 fnsp Kept 50 295/88 '.6 on 963628 30 ^ 0803 Open item ro per/:h test* 
rg cl Crosby va'vos notodMa/o/ a'eas mspccred LEn 39 612 re IlsI rrc f ncds ol 
ma:i stoan safety va\da uuzccdro h:ch setpom: lc!erar.ce v.hei ies*od by steam 
HUBER, M P . SMITH J F . DAN ElSO.N D H Region 3 Cfe Of Iho Di/oclo.' 39/08/1 1. 
6cp <6538.114 46598 U 9 

8808110206 NRC Ido N'Obtn 83 Cd. Pepcrt iq Fiws n N'lc ca.* Process Sys at NjcIg- 
at Power PlaniS. ’ S/c -st C-.nc 

ROSS'.C.E Csis:on cf Ope'atiora Evenls Assessment (Posl 870111) 88/C8/1B 
Consc aaled Ed son Co. o< New Vein. Inc 1C ipp 46643 CCM -46643. 10 1 

8808120327 NRC Ido Noios 88 065. "I'laiNe'Viri C'at rtgas o' Spsf t Fud Poo's. ' SVC 
-st ercl 

ncSS:,C.E D/ision cl Oce-'ai-ona' Lverls Assess.Tert (Pest 8/0ni) 99/08/10 
Cense deled £d scr Co. of New yc-k. Inc. I2?pp 45G2801 1 4€628 133. 

QB0B2SO2O6 Con'i/ms plans lor B60S07 ina-otng Id d.£-uss SALP 7 ropi fc' 
laciUy App'opnaie ccrporalo & plan mgf rcprcserlal sn ai meeting to em.j'e mjiuHl 
eider starrf ng 0' iSSves & '.nrfmgs p.'OSerted ty NffC ercoj:accd 
(jRELNMAN t.G. Region 3. Cl: cf tho Drecfo: 68/CB/JD flEED.C Comrronwealih 
Fd son Cd 2pp 46948 1 62 46648 163 

8803 160392 NRC into No’C-a 88 566. “trrd^stnai Raccgr«»p^y 'r^,p 6 Enic*c eir.or»1 SvC 
'■s‘ onol. 

CUNN N’GHAMft E. Cvisior of Indiisl'ial & Vcdcsl Nuclear Safely {Post 870729J 
03/08/22 COTSo'dSfed Ed son Co cl Now York, inc OOpp 46628:1 34 4 6628 223 

8808160414 NRC Info Not.ce 68 067. F/rH Apm ary FcedwatGr Pump Ttrt.re Ovor 
speed Tia Fa fue “ Svc si end 

ROSSI.CE Division ol Cpcraboral Events Assossmoni (Posi 870411) 88/08/22 
Conso' dated Ec son Co of New Yck he 123pp. 466 l 3 105-46643:227 

8808300209 Fonvaros DRP SecLon 1A masifir aclvles p’ars for Aqg 1989 to JhH 
1 969. nc'uoirvj insps.secuftty & 1 ad at on control 

FORNEY.VVt. Region 3. Ore ol the D.recict BS/C9/22 HAGUE.Rl Roq on 3 Ole O' 
she Dire:»or 1 ipp 466SB 231 466-36 241 


R. Periodic operating reports & re?aied correspondence 

8807260157 Hwtitkt Opeot ng cep's Jjre '988 fCx Zrqi On vs 1 & 2 V4/&&0/06 m 
AUSTi.N.G . PLIML.Gj Co.r noqwoa-th Edson Co 99/06/30 12pp 46334 318 

Jims/ ' r 


8888030180 PNO HI-88 067 on £80722,con1ro fed shutdown irii aiivi t: 
leak Ur.l down fo' more than 48 h for steam toak ropoir & ^oN-cnj < 
exh b.red wan ih ckncss of less ibpn threo »nches Siafo of fL coiified 
HINDS. J. FORME Y.W Rogon 3. Otc ot VhQ Orecici Cti/07/25 
4&470.14B 

0608080095 Summary o? Operahrq Peocicrs Fvonls McQfmg n»).*F) on 
attendees & summary of reacto' scrams encf 

LANNING.W Evcnls Asso&smpru FJrancb 88/07/26 HOSSI.C I: I)' 
at 0 Pa' F;ve n Ls Asfie s srronl (Posi 8 704 1 1 ) 1 3pp 4640? 100*40462. 1 0 ■ 

8608100259 LER 86 014 00 on 8B0707,mcomploto charm.o 4 enf’ 
r.oiod Caused by porsonnol orrcr.Prussu.'i?or PORVs loslod 8 Tocii Nf 
roc»uj'oments rev. owed 1o ensure corrp.'ianco W/8B0304 lir 
STCDDARD.M, PLJMl G J Commonwealth Edison Co GO/Cu/OO. '■ 
46501 C66 

8600180224 LER 89*0 13 00 cn 800713 roacto' Hip occurrori on sIl.'iiii i 
llcw n- is match w/fow si earn gereraior fevo I Caused liy squ.Vu rod 
5303 modulo failu'e Modu’o replaced W/yBOdi 1 Itr. 

LESNET.M , PlIML.GJ Commonwoallli Fdiscn Co 88/00/ ri N 
46569 053 

86O019OOQ2 LER 80 015 03m 880/l5.Ed.son sys gnd voltaqu < 

0jo lo unusually ti gh had don'and Caused by sys y f d v'dllmju h l<*« 
genoralcr sccurod & Dus 147 restored W/08081 1 l!r 
FANNiNG.G,. PLIML.G J Coiimonwunlth Ed.son Co Ilfl/Ort/l t 14 
465S9 C-C4 


8C00250234 LER 8B-Ol7 00cn 890723 roador trio occurred whim po* 
power- rar go porrr issivo R 10 splpcmt Cnuse(j by person 1 .ol rrcH 
doticicncy General OperaU r q Prccoduro GOP 4 w II bo trhiU'Ci'-il I 
89381 7 Itr 

WlHTER.M , PLIML.GJ Ccrr.monwoallh KdiSCn Co 60/CI1/2? 
•16646 116. 


DOCKET 50-296 BROWNS FERRY NUCLEAR POWER STATION, UNI 


F. Security, medical, emergency & firo protection pfane 


8807060520 Ge r or-c LH BB-fO to a I power roatlor 'icensouft A hc'itru 
prove 15 re perch a so cf GSA approvod soennty contamurs Svc lint < id 
MtRAGUA.F j. Asicciata C-rcctor tor Projects tPot>' 6?04' 1) (WWO/d 
Edison Co ol Now York, inc, 3lpp 46300 299 46383 329. 

8808150243 Panral /ospense 10 FCIA reqjnsi for duCumnnh I 0 
documunis App L documents mainland m PDH Apps N A O ilc::u* 
lolaily w. in ho! d. respectively (ref FOIA Exornpllcn 5) 

GRIMSlEY.DH NHC ■ No Dotaled AfM«alio*i G von UU/07/0 r i JO.* 
Nol Assgncd 14p? 4650' ' £4-4060 ' V30 

--9B0B 150376 Discussos 84C502 inlerprotfllions of App H ro U Her 11 J p<; 
HARRISON.G L l censinQ Branch 2 84/05/30 GILIN5KY.V (Tomr 
<6532 152 •'♦ 6502:1 55. 

000/270239 ForwaroS oxefcisn repl for 87 1 1 0d Oxorc.SO Of offfliln emu* 
n-e-ss plans ler p'anl. 

KRIMM RvV Federal Eme/goncy Managomnni Agency 60/0// 15 <•' 
sion of Radai-on Protociion & Emergency Proparednesn |IV. 
46335 207 46305 340. 

• 8807270245 'ExerC-se RGpl tor 071104 Exorciso <>f Offsilo Had ;>fin 
Preparedness Piars for Browns Ferry Nuclear Power Plant *' 

* Federal Emergency Managemo/ii Agency 00/02/24 SJlpp 4t.mt 

08-08020272 Requests lhal 860808 App R audit be roschoduluil 'o* 

881033 per 600713 lelconw/t^RC 

GRtDLEV.R TonncsSGe Valley Aulbor.ly. 08/07/25 Docunionl CcrW; 
meni Control Desk). 2pp 4G370 307-46370.308. 

88081501 11 Forwards part-a'ly w,1hhp:d Insp nepls 50 259/0U.20. 5S . 
206/86 20 on 860627-0701 No v.olalions or deviai ons noted 
MCCOY. FR. Ofc cf Specal Projocis 08/00/01 WHITE, 5 A loiwu 
11*0/ ily 2pp 46542.104 46542 106 

-0808150117 Partia ly w.thhpfl Insp Mopls 50 259/88*20. 50-260/ 08 . 
on 0BO627 070t (rof 10CFR2 790 & 73 21) No violations kf*TW 
nspocied se-cur.ty program, socunty organiznlion & security prog/nm fl' 
ENNIS. J D Reg on 2. Ofc cf Iho Doctor. 00/07/29 Ip. 4654? I GO 4i 


8308170007 MCrmWy epera-irg repis lpr j L 1 1 989 tor 2 en Gareratno S'a* on Uri’s l 8 6608040247 Generic Ur 38.12 lo a 1 ! powor reactor liccr.soos 8. nj)j>1 r b 

2 W/ 030604 ip. 9 fire protection reqj rements from Tech Spocs Svc fisl end. 

AUSTiN.G, PLIML.GJ. Cc^mor.wea’lh tcscu Co. 89/07/31 12p») 46571 022 M.RAGLIA.FJ. Assoc-aie P recto' for Projocis (Post 87041 1) 0B/C8/ 

46571033 Edison Co of New York. Inc 52pp 46463 231-46463 342 


S. Reporlabfo occurrences, LERs & related correspondence 

0BO8I6OOO1 LER 80 012-00 on BBOBlT.doie.-m nod 'hat “as fo-md* va’ve soipomls for 
a I 20 mam steam su'ety valves railed requmd 1% s-etporm pressure 
ipforance Cojgg-J by perso'.re error Persorre: Han rg cond jddd V// 080804 l|r. 

46559 13? Pt, ^ L ’ UJ Commonwealth Edison Co. £8/07/16 4pp 46559 129- 

0808170013 LER 69 CiQ4-0loo 680224.cas€l goneTSlCf 9 rosnuaVy shjl down duo 10 
sudden drop n goneratcr load & excosswo v tra'ion.Caused by seuuro of lu'bocha'q 
er & b'oVen fower shall between irrpG t&r & sha't tearing W/QQ3801 hr. 
KRYS'AK.MW, PLIML.GJ Cornrcrwea'P Edrson Co 89/07/19 4pp. 46564 076- 


8G08090f31 Revised omergoncy p'an imp.'Gmuntrng proceduros.'r.cludm 
4 'Ope rat-o ns Duty Special-st Procedure for Genera! Emunjoncy ’ A 
’ Pian*. Assossm&iii Stall Procedu-o lor Alon.Sile Aroa Emprconr.y . 
GRlOLEY.fl.L Tennessee Valley Author I ty. 08/08/02 56pp. 46471 01 

8808120290 Applicat-on tor amends to Licenses OPR 33.DPR-52 & 0‘> 
cf Tech Spec 247/evismg Tech Spec Seciions 3.1 1 8 4.11 lo aFgn 
c-j-ronPncfuslrYliroprotoctionpracfces&stds 
SHELL.RH Tennessee Valley Authority 88/08/03 Document Conlr. 
men 1 Ccnlrol Oesk) 3pp. 4654 1059 46541 187. 

-8808120313 Prcpose-d Tech Specs. revising Seciions 3 11 & 4.1 1 10 
1-es lo cutienl industry fire prolochon practices & side 
' Tennesseo Valley Authority. 88/08/03. 126pp 46541 062-4G54 1:10 


reo cpen w/no tvo v/jicn posma & burvei-orco HfoccdU'n i 1 ' 5.3 4 3 pario'mod w/ 
CCfo spray & RHR in.ecnon vaivos energi/Gd 

1 Rog cn 4. Ofc of the Di'ccicr B8/07/21 2op 46513.065-46513 066 

* 6608110328 insp Repl 50 296/88-20 on 800601 07C 4 ViOlal cns nnlod Ma.Of proas 
nspocied operahonal safely ve' ficatiqn monthly serve itonco & mamt 
ebservat-ons ESF walkdown.lt ballot n 08 00b lollowup.fad 0‘Cig ?al p:oloct<cn A secu 
nty. 

BENNE1T.WR. CONSTA9LL.G L. Region 4. C'c of IhO Droclor 89/07/16 flpp 
46513 CD/ 46513 074 

8608040247 Generic Ur 00 12 to n'l power rcacior iccnsoes A app'icanls re ran ova* ol 
tiro p'otect-on roqui'emonis from Torh Specs Svc list oncl 

MIRACjI IA.F .J Aasuciaio □ recicr 1o- Presets (Post 0704 1 1 ) 00/00/02 Corscl da'ud 
Ed.Scn Co Of Now York, lac 52pp 46463 28146463 342. 

66061 10342 Requests lhai ut-l recons.cor revising 8QG610 amend requost to conform 
w/slell posil-un on survo.llaaco roqu romenfs for fro UU'nor porotraiion sons 
LONG.VVO Project Ureciomli? IV 00/08/02 TRLVORS.G A. Nebraska Public Power 
D.slr.cl Spp 46499 165 4G4U9 169 

6808190001 Ferwards Insp Rep! 50-298/69 23 ori QUO/06 3 1 No violatcns Ct devi- 
ant). 1 -s noiciJ 

CALL AN. L J Reg on 4. Ole of mo Director 68/00/10 TRLVCRS.G A Nebraska 
PuJ>!:c Power O.SlriCl 2pp 46597 001 4 6697.01 0 

-*6800190002 Insp Hepl 6Q 298/B8 23 on 880705-31 No violations noted Mu|o* areas 
mspoctod LER fcl!owun.cperat onal safety vouf cat on. monthly surve.l once & m;ml oti 
sorvat.ons, radio'oy'cal proieclioa & sccu.iy 

BENNLU.WR.. CCNSTAOLE.GL Regon *1, Ofe of iho Director. Hb/Cfi/OO 8pp. 
4659/003*46597 010 

8806180033 Requests lhal 880113 irr.be wilhho'd from pub'ic d scl3S.<re A all oxiStnrj 
copies conircllul per I0CFR73 21. 

THEVGHS.G A. Nebraska Public Power D.Slr ct 08/08/ 1 i Dpcirnont Conlrol Branch 
(Oocurr.ont Conlrol Uosk) ip -16591 2/7-46591 27/. 

$800220 f 72 Forwards insp Ropl 50* 2,98/08 -22 on 88071)5 -tm Ncj wj'utor.S r.olod. 
CALLAN.LJ Reg on 4. Ole ol iho O rector 88/C8/12 TREVORS.G A Nebraska 
Publ c Power D strict 2pp 46602 337 4C602 339 

-8808220175 Insp Repl 50 298/88 22 on 880705 08 No v.cWons rntod Vajo: aroas 
inspected assessment ni:Js.ccninu;orcy plan iirp'onionlfliion A mail co-'drcl A 
accountably Dolai s w.lhl-old (ref lOC F R2.7nO} 

KELLY. J A . EARNEST. A U , EVERETT.RJ Mcgon 4. Ofc Of the Director C8/00/U3 
lp 46632.339 46602 339 


H. General correspondence 

6808310062 Roquosis NRC acl on to rduvo undue risk pusod uy HWH lliorrunl hyiJrnj 
l c ins1ab:My NRH shuu’d issue otoor roqji'ng a I GE DWR lioonsuus lo subni 1 ropi lo 
NHCw.ihn 1 yr dorrenslraimg compl anco w/GDC 12. Pointed info er* d 
HIATT.SL OhoCili/ons lor Respjns bio Energy. 80/07/22 Office of Nuc'oar Rear, 
to-' Rog.ilat on, Drocto' (Posl 8/0411) 12pp. 46727 025 40/27 050 


I. Financial Information 


8808220204 Advises that uM 880/27 sut)'mlla1 c‘ liiuinciil nfo (or 1908 sntsfios ro 
quire.'nonis of 10C^FR140 21 

NASH D A Po'icy Oovolopmenl 8 Tcclmcnl Support brnncli <Posi C704U) 60/CH/ 
17 IHEVORS.C1 A Nebraska Public Powor Oislncl ip 4 6603:350 46603 320 


J. Insurance & Indemnity Information 

0808040225 Forwards iSfOU info suppod r.g ur/ guarantor? of dolorred insurance pronv 
urns 

TREVORS.G A Nutiraska Pubi c Power Disinr.t 68/07/27. Dncumoni tionbel Branch 
(Oocurrent Confrof Desk) fi9f>p 4C43A 00 f 46436 060 


K. Utility Final Sofoty Analysis Reporl (FSAfl) & amends 

8808020202 Foiward9 Rov 6 10 updated SAM for Cooper N\ic!QiV Station 
KUKCL.L G. Nebraska Pubic Power District. 6R/07/2 2. Documont Ccntrcl Rranct? 
iDocunr.onl Conlrol Dusk) 2pp. 46370 2 10 46379 076. 

- 8808020205 ROv 6 to updated SAR for Coopor Nucluar SlQtion 
* Nebraska Pub'ic Powor D.StncI 80/07/22 225pp. 4 6370:212-46370 076 


P. Operating license stage documents & correspondence 

8807270293 Requosts liifit r.oxl DCROR suppl reflect mods to bo jpo.'foirrou during 
f909 ovtoqo m aMtiist ) to mods po^ctmoii dnt r.g }f)8B oulago Suppl 3 submrdaf 
9hould be postponed uni 1 60 days otter complonon of 1989 o^taco 
LONG.VVO Project Oroclcroto lv 88/07 /h. 1REVORS.G A Nebraska Pub'ic Power 
District 4pp. 46307 1 46 4630/ 149 

BB080 10104 Advises ihat util position In 080301 oppl.caliqn for amend lo Liccnso DPR* 
46 net jusiified in v.ew of fact that contzi'nmonl veniing omorgency procoduros based 
on both oxygen 8 hydrogen concenlrat ons per Generic Ltr 06 36. 

LONG W.O. Pro, eel Directorate IV 00/07/ 19. TREVORS.G A. Nebraska Public Powor 
Dislrict 5pp 46363 211 46363 215 

8807280025 Forwards responses to 000422 request for atfcfl info ro SPOS W/oro ovor- 
SiZO drawing 

TREVORS.G A Nebraska Pub'ic Powo: O sincl 8Q/0//21 Document Conlrol Branch 
(Oocumont Control Desk). 20pp. 4632/ 055 4632/ 097 

••8807260038 Chango l.Rev 1 to SAIC-06/l 797, 'Summary of Human Factors Activjtios 
Related to Coopor Nuclear Station P'anl Wgt info Sys A SPOS." 

LOBNER.P Scionco Appl.catons Intomailonal Ccrp (formerly Sconce App'icalions, 
Inc). 88/06/27. 22pp. 46327:076-46327.097 


Lon 44 1 1(2). UVvn Feedwaier No?i!o & CHD Hoturrx L no No? 2 io Cracking con 
Uuciod d..nng Spring 1 9GB rofuO'iny o.itago 

TREVCRS.GA f/obroska F J ut>l c Power Die!'. Cl. 83/07/25 Cocumunt Ccnirol Branch 
(Document Co^'ci) bonk] 2pp 46449:f 56-46--J49 lb/. 

8008040006 Forwahjq rov.sed & new rebel requests & p'Cyrom ccrreciior.s lo succnd 
10 yr mserveo testing prcg*am AJdl revrow of prog's'll -dent 1 od r.eod for further 
chnmjos to p'o^rom inUudng rov of exisli-g rol of roquosls. 

IHEVCRS.G A Nob.'dSka Pubic Power D sir.cb 80/07/29. Docunr.or-i Contro 1 Branch 
(Documont Control Desk). 94pp 46424 21 1-46424 304 

0000110342 Hotnic sis Midi vbl (CCOns-tdcr rev.svrg OBCfifD errortd mqteyf fo cen term 
w/sioff f>OSilion cri surve-UanLu roquircmunls 'or fire burr er por.oiralmn seals 
LONG. W.O Projeci D.rec’O'aie IV 6H/03/U2 TFlLVOnSGA Nebraska PuDlC Pcwor 
Uislnct. 5pp. 46490 V 65 -4649 9 169. 

060809024 5 Hnsponds !o Generic Llr 69-11 ro rnUoii^n <*nbriUVrront ol reader vossr-l 
mails Moihod used lo calculato prossure-icmp 'iTiits sutimiilud n Rmiiostd Crange 
48 hasoif on Ron tiu tfo l.Od.Hov 1,w/co:roction facio: acco.inimg lor lost data 
TREVOHS.G./*, N/rbraska PubJrc Powd/ Dndricf M/C8/QJ. Document CotXtcl Qmnch 
(CocumoiU Conlrof Oosk) 2pp 46*177 306-464 7/ 306 

Q80B 100033 Forwards Airond 124 to UcLnsn UPH-46 & solely ovaluatcn An o-'d ro- 
v.sos Tech Specs ro solpohlw for un-'forvo'taqn roiays 

LONG.V/O Projoct DuCCtOraiO IV. 8fl/0l)/03 TPLVORS.GA NabraskO Public Power 
□ strict -Imp 464?fl;174 4C4 71) 1 83 

*♦0000100034 Amend 124 lo Lcenso DPH -i6./e-vjsvv; /c’ch S^ucs to sofr>cr>fs iot un- 
dervo'.iago rcioyfi. 

CALVOJA Projnci Ornctordie IV U6/O0/O3. ipp 46479 1/8 46170 161 

*•8808100035 Safety o/aluat*nn support ng Amornl 124 Lo Licu‘*so DPR-46 

1 Olhco Of Nuclear HeactO' nocuMron. D.rocicr (Posl 3704 II) 08/08/03 2pp. 
*16470 192*464/0 103 

08081 10094 Ffosponds to Gen on:: LU 93 Qi ro IGSLC in UW'P auVnnbc sran.'css side! 
pip rig L:ccns<?o w II notify NRC ct uny irlonlilied lluws that do nol moot lWB-3fi00 cn- 
leno of Suction Xi cf Code for cor‘.!irn.ocl opomt cn w/o ovaluaiion. 

KUNCL.L.G Not.raakn Public Power Cisiricl 69/03/03 Dccumont Ccnirol Branch 
(Docurnunl Control Desk). 4pp 4G500.3D1 46500 304 

8800180212 Forwards Arnold 126 lo LtCQnso DPR 46 & snfoly ovak;olion Atoi cJ dc 
lotos ruciu romcnla lo part-oly *lrcko MSlVs weekly. 

LONG. WO. Prpjotl DhcdO/Ofo IV 09/00/99 TREVCRS.GA. PuU C Power 

Oi-Slr.cl 4pp. *'.C 555 292 46590:292. 

-*8800180214 AmonrJ 125 to L COnso DPR Afj.de'ut tq ro<;ui:arr.ont to partly stroku 
k'SlVs woekly. 

CALVO.J.A. Project D fcctornto IV 89/00/60. 4pp. 46690 206*49685 289. 

*•8009100217 Safely cwa'uatcn S'jpporlrwj Amend t25 lo Liccnso DPR 40 
' Otl'co 01 «M uCloa’ Rcjcior Hogv'aton. Ixmcior (Pont 9704 ) 1) 39/ Of)/ 08 Jpp 
•16595 2«D*465U5:292 

8803180419 f'oivy.tuls * Lo: , u*Tofiii Plan for Code O jalrliculmn of Soismlc Class iS Pifio 
Sjp*)orl9 Cooper NuCloar Slotion* 

TrtEVORS.G A Nebraska Public Power D.sirld 80/CO/12 Oocumunt Ccnirol Orarch 
(Dccumont Ccnirol Dosk) If) 4 65911:074*46666 093 

**0008 ffl0422 lory T<?'ra Phin iot Code Goal frc/if on of Sorsmlc Class IS Prpo S</;>* 
pails (^Oijp-or Nuctoar Sta! cn." 

* Nob osku Pul:lc Power Districl 88/00/12 19pj> 4G5I10 075 4659U 093 


O In9pocflon reports, IE Dullollng & correspondence 

0806200295 NRC Info NoitCO 08 032. Prompt Hopcrnng lo NRC ol S-gnljcanl Incidents 
Irwolv.ncj Hadioaclivo Moif" Svc list end. 

CUNNING! fAM.H L-. Division ol Industrial & Mod cal Nudoar Safety (Post 8-70/29) 
89/05/25, ConsolidatuiJ Edison Co ol Now York, Ire 120pp. 46398 1 ?0-4639n 290 

880822022 2 RosporuJf. to NRC C60531 llr ro violalons nt?t 0 d in Insp Rep! 50-230/ 87* 
10 Corrective aci-ons ut I has commitment lo pul irk place h gh (fja'ily ccnligurnton 
pregrum lo co laio design basis into 

1HLVORS.GA. Nob'aska Pubic Power Dsbicl 68707/01. MARTiN.n D. ROg cn 4, 
Ofc oftlio Director 2pj) 46603.120*46603 129 

8808150243 Pnrt nl irjsponso lo F CIA requrjst for documents Forwards App M 
tfocurnonrs Ann L documunl-i mairialnod in PDflApps N & O documents pa'iially & 
lota'ly wiltihccJ,rer>pL'C|ivo:y (rof FOIA f>tomplion 5) 

GRIMSUE Y.D.H. NRC ♦ No Doieitod Alli'ratlan G von 00/07/05. JONES.C AIMiatmn 
Not Asvg nod H p p 4650 1 1 84 4 650 1 : 1 90. 

■8602050102 Ffoquesls idonfificat on of cf.v contact for rog-onaf insp to-am leaders lo 
arrange NRR n'tcmativo shutoown & ire protection tovlcftor tochnical assisianco on 
roglon based i>os-Miro salu shutdown :nsps Schodu'o of insps sbbrrinud 
PAHILOW.j.G Div of insp nc bon Prcgianns.lE (850212 070413) 86/01/29. 

BERNERO.RM O.vlsion of Rolnu Water Hoaclor (DWR) Llcor-.slricj (851125 070411) 
2pp 46503.310-40503.319 

8807280400 Rosponds lo NRC 08062T Ur ro violaiicns noted in Insp Repl 50-290/86* 
f 7 Corrocfivo actions Cfl.RT va Vo Ir.oup was rovenf/cd 8 second verification agnattro 
addod to procutUro 

TREVORS.G A Nobraska Pubi c Powor DJstfiCt. 88/07/ to. Do-cumonl Conlrol Branch 
(Document Con'rol Desk) 2pp 46345 001-46345 002. 

0807280367 Rosponds to 690623 roq^osi (or NRR position on Itconsoo rov.ow ol h- 
service insp program charges Ons to comnitloo rovtow of msoivco msp program 
chaneus not roquftod oxcopt m unusual clrc urn stances such os coito rolul. 

CRI/ fCK FfELO.O. CiviSion of Roeofor Projects * KMV.V & Special Pro.octs (Posl 
870411) 68/07720. MILHOAN.J L ROQton 4, Otc ol Iho Director. 4pp 46314 346 
45314 349. 


102 DOCKETED ITEMS 


A't- a-'. ads tP U*nv?* OFR 11.om-6d & D?H 68 cons-si-ny 

u\ re*!- b>;-: Ou^o 2SJ/c‘»* f 9 co“*ro‘ *0:01 ox-dgency vent lal on s>s ope 'a be ty 

G^cii'J n S TcV4is% Va'ey 68/00/ 1 /. Cockironl Conlrcl Branch lOocu 

n .n Ctrl* cl be s «• > 3;-p 4664? 32 1 466*17.336 

-aece2W2W ?co^-<J Tech Spec Fa*ss 3?MM<I a 37/4 7-20.fe-3«ng conuo' 
r;:n c' 1 '?‘uC*>Cf v«*ri*ar or. s/S ope-ror.-ty •ci«ur€-.' 1 'C'ris 
’ fe-res: :’o Vai'ey Aj'tor.f/ 0S/C8'17 1 ?pp 46647 32*1 4654 7 330 


0 impact on rcpo/ls, i£ Bui'el ns A correspondence 

6835200295 f,*=5C In' o W„cc 69 032. ’ Frerrpi Rgc j** ng ro NRC c? S gni' cam Incrdcnh 
r.c 1 . -.4 Rad:a:* .* W S/Cfst erd 

(A,f.NN2f J AURF L'Hft VI o' & f.'ciu No'-ear Sitety (Past 8707291 

83 :5'?S Cc ^c’ Ja'cd Enscr. Co cl New Yon-. Ir: i?Cpp 46306 179 -16350 298 

8897260314 Fc'#.att3i tespor so Id Sup?' 1 10 £ 0u 'CiVn 85 603 & ML request (0-* eifdl 
-,» 0 r e ft b-vls'n £5 003 0 fie, en?ill c'essures Y a >re been P'cvidcd based cn pre'iTi- 
r.Kr cd?:-‘at ;u$ !3* • r s<Ner1-:n: va‘»e m sposmor rg. 

GH j (-VR icmc^e va'te < Ajrnor.ry £6/07/ 15 Document Ccniroi Branch fQccu 
re*“i Oc^d DeiO Mp? 4030-1 ii 6 46jC 4 I2j 

8807200162 1 :a NRC V.fo Nr.i ce 06 "46 Liter sod Rfc?t cf Selective Rofu'* 

t ‘t<: Gnu* 3*eaKis" Svc f«i end 

nCSS CE D.w'rn ol Ope*-aicnal Eve* is Assessment (Post 8704 11). 00/07/21 
Corse’ sa’ed Fd->cr Co o’ Nc* York. ;rc ‘2 H‘P 46380 054 46358 178 

8908 1 10177 Ack ie:«pl 0' fc806?4 Hr rforni ng NRCcf step* lakon id co'rcci violations 
nc'cd.n <*-p Ht-pK 50 259/68 C5. £9 <60/06 05 & £0 296/88 05 
MCCOY FH C 14 e 1 Special F.ciett: 66/07/25. WFTE.SA Teruiasseo Valey Au 
Tcrty ?i>P 465*3 CO 7-4651 3 008 

8907200245 N r *C cJt'ei.n 60 €09. "Thinc’e Ti,?o Fn.iT'g in Webln'hcusa ReacloV 
S /- si cn; 1 

PCSSiCE C .i*on o' Oporaioral E.errls Assessmenl {Post 070411) 89/07/26 
Conso oa'ca Ejso'i Co ol New Ycrt. Ire 1?3pp 46318 070 46340 192 

0897210218 NRC rlo Nolice 66 052 *Fa«’ure ol nJ/Su'enno Tandem o 1 Fleichc' Sun 
Af/caf* B/aih/litrapy De/ccs Dur rj Pa:iani T r e-aiir.eH ’’ Svc i si e^c 
CUNM,G" , A*^.R £ O-vis dn o' Ir ^.islna' & Modcal Ntc'ea* Safely (Pos f 870729) 
66/0//27 Consc'daiOd Eo son Co o 1 New York fnc ICBpp 46397 029 46397 136 

8 SO 7 72003 4 hRC ir.lo Nctce Bfi 053. ‘ucersee Violal o-'s ol NRC Regu' aliens, Wr ch 
Led ‘o Med-cal D ajnostc f. 1 sa J^insst/ai-ens * S/z fi5l enci 
Cu%*i'NC»HAK».n E Dvuori cl Sr.djs"ia1 a Medical Hjclba/ Sa*^ Y (^osi B?07irb) 
60/07/28 Co.v.a'idaifJ Ed scr Co o 1 Nsa York fie 10€pp 46395 263-46397 028 

6807350^93 F*RC trio SaVie 66 054. f ai'ute ol Circu.1 BreaVer Fotcw.rp 'nstaiaion 
ci Arr.p*cctor O./ec 1 Trip Aiiacbmeni " Svc iisi end. 

RCSS’.C E D , yon cl Opera:i2na' Evenis Assesprrenl (Posi 670411) 08/07/28 
Cor^c ‘3a’ £5 fcdsooCo ol YotV. Ir-c 12\pp. A641? 020 46417 HO 

8808150111 Fo-wards pa^a' y w.irhe’d Ir.ep Pop:s 53 269/88 20. SO 260/89 20 &. 60 
296/00 20 o*\ 00C62? 0701 4;^ v.c'aivor'V or duv&i cos riot%d 
MCCOY. r ft O'c a* Spec a' P.ojocts 68/C9'0l WHITE S A Tcrnessee Va ley Au 
11-oMy 2p? 45512 104 4651? 1C6. 


8808020102 NRC Info Nolico 8U 060. “Potonbnl Prob'uvns 
51L Time Oyercuveni Relays “ Svc 'isl of«:l 
ROSSl.CE O.v s cn O' Oporationnl Events Asbt.sS’non 
Consolidated Ed son Co. of New Ycrk. Inc 120pp. 4663G: 

0800030112 NRC fn'o NobCO 08 G69, "WSIV CiiiKJo Mdif I 
Svc l»d end 

ROSSl.CE O.v sen cf Oporabonol Events Assossmori 
Consolidated Edison Co of Now York, ln<: I P 1 pp 4040/ 

0808040062 Suppl I 10 NHC In'o NOliCd RH 004. ‘ |nnc)o<).« 
la' on of Fi:o Barrier Penoirat on Snals *’ Svc lisl unci 
ROSSl.CE O.v son of Operational Events Assossmun 
Consol dated Ed.so-n Co. of Now Yo'k. irir 121pp. 

6808050135 NHC Info Nolico BR 060, “JntiiJoiiufllo Dnsi^-i 
Pcnetraton Sea's “ Svc 1st oncl 

ROSSI CE. D .vis ion ol Oporahonal FvcnlS Assom.iih-ii 
C cnso idaled EosSon Co. of Now York. Inc 1 23p[> 4(>5G f ) 

8808050248 NRC Info Nct-cc 60 Cf>l, Control Hoorn Mull 
Opcralmg Enperenr.o ” Svc 'iSt or;cl 
ROSSl.CE Division ol Oporaiioniil Events Ab30Ssrmui 
Ccnso'irfated Eu’son Co of Now York. InC- I26pf> 4C J >94 

8808050295 NRC Info No'cc* 06 062. ‘Ttcccni rmjfttjs n 
crams by Suppliers of Transport Parknyoh ' Svc list 
uURNETT.nF. Civ-scn of Safeguards & Tfnnsportnt 0 1 
Consol dated Ed sou Co. of Now York, trie* loupp. 4fiMt 1 

0008090264 NRC in'o No'co BR 003. 1 1 gli Hiidaiian I 'n^ 
Ce'cctors & Cables. " Svc l si oncl 
ROSSl.CE. Division of Operational Lv<jii 1"' AtrSussmnn 
Ccnsoi'daiod Edison Co 01 Now Yo f k, me 1 iCpp. 4bb(>'3 

86081 10206 NHC .‘r'o Notice 88 064. "nuf>nrlifm T run in I* 
ar Power Pla.vs “ Svc ’isl oncl 

nCSSf.C E D.viscn cf Cperaiionnl Evcnls Assossim*i 
Ccnso’idaiud EdsonCo of New York. Inc- I04(>p 46f'4:i 

8808120327 NHC Info Noi-co C0 0G5, "InniWorlout l>mrmt; 
1 SI oncl 

ffOSSI.C.E P.v.son of Cporaiiurinl livtinlb Asbossmun 
Ccnsol daled Ed son Co of Now York. Inc I23f>p 

8808160392 NHC In'o Nobco 68 06G. "Inriuslnnl Haci og*ti|: 
‘isl e.it.1 

CUNNINGHAM, H E Division of hidub'ri.il 8. Muificnl Ni 
69/08/22 Co-^so'idaii.U Ed son Co of Now York, fne UOf 

0008160414 NRC Info Noico 00 06/. "I’Wfl Anxi’uny I <*< 
speed Tr.p Fa lure “ Svc I st orcl 
ROSSI.C E Division Ol Oporot'o.-ml E von Is Assr'snrr.cr 
Consol da fed Edison Co of New York. Inc I2:)pp dOf*‘*:i 


R. Periodic operating reports & rolntod corroaporidcnc 


“8808150117 Pan a L w ihhe d 'nsp Repls 50 259/09 20 50 260/85 ?0 A 50 296/08 20 
on 650627 0701 {ref 10CFA2 7£0 & 73 20 No v.c'a:cns iden'.hed Mi;:r reas 
■rspocc-d secjr ty prcg am.sec jr Fy organ. tario-n A. secuuty program aoo 1 
ENN 5 J D Reg on 2. O'C Cl D reolci eb'07/29. ip 4654? 106 4664? 106 

8807260019 NRC “nfo Noi CO 89 €5S. Po'.en'iil Problems Caused f# Sna'O Fa i‘ye ol 
ESF SA.r,g Bus Svc I si Cn:l 

ROSSl.CE Division cf Cperaicrai Even's Assessment iPost 8/041 1) 60/00/03 
Ccr.so'ida'tfd Edison Co Cf Ne// York, fnc 121pp 46437 121 46437 241 

B8030302B9 Suppl 2 fo NRC Qul Clin R0 005. Nonccrforrr-ng Malls Supp ed by Pp.ng 
Supplies lr 0 e* Fu'scrr.NJ & Wesl Je sey M'g Co at Wit iarr.siown.NJ Svc list ead 
ROSSl.CE O.vsion of Oporancrai Fvents Assessmem {Post B70411J 89/00/03 
Cor.so' da'ed Ed. son Co cf New York. Yic I49pp 46558 121-4G538 269 

98081 1015G Provides ro/.sed scnedi.'e Id' co^p’eton ol verdo* manua's co.mro pro- 
gram escussed in l*»! 003129 lb. Schedule for ccmp'eton of HPCI vendor manual wi 
OQ ccrr^ cled on 68 1 025 

CiRlDlEY n TerTessce Va fey At'hor.ly 88/08/03 Oocumer.i Conlrol Brafch iDcCu 
rrtnlConiro: DesO 2pp 46499 251 46499 252. 


ri'usses in H.pr-g uo a nee ted t 


8997250008 Suppl 2 ip T«riC bt n 89 008, ‘ Inc rmai ^ 

RCS Svc I H end 

ROSSi.CE Dun on o* Cperano.iai Evens Assess-mcm (Post 67041 1). 60/03/0 
Cor.&c-'-da'ed EC.spnCo cl NewYork. )rc I21pp 46501 00146504 121 

800729011 1 NRC fn'o Kptce 66 056. Folcniia ProO'ems W/S '.cone Fcam f Vo Garni 
Per.e'ra'vc-n Seals S.c 1 ^1 e-rct. 


ROSSl.CE Oty.S'on cf Operalona’ fvenis Assessment <Po5l B70411) 80/00/0 
1 Co o' New Yo k. Tnc I23pp 46569 1 75 46569 29? 


Conso' Ja’t d Ed son Co 


BBO024O135 f ir.31 resporse to FCIA reguosi for document App K documonts end Aj 

“ 0J ' Ma sccp0 01 ,a,jeal App M * KWMm w*» 

GR MSiEY.DH NRC fio Ooia ed Af*. aboi G^en. 00/08/01 BOLEY K Pub'rc Ci 
zens Cr,:ca‘ Mass Energy Prc.ecl 6pp 46581335 46581 342 

“86061 10018 Forwards NRR SALP rcui baled On mmi-SALP evaluaions ercl w/sa'e 
end*' 5 pf?pareJ Cjinq 5AlP 6cl 1684 M3 V period. Re- a ted docurner- 

B6,03/0, KRSCH0F s - <* 

8896020095 NRC in'o NO'.CO 0B C57. • Po'er a« loss of Salo Shuldown Eouipmcn' n 
oncc^f' 6 ^ c£ * n ! <?<J Hoc LI cr Failure " Svc i si end 

. Dv.s on of Oporaicnal Everts Absossmem (Pest efi/OSK 

Conso di ed Ed sen Co ol New Ycrk. Inc 1??pp 46459.125 46469 246 


8008120364 Forwards weekly schrulu'o of 1VA nclivit us ft: 
KELLY J.l. ofc nf spoc-al Pro.cclb fin/0//?B EJLAC^K 
Up? 46550 231-46556 24 1 

0808160328 Forwards weekly scliodu'o ol IMA ntlivitfus fo 
KELLY.JL Ofc of S poem I Pfo|ect8 RR/Ofl/OB 0LACK.S 
46560 183 46560.191. 

0800180065 Forwards weekly scfiodu'o of TVA flcUvit os fi)i 
KCLIY.J t. O'C of Special Prelects OB/OR/ 1 2 Ot.AC^K.S 
46580 264*46588 267 


S. Reporlabfe occurrences, LERe & rolalcd corrosponc: 

8008050239 Notifies Ural 'oak of scd'um rutnlo fro.m pldrH 
on 060630. No furlhe.* chemical add t'ons wore marJn &. in 
Wy location cl teak & iepak cfiteta 
SCHMlERRACH.M. Tpnnosseo Vol.’Qy AulHOnty. UR/O//: 
Cf 2pp 46445 136 46145 137 


DOCKET 50*297 NORTH CAROLINA STATE UNIV. PULS 


Q Inspection reports, IE BullelJns A corro9porrdooco 


roied in fnsp Hepi 5O-297/08 03 

VJERDT.AR Reg on 2. Ofc ol U10 DtucIo/ 00/013/015 

Slate Un.v . Rale gh. NC. Ip 46571,010 71 .0 10 


DOCKET 50*298 COOPER NUCLEAR STATION 


8807060520 Genenc Ur 80-10 lo a'\ power reactor I c 

ESSr/Ei 1 c U, | Ch A aso of GSA a PP f0v o d security conla-i 
M.RAGUA.F j. Assoc. ale D.rccfor for Profits (Post 1 
t-.a.sonCo. of Now York. Inc 31pp. 46388 2 99-4 638B 

towards fnsp Rept 50 298/88*20 on 88 
CAILAN.LJ Reg.on A. Ofc of the D.roclor 88/0 
Pubic Power DiSlnct 2pp 46513 063-4651 3 074. 


DOCKETED ITEMS 105 


B80B 110206 NRC Into Notice 80 05-1. fUpO‘1 f‘<j Vires in Nocloar Process Sys at N-tlO 
ar Power P'anls " Sve lisl unci 

ROSSI .C E Division of Operai onal Ever.ls Assessmem (Post C7Q411) 8B/C8/1Q 
Coeso'daied Ed son Co Of Nuw York. Inc I04pp 460*53 00 1 -4 6643; 104 

0808120327 NRC Info Notion 09 065. Inadvertent D.airayOS of Spent Kuo I Peels* - Sve 
lisi end 

ROSSi.CE 0- vision of Opcraucral Events Assessment (Post 6/CHi) QB/nft/iO 
Conscl doled Ed.son Co of NnwYcrk, Inc 1 Jpp 46020 01 1 46020:133. 

0800160392 NRC Info Nolice tid 060. 'Industrial Rouiography Insp 8. Lnfnrco-nnr.l *' Sve 
■isl Grid 

CUNNINGHAM. RE UiviSom of Industrial & Mod cal NuJuui Safety (Posi 67Q729) 
BB/Cti/22 Consol dated Ed son Co. ol Now York. Inc OOpp 46628 134-46028 223 

080B1G0414 NI1C fnfo Noitu BQ 067. - PWR Aom'iri'y Food wa lor Pump Turd no Over- 
speed Tnp Fa lero " Sve I st oncl 

nossi.c E D vision c‘ Cneratona - Events Assessment (Posi 070411) BB/Oft/22 
Conso' dated Ed son Co d Hew Yo*t. loo tPlpp 46643 10$ 46643' 22V 


R. Periodic operating reports & related correspondence 

8806160446 F.nal response lo E<)lA inquest for documer.is re total insp hcuis A total 
nwrfcpr of v.ofaiicns fo' Region IV plants tor CY07 f orwards App A (iocuwori App A 
document a ! so avoi’ablo n PDR 

* NRG ■ No Do tailed All l-aiion Given UU/07/21 WILLIAMS, OG JRA Assoc-Otes 
2pp 46623 273-46623 276 

-8806160152 Total Failings & Hours fo* Each Reg-on IV Pant for 190/ * 

* NRC • No Dola led Alf l-aton Given im/07/21 tp 46623 276 48523:276 

3008 1 70 185 Monthly operating ropl for Jiil 1<JB3 to: Co ope: Nuclei' Slat on W/R3'JU10 
It' 

SCPEUEHMAN.J 1 . HCHN.GH Nebraska l\.bv. Power Distncl. U0/O7/3I 5pp 
46672.163 465/2 167 


S. Reportable occurrences, LERs & related correspondence 

8008120219 PNO lV flfl 063 on 680003, contract electnc-on ifiacovorod uneonscious al 
wo'k location at Ccopor plant individual transported to hosp & pronounced 
dead Cause of death under -nvesligaliari. 

GEN.NE1 T,W fl nogion 4, Ofc Of the Di/ectcr 00/00/03. Ip 46516:216 4fif- 1b 216. 

8008170347 LEfi 06 010 CD on 0607 15.fO«i<;lo* mamm'ly scrummed Subsequunt lo dis 
covuy ol oloctrical arc-ng ai hclfod cornochcn boi*ronn romovnb’o covors ol isolated 
phaso bus d.:cl Caused by broken ground simp Sys restored lb sve W/0BO0I 1 Itr 
REEVES D.L . HORN.G.H Nebraska Pubic Powe' D strict 0M/OU/11 4pp 46561272- 
46561 275 


V. Operator Examinations 

8608030295 Requests that hslurl ruf mall he :.„bm.Hud by 888617 for Oparulor Licons 
mg Exam 50 230701. 89 02 schoduTcl fer wk of PBl017nu'os A naldn-'CO also end 
CAllAN.LJ Roy on 4, Ofc ot If'O Oectcr 80:07/26 I HEVORS.G A Nebraska 
Pub’ic Power District. 10pp. 40404 341 40404 350 

OBO025O153 Forwards Exam Ropt 60 238/0L 80 02 mini nislorod ilu< r*(| wk ot 88071ft 
CALLAN.LJ Region 4. Ofc ol 1U? Director A8/CA/11. TREVORS.G A Nebraska 
Public Power District 2pfi 46047 147 46647 171 

-8808250167 Exam Ropt 50 290/OL 00 02 dm-rg wk ol 080710 Exam rosu'ts both 
candidates passod ail portions ol exam A wi‘l bo issued appropriate licnnso 
PEI LET. J L Royion 4. Ofc oflf-o Oi'otlor 00708/00. 24pp 4664/. 1 40-401)47.1/ 1 


8808120065 Atk iocl-i^I ol 800627 scopo 8 ob.eUwuS tor 1988 emergency prepared 
ness uxorcisu srhr-djlod for BbCQl-l Scope 8 object ves ot oxorcise found occopiabPe 
SHAFER, WO Hog cm 3. Ofc cf lt d Director 60/07/29 PAY.C W. Wisccnsm Elcc*nc 
PovvOr Co Ip -1652$. 1 9546525 1 95. 

B 00004 024 7 Generic Ltr 0B 12 to all power reactor licensees & app'icanls ro removal of 
Mro protd-ci'on requrornents Irom T«ch Specs. Sve i st urici. 

MiRAGUA.K j Asscciaio D rector ler Pr<j ( ect«; (Post *17041 1). 69/00/02 Ccnso dated 
Edison Co of New Yo<k, Inc 52pp. 46403:291-464 03 342 

8008 1 10115 Rev lU lo Grnoryoncy Plan Irnp'cmonlmy Procedu*o EIMP 3.2. "Paging Sys 
Operation “ W/GBOBC? itr listod iov SOU torrr.s end 

FAY.C W W. SCC ns n Eloclric Pow< r Co 00/00/02 6Bpp 46499 103 46499 25U. 

GB08 100006 Rov fl to EP Acp A. * Emergency Hcsponso Orga>'i/alion Porscme! Func- 
tion & Hos;)onsit'i ily " W/09Ort1 1 Itr. 

* Wisconsin Electric Powoi Co 0U/OB7O4 3Dpp 46604 142-46584 160. 


P. Operating license stage documents & correspondence 

8BOBOBQ141 Inlnrrr.s thnl dovgn ol ntrw swiictigoar rooni conforms w/fm* p-'olcclcn re 
quire me fits ol Sections III G 8 M L ol Af)p M. lOC^RFO & g^itnli-os Ol Go none Ur 05 
12.Safoly o valuation unci 

WAGNER DM Pro;CCl U fOClO'iitu 111-3. m/07/27 FAY.C W. Wisconsin ElCCViC Pcwor 
Co 3pp 46460 324 464 50 333 

♦•00O0O0Ot43 Sftfoty evauahon sup,*>orimy ulil proposal re Uusiyn ol swilchjoar 
room pur Soct:Pns III G & III.L Of App R to 1GCf*H50 

’ Offrco of NuC'oar Reader n».cjLlat‘ 0 *i, Procter (Post 07O411) 06/07/27. ip 
46450 32 7- 4 64 50 327. 

-0006200093 Roviuw ol Tont Roach Nuclear P.onlUri'1 1 A 2 Allot unto Shutdown Ga 
pahilily *’ 

* Scionco App'icolons In|u'na1-cnal Dorp ifo'nrurly Sccnco Aj>;4 callous. Inc) SAIC 
rm/oosn. hB/ 0G/M NRC • No l>tm!ud A/fiialion Givon <ipp 464 50 326 46450:333 

0008 >20247 Forwards safely Oval..at>on <pan‘ng request for rel of from Cxniil roquie- 
frofiis of ASME eoiJo.bcclicn XI. 

PERKINS. K.R P/ojocl Drectorata 111*3 60700/02. f : AY.C W. Wisconsin F'ccfnc Power 
Co 3pp 46537 320 46537 327 

-BBOD 120240 Safety ova’uniion gronr ng req.iost for re-uf from ASME Cudo.Secl un Xl 
nva*uot:on requ rorrunts 

* Oflico ol Nucfoor ftc/Kilor Ruiju’aiiDn. Gi'nctor (Post 0/0411). 66/00/1)2 5pp 
■16537.323-46537.327 

ODOB 180035 FO'wards s«3fOiy owalufflrcn ro con iplunco w/ATWS ru’o 

10CFR50 62 ATWfi design n i:o.vpl nnco w/ron^remnnis 

WAGNEn.DH Project LVccluralo fll-3. OB/OB/04 FAY.C W W-scons n Eluct'ic Power 
Co 3pf> 46566 34 7 4 0506 35*1 

--880Q 180041 Safoly ovnljation S'.ipoerl.rig con phanco w/ATVVS rUo l0C r R50b7. "He- 
((ulrOi'Tionls for ftorfuchon cf Risk from AfWS Events fur l.h|lil Water Coo'od Nuclunr 
Power f’lants *’ 

* Off co of Nuclear noacto- Rrqu’aiion, Di-ccfO' <Post 0704 M). 66/C6/04 Dpp 
46560 350-40668 350 

000017001 t Si.urnfifizoii slalus ol cnv.rrjn quolf cation fauprini.ftor 1OCFRf)O40 & Rug 
Guidu 1 97,covor ny C'OSby I fi ir.u:caiir.g switclios.vcarn tliormocouplo 

coimoctO'S l frn torq.ro internal wr ny rop'a^u-nuni A Gl: VuKnnn cob u ropiocoTbnl 
f AY.C.W Wisconsin Electric Power Co GB/0&/09 Documcn Control Drench (Docu 
rnont Conirol Desk) 4f)|>. 40571.347*46671 360 


Q fnspocllon reports, IE Bulletins A correspondence 


DOCKET 60*301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F. Security, medJcaf, omorgoncy A liro protection plana 

$007060520 Gonoric Ur 00 10 fo oil power reactor Lconseus A holders ol Part 05 ap 
piova's ro purchtiso ol GSA approved sucunly contomers Sve list oncl 
MlRAGLPAF J. Assooafo Director fer Projects (f’ost 07041 1). 0B/O7/O1. Consolidated 
Edison Co of Now York. Inc 3lpp -16300 29‘J 40300 329 

B0O729O287 Summonros 030/12 niOO'.ir.g w/induslry roprosentativcs in GolhOSila.MD ro 
lop cal ropt concorni r .g need fer infernal conduit f.ro soals.List of mootirg attendous 
oncl. 

MCCRACKEN.C.E- Cbomcal Emjinoor.rg Urar>ch 0O/O//21 FAY.C.W. Wisconsin 
F'eclnc Powt’r Co 4pp 46353 307-46*153 310 

80OBOBO141 Informs that dOS'gn of new swilchgoar rco.Ti conforms w/ti'O protcclion ro- 
qurerrents ol Sechons III G A ill L of App R. 1CICFR50 & yuilul f‘OS of Generic Llr OB- 
12 Saloty ovoluaiion or.cL 

WAGNER 0 H. P/ojocl Directorate Hist C0/O7/27 FAY.C W Wicccnsn E'OCtr.c Power 
Co 3pp 40450 324*46460 327. 


*8808080143 Safoty ovaUation support ng ul.l jp'cposai ru dusign of switciigoar 
room.pur Sections 111 G & III L of App R fo 10CHR50 

’ Olfico ol Nucloar Roactor HogUaton, Director (Post (37041 1) flB/07/2 7 ip 
46450.327-46450:327 


-0006200093 ''Roviow ol Point Beach Nuclear PJani Unit 1 A 2.Alturna1u Shutdown Cn- 

• Scence Apphcato.ns Inlornaiional Ccrp fformedy Scienco App'icatlons, ir<c ) SAlC- 
08/3020 80/06/14 NRC • No Dola led Alfi'iSlion Givon Gpp 464S0 320 4b450:333. 


8608160244 Discusses util abbreviated sno access irainmg progrom for NRC msp per- 
sonnel corrplolmg Reg on III Iramng m generic aspects of rud-ation safety. physical se- 
curity A emergency responso. , . „ . ,, L 

OAViS.A.B Region 3. Ofc of iho Director 0B/0//27. ALFXICH.M P. Insane Michigan 
Power Co (formeriy Indiana A Michigan Eloclric Co.) 4pp 46561 246 46561:251. 


G0O52OO295 NRC fnlo Nolico 00 032. "Prompt Roporlenj to NRC ol Sign heunt InciJuntS 
involv r.n Rad oact.vO Mail ” Sve "ist end. 

CUNNINCiHAM.fi F D.vision ol Industrial A Medical Nec'onr Sufoty (f’oiil 070729). 
00/05/26 Cor sol dated Edison Co of Now Ycrk. Inc. 120pp 46380. 1 70 4Q10B. 200. 

0007200162 Suppl » to NRC Into Nolico 0B-046. ‘‘Llconsbo Rcpl Ol DclOUivO Rofur* 
blsliud C rcu4 t3roak£irs Sve Isl unci 

ROSSI.CE. Division of Cpurtn.ana l Evods Assos'-rncnt (Post 070411). 00/07/21. 
ConaotKlalod Edison Cn ol Now Yo*k. Inn 125pp *10300 054 46300 178 

BD07200240 NHC Guiolin 00 009, “Thnihlu Tubo Thr'rirg in Wcslmyhuuso Readers " 
SvC fist Oriel , ^ 

ROSSI.CE Division of Oricralionol Lvc-nls As^ossmonl (Post B70411) 60/07/26. 
Consolidaiod Ed son Co ol t-low YciK, Inc t23pp. 40346076 46310: VS/. 

6007210218 NRC Info Nonco 05 052. Foi’uro of Intrautonno Tnmlom ol Molcfior Suit 
App'icalor Orocti/lhcraiiy Dnvicos Du*ing I’uiruril Tmain'-onl " Sve Ist onci 
CU.NNtNGHAM.R L Divison ol IniliiStr.al A Medical Nuclear Saloty (Post 070729) 
BQ/0//27 Conso'idatod Ed son C*o of Now York, fnc. lOB-pp. 46337:029-46397 136 

0808 100244 Discusses util abbrov ated suo access imining program tor NRC n^p per- 
scnrioi comp'ot'ny Region ill Ira n.rg in go'-oric nspecis of rfiduit-on safoty.phyS'C.nl so- 
cunty 8 emorgor.c / rospor.so. 

DAVIS.A B Royion 3, Ofc ol Iho U roctor BQ/07/27 ALEXICH.M.P. fncJranp Michigan 
Power Co (formally Indiana A Michrjan Electric Co). 4pjj. 46561 2-1B 46C0 l.25i. 

08O823O2QO Forwauls latest rov of NRC Mar.unl Chapter 0516. - *SALP ’* Rog nn III wll 
begin using now fur.cilcnal nroas sot foriti in rov for (U SALf J re pi periods which 
oxlond beyond 8BC606 olfoclive dnlu ot fitocuil^re 

N0nLLlU5.CE Region 3, Ofc ol lie Drecior. UB/07/2V. ALEXICIT.M.P Indiana 
Michgari Pcwor Co (formerly indnna A Mcbgan Eloclric Co). 30fip. 4G02OO9O- 
46020:129. 

0607220034 NRC inlo Nolico BG 053. 'Uccnscrr V:ofalrons ol NHC RayulaliOns.VVhich 
Led lo Mudicpl O ngr.ostic Misaclmmis'rut ons " Sve l -si oncl. 

CUNNINGHAM. R.C Div.son of industrial A Medical NuUoar Safety (Post 8/0729). 
B8/O//P0. Conso'idatod Edson Co of New York, inc I06pp 46396 2B3 46307 028 
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iioiinim Rc'k'-* » nhc «»<•:? s«pi» ' « ?• ■’»«**' T<!ilr, 9 !oDe ' 

Ooc»T««it Ccwd B-arch 

Pcc^rtCwvc Cow upp 48535 155 46336 168 

6507300)62 Sv?:> t *o rs-c ' -'o :e 6* C<6 Lcensee Repi of Dcfeci .e ReV 

pXVcx t ” C5Cra?ona? E*€l«i Assessment IPOS? 870” 11 ea/07/21 

^ diVe^.cr.Co dMi-Yc* nc i2Spp 4{WeSC54-4S368 ,76. 

08CB33DO&4 fenc'd) rsp fifpl SCSI-s/Stt'S on 600527 0701 & TD...0 Cl 

cV.^?V^oiTS?S^ r lt-c tt - »/07«l 1WVCHS.GA *1*1*. 
Put : Pc*u Os:* c* 2:p 46-177 J, /«i6477 3?4 

-80CS89OOB5 Mi 1 :© G< rJv*. d'cn ''Cm r = p on 589627-0701 Dc-naton no^Mx'oa* 
r\i ^ nvo ?>9.°*‘v 14 Connu Red Suam Time Evaiuaipn. dd not 

jjv V Hlp ,VT ,rl V trirou *: W «::«n fcr pe"'c'mance by va.<-*J perionne' 

» R,; - 'f 4 O': ol ■’’n D r t'C- 1“ Ip 4fc4 7 7.319 4$47 7 j 19 

-86080V008& irip fV.pl SO J-*3'63 18 on ?>59€3/ 0?31 Gtf.W' i" rtfed k'aiCf area** 
r r^., •.: -i > -. tno i.^3 cf .ccr.soo s’aru.;> f«s:f-g _ ,, 

rsUiCf’A . ?‘XGA «£iCLE.SVC a, G 4 c O' ire C*«C?cr 86/07/14 Cpp 


8308 1 10324 fz r «rJi 
Cii.O'1 L J 
P/JcftfV.fOtWl 


<f^p Ropt SO ?ud'63 2> on. 6o 0601 0704 8 nolce cf v.:'at on 
A O'c c' re L'.*cc!;- ee/07/21 TRFVCHSGa Nebraska 
*p p 4 6 S 1 3 C-63 4UU 3 074 


-fiB08 1 10326 t,z' ce o' voarcnficr rsp on 52060, 0?04 V.ola! *;ns rotedDocr H300 
:.-.| ;>p~o w/ro f *a?:h poVe-J & Sj//o arcp ?i>c<d-ro S 3 6 3 4 3 perfcvred w/ 
c<* v sc'av & Rifl .r ec r :n. vp.is e/.c<rg ee-d 

* In .., .s r>* r< »■•■'.. rWv-w 99fO?j2\ Poo 406 1 3 CoS 46513 056 


-fiflCS 110379 Kjp Pop? 5:229'85 20 cn 880601 0704 V.c‘al:r$ no'Qd Ma or areas 
J r P* ^-c r *. saW -crcav-pr mcnv, suvn H*xc & o-aoi 
oisa^at cns ES r +a\ J2*n i£ B.* el r. 68 CCS fp! 0^-p.rad.dcg :al p.i)lecf;On & sc cu 

B?f.‘*ETT.W R CO*iSE/i0LE G L Rogon 4, O'c o 1 the DredOt 83/07/15 bpp 
4 66 v 3 007 4!;M3074 


6&O726O506 Resix-ds *n fiRC 26-^624 ft tp .-ola’ons cdcd »r. ln«p Kept SO 298/B8 
1 1 C-cvc*:*:. p actors as Lj : ni-:r tn d.*6* eg 1c* slanaly l.qjd ccnt'cl t»v5 idenMed 
as ur'vaSat'V fc> '*RC, tep'a-.od w/i-j' 1 / le^f/e i'a«vng 

TRfvCrH n A r,*ctfds("3 PjC ; Pcwc- Dsttici 68/07/2^ OocuTiert Ccrirol Grarch 
u-x .~*zrt Ozr:~j Q.^p 3pp 4^3? 355 46?67 363 


8808150074 Fonva'ds Irsp Ropt 60 298/BU-21 on ttR062(l 24 0 
o; deviat ens rote<J __ . t( . 

TPtVOnS.L J Region 4. 01c ol ITO Oitcciot ti(i/00KlU. Ut 
Pbb C Power Dislncl 2pp 46550 323 46500 333 


-8800150077 fnsp flopi 50 290/00 21 On 0800^0 2-1 8 HIU>/ 1 1 
V.ancns oDtod f^id atofts rt^pocivd action on ptowions k« j(* 
plerren'alion ol msc'v.ru tosii“<j p.'oyfdtii for Pj* m P-> a ya vu'i 
STEV/ART.R.C . BARMES.l Roy\W 4. Qfc Of El:o Li/cctor f|fi/ 


8008030112 NRC Info Notce 08 069. MSIV Gai:fo l^iil f u;l -< 
Svc »st eticl. , 

ROSSi.C C Oivison ol Oporalionol Evonls Assossmont {if 
Conso .datod Ecfiscn Co ol Now Yo'k. Inc I2if>p .lO-if'7<Jii - 


8803040062 Suopl 1 fo NRC Inlo Nohco »«-0C)4. In^rocp/aTn O 
lal-on ol Fifo Ban.o/ Poronaiion Seals “ Svc Iwt c»ficl 
ROSSfCE Division o' O, octar onal Hvonis ASSc>ft4ti:o'H (f i 
Consol daiod Edison Co of Naw Vo.-k, Inc I2if;p '10650 2D!> ■ 


8600150016 Fotwa'ds tupplotnonlpl rosponco lo NIK. UHlWrt 
hsp Pc pi 50 298/08 05 t>.c» w.fhhckl (ruf 10CI H/3 21) 
TREVORS.C A Ncb'aska Pu^l:c PoA-et Cibtnci 00/08/1)0 I >< 
iDoCemo.nl CcnltOl Dosh) Jp 46551.200 413501 ?DO 


8600190001 Forwards Insp Ropl 63.2Un/Jl«-23 an IMO/O'i '• 
ai ons rcled 

CALLAN L J. Ho/Jicn 4. Ole ol IPo O-roClat 00/00/10 II 
Publ c Power O-Slricl 2pp 40697.00) -165.4)7 OU) 


•8808)90002 'nsp Rop) 60 290/ 80 23 nn OllO /OG 31 No 
inspected LER followup operational ‘jafOly vunhcaiion.mcflkly 
seo/abcns.tarto'oQcalpto'.octvoo&socviOly 

bennlft.w r.. constablf.g.l no(j.cii 4. Ofc or ii«» i 
46697 0U3 46697 010. 


8600060136 NRC Into NoUco 0.0 060. l‘ia;loqjato lA/s gn A I 
Pe.nettAl-on Seals " Svc Hi oncl 

RQSSl.C E Qv<s on o( Qpp/at-onn 1 Cvfints Ab!.u*»6niunl |f '■ 
Ccrsckfaled Ed.son Co ol Now York, Ire. I23pp 46660 2 i>D 


8608050240 NRC In'o Nollco 00 061. ConPol Room JlnMtnU 
Cporahng Expenorce ” Svc I st oncl 

HOSSi.CE D.v.scn of Cneraionn? Ev(»nis Assoiismnnl {f 
Ccr.solidatod Ed son Co of Nuw York. Ir.c. 1 25 pp 46MM 3 1 V 


880720^245 f,*"C B-' ol n 59 t-3? Tr irr-‘a 7tbe Thm;.ng n Wesinghsusc ReactC'S " 

60SS>C£ Q.rscn o 4 Opcat-cra' E^r.rs Assessfr.c*.v (Pc$: 670411) 63/07/26 
Co'iSo‘eV--3£d?:nCc cl New Yc*k. Inc I23pp 46348070 45349 192 


8808186456 Ac^ rocapl of 800722 Hr nlorm /uj NRC of sk-pf. i- 
roied in Insp Rcpt 50 290/60- M 

CAiLAN.l-J. Rogcn 4. Ofc Of fho Pure lor 00/ 00/11. !■ 
Pub* c Power Disiricl Ip 4G590 002-46550 002. 


8807210218 f< r ’C ’n'o NoLce 63 0S2. Fa..jro O 1 l*i*ra j'er r.e Tardom o 1 Fie?Che' Su.l 
App : a ‘or 6ra;f ^r.e.-apy Dev :es Pvr ng Pal er.i T/eairreri “ Svc i si e,ic.\ 

ClnN *.Gha>.iRE Lr/s.in ol injjsva' & k*c<?ca) N^clea' Sa‘eiy (Posl 070729) 
ee VH7 Co-isc da*cd Edscn Co cl New verk, fr.c lOSpp 45397.029 46S9? 156 

8807220034 fjnc I r*q Noiico b9CS3 LiCtr.nsca Violations o' NRC Regjfi'Crs Wn ch 
Ic d to W C"d : ai C ac r c sV z M • ad.- <\.sy*a*. on«- S /: \ \\ en:i 
CU.Nf. f.GHAMRE D.v s cn cl irJjsfr-ai & Medial Nuilea' Safely (Posi 870729) 
65i'07/2r GorscM^c-<l Ed son Co of flew Yciw. Vm: <C6?p 463% 263 46337 0?6 

8807220192 kRC tuX No' ce 89C64 F a ‘etc ol C/ ctit Btea k e< FQ"ovr eg As'at.at’On 
A r-p \ c lor 0 ‘oci T r p A-iacr.fr •*: ' S.c isi e-r :i 
RC5SICE D^o.n cf Operate nai F.vTi Assessmem (O 0 si 6704 H) e9/Q?/28 
C'-f.so :5t-4'd Ed-icnCo. of Na* Vcru. Ir: 12ipp 46417 020 464)7 140 


8807280019 fine Noice 63 055. Po'ent si ProVerrs Cajscd Cy S-ngo Faive of 
FS C S* Ot.s S.c i si enc 

POSSICE Dr.scn of Opc olcn^l Evens Assessment (Pest 070411) 89/09/03 
Ccrso* dnted Ec son Co ol New Ycfk. Inc 12ipp 46437 1214643? 241 

8806030289 Svppl 2 to f-RC B.-'lc’n 68 006. N?nconfoffr rg M3:s Supr'ied by P-pnn 
Sjpp)f>-, »nc a) Fo^scm.NJ S Y/es» jersey Mfg Co ai V..'. amsiOwn.Nj Svc i$l oncl 
ROSS .CF Dvson of Ope*atcngl Eve. vs Assessor.* {Post 07O411) 89/03/03 
CcT.stMYi'dEiwCo ol Ne« Yoik.ln H3pp 46533 >21 465D9 269 


B8081UK194 P.cspc-^s loGtx-rvcU 630) to fGSCC r> B/-R sls'c'i lie s'a r.'ess s'eel 
p pmg Licensee w nstify NRC O' an/ nfcTi' e^ Haws ifiai do rot /reel IWB 3500 en- 
ter a ol Sect :n /’ o’ O^Jo 'it covruodopeiatco */o co'-jav-on 
KV-N3L L C> Nc:*a«ka PtV.c Poa-:/ Outlet 68/C6/03 document Conlrol B-anrh 

lOoojmfrtCc-'l'C'OesV) 4pp 46500 331 48600 304 


S-jppt 2 *a NRC Bui ctn 89 9-33 * Itverrral Stresses m P^raCowxigd to 
liCS Svc I si cnc> 

ROSSl CF Dvson ol Ope # a!.or.a' Everts Assossme-ni (Posi 8?041l) 68/C8/04 
Cc'-xo 1 dal >d Ed son Co ol New Yck. he 1 2 Ipp 4650100146504 121 


8307290111 NRC ;r.*o Nq:.co BS 055. Pctem a; P/otfems W/Sii cone Fcam F <e Barf-er 
Penc^cn Sec’s “ Svc .si cnc' 

RCS'r'.CE l>vxn e» Opera' ora! Everls Assessnneni (Post 870411) 08/08/04 
Ccrso dyed td>son Co of New Vc-k -nc 123op 46569 175-4C569 297 

8908020095 NRC irfo Nct-co 68 C57. PoieV.al loss cf Sa‘o Sn-uidown EQuipmem Due 
to P;eTs.jre ccr Cc'-t*o‘-e<J Reel) ti farije Svc lisl enci 
ROS^'.CE Dr/.scn cf Operasora: Evcnis Assossmeni (Post 870411) 60/08/08 
Cons-* sda*€<l Cd son Co cf f4e« Yc»:k. '^c I22pp 4645^)25 46450 246 

8008020102 NRC tr.'i r;r/ C o 66.068, P 0 ‘.et*itaf Pt&Voms V//ASEA Brown Boven HE- 
5 1 1 Trrr C Ovc-rctmenl Re ays ‘ Svc : St en;l 

,^-;» ,0n Cl Ope-faticra’ Cvort<i As«sSrtxeM (p c ^1 6704)1) 88/06/08 
Cons^ da Ed sen Co ct flow YcA, Inc 120pp. 46530 00 1 46538 120 


8806250153 Forwards Exam Hc-pl SO-29B/OL -0B-02 (iMrnnsMi 
CALiAN.l J flog on 4. Ofc of iho D.rcclor. 00/00/ H f 
Pub! £ Power Dist/. ci ?pp. 46647 147-40G4 7 171. 

--B&0B250167 Exam Ropl 50 208/01 B0 02 (Uinro wk ul 1"V 
card dales passod al. 1 poit uns of cxnm & w-H tru issued jirjih 
P tUET.J l Rc-pon 4. Qlc ol fee DiftcUX. iVft/0tt/lV3 ?-1).p 4 

6808050295 NRC Inlo Notice Ctt OfVJ. ' Recent fmilmtjc In 
grams by Suppi ors of Transport Pnckagos *' Svc I si ont'i 
BUR NETT, RF D.v.son ol Sftlogoftufs 6> Trftnr.poilftUvx {I 
Ccr.scVfalcd Edison Co of Now York, lr>c. iCOpp. 4A50I 1 N!j 

0806220172 Forwards Insp Popl 50 2U0/00 2P on 000 706 Ufl.F 
CAUAN.LJ negoo 4. Ofc Ol ttio CUticUir 00/Ufl/l^ T 
Pub c Power DiSinci 2pp 461:02 33?*4(3CO?.30 t ) 

-8808220175 Insp Hepi 60-200/00 22 on 000705 CB.No violii 
irspecied assossvonl a ds conhr nor.cv plan implcrnoiitnl 
arcoLniab.lilv Details 'A-iHio.'d (rol lOCFH? 7D0). 

KElLY.J A , t ARNES T, A B . L'VEMCTT.R J Ren on A. Ole: ti 
ip 46502.339 46602 339 

6808240102 Forwards proposod schedule) lor implumii 
program per open .lom Irorn Insp Ropl 5O-2D0/0O 21. 
iREvORS.GA. Nebraska Pub ic Power D.SlfiCl. 00/00/ 12 I 
(Document Control Desk) 2pp. 4662/.O04-46G27 005. 

0808090264 NRC fnfo NotiCo dfl 063, Nigh Pudmlion Ma?nr<j 
D Bloc tors S Cab' os " Svc lisl oncl 

ROSSI.C 6. Div.slon of Opyralional F von is Assossrtionl (I 
Conso* doted Edson Co ol Now York. inc. 1 lOpp 4G500 W>t 

880619010a Ack recd'pt ol 060701 lit iitfoimnn NRC ol f.Iu)>s 1 
nciod in fnsu Repfs 50 290/07-27. 50 2P0/O/-31 & GO 200/t 
CALiAN.l J. Region 4. Otc ol VhO D.ioclOf. 80/OB / 10 1 
Pub! c Power D.siricr 2pp 46500*360-46506 301 

8808240378 Forwards schedule for procedure updalo A inn; 
a nee to Rev 5 of inseiv.ee tost program .per 6GC02O 2d S 0 
fayed due to misundorsland>nj w/o oncl 
TREVOHS.G.A Nebraska Pub ‘ic Po wot DiOttict 80/00710 < 
(Documanl ConvoJ Desk) Ip. 46627.357-40B27.357. 

8808250271 Responds to NRC 880721 li/ ro dovafion nofod 
iflCorrecirvo action oua'ilicaiipns of peraonneJ tliai norfoN 
, t < oc SC< ?J!V evaluated & dolerminod accoptablo & IVoco* 
TRRVORS.G A Nebraska Public Power Dial ( icl 80/0*3/ 10 I 
(Documenl Comrof Desk) 2pp 46647:030-4GB47;031. 


8808)20329 A:k xoccpl of Ul 860719 IV .r'orm.ng NRC ol steps taken lo correct viola 
tors r-oied m Insp Rept $0-298/88 1 7 H 0 0 C1 v ' o a 


o^.^n LJ ^ e 9' 0n 4 - O'c o' iho O r£*cior 88/03/08 TREVORS G A Nebraska 
PUri.; Pmt DsLnct Ip 46516180 45515 188, neotaSKa 


«S?W Responds to NRC 800721 Hr re violating noioc 
<[).(. orreciive achonsH-300 door c'osod.thoroby corroding 
Su P erv,S0/ f©spon$ibi;iliQs in Proccduro 0.16. 
THtvORS.G A. Nebraska Public Power District. 08/00/17. 
IDocuiden! Control Desk). 4pp 46640. 1 32-4 G840: 135 
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8808120295 Rev 4 io Procedmo RfcP 0/. "Opomton ol Corporate Command Cir Rev 
3-i to mde* also o / ic i 

SICP^'lNSON.J D . JOHNSON. S G Flcr (Jfl Powor Corp (subs ol F'ortfa Proqross 
C0.*p| 00/00/05 4Qpp 46537 C0 1 46537 040 g 

0000250193 rofwa-ils tnsp Rupi 50-302/H8-10 on 03CG39 0/16 & not Co of Nation 
WI1.50N.UA Region 2 Ofc of ilm D.redo'. 03/08/11 WILGUS.WS Florida Power 
Corp (subs of Flcr (fa Progress Corp ) ?pp 46648 051-46640 066 

-0800250195 Irisji Hopl 50 302/00 10 on 000690 0715 Vio'ahons noiod Majo' areas 
insprclud p'ani operal cns.raUiolcgicnl cnniro s f.ecuniy.LEns.nO'iCcnlo.'mirg cp“t- 
aiions foils, roviow ol l:u lut-ns A actions cn insfi iloms. 

MQLVHb flAV.P , IEDROW.J. CRLLNJAK H Rcgon 2. Ofc ol tho Droctor (J8/C8/ 
Ob 12PP 4<tt4A 055-46648 CCt> 

0800240255 Forwards Insp M(>|>1 50 3U2/0B 22 On 880725 29 No vclaiions or dov. 
aliens roiod 

CO U. INS U M nocjion 2. Olr of Iho U rffUor Bm/OU/ 17. WILGUSWS F’o:.daPcw»r 
Co-'p (subs of Florida f’/ng'Gss Curp ) ?pp 4G 626 203 46026 21 1 

-0008240267 Insp Ropl 50 302/HB 22 on 800725 ?» No viclQlions Cr deviations 
noicd YM|o' areas incpuclod cino'ijcncy prepare dnuss.i' iclud ng emergency plan & m 
p'eino' tug P'OCwlurGS & urrj.invplion & mrjl cor.lro* 

TESTAE n. [JKCKl-n. r R Region 2. Ole of 1 1 10 Dl'CCio* 63/08/ 12 7pp 46626 205 
46626 21 1 


H. General correspondence 


0308030190 Sabin IS nctcu of RT Willmu-i purr nation! roassqnmont from posten for 
which mod for I ennso certified on 888/01. 

WILGUS.WS Florida Powoi Corp (subs of Florida Progress Coip ) 83/07/22 Dccu 
rnynl Conircl Branch (Document Ccnirol Desk) ip 46428 256 46-120 256 


P. Opornllng license stage documonts & corrospondence 

0007270282 Forwa'ih lli'UO rcriof requests ro pump & valvo roquromonis m 1083 edi- 
tion of ASMC CoiIo.Soctcn XI.Rulof Request V 1 15 whth has been corrcclod nso 
one' Fen paid 

WILSON.kn Florida Power Corp (fiubs of F\jmIo Progress Corp ) 30/07/13 Docu- 
rrenl Cmiiro' Branch (Uncurnnril CViirol Desk) 7pp. 4630/10/ 46307 013 

0007290159 informs PM! uM chosen among sins lor (Jala colecion fu* NFIC Po.lorm 
orico indicators {Pi) Program Hoquosls nssIMnnco m dnia co!lucl«cn at fac-lty 
CiRACK,J N Region 2. Ofc of llio Dmcior 86/07/ 14 WILGUS.WS Florida Power 
Ccifi (sjis of Florida Prujcoss Ccrp ) Pftpp 4 6350 276 46366 303 

0808010203 FoiwnrtJs (imposed nqcn.da for 880624 mooing ro nux Kiry feedwater sys 
♦oiab'ily ovaeahunGuriui.c Issue 124 rupls »cr Crystal Rivu.Arhatisas Nuclear One 
Ulid P & Pod Calhoun a so oncl 

KALMAN.G Projocl Bcoclcralo V 88/07/20 FHUIT J Sncmmcnio Mun cipal unity 
CiStfCl 4pp 46363 200 4G3G3 203 

8007290283 NohliCOlion ol flf!O0K> mooting w/ulil in Rochvilo.MD to Uscuss 
(Josiqn.slatus A sc.hodu'o of mods for omr)f(|<>rcy ihosol cjeneraior.emergor.cy 'ood- 
waU.r Hi nl purnp.UI IS lomp, AfWS & OS FI response. 

SILVERN. f’rclecl IVuclo.rUo II 2 08/0//21. RFHKOW.H N Projud Urecloraio 112 
3pp. 40353 302- 4 0353 304 


G0O8O9O17O Bequests lhal ut l prov do lisied .nfo to emorgercy d c-sol gc^neraiOf vollago 
cips Wilhm 30 days ol llr date.mcljd r.g normal voltage (steady stale) a! 4lC0-vcH bus 
SILVER, H Pro.ect CrecfO.'aiO ll-l 88/08/05 WiLGUS.IpV S Flo- rla Pov-e: Corp 
(subs ol Florida Progress Corp ) 2pp 4647/ 316-46477 316 

6000160322 Nohlicaicn ol 880817 freeing w/ul<l n Rockville MR ro discuss SER 
A FWS issued by stall to utils 

WFIICHT.R J Ass»s’ari Cirecicr for Region IV Reactors & Special Pro.GCts 68/0B/03 
CRUTCHFIELD.D D v-sion of Reader Projects III IV V & Spenal PrOiOCts (Posi 
07041 1) 0pp ^6561001 16561 OOB 

0000240014 /Vccepts util 88060 1 Hr describing comrr.mionl io bone acid leakago mur.i- 
tO:mg & pruvenuve p'ogram at plan Response Uf Is requ remo.it m respond nq lo Gn- 
nor.c Llr 88 05 

S'LVER.H Projoci Drociorale 112 6B/C8/19 WiLGUS.VV S Florida Power Ccrp 
(subs cf Flor.da Progress Ccrp) 2pp 46629 359 46629 360 


O. Inspection reports, JE BulJolJns A cor/e9por>dence 


G805200295 NRC Info Nohco 09 032. Prompi Reporting !a NRC o‘ Sgr ilicanl Incidenls 
In /o' vino Rad oaclive Mail ” Svc ’isl end. 

CdNNlNGHAM.R e D.viS'On ol inJjslnal & Med.cal N^clGa' Sa'Ny iPosl 870/29). 
88/05/25 Conscldated bdsen Co ol Now Yo.k. Inc I20pp 4G3B8 179 46308 290, 

8800020357 Forwards Insu'vce Insp Relef Requests 89 030 & 08 040 f'om porscnr.el 
gi.Hl.f canon requ remnnts & hydrostatic test requ foments lol'uw.nn repa r & /oplaco- 
mem n 1983 ASME Code I eo paid 

VVIDELL.RC Florida Powor Co’P (subs ol Florida Prccjross Ccrp ) 60/07/ i9. Uocu« 
rrunt Conircl Crotch (Oocumenl Control OesV) 5pp 46376 1 76 46376: 100 

$008030157 Forwa'dS Insp Ropt 50 302/08-15 on 0GG697-O9 No v.ofahons cr dev • 
ations noiod Exotc so tveaVwsses rwfod .n Paragraphs 5 8 8 suds’an f«af <S s^cu'ef be 
corrcried Comp'eiion dato fo' wca<nossos requosisd 

STOHR.J p Region 2. Ofc o< Iho D rector 88/07/20 WILGUS WS. Flqr da Power 
Corp (subs of Florida Progress Co'P ) 2pp 46403 233 46403 248 

-0008030158 losp Ropi 50 302/00 1$ on 00060? 09 No vio'atons noiod Ma;or areas 
nspnded obsorvahon & eva'uii’cn o' key emergency A nrgan'/al cnal functions & lo- 
catmns dunr‘9 pa'Fa 1 parhcipaiicn Oxorc.SO 

SARTOR.W.M. CFCKEH.f.R Regcn 2. Cfc ol iho UrQCtO' 8U/07/20 Mop 
46403 235 46403 240 

$807200162 Supnl 1 to NRC ir.'o Nctico 88 046. "Llconsoo Ropt of Do'uclive Re'jr- 
bishod Circuit droaVOrs ” SvC ‘iSl or.cl 

nOSSl.C.E Division Ot Operationa 1 Evonls Assessmo.'.l IPosI 870411) 80/07/21 
Consolidated E('ison Co of Now Ycik, Ire I25pp 46388 054 4638$: I/p 

8007290062 Responds to NRC QU'ot-n U7 002,Suppls 1 8 2 re venders 8 mfgs supply- 
ing lastoners Roprosontaiivo samples of saloty- rolnted faalcnars p.irchaso 0‘dors for 
each ver.do' roviewod on li rn lo Jotorm no mfgs Irom comficat ons 
WiDELL.RC Rlcrida Power Co'p (sutis ol Florda Progress Corp ) 80/07/22. Docu- 
mont Conircl Broach (Uocumer.i Contro! Desk) POOpp 46342 319 46343 34 7. 

0807200246 NRC Oullolm 08 C09. "Thmb’o Tube Thrmng in Woslmg^cuso Reaclo'S " 
Svc !ist oncl 

ROSSI.CE D.vslon ot Cnoratioral Events Assossmonl (Post 8/0411) 88/07/26 
CcnsoFdatod Ed.son Co. of Now Yu'k. Inc I23pp 46348 070 4G3-I8: 192 


8807260374 Forwards slati.S ol kny pro/icis.if'c'iMJf'g addl foodwaior pjirp.emurgoncy 
(,'msol guvioraicr A UM8 

WiLGUSAVS Florida f^wur Co*p (Si.bS of Florida PrOQfoss Corp) 89/07/22 
VARGA.S A Uocurronl Conhol Orancli (Ccc..mont Contro! Dosk) Ifipp 46304 230 
4G3U4 245 

0800040185 Sutiimnry ol 880/08 mootng w/niil rn roennt valvo tonkg In emorgoncy 
foodwalor lEFW) sys.resu'fnnt ovortomp cf pnrl ol emorgoncy Icnrlwalor 9ys 8 olticr 
Lcinpo-ctus & comuct vu actons taken A planned. 

Sll.VER.H fVojeel O.roctcralo 11*2 UU/0//2? Proiocl DfOUO'ato 11*2 2 Opp 

46021 324-10422 003 

8607290193 A(JviS 0 S tt'ai 050GC6 rcuuosl for intorfirotaiion ol lCCFR50 3C(b) 8 
50.71(G)(2) to pormil snjnaUifO Of cortif.caiion by officer or doygnoo w/o oath or oHr* 
rnjt on lo purm.1 (irocossinq of conospondcncu doniOrJ. 

SILVER. 1 1 Project Dirocloroto II 2 08/07/25. WILGUS.WS Florida Power Corp 
(subs of Ffonrta Progress Corp J ?fip 4G34I C5f*4C34 f 052. 

GB0B 170324 Si.mmnry of 000714 moolmg w/GAW Owners Group ro md.istiy 8 NRC ac- 
tions to resolve issues rfi.sod in GoneriC Lb 07 * 12 . Lisi ol Hlierdoos.viewg'aphs A 
D&VV dus gn UiKoroncos oncl 

llW.'MGLL.CU Projccl Orocloraio V 80/07/28 Project Directorate V. 47pp 
46572 001*40572 046 

8008040017 Forwards Amend 107 lo Liconso DPR-72 A saloly ova'uanon Amend modi 
lies Paragraph 2 D ol Iccr.so to require complanco w/nmended physical security 
ptan 

SILVER. M Projoci Di'oclomto 112 08/08/01 WILGUS.WS. Florida Power Corp 
(subs ol Florida Proyoss Corp ) 3pp 46433 229 46413 230. 


00072 102 1$ NRC Inlo Net CO 00 052, “Faiuro o' IritraulOrmo Tnndern ol Flolchc" Sul 
Apo'icalor Bracfiylfie/opy Ouv.cos During Patent Tro/ilmenl." Svc list ercl 
CUNNINGMAM.R E Div.scn ol ir dusinal & Medical Nucioa' Safety (Post 070729) 
00/07/2/ Cons cl. da red Ed.son Co ol Now York, Inc. lOBpp 46307.029 46397 136 

0007220034 NRC info NotiCG 88 053, “Licensee Viclatons ol NRC Rcgu’at ons.Wrlch 
Led IO Med col Oiagnosnc Misadm n sirations." Svc l.s» oncl 

CUNNINGHAM, RE Divsion ol Indtsh'al 8 Med.cal Nuc?oar Salely (Post 070729). 
80/07/28 Consol daied Edison Co of Now York. Inc l06pp 46396:283 46397 028 

8807220192 NRC Inlo Nohco BB 054. “Faiuro of Crcul Oreaker Fol'cwr.g InsLBlaton 
of Amplccfor D.rect Tnp Auachmeni ‘ Svc 1 9t cncl 

ROSSI.CE Oiv.scn of Oporolional Events Assessment (Pest 870411) 06/07/28 
Consolidated Ed son Co. Of Now Ytrk, Inc 1 21 pp. 461 1 7 020-464 17.1 40. 

0008110273 Forwards Exam Hop! 50-302 /OL-60 02 on 88060 l.ox am qu<.“Shorb A 
answor koy 8 faci'ity eommonts 

JULIAN.C A Region 2, Ole o! ihe Direclor. 88/C8/0 2. WILGUS.W S Florida Power 
Cofp (subs ol Fi’onda Progress Corp ) 2pp 4651 1254 46512 073 

-0008110270 Exam Repl 50-302/OL 08 02 on 88CG01 OP Exom rosu'ts: written 8 opor- 
amg lest was adrrHislered lo ono candidate whu passed 

CASTO.CA, OROCKMAN.K F Rogcn 2. Oir. ol Ihe Oroctcr 08/07/27. 153pp. 
46511 256-46S12.048 

0807200019 NRC Inlo Nohco 60 C55. * Polenbal Prcbloms Caused by Snylo Fa iuro ol 
ESF Swing Bus “ Svc l.st encl 

ROSSI.CE C.v.sion of Operational Events Assessment (Post 070411). GB/C8/03 
ConSO'idated Edison Co of New York. Inc 12 1 pp. 46437.121 46437 241 


-0008040020 Amor.d W/ lo Ucomo Ol'lb? 2. inodtying Paragraph 2 D of liconso io re- 
quro comphanco w/nmondod jihy&'cal security plan 

BERKOW.H N Project Droctoralo 11-2. 88/00/01 2pp. 46433 232-4G4J3 233. 

-0008040021 Salon uards ovalualian support no Amend 107 to Liconso DPR 72 
* NRC • No Dotoifed AfMation Given. 08/08/01 . 3pp 46433 234-46433 236 


$800100000 /Wicaiion (or amend io Liconso DPn-72.conslslir.n of Tech Spec Change 
Request 147A.Rov l.iovising Toch Specs ro 24-month fuol cyclo 
WILGUS.W S. Florida Power Corp (subs of Fjor.da Progress Corp) B8/00/02. Docu- 
ment Conlrot Branch (Documcnl Conlrol Desk). 7pp. 46479.007 46479.014 


-8000100010 Proposed Tech Specs ro RCS lor 24 monlh fuol cyclo 

* Flo-ida Power Corp (sut >9 ol Flo'.da Progross Corp) 80/08/02 ip 46479.014- 
46479 014 


8000030209 Supp! 2 lo NRC Bulelm 88 005, "Nonconforming Mails Supp'iecJ P.png 
Suppl es.lnc al Folsom, NJ 8 Wesi Jorsey Mlg Co ai w I’lamslown.Nj " Svc lisi oncL 
ROSSI.CE Division of Operational Evonls Assessment (Post 870411). 86/08/03 
Consol dalod Ed son Co of Now York, Inc 149pp. 46538:121-46538 269 

8008160289 Forwards Insp Ropt 50-302/8B-19 on 680627 0/01. No vio’ai cns or dev. 
ations noted. 

HEHDT.A R Region 2. Ofc ol the Diroclor. 88/00/03 WILGUS.W.S Florida Power 
Corp (subs, ol Florida Progress Co»p>. 2pp 46560.009 46560 020 

“8008160291 Insp flept 50-302/88 19 on 030627-0701 No violations or deviations 
noted Ma,or areas Inspeciod.l consee conformance to Reg Guido 1.97 
HUNF.M D. CONLON^T E. Hcg on 2, Ofc ol Ihe Director. 08/07/28. lOpp 46560 011- 
46560:020 


ii^y.inVc o/*?^ V^ rr ^i A f^6w i* ?4i 

-V^cJfr” r ■ --’ -i o-^-a- vi' t-.cr'.j. Awes*** ni <Pcsi 870*1' I) 68/08/03 
cgfllfelZc! ??;•* >i« .«« Ufx W3#«i-«ue»» 


MWWOOI 3-.;; ^ 'J r.HC fc- V -> f? OC3 T>icTi Straw* ■" P'P r-5 Coinscied lo 

S^i.ci c- f •'•'<■ -I '-^■J'C.-al l-vcrli AWMI.-MI IPOS! 6?ci>1) 89/09/04 
C&! m: j ISkiC* 5'^v- .0.- -c '?« 46'84 00. «SC4 l«l 


93072«1 1 1 NIC vto *.:■«.> 6* c«. Fotcrta' Proems W/S. 1 cone Foam fro Garner 
£*££ ? r a «A 8 5 'ckSs-S S«W* Mw*S«e* IPOS' 8/0411) 89/08/04 

c«x: »'::ti’:oC, «■?/?* Vi*, he UiO ««> 17946360237 

f>»C«i70l47 for*, vis SsVir "‘P Hep's S-J £66/93 I? 4 SO J01/88 19 c» 68071). 

^V’enn6'"fi^t“i. C*c c* reOieei:- ee/03'04 FAv.Cw w.scons-n Eleci'.c 
p c *.* Cc ppi: 455?5 1M **6575 ?13 


-86*120150 :mp a^’s 5C.*$.'69 i7 £ f3-30i/68-lS c« 60071 l-ib»to ^8^ 


-Sgoaizuiig nip -j i< v -■> ^v- ■*■ *» -■ ---- - ( . * 

?<-**> ivwti : , Hrr,.$lry p'oeam i‘.c jef ng c*oceifre\crgai ?a. cn & 
'/aVno rcK’-r s»s w a’c* qua 1 N corrcf proj/arrs 8 OA/GC ccnlrcl pog-ams 
HOI VAN R Q S?M,'Va.C»iEP> 'A C Rt^'<n X 0*c c‘ in o C rector 89/C8/03 
1j ; >s 4e52W:i-465?5 213 

85O3O2009S7,aG 'rto Nor :e 53 05? Pcia'il.i’ loss ol Safe Shutdown Equfrr,enl Cue 
•n •& S ijor'- Cc V; i id Reel f erfa -fo Svc St e^cl _ _ _ A 

P.CSbiCE 0;, i or, c< Gpc'a 1 :*n' Events Assessment (Post fl?C4H) B8/08/C8 
Co' > 0 - Jj!>J Ed sen Co ol New YO'k. Inc 12?p-p <5453.125-46459 246 


88C 8-050 102 ARC rb Nov© 63 053. *Poifii!fl ! Pritterrs VV/ASEA Grown Bovcn ITE 
5 1 l T:me O. Nrjn'eni R^a*s " S'C H: e.'-c- ^ 

KQSSlCE Dv.s<oo cl Cpe'aicnjl E.^rls Asiess'nont (Post 6/0411) 86/Oft/CB 
CcnVu'^rctf Eciv;r Cc oinc-a York. (r.c i?Opp 46536 001 46538 170 


8eJ>B03Di12 .‘tfC mto -iz’cc 89 05S. ■ MSiv G.iPc Rai Fai'j'e al Waier<o'cl unt 3 ’ 

ROSSVC V* 0.. « oi ol Opera’-cnal f .crts Ass essrr.cn l posl 8?C41l) 83/08/09 
Cense' tfsXd Eo ^r Co cl NPa YoFit, 1r.c 1?lpp 4646/ 011-4646/. 131 


€8060*0062 i^cp: 1 n? N^C Inlo 68 00*1. * Madrqjaie Cuai'.cancn & Documcn* 
titen o' Ftta PeicVal sn Sea & S<c i'5l enci 

PCS5i.CE O^.soi cl Opcra*-er.al L*cnls Assessrrcm {Posi 87041 1) 83/OB/CO 
Ccr PO ?Ofi Co ottiew YorK l*\» 12'pp 46568 205-46653 325 


8808170011 !>jT.mn*as sjaius o‘ er.vion QuaU ca'.ionp* 0 ' 3 ian-, pet lCCt-R5049 6 Peg 
Guio 1 9 7.ee. £..r.g C»osby I fi nd^atirg $Aiich 06 .Vc?m ihcrrocctplo 
ccn.iec:C‘S Lrr-'C-C/J* rjic'nal w'ng rep'acfefreil & F>E Vu>ena cat'e rcpUccrenl 
FAV.CW w«fj.-\sn Eieclr.c Powa-' Co 88/C8/09 Docurrem Ccnlrol branch |Docu- 
rr-cV: CcM'Ci OosM J PP 465 ? l 34 7 40571 350 


88CB05013S nRC m'a Nsi-ce ea 060. macfeqtiaio Dcs-yn & insVai on ol Wa'ertghi 
Pcieira'ioi Seals Svc si eeei 


ROSS' CE D.rson c? 6pe a r .onal Evc’nis Assessment iPcsi 070411) 88/08/11 
“ OiNo ' ‘ ‘ ‘ ' 


Conso' ijaied Ec sen Co. oiNoa York. Inc 1?3pp 16659 259 465/0 060 


8808050248 f«RC hlo No’»c© 83CS1, CcnUcI Rocm Habcab *<y • Roceni Reviews of 
Opera’ r.g £> 0 ^ 1 . 0 ^® "’ S^c l el e'vi' 

OCSSl.CE Dtv-Sioo ol Opera 1 jnal Eviils Assess-Jieni iPcsi 870411). 68/09/ it 
Cciso' -jaied Ed soi Ck) Ci Ntw W 01 K. Inc i25pp 46504 312-465'36 076 


8608050295 MC ‘ilp TvO’iCe 88 062. Rece il F.nd .ngs ro Implerrcniaf on cl OA Pro 
c'a'tss by Supp iQi s ci Transport Pac’^Ofics Svc i si eoci 

6 JHNETT RF L'vsiCn o' Sa'cguaids & Trarspc.’iatcn (Posi 870413) 89/03/12 
Co'iso'-da'ed Eo sen Co ol Sew YctV. 'ac I03pp 46*,8t 165 46S91 261 


6S0BO9-O264 hRC Irlo tbtiCe 88 063, ‘ H. 9^1 Rai a*.ork Paaaids Fjcit* l:i«d> 6 *.od tn Ccio 
Oo sectors & Cables " S-o e'l r> 

ROSS' Ct O.vson ol Gpcralioiai Evenis Assessineii [Post 67Q4H) 68/08/ lb 
Cense da 'edFo son Co of flew Yc-KJnC UCpp 46569 G65 46569 174 


8888110206 t;RC Ic.'o Nobce 86 064. Report ng f *es n Nue i e8 . p<ocess ai N*jc 19- 
ar Power Plants “ S^c 1 . si e-nc' 

ACSS\CE D v.sron ol Opcia'rorat E fonts Assosstn^m tPos* 670411) 89/03/ 18 
Conso'fda'cd Eoson Co of New York, ;nC i04pjp 45643 001 46843 104 


Ccnso itfaltsf £<J son Co ol t.‘Cw Vo-S. Inc 1g3pp 46628 01146628 133- 


F. Security, medical, emergency & tiro proioeuon pious 


8807060520 Goncnc Hr 08 10 10 all f)(Jwc-r *, 

cImso oi GSA opprovot) socun y ^ ^ - ' 


provals re pjrch.iso or usa opprovou y - y-. . , /fl , 

CuPAGUA F J Asscciab Droclpr lor 1 ' / 9 

Edison Co ol New York lr.c 31pp 46Gfin:2U9-4t>JOJ..l23. 


0808010006 Rov 1 10 Eme.'tjor.cy Plan lirplurnunnnn Ar 

MARSHALLW 0 flo'-Ua Powor Ccrp <s\rUfi ol FlOr.itj IVoijrirn ** 
Mpp 46372 165 46372 176 


ROSS' CE Oms on Ql OcHjrai era 1 Even’s Assessment (Post 9 704 11 V 83/08/18 
~ ofr;c ■*- * -* 


8807280006 Advises tb8l oori ony of 800624 HovS 4 22 A 4-«M f •» *'• 1 ’ 
eni w/p'Ov.s-Ons Of 10CFR50 b4(p) K acCOpbW.O 
CU^EAVE Rogcn 2. Ofc of tho rroclor M} "/' 1 ** f ’ 

Corn Iscbs ol F'onda Progross Lo.p ) 4pp 40JJM>7t> 403.in 0/ > 


8807260296 Forwd'dS flev 4 10 rroiJfiod amoruMJ suCi:r*ly cl »>■ I , * 1 
1CCFR73 2 1 ) 

WiGElL.Fl C Florida Power Corp (subs of Plo«‘Jo C J''/!*,' 

menl Co-itro' Pranch (Documom Conlrol Dosk). ip 4b.i04 ip/ . 1 • 


0808030157 Forwards Insp Ropl 60 302/88-15 cn 

a woa^essos nolo:) ri Parmjtnptis .1 K is • tv 


aions rolodExeroso v. — 

corroc’ed Ccmp’olion dale ler wooknossos ron^Sloti , 

STCHR.JP. Region 2. Ole ol 1 M 0 Director 88/07/28 W i'il 
Ccrp iscbs Ol Florida Ptogmss CO'P ) 2pp. 4640.1 23.) 4U41JJ 1 41* 


••8806030158 Insp Ropt 50 302/88 lb cri ft96f>07*09 Uo sm*.1«L‘.uvi m 1 
.nepecicd obsorveiion 8 ovaluat on of Hoy OrrorflonCy A orp.tn mi '■» 
canors diifi.^g partia' pari cipaiion oxorciso 

SARTOR.WW, CECKERJR. Key 0 .* 1 2. Ole uf Inn Dru. - » 

46403 235 46403 248 


0808040237 Rev 23 lo SilO Nscloo' SvC9 Ocpl PfCU-rluro Ml I '*• A 
ca*?n o‘ Coiporaio Erro-goncy S:?f>;)OM Orgn’iyaiioo. 

STEPtifNSOMJ Q . JOHNSON. SG . WII.GUS.VV 5 no'lil.i *-#*-• 
Florida Progress Corp ) 00/07/22- 6Gpp <10426 020 *16420 Will. 


6608040242 Rov 4 to Emoryuncy Plan Implnmcnlmij IVtjCOil'Wn A 
Rod SbfO! Temp'Prccodu.'ora.’icolPd 

RANOHAUER.W.K F'cr-da Power Corp (SubS of FlRfisIn I RiiJt* 
?pp 4 6432 173-46432 174 


8800040316 Fcnva'ds summary of dilfuronooii & rov.sorj 


tt>UOU<aujlO i-crwa'OS su.TMiury un<uiu/n.uy ' 77 * , 

ion re 1 re p.oieclion plan.Ruv 4 to h'O protCCton f/1nn w.11 t*n *»*..» 
WiOELLRC Florida Power Corp (sut)3 ol f-lor Ua Proyrosit i t » I • J 
msr.f Control Branch (Document Control Dotik) tp)j 4C4J.I Hli «i , ‘* 


8608040369 Ruv 8 lo Procedure AR-503. ‘’fCS K Annuri.-alor 

BANDHAUER.W K Florda Powwf Corp. (sulis Ol F lor da Pi»i|iir.'i 
tip? 46435 337-46435 347 


8809040359 Rev 43 Id Emorger.cy Plan haptrunonWig Ptoccci-n*' l ■ 
P'an Roster $ Notifica: On " 

STEPHENSON.J D Pcnda Power Co-'p. (subs, ol H or On Rioi)n>'- 
22pp 46422 004 46422 027 


8808040017 Forbids Amond 107 to licunso OPR-72 & sototy nva*'? • 
hes Paragraph 2 D ol license to require compliant o vv/timnn-ii '* 

P'a n . 

SILVER.H P/oloCl 0 recto rale H 2 80/00/01 Wlt.GUS.W S 
(subs, of Florida Progress Corp ). 3pp 46431 220-46433 230 


i i<> 


**6808040020 Amend 107 10 License DPn*72,mod fyiitf P.irof jn ijsli 


S j '6 terrp iance w/o'nendod physical security p:an 
ERKOW.HN Project C recto re to H*2 03/00/0 1 2pp 4043121.* -1 


-8800040021 SBleojerds evatoation support tvg Amend to/ to l-'t' 
NRC ■ No LJeiailed Affiliation G.von. 08/O0/Ot 3pp. *16431 214 4f 


8800040365 Rev 9 to Emergency Plan Implomonliny ProcoUuru APi 
Ciesc 1 Conor a lor Actuatioa." 

RANOHAUER.WK Florida Power Corp. ol Moridl PfO^*< Vi 

I8pp 46431.244 46431.261 


8808120327 NRC 'n‘o Noiko e9 C65. *inad/edcnl Dfa^aqcs of Spe.il Fuel Pools.’’ Svc 
1 si end 


8808040247 Generic Hr 88 12 to all power reactor licorisoos A nj »J* : " 
No prolechon requlrerrents Irom Tech Specs Svc fist end 
MiRAGLfA.F J Assoaate Oirocior lor Proiocie (Post 67U4U) *tU/0 
EdisonCo of New York. Inc 52pp 46463 291*46463 342. 


6608160392 NRC l^o Nonce 68 G66. ln<tjstr:al Radog-aphy ir.sp & Enforcement ” Svc 
1 si end 

CUNNNGHAMRE Orts.on of Indjsitia' & Wcdical Nuclear Sale^r (Posl 870729). 
88/OB/22 Corso'idabd Ed- son Co d Now York Inc 90pp <6628 134 46628 223. 


880B170345 Rev 9 lo Emergency Plan Implementing Procedure) V 
Vent canon Procedure " 

* Florida Power Corp (subs ol Florida Prooto^s Corp ). QQ/OQ/I 
46563 014. a 
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8908040247 Generic Ur 80-12 to a'* power reader leunsoos & eppLeanfS *0 romoval ol 
lire proteclon reguromenlb from Tech Specs Svc list encl 

WIPAGUAF.j Associate D roctor to' Projects (Posi 8704 ii) 80/00/02 Ccnso'.dated 
Ed.$vflCo ol New York. Inc 52pp 48463 291-46463 342 

8008120146 Confirms 800826 date to* Sito visi to lour oroerger'ey rosponso 
lac Vies pe.* 090729 lelcon OuCno of areas lo ho rev owed Grid. 

SHAFER.YVD Hog on 3, Ofc of iho Droctcr 88/08/03 REED.C Comronweallh 
Edison Co 3pp 46923 306 46523 308 

8008170049 To-wardS summary of allcgat-cn ro implementation of secunly actuates at 
p’anl UM requested to mdiate nveslujalicn «n o'dcr to fully analyse a I e nation & doie:- 
m«ro if al'cgal on Substantiated or nol W/o one! 

NORELlUSCE Reg on 3, Ofc of the Diroclor 88/00/08 HLED.C Commonwealth 
Edison Co 2pp 46671 174 46571 175 


P. Operating license stage documents & correspondence 

9807260 166 Confirms NUREG u 50 team visit lo COrpcraiO CfcS on 880719- 21 to com 
p’oio sialf ovalum-on of pliinls 

GRCbNMAN.E G Region 3, Ofc of iho OroUor 88/07/14. REED.C Comm or. wo a I ih 
Ed son Co Ip 46287 307 46287 35/ 

8800250133 Tlird partial response lo f OlA roquust for doCu/renls.App C documents 
oncl & avaiab!o in PDR Addl rocords rufurctl to Dopi ol Commurco A DOI for review 
& c root response 

GRIMSLEY.D NRC • No Ootoi'od Alf.liaiian Gvcn 08/07/21 MCMILLAN, J A 0*Mcl* 
vony & Myers 5pp 48605 140 4CC0O 119 

- 0808250221 Forwards ccmrnunls by Environ Sciucce Sve Admin on PSAfl per 
670726.00 18.1 1 & 1 7 rcg-JOSls 

S^AW.M. NRC No Delated Afflial.cn Givon G7/C9/(H MOHRIS.P A. NRC ■ No Do- 
lar'cd AH i anon Givon. 2pp 4G636 231 46605 23? 

BB08 160330 Ccnfrms n ootmg on 890019 at NRC Region III in Glorn Eil/n. IL lo <Js- 
CJSS Uh. polcy on faclity staff wotk-ng hrs per OQOdCS discussion bntwoen MA Kgn- 
owbH & N Smith 

NORFUUS.CF. Reg on 3, Ofc of Iho D.rector 80/08/06 REED.C. Commonwoallh 
Ea son Co 2pp 46560 02J 46560 032 

“8600160341 Noiificaton cf 090919 meeting w/lconsoo in Glon Fllyn.lt lo discuss li 
consud pci cy on nuclear power plant stall working hours 

* Region 3. Cfc of tho DroctO' 88/Ofl/OO ftogen 3. Ofc ol iho Director. ip 
4G560 032-46560 032 

0008240077 Advises that 080531 response to Generic Ur 80-05. "Ooric Acid Corrosion 
of Carbon Stool Roador Boundary Compo.-.onts in PWR Plants." occepiable 
NCRRIS.J A Pro eel Ci'octcralo III 2 00/00/22 ULISS.H.C CcrrmonweaUb Fdhion 
f;o ?pp 46628 355 46620 356 


O. Inspection reports, IE Bulletins & corrospondonce 

8005200295 NRC Info Noiico 60 032. "Prompt Reporting to NRC. of S:gnth::nnl lnc:donls 
Kvolvi'.q Rod oaclivo Mull." Svc 1st encl. 

CUNNINGHAM. R E. Division of InduStna 1 & Modical Nuclear Safely (Post 970720) 
89/05/25 Ccnso'idalcd Ed son Co of New York. Inc 120pp 46300 170 4G3B8 POO 

8607200 102 SuppI 1 lo NRC Info Notco 88010. "liconsce Rcpi of Dofoclivo Flofur- 
Dished Ci'cuit Breakers " Svc I si oncl 

ROSSl.CE DivSion of Operational Evonls Assessment (Post 070411) 09/07/21 
Ccnso'idatod Edison Co of Now York. Inc I25pp 46308 054 463B8; 170. 

8G0803005B Confirms 89081 1 enforcement conference in G!on Ellyn, 1 1 lo discuss onvi 
ron nua'ikcai on issuos.por 800 / 1 0 lO’COn 

GHEENMAN.E.G. Region 3. Ole of tho Director 80/07/25. REED.C. Commonwoallh 
Edison Co 2pp 46397:142.46397 143 

0607200246 NRC Dullotn 00 003. "Th.mhlo Tube Thnnng in VVoshng'iowSu Reactors" 
Svc l s« oref. 

RCSSI.CE Division of Operational F.vonls AsSOSSrnont (Posi 070-1 11) 00/07/26 
Consol dated Edison Co. of Now York, Inc I23pp 46348 070-46340:192. 

0807210210 NRC Info Notco 08 052, "Failu'o of Intraolorno Tondem ol Hutchcr Suil 
App‘ cator Brachylhorapy Ouv cos Curing Patient Treatment *’ Svc I si one 1 
CUNNINGHAM, R E D.viscn of indjsteal & Medial Nuc'oor Safely (Posi 870729). 
80/07/27 Consolidated Edison Co of Now York. Inc. 108pp. 4639/.029-4G307 136 

8808160244 D.scussos util abbrov«mod silo access ira.nmg program for NRC ms.p per- 
sonnel comp 1 ol mg Region 111 training in yonorlc aspects of radiation s-afoty.physicnl so 
curly & omorgoney response 

DAVIS.A B. Reg on 3. Ofc ol iho D.rector 00/07/2/ ALEXICM.M P. Indiana M.chigan 
Powor Co (formerly Indiana & Michigan Electr.c Co.) 4pp 46561 248-46561 251. 

8000230260 Forwards laiesi rev ol NRC Manual Chapter 0516, ' SALP ” Rogion lit will 
begin usmg new lunclional proas Sel lorlh in rev for a I SALP ropl penods wh ch 
extend beyond 8U0Q06 offeciivo date of procodjro. 

NOREIIUS.CK Region 3. Ofc ol iho Dimcior. 08/07/27 ALEXICM.M P Indiana 
Michigan Power Co (formerjy Indiana & Mchigon Eleciric Co.) 39pp. 46620.050 
46620 129. 

6007220034 NHC Info Nonce 8G-053, ' Liconsoo Violations of NRC Regulations. Which 
Led lo Medical Diagnostic M gadm nlsuat-ons ” Svc list oncl. 

CUNNINGHAM. n.^! Division of Indjslr/al & M,od:cal Nuc'ear Safely (f 3 osl 0 70729). 
8B/07/28 Consolidated Edison Co. of Now York. Inc. t06pp 46396:203-46397 023 

8807220192 NRC Info Noico 80 054, "Failure of Circu l Breaker Fol owing Insfallnbon 
of Ampicctor D-roct Tnp AtiachmonL" Svc 1st encl. 

ROSSl.CE. D.vislon of Oporaiional Events Assessment (Post 070411) 08/07/28 
Consolidated Edison Co. of New York. Inc. 121pp 4641 7.020-464 17.140 

6608050001 Inlorms of 08081 1 enforcement conference in Region III ofc to d.scuss vio 
lations nolod m Insp Repls 50-295/87-00 & 50 304/887- 1 1.Uiil shou'ef t>o prepared to 
discuss l sted items. 

MILLER.HJ Region 3. Ofc of me Director. 80/07/29 REED.C. Commonwoallh 
Ed son Co Ip 46430.002-46438 C02 


6B07280019 NRC Info Notice 08 055. "Polc-nlial Problorns Cnusod by Smg'o Fo luro ol 
ESF Sw.ng t3us." Svc 'isi encl. 

ROSSl.CE Oivis:on of Ooerahonai Events Assessment (Post 070411) 88/08/03. 
Conscldaicd Ed son Co or Now York. Inc. 121pp. 46437 121-46437 24 1 

06OOD3O2C9 SuppI 2 to NRC Oul'otm 08-005, "Nonconlorrring Mails Suppled by Piping 
Supp'ros.lnc at Fclsom.NJ A Wosi Jersoy Mfg Co at Wil iainstown.NJ.'* Svc 1st oncf 
ROSSl.CE. D.vision of Cnorational Events Assessment (Posi 870411) 80/00/03. 
Consolidated Edison Co of Now York, tnc l4Dpp 4653B 121*40530 269 

€807290008 SuppI 2 to NRC bulol n 08-008, 'Thermal Slro&so9 in Piping Connected to 
RCS ” Svc I sit encl. 

ROSSl.CE Otvis-on cf Operator^ Events Assessment (Posi 0/6411). 88/00/04. 
Consu’ifJated Edison Co of New Yoik. Inc I2lpp 4G501 G01 -4 6504 1 21 

CG072901 1 1 NRC lolo Notice 80 056, "Poieni al Problems W/S lcono Koom Firo Garrior 
Ponovat on Soals ” Svc I si encl 

ROSSl.CE. Division of Opo/alionol Evonis Assossmont (Post 070411) 80/00/04. 
Consolidated FciSOnCo C# Now York. Ire I23pp 46569 175 46569 297. 

88DB020095 NRC Info Nabco 88-057, "Poienhol lossol Salo ShuldOwn Eguipmont Duo 
to f’romahiro Si.con Conirollod Roctfier Faifuro " Svc ‘is! oncf 

nOSSl.CE D.vislon of Cporaiionai Evoms Assossmunl (Post 070411) 86/OU/CU 
Ccnsolidaled Edison Co of Now York. Inc I22pp 4G459 125 -I6459:24f> 

0000020102 NRC In'o Nolico 00 058, “Polonhal Pichloina W/ASEA Drown Boven ITE- 
5U. Tirr.o-Ovorcerroni Relays “ Svc ?isl oncl. 

ROSSl.CE Division of Oporaional Evonis Assossmonl (Post 0/0411) 09/08/08 
Consol dated Ed son Co ol Now York. Inc. 120pp. 4G638 UOl -46530; 1 20. 

6008150317 Forwards frtsp Repls 50205/00 13 A 50 304/80 14 cn 08U526O/19NO 
v.olai ons r.olod. 

FORNE Y.W L Ron on 3. Ofc of tho Dtector 88/08/00 REED.C Commonwealth 
EdiscnCo Ppp 46551 165 4G551 100 

“0006150324 Insp Flopls 50 295/80 13 & 50 304/60-14 on 080526 U/lO No violations 
or deviations noted. Major are us in spec led hconseo aclion on previous 
( mm us .summary of operations & mo n 9(oam safoty valvos sol non conserve lively 
MIND 5, J M Hog-on 3. Ole Ol If io Director oa/OO/OO. Mpp 40551:167*46551 100 

00000301 12 NRC Inte Nolico 08 0f>0. "MSlV Gu do Hal Falljro ftl Watorlprd Un t 3“ 
Svc I St oncl. 

ROSSl.CE Div.Sion ol Oporahonul Events Assossmunl (Post 870411). GU/UB/09 
Consol dated Edison Co. of Now York, Inc I2lpp 46407 011-40467.131 

0000040062 Sucpl 1 lo NRC Info Notice 88 004, "Ir'arloquato OuaMication A Uocumon 
laiion ol F ro uamor Ponoirat on Soa s " Svc l st end 

ROSSl.CE Dvlson cf Operational Events Assessment (Post 870411) 6D/0B/09 
Consolidated Edison Co of Now York. Inc 12tpp 46550. 205 40550.325 

08OGD5O135 NRC Info Nohco 00 060. "fnadoguato Dos'gn & installation of Wate flight 
ftenulrauon Soais.” Svc I si oncl 

HOSSI.C b* Divis on ol Onorniiorml Fvonta Assnssmcnf (Post 870411) 00/80/11. 
Ccnso’idatod Ed son Co. of Now Ycrk. Inc 123pp. 46560 200 45570 060 

0808050240 NRC Inin Notlcu OOC61. ‘Control flcom Habiiablty Roccnl Roviows of 
Opemt-ng Exjioiionco ’* Svc list oncl 

ROSSl.CE Division of Ojjcrntio'ial Evonts Assossmc-ni (Post 870411). 00/00/11 
Consol tfalotf Edison Co. of Now York. |rc 125pp. 46594 312-40G05 076 

0000050295 NRC info Nohco RB 0G2, "Hoconi Findings ro Implomontailon of OA Pro- 

S tarns by Suppliers of TrmspoM Packagos.'' Svc lisi oncl. 

URNEU.n F Div.son of Safeguards A rionsporlaiion (Post 870413) 00/00/12 
ConsohdalotJ Edison Co. of Now York, Inc. K>9pp 465B1 1 55 4658 1 263. 

0800090204 NRC info Nolico 00 063. "H.gf| Rpd alion Hozarrfs From Irradiated In-Core 
Dotocio/s A Cobtes " Svc hsi oncl. 

ROSSl.CE D.vislon ol Opora’onol Evanls Assessrronl (Posi 870411). 00/06/15 
Consolidated Edison Co. of Now York. Inc. MOpp. 4G56U.065 46569.174. 

8808110206 NRC Info Notxo 00 064. “Roport-ng Fires m Nucfoar f’rocoss Sys m Kudo 
or Power Planls.** Svc I st oncl. 

ROSSl.CE Division ol Oiterollonal Events Asscssmcnl (Post 870411). PG/00/18 
Conso’uJatod Edison Co of Now York, lr.c, I04pp 46G43.00I-46G43 104. 

0808120327 Nnc tnfo Notco 08 005. "inadvortoni Drainages of Spent Fuel Pools*' Svc 
l si encl 

ROSSl.C E Div.sion of Operational Events Assossmont (Post 870411). 00/08/18. 
Consol rfatod Edison Co. of Now York, Inc. 123pp. 46620:01 1*46628 133 

8808250206 Confirms plana for G8C037 moolmg lo discuss SALP 7 repl for 
facruy Appropriate corporate A plant rncjt rop/osoniailon ai mooiing to ensure mulual 
undorstandinn of Issues & findings presented by NRC encouraged. 

GREENMAN.lG Rogion 3, Ofc of thn Diroclcr. 00/08/18 flEED.C Com mo n wo a I ih 
Edison Co 2pp. 46R-1G 102-46640 163 

8600160392 NRC info Nolico G6 UG8. "industrial Radiography Insp & Enforcement ” Svc 
list tmcl 

CUNNING HA M.R.b. D, vision cf Industrial & Mod. cal Nucfoar Solely (Post 070729). 
00/08/22. Consol-dated Edison Co. of Now York, Inc. 9Upp 46628.134*46620 223. 

8808 1 60414 NRC Info Nolico 88 087, "PV7R Au* I ary Teadwater Pump Turbine Over* 
speed Trip Failure." Svc list encl. 

ROSSI,C.t D.vislon ol Opemiional Evonts Assossmonl (Posi 070411) GB/08/22 
Consolidated Edison Co or Now York. Inc 123pp. 46643 105 46643 227. 


R. Periodic operating reports & related correspondence 


8807260167 Monthly cperal ng repls for June 1988 for 2ion Un.ls 1 & W/000706 Hr. 

AUSTIN, G., PLiML.GJ, Commonwealth Edison Co 88/06/30 12pp. 46304:310- 

46304 329. 
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6807290008 St,npl ?- Id NRC B*. el n 80-OC8 Tnarra Sl'ussrs *r- Piping Con.n--e:*d id 
PCS** Svc *■&' ercl 

PCSSI.C E Divso-i cf Opcfdi J*i3i F»e.v.s Assessment (Post 6704 U) 98/Gd/G-V 
CcnschcafO^I EdiSor Cb o' New Y<>fk. Inc l?1pp *6504 CO <6504 1?1 

68072901 1 1 NRC irlo NchCtf 98-056. * Poten! *l Problems *WS>! zc.ro T oam f .*o Earr c r 
Par that cy Seals’* Svc tel ere* 

ROSSi.C.C C.vison cl Opc.'aiiOfia 1 Even:*, Assessnecr (Post 070-1 ii) 00/03/04 
Ccrsolrdaioo Ef^escn Co of New Yc'k *r,c t?3pp 16559 1/5*16569 297 

6008170043 A:* :occ:pl of U 1 560/11 ll» i.Mc*r ng NIC d s*eps lane* 10 ccwcl vola 
•ions noted m (nep Repl SO-3C2/BB 1 *\ 

WILSON BA Reccn 2 O'c cl ihe U<rc:ic f P3'C9/04 IV. LG US W 8 r O'icfa Po*** 
Coip (Sel.5 Ct rlc-i.da P'GgxssCorj: ) Ip 4$672 16£ 46572:195 

8&C&24913S Fr.il response io FClA redoes* 'cr -xmerls. App K t'ccuaionls C'J App 
L dccemorts pgriiaii/ do red as oUsde sco^o o’ .'c^vest Arp !.* dcci.rrr,nts pa'M’y 
w l^C 0 (rcl FO'A Cxcrr p-.on 5) 

GRIUSIE /.Dh NRC • No Oeiai'Cd Aftii.jlcn G /on 88/00/0-1 HOlEY.h ruc’-c Civ 
zc*i 8 Ci heal Vast Er-vgy P'Oit-O f pp 335 -4E561 942 

*♦86081 10018 Fowa-dS NRR inpu! ba&en cn "* n S *VLf* evauaFons m:l w/SAle*y 
cvafuJ! oos P'fcpa'Od du-iinj SA:P Cel ' >£i May *056 period PeiJlcd <icc .me nta 
Ion one 

OUn.EV Ft F f>\VR Ptc.,0^ (0t€^Of£*.c 1 ct/Qc/GI K-RSCHGf. R090.1 5. Ck o* 
Ye C'foc'or- 85fp 4066130 *16502 112 

0BO&O2&O9S NRC ml? MoVce 88 057. botoriiai Los* o» Sa'o SFl1:?ow" Eqc prnonl Djo 
; o Pfcmaiti*o SrrcoACon-fo’ledRecl 'or Faiiu-O ' SvC '•$' orz-. 

ROSSI.CE L'.viSdor cl Occ/a’ional Evens Assossmcr: (Ro&i 8704 h) fi8/Q8/C& 
Cense dated Ed SCO Co o. New 'icr* 're l??pp 4S45S 125 46459 2*16 

8808020102 NRC Into Nitico 38 059 * Po*xmt?t Piottum W /A SEA Bxwn Bovgi. HE- 
51L T me C/e/CurroM Re'sysi *' Svc Si end 

ROSS-.CE Dvisor ol Cpe-aiic'ial Evens AssosstlmI <Poi>I 3704 11) 86/08/03 
C-orsoVlarcd Edison Co <v No^/Yok rc i2C|,p 46 53 n 001 *49528; 120 

B&CB120303 Pospcntfs 10 viGla'.Kns, njifcd ,-i Inso Pep* 302/88 16 Co*fcC'..vo 
o:io."S CH iu* changed io bo ’css rtstr :ivo S is c'.vi 4 y 'hai recor-nen'icd vo:s aro 
gidelinos 

W'.DEtL R.C Flcnda Po^ver Cc.p (Stbs o! P-onress Cc*p ) 89/08/68 Coco 
rerl Corirpl R*ar:h (Ooc^rr.en: Con:ye DcshJ 4pp 16523 357 46523 369. 


8809240255 Forwards nsp Hen* so Y.J2. fit] 2tf cn 3d0/2f> 2» Ko % 
ai‘ 0 .is noic-d 

COL l ‘NS D M, Rc-gjn 2 C'C ul 1‘ic wrOt V.'- Hi'/Ot'ti? Wll.CiliS.Vk 
Corp tsubs nl Floida P'Cijrc*-^ Co*p J 2; r lOL^r* A'. \ *1062^211 

**0008240257 'nsp «->pl £G*:rj7/R« 22 r>;. 960/25 2 ' Nu ih*> 
rioied VjP areas ;• S’-tfti e*»rc-ir,.*'i;y | rf.parc J 'jr , (>s' ) ■ | ic>in:Mj ^.n‘j 
clfrmf.nirn prccO'Jj'os A cnjaniAifon & *t gi l "r !ml 
1‘JSlA.r U. DECnLR.T R Rt.rj.yn ? ()fc o' ll-** fVo'.!„' 8ll*Ci!/ , 2 
46526511 

8608 \ 10206 UF1C Into No 1 . c*> 88 06-1, tin,! ii o.) ‘-Vls in fiuVcai l\cf 
ar PoAtr Pianu Svc '<st one 

RCSS'.C E D.vSion a* Opem iion-ii fv^ni, Assessrieru ji’f.' t fj/ 
CcnsD ; daiei Fdscn Co o' N*>* York, li t U*i:.p 46*Vi.i (,:i * i:» 

&906120327 Nt^C Into ‘luti'e 86 t'XL liuiliflun* Lrav>a«)f/> <4 S;n ( 
•si one! 

n03SI.CE O vsen ol Oi:era?cr;n Evu ls AcHf.vne*- : (I* i*l ft/ 
Ccrsci da*e(l Ld-Son Co ol Now Yen., in t ^Jpi; *:f>»>2d 01 1 -lf.62d 

flBOQ 168342 tlW'. \c*z Not.'.e 6ft Ci t,. * vicinal tod oir.W^ In \\ & I 
. si oi cl 

CiJNNINGHAK 1 n F C’.v^on C‘ iruuslnal i McCi:.hI N-elC ir >*.lY 
83/C0/P2 ConscItMico Ld.srn Co cf Now \< .*!• Ire *J9o;>. *:G':. ;, l 1 

8&061C0414 NRC Into Noli„n 8B ' .. "ptfrll Aul-.ity L 'i'e-.Jv<<\1» i < S. 
spoen Trip TfnLro b.c I*? en:i 

HCbS ,C t Division of Oper«ni n i L^onls Asscss j n«.* , H I'Vsl in 
Ccn*;o! iJaicJ Fo sen Co. o' rN< ^ . ork. Ire ’2'Jp:; loC'. 1 ’00 HX-VI 


R. Periodic operating reports & related correspondence 

8800170251 A/O’iihN o;-Gra!/ij rop: Io* Jul I9d0 ‘r.r C'ysial Huor *Ji 
LANfc.JE . VVlLSCl. K H FW.-13 Power Cure (s.n»i* o< : lor.cJe Pn 
0/r31 5pp 40551 326 46561.330 


S. Reportable occurrences, EERs A related correspondence 


8800240161 Forwards lose fU?i 50 2C?'08 21 on 06071 1-15.N0 vioiatic'-S or tlOvi- 
af or* no'etj 

I CLL1NS.DM Reg on 2. Oio o' V,0 D'r.ilo 1 , e'^CQ/08 Wc.GJS.W.S riorda Power 
Co*p. {S;,03 o' F'or.da Progress Cc'p I 2pp 46627 1 73 46 62 7 28 G 

• B8O024O165 lisp Rcpi 60 302/fi'J 2 1 cn fl60?P-1£,Vl3 vic'dtisrs or (Jovial ons 
nnled M9-c r ereat rspe-'cd-p'nnt (^e^* sl*y. ccoosin control A ppe Ihmn ry 
1/APiSrOM.RR KAhLG 3 B °cccn 2. Gic ot tin O«ccioi hu/08/06 12pp. 

46627 275 46627:286 

8809030112 NRC ’nto N^KO 88 3^3, ’VSIV Ctide Ral Fa ’ure ai V/alorfcrd IJnl J '* 
SvC I st eny;‘ 

ROSb'.C.E D%is-or> cf Oc<xaRna1 Leer’s As^sscivcrr |Pos‘ 6704111 8Q/0B/C0 
Ucns^h.frt'ca £o son Co. o' New v 0 :lc ( m c 12 'pp t*i4b7 011*40467: 131 

88089400B2 S..pp1 1 10 NRC* ^ri'o No’. CO 89 C31, 'inapegtatn OuaU cation A DocurnoY 
laro.n of F.,e Rd'r.er PonGi*a:ion Sea’s * Svc i ->1 enc 1 

ROSS',0 e C /iscn cl Ocorai i‘ a- E : »*en:s Assessn’Gni d’osi 87C41I) 68/0B/G9 
Cons oLdated Edison Co or New York, J'rc l?1pp *1t55fl205 4C55B323 

aeOBOSOUS VlRC ln<0 NciLc QB 060, ‘ lna Jc>2> e O'^n S Ins'.A'aiDn nf VVatbrl^bl 
Peratral'jn Soa’s *’ Svc lr*l e:.d. 

ROSSr.C.E Orison of Cpe*ai ona tvc-ds Assessment iPosl 8704 11} 86/O0M i 
Corso' jaiecl EcTson Co of New York, .n? 1 2:]~? 466C£*2’jH.465?C.060 

68080502*18 HRC In'o No’-co 83 35i. 'O.irtrcl nooo 1 HablahUy • Hccen* Povic>aS ol 
Cperamg Eupcicnca Svc isi cnc: 

RCSSiCE uvis-on o' OD0*aiicna' Events Assessment iPosi 870411) 88/00/ n 
ConsC dated Forson Co elNowYcrK l ie I25pp 40594;3r2 4855b 076 

6808180219 RcMXi 'cJs to fo>lACJp i 4 crrs ruled 'n Insp Real 50 302/88 09 Corrosive 
ac’ionvpou-ancnt book rr.irks plar.cd n conlro! rooni crrcrfjency opera* rg proco 
dures (EOPsi & r-jmbor o' COP sets nc»o.ised I? ’Mo 

ViCEeL R.C ftOnda Power Ctip isj bi ct Fl^.^a t'rc'g'cvs Cc’P > 68/00/11 Dc:u 
n-o. I Conlro Oranch (Oocer*;r.; Ccnlrcl Dosk). 33;;p 46585 094 48585 131 

&898250193 Fenva*c's l.nsp Rcpi 50 332/89-18 on 8806U9 0715 i rol-cc ol violate n 
WILSON, B.A Region ?. O'c ol V o Dnector 86/C8/I1 WIKjUS.W 5. Florida Power 
Corp. (S..hs of F'onda ProyroSi Co:p 1. 2pp 46548 U8 1 46616066 

**0606250194 No ‘c<3 of vc‘ai.on l»0.7i rsp on 6CC609 07l5.Vio’a1icn no'edtorr.ps in 
c; — rgo.xy icedwaier pump £ set a*ge r p ig V,*gii5/ tran r?es gn tenrp ft corrective ae- 
lorn ij preveni rccj'ronce Inseiltciert 

WILSON 0 A Hog«on 2, Clc oMI-oOirociCr 80/C9/11 ?pp 18040 053-46640 054 

'•9808250195 .r.sp Ropt 53-332/68 1 8 on 830609 071 5 V.c'«l-ons noled Ma.cr a*cas 
wspcc'.ed p ar* ope.-alttrs.iatfoloy cal ccrtic‘s.SL.cunly.LfcRs.ronco">10’rnrg eper- 
atiorts rcpls, «evre.v of oji si as & acl ons on rsn iIots. 

HOl.MES PAY P.. TEDROW.J, CRl LNJAK.R n L >g ea ?, Oic ol Ihe C -oclor 08/00/ 
05 12pp. 46618 055-46648 065 

80C8Q&Q2S5 fcRC In'o Notc« B8-0S2 ‘Recall Fr-idrg^ c» irCplGircnlaiion cl QA Fro* 
c'anis t/ Stpp’ e.'s of T/anspo'l Packages “ Svs /si crcl 

dUHVEn.RF Division cf Salogjards A Trarspedal on (Post 870413) &3/C-8/I2 
Ccnso^da’ec/ Edison Co o? Now Yo‘k. Ire tC9pp. 46581 I5t> 46581 263. 

0809220246 Responds Io NRC 88011 4 Hr ro violations noieo -n Wsp Repl 59-302/07. 
33Co r rociivo aci ens so'idi’ied w^isio sbipmems discon nuod & nec-'eer v/aste vys 
lechr cians A suptrv-sers retraYod 

WlOElt.R.C Florida Power Corp (stbs ol Fto ida Prcg*ess Ccrp ) 0&/O0/12 Docu 
meet Ccniroi B/arch (OocuTenl Comrel Desk) 3pp 46601 169*46601:171 

0808090264 NRC Irfo Noi co 89 063, ’ Hgh Flad.a:'On Harards From Yraffialed in Coro 
Do lectors A Cables*’ Svc 'ist er,cJ 

flOSSl.CE. Division ol Gcefa'.tcnal Evens Ass^^moni tf>csi 67 Caii) e6fCB/l5 
Conso’idalcd Edison Ca ol New Yoik. fnc. 1 lOpp 46569 C65 46569 1 74 


8007270096 l FR 88 314 OOo'i 86062' uli'v.ikil inn ps i»*i*sl“;I •*» in* 
sys piping ca^sng conlarnier! per*cri t ili.-fi Uj evened «f*. s <|n > *i«j 
leak pasl sovvl ot crock & iso'aVoo vii-veaLenvi.) vnvos rls«vn*.rj 
VOFFAT7.1 W. WlDfcLL.nC r lc.n Jn Pow t ** C.V|s (s,.l:v o' I l*;'*:l 
80/07/2 1 ’Jpp 46307-137-46307 

0800110054 LCH 93 062-UlO'i m • 20M rnador bl*fc| 

It ^et£blu.c«us?*i fci proce'F.ta: m i«u -,vwv y t.lcY lo i‘0:f 'Cl wr« 
sM '<d A Siirvo. .arce ProcodvfQ SP Y-6 io nmrcic S’k.hicwr- t-.mt-l 

Hr. 

WCFFArT.L W . VVIUbul. Rc hen la Powi-r i O p IS r:*i ol f In 'I 
nu/DO/CG 3pp. 46505 057 46506 05 J 


V. Operator Examinations 

0800 1 10273 Forwards E* rt m He(.‘ 5C H'2/Ol ft't 9? on «HfifctU.« 
answer Hoy A lac 1.ty coni"ie*rls 

JULIAN, C.A Region 2 C'c of ir o Drtv’o* f*‘J/u6'02 A'lLkiUSV 
Corp (subs ot hc'ida Process C"fp 1 ^ :<i6 * 1 2L4 icWN'O/J 

-Q0OB1 10270 E*emHopi 50 3U2/C V 88 u? or HbCCO 1 37 E»«*n rc-s., 
a' r ir lost was aom n sk-red to o-m coro jam won pisv-d 
CASrO.CA. OR('CKMAN.kE Reg o*i 2. Ok ol Ho U-rc<.h:r 
■16511 256 46512 04B 

- 0000110267 Forwards review A ccrrmunfs on ddCMM sen .m n.M' 
KEt.LEV.L.C. Florida Power C<;'p ls>s ol r ;or cM Piujnv.s 
CASTO.C Reg cn 2 O'c Of tr'O O reciO' 26m 406 1 2 049 466 1 i* ih 


DOCKET 50*304 ZlON NUCLEAR POWER STATION. UNIT 2 


F. Sccerily. medical, emergency A fire protection plans 

8007060520 Gene.' c Lir 88 to (o all power *oacfO-' Scousoes A ro’r 
pro/n’s ro p.i'chase ot GSA dpp'ovOii secufi'y conlninCfS Svc li*if « i 
V.RAGUA >-■ J Assocaie Director rcr Prciech (Post 87011 1) M'O 
E Cisco Co cf New Yg»k. fnc 'Jtpp 463BU 239 46386 929 

8808160244 Oiicussos uli aobroviaicd sita access Ira'ong prorjr.-m 
so*nel corpter ng Regcn /ll Ira cm;) m generic aspects ol 'pd alion 
clj ly ft &mo.'gency response 

DAVIS.A B. Hecjon 3 O'c ol Ihe Omcio' 0B/Q7/?/ ALLYlC.h.V f 
Power Co (terme-ly ind.ana A f.'.ct-flar. Flecir.c Co ) 4pp 4666 1 .2 

8008030414 Sjt).'n;U implementa* rn schelu'o Io.* prcpOsed '■/*/ fdCV 
■ary blog UVAC sysAdvises cf rranpowo- a<J.i,st'iie<iis io accorrci 
outage 

TRZYNA.G E. Common weallh Ed sen Co 8H/0//2B Cf co ol N..c 
labon, O reclci' (Post 870411) 2pp 46404 28/ 4A404 288 

0800080099 Advises that 890/ 1? proposed scope S cbjociivus Uu 
'or 080928 accopiatle U.nderslands fhaf exorcise wll nol mvcKo 
pad cipalicn. 

SNAFER.W L> Region 3. Cfc Ol the Urncio: 86/07/29 f^EED 
Fdson Co Ip 46451 349 46461 349 

8800180400 Revised emergency D'an im^ic-irenlm.] procudu'es tao'O 
* Com.nionweallh Ed.son Co. 88/07/31 2pp 46596 3 J 1-4659*3 31 i 

B803169109 Rovvsed omt-rgerLy p*ar> i«n pie muni mg p>ott‘1utr/S miloi 
MAHO.SE Y.M. Commoriwea’lh Ed son Co 88/00/01. 3po 465D0.1 
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8608030289 Suppl 2 lo NRC Bulotin 00 C05 "Nonconform rg Malls Supplied by Piping 
Supp'ios.lnc at Folsom. NJ & West Jersey Mfg Co al Wi'liamsIown.NJ “ Svc list encL 
ROSSf.CF. Division ol Operational Evenls Assossmeni (Posl &704 11). 80/00/03, 
Cor-soMaled Edison Co of New York. Inc HOpp 46530 121 -46538 269. 

8807290008 Suppl 2 lo NHC Gullet n 00 CG8, ' Thermal Suossos in Pip no Con-noclcd lo 
RCS " Svc l si oncl 

ROSSl.C. F.. Oiv.son of Oporat:onal Evonis Assessment (Posl 8704 11) 08/00/04. 
Consolidated Edison Co. of New York, lr.c 1 2 1 pp 46504 031*46504 121 

8807290111 NRC Info Nokco 80 056. ‘Potential Prob!oms W/S.!iccr*.e Foam Firo Unrntr 
Ponelraion Seals “ Svc ‘ist cr.cl 

ROSSl.C E Division cJ Operational Events Assessment iPosl 0704 11) 88/08/0-1. 
Consolidated Edteon Co of New York, hie I23pp 46569 1 75-46569 297 

8808020095 NRC Info Nolice 88 05/, ' Potential Loss cl Sale Shutdown Equv-'mooj Djo 
lo Promati.ro S-hcon ControlncJ Rectilm' Faiu-o ‘ Svc list orcl. 

ROSSl.C G. D. vi si on of Operational Evonis Assessmoni (Post 87041 1) 6G/00/UH. 
Consol dated Ed-scri Co of New York, Inc I22pp 4G45J 125-4645‘J 246 

8800020102 NRC Info Nonce 80 058. Poicni-al Prohlnms W/ASEA Orown Govon I TR- 
6 1 L Time Ovorcurronl Re ‘ays ’ Svc list uncf 

ROSSl.C E O.v.son of Oporahonal Events Assessment (Posl 0704)1) 80/08/08 
Consolidated Edison Co. of New Yo'k. Inc l2Cpp 46538 001-46638. 120 

8008030112 NRC Info Notice 00 059. "MSIV Guido Rail Fa lure el Walcrfo.d Unit 3 '* 
Svc ‘ist oncl. 

ROSSl.C E Division of Operational Events Assessment (Posl 0704 11). 88/08/09 
Consolidated Edison Co of New York, Inc i2ipp 4646/ Ol 1-4646? 131 

8008040062 Suppl i lo NRC ln J o Notice 80 004, "inadnquato Ounlilicabon & Doci-mcn- 
tat on of Fi'o (lamer Puneimiion Sea's " Svc list oncl 

ROSSI.CG D.visicn ol Cpcrahonai Evens Assessment (Post 870411) 86/00/09 
Conscf dated Ed-son Co or Now York, Inc I2lpp 46558.205-46550 325 

0008180070 Summery of 800803 mceliog w/uli' re l.consoo program for aug;.irontod 
nsp of Stojm Gonerator A girth wold List of attendees end. 

GUTTER, J g. Pro.ect D.roctoralo MI-3 80/08/10 Pro;ect Droctomto III 3 33pp 
4G584 231-46504:263 

8008050135 NF1C Info Notice 00 060. “inadequate Design A Insta'lotion of Walerlighl 
Penoirat Cn Seals ” Svc 'isl oncl 

ROSSl.C E. Division of Operational Evenls Assessmoni (Posl 0704 1 1) 08/00/11. 
Conso'idatotJ Ed son Co of Now York. Ir.c I21pp 46569 290-46570 000 

8000050248 NRC Info Notice 88 061. * Central Room Habitability • Recant Reviews of 
Cporatng Expononco.” Svc fist arc 1 

ROSSl.C-E. D.visicn ol Operational Events Assessmoni (Post G704 it). 00/00/ M. 
Conscldfllod Edison Co of New York, In:. l25pp 46504 312-46595.076 

08DB18O312 Responds Jo NRC 0807 12 JJ / re voJatons noted in Insp Rcpl 50-305/08- 
l-LCorrcctwo atlions discussions hold w/sec-My officers lo orrphasi?© ImpoMonco ol 
issu ng proper idont licahon bmlgo (key card) 

STElNMAnDT.C R. WiSconsm Public Servteo Corp 09/03/ 11. Document Control 
□ranch (Oocumoni Conttel Dusk) Jpp 46576 005-4667G 0D7. 

8008050295 NRC Info Nol-co 80 002, "Rocont f indings to Implomentnllon of OA Pro 

g rams bySupniior9 ol Transport Packages " Svc list enrl. 

URNEFT.n F D.viS’cn of Safeguards A Transportehon (Posl 970413) 89/00/12. 
Co nsef dated Edison Co of New York, Inc f09pp 46501:155 4659 1 233. 

880B090264 NRC info No1:co 80-063. ''P:jih Radiaiien H;i2arcia From ItraUiaietf fn Coro 
Detoclors A Cables." Svc fist oncl 

ROSSI, CE. Divis.on of Oporaiionat Evenls Assossmont (Post 870411) 0Q/OH/15 
Conso'idatod Edison Co of Now York, Inc 1 lOpp 40569 005 40569 174. 

0008110206 NFIC Info Nolico H0-CO4. "Ropcriing F;ros n Nudonr Procoss Sys fll Nt:do* 
ar Power Pianls Svc fid oncl. 

ROSSl.C E. D.visicn cf Operational Evunts Assessment fPosl 0/0411) 30/00/13 
ConscldaiGd Edison Co of Now York. In: 104pp. 46643.001 46643:104, 

080012032? NRC Inlo Nolico 00 065, 'Inridvorionl Dra-nagos of Spun! Fuel Fouls” Svc 
I SI oncl 

ROSSl.C E Division ol Oporanona 1 Evonis Asstssmont (Posl 870411). 30/00/10. 
Ccnso'idatod Edison Co. of Now York. Inc 123pp 4GG28 01 1 -40620:133. 

B0O8 160392 NRC Info Nohco 88 066 "Industrial Radiography Insp & Eriforccrnonl '* Svc 
hsl end 

CUNNINGHAM.R E Divlsan of Industrial A Medical Nucloor Safety (Posl 870720). 
33/05/22 Consolidated Ed. Son Co ol Now York, Inc 90pp 46620 1 34-4 6G20 223 

8609160414 NRC Info Notice 83 067. ‘ PWH Auxhary Feodwalor Pump Turbine Over- 
speed Trip Failuro." Svc list oncl 

ROSSI.CE. Oivislon of Operational Events Assossmonl (Post 070411), 00/C0/22 
Consolidated Edison Co. of Now Yo'k, ire i23pp 46613 105-46043 227. 


R. Periodic operating reports & related correspondence 

0800 170130 Monthly operating repi for JU 1903 for Kewaunee Nuctenr Power P.nnt.W/ 

eecoio itr 

RUIfER.G.H., STF.INHARDT.CR Wiscons n Pubic Sorvico Co-p. 00/07/31 5?p 

46572.128 46572 132. 


S. Reportable occurrences, LERs A related correspondence 

8807260403 LER 80OO8COon 0006 1 G, blowdown A blowdown samp'o Isotet on vatvos 
closed when power tesos removed <Juo to teiure to reinstall *so'aticn signal bypass 
jumpers after survo llanco parlormod.CausmJ by porsonnol orror.W/3007 1 Q Ur. 
NALEPKA.DS . STElNMAnDT.C R Wisconsin Pubic Sorvice Corp. 00/07/18 5pp. 
46205 326 46285 330 

8800030222 LER 80 005 01 on 880422,argon gas introduced info RCS dudnn rofuel-ny 
welding process caused ESF actuations Alignment ol gas supply sys verified Argon 
gas purgod from vol ccniroi tank Weld ng procedures lo be revjowad.W/8 80 729 llr. 
NALEPKA.DS. STElNMARDT.Ctt Wisconsin Pub'ic Service Corp. 88/07/29 6pp, 
46400:161-46400 166. 


V Operator Enomlnatlons 


0808100265 Forwards operate' A soncr operate! licensing oxam roqufrorr.Gnls tef 
exomr, scheduled fo- wk ol 093220. 

WRlGHT.nC Region 3. Ofc pi the Dvocior 83/08/11. HlNTZ.DC Wisconsin Pubic 
Sg'vico Corp. Ilpp 46595 256-46595 266 


DOCKET 60*306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F. Security, modlcai, emergency & (ire protection plane 

0007060520 Gonon: Llr 00- 10 lo Hi power reactor hennsuoy A holders of Pdrl U5 ap- 

E rovjfs rn p-jrcfusn oi GSA approved socunly containois SvC luSI Oi-Cl 
1IRAGLIA.F.J Associrtio Drocto; for P/cjoctS (Post 0704M) 00/07/01 Conso! doled 
Ed son Co of Now York. Ire 3)pp 46388 209 4GJ80 329 

B0O0O40 1 03 Rev P to "Prano island Nuclear Gonoiamg Plant Emargoncy Plan " 
SCHUCLHE.D A Nor I hern Stotos Power Co 30/07/01 221pp. 46432 309-46433 169. 

8607270116 Hov 9 to 'fvoifio Island Nuctenr Generolirq P.anl Emergency Plan" W/ 
890718 Itr 

FEY.f .L No'lhom Stalos Powo.' Co B9/07/1U. 233pp 46316 330-4G31 7 202 

0008160244 O scusses uii> abbreviated silo ftLCOSS Iramlng program for NRC msp po'* 
sonnol comploimg nc-Qton III tra nrg n espocis of rod’^lion sale ly phys cal so 

curily A emergency foaponso 

OAVIS.A D Rng cn 3. Ole of iho D.rr.clor 8G/07/27 ALEXICH.M P. Indiana Mich gan 
Power Co (icrmcrly Indiana & MiChgan ElCCt'ic Co) 4pp 46561 248 465Gt:251 

8008040247 Gonerrc Lh 8S-12 to af power roaclrr Iconsoos A applicants ro terroval of 
firo protocicn roQui'omoms from Tech Spocs.Svc 4st orc< 

MlRAGLIA.F J Associate Droctor lor Proiucls (Post 87041 1 ) 88/03/02. Corisohdaled 
Edison Co of New York. Ire S2pp 46163 291 46463 342 

0808230072 Forwards Rov 19 lo facifily sneunty plan. per IOCFn50-54(p). nov withhold 
(rnf 10CFR73) 

LARSON, C E. Norihorn Slotos Pnwci Co uu/ 08 / 12 . Oil co ol Nustea/ Ruacicr fietju 
lolion. Director (Posl B70411) Ip 46626 00 J ■'f6GPG:C01. 

0000230149 Forwoids Rov 3 li> plant safeguards ccniingercy plan Rev wilhhu'd 
L ARSON, C.E. Ncithorn Slams Powor Co 68/0U/12 DocuTicr.i Conucl Branch (Docu 
mont Contro* Desk) ip 46014 354-46614 354. 


K. Utility Final Safety Analysts Report (FSAR) & amends 

8308090220 FcrwordS Rov 0 to updated FSAR for Pro no Island Guno.'tilng Planl & 
annunl fo-pt ol cfin'’gos.toSf9 & exp-ofi-Tonls 

MUSQLF.D Norlfiem Slatea ftewor Co. 63/07/07 Docutnor? Conlrcl Uranch (Docu 
moot Control Desk), ip 46473 056 -16474:059. 

--OBO8O9D230 Anrual rapt of chongos.losis A ii5fpu.-iniont9 lor 1907 

* Northern StatC9 Power Co BG/07/0/ 7pp. 46473:067-46473 079 

--0803000241 ftev G fo updated FSAH for Pra no Island Nutltmr Gonornlin<| Plani 

* Ncifthorn States Tower Co 30/07/0? 3f,Gpp 46473.074 404/4.069 


P. Oporallng llconse stago documents & correspondence 

0000150177 Final rosponyo lo FOA rcquOsl for doci,monls.ForwardS App A dcn.mcnls 
& nnftinliv w.thlicld App D documords (rol F03A Exurrpl ony 5 & 6). 

G/WSl.EY.D fl. NRC - No 0<sia fed AIM a don Givori Qii/07/ f.f. FFLTON.J.M. N’uctear 
L'Cons ng Roporiy 4pp. 4050 1. 149-4650 1 . 1 84. 

-*B7 1 1 120 1 30 itedialiy wiihdold sumnury of r^RR Vgi Toam 0710C6 09 visas to silos A 
Ftegicn ill olos Rncjion m well managed 

SNIEZF.K.J H Oil co ol Nucloar Hoot.lor Rcgjlolion, D roc Lor iPost 87D411> Q// 1 1 / 
C6. MURLEY.T.E. Ofhcu of Nuclear Roactor Regutei on. Drecior (Post 070411) 3pr> 
4G5911G5 46501 107 

0000020047 Forwards upplicahon fur amend to l conses DPR 42 A DTR*60. romov ng 
fow (occiwaior trip from Tech Specs A adding roqu rcrrenis fo.- sionm rjcnoraior lovol 
madian soloclor funclirjn.reo paid 

MUSOLF.D No.'tlu'rn Stales Itewor Co. 06/07/10 Otf-co of Nucloa' Roactor nenu'p- 
lion. Di'ector (Post 870411) 2f>p 463B0 133 46306:144. 

-8806020040 Application tor amends to Llconsos DPM-42 A OPR CO. rov wing Tech 
Spocs lo remove 'ow teedwalu' - trp f»om Toch Specs S add rtKiui'omcnis for slaarn 
uonorafor fuvaf motfian sufoctor fyned^n 

MUSOLF.D. Northern Slates Power Co. 08/07/18. 5pp. 463BG 135 40306:139. 

--0QOOO2OO5O P/oposod Toch Specs removing tew loodwaior irin from Toch Specs & 
uiWmg roqu foments for sionm (jtr.eraior fovol median setecicr fu-’ctlon. 

* Norifiorn Slalug Powor Co. 86/07/10 5p)> 4GC86 140 46386:1 44. 

8800040346 rioquosts oxompt-on from requirements of iQCFR50,App K, Section I D 3 
S 1.0 5 prior lo MflUup ol Uni l.CydO 13 curremiy schudJod fer OUOOPO.Tofh^caJ 
has a for exorrpt'on «ncl Feo pa‘d 

MUSOLF.D. Northern States Pcwor Co UD/07/2B. Document Conlrol Dranch (Docu- 
menl Control Desk). 19pp. 46436 165 46-1 3G.203 

8800110105 Provides mlo ro criteria used in ova'uat-ng shori-icrm piping sys accoptati I- 

• ty whon ri.scroparcics (ou-.d botwoon doslgn of sys A ns-huiil com«gurat on. 
MUSOLF.D. Nodhorn States Power Co 86/0//2D. (Document Control Dranch (Docu- 
moni ConlroJ Oe«k) 2pp 46499 358 46499.350. 

8808180067 Requests oxerrpton from tOCFH50.App J.Soct-on III. A 3 ro leakago test 
roqui-orncnis lor Typo A conla nmem miegralod loakago rot© tost Rov.cw A approval 
roquoaied by G8D915.Fco paid. 

MUSOLF.D. Norihorn Slates Power Co 60/08/01. Ollieo of Nucloar Reactor Roajla- 
lion. Director (Posl 870411). 3pp 46591 224-4G591 226 
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0808170007 Mjf'i'i.y c;x?rai ~.g rep!s for Jul 19S3 lot Z.pn G?rerar.ng Ste'on Un.ls 1 & 
?VWfcC> C4.»r 

AUSTN-G. Pl«LteGJ Corn.T<r.wesl:n Edson Co 09 07/31 I2pp 46571.022* 
*6S7 1 C3J 


S- Reportage occurrences, LERs S /elated correspondence 

0808040124 LER S2 D?4 Cl on 66l2u0.pressi,'«;te.* fc* P'essme tre.'i5Gr? occurred dje 
15 p/euure ccn-i^et sT tir,g io irarua'. instead oi av.iOT>a*>c Cause 
vf'drUrm rr-i)tthC^3J Stalin operator rep' mancted ?C' ra'ieni venoss W/08072? I!'. 
lESNETU Pl'VLGJ Comucnweaih Ed. sen Co e8'05/>6 4pp 46426 334* 
46426337 

0808080095 SuT/nay c' Opetelrg ficacio's Everts Meoir.g 68 30 on e&072SList ol 
air-rvJc-es & sax-nary o! reactor scrams erci 

U!.?rt'i3.V/ E*cn« Avi^svnev. Graeco &&fO?/<6 ROSSl.CE 0»vsion Gt Op£<- 
a*Or d j Evers 6sicssrr.enl (PCS! 6704 11) I3pp 4 6402 169 46482 101 

8808 100036 Corfrms 6b0803 leiccn re F99712 Confirm a icry Achcn t.lr C AL Rlll-Pfi 17- 
1 ct'Wnng task 'oarage nvobgh auuJary leedWate' check valves evidenced by 
e*eva‘ed p^~p fe r ts Cone u.s * 'decision ‘o con: r jo cperai on w to valve repav 
OAVIS A 9 Reg or 3. Q"c ol “te OrectO' 2&/C8/03 REED.C Commcr-wea :h Ed sen 
Co ip. 46469. n$ 46469 ?1 0 


DOCKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


0000040212 Application for amond lo license* OPR 4R.M.i,i*t h 
uilSaleiy eva'uahon & sgm(:cnni nn?Qfds <Joto.nn.na lion f../ 
end Fee paid 

HINTZ.OC. Wisconsin Public Sorvtco Corp. niwu//2‘j f\ 
(Document Conirol Dosk) 7pp 46423 245 40423 2W» 

*.0808040215 Proposed Toch Spot Pngos TS G-2.C 2n.l. i.u * 
sonnel chances ai ut I 

• Wisconsin Publ.c Service Corp. 08/07/29 5pp. 464? » 2?.,’ -1 

0008050146 Forwards corroded affidavit providing noenssny i * 
of proprietary “nfo n DC H.nU RG03 16 Ur from pubi c il m I;i .i • 
STElNHARDT.Cn Wisconsin Pub'.c Sorv.cu Curl. mi/.i/ 
Branch (Docuxi&r.l ControtOnsH) 5pp. 4G4CG 1 40 4G4Mi (W 

0808110152 Advisos that roviSdiJ listed P8ID draw rigs In i.ij f «< 
STEINNARDT.C R Wisconsin f\.b'iC Service Co*p. fill* mii 
B ranch (Document Control (Joak). Ip. 40504 271 -4<»Vj1 .V l 

0808110327 Towards Rov 4 LO “Renctcr Tost Protjuni *' Mur i 
tw u cbM.i va’uos tc.i cotTpviliir 

SitINHAnDT.CR Wisconsin Public Swvfco Corn I'.i/i • 
Branch (Document Control Dusk) Ip 4G50!> lf)3 4b%l>\ ;•// 

-8000110331 Rev 4 lo. ’noactor Tosi Program.” 

* Wiscons n Publ c Service Corp. 08/60/20 PHpp ii.%0** . 


F. Security, medical, emergency & fire protection plans 


0307060520 Gerer c l»r 56 10 to all power reactor 'iccnsecs & hc!dorr> ol Pan 95 ap 
p'ova's (e purchase of GSA approved seen-* *y coma ^ers Svc i si enci 
MRAGL'AF j Associate Dir eci or for Pro.ecis tPcsi Q70411) 09/07/01 Consoi dated 
Ed son Co o‘ New York 'nc 3lpp 46386 293 46368 329 

fl 8C 80 20 241 Respordi fo 6^0421 lir ieqje$\nq app'Cval cf changes Id emergency pla*i 
vnp'C-C'V rv» p'ocCGjro* to* piarv. 

£HA L ER.WD Region 3. ClC of me D.rector 68/07/22 HIN17.DC Wtsconsn Pub'ic 
Sen ce Ccrp ?pp 46374 291-46374 29? 


Q. Inspection reports. JE Bulletins & correspondence 

08O52QO295 NRC Into NoVcc UtMKi2, “Proiupt Uujv^e'yi U» Ipv 
Involving Rod.Daclivo Mall “ Svc fist cincl. 

CUNNINGHAM. Ft E Div«slon ol lrrfut>lri«l & MerJi^ni fin. 
80/05/25. Consol dated L-dison Co ol New Vp'h, In:: I • is,: , 

0807260029 Forwards S'.mmory docunonkihon re 
djrnq annual refuelrg outogo lor iP-OfJ No rejmi'c f i *li.»» < 
noted drjrmg m$p 

STE’NHARDT.C.R. Wisconsin Rub^c So/viCo C’rnp uii/n/ 
Drarch (Qocurront Co.nirol Do9k) 28pp A(j 302: 2uii •«»:«»;' 


8808050192 Advises iha' 090530 Rev 15 to Irojsha' Seccr.ty Manual '’ does not ade 
quatey address ctrrerr f4HC pos.:ion on applying 96 square inch 
req.'nen or.! Pesutmitiel cl Changes per MUHEG 090U requested. 

MAllETT.B S. Reg-on 3. ClC o< the Duector 68f07f 26 STE ‘.HARUT.C n \V.sco/i$in 
Pjt c Sorvce Co»p Ip 46443 223-46449 223 


8608(60244 0 scuss c% ul * 3bh.*evaled s.to access ira r r.g pioq'am fo* NRC nsp per 
scnnel ccmptoting P.egon 1 . framing :n generic aspec f s ol rad*aticn satetychys ca' sc 
cur ry 8 emergency response 

OAV.S.A3 Hegm 3. Ole cf the O. -ecu r 03/07/27 ALEx.CH.M P ind ana M ch qa i 
Power Co dC'fnef'y Irq ana & U ct‘.^an EiecincCo ). 4p ? 248A&S61 251. 

0808000147 Ad/ises tnal 6S3629 scopo & objOCLves for p'anl tirerccrcy e'eaa redness 
eicrciso scheduled lor as^OJ2 acccptafcte J F * * fcU 

SHAFEfVVVO Pegton 3. 0*c ol :ho D rector 89/07/29 hnT 7.DC Wsccrsm Publ ; 
Ser.ceCorp 2pp 46450 241-46450 ?42 sec si kudu 


8807260016 Forwaros Saloly fnsp Ropt 50 306700 15 un l 
noted 

SHAFER.w.D Rog'cn 3. Ole of Clio O'/uclor. 0ti/0//i:i. ir'jl 
Serv.to Corp 2pp 46304 173-40304 UJ4 

-0607260022 insp Ropt 60-30S/QU-15 un HH0li20 2 1 ff * , 
noted Mo, or aroas Inspoctecf chorn slry nronmni. r.(iudmq | » 

liarr.ng.tc-aclor 5ys water QC pronrnmu 8 OA/Qf: 

HOLT2MAN.RB., SCHUMACHEH.MC. HuD'ori X t-te »■' i 
lOpp 46304.175 4630-1 104 

8807280036 Adv.sos lhal CB0400 rttepcrisu to JE (lutein mi {■• 
house Circuit Croakers ' saiisfnciory Mosponsii a.uh'-ir^l 
senos breakers not used n sofoty /nlpmd onpl-i ulnns .it i;i >• i 
G1UTEHJG Projoci D.rocto:ato lit 3 mj/0//2l> H'NlZ.m i 
Co'p 2pp. 46314 290 46344 300 


8008040217 Generic Ur 08 12 to ai pqwer reactor licensees & aptfearns rfeiroval ol 
f.re pro: ec ben reqj re-.-nen:s bem Itch Specs 5/c I erM 0 

MPAGlIA.Pj Assocrate Director fo* Prc eels (Posifi 704 in 68/09/0? Consn'^atea 
E4.sonco o; Hew Yo>. !1C tip? 16.163 S3M6463.-M2 LOn.o.-ra.M 


68080 80 1 a? Iiformi leal elttcivo B8CB33 uY «.tl move emc-gercy cc«aior>s lac I, tv S 
lo-r. P'.tlic T.otvo G'Ce-n aay.Wi Faci'.ly crtiergency plan wi.l t>o revised !o rellca 
ma-e ir> of* 'ly 1989 djr.ng annual plan review process 

STEriHARDYCR W^corsn Pubic Seryce Cc*p 80/C9/O3 De-um^m Consol 
Branch tDocuxer.tConlrol Desk) Ip 46*150.162 45450 162 0 


0000180312 Respords io N^.C 830712 Hr ra v. 0 a'.ons ncied in insp Pcpt 50 305/80 
UCcrrec. acucns discussicns heid w/«ecur.ty ctfice's to errphasre Troortence rf 
'^u'ngpcper.denUca'onfcadceikeycard). p ds fr P° ,,ance of 


STE.NHARDr.CH Wisconsin PjDLc Sen,.co Corp 60/08/n Oorum'5'it Cnnum 
Qtencn (Documerl Centro: Desk) 3pp 46576 695 46576 097 " 1 GWl 


1 Financial Inlormatlon 


88000800 70 For^ams cash bow p'O.dC.ons ppr 10CFR140 21 

: E n'^ n0TC . R ^ ,sc ^ r ^ ,n * Sconce Corp aft/ 07/ 25 Cilice ol Hue oar Rr-nr 

io^ Rcq-Ja'ion D.-ector <Pc>si 070411) 2pp J 6453 238 46450 233 


!i*° iUbm " 0d " MWi ' n '° sa(,l ' ei 

.iJXS "eacho^ 01 «v™, ol 


premoms Jtor each opera! ng reactor ever T65 Mwiof' 

i Te-cbr ca 1 Support Branch (Posl 070411) 80/00/ 
ce CniQ in tfvdnn n*>7 ‘ccL-Kvn^-j 


~ K rwr. f , v , L9UI 


J. Insurance & Indemnity information 


M “«-«" S S 2SXv Erd(M5C " T£VS ,&2 '° f; E^l & maelu Ccriilcaies NW-11 1 & 
Braicn (Ooce-nert Cc^xl'oosk^'j’l Pf ,^E499: 1 JoTe I M , H6 05 Docume '" Ccr ' r< H 


P. Op^raUng ttttmse stage documpnls & correspondence 


lerly r.dusiry average date oncl 4 V 03 3 ,0f plan1 a 92'nst quar- 

GUTTER jG Projocl Direciorate ',1-3. 88/07/26 HNT7hr w.c.*#. w „ 

Co-p 10pp 46449032 46443.101 HNI^.DC WiScons n Pubkc Serv.co 


8007200162 Suppl 1 to NRC info Not cu UA-040. *’t xri|i*< n J 
b'S hod Circuit B-'CakO'S.'' Svc fiSI end 

ROSSI. CE Oivision of Oporofonnf Evontn (i < 

Consol dated Edison Co cf Now York, ire 1 2bp|> 4t>.iwi n* i 


8807200246 NRC Bul'et.n 03 039. "Thl.-utifo TutHi fhiinln f n 
Svc fist Orel. 

ROSSl.CE Division oJ Oporaiional Gvonfc* AnmisMii.nl u 
Ccnso’idatcd Ed.son Co Of Now York. |nc. l2Uf>p 4<il4liOA 


0807210218 NRC Info Noiico 00 052, ‘*Eailuf<j of 

Applicator Biachylhetotry DdvIcoh Dunn<j Pm.otii TrcahiMi.it 
CUNNINGHAM.H E Division of Industrial & M< xJic.il 
03/07/2? Conso'idatod Edison Co. of Now York, In- i<»i| 


8808050274 Forwards response lo NRC Du'.'ot.n 07*00? Su 
^ C T^ Cao,0fmar,c ° W/Appl.cob‘0 Moll Spcn:s ” l« .t o 
|JINT2,D.C. Wiscons n Pubiic Scrvico Cori> Ofl/O//?/ 
(Documenl CohUol Desk). 9pp 40452 D50-4046? 953 


0800160244 Discusses uhl abbreviated siio access Iminhvt |.i 
sonneJ l comp'et ng JTog’on 111 training in ycnuric aspects «:i r.i 
Cur.tv & emergency rosponso. 

OAVfS.A B. Region 3. OJc of if .a Director OU/07/27 All A' 
Power Co (formerly Indiana & Michigan Lloclm: Co ) .Ipp -if 


8008230260 Forwards latest rev of NRC Manual Chanter OM 
beg n us:ng new funciional areas sol forth in rov lor till 
ff, lWr 80 o OG ° 6 c " ect,ve of procoduro 
M^hvi L n U n E 3 - Cfc Ol Iho D-rOctO r I1W/0//? 

. nh. 9 f n Power 9° lncl,onf ‘ ^ Mfchmnn rinclm. 

4&20P9 C ° LAMS0N ' CE No/tborr. Status f\>*< 


Led tn 00 053 ■ "L'COnsoe V.Olal.J'te . 

Hu M »5adii:in 1 siralions " Svc list one I 

88/0?/?ft H A M, n. t 0f & MotJiciil NilfJt 

68/07/28 Consolxfoted Edison Co oJ Now York, fnc kfJl 


-FoHiio Ol Circuit Dm 

Kc f ? Tn ? 5; tra c7imom • Svc flsi end. 

ConsnM«ted rJ r' °P«! a[ ' 0 ™' Events Assessment 

uonsol.da ed Ed.son Co of Now York, inc 1 2 1 pp 464 1 / Oi 


“Poleniial Problems (.* 


Nttc ln[ ° Nonco 83 055 
“r. Swing Bus." Svc list end 


R. Periodic operaring reports & related correspondence 

98080-00212 Monthly opcrahny ropts for Ju! 1988 tor Prono Is'and Units \ & 2 W/ 
3G0BO4 Hr 

DUGSTAD.U. MUSCI F.D Northern Slates Power Co 80/07/31 9pp 4G4S0 153 
46450 16 1. 


S. ReperfabJe occurrences, LEfl9 8 reJaled correspondence 

0800110296 Summary of Cporaimg Rosctors Events Mooing 00-031 on 000802 Viovv- 
graphs & 'ist ol attendees oncl. 

LANNING.W Events Assessment Branch 00/00/03 ROSSI.C.F Division of Oper- 
ational Evunts Assessment (Post 070-11 1) I7pp 46556 214-46556 233 


V. Operator Examinations 

8806020312 Adv.sos that romiaHicohon prog- am ova'uaton vis.l scheduled i or wk ot 
8B 1 024 NRC to odm-msto' written exams S opO'aRuj tests. Stated rot mail needs to 
be provided 

WniGHT.G-C. Rogon 3. Ofc ol Iho Ci'uct©.'. 08/07/2 2 LAflSON.C E Northern Stales 
Power Co 7Bpp 46303.001 -46303 070 

6606240061 Informs lhat util wi’l nol UO uh!o to rreul rerjuromonls tor exam by 
060024 Cons.dcrahon should bo g.von lo delaying admn sirahon of exams until mcro 
compfnto bank of accoptabfo oxam quost-ons becomes avaifabte. 

LAHSON.CE Northern Slates Power Co HH/00/09 DAVlS.B. nogion 3, Ofc ol tho 
D rector 3pp 46630 C80 46630 002 

0606190032 f orwards Exam HGpts 50 202/Cl. GO 01 & 50 306/OL 00-01 of (worn niJ 
rr.inslGred on 00071 1*14 

WRIGHT.GC Peg on 3. Ofc Of tho Director GG/CH/10 LARSON.C E Ncrlhern Status 
Power Co 2pp 46596 147-46506 300 

-6B08t90Q36 Exam RcpIS £0 282/OLQQ Of & SQ 'jCb/OL BQ Ot on 0007? I- M. Exam 
rosuits.t^rce sonlor reactor oporotors & Hiroo toacior opurulors passed oxomr, 

HAHE.S M SMEPAHO.D l... PARKIN SON, K l. Region 3, Ofc of the Director 80/00/ 
00 iSOpp 4650G 149 46506 306. 


DOCKET 50 309 MAINE YANKEE ATOMIC POWER PLANT 


F. Secur/ly, medical, emergency & lire protection plane 

6007060520 Generic Llr 08-10 lo a.< powor reader heemsoos A ticklers ol Part 95 af> 
pr ova's ro purchase of GSA approved sccor.iy containers Svc list end 
vlRAGUAf.j Associate D.rector for Prolocis (Post 07041 1). 00/07/01 Conscl.d-atcd 
Edison Co of Nuw York. Inc. 31pp 46300 290 46388 329. 

0006040247 Goner c Llr 88-12 to all power rooclor hconsooa 0 applicants ra removal ol 
hro prolecticn roquiromnnts Horn foch Spocs Svc 1st or.cl. 

MfRAGUA.r J Assodnfo Director for Protects (Post 0704 f tj. qu/qg/02. Consol tfdfcd 
Edison Co of New York. Inn 52pp 46463 29 1 46463 342 

8008250342 FciwardS Insp Ropi 50 309/88-1 1 on 000630-073 1 No violet o.ns notod 
VVIGGINS.J.T. Royon 1, Ofc ol iho Directo'. 08/09/17 nANDAZZAJ B Mono 
Yankoo Alcmic Power Co 2pp 46648 321-46640 329 

■■8008250345 Insp Ropl 50-309/00 1 1 on 880630 0731 No violator,* noted. Major 
oreas ' n spec tod: lot! ewe p in previous insp fmd.r.gs. rovmw ol special ropis.l.consoo 
over.f fo/lowvp.oporaf.ona/ salofy vcnUc el on.meru swortanco & phya col soc^nty 
TRIPP.I E Region 1. Ofc ot iho Diroclor 80/00/ 10 7pp. 4GG40 323-46G4U:3?9. 


H. General correspondence 

0806040197 Comment opposng proposed ru'©9 10CFR170 & 1 7 1 ro rovs of too 
schodu'os Requests that Commlsslonors rooxamr.o NRC curronl budgetary processor 
In order lo provnJo orator assurance of roasonab'o coeo’ation botwuun sves & costs 
EDWARDS.OW. Malno Yankoo Atomic Powor Co. 66/07/26 Docketing & Services 
Branch 2pp 46360.160 46360:161. 


P. Operating license stage documents & correspondence 

8800110120 Notilicalion ol 889427 Uconsoo Moonng GB-0G1 m King of Prussia, PA lo 
review Uconsoo presentations ro Rad Con preparations for upcoming outage & steam 
gonoraior chomisiry oxpononco 

UMROTH.O.F Region i. Ofc ol tho Dimeter. 80/04/25. Region 1. Ole of the Orccter 
2pp. 46500.231-46500:232. 

8800150177 Final response to FOIA request lor documents Forwards App A documents 
S partia'ly withheld App B documents (rol FOlA Exempt-ona 5 & 6). 

GniJYlSLEY.O.H. NRC • No Octo.led Aflihat'on Givon. 08/07/14. FELTON.J M Nuclear 
Licuns-ng Reports. 4pp. 46501.149 46501:164 

-8805310167 Trip ropl of GG0412-15 Mai Team visit to plant silos, iwo malls licensees & 
Region l ofca List of team members & summaiy of obsorvaiions & perceptions from 
vis" I one' Info deiolod. 

SNIEZEK.J H. Off.ce ot Nucloar Roactor Regulation, Oirector (Post 870411) 00/05/ 
10. MURLEY.T E. Offico of Nucloar Reactor Regulation. Drcctor (Post 07O4U). 3pp 
40601.180 46501:102. 

8008020269 Summary ol 000708 mooting w/C E Owmors Group IQ Gonerlc l.ir 87-12. 
■‘Loss ol RHR Whilo RCS Partially rilled.*’ 

TFtAMMElL.C.M. Proioct Oirocioreto V. 88/07/15. Pro|oct Oiroctoraio V, 41pp. 
46374:202 463 74:244. 

6BO8O20258 Concludos lhat post-tnp review data & info capab lilics accoptab'o for Go 
none Ltr 03-20,ltem 1.2. 

SEARS, P.M Project D.reciorato t-3. 08/07/20. HANDAZZA.J.B Maine Yankee Atomic 
Power Co 4pp. 46400.096-46400:196 


—880802026 1 Satoiy eva'uotion accoplng ul I response lo Gononc Lfr 83-20. Horn 1 2 re 
post-tnp rov.ow dale 8 mlo capacity 

* Office of Nucloar Reactor Regulation. D.rectcr (Post 87041 1 ). 08/07/26 7pp. 
464C0 100 46400.106 

8000110174 Forwards proposed Tecti Spec F.yuro 3 10 4.madvortonlly omitted from 
000630 Proposed Chonge 141. 

VVH ITT IE R.G.D. Malno Yonkco Aiomic Powor Co. 08/00/02. Doccrrcnl Coriroi 
Rronch (Dorumonl Control Desk) Ip 46604 270 46504:279. 

-8908170264 Errata to proposed Toch Specs Figu'e 3. KM, showing aiowablo unred- 
Ued radial poak. os fvriction of cycle averayo L»urrup fo.' Cycfu 1 v operahon. 

• Mam© Yankoo Atom c Power Co 00/08/02. Ip- 46584:2/9-46504 270 

8000160135 Forwards request for arJol into ro 10CFR60G2 (ATWS ru’o), including ©X- 
p'anailon as lo l-ow DSS & DTT functions w.l. remain operable on 'oss ol oifvo 
power 

SEARS.P M Proj-Q-ci D rod o rate 13. 86/09/11 RANtlAZZA, J B Ma no Yankoo Atomic 
Power Co Itpp 46558 005 46558 015. 

0606230151 Surriinarv of R8C816 Oporaling Roactors Events Mooting 06-33 m 
nookv.bQ.MD ro briefing of &©n o* nianagors from Nnn.OSP. AEOtJ & regional ofes on 
events which occ^rrod slnco Iasi meet ng on 00C809 L>st of mtendoos unci 
LANNING.VV. Events Assossmont Rranch CQ/00/17 RQS3l.CE. Division of Open 
at onal Events Assossrr.oni (Post C704 it) 1 1pp. 46628 149 46G2G. 159. 


Q. Inspection reports, IE Bulletins & correspondence 

8805200295 NRC Info None© 00 032. "Prornpl Roporti'-g to NRC ol Sign/ cant Incidents 
Involving Radioachvo Mali.” Svc list c-ncl 

CUNNINGHAM.H.E. D.vis’On of Industrial & Med cal NuCoar Solely (Posi 070720) 
00/05/25 Consoldaterl Edison Co. ol Now York. Inc. l2Cpp 4620B 179 4630O'290 

6808010400 Pft't al rosponse lo TOIA roquost fQ' documents Forwards App 1 
documents. App j & i avai'ablo in PDR App H documents partaify wiiHin'd (rof FO'A 
Exompbon 5) 

GRIMSLEY.DH NRC - No Dole led Att.l nlon Given 80/07/11. Public Cil^un’s Cnh- 
cal Maas Lno/fly Prcjcct 7pp 46327 240 46327 25fJ 

* 0702170 1 8 1 Forwards NRR input fo: SALP ropl Tor far. l-ty.Ropt basod cn projeci man- 
ancr ovaLralions & n‘i ,, i SALP ovaluations unci w/ SER prepared djri-.y 5ALP period 
or Nov 1986 Feh 1087. 

SEARS. P.M. PWR Prolocl Directorate 0 87/02/10 KANE.W.f : . Region 1, Ofc ol the 
O.reclor. 2pp 46327:322-4632/ 323. 

0007200162 Suppl I 10 NRC Info Notico 00-046, “Llcanseo Ropl of Dofcctivo ftolur- 
b shed C'tcuii Qronkers “ Svc 1st oncl 

ROSSI. C E Divibon ol Opcfoiional Evonts Assossmo.nl (Posi 870411). 08/07/21 
Conso'idoicd Ed sen <^o ol Now York. Ir,c t25pp. 46380 054 46300:1 70. 

0807290142 Responds to NRC t3uTot n 87-C0-2.Sunpls 1 & 2, "Fastener Testni To P© 
torrrmo Corilorrnnnco W/Applicah!u Mail Specs. List Of suppl os w/torroug fostonors 
1/4 inch in diamoto; ©/ great©; ©n.cl 

RANDAZZA.J.R. Mono Yankee Alomc Powor Co 00/07/21. Oocumont Conlrel 
□ ranch (Docurnonl Control Dosk). 4pp. 4 6367 250-40357 261 

0807200246 NRC Bul'oHn 00-033. "Thmbte Tut:© Thnning In WdSt-nghouSd Roactors" 
Svc list or.cl. 

ROSSI.C E DiviSon ol Oporoho.'ud Events Assossn.enl (J’ost 870411). 00/07/26 
Conso’idatad Ed sen Co of Now York, Ir.c 12'Jpp. 46348 070-46340: 162 

Q8072 102 to NRC info NoUco 80-052 “Faruro ol iniraulorino Tandem of Fletcher Suit 
Anp icotor DrachythcrP|ry Dov.cos Dumg Pannnl Troatmcnl." Gvc list oncl. 

CUNNING HAM. R E. Division ot Indjslnal & Mod cal Nucloar Saloly (Post 070720) 
80/07/27. Consolidated Edison Co. ol Now York. Inc 100pp. 4639? 029-46307 13G 

BB07220034 NRC Info Nof:co 08 053. ‘Vccnsuo Vlolaiions of NRC Ronulations.Wfilch 
Lad lo Mcdicnl Diagnostic Misadmm slral ons ” Svc Ist ujicI 

CUNNINGHAM. R E DiviS’on of Industrial & Med cal Nucloar Safety (Post 070720) 
00/07/20 Consolidated Edison Co. of New York, Inc I06pp 40306 263 46397 020. 

6007220192 NRC Info Note© OB 054. "Failuro of Circul Breaker Follow ng insiftl'otlon 
of Amptcclor D reel Tr-p Allach.rr.on^ , Svc list each 

ROSSl.CE- Dwision Ol Oporatonal Evenl3 Assossmonl (Ftest 870411) QG/07/20 
Consolidated Edison Co al Now Yo*k. Inc. 121pp. 46417:020 4641 7. 140 

8000040057 Extends mvitat-on lo TE Jamos to padcipato os independent poor advisor 
to NRC in c©rhi cat.cn audit NRC insp of ubl simulation faci'ity cerlilicat an wi l consists 
of th'ou phosos 

HANNON, J N Oporaior Licensing B;anch 00/07/20. SHORT, M.P. Man© Yankee 
Atomic Power Co. App. 46424 20/ -4642 4 210 

8800150210 Adv sos that onforcomont confuronco wi.l bo schedu'od within 30 days to 
d scuss violaLions noted In Insp Ftepi 50- 309/07- 16. Uhl should bo prepared to discuss 
listed items ro oquipment qua'iheahon program 

JOHNSTON, W V Region 1, Ofc of the Diroclor 80/00/02 RANDAZZA.J B Mo no 
Yankoo Alomc Power Co. 2pp 46551:312-46551 313 

8807280019 NRC info Nohc© 08 055, "Potential Problems Caosod by Single Folur© of 
ESF Sw-nn Bd3 *‘ Svc list oncl. 

ROSSl.C E Division of Operational Kvonis Assossmonl (Post 870411). 88/00/03 
Consohdatod Ed-son Co oa Now York, Inc IPlpp 40437.121-46437:241. 

880 80302 89 Suppl 2 lo NRC Bulletin 68 005. "Nonccn forming Walls Supp'iqiJ by Piping 
Suppl-osjnc at Folsom.NJ & West Jersey Mfg Co al VVilliamstown.NJ.’ Svc list encl 
ROSSl.CE Divison ol Operational Events Assessment (Posi &70411), 08/00/03 
Consolidated Ed see Co. ol Now York. Inc I4ppp 46530- 121 -40538 269 

8807290088 Suppl 2 lo NRC Builobn 08-000, '‘Thermal Swcsso9 in Pping Connoctod to 
RCS.” Svc list end. 

ROSSl.CE. O.v.son of Operational Evonis Assessment (Post 070411). 06/08/04. 
Consol dated Edison Co. of Now York. Inc. 121pp. 46504 001*46504: 121 . 


112 DOCKETED ITEMS 


M->I1<V72 C, a-s'ii-tr. 10 IttWt Of<W2 & CPU «0 i«*s«9 

Mv« | i007J / .o.i ; j! a ~ p vr jin ties! esimate roolhodoogv 

* dnir , r^ cVoN. ..Jtc.j.'jmi, ^.t:<***ra6-,*dc*n "epl hand 
r' -> * c n i f . :.-- n S'3 V 5 pj*V Co E0/G6/O5 Docune'U Ccr'roi Brazen fDocu- 

^Vc^o/iiso ip 

-£633110075 0«WWIM c? Ccrf;-rr.3nce cf Pra io Wand Un.!S 1 d 2 to App K & 

s&s m, v *»» *»■**»*« 

6303180-106 Forvo-d* safi|> t . jyi-di so: port r-g u»4 proposed des gn id meet requ *e 

-•an •? , Q A C VV P-^ i ‘KSSS H *6/08/17 MUSCLF.DM Northern Sia'os 
Fo*i.*CO ipp 46531 ?cO -s6 293 

~f808l8C4O7 Sa'c'y t*a .-a* tr. re corp^co w/ATVVS te'e lIOCFRSO 62! ac * 

wtvt*« < cn* ngem upon scccesY;! ccrrp'ei on cf n^man factors e-isinser.ng stuo os 

^ ^‘‘ ro ^>* - fio:1oar floac'c* Rogv'avon. Drec'or (Pest 8?04H) 89/08/17 1 1 r-P 
s*.6ii'2S3-<6£3i;« 


8007280019 NRC Into Nolico 00 055. ‘ Hotoolrfll f rcWiKiia i.,Mn 
ES r Sw ng Bus ’ Svc Istord _ . _ 

ROSSI.CE. C.v.sion of Operational Hvonts Assossmun 1 (1 c 
Consol dpled Edison Co cfNuw York. 'nc '?'PP .(iAif.121 


0808030289 Stppl 2 to NRC fluWipn 06 Od5 . N ^?' on 
Scpp'ies Inc al FdSO.n.NJ & Wu&l Jo/coy Mfg Co -it VUI Ui ••. 
ROSSI CC D.v.s cn ol Cpomnoral t-vonls A^sobbnii.-il 0 » 


8807290008 Supt;l 2 Ui MfiC QuI'Olifi 80 OOft, ' Thermal StMJSS'“i 
ACS " SvC l.st and „ . , Il>r 

ROSSI.CE O.vision cf Oporadonnl E*«nls Awsynwnl !■ c 
Co-isotda'od Edison Co. of Now VO'K fnu 121jJ(> OCH • 


8807290 111 NRC Info Nonce 80 05b. ‘'T'olonlwil Prob-Yinw W/Hi 
Per &b&iion Sea's" Svc 'rst oncl. u 

ROSStC E Division of Operational Cvonfs AssQssniriiil y < 
Conso’idated Ediscn Co of Now York. Inc 123pp. 4fi jijSi. 1/ 


O. Inspection reports. IE Bo fetlns & correspondence 


$805200295 NRC Ip'o Nd :© 83 032. Prcrr pi Fkpcdr-j 10 NRC of Srgnf cant In:. denis 
jr,-“'< ro Ra* 3 serve Mail ' S»c s' ©re! 

<XNf» NGHfiC' R E 0.. s:n c* Ir-Jjsi'.nl & t/edca' Si.c‘ear Sale*/ fPosi 87 0729) 
R3 C5/25 Cci'C'daioJ Ed so'* Co ol Ntw York. Ire 120pp 46268 179 <6338 /93 


B8C8IS024J Pa-la 1 response 10 FO'A reqec^ 4 :r doccrronis Forv-a'ds App M 
dco-noris App L dccj^ODis rra.Disned in PCR Apps N & O d&curverf.S part.41/ & 
fc*j >/ wT^.io’d respecV/c'/ (*c' FO‘A Exer-pnon 5|- . 

GR VS-EYOH t,^C • tlo Ofcia tJ AlH.aoon Gwen o^/07f05 JOUES.C AtWa’-cn 
I,:! Ass a/*ed Hpp 4650T 104 46591 199 


-36920S0182 Requts's 'cat:-i of c / ccn*a:t 'c- reg.c»*ai irsp leari leaders 10 
t.RR a'*crn)lve sl-j*do*D & f r»ar protocic'i /e*e*e ( techncal asssianco cn 
•cccr tas-Td pos*-f '0 sale shu*Jo-s-i rsps ScredJe o' msps sub.-n.lled 
FAFUICVVJG C v ol Inspec’-CT Progrorr; lE i950212 87C413) 86/01/29 

t;ER/-EnO R M V - sen ol Bo? “g Water Reacor (BAHj licens ng (851 125 B7041 1) 
?pp 465C3 310 46S03 319 


6307260275 Tor^a'ds Sa'aty l-sp Pep'S 50 26 2/ £8 10 & 59 306/83 10 on 890606 21 
& net CO c’ :n 

BRIGHT G C 1109.31 3. 0?c o* c.e D*eclc». 83'07/12 LARSON.C E Northern Slates 
Fca^i Co 2pp 46233 184 -«€>289 W 


-e937269269 No.' ce O* m : a*K>n ‘-on w.ip on 880606 21 V.ola’qn r.o'od lartyo to per 
lorn p-?nc<1c a/tf's Ol crcgcr:/ operai r.g p'Ocedi,res boueen Ap- 193-1 3 680414. 
A’R'GMT.GC Peg on 3 ClocMhe D feeler. 66^07/12 ip 46289 166 46269. 166 


■8807260283 ; nsp Pep*s 5O-2o2/03 19 & 50-336/68 10 cn 890605 21 Vic’ahons 
rcec Va.cr areas rspecled %er ! :atcn mat emergency opera t-ng proc£dj*cs techn; 
ca if cc-rcci & speeded act :?s atcor.p'.shed us.'ig ens*..ng eqc p-ne.it 
LOVifiS Pegcn3 C 1 : Ol the D-reCtor £8/07/11 1£pp 46283 16? 46288 184 


8808120D59 Fcnwftrds Saloly Insp Hupls SO 21V? Ni ft 1 1 14 Ml -4 

& 071 1 1 5 No v'Ol a I ions nol<>U 

HAnniSOM J J HoO'O*) ft. Ol c o' 1 ' *» Urocici ft'ft/Nil/tl-t 
Slates Power Co 2pt>. 465: 6.130 105^:146 


■8698120066 Insp Repis 50 282/Hft H » 00 30(>/«9 1 1 on UN 
vO’aiiO.ns no'od Mn.bf nroas irspocinil Icwnsoo fiUivrt«n 
‘ Motcr-Opcmiod Voli/o Coimton f.o:Jo f -nl.iro n.rrfnfl f’lnnl If 
huber.mp. smith jr . daniei son.o.h w ^ 

Hpp 46525 132 46525 145 


8808020095 NRC Info Notco ftO 057. Potfnlinl L03S of S-ifn ?»' 
ID Prernntijro Si icon Conlro'lod Reef hof I'niliirti " !»vi: ‘u>l rrrit. 
ROSSI.CF Division ol CpcmlioiiQl E vnrHti Assof»fl«mr»l > 
Corsc’idatod Eoisrn Co of Now York inc. 1^2pt> d04S l > 


8800020102 NRC Info Not Co OP C50. ‘T'oUmluil I'rolit-mn W // 
5>l T n*o Cvorc^rronl Ro'ays " Svr lisi cncl 
ROSSI.CE D. vision of Cpor.ilronnl f yoriis AsHOAsrruvrt { r 
Conso’idaiod Ec'iscn Co of Now Yo'k. Inc l20pi>. dfif/tJfl Ut)> 


88118830112 NRC Info Nobcn 116 059. ‘ MHIV Guwtn (7ftl I -I'Ju 
Svc I si oncl 

ROSSt.CE Om«'On of Opotn*Ort«.V Evooiq A.^-ussshkji it M* 
Consol dated Ed son Co of Now York. Inc i?lj;p diJ-Hi/on 

8800040002 Sunp! I to NRC Info Nolico d/I 0<R "Jnailr-f juiilo ( 
lai.on ol F.ie Oamcr PoncAuilton Goals ** Svc '>sl bfK' 
ROSSI.CE- D.v.s on of Opofaliomil Evcnls Assr-symrnl i< 9 
Con%c5d«Yt>d Edison Co o' Nuw Yoik. ti c iSMt'-V* AIVjMI.I'hN 


8BD7 280088 to NRC 880615 <lr 10 v.o'S'ons noted in tnsp Rep’.S 50 252/88 

07 & 50 3^/€9 07Cor-ec* veac'oii wit.M*.e.3 (*ef 10CFR73 21) 

LARSON.C E Nit iKm States Por.w Co 83RJ7 /\4 MfcLLETT.B S Reg m 3. Ole of 
ihe Drector ip 46344 297-46344 237 


8808190032 Forwards Exatn f Topis 50 PflS/OL-WlDl 8. ».l> :m- 
rrnsicrod on B0071M4. 

wrt'GHf.GC Rogion 3. Ole ol Ido Droclnr 00/011/ 1'T l Alt*.) 
Powc-Co 2pp 46606 14 7 40500 3C0 


8807260279 Fc-wa-di respor-sQ to ’E Bl !eSn 0 7*002 Scpp's U2ra stppters /t rrfgs 
o' sa'e'v *e a'e-T & non sa'ct* re’a'cd le*rCos fasteners 

lARSCN.C E Northern S'a'PS Power Co 66/07/20 0"ce cf Nuc.sa' Reader Regu 
I 3 * D 1 . D ‘6CIOI <Posl 87C-11 1) 7pp 46331 C46 45334 05? 


-8808190036 Exam Ropts 50-202/01. 0ft Ol <4 !,f) ftOU'OL hll 
resjiiaihroe son.o/ xoacfof oporaiors & tfirrm ruiictor Of« rnfri' 
HARE.S.M- Reg cn 3. Ofc of Ihd Diroclor OO/U0/Oft 1 60j»l> 4 


88Q7200152 Si*ppl 1 lo NRC into 7,'ot.ce 09 04Q. licensee Hcpt cf Defeci.ve Retur- 
t s^ed C rci, 1 Qi eaters “ $*c 1 51 er:i 

RCSS .CE Dv Sion cl Operat o-ial Even’s Assessmerl iPosi 870411) 88/07/21 
Cciso dait-d Ed sonCo o' New York, tic l2£pp 463-6054 46388 i?6 

58000302-10 Svtmis ainl n'o ro cca'/ves req-j-ed tj «E 0uietn 79 H. “Snsirx Anal 
>s.S for As Bu ‘i SaM'/ Rciaied P<P ng SyS E'rcrs n ^eghl & cen'er cf g-avly for 
so-af bore Cepes Vu’can viNes d«M^-ed 

LARSON.C E Northern Sfa'ts Power Co &0/O7/2I. 0AYIS A 0 Reg.cn 3 O'c cf Ihe 
Drodcr 7fp 46493 193 45433 1Q9 


0808050135 NRC Info Nolico UQ GC0. ' Ir'fHlt-n.j-Ku lUts^n A 
Pe^of'diicn Seals ” Svc fisi oncl 

ROSSI.CE O.v.s’Dn of Oporahorvil Evonls Assu55rr(>nl |l : 
Consol daied Edison Co of New Ycrk, tut; i?:jpi> -1GfiG9.?iJft 

0800050248 NRC info Noi:co 00 Cftl, "Conlrcl /loom J Nil j fa I ■ 
Opciaury Expenonco “ Svc l-st oe.u 

ROSSI.CE Div.sion ol Cporaiionol Events Assosfi'rtont (/ 
Con so - daiod Eayjn Co of Now York, too 1 2fip>\ rtrj0U4 ‘M 2 


6807200246 NRC Bu ‘oin B8 009. Th/r.b’e Tube Th.nn.no m West.nchouse Hpaci'vrs ’ 
Svi I st cncl 

ROSSI C E D*.s>n 01 Ope-aicnal fverts Assessrrenl fPosi 87P411) 80/07/26 
Cor.se t ’da*ed Ednon Co ol 7:ovi York. he. 120FP 45348 070 46346 19? 


6897210218 NRC 'Vo Sio'.ca E8C52 ' fa. MG ol friiau'er-ne TanJem o' Floicher Sot 
App ::aiof B-acl'.ylherapy Oevces Cjmg Patrem Treaimenl ” Svc fist ercl. 
CUNMNGhamRE Cvsop cl 6 Medial Nuclear Sale'.y IPosi $707 ?9) 

e9'G//2/ Ccrsc da'ed Ed sen Co cl New York. *nc l03pp 46397 0?9 46397 136 

8833460244 Oscusses c*l abb.evafed sio access tramq program lor NRC msp per 
scr re’ cc'r.F'e* ng Reg on • I tra n nq m qcxr.c aspects cf ral si oa tafeN physical sc- 
A cmcrgerc/ response 

DAVIS A B Reg-on 3. Ofc o< Iho Drcdor. 8S/07/2? AIEX1CH.M P Ind ara M chigan 
Pgwcr Co (b.-re.'l/ hdana & M.ch-gan E’ectnc Co) 4pp 46551 240 46561 251. 


8803230260 Forwards '.aiesi rev o‘ t,RC Wanjal Chaple/ 0516 ' SAlP'* Hey on IT w.T 
bC'gn us-.ng r.cw 'cnci^nai areas set forth n rev fc' a'l SALP repl oer ods which 
« vtccd t 600606 enact ve oa'o ot p-ocedure 

NCRElluSCE Pogcn 3. Cf c of the Orocior. 88/07/27 ALEXICHMP Indiana 
03 Cfire, Jf ,r ^ aia ^ Wict-ngan Efeclnc Co) 39pp. 40020 090 


8808050295 NRC Y.lo Noticu 08 002, “hoc uni T irtlirifjs in In 
orams by Suppliers of Transport PacJiaqos." Gvc list oncl. 
BuP.NEn.RF Dwsion u' Sal enu Ards 3. Iron spoilt on (l 
Consol dared Edison Co o' Now York, Inc 109pp 40501:155 

0808090264 NRC ln<o Nolico fiB 063. "H-gh flad-nUOn TTu^a/(J 
Deiecfors & Cabfes “ Svc ;i$l ecc/ 

ROSSt.C E D.visron of Operational Events Assossmunt (/ 
Consbtdalod Edison Co Ol New York Ire. llOpp 465130.0^ 

0808110206 NRC ln‘o Notice 80 00*1. ‘ noporlinf) Firos ri NTn'-h 
ar Power Pmnis." Svc .‘isl oncf 

ROSSI.CE Uviscn of Oporalionai EvoMrt Assouan ion l (f 
Consol dated Edsoo Co. ol Now York. Inc. I04pp 46043 001 

0808 1 2032 7 NRC Info Not.ce 86 065. , Tn<idvoriGm Dramaaos t 
list enci 

ROSSI.CE Div.son ol Ocorotonal Events Assossmon! (I 
Consolidated Edison Co. ol Now York, fnc 1 23pp *3t JCiPO 0 1 1 


8807220034 NRC Into Note© 80 053. 'licensee V«cMl-or.s ol NRC Regy’aTons Wh« 
ted .0 ca Ora^.vost-c V sadrr.-\isL-a»ior.s,'* Svc isi ©rci y 

0r ^ on of ff YfjYr.ai & At ©deal Nuclear Safety {Post 8?0?2< 
£5/07.28 Consoi dalDd Edsoa Co 0' New York. ‘nc I06pp 4 63 $6 283 46397 02 

8807220192 NRC fr?o Noice 80 054. “Fa.lufo ol O'cu.1 Breaker Fo"ow.ng fnslaliah 
OT Ar-ptcuoi DreO Tnp Aliacrt/nenr Svc I: Si enci 9 5 3 

ROSSI.CE Onrtsion ol Opera'iona) Everts Aseessrrenl (Post 8704111 88/07/; 
Cc-nvoV^sted td- r sonCo o'Ne-wYotV. tnc I2lpp 46417 020 46417 140 


8808160392 NRC Into No; ce 68-060. "IrduSlrlal Rndion/apfiy I 
list end. 

CUNNtNGHAM.R E. Division of Industrial & Mod-cal Nuclo 
09iO8/?2 Consolidated ErlsonCo. of Now York, Inc BOpp 




speed Trp Fa-lure " Svc hsi oncl. 

RQSSICV.. Oi-xiston o' OpoiaPohat Evorrla Assoasrnon 
Consolidated Edison Co. of New York. ire. 123pp. 40043 


DOCKETED ITEMS 115 


8607200162 Supp' 1 to NRC info Nonce 09-O4G. "Liconsoo Repi of Defeclivo Roly'* 
bished D'tuil Bwikors." Svc list ere? 

ROSSl.CE Dv.bon ol Operational Events Assessment (Post 070411). 66/0//21 
Ccnsol-cJateU Edscn Co of Now York. Inc 1?5pp 46360 054 46388 1 70 

8607260336 Responds 10 NRC GuLotn 07 002.Suppl 2 re provision Ol list of svpp'iers & 
mlgs from whch fasioners purchasod for holh saloly related & nonsafoty related ao- 
p!lca*«ons 

Mll.TENDEnGER.S Public Service Electric A Gas Co. of New Jersny. 00/07/21 Doc- 
urro.il Coniro' Branch (Document Control Oosk) 7pp 46336 123 46336 120 

0800020054 RPnuosiS roJ.'Gf t/Om ASME Section Xf requ foment to use Form NiS 2 in 
0‘do' fo USO Natl Board Form KR*i to document repairs & rop'acomonls during in- 
sorv co imso program. Fee paid 

Mll-TENOERGER.S Ruble Soa-ico Electee 8 Gnr. Co ol Now Jersey 08/07/21 Doc- 
ument Control Branch (Document Control Desk) 9pp 4G'JQ9 352-46390 360 

BOO 0050049 Forwards Exam Repls 50 272/G9 1 20L & 50 311/60 120L of exams ad- 
rri*\$icred on 000510-12 

GALLO.R.M Roi) on 1. Ofr; o' iho Di'uclor 0O/O//21 MllTENOERGER.S. Pv.pl c 
Serv.co Eloclnc & Gas Co. of Now Jersey 2pp 4G4-14 1 16 40444 297 

-6600050054 Exam Ropls 50 2/2/86-120.. & 50 111/00.1201 on 0005 10 12 Exam 
'OS ul|s tliroo roucior oporators pas cod holh wnllcn 4 Opera? rg exams & one senior 
loaelo' eporato' laiicd operating port on cf oxam 

DHIGGS.I E Rv(J on 1. Ofc cf the Oroclur. 0O/O//21 ifllpp 46*144 U / 46444 297. 

0006010217 Adv-sos lhai NRC cuvontly reviewing all environ qwalificulion insp findings 
ro rrcontly ssuod ‘McdifciJ Entorcomoni Policy " Ac k receipt of changes to re- 
sponses to insp Rupls 50 2/2/00*23 8 5d 31 1/80 23 . 

nURR.JP notion 1, Ole ollhu Drccior. 06/07/25 MlLTENBERGFR.S Pi.blc Serv- 
ice Eloclnc & Gas Co of Now Jersey 2pp -1G433 200 46433 294 

8807200246 NRC Uul'olm 00 009 . "Tnmlilo Tefco I timing n Wostirghojio Reactors ’* 
Svc ist unci 

ROSSl.C E. O, vision of OneraFonai Evonls AusossinGnt (Post 0/0411). 63/07/26 
Coisel da led Lil Sun Co Of New York. Inc 123pp 46340 070 46340 192 

60072 102 IB NRC Inlo Notco 60 C52. 'Kpliro ol ln!ra liter no Tandem of Flolchur Suit 
Acp cater Qrachylhompy Devices During Piiimnt Trealmunl " Svc list oncl. 
CUNNINGHAM H f Divis'on of Industrial 8 Medical Nuclear Saloly (Posl 070729) 
6H/07/27 Ccnso'idatoU Edison Co ol Now York r«o tOBpp 40397 02946397 136 

BB0722Q034 NRC Info Nolico 06 053. "Licensee ViO'at ons of NRC Regulations Which 
l.cd to Medical 0 agnostic Misadm mstrat oris " Svc I si oncl 

CUNNINGHAM, R E. D-viftion of Indjslnal 8 Medical Nuclear Snloiy (Posl 070729) 
08/07/20 Conso’ufaiotl FdsonCo ol Now York. Inc lOGpp 46396 263 46397 020 

BB0 7 270192 NRC Inlo Nolico 8U U54. Fa l.rro Of Orcu t B'enkur Fellow ng InsirtfRturi 
ol Amplccior D.rcct Trip Attachment " Svc list oncl 

nosst.c f Division of Opaa! onai Events Assessment (Pom f}?0-un 88/07/20 
Cons till! hied Edison Co ol Now York, ins IPipp 4G4 17 020 4641/.140. 

0600110101 Edwards Snfoty Ir.sp hcpls 50 272/00 14 8 50 311/00 14 on 600G07- 
07i ? & nolico of violation 

VVEN2INGER.EC Ro<j:on 1. Ole ol iho O.rccto:. 66/07/20 MILTFNUEHGER.S 
Pel ;C Service E’ucinc 8 Gas Co cf Nnw Jersey 2pp 40513 93 1-4G5 13 040 

-0800110103 Notice of viclaiiOn from .nsp Cri 060G37 07 M ViClphOns noiod Vnlvo 
I2SW39 hod noi been tcsicrl on rnonlfily ba*:in I ol lowing Mar 1960 slroko limo tosl & 
unit operated in Mode 1 for mo:o tnan f> h w/loss than Ihroo operable charnels. 

4 ncgio.'i 1. Ole of Iho Dircclcr 00/07/20 2pp. 46513 033 40513 034. 

-8000110165 Insp Ht-pts 50 2/2/60 14 & CO-31 1 /6f)- 14 on 06060/ 0711 Violations 
ro'OiJ Ma.or aroas in$puclo<J fu'lowup on cutsiarding insp itoms.opcral-or'nl safoty vor- 
.'icuton 0 ESF wnlkdown 

SWETlAND.PD. flotjion t. Ofc of thu O rocior 00/07/27. 14pp. 40513035- 
405 13 040 

0000 150 19B Fo«v\c)rdS scl'.o<Juln of inscrvico Insp oxomb to bo porformod (Jirir.g rofucl 
mg oulaao senodu’ed to bGgn on 060902 Gum mafy of Insorvico insp exams eSso oncl 
MrLTENDERGEn.S. Public Sorv co Electric & Gas Co of Now Jorsoy 00/03/02 Doc- 
ument Coniroi Branch (Document Conucl Desk). 4pp. 46551 306 40551 311. 

0807200019 NRC Info Notr.o 66 055, "Potonhol Problems Caused hy Smglo Falu'0 ol 
ES C Swrg Dus Svc 1st urid 

ROSSI, C E. Division of Opural.onal Evenls Assossmont (Post 070411) 60/08/03. 
Conso'idaled Edison Co ol NOW York, Inc I21pp 46437:121-40437 241. 

030 8030289 StppJ 2 10 NHC BuBithn U0 005. ’ Ncncor>iofmlrnj Matfs SuppbQi) by Pip:nn 
Si-pp'ios.lnc at Folsom, NJ & Wosi Jersey Mkj Co at Wihamslown.NJ " Svc isl or.cl 
RusSl.CE D.visun of Cporaliona! Evonts Assessment (Post 670411) 08/00/03 
Consol doiod Ed.son Co ol Now Yo'k. Ir.c I49pp 46530 121 46530 269. 

BB0729000B Sufipl 2 to NRC Bulletin 00 008. , l'hr>:rrol Stresses in Pplng Connoctod to 
RCS " Svc I si cncl 

f10SSl.CE Division of Operational Evcnis Assessment (Posl R70411). 60/00/04. 
Conso'idated Edison Co of iNew York, Inc I2lpp 46504.001 46504 121. 

Q80720Q f f t NRC Info Notice 66 056. Rolen fidf FYobY/rns IV/Srlrcone Foam F.re tiarrto: 
Ponotrahon Soa's " Svc list oncl 

ROSSl.C E Division ol Operational Evonts Assessment (Posl 070411). Q8/C8/04 
Consol.daled Edison Co of New York. Inc I23pp 46569 175 40569 297. 

8008020095 NRC Info Notco 00 057. Polcnual Loss of Sato Shutdown Equipmoni Duo 
to Promaluro Sncon Contro'lod Rcciilicr Kailuro.” Svc I si encl. 

ROSSI, CE. O.vslun of Operational Evonts Assessment (Post 87041 1) 08/00/03. 
Con sol -da tod Ed.son Co of Now York, Inc 122pp 46459 125 46459 246. 

B80B020102 NHC fnfo Nolico CO 056. ' Poionual Problems W/ASEA Brown Sovon ITE- 
6 IL Timo-Ovorcurront Relays " Svc I si oncl. 

ROSSl.C E. D.v.sion of Oporat-onal Events Assessmonl (Post 870411) 60/00/03 
Consolidated Ed.son Co of Now York, fnc. I20pp 46536 001 46538.120. 

08OEIO3O1 12 NRC Info Nolico 08 059. "MSIV Gu do Ran Fa lure at Waicrford Umi 3 ” 
Svc list encl 

ROSSl.C E Division of Operational Evonts Assessment (Post 07041 1). 80/00/00. 
Consolidated Edison Co of Now York. Inc. 121pp. 46467 01 1-46467 131. 


BB08040062 Suppl 1 lo NRC Inlo Nolico 88-004, “Inadeq-jale Oua’ificaiion & Documen- 
tation Of F ro oar/ or Penufrafon Seats ” Svc 'rsf cnc f 

FtOSSi.CE D.vis-cn cf Operational Events Assessment (Post 070411) 86/08/09 
Conso'tdated Edison Co of Now York. Inc I2lpp 46556:205 46558 325 

B8O0O5O135 NRC Info Nohco 88 C60. "Inadequate Design & Insla lalio.n cf Water! ghl 
Pone tra r on Seals " Svc list encl 

ROSS'.CE Division of Opcrot cna’ Events Assessment (Posl 67041?) 66/06/11 
Consc'idaied Edison Co of New York. Inc I23pp 46569:290 46570060 

8808050246 NRC Info Not-co 88*061, Ccnirol Room Habilabi'ity RorenJ Reviews of 
Opora? ng Experience Svc l si ere 1 

ROSSl.C E Divis'on ol Operational Evcnls Assossmert (Posl 070411) 60/09/ 11 
Consol dated Edison Co. of New Ycrk. Inc 1?5pp 46594:312-46595 076 

BB0B230340 Rospor.ds lo IE Bu letm 88 004 re potonl-al snfoiy-relaied pjmp loss Short 
8 'ong to»m mods to plonl eporalmg prcriedu'es or harrlwam bong irnp'crnenjod lo 
onsure safe p’anl oporsiicn addressed 

MllTENBERGER.S Public So/vc© E'cctr.c & Gas Co cf New Jorsey 86/08/ 1 1 Doc- 
ument Control Branch (Docuren? Conlrcl Oosk) 7pp. 4660/ 053 4060/ 059 

0808050295 NRC Info Nolico B3 062, “HecOrU Firdngs re imp’cir.enlat on cf OA Pro* 
groms by Supp’iurs Of Transport Packages' Svc -’isl encl. 

RURNE rr.R F Divis'on of Safeguards 8 Transponaiicn (Posl 070413) G0/CB/12 
Ccnscl daiod Edison Co of New Ycrk. Inc lOGpp 46561 155 46581263 

BB08090204 NRC Into Nolico 88*063. "High Hodiauon Ha/Q'dS From Irradiated In-Coro 
Uoiecicrs & Cables " Svc .'isl enr.l 

ROSSl.C E D. vis on o? Operational Events Assessment (Post 6/041?) 86/08/15. 
Conso* dated Ed son Co of New York. Inc 1 1 0pp 46569 065 46569 ? 74 

G80B1 10206 NRC Into Noice 09 064. RepOiFng F res n Nuc'oar Procoss Sy9 at Nuclo- 
a' Powor Plants " Svc I st orcl 

ROSS'.CE Div-sion ol Operaiional Fvont9 Assossmont (Post 0/0411) 66/08 / hi. 
Conso idatod Edison Co of New Ycrk. Inc I04pp 46643 001*46643 104 

8808120327 NRC In'o Noico 00 065, "Inadvertent Dramagos of Spom Fuo! Pools" Svc 
tisi oncl. 

ROSSI.C-E D vis on of Cperanonal Evo^is Assossmont (Posl 670411) ftfl/09/iB 
ConsoWatCii Ed son Co of New York, fnc I23pp 46623 Of 1*46 626 1 33 

BBOfl 1GQ392 NRC In'o Nol.ce OB 066. IrduStnal Radiograpl^y tnsp & Enforcement " Svc 
I si oncl 

CUNNINGHAM.R.E D-v.sion ol Industrial & Modca' Nucioar Saloty (Posl 870729) 
69/06/2 2 Consol dated Edison Co of New Yo*k. Inc 00; >p 466P8 134 46620 223 

8808160414 NRC Info Nolico 00 067. “PWR Auxiliary Foedwaier Purrp Tuibino Cvoc* 
spood Trip Fo lure “ Svc list oncl 

ROSSI.C.E D.vison of Cpuvaiional Cvonts Assossm.onl (Posl 0/0411) 09/06/22 
Ccnscl doled Ed son Co of New York Kc I23f>p 46643 105 46643 227 


R. Periodic oporotlng reports & related correspondence 


B0O0O4O372 Forwards discharge rron.ioi ng ropl ler Pormil NJ0005C22 for Juno 1908 A 
corroded page lo May i960 ropt 

TREJO J Pulilc Sorv.co Efoctr,c & Gas Co. of Now Jorsey 00/07/22 CAPOHAlE.G 
New Jn'soy. Slalo of. 3pp 46436 137*46436 162. 

-880B040374 Corroded page lo NPCES Discharge MonloNr.g Ropt 87A A <or May 
I960. 

TREJO J Pubic Service Eincinc & Gas Co. ol Now Jersey. 00/05/31. ip 46436 140- 
40430-140 

-0806040375 NPDE'S OiSchorgo Mcn.tO''no Repl 481 A lo' Juno 1980 
THEJO.J. Publ.C Sorv co EfCClric & Gas Co. cf Now Ju.'suy 00/06/30 ?2pp 
46436.141*46436 162 

0600250008 Monihly operating ropl for JjI 1939 lor Sa'om tfnit 7 W/000810 Hr 
WHITE.P , ZUPKO.J M Pi.blc Sorvico Electric & Gas Co of Now Jo/soy. 90/07/31. 
I2pp 4G643 349-46643 360 


S. Reporlabfe occurrences, LERs & related correspondence 

8007290082 LER 68 014-00 on 063G?2,ro3Clor inp A safely in,e:l-on occurrod.Causcd 
by (a Dre ol C vifaf instrument bus inverter Jnvortu' rop.nrod Ces gn cho'-go in haled to 
dolelo roodor trip leg c & to replace in verier s W/0BO72O llr. 

POL.LACK.M J . ZUPKO.J. M. Pub'ic Serv CO Elect' c & Gas Co. ol New Jersey. 68/07/ 
20. 6pp. 46355; 1 73 46355 1 70 

8007270101 DO on B007i5.two Loggerhead so« lurilos sirandod on circulating water 
sys Inleko irash bars Caused by surrmer mg'aiion paitorns Trash bar observation In- 
creased lo fll loast once per 2 h 

MiLTENBERGER.S. Pubi-c Service Elecinc & Gas Co ol New Jersov 08/07/21 Doc* 
umoni Control Branch (Oocumoni Conlrcl Desk) 3pp. 46306.359-46306 361. 

6BO720O343 RO.on 8B0?05.boih loggorhoad & Kemp Rid oy soo lurilo ropoilod on trash 
bars ol CWS iniokoCausod by Summer migration patterns Turlies captured & tro9h 
bars observed onco per 0 h shiti 8 c'oa r ed or.cu per dav. 

MII.TENBERGER.S Public Service Electric & Gas Co of Now Jorsey 09/07/21 Doc- 
ument Coniro) Branch (Doci.moni Control Desk) 3pp. 46336 132-46336 1 34 

8000010251 RO on 080700 8 I2,sea lurilos slranded on crcdaiing water sya make 
Uash ba f s Causod by weather mlgraton patlom Trash bars observed at loast once 
per a h sh ft & cfeanod at feasl once per day 

MlLTENBERGER.S Public Servico Electric & Gas Co. ol Now Jersey. 68/07/21. Doc- 
ument Control Branch (Documonl Conlrcl Oesk). 4pp. 46372 157 46372 160 

6608040376 LER 88 004-01 on 67031 2.genorator ?ur bine /reactor tnp occurred. Caused 
by loss of generator excitation due lo bumped bans for Relays responsible lot subj oc- 
currence checked & new operating curves -ssuod.W/880/26 llr. 

POLLACK, M J.. ZUKPO.J M. Public Serv ce Electric & Gas Co ol Now Jersey 60/07/ 
26. 5pp. 46436 163 4643Q 167. 



114 DOCKETED ITEMS 


5307290111 nfc 
F ir-;*-a*cn S <S 
PCSS^CE 0/ 
Oc^sc’ 2)'* i EJ 

6803170152 NU 

i .' cn'yCiT-.r 

Tfli-P.L E Pvj 
?r? 465-:^ 535 


:r'o r.c : ce £3 056, Pcoifa' PrcO'ems W/S We Foam Fr© Darner 

} --To- Ootla'^a' t.srs Asicsv^en (Posi 8?Ciii| 80'O3/O4 
w’<S, o-7i« »W>c i«P° 46SG3 1/5 4MB9JU7 

. : -. on of ureuec Meetntf 68 125 o-i 660623 io K-ng o' Prjsso.PA 

! Cor“Vf*r>;« re €ft/- # cnjt , ai ‘ca’r^n 

j'--, i Cc c>> ike D'tffor 80/C<h^5 Reger* V Clc cl ibe C/cclor 
46554 3 36 


83C8020C-9S NFC 
to Pr<T,ir.i«? £ 

ROSS'.CE C . 
Cc*i>.' vi’od £j 


.r.fa Ry CO 95 05 7. Pjeif-al loi* ol S^Q SU'dc^n Equ-pmnr.' Old 
;onC(n :: o' -e d R^c V ■€» Far-i/e ’ ' 1 S .c i st e^cl 
-i'-'i C 1 Opefa’cr.af E.en'S Assessment (Pest B7C411) 80/C0/C& 
S'-nCc o'-Ne* ^Cfl-Jnc '.22c? 464<g 125 46J59246 


$60802010? NRC ‘rto My« 6fi 053. PcleYal Prefers W/ASEA Grown GovMi 1TE- 
«>■ T (Xfi'CL're^! Pc 3/S S*C ! il e-~cl 

POSSiCE D*scr- o' OM'al5“3 E.e-VS Assyssmon* t^osl 87C411) 68/08/06 
C<. r >c' <a*W E<1 -:or Co c< Ns* YqA . Inc 1 2C-pp <>6528 O01 46530 1 20 


6306030112 NRC n f 3 N^t© 65'C-SD. ‘WSsV Gudo Rai Fa Me ai Waledord Ufil 3 

AOSS^CE Dr. sen of Opera 1 'jna‘ Evenis Assessmeni (Post 87041 1) e8/09/C9 
Cc'Sv Jo't-J E<JSC*i Co cl t.c* York. Ire l2lpp 45467 011-45467.131 


DOCKET 50-311 SALEM NUCLEAR GENERATING STATIC 


F Security, medical, emergency & Pro protection pinna 

0807060520 Generic Ltr 69 >0 to all power roacior Icons* m< 
prova’s ro purchase ol GSA npprovort security conipiriors.H 
M'HAGIIA.F J Assccato Oi'octor for Pro.cct* (Post P/041 
Faison Co Ol Now York, Inc 3lpp 40309 SO*) *46301) J29 

0807260335 Forwards rovisod oxemptfon ruijuusls 1o KKT I 
protection ’mprovomt'o! p'ogram rc<|uirul *l<WI mods to m 
von m.easmcs ^ _ 

MILTENBERGEfl S. Pubhc Sorv.cu EloclriC ft Gns Co. ot N 
umcnl Confro! B'ar.ch (Oocumont Ccoircl D(isk) i>3\.\h 4(»2 

8608040247 Ger-Ofrc Llr 80 12 to all flower rotu.Ior lci!l a 5-uti'< 
fire prelection req-iromonl*, from Toch SfK'CS Svc list um l 
l/.FlAGlIA.r j Assooato U rector lor Project (Por,t 11/011 
EdscnCo ol Now Yofk Inc 52pf> 4U4f>3 2U1 4MIYJ.34? 


J. insurance & indemnity Information 


8808C4006? Slpc i to NPC '."to Nd ;o88 C04 'iracoquale Oja.' caiicn & DoCLmon- 
!j>on o' f .re 6 i-nO* Ptnetra'c^ Sea's si cn:> 

FC5SICE Da son g? GpC itvia’ Events AssessTic-il 1°osi 670411) 63^08/03 
Cor so’ date J EC sen Co cfNt* Ycrk 'nc 1?1pp 46559 2C5 46558 325 

S8C8180072 Cor'.-ms £60329 C 902 erste nsp cl S'r*u'a: cn lac My.Lis* ol nsp team 
rrc^t-rfs ar‘ :-paie«J set 5 ar tcpa'ed *esocrcc roq u i»eno''ts cncl 
SEaPS.pM P*o»e:t D recuate I 3 e“^9/09 HAfOA/^A.JO f/a re Yankee Atcinc 
rov.erCc 5pp 45576 277 46576 281 


8808030004 Ad w SOS cf su.t fled by HW & HW Huy atiansl I 
alATe^ing n>cessivo d>pos*.irQ lo roUmiun til iirirfntnnmr.o 
petACOn 1979 & 1966 No prior records oi fiH<Hf« l o«s on M 
BOcHNERCH Arroncan Nudonr Insufom 1)11/(17/1!) !'/ 
tal&d Gvjpn. 7pp 46406.323- 4G40('i 37/1 


P Operating license stage documents & corrospotulonc 


8905050135 NF.C «n»o Nsice 88C50. nad^auaio Design & ln$ia"aiion ol Waler?--h1 
Pt^crrat m Sdxs " Ssc l»s* er^cl 

FOSSvC E O.vsoy cl Op*6'at*or.af Everts Absessmer* (Pcsi 8/04 11 ) 88^08/11. 
Gone, da'cd ECscn Co. cl Now >C'V . iri. 1 23pp 46569 298 40570 060 

8800050248 N = C ‘r.'o Ro'iCe 60 06t, ' Control Rccm Habitabil'y Roccni Rov.ews cf 
Cpiiatn$ E>pe?teT-ce Ssc enc:. 

FC&S'.CE LV,.S(on ol Cperat.oial Everts AssejST.crt (Post 6704 »i) P8/C8/11. 
Cense ida:e*d Ec sen Co cf New York in: l25pp 40594 312 45595 076 

82C9050295 NRC Vo ^.cice 66 062. * Recent Findings ro Irrpicr.ertahon Of OA Pro- 
Cams 1 1 S,Pj>:ers of TraAsp: it Packages S\/c hsl enci 

BunriEfr.FtF. D . scr o* Safeguards J, Iranspc-iatcn (Pcsi 670-1 13) 68/06/12 
Conso' 3a*cJ Ed sen Co cf Non York. Ire tC3cp 40561 1 55 46591 263 

8838090264 N4C r.'o Notes 68-063 Hgti nadtat'OT Hazards From 'rredalcd In Cord 
0c tutors a Cat es.” S.c ’.si erci 

R0S5ICE Dyis ? r. cl Operatcnal Everts Absessrrert (Posi 070411} 89/08/15 
Corse’ dated Gd-son Co ol 74 oa Yc'k. ire i lUpp 46£G0C6 ‘j 46569 174 

0808250342 ForAa di 'rsp Rcpl 50 309/89-1 i ot fi»0G39 Q7JI No v sI^iOts roltd 
WGGliSjT Peg:oT i. G!c ol the D.recio» e0/O8/ 1 7 RANDA/2A.JB Ma*ne 
varkee Atom c Fewer Co 2pp 4£548 321 46649 329 

-8808250345 ‘Tsp Repl 50-309768 11 on 680633 073 1 No vo’afiois noted Ma or 
a'Cis rsceciej lp!lD*Lp 'i pre% eus msp f.r.d r.gs. rG</iow cf spccal repis. cerseo 
\z tGM.p.e pester y sa'o;y vei .U» cr.mam sonvcY. arse & physical st-t.ur.ty 
TfiPP,LE Reger, 1. O'c ol tie Drec'or 39.00/16 ?pp 46648 323-46648 329 

68081 10208 nRC ’nto NotjCe &d C64, Hepc'tmg Fires m Nuclear Procosb Sys ai Nuclo 
it Power F'ar IS ' Svc hsl eric' 

ROSS’.CE D vis on g? G&eVional Events Assessmcnl (Posi 870411} 89/08/lu 
Cor-scl Jated td sen Co. oi Ne a York, he 1 04 pp 4b543 00 1 -46643 i C4. 

0808120327 MC ln*o f-Jot.ce 39 065. '"nadvetier l Dra rages ol Spent FloI Pods ’ Svc 
St enci 

ROSSI, C E DMsion cl Operatcnal Events Assessment (Post 870411) 89/03/18 
Corsot-dated Ed«son Co ol New Yc*k. Inc. l23pp 46828 01 1 46628 1 33 

8608168392 NRC Vo Nohco 88 068. "hdustr a' Rad ag/ap'iy Irsp & En'orcem<*.ni ” Svc 
si enci 

CUNNING H A w.n t D-/.scn Of ln<jusira‘ & Wcdca! N jctea* Safety (Posi 870729) 
88/03/22 CoiSG>da*ed EdisenCo o< New York. h£ 90pp 46628.134 46628 223 

0808160414 NRC hfo Mo*<ce 03 057. P>VR Auxilary Feedwate* Purrp Tu’b-ne Ovor- 
speed Tr.p Fa‘uro.” S.c St one' 

ROSSlCE QM%iCr\ cl Operavcn&i Events A^sesimerc iPosi 670411) 8B/08/22 
Ccr.sc 'dated Ec son Co. ol New York. Ir:. i23pp. 46043 1C5 46643 227 


F Periodic operat.ng reports & related correspondence 


8807260130 Rec^ts omotgeiM approval ol vrt'lil ovotiwy * 
col uni svc waM piping ns nctufilahln r 
lOCPRSO 55a(rt)l3) Jij>1i1*cat«uri end 
W11TENQERGER.S Pubic Sorv;co UloUnr. H C.ns To i>1 t 
u-iicni Ccnlrol Branch (Oocv.mord C’or iir ol (Jusk) lipp. 

8807270103 Appl cation fo' ornorUs lo I -const."* Off I 70 
Specs re adm.ri slrat.vo conirols Foo pmtl 
WILTEN0EnG£R,S Pub :c Surv-co Ef<*<:!fic A lias Cti of t 
umcnf Conlrol Branch (Oocumoril f‘or»ln l (Josh). -»i:i 

-8807270185 Proposed “i cch Sf-tcs io otg<m»/nt Ohiil c:lw*i 
1 Put'ic Scrvco Cloclnc & Gas <:o. of Now Jursoy f 
40316 276 

8007200353 Fo'wd'ds info ro hardship invclvttd & canso o' 
cencern ng a te/naio repa r on coniaT'/riorii Ian t oil m 4t 
M L7ENBERGER.S Pub ic Surv:cu Uk.-ittnc K Ons Co ot t 
Lfreit Control Branch (Dccumonl Conlrol Dusk) bpfj 4f»,l 

8808 150289 Forwards Aniomfs 87 /5 60 lo LiCfiisos l)l*H / 
saloty ova uation 

RSCHER.DC Picj&cl Oitc/O'Mo 12 BO/likWWi Mil. HI 
E’uctnc & Gas Co of New Jersey 5pf> 4115 1>2 j:jp.4fi5W 

-8800150291 Amends 0? & 60 lo l Tons,. -s DPR- 70 K DM 
reacbr coolant pjmp preako/ position trip lurjic- 
8UTLER.W R Pro^ct D-roctoralo I 2 im/OH/W Mpt» 4(>! 

-8B08 150293 Safety ovaluatiori Supporting A rr., if ids U / A 
OPH 75 icspecL-ro'.y 

• CPce Of Nuclear HoaciO' rtOdu’nlicn. D.fticicr (Dos 
46552 351 46552 352 

8608100077 Appi cation for amends to Liconsos DPR-ZO ft i 
30,4.4 0.3 & 4 04 & bases sociion lor 3/-1.U lo t:ofifo* 

K ad 

IILTFNBFRGEH.S. Public Sorv.co Efoclric A Gns Co o! I 
umom Co r.W Branch (Document Control Dusk). 1 1pp -1G 

-8808180070 Proposed Toch Spocs.fOv.Rinn SuCkon 3 0.4 
W to' 3M 0 to conform w/Gonenc Ur R7-00 
’ Public Service Electric & Gas Co. of Nrw Jorsey. *1 
46585.281 

8008100055 Subm43 daily highi ghl Notihoa of CDCUIO nicuH 
discuss keens ng activity scneuulos. 

RiVENBARK.G. Project OifOClo-ato 12 80/06/00. 

MlRAGDA.F. NRC ■ No DoiaTad Alh'.oiion G.von 4pp 4G 


8808180390 McnthV opera tng rept f c* Ju* 1989 'or Mane Yarkee Aicmc Powrr 
Sfai.cn W/eB'J0 10 i:r 

46588 249.1&5S 254 lER G ° ^ 04 p0Vfet 00 a9/0?i:iv &PP 


S. Reportable occurrences, LERs & related correspondence 

Bmi9030V LER 68 005 01 on 860523.de‘errr.Ted four UPS' solenoid vaNes not i 
numf r ^^ C f aLa ? P ro 9 r anf'«st. Caused by design errer Emergency operating proc 
86wfi0 hr Se<j U5tS ,ns 8<etf ]y ,sol3 ‘° va,VC3 & des'gn change m-'ornemcdV 

^6690^32^6598 i3^ HiniER G ° MaR ° V£, ^ eQ A ' om ^ Power Co 00/08/10 4f 


i t wwv.M.w-p.3 uia, wouyia o, o /uju*) n/iiniuir 
focH sur/e. 'lance requ,femonts,per 10CFR50, App J.Soo 
c( lcthwc a' lor BG0829 pioposmt 1 
M.LTEN8ERGER.S Pubic Sorvico ElocirrC & Gas Co c 
urront Conlrol Branch (Oocumem Control Doftk). 2pp di 


0. fnspeclfon reports, IE Bulletins & correspondence! 




giving Radioactwo Mail/' Svc fist on cl 

E DlV ' slon ° [ Indusir.fil & Modicnl 
88 05/25. Consol dated Edison Co ol New York, fnc 


88 ^^ 3 . 08 PN0 ! 6a c ® 3on 660813 reacior tr.ppod from 98% power (*U0 to laull m 
C i! P 3n fJ^AS'or mers Plant curren.ty n b<il w/woik U r Norway to n si 

tSTSS? ^Vormer & test ma n generaio^ & bus work V 

THPP.L Region l.Ofc cl the O.rector 80/08/15 ip 46648.164 4664B 164 


profecl on improvement program requited addl mods i 
tion measures 

^rr L n T rS r^, R< ? E n R,S K' C SerViC * E'OClriC & GflS CO 
urronl Conlrol Branch (Oocurtumt Consol Desk). 53pp. 
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8006040137 Summanzes 800714 meeting w/uti’ ro RTS rof temp (RTpls) Concerns 
ccu'rf bo roso'vod by ostablish rg h;fal Rlpts va’uo fcr mall, per Paragraph NB 2331 
cf ASME Code 

KNIGHTON. GW Project Crecloraie V 8B/C6/0-1 HFtLlT.J Sacramento M^mc pal 
UM W Ustr Cl Sgp 46450 233 46480 237 

8008 180114 forwards oxomplion oxlerdtng d«K 0 for Submiital cf Amend 6 to updalod 
SAR.per util 880422 Itr 

KNIGHTON.G W Project Orectorete V 06/00/04. RRUT.J. Sacramento Mun c,pal 
Uh’Uy D.slr.Cl 4pp 40590 160 40590 167 

-0608 100121 Exemption from roqj.romonts ol 1CCFR50 7l,oxtG;'c 4 .rg dato tc' submual 
Ol Amond C ol upaatQd SAR 

CRUTCHFlCLO.D. Divison of Reactor Projects lll.iv.v & Spcc-at Projects (Post 
0704111 88/08/04 Sacramento Mumcpal Uluty O.stncl 4pp 46590 164-40590 167 

3808150020 Forwards ron. ( rrborod feet' Specs 3 b I 10 & 3.5.1, 1 1 to Amond 03 lo Li- 
cense OPR 54 ro I m ling cond lions fcr oporoiion.inadvoftenlly dclotud from original 
tulni ilai 

CROLEY.0.G Sacrarr.unto Municipal Uti'.ty D-sU:c1 80/O8/C8 Office cf Nuclear Rnac- 
tor Ftegulahon. Drocior (Post 07041 1 ). Jp 46654 116 46554.120 

-08OB 190181 Proposed Tuch Spues 351 10 & 35 1 11 ro I mihng conrUcns for 
opuraiicm.madvcflonily do’oted fro n ordinal suhmital 
’ Sacramonlo Municipal Ut lily OiSlr.ci 88/08/08 4pp 465fM 117-46651 120 

0000180108 forwards notco of consideration ol issuance of amend lo l 'ccnso CPR-54 
A proposed NSHC lioiorminal-on & opportunity (or hearing on 880701 request to 
remove organization chads from Tech Specs 

KALMAN.G. ProjOCl Directorate V 08/08708 fJRUT.J Sacramonlo Munfppd' Ut I ty 
District 4pp 46590 168 46590 178 

♦•0808180110 Notice of consideration of issuan:o of amend to Licoose OPR-84 A pro- 
posed NSHC dolormnat cn & epportunfy for hea'ng Amend rovisos Toch Specs by 
remov ng organization chads 

KALMAN.G Prujocl Di'CC'OfatO V. 80/08/08 ?pp 40590 172 46590 170. 

0808160322 Notif.cat.on Ol 080817 mcofry w/ull in Rockvilo.MD to discuss SER on 
ATWS issued by slat! to ulls 

WRIGHT.R J. Assistant Duccio- fcr Rcy : on IV Roaclors & Special Projects 80/UU/O9 
CRUlCHFlELU.D O.vison ol Reacto' Projects ♦ MIJV.V & Spucia' Projccls (Post 
67041 1) 8pp- 46561 001-46661 C08 

0808190117 forwards "Power Asconson Mld-Torm Assessment of P'anl Operations & 
Mamt 0 ScModulry Aclivilius" Assnssmont concludes that ufl rusted powor ascon 
sion ob.oclivos & ad.ustrrenls can bo rrado w/o comprom-smfl safely. 

FlRLlT.J F Sacramento Muncipal Uiility Oisinci 86/08/09. Oliico or Nydeor Reactor 
Regulation, Director (Post 070411). Ip. 46595 092-46585 104 

-0008190121 "Power Ascension Mid-Term Assessment ol Piant Oporat ons & Mamt & 
Schodul ng Activities '* 

' Saoramonlu Man C pal Ut lity District 88/07/31 12pp 40595.093 4G595 104 

0808170300 Forwards request (or add I nlo to rosponso lo Generic Ur 60 05. Inplo- 
montaligri ol TMI Aclion dom It K 3.5 ” Use ol irulhpln subcool rg innrg r> solponts 
cood9 discuss on 

KAIMAN.G Project Diroctorato V 88/0071 1 FlRLlT.J. Sncraincnlo Municipal Ul.ldy 
D.Slr ict. 7pp- 465/7 351-46577 357. 

0600240000 Ack rcco:p1 ol 7/OJ19 Itr lo LW 7och ro concerns lhat fnciily reactor 
vosso! suscoptbfo to PIS A r.dividjal In charge of restart program dd r;ot know cur- 
rent va'uo of rol temp. 

MURLEY.T.E OHico o? Nucloor Roacfcr Regulation. D rector (Post 870411) 80/08/ 
11 IBSER.H W Col.lorrim Stele IJnv . Sacrorrunto. CA. Opp. 46G2B 222-4GG29 229 

0000250313 Provdos status updoto on post-acciduni sampir.g sys mofhods (primary a 
backuphsamplo measurement accuracy ranges fcr reactor coo'ani lota 1 gus A reader 
coolanl loial gas sampling procedure 

FIRLIT.J.F. Sacramonlo Mimic pal UMity DJsiriCl. 80/00/10 Ollico of Nucloar Roaclor 
HeguTation. O.roclor (Post 07041 1 ) I7pp 46648 200 46648:216 


Q. Inspection repoils, IE Bulletins & correspondence 

C0O52QQ296 NRG Info Nouco 88 012. “Prompt Reporting to MRO of Significant InckJorts 
Involving Redioaclivo Mad '* Svc list orcl. 

CUNNINGHAM. R E D.vis-on ol ind.islr-ai A Med cal Nucioar Sofoly (Post 070729) 
G0/O5725 Consol daiod Edison Co Ol Now York. Inc. 120pp. 4G3G0 179 46368 208 

0096030070 Forwards Enforcement Confemnco Rept 50 312708-22 on 000707. 
SCARANO.R.A Rogion 5. Ofc of lh.0 Drcclor 00/07/ 13 FIRllT.J.P. Sacramc-nlo Mu- 
n c pal Ut I ty D.sincl 2pp. 46427 087-16427:110 

—8608030072 Enforcement Conference Ropt 50 312/88 2 2 on 08070? Mojo/ aroas 
d peussed Implemonlat on of heensoo ccrroct«vo action to :mprovo radiaiion prcloct«on 
p'Ogram follow.ng 880204 irxdont when nd-vdual rocoivod excess ra<fiat'On expo- 
sure. 

HOOKER.C A , YUHAS.GP. Region 5. Ofc of Ihe Director B8/07/13. 22pp. 
46427 060 46427 110 

6000030241 Forwards Enhanced Operational Insp Hapl 50-312/8Q-19 cn 8G06l7.No 
v olaiions ripled. 

KlRSCH.D.F. Region 5. Ofc of mo D recior 88/07/13 FlRLlT.J F Sacramento Munici- 
pal Utility Disinct 2pp. 46429.286 46420 290 

-•8008030247 Enhanced Operahonal Insp Ropl 50-312/08 19 on 000613 17. No v«ola- 
ions notod.Majo/ aroas inspected. plant operation A operahonai supporl activities 
CREWS.JL. JOHNSON.A.D. MYfcRS.C J. Reg on 5. Ofc of llio Dnectoi. 08/07/13. 
11pp. 46429 208-46429 299 

6808010376 Responds to NRC BuliOlm 00 005 A Bui lot >n 88-005,Suppl 1 iO no neon- 
forming mails supplied by Piping Sypp’ios.lnc or West Jorsey Mlg Co Util requosls 
120 day extension lo Jmal report.ng requroment. 

FlRLlT.J F. Sacramento Municipal Ut.lily District 00/07/20. Ofhce ol Nuclear Roaclor 
Rogu'ation Oirector (Post 87041 1). 9pp 46370 231-46370.255. 


-•6800010382 Rev 0 to “Mall Control Dupl Ac! cn Plan for Rancho Scco Njclear Goner- 
at ng Sinbon " 

RE DlCAN. T.E. Sacrarr.cnlo Municipal Uli'ity District 88/07/15 16pp. 46370 240 

4G3/0 265 

8607200162 Su/rpl 1 to NRC Info Nct-co 09 046. ' Lrconseo Ropt of Dofecir/o Rofu»- 
bisheef Ci'ctit Broakors “ Svc I .si end 

nOSSl.C.E D;v.sfcn of CpO'a1io''af Events Assessment (Posi 87U411). UU/07/21 
Consol daied Edison Co. of Now York. Inc. I25p p. 46380:054 -16388 170 

8807260360 Hosponds io NRC 880624 Itr ro v.clations roted in Insp Rep! 50-312/83- 
i 7Corroctivu aclons ernual o*posu'e repl will be subrn Hod to NRC upon recollect on 
of data & Procedure FtSAP-0903 revised lo include rol lo annual oxposuio rt-pl. 
FlRLlT.J F Sacramonlo Municipal Ululy Dstnct. 86/07/22 ONico of Nuc’ear Roacior 
RcgulatOn. D.roclcr (Posi 070411) 3pp 46304 335 46334.337. 

0007200246 NRC BJ’Glm 08 C03, "Thlmti'o Ttbo Ttunniny in Wost-nj house Roacfors*' 
Svc I is l end 

ROSS‘.C E Div.sion ol Qncralto;«al Evants Assessment (Pns^ 87041 1). OQ/07/26 
Conso'idotod Edison Co. of Now York. Inc. 123pp 46348:0/0-46348 192 

0000040360 Responds to NRC UuLol n 87-002.Suppls i A» 2 ro lasionor procuroment at 
p'onl L-sl of vendors onci 

CnCLEY.D.G. Sacramento Municpal Ut.’ily D.sirici. 00/07/26 OHicu cf Njcloar Reac 
tor Heguiftt.on, Procter (Host 87041 1). 75pp. 46424 024-4G424 097. 

8607210218 NRC liYo NohCO 88 C52. ' Fatluro oi Inlrautonnc Tandem of Fletctior bull 
Apn’icafcf Brochythoropy Dcwccs During Pntier.1 Trentmonl " Svc I si unci 
CUNNiNGHAM.Ft E Divison ol Induslnal d Mod cal Nuclear Sn'Oly (Post 87072?)) 
98/07/27. Corisol dated Edison Co. ol Now Ycrk. Inc. I08pp 4639/ 02i> 46397 136 

a0O7220O3-T NRC In'u NoIiCg Ufl 053. Llconsou Viuiot-ons ol NRC RoyuJal'ons.Which 
Lod to Med col O.aqnosiic Misadmn sUai ons " Svc I si onci 

CUNNtNGHAM.R E Div.slon of Industrial A Mod cal N:.c’oar Safety (Post 070729) 
80/07/29 Consol doled Edison Co. of Now York, Inc lOtipp 46396 283-46397 020 

0007220192 NRC Info Notice 06 054. ‘ Fai’uro ol Circuil Rrookor Fo!low.ng Insla laton 
Of Arrpicctuf Di'ccl Trip Aitach‘nc*.'«t *' Svc I lit onci. 

ROSSl.C E Division of Onemlional Events Assessment (Posi 8/04 ii). f!B/07/20 
Conso'idatod Erfiaon Co. of Now York. Inc. 121pp. 46417:020-46417 140. 

0808150446 Forwards Insp Ropl 50 312/08- 1 6 on 80060 1 0/08-No violulions npiod 
KIRSCH.D F : Region 3. Ofc of tho Drcclor. 00/07/20 FJRLfT.j.F. Sacramento Munici- 
pal Utility Cisirlcl. 2pp. 46551 0/6-4655 1 094 

--88O015O4SO Insp Ropl 60 312/00-16 on 690001 -0?0fl.No viDOlions cr duviaions 
noted. Ma,or aroas nspoctod operahonai saloty vonlicollon.lioaiih physics & security 
obsorvniicmsESF sys walk down, mn nl A survci lonco A tosting 

D ANGLLO.A.J . MYGHS.C.J . OUALLS.P M Reg on 5, Ofc oT ihe Drcclor 60/07/27 
17pp. 40551:070 46551 094 

0808160219 Forwards Insp Ropl 60 J12/0B-21 on 8F10/1 1 16 No vio'olicns nolud 
ZlMMERMAN.R Rog on 5. Ole ol iho Proctor 00/07/20. FlRLir.J Socrnmorilo Mu- 
rrcipal LHuty District 2pp. 46558:160-46559 11 7. 

-0000160238 Insp Rept 50 312/08 21 on 880/1 1-15. No vlo'aiicms or dovialions 
tutd Major areas mspcclod.l censoo «ct-on on (aslonor tosirg purnary cop'a ft ,t &ys 
press ire Isolation vnlvos & noiurol c rdulat-on cooliiewn 

ANG.W P , MlLLER.l.. lichen 5. Ofc ol the □ rector 60/07/27. Bpp 4G659 110 
46559.117 

&B00 110038 D-scuSsuS tnsp Repls 50-312/6^07 .50-3 >2/ 00-00.50-3 12/G0-2G & 50* 
312/FI0-2P on flG0205-060/.rospociivoly A lorwards f'olco cl vio* at ion Major areas 
inspected occuput-onaf skin doso uvonts 

MAHTlN.J.B Region 5. Ofc of Dio Direcio-' 8B/07/29. KIRLIT.J F. Sacramonlo Mjn:u- 
pal Uti'ity District 3pp 46513 007-40513 002 

--0GOC1 10039 Notieo ol violaton Iron nsp on 000205-06 1 7Viclat.ons 
roled ovoruxposuro ol iJccnsod mad on 9km,tioi particle zones oslabl.shod lo repair 
drain flno not po9tod & hconsoo tl d not no hly Incfiv.djal ol ovoroxposu'G 
MAFtTlN.J.B. Rogion 5. Ofc cf llio D rocior 88/07/29 3pp. 465 13.090-4C5 13.692 

8807200019 NRC info Nohco 09-055. "Potontml Problon^9 Causod by S nglo- Fai'urool 
ESF Swng Bus,'* Svc list Orel 

ROSSI.CC Divis’on o( Opcrnlional Cvonts Assossmunl (F > osi 670411) 00/08/03 
Conso'idatod Edisoa Co of Now York, Inc I2ipp 46437 121-4043/ 241 

8008030289 Suppl 2 to NRC I3u lolin 08 095, "Nonconforming Nabs Suppllod by Piping 
S'.ippl es.lric nt Foisom.NJ A Wost Jersey Mtg Co nl W.l'iornslowrv.NJ Svc list oncT 
ROSSI.CE O.vision ol Oporahonal Evonts Assossmonl (Post 67041 1) 00/00/03 
Consolu/Aled Edison Co of Now York, Inc I40pp 46536 121 -46530:260. 

C80729000B Suppl 2 to NRC Du lofm 00 008. "Thermal Stresses tr» Piping Connociod lo 
ROS *' Svc list onci. 

ROSSI. C E D.vislo,a of Opera! cnel Events Assessment (Post 670411) 08/00/04 
Consol dated Edison Co of Now York. Inc 121pp. 46504 001-46504 121. 

0807290 f 1 1 NRC Info Nohco B8 056, ’•Rctonliel Problems W/S llcono Foam f ro Bomcr 
Ponelration Soals." Svc list onci. 

ROSSI.CE Division of Operahonai Events Assessment (Pest 670411) 00/00/04 
Consol dated Edison Co. Ol Now York. Inc 123pp 46569. 1 75-46569 207. 

6000020095 NRC fnlo Not-co 80-057, , *Poion|ifl1 Loss of Safe Shutdown Equpment Due 
to Premature SJ.con Control'ud Ruclilio/ Fa luro " Svc list or^cf 
ROSSI.CE. D.vision of Operot-cnal Events Assessment (Pest 070411). BO/CB/OO 
Consol daiod Ed.son Co. of Now- York, Ir.c. 122pp. 46459 125-4Q459 246 

0BOBO2O1O2 NRC Into Nolico 80 059. •'Pofoniinl Problems W/ASEA Brown Boven ITF. 
5 1 L Timo-Ovorcurrunl RuJays " Svc l.sl onci 

ROSSI.CE. D.vislon of Oporotonal Evenis Assessment (Posi 870411). 00/08/08. 
Consgldaiod Edison Co. of New York, Ire. I20pp 46538 001-46536 120 

8600170299 Informs of msp shcduJod for 080920-20 lo rov.cw program for momtonng 
pipo wa‘1 iMnnlnu fnsp outkno end 

KALMAN.G. Project Di/eclorofa V 88/08/00 FlRLlT.J. Sacramonlo Municipal Uli’ity 
District. 6pp. 46582.307-46502:3 1 2. 
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8S0B10OO16 LEH 8ft 015 GO on 600726 component cooing V1X 2t decked fOpciaWO 
due to svc water leakage L'om dowr'Shcam piping rosjlmg .n ,r.operabi. ty of HX 
22 Caused by equ p-men* problems Leakage repa ted.vV/6&03D9 ':r. 

PClLACK MJ , iJU^KO.JW Publ't Ser^cu E'ecinc & Gas Co o* No* Jersey. 68/08/ 
00 fpp. 46595 007 46595 091 


8BQ8Q 10042 Forwa'ds Amord 09 lo LiC.or.sQ OPR 54 & sale 1 ,/ 
bTil-ng con - J.t ons for operation & Si.rvoil’arc© roqc'i.o'hunts 
shjnl » r*p attachmonl wh-ch was / nstal'Ort ir> responso 10 Gon 
KAl.MAM.G Pro.Qct Ouociotaie V 80/07/ 14 ANCiCGW U'jL\ 
UHt/Cislncl 3pp 46360 342-46359 351 


V. Operator Examinations 

9BG801Q232 Requests that latest rov to owxqancy operatic.^ procedures. write* g-ide & 
doschp'ion of program va'idaiion & vent cat on bo provided to NflR to reso've issues 
raised during 88C61 3 fOqual hCo?cn program bvatja* On. 

GALLO. ft M Ago on 1, Ofc of Iho Doctor 80/07/15 MILT ENSERGEft.S Pubic 
Serv CO Electric & Gas Co of Now Jersey 2pp 46353 023 46353 030 


.•8008010043 Anrond 09 fo License OFR 54 .adding fur it. rig o 
server lar.co requroments asscc-aiod w/automahe sf'unt (tip 
sta led m msponso to Genetic Ur 63 26 
KNIGHTON.GW Project D.rocfcralo V 00/07/14. 6pp 4035 

-BeOBO 10047 Safety evaluation Support- ng Amend 99 to l.K'tt* 
* Office Of Nuclear ffoaclor Heq.i'nhon. Director (Past 7 
46359 351. 463 59 353 


8808050049 Forwards Exam Repls 50 272/83 l£OL & 50-911/60-1201 cf Ovarns ad 
ni r s'ered on 0S351O-12 

GAl 10.04/ Roc on \. O'c cf thu D-teClcr 68/07/21 MurENBERGER.S. Pubtc 
Service Clcctnc <5 Gas Co of No* Jersey. 2pp 46444 1 15 454,14 297 

- 88080500 S 4 Exam ttepts 50 2/2/63 120^ S 60 311/88 12CL on 08QS1O 12 Eram 
rehu'fs three reactor operators passed bath wr:!en & opcralmg exams A one soaor 
roaUci? opeie'W fa ‘ed opc-iairg pcitcn cl t;am 

BRGGS.L.E . ESLt-GROTH.P negon 1. O'c cf the Circle' 00/07/21 I8ipp 
46444 1 17-46444. 29 7 


6808040056 Forwards red.sinbuted Amend 93 fo tied 
Gva'uahon Amend odds 'imt.r;g comfihons lor operation & rC- 
automatic shunt tr,p attachment mstn'.’od at laa'ity m respo. 
KAIMAN.G Project Dime tot A to V 08/07/14 AlS|UOGN|N.,<» 
Utility Oistnct 2pp 46421 310 46421 321 

-8808040071 Redistributed Amend 09 to L-cunsn DPR 54. nit 
opetaion & suwe.l.o'xn roqjuomcuK ic shunt trip allai-rur 
responso to Generic Ur 03*20 

KNiGHTON.GW Project C-roc Kva to v H8/07/14 6pp 4f:4^ 


DOCKET 50*312 RAMCKO SECO NUCLEAR GENERATING STATION 


.0808040073 Remst/buled satoly ova’urttion supp'Jrtirg Anto< 
* OlLco of Nuclear Roactcr Regulator!. D.rcctor (Post 1 
46421 319 46421 321 


F. Security, medical, emergency & lira protection plans 

0008150167 Rev 2 lo Erre/gercy Plan top amonimg Procedure EP.P 5390. ’Activation 
8 Operation ol Operations Support Ctr 

* Sacramento Mbrippa 1 Ui'ty O.sinct. 68/05/18. Hpp 46541:236 46541 249 

0807060520 Gen^nc Ui 88*10 ’.o ai< pc>ver reacVoT t consees R t.oVjers ol Part 95 ap 
pr ova's re purchase ol GSA approved security conla.nors Svc list end. 

M.RAGLIA.F J. Assoc ate director for Projects (Post 07C41 1) 80/07/01. Ccnsc'-dalod 
Edison Co C< New Yock. 'nc 3ipp. 46396 299-46369 329 


6008040294 Sjfjuesis that close contact shou'il tm n*;itiV3«‘.« l 
r© Pva'uat on orconircl room fiab foUi'iiy per NUREG 0/3 7, II 1 
KALMAN,G. PfO.dCt Drcciorflto V 80/07/15 FfRl IT.J iifi 
C. Strict. 4pp 46424 320 46424 323 

60088)0299 Prov.dos eva’ddl'On of U&W Docurnonl 47*U r :9 
mo.nts fer C.vu’rse Scram Sys & ATWS Mmgaimg Sys AiTj; 
sens of repl acceptah'e as guldol r.os fo-' p.'am-snoclf.c dos t i 
KALMAN.G. PfO.oct Dtocloralo V 80/07/10 FiRUl.d. S.v 
Oi strict. 4pp 46363 025 46363 020 


8808020233 Rev l to E rre.-gency Plan Imp evening Procedure EPtP 5660. ’Errergcncy 
Preparedness Si/rvei'.'a.nce Procra.m." 

* Sacremenro Mur cipal Ut: ty Distrct 68/07/26 7lpp. 46386.17 14 6306 241. 

8800150446 Forwards frsp Rept 50 J12/88*f6oa 080601 07C8. No vio'arons noted 
KlftSCH.D F Regc-i 5. O.'c of ire Director 86/0//28 FIFU.IT.J.F Sacramonlp Munici- 
pal Ullity O sU Ct 2pp 46551 0/6-46551 1)94 

-8808150450 !ASp Ftc.pl 59 312/08 16 on 86C50 1*0/00 No vio'alicrs or dov'abcns 
ncted Major areas mspcc'ed operational safety von'icfttirn hea'Vi physcs & security 
obscrvaficns.LSF sy3 waikdcwamaml & SL.vo/'anca & iet>tmg. 

D'ANGELO, A 3 . MYf.R5,CJ . QUALLS.PM Region 5 Ofc ol The C/eclOr 8B/D7/27 
1 7pp 46551:070 46551 094. 


6806940247 Generic Ui 00*12 to a t pcwei isat'or J ccnsees & app/^C&rvs re tcmpvo 1 Ol 
f-re protccl-on requ- rements from Tech Specs Svc l. si oncl. 

M'RAGUA.F J. Assocata D.rec!c.' for Prc.ecis iPesf 870-1 11J 80/C0/O2. Conso‘ da*ed 
Ed-son Co. of New YcrK. frc. 52fp 46453 291*46463 342 


8000010293 F onwards ptoposod agoivta tor RftOO?4 iucoWiq 
rei-athty ovaluat on Gonerc fssuo 124 rcpis fer Crysini R* 
Unii 2 & Fort Cs haun also oncl 

JvALMAN.G Pxcjcci Diroctorolo V 08/07/20 FfRLIT.J. ^n. 
District 4pp 46363 2C0 46363.203 

8807260314 Forwards pre'im nnrv lost uufmo ro orrurgo/ r.y f 
Iro! sys tesing schoduiC'J for fi0*b power trip Tout procerturr 
cd by 809728 

FIRLIT. JF Sacramento Mun Cipal Ur lily Disf^ct 0O/O7/22 
ol Nuclear Reac'O' Rogu'jf on, D.rocior (f’osr 0/0411) 3pf> 

8007200321 Exp'ossos opproc'alion fer mOGlinrj wJt 
program-Progra.m has prov.dod spin & oltoclivo siftrtup, n 
corJ.denco .n operating plant ai power Utl w.ll ndd mJ:fl 
schedule 

FlRt.tT.J.F . Sati&monto Mun-.cioal Utility Cistncl P 0/07/2* 
Nuclear Roacto.' Hcguiaiion, Di'ccio.' (Post 0704 1 1) 2pp 4fi 


88962<00Q2 DiscirSies Qiveigenco icne Study tower I beaten SVA) fOOvO'eahon o) lower 
pfwnemenis 10 ensile oDjectrvPs of dtvorgerreo /ore study noi cc mprornisctJ dje to 
aerodynamic effects exceed by trees a tnJ.5 foend accepiab!©. 

CRGLF Y.0 G. Sacramento Municipal UV.y Oisuct 88/98/12 OH-co ol Nucloiif Reac- 
tor RegUat-Ch. DreciOf (Pos!8704l 1) ?pp. 46627:125 46627 129 

6806240124 Rev 2 to Emergency Plan Implement. no Procedure QP«P WHO NpULca 
non/ Co rr mu meal on *• 

• Sacidmento Mpmopa* UHAy DiSlrvc) 88/05/16 23pp 46627.209 45627 311 


H. General correspoadonce 


0008 120034 Respomis fo K Norris 000627 request fc' in'o re regUa'ory rosponS b>Uy & 
cutrer.l tlatvscf plar.i tm'.ia'.sd ty cons*y.\iwt ic“cwing sp.) cl ladcactivo waior a) la* 
c4iiy reactor bldg on 8603 IS 

SmiO.V 0\c o\ The Executive Drecior fpr OporaUohs B8/07/25 RANE1TAI.E 
House ol Rep. 0pp 465253 18 -1Q525 326 

-880B120W7 Rctiuosis m'o r& regjiabon ct act.Vi'ies & current status of facil.ty cn 
beha:r of consuiuorf 1 

JtH u ^ of Re P- PQ/06/27 NflC • No Oeta'ed AfM^wwi Given, ip 


9885030216 Requesls tpdo'irg of svc Hi to ndudo Is'ed recenl orcarizairbnal assion 
menial fac:’fy y 

F'RltT.j F. Saaremenio Mjncipal UL'dy Districi 68/07/29. Ol'ce of Nuclear Reactor 
Rcgu'alxn. OwecfC 1 (Posl 97041)) Ip. 46428 255 461 ?5 255. 


8808030129 Fomards lest summary for Lnal tusulls of SK)S 

0 71 >00 & 20 commilments «s rosu’l of audit hold on fl/U>2f 
CRDLEY.BG Sacrarronlo Mun’Cipal Ut'My District 86/ 07/^ 
lof Requiaim Direcio' (Post 07041 1). ip 46412 004-46412 

”8508030436 "Tesi Surrrr.ery ol AccopiancQ Test to* SPDS f. 
CAVanON.BH. JONES, J D. Sacramunio Mun opa 1 Uii-r'i 
464120C5 4641201 1 

8008050028 Sbpp'omemaf appficat on for amend \o Liconso I 

1 to Proposed Amend lO^dOlofmg App B of Tccfi Spocs 
FiRi.lT.J.F. Sacramento .Vun’Cppal ijiiMy D'Sinct. 00/07/27 
(Opcumonl Conircl Desk) 7pp 46438 336 46438.344 

-•8808050032 Revised p/oposoif Tech Specs. consist-ng of T 
i02.ddG|irg App B. 

* SacrBmqnto Mun'cipal GU.ty OiMnci 66/07/27 ?pp. 4643 

8800030126 Rov 0 to Special Tost Procedure S7P.668. “f 
Heal Tosl ’• W/a80728 Ur. 

KEDTCR.D.R, Sacramento Muacipal Lflilily Pislncl 68/ 
464CQ 266. 

8808170324 Summary of 800714 mooing w/Q&W Owno/e Gr 
i-ons lo resolve issues taised in Gonenc L It 07-12 Ltstc 
□&W design dille/ercos enci 

1RAMMELL.CM Project D.recloratb V 89/07/28 PrG] 
465/2 001*465/2 046 


R r f qjG5fS °W r 9 Sv= H1.repiac.ng R Mcoro & R Ruara w/l Houghlb-. 
fihLIi.J F Sacramenio Uv-ty CHuvct. te/CW/29 MARl'N JB Docnfer 

Control Branch (Documeni Control Desk). Ip. 46505 001*46605 001 


8008230117 Partial response lo FOtA request for documents 
enci A avai'ab'e m FOR 

GRfMSl-EY.D.M NRC • No Dofai.'ed Affi.'iaf on Given l 
Swivel & Berlin. 4pp 4C58 1.267- 46581 270- 


P. Operating license stage documents 4 correspondence 


iTh:. rv-**d.u*> naiiJiy tcccphng UM subrmlia^ re NUBEG-07' 1 

adequacy of ovn.'prossute p/otect-cn in PWtts 

n P J3S!H?9S4? V S8 ' (l7 ' 14 WHUTJ. SsuanKinlo Mi 

UtiFry DsUid 3pp 46359.282.46359:31 1 


■0708170122 Notifies of assignment of managers to onsi 
ac movement of comprehensive .techrvcalty correct & tirrely i 
ai p.'anfs Requests direction of EDO gu -dance re ro start lo a 
MUnLEY.T.E Ofhce ol Muc.'ear Reactor Regulation. Di/oc 
12 SFELI O.V Ofc of ihe Eyecuflve Difecior lor Op€ 
46581 311. 


•8800010015 Safety evaluation *upport.ng \U submua’s te NUREG 0737 Hem 
adequacy of ove/piessyre proroetten ;n PWRs. 

NRL • No Derailed Alf..iaUOi G^en. 88/07/14 27pp. 46359285 46359 311 
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■8708260307 Forwards repi re licensing & rosier! scf 
memo. Info wi'f be prov.ded weekly. 

FDNCHES.i.L Program Wansgement. Policy D&voloprnoi 
07041 1 ) 87/00/21. HAYES.B 0. Office of I nve 9 ligations. 1 : 


OOCKETED ITEMS 1 17 


BB06O8O137 S-amman/es 880/14 meeting w/ul I re PfS »e1 lornp (RTpls). Concerns 
cCu'0 bo resolved by esiabl shiny mil-al FIT pis valuO for mall.pC' Paragraph NR 2331 
cl ASMF Code 

KNIGHTON, GW Project D.reCtordlO V 08/00/01 FlFlLlT.J Sacrflrtionio Mure pul 
Utl ty Cisincl 5pp 40480 233 46450 237 

86081801 14 Forwards exemption extending data lor SucmiUal ol Amend 6 to updated 
SAR pe-ru’l 800422 Hr. 

KNIGHTON GW Preset Oirociorato V. 88/C0/O4 F «RI.1 1 .J Sacramento Myncipa' 
Uli'ly L!iStr,ci 4pp 46580 160 46590 167 

-9308180121 Exemption Irom requirements of 10CFR50 /l.uuler.dng date lor sub ntl.il 
o' Arrcnd 6 of updated SAR 

CRlHCHFjelD.D Div.sion of Reactor Pro ( ocls ■ lli.tV.V A Special Projects (f’osi 
070411) 00/C8/C4 Sacramento Wuncipai Ulilily Dbtncl 4pp 46600.164 40590 16/. 

9903150029 Forwards ronumbered Tech Spots 3 5 1 10 A 3.6.1 1 1 lo Amend 93 to l i 
censo DPR 64 re liT.it r.y conditions for (jpOMtiOn.inadvortcnily dolutod born cnynai 
subtriital 

CROLEY.U G Sacramento Mun-cipal Ut lily Oislnci 00/00/00 O'fu u ol Nuclear Runr 
lOf Rey/aton. Drocio' (Post 87041 1). Ip. 46551 1 16 40564 120. 

-8808190181 Proposed Tech Specs 3.5 1 10 S 15 1 il ro Inning ccjnditons for 
cpcraticn.iradvericnily deleted from original submittal 
* Sacramento K'un c pal Uhlty Dialect 80/00/00 4pp. 46554. 1 1 7 46564 120 

6808100108 Forwards noiico of consideration of issuance of amend to l-conso DPR 54 
A proposed NSHC determination & opportunity fo- lufriry on 600/01 reqjosl to 
remove cryan^at cn charts from Toch Specs 

KALVA.V.G PtafiCi OtectoraiQ V 08/09/08 FlHUT J S acrumcnlo Munop.-d UWdy 
G.slr cl 4pp 46590 160 46590 170. 

-8806180110 Notico of consideration of issuance of amend to L ennso DPI 1 54 A pro 
posed NSHC deform nation A opportunity for hoar.ny Amend revises loch Specs by 
(e-nov.ng organ zaf an chads. 

KALVAN.G. Propel C reclorato V 80/00/00 7pp 40590 1 Z2-46593 1 70. 

8606160322 Noiificatcn of 88C0I7 mcolnjj w/ulil n» Rcckvillu.MD 10 discuss SER O'i 
ATV/S Issued by 5laM lo ut.!s , t 

WHIGHT H J Assisiant Oectcr for Roy on IV Roarho'S A Special Prciecis HO/OH/Od. 
CRUTChFIELD.D. 0. vision of Roaclo' Projects - 1ll,iV,V A Special Pro.ects O’osl 
070411) 0pp 46561001.46561000 

8600 1901 17 Forwards Power Ascenson M r) Term Assessment ol Plnni Cpoffllicns A 
k'aint & Schfidu.ing Aclivilios ‘ Assossmonl concludes that nil restart powc ascon 
sen cb;r?ciives A adjustments can to made w/o compromising safely 
F.RL1T.JF Sacramento Municipal Ulnly District 80/08/09 Olfceoi Nuclear Meatier 
Reflation, DaecfO' (Post 870411) Ip 46595 092 46505 104 

-8800190121 "Power Asconsion Mid-form Assossmonl of Pant Opo/nimns A Maid A 
Schodxing Aciiv.tios ‘ 

“ Sacramonto Munc pal Ut lily District. 80/07/31 I2pp 46505 003 40595 104 

08901 70300 Forwards request fo: add info ro response to Gontvjc f.fr 86 05 ' fmpfo 
mor'afon cf TMI Aciion Item II K 3 5 " IJso of mult pie Subccomy margn sofponis 
needs CiscuSS'On 

KALMAN,G Pro:6C1 Drecioraie V 00/00/11 HRU T .J Sncramonlo Municipal Ulil-ty 
Usl'iCl 7 p p 46577 35 1-4657/:357. 

8903240080 Ack roco:pt ol 770319 Itr l»> IW Zech ro concerns that Incuty matter 
vessel susceplib'o 10 PTS A individual '0 charge ol rusted program d.d not know cur- 
rent va'uo ol rel torrp 

MURLEYJE OMito Of Nuclear Roactor Rcyu'nhorv Uiiecto: (Post 07041 1). 00/00/ 
IV IBSFR.HW Ca'ilorma Slate Unv., Sacramento. CA 0pp 4GG29 222 46G29 22't 

8808260313 Provides status update on post act doni sampling sys motliods (primary & 
cnckupj.samp'u moasuromem accuracy rantjos lor reactor copinnl loia< gas A ruacter 
coo 1 3 it tote' gos lumping procedure 

FIHUT.JF Sacramonto Municipal Ut.lily District. 80/00/10 Off.ce ol Nuclear Roaclor 
FlogUat on, O.rcctor (Post 07041 1) I7pp 46640 200 46646.2 16 


Q. Inspection reports, IE Bulletins A correspondence 

8805200295 NRC f/Mo Notice 80 032, ' Prcmpl Report ny to NRC of S g'iihcanl lr.cdnnls 
Involving Rod oacl.ve Mail." Svc list onci 

Cunningham. R E Divisom ol industrial A Medical Nu cl on' Safety (Post 8/0720) 
83/05/25 Conso'idaled Ed son Co of Now York. Inc I20pp 46389 170 46300 290 

8308030070 Forwfl ds Enforcement Conforenco Ropl 50-312/8Q 22 on 000 707 
SCARANO.R.A Region 5. Ofc ol the D.roctor. 00/07/ 13 FIRLIT. I F Sacramonto Mu- 
nicipal Uli'ily DiSfr.cl 2pp 46427 087-40427 1 10 

-660803007? Enlcrcomeni Conforenco Ropt 50 312/00-22 on 000707 Major areas 
d scussed implementation ol hconsoo corrcclivo act on to imp:ovo radiation protection 
program follow ng 880204 Incident when tndiv:dual rocuivod excess rad alien expo 
s ure. 

HOOHEH.CA. VUHAS.G.P. Reg on 5. Ofc of Ute Director. 08/07/13 22pp 
46427.C09-46427 1 10 

06C8Q3Q241 Forwa'ds Enhanced Operational Insp Ropt 50 312/08 to on O0C0l7No 
viofaHons noted 

idflSCH.D F Region 5. Ole ol tho Oiroctor 00/0// 13 FIRUT.J F Sacramonto Vtric.- 
pal Uli'ily Cistr.cf 2pp. 46429 206-46420 299. 

-8808030247 Enhanced Operational Insp Ropt 50 312/00*19 cn 800613-17 No viola- 
tions noted MaiCf areas inspected planl opo/alion A operational support activities 
CREWS, I.L . JOHNSON, AD., MYF.RS.C J. Region 5. Ole of lho Director 00/07/13. 
llpp 46429 289 46429.299. 

9908010378 Responds lo NRC Bulletin 88 005 A Bullotm 8B 005,Suppi 1 ro none on- 
lormng matls supp'ied by Pipng Supplios.lnc or West Jorsoy Mfy CoUlii rcqjesis 
120 day extension to hnal report ng requiremom 

FiRLITJ F. Sacramento Mumcipal Uli'ily District 88/07/20 Ofhco ol Nuclear Roactor 
Rogjiaiion. Director (Post 870411) 9pp. 46370 23 1 -463/0.255 


-6808010382 Ruv 0 lo ' Man Coniro' Depi Action Pian for Rancho Soco Nucloa* Goner- 
aiing Station.' 

REDICAN.IL Sac'omonio Mun.cgal Ut.hty O.slncl 08/07/15 I6pp 46370 240 
46370 256 

8907200162 S..p/;l 1 fo NRC In'o Noiico 89 046. "Licensoo Ropl of Dolochvo Roter 
bishod C rci.it Hronkors " Svc list or.ci 

ROSSl.C.F Uvson of Cpmalonal Evonis Assossmonl (Post 8/0411). 00/07/21 
Consolidated Edison Co. of Now Yo'k. Inc I2£pp 4G300 054 4610B 1 70 

tJQ0?2&0360 nespc/Jds IQ NHC 800624 Hr ro vro'airons noloO >r> Insp Ropt 5O3J2/09 
l / Comoclivo actions iinnuol oxposuro repl w.li bo submited ID NRC upon reco'loci on 
of date & Prcceduru RSAf J 0903 rovisod lo mcludo rof to annual exposure rept 
HRLIf.J F. Sacrarr.unlo Municipal Ulil.ly Distnci 00/07/22. Olf-co ol Nuclear Roaclo: 
Regulation. Dructer (Post 0/041 1) 3pp 40304 335 46304 337 

0807200246 NRfi Ru^ot n 09 CU9. ' Thimt/o Tube Thmn-ng .n Wost nghojso Readers ' 
Svc list one! 

ROSSI. C L Ov.scn cf Oponilional Events Assessment fPosi 870411). 00/07/26 
Consolidated Ed son Co of New York. Inc 123pp. 40140 070 46340 102 

0000040300 Responds to NRC Bulletin 8/ C02.Suppls 1 A 2 re lasionor procurement at 
plam List of vundo's oriel 

CHOl.EY U G. Sacf.irne'ilo Mjncpa 1 Unity Disind 00/O//2C Glficu of Nuclear Reac- 
tor Regulation. Dirocter (Post 0/0411) 75pp. 4G424.024-464?4 097 

BB0721C210 NRC Inin Noiico 00 052. "FaJuro of Inirautonne TnnUe'ti of Fletcher Suit 
Afiphcntor Dra .liytherapy Uciv cos Dunn Patient Troalmont " Svc hat encl 
CUNNINGHAM. R l Dvis.on o ( tedusinal A Medical Nuclear Safely (Post 070729) 
00/07/2/. Consol dated Fd.SOn Co of Now York, Inc 108pp. 46397 020.4639/136 


0807220034 NRC lr*o Noiico U« U53. “L Conseo V.o'at'ons ol NRC Rogu'alions.Wh ch 
l erl lo f/r-r J cal D agnostic Misad'i .r.istra1ions ” Svc list nncl 

CUNNINGHAM.R L' p vision of Industrial S McdiC&l Nucloa* Solely {Hosi 070729). 
00/O//2O Ccmsol dated Ed sen CO of Now York, l/^c 1C6pp 40390 203 46397 028 

0007220192 NRG Info Notice U0 054. "Fa'lum cl Ci'cmt Breaker Foi 1 Owing Instalalmn 
ol Amplodo' Direct Tr p Aliacf-.rnont.' Svc 1st oriel 

ROSSl.C F. Oiviscn ol Oporaiionol Events Assossmonl (Post 870411). C6/07/28 
Consol dated F/J.son Co. ct Htj w York. Inc f.?tpp 464 1 7 020 404 1? M0 


BBO0 150446 Fo'wd'ds In'^p Repl £0 312/80 16 on 000601-0/00 No violations noted 
KinSCH.DF Region 5. Ofc Cf tliu Dnocter 00/07/20. FIRUT.J F. Sacrarr.omo Mun ci 
pal Utility UiSlriCl 2pp 46551 0/6 40551 094 

-8000150450 insp Rapt 50 312/88 16 an 00U6Ol O7O0No violetons or devotions 
noted Majoi areas nspor.tod oporolionol sutely vnrificaiicn.tiealtM physics A security 
obsofvnlions.LSr sys wnlkdown.ma'nl & survn/lanco A tosiirn 
DANGElO AJ.. MYERS.CJ . CUALLS.R M Rogon 5. Ofc of lho Director. 80/07/27. 
1 7pp 46551.078 16551 0'J4. 

0600 1602 19 I ciwarcs Insf) Rut;' 50 312/C0 21 on 08071 l-lSNo v-olatons r.o!C(l. 
ZlMMLfl V AN.ft. Reg on 5. Ofc ol lho D.recfo' 00/07/20 FiRuf.J Sacramonto Mu 
nir.ipnl IJlilily Dislncl 2(>p -10559 ICO 46559 11/ 

--0OD8 1 60230 Insp Ropt 6O 312/00-21 on 6H371 1- 1!> No v ofalions or dov.alions 
noted Major ureas mspncled Iicup.soo nct-cn cn lasionor losl ng, primary ccolnnl sys 
prossiira isolnbcai valvns A naiuml c rculuflon ccoldown 

ANGV/f’ MILILTU Hcgon 5, Ole of U.0 Droctor 00/07/27. 6pp 40659 MO- 
46559 117 


00001 10030 Discusses Insp Rcpls 50 3 1 2/U0 O/.5O 312/80 00.50 312/00 20 & 50 
312/08 22 on M0O2O5 1)607. ruSpccfivety A forwards rol-cu of v olat-on Mafor Otens 
nupocictl eccup.‘/f otKO sk n >io$o ovonls 

MAR1IN.J.B Rotjion 6. Ole of the D-rccior. 00/07/20 FIRUT.J F Sacramonlo Mjrnci 
pal Utnty UiSlncl Jpp 4C5 13 007 46513.002 

-00001 10039 Noiico ol viotehon Iro n msp on 600205 061 7 Violabons 
naforf ovc’ruxposu'o of f ceased melt on s km.liot pariicto zonas estebl.sbed io ropau 
dra.n I no noi posit d A licensee tJ d not notify Ind-vidual of evoroxposuro. 

MARTIN, JB Royion 5, Ofc Of lho Diroctor 00/07/29 3pp 4661 3 000 46513 002. 


8807200019 NRC info Notice 88-055, "Potenhai f’rciblonis Caused by Single Fo/uro of 
ESF Swing Bus " Svc 'isl er*cl 

ROSSl.C E Division of Cpiiralionol Events Assossmonl (Post 8/04 11) 96/00/03 
Consol tJatOil Edison Co. Of T(ow York, Inc I2lpp 46437.121-46437 241 


8008030209 Suppl ? to NRC BuHetn 08 035. ' Nor.corilorm.ing Mails Supplied by Pipr-.g 
Sui>phos.lnc at f olsom NJ A Wost Jor&oy Mfg Co at Will omslown.N J " Svc Isf or.ci 
ROSSl.CE Uivis on ol Operolonal LvonlS Assossmonl (Posi 070411) 00/00/03 
CcnsolidalcJ Ed son Co of f,'ow Ycrk. Inc I40pp 46538 1214 6530 2bf3, 


0807290008 Suppl 2 io NRC Oul'otin 08 CO0 "Th.umiol Slrossos in P.plng Connected to 
RCS • Svc nst end 

ROSSl.CE D.v.sion ol Ouur/iiional Cvenls Assossmonl (Post 870-111) 00/08/04 
Consol'doted Edison Co. of New York, Inc 12lpp 46504 COl -46504; 12 1. 

0807290! M NRC Into /.'Of Co 80 850. 'PotenM Problems W/S J cono Foam F ro Bamior 
Pnnoiraiion Seals “ Svc 'ist oncl 

ROSSl.CE. Division of Operational Events Assossmonl (Post 0704 11) 00/08/04. 
Consol doled Edison Co of Now York. Inc 122pp 46569 1/5-46569.297. 


0000020095 NRC fnfo Nofrco 00 05/. "Pofcnfra! boss 0/ SateShuWown Equrf/rran! Duo 
to Promati.ro Silicon Comro'lud RoctiliGr Fo luru " Svc list one* 
rtOSSl.C-E D.vi 5 on ol Operat-onal Events Assossmonl (Post 870411) 88/00/08 
Conso'idatcd Edison Co of New York. Inc 122pp 46459 125-46459 246. 

0008020102 NRC Info No! Co 00 050. "Polunf.flf Probfoms trWASEA Grown ttovon (TE- 
51 L Tim.o Ovorc.rronl Relays " Svc l.st one! 

ROSSl.CE D.vsion of Operational Events Assossmonl (Post 070411) 00/00/00. 
Consolidated Edison Co of Now York. Inc 120pp. 46538 001 46530 120. 


0008170299 Informs of msp shudulod lor 080920 29 lo rev.ow program fo* aionloring 
pipo wall 1h r.n ng insp oull r-,o oncl 

KALMAN G Pro-ocl Direcloralu V 80/00/08 FlRLIf.J. Sacramonto M..ncipftl Ulilly 
D.SlficI Gpp 46592 307-48502 312 
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8006190016 LEH 88 015 OOon 850726 component cooing HX 21 declared mcperablo 
duo io svc wuter leakage from downsiream pp.ig result ng in moperab l.ly of HX 
22. Caused hy cqo cment problems Leakage ropai'ed W/883809 IV 
POLLACK, M J . ZuPKO.J M Put I c Service E'ecfcc A Gas Co ol No* Jersey 8B/08/ 
09 5pp 46595 0G7 46595091 


V. Operator Examinations 

8608010232 Requests that latest rev to emergency oporatr.g procedures, wntor gj do A 
description of prog*am valdahqn A venlication bo provided to NRR to rcsoVo issues 
/a. sort during 860613 reqja'ifi cation program evaluation 

GALLO.HM Renon 1. Ole of the Drector 68/07/15 MILTENBERGbR.S Public 
Service EfecU-C & Gas Co of New Jersuy 2pp 46363 070 46363 030 

8608050049 Forwards Exam Repts SO 272/88 1201. A 50 311/88 1201 of oxams ad- 
mir istorod on 8805 1 0- 1 2 

GALLO.HM Roaon 1. Ofc of the Oirocior. 69/07/21 MILTENBERGER.S Pubhc 
Serv.co E'ecinc & Gas Co of New Jersey 2pp 46444 1 15 46444 207 

-680S0500S4 Exam Hopis 50 272/88-1201 A 50-31 1/66-1201 on 880510 12 Exam 
rosu'ts threo reacior operators passed both written & oporaing exams A one sen or 
reader cperaior failed operaimg perl on of oxam 

BRlGGS.l E . CSELGROTH.P Region 1. Ofc of the Crccio' 88/07/21 181 pp 

46444:1 1 7*46444:297 
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8808010042 Forwards Amend 09 lo License CPR-54 A sa'oty GvaUaticn Amerd n- 
l.miir.g ccndihcr.s #cr operaiion & surve.llance requirements associated w/a |J -! 
sh„nt I* p attachment wlich was mstal'od in rosponso to Generic Lit 83 26 * 3 

KALMAN.G ProiGCl Directorato V 88/07/ 14. ANDOGNINI.G C Sacramento u. - , , . 
Ut.MyO.slr.c1 3pp 46350 342-46350 353 ' L ■''* 


-8806010043 Amend 09 to License DPR 54. add ng Imtmq cond.t cns *cr co&cv- 
surveirar.ee roqu romonls associated w/ automatic shunt trip attachment vsi- cf* - 
stalled m rosponso to Generic Lir 83-20. ’ “ ' ' 

KNIGHTON.G-W Projoct OreclO/ato V 60/07/ 14 6pp. 46359 345 40359 350 

-880801004? Safety ovaljahon Supporting Amer.d 09 to License DPR-54 
* Ofl:co of Nucfoar Reader Regu'ation. Drocfcr (Posi 870411) 89/07/ u w 
46J59 351-46359 353 


8808040056 Forwards redistributed Amend 99 lo License DPR 54 £ Sj r„, 
ovaluat cn Amend adds limihncj condilions lor oporahon A requirements assac«aic-did 
automatic shuni trip aLlachmonl Installed al fac hty in responso lo Gener.c lV m 
KALMAN.G Projocl Direcioraio V 88/07/14 ANDOGNINI.G C Sacra memo M- w', 
Ut.My O.slncl 3pp 46421 310 46421:321. " ' 

-880B040071 Redistributed Amend 99 to L ; cnnse DPR-54. add ng Nmt-rg ccnd.'or.s 
opo'ahcn & survo llance foqu.rernonls ro shunt lr<p atiachmcni .nstal ed ai fa- \ \ 
responso lo Gero/ie Llr 83 20 

KNIGHTON.GW. Pro.ocl Dreclorato V 08/07/ M 6pp 46421 313 46-12 1 31Q 

-BG08040073 Rod-Slnbuled safely ovaluahon Supporting Amend 99 10 License D-P^t 
* Oil co of Nuclear Reactor Regulation. Ciroctor (Post 070411). 88/07/ 14 
46421 31D4642IJ21 ^ 


F. Security, medical, emergency & fire protection plans 

8008150167 Rev ?. to Emergancy Plan Irplemenhng Procedure EP.P-5300, 'Act.vation 
A Oporahon ol Oporai ons Support Or." 

’ Sacrarr.enlo MuniCpal Utilty DiSlnCt. 88/05/18 14pp. 4654 1 236 46541.249. 

8807060520 Generic Ltr QR-10 to all power roacior licensees A honors of Part 95 ap 

K rova’s re purchase ol GSA approved security cania no's Svc I si enci 
IIRAGLIA.F J Associate Oirecior for Pro|ocls (Post 870411) 88/07/01. Consol-dated 
Edison Co of Now York. Inc 3lpp 46388 299 46388 323 

8808020233 Rov 1 to Emergency Plan 'rrplomoniioy Procoduo EPlP 5660. ’t'morqoncy 
Prepared ness Surveillance Program.’' 

' Sacramento Mun.C-p.’if Uti'ity D-Stnct 80/07/26 71 pp 46386 1 71-46386 241. 

0800150446 Forwards fnsp Rcpt 50 312/88-16 on 080501 0708 No vofahons nolod 
KiflSCH.DF Region 5. Ofc ol tho Director 88/07/28 FIRlIT.J F. Sacramenio Mun ; c< 
pa’Ulkly Dstrct 2pp 46551.076 40551094 

-8008150450 Insp Hepl 50 312/80 16 on 88C601 0708 No vio'aticns or doviai'ons 
no’edMa.or areas inspected op oral :on a I safely venheat on.hoaflh pfiysics & socunty 
observabons.ESF sys wai known. ma ml S surve-llanco <S lost no 
D'ANGELO A J.. MYERS.C J . CUALLS.P M Rogion 5. Ofc of Iho O.reclor B0/O7/27. 
1 7pp. 4655 1 070 4 055 1 094 

BBO 8 040247 Gonttlc Lit &8 12 to a» power reactor licensees & appl.cants ro removal ot 
fire protection roqu rements from Tech Specs Svc list enci 

M.'RAGLIA F J Associalo O.roctor for f’rojecis (Post 87C4 1 1 ) R8/C0/02. Consol dated 
Edison Co of Now York, Irsc 52pp 46463 291-46463 342 

8808240082 Discusses divergence /ono study tower bcahcnSAW reovaluallon of lower 
plpcomcnis to ensure ob|ectives of dveraonce zone study noi compromised duo to 
aorodynarn c olfocls exerted by trees A hi Is found acceptable 
CROLEY.BG Sacfamorilo Mumopal UliMy D-str.cl fiQ/0ti/\2 OfbCO ol NuCoat Reac- 
tor Regu'ation. Director (Post B7041 1) 2pp 46627 125 46627 126 

8806240124 Rev 2 to Emergency Plan Implemomng Procecfirro EPlP SOiO. "Noi.tica* 
l ion /Co m nr un lea ti-o n " 

r Sacramento Municipal Uhl. ty DiSb.cl 89/C8/I5 23pp 46627 209 46G27 31J. 


H. General correspondence 

8808120034 Responds lo K Norris 880627 request for info to rogu'afory rospo.nsibility & 
current slaius of plant initiated by const tuuni foilow.ng sp-l- ol radioactive water ai la 
Cnty roacior bldg on 8803 1 5 

STtLIO.V Ofc ol tho Executive Direcior for Operations 88/07/25 PANETTA.L E 
House of Rop. 8pp. 46525 3 18 46525.326. 

-0QO612QO37 Requests mfo re tegu^tion of octavos & extern status ol faDtiy on 
behalf of consfifiiQrii. 

NORRIS, K. Mouse of Rep 88/06/27. NRC - No Ooiaifod Affnanon G.von Ip 
46525.326*46525 326 

8808030210 Requesis updating of svc fisl io mefudo l-stod rocom crgani/ahonal assgn 
mont af fao'ily. 

FIRLIT.J F Sacramento Munic.pal Ut.lJy D.slncl 88/07/29 Cflice of Nucloar Reacior 
Rcqu'ahon, D.rcctor (Post 870411) Ip 46428 255 46428 255 

8808110107 Requests updating svc I s I, replacing R Mco/o 8 R Ruana w/L Houghlby 
FIRLIT.J F. Sacramento Municipal UM.ly Distnci 88/07/29 MARTIN, J fl. Documenl 
Control Branch (Document Conirof Dosk). lp 46505 001 46505 001. 


P. Operalfng license stage documents & correspondence 

8608010034 Forwards safety ova’ualion occopl-ng uhl subm rials ro NUREG-0737.Hom 
II D.1 concerning adequacy ol overpressure protection In PWRs 
KNIGHTON, GW Project Dueciorate V. 88/07/14. FIRLIT.J. Sacramenio Muncipal 
Uli'ity District 3pp 46359.282-46359:31 1 

-6800010035 Safely evaluation supporting uhl submitials re NUREG 0737, Horn ll D 1 
concornina adequacy ol ovorpressure proteciion In PWRs 
• NRC - fJa Oetaifdd AfUlialiorx Gwen 88/07/14. 2 7pp 46359 285 46359 .311 . 


00OBO4O294 S^Jposts Ibal close conloct should ho mainLa;nod between ut l & NFC ie 
re UvaW on cf cor.lro) room hah lab lily per NUREG 07 3?. Item 11 D 3 4 
KALMAN.G Project O'roctorato V. GSJ/07/15. FIRLIT J Sacramento MuntipalU - *. 
OiSlnct. 4pp 46424 320 -1C424 323. ' 

8B080 10299 Providos evaluation ol D&W Documonl 47- 1 159001 00. “Dysinr. Roqu e 
merits lor Q.vorso Scram Sy9 & ATWS M.ligat-ng Sys Actual on Citcu try 1 Mosi sec 
hens of root acceptable as guidoimos for plani spocific dosign submiltals 
KALMAN.G Project D'rocioralo V. 8B/07/19 FIRLIT.J Sacramento Muncca' U"b 
□ otret App 46363 025 46363 028 

8008010293 Forwards proposed agenda for 890824 meeting re auxi'iary fecd^a'e- 
rehab My ovaluot on Generic Issue 124 ropls for Crystal Hiver.Arkansas Nuc'ea* Cr--# 
Ur.il 2 A Fori Calhoun also oncf 

KALMAN.G Projocl D.roctorota V 08/07/20 FIRLIT.J. Sacramonio Municipal Li’b 
O.Slnct 4pp 46363 200 46363 203 

6807260314 Forward* pt<Vicrv.nar/ lost outlr.d ro cmeigor^cy loedwattr rrrVaton & cc«v 
frol sys tostmy scheduled for 80% powor Ir.p Tost procodi.ro will he written A 'o.-A^td 
ed by 880728 

f iFUfT.JF Sacramonio Man c pal Utility Districi. 88/07/22. CRUTCHFIFLDO Cl':e 
of Nuclear Roacior Regulation, Direcior (Posi 870411) 3pp 46292 034 46292 036 

8807260321 Expresses appreciation for moelmg w/NRC re fac;lty resort 
program Program has provided salo A offeclivo stadup. allowing personnel b pi 
conlidoncn in oporaiing pfant at pownr ijui wit add addi power plaieajs to revart 
schedulo 

FIRLIT.J F Sacramonio Municipal UliMy Dislncl 08/07/22 VURLEY.TE Cfhce o! 
Nuclear Roacior flogulafon Diroctor (Post 070411). 2pp. 46285:208-46285 289 

8B08030 129 Forwards lost summary Io/ final rosulla ol SPDS acceptance tosingpeu,: 
071 103 A 20 commilmonls os rOSult of audit fxold on 871026-28 
CHOLEY.8.G Sacramonio Municipal Util ty Oistncl 88/07/26 Off co of Nuclear Reac 
lor Roqulaton. D.rocior (Post 0704 11) Ip. 46412 004 46412 01 1. 

-8808030436 "Tosl Summary of Acceptance Tost lor SPDS Mods " 

CAMERON.BH, JONES, JD Sacramenio Munic.pal Uli'ity DiStncI 83/01/11 7pp 
46412.005 46412 01 1 

8808050028 Supplamontal appkcaiion for amend to License DPR-54. consi«hrg cl Rev 
1 io Proposed Air.ond l02.do.'Qlin9 App B of Tech Spocs. 

FIRLIT.J F. Sacramonio Municipal Uh'ity DiSiricl 88/07/27. Documonl Conlro* Branch 
(Documont Ccnlrol Desk). 7pp 46430.336 46438 344 

-8808050032 Rovisod proposed Tech Spocs.consisimg of Rov 1 to proposed Ame~d 
102,do , o1ng App 8 

' Sacrarrionto Municipal Utility DiStrlcl. 88/07/27. 2pp 4843B 343-46430 344 

8808030126 Rov 0 to SpcCaf Tost Procedure STP.668. "EFlC Higb/Med-um 0ec3/ 
Meat Tost " W/880728 ltr. 

KEUTER.DR Sacramonio Municipal Ulliiy District 80/07/20 4Cpp 4640b 22/- 
46406 266 

8808170324 Summary of 080714 moot ng w/B&W Owners Group ro mduSiry A NRC ac 
Lons io reso'vo issuos ra>sed m Generic Ltr 87*12 List of aitcndees.vewgraphs 8 
BAW dosign differences oncf. 

TRAMMELL .CM Project D.rocrorato V. 88/07/28. Pro.eci Direcioraio V. 47pp 
46572 031 46572.046. 

8808230117 Partial response lo FO)A request for documents ro plant App A document 
encl A available in PDR 

GniMSLEY.D M NRC • No Dotard Afhlalion Given. 89/07/28 JCHNSON.GE 
Swidlor A Berlin. 4pp. 4658 1.2G7-46581 270 

-8708170122 Nohlios of assignment of managers to onsuro conssionl actions »/ 
achievement ol comprehen9ive,technlcally correct A Hmoly actions rn restart programs 
at plarits.Roquesls direction ot EDO guidance re restart to assigned manager. 
MURLEYJ.E. Offico of Nuclear Reacior Regulation, Oreclor (Post 8704HJ. 8//(>8i 
12 STELLO.V, Otc of tho Executive Oirector for Operatons ?PP 46581 .311 
46581:311. 

-8708260307 Forwards repi ro licensing A restart schedules, par EDO 87072? 
memo info will bo providod weekly. 

FUNCHES.J l. Program Management, Policy Oovelopmon! A Analysis Sialf IPost 
870411) 87/08/21- HAYES .0 B Olhco ol Investigations. 11pp. 46501 .312-46581 J 22 


DOCKETED ITEMS 119 


-S80B0S0036 Envron assessment & l.r.dng of no signit.cant impact exenpt.on Ifom 
i OCPnso 7 1 (o) for one f mo GO day schedulur extension of rocked duo date fo' 
annual rev io FSARs 

CAL VO J A P<c|ecl Drectoralo IV Qfl/07/26 2pp 46-130 334 -46430 335. 

0603040099 Scifcm.iS background info fcr meeting w/ut.' fo discuss status of programs 
to impiovo cng.neenng achvilios for plant Siqnif.canl weaknesses idonlified in ong 
rco'ira acuvit-es. as described by listed pomis. 

CAlVO.J A. Prcioct Oreciorato IV 80/07/20 MARTIN. F T Assocmio Di-oelor for In 
SoeClO.'i & Tacdn cal Assessment (Post 870411) 1 1pp 464?? 046 46422 066 

BBC 8 170324 Summary of BB0714 mooting w/D&W Owners Group ro v dusky & NRC nc- 
Lons *o respivs ssues raised in Ger.onc Itr B7 i? l.isi ol attendees, viowgruphs 8 
38 W tteS'Qn d ttetcncGS 6oc). 

TRAMM'LL C M Project OreCtoralQ V. 88/07/28 PiojOCl Directorate V 4/pp 
46672 C0 1 46572 046 

880B 190264 informs ihal schedule lor in9ia'lalion of hoavior springs extended to 1»9 
lefjsmg cuiapo.n response to NUREG0/37, Mom IlD.i. "Perlobi'ancc Testing of 
Pol 6i & Salety Valves " 

rOVAHO.DR Aransas Power 8 l.-ght Co 86/07/28. CALVO.J A Project Director 
ale IV ip 46595 129 46595 129 

0836040313 Roquesis ftddl mfo ro 080701 nroposod license amend for Sys Energy 
He sauces. Inc io assume fespcrwlniy fcr pyni cpe/Ji.r;/) 

HAHBliCK C C PrOjed Drocloraio IV B0/Q7/29 CAMP3ELL/I C, Arkansas Power A 
IghiCo 5ap 46431 047 46431051 

8800110074 rcrwaids rov.scd Page 43b to Tocli Spec basos.Suct on 3 5 Roviscd page 
corrects typo mccrpcraiod mto Amend Di 

HOWARD.On Alharisas Power & L-ghl Co 08/07/29 CALVO.J A Pro;uct 0 roclor* 
a*0 |V. 2op 461CD 291-465C0.202 

8308160399 Nouf Canon ol 88092B moeing w/uMs m Rockvi’.lo.MD to dscuss Status Ol 
icensiig aciions & mgl arrangc-monts 

vVrGLitNTCN.D L Prcvecj Dseciotalo IV. 80/08/04 CRUfCHFlELU.P D.v.sion of Ro 
actcr Frc|-';cls 'il.lV.V & Special Projects (Post 07041 1) ?pp 46554.049 46654.055 

8003 160322 Notification of 00GG17 mooting w/uM <n Rockvcffo.MO fo discuss SER cn 
ATWS -ssued by sialf to utils 

v/P.GH T .R j Ass stanl Difocfcr for Reg on IV Hoactor« & Special Projects 0B/0B/09 
CnuiCHFiELD.D C.vison ol Reactor Projects ■ m.iv.v & Spocaf Projects (Post 
G7C411) Bpp 16561 G0 1 -46561 008 

8808230292 mfo'ms l^at uli' plans lo porfo'm Sutton XI rycj.irod exam on Reactor 
Cco'am Pumps (RCP) A A 0 as listed Covulopmonls undoiwuy to use ultrasonic tost 
& o'^cr leebnques io perform exams of HCPs 

HOVvaRODR Arkansas Power & ujhl Co 80/08/11 Document Control Brunch 
(Document Control Bosk) 3pp 46660 012.46608 011 

8B082S0309 Fo'wirds Amond 11 1 lo Liconso DPR. 51 & snfoly evaluation Amor.d do 
Intes App G Tech Specs in onlnoiy oxcopi fey Section 3 5 ro land mgl Deleted soc- 
ket concern radioiogcal ouviron rr.on.lor t ng & adm.n,siraiivo controls 
HARBUCKCC. Pro,0Ct D.roclorato IV 88/08/17. CAMPtiEl.L.T.G Arkansas Power A 
L ch: Co 5pp. 4664? 205-4GG42 216 

-8808250311 Amord 111 to License DPM-5l.dololiruj App R lech Specs In cnl-roty 
w*cepl •or Sochon 0 b ro far. 0 n'.gi Deleted soc irons to toOnS Of}>c<>! onvi/cn mervtonny 
& 6dTnsirat.rC controls associfllod w7rad.oocl.vo olfluont 
CALVO.J A Pro ( Qd D.roclorato IV 80/00/17. 5pp 4C842 210 4bb42 214 

-8600250312 Salely ovoijalion supposing Amond 1 11 lo License DPR-51. 

* Oh co cf Njcloar Roacicr Regulation, Uiroclor (Post 8/0411). U0/0B/17. 2pp 
46642 215 46642 216 

BB08240432 Forwards FR b.wooMy nolices lor amends ro NSHCs for info. Requests CO 
erd ration ol acf.vilies lo onaulo avai'ab lily of .nfo W/o onds 

CRUTCMFIFLOO. Div.slan of Roaclor Projocis Hi.iV.V & Special Projocts (Post 
87C4JJ) aa/CS/JO KINGSLCY.OD Sysiom Energy Resouces. ler 2pp 4Gf>30 3)8 
46630 3 1 9 


O Inspection reports, IE Bulletins & correspondence 

B805200295 NRC Into Not ce 88 032. ' Prompt RepO'ting lo NRC of Significant Incidonls 
Invo'.v ng Rad oactivo Moll ” SvC I.&1 oncl 

CU.VNI7jgham,R£ Otv.sion of fnckrsfnai & Medea I Noc'cnr Saloiy (Post Q70720) 
68/05/25. Conso'.dalod Ed son Co of Now York. Inc. 120pp 46388 179 46388 200. 

8300180305 Responds to deviahons noled in Insps 50-31 3/fliMG A 50 369/08* t0 Ccr- 
reciive octrois convention establ.shod to indcato vaivo posmons lor Modo 1 /power 
operations 

LEViNE.J.M Arkansas Powor & Light Co 88/06/27 CAlLAN.L J Rog.on 4. Ole ol 
the Director. 3pp 46595 144-46505.146. 

8807270002 Forwards Insp Repts 50 313/80 05 & 50-3G0/88 05 on 080229 06510 & 
noi ce ot v.clation 

CAM-AN.l J ftegron 4. Ofc of f bo Director 68/07/ 13 CAMPBELL , O Arkansas Power 
& L ghl Co 2pp 46307 162-46307:187 

-6307270003 Notice of v.o'af.on from insp on 880229-0610^0^1 on nolod sockoi 
heads msta lGd wh ch did nol moot seismic dos-gn Dotting roqu romonts & Unit 2 
eme-gency d osel Generator ropa r lacked documeritod accopiabi'itv. 

• Region 4, O'c ol Iho Director. 8Q/0//13. 2pp 46307 164*46307:165 

-0097270005 Insp RepJs 50 313/08-05 & 50*369/08-05 on 880229 06 JO Volar on s 
r.o'.od Ma,or areas msocclcd fo'lowup lo Insp Ropts 50-311/07-23 & 50*368/87*23 & 
l cor, see response to Generic Ltr 83-28. 

OOARDMANJ R , GA GUARDOj.F. , fRELANO.R E Region 4, Ofc of die Drecfor. 60/ 
07/06 22pp 46307 160 4630/ 187. 

0608020269 Forwards Vols I & II of "Fifloonth Yr Pnys'Cal Survoriancu of ANO • Unit 1 
Pnma'y Reactor Containment Bldg " No abnormal degradation ovidonl in b'dy post 
lensiocicg ^ys 

HOWARD, DR. Arkansas Power A Light Co 88/07/20 CALVO.J A. Proioct Director- 
ale IV ip. 46376 246 46378:030. 


**8000020295 Vo!s I fi, II Ol Ropi, ' Fifteunlh Yr Physxal SurvoiMsnco ol Arkansas Nucle- 
ar 1 • Un.i \ Pr.mary Reactor Con tali ''.mom 0'dg " 

WIILICH.J Prociscn Surveillance Co*p (formerly INRYCO. Ir.c) 08/07/01 5l2pp 
46376 24 7-46378 018 

QB0?2QQfG2 Suppf f fo NRC Into Nofi-„o 6ft 046. Licensee Hcpf of Dofeofivd Re y ur- 
b shed Circu t Uroako-*s “ Svc liSl ercl 

ROSSI.CE Division of Operational Events Assessment (Posl 870411) 80/07/21 
Conscl-daiecl Ed son Co. of Now York, Inc. 125pp 46388 054 46388 170 

BO07290 175 Ack recGrpJ ol 0RD614 Jrr loJornunq NRC of sleps taken lo corrcci violations 
notod in Insp Ropls 50-313/69 0*J & 50*368/88*03 

CALLAN.L J. Region 4, Ofc of iho Di'ocior 00/07/22 CAMPBELL, G Arkansas Powo f 
8 Lrghf Co 2pp 46353 305 46353 30G. 

0000020155 Responds lo NRC FWloiin 8/ 002.Suppl 2 dtd O0OG W.p'Ov.d ng 'n\ of 
names & addrossos ol suppl.ers A mlgs from wtich safety o* nensafoty-r elated fer- 
rous fasteners have been purchased willun pasi 10 & 5 yrs.rospuclively 
HOWAnD.DR Arkansas Power & Light Co 08/07/22 Document Control Branch 
(Document Conhcl Dosk) 357pp 46373 110 40374 106 

080803010? forwards Insp Rcpt i,0 313/00-17 on OOObJl-QfjiONo (.roluf/ons cr Uovi 
at ons noted Requests lhal u1«' clearly tfolipo.n wrii.ng.posil on on dispulod items & 
p‘ans for corrcclivo achcn for each msp f rdipg 

CALLAN.L J Reg on 4, Ofc Of fh.O 0 recto* 08/07/2*3 GAMPflt'Ll.G Arkansas Powor 
& Light Co. 2pp 464C0.134 -1G105 17? 

-8000030166 Insp Ropt 50 3H/8B 17 cn 880531 -06 10.No volations cr duviat-ons 
noiod Major areas inspected adequacy of emergency opomiiry p'oenduros 
LAVVYffn.L . JULIAN, C A ftcyen 2 C'c of Hu? Drndor 88/07/05. JBpp. 46406.136- 
46406 1 72. 

8006080039 Ack rccupf Of 07 <221.86020 1,0608 6 1 7 Mrs .nfcrmng NRC of btops taken 
10 correct violations noiod in Insp Ropls 50-3 13/B7-31 .50 36B/8/-31. 50-3 13/88 00 A 
50 3687OB O0 

CALLAN.L J Region 4. Ole Of the DroclO' 08/07/25 C)AMPUELL.G Arkansas Power 
& Light Co. 2pp 40463 195 46463 199 

■0008000040 Rnsponds lo vO'auuns noted in Ir.sp Repls 50 313787*31 A 60 368/87- 
31 on 8/0921-25 fcncl couect-vu auluns wilhhc'd (rof 1QCFR2 700) 

LEVfNE.JM Arkansas Powor A Lrg>it Co 00/Cfi/l / CALI AN.l J Rcgron 4, Ofc of 
the Oiroctor 2pp 46403 108-46463 190 

0007200246 NflC Gu'leiin BB 009. Thirrhle lufco Thnnlng In Woslifghouso noaclOfs , 
Svc 1st oncl 

ROSSI.CE Dvision of Opera? cent Evonls Assessment (Pest 87041 1) 00/07/26 
CcnSoLdalOd Ed son Co ol New York. Inc 123?>p 4G34H 070 1GJ40 102 

Q8072 f02 TO NRC f.lfo NofiCO 88 052. "‘-'nCo fo uf fn?rfrcj(e/.nr» fardum of Ffofchor Surf 
App icaior (Jrocfiy therapy Uovices During Parent Treqlmcni " Svc isl oncl 
ClJNNlNGl lAM.fi.E Div Slcn ol irUunlr ai K Mnihcnl Nuclne* Safely (Post 070729) 
88/07/27 Consol Unlod Fd son Co of New Yo-k Inc. lOOpp 46307 029-46197 136 

0000030206 Confimts OBO016 unhrcomoni conlonmco m Rogion IV ole to <J-9cu$s ap 
paronl violations ro equipment riiQhlicol on as noted in Insp Reels 50 313/06 09 & 
50-3G8/D8 OO.ner 8H0722 lo'con Revised proposed rneoi ng anoruja oncl 
CALLAN.L J Rcgron 4. Ole Qi l> :c Drocior. 88/07/27. CAyPuE l.L.G ArknnsuH Powor 
A l .ghl Co 6pp. 46404 209 41:404 293 

8807220034 NRC tnlo Not.r.O 88 053 "l. consoo V olftlions ol NRC noyuloiions.Wh.ch 
Led io Mod cal Qiagnosiic Misadm mstratio'is.” Svc list oncl 

CUNNINGHAM. R E Div s-on of Induslrnl & Mml.CBl Nuc’e.V Safely (Rost 870729) 
00/07/28 ConsoSdaiod Edison Co ol Now York Inc lC6pp 46306 203 46307.028 

8007220102 NRC Info Nofco 88 054. Pat'utu 0 f Circuil Flroaknr Fo/ow-ng Jnsf aMlion 
of Amplocior Drct.t Trip Atiflchment." Svc 1st oncl 

nOSSi.cn D>vis.on of Operational Events Assosomont (Pool 0704U). 80/07/28. 
Cotisolidotcd Edison Co Of New York, fnc t2fpp 46417 020 *164 17 140. 

BOOB 12007? F'crwnrds Insp Ropts V) 313/00*20 & 50 3t8/0B 20 cn Q8C601 30 A notico 
ol violation 

CALLAN.L J. Rog on 4. Ole of the D rector 88/07/29 CAMPUELL.G Arkansas Power 
& LfgM Co. 2pp 16530 280 46530 593 

-8000120078 Noi co ol v.o'aton from insp o-'i 680601 -30 Violation noted on UBCl6t3.in* 
specior found ihai design bas s for Plant Change 00 f 9 TO for l'*sffl l fatron of farger cL 
Qinotor hlnno p.*i on Svc Water Check Valve SW*lA not correcf.y irenslatud 
* Rogion 4. Ofc Of Iho D.rouor 89/07/39 2p;> 4653B 282 4G538 203 

-8G0B 120080 Insp Ropls 50-313/88-20 A 50 360/08-20 cn 690601-30 V.clat.ons 
nolorJ.Mojor jroas impeded opo/af.ona) satoJy vonlicdi'On.nraTit.su/veil'ancu & krnpo- 
rury inslruclions 

JOlfNSONWD. HAGG.RC. CMAMQERL/dN.D Rogion 4. O?o of Bln Director 80/ 
07/20 lOjip 46530 204 46530 293 

8808100292 Ack recoipl of 880701 Hr inform rg NFIC ol slops taken to corroci v.olaLo.ns 
noted in Insp Repts SO 313/88-12 S 50 360/08*12. 

C/^LLAN l J. Region 4, Ole of iho Cireclor 08/09/02 CAMPDEll.G Arkansas Power 
& Light Co 2pp. 46516 243 46516 245 

-0808100203 Responds 10 violal.cns noietl n insp Repts 50 313/00 12 & 50 368/ OB- 
12 Encf withhold (rof fOCFR73 2f(D)<3)(d). 

LEVINE J.M Arkansas Power S Light Co 88/07/01 CALLAN.L j. Region a. Ole ol 
Iho Dirocto*. Ip 46516 244*46516 245 

8808110330 Informs lhat response io NRC Bu'.'uim 08 001. “Dofocts 'n Woslinghouse 
Orcvil Breakers,” suirsfaciory 

HARBUCKCC Projeci D.fectoratu IV. 88/08/02 CAMPBELL.7 G. Arkansas Power & 
Light Co 5pp 46513 082-16513 086. 

8807200019 NRC into Notice 00 055, “Potent-al Problems Causod by S-nglo Fa'Lro ol 
ESF Sw.ng Bus.” Svc list one* 

ROSSI.C E D.vision ol Operatonal Evcnt9 Assessment (Posl 870411) 88/08/03. 
Consolidated Edison Co of Now York, Inc 121pp. 46437 121-46437 24 1. 
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8800030112 NRC Info Nonce 88 059. "MSlV G-do Ral Talj'e al Watedord Uml 3” 
Svc isl end 

ROSSI. CE Div.son of Operational Evonis Assossrroni (Post 8/C411) 8B/C8/Q9 
Co r S3idaleu Ed son Co of New York lr.c 1 2 Ipp <16<16Z011<16467 131 

0008040062 Suppl 1 to NRC Info Nohco 06 CQ4. Inadequate Qua* f.cahon & Documen 
lalicn of Pi.*o Darner Penetration Sea's " Svc 'iSl end 

ROSS' .C E Dv-scn of Operational Evonis Assossrreni (Post 070411) 08/08/09 
Ccr.so'idated Ed.so'i Co of New York. Inc l2lpp 46556 205 4G558 325 

0008050135 NRC Into No’ce 88 060. "inadequate Dosgn A inhalation of Waienght 
Pereira: on Seals Svc 'isl end 

ROSSi.C E. D vision ol Operal onal Evonis Assessment (Post 8/0411). 88/08/11 
Ccnsomaled Edison Co of New York, Inc. I23pp 46569 298 46570 C6D 

0008050240 NRC Irfo Nolico 88 051. “Ccntrcl Ream HabMablty • Roceni Reviews ol 
Operat-ng Experience.' Svc hsi encl 

ROSSI.C E D vision ol Operational Events Assessment (Post 87041 1 ) 08/00/11 
Cor.so'id&ied Edison Co of New York. Inc 125pp 46594 312 46595 076. 

0800050295 NRC ‘n 4 o Nonce 88 C62. “Roce'’t Endings ro iTpleme.nlahon of QA Pro 
grams by Suppl e f S of Transport Packages Svc I si er.cl 

BUHNEll RF c.v.son ol Safeguards & Transportation (Post 070413) 63/08/12 
Co^so'idaled Ed-son Co of Now York. Inc 109pp. 46501 155 46581 263 

0808090264 NRC Info NoiiCO 68 063. Hgh Radiation Ha/a*dS Frcm Irradiated In Core 
Onfecto's & Cables “ Svc 'isi encl 

ROSS'.C.E Dv:s:cn of Operational Events Assessment (Pcsi 87041 1 ) 63/08/15 
Co r b 9 *K;aled Edison Co. of New York, Inc. HOpp 46569 065 46569 174 

08081 10206 NRC Info Nohco 08 CG4, Ropcthrg Fires in Nuclear Process Sys al Nuclo 
ar Power P.a its ” Svc iisi one 1 

ROSSI.C F D-vscn of Operational Events Assessment {Post 870411). 88/08/10 
Consa'idaied Ed.so.n Co. cf Now York. Inc iQ4pp 46643 001 46643 104 

0808120327 NRC ."to No: co 08 C65. “Inadvertent O'a nages of Spent Fuel Pools ” Svc 
list encl 

ROSSi.C E D. vision o* Operational Events Assessment (Posi 8704 ii) 88/08/18 
Ccnscl dated Erl son Co Of New York. Inc I23pp 46628 011-46628 133 

0008230207 Forwa'dS Insp Repl £0 312/03 02 on B901C 1-14.02 10 1 2 & 0307 09 & l.sl 
ol potential en1crceme"1 fincmgs.i'dudng faiuro to rrpaso 10CFH21 requifomvnis 
on vendors 

CRUTCHHELD.D O.vson ol Roaclor Pro.CClS • III.IV.V & SpCC‘01 Projects (Posi 
8704111 0a/C8/1fl. FIRUT.JF Sacramonlo M umc pal Ut I ty D sir:ci. 7pp. 46607 137- 
46007 163 

-*8808230278 i"sp Ropi 50 312/83 02 on 660104 0300 WeoWssos noted Major areas 
mspecicd pasi & present p'ocurcrront.mat s contro* 0 wo'ohouso act-v t os before ro- 
start 

MCINTYRE, R P , JACOBSON J 0 Division o 1 Re&cto' Inspection A Safeguards (Post 
870411). WAGNER. WJ Region 5. Ole ol Ihu Director 88/07/25 2Cpp. 4660/ 144- 
46607 163 

8808160392 NRC ‘nto Noi Co 80 C66, "Industrial 0ad egraphy Insp 8 EnlO'COmenl ” Svc 
i-st encl 

CUNN NGHAM.H C Uiv s-o.n ol Indus 4 .' al A Mud.cal Nuc'oar Safoty (Post 8/0/29) 
88/00/22 Ccrscl dated Ed son Co of Now Yo*« Inc 9Jpp 46628 134 46626.223. 

8808160414 NRC info Nohco 88 067. * PWR Auxi’iary feedwater Pump Turbino Over- 
speed Tr p Fai uro.” Svc list oncl 

HOSSI.CE U.vision cf Operahonal Evonis Assessment (Post 87041 1) 88/00/22 
Con so id a led Fdiscn Co. of Now York, lr.c I23pp 46643 105 46043 227. 


R. Periodic operating reports & related correspondence 

8007270159 Mcnlh'y operating repl for Juno 1900 lor nancho Seco Nuclear Generating 
Slat-on W/8607 15 4r 

CRUNK S L Sacramento Monc pal Ullty C.str cl 00/06/30. Gpp 46307 282 
46307.209. 

8800030200 Forwards monthly porto'manco data (o' June 1908 oer Slorn 
requesi.Comparab'e data also provided m case whero exact daia requested not read- 
i'y available 

KEUTER.DR. Sacramonlo Municipal Ulnly Oislr d 88/07/20. Cllce of Nucloar Reac- 
10 ' Rogulaion. Crector (Post 87041 1). 42pp 46429.183 46429 225 

0808260093 Monlhy operating rept tor Jul 1989 for Rancho Soco Unit 1 W/080815 llr 
CRUNK, S L Sacramento Municpol Oh'ity DisU.cl 88/07/31. 7pp 4C.G40 120- 
46640; 126 

8808240345 Forwards SPOS quarterly performar co ropl for 800331 0633 
CHUNK, S L Sacramento Municpal Ullty Uisiricl 00/08/16 Off.CG of Nuclear Reac- 
tor Regj'ahon. Director (Post 870411) 6pp 46620.339 40628 344 


S. Reportable occurrences, LERs & related correspondence 

0007290232 PNO V-08-UO5 on 8007 14, substance suspoctod to bo ccca no discovered 
behind cardboard canoes stored in general recovery & salvage warehouse w.thin pro 
lectcd area Licensee investigation centmu ng Into assessment leam nohliod 
NORDFRHAUG.L , SCHUSTER.M Reg-on 5. Ole ol ihe DitoClcr 88/07/15. ip. 
46353.350-46353 350. 

0008180435 Part 21 repl ro mlg defect w/Gould Model PD3200 prossuto 
Iransmllters Three lai'oa units romoved from svc S returned to mfg lor 
analysis.Eng noenng action p'an lorm^iaied to monitor subj transm, iters & replace any 
defective dev cos. 

riflllT.J.F . RUTTER.S. Sacramento Municipal UUfity D.Str.ci 80/00/00. MARTI N.J B 
Reg on 5. Ofc ol the D.'ector 4pp 46601 124-46601 127 


V. Operator Examinations 

6808190201 informs of NRC -merproiahon of Section I0CFR50. 74(a) ro changes in op 
orator or sen or operator status 

PATE.R J. Region 5. Ole of the Drecior. B8/0B/1 1. FIRLJT.J F. Sacramento Municipal 
Uhlily Oi5lf.ct ip 46590 120-46598.120 
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F. Security, medical, emergency & fire protection plans 

BB0S 1 50 184 Rev 12 to Emergency Plan Implomenlmg Proceduro 1933 043. “Cj.ies ol 
Emergency Rad at.on Team *' 

* Arkansas Power A Lighl Co 08/C6/2O 4pp 46550 33B 4G560.34I 

8B07060520 Generic Llr 68-10 to a'l power reactor ficensoos & ho'dors cf Part S5 ap- 
provals re purchase of GSA approved security containers Svc list oncl 
MIRAGUA.F J. Associato D.rccior for Projocis (Post 870411) 68/07/01 Censored 
Ed-son Co. Ol Now Ycrk. Inc 3lpp 46388 299-46300 329 

8807290175 Ack roceipt of 8BC614 llr informing NRC of slops taken to correct violaiions 
noted n Insp Repls 50 313/08 09 S 50-36B/Q8 09 

CALLAN.LJ Hogion 4. Oto of Lho Directo' 88/07/22 CAMPBELL, G Arkensas Po^c* 
& Light Co 2pp 46353 305 4G353 306. 

BB08080037 Advises Ifiat por liens of 080527 Rev 13 to socur.ly p'an ccnvslcni w/ 
lGCFR50 54(p) & acceptable Corlam olher portions decrease p’an rtlccwoness A 
tnoccopiab'o.br.cl wilhho'd (rol 10CFR73 21) 

CALIAN.L J Reg on 4. Ole Of the Di'CClOr. 88/07/25 CAMPGtLL.G A'kar.sas Power 
8 Light Co 2pp 46462 277-46462 279 

8800000039 Ack roceipl of 871221.880201.0600 & 17 It's nlorrr.mg NnC cl stops toicon 
to correct v.olahons noted in fnsp Ropts 50 3 1 3/87-31 .50 363/87 3 » 50 313/86 00 & 
50-368/08 CB 

CALLAN.L J Rogon 4. Ole of Iho Drecior. GB/0//25. CAMPUELL.G Arkansas Power 
& Lighl Co 2pp 46463 196 4C463 199 

-0000000040 Responds to violations noted in Insp Repls 50-313/07 3 1 & 53 363/07- 
31 on 07C92l-25Encl corrective achons withhold (rol 10CFR2 /90) 

LEVINE.J.M Arkansas Power & light Co 88/00/17 CALLAN.LJ Region 4 . 0 4 c o! 
Iho D-reclor 2pp 46463 198 46463 199 

0008040247 Generic Hr 88 12 to Bit power reactor I consons & app'icants ro removal c 1 
Ire protecilon roQul'omenls from Tech npc.cs.Svc I si eric 1 

MIRAGLIA.F J Assccato Ci'ecto' for PrOjCClS |Posi 87041 1) 08/03/02 Ccnso Ja'od 
Ed son Co. Cf Now York. Inc 52pp. 46463 201-46463 342 

8808100292 Ack receipt ol 080701 Ur inform ng NRC of slops takon to correct vio a:-ons 
noted m Insp Ropts 50-313/88 12 A 50 3GQ/88 12 

CALLAN.L J Region 4. Ofc ol tlm Drectcr B8/0B/02 CAMPBELL G Arkansas ? owe* 
A Light Co. 2pp 46516 243-46516 245 

-0008100293 Responds to v.ofalions noted in Insp Rcpis 60 313/08-12 & 60 369^3 
12 Encl w.thhofd (rol lOCFn73.2l(b)(3)(i)) 

I FVINE.J.M Arkansas Power & Llglil Co 86/07/01 CALLAN.L.J Rog-cn 4. Clc Ol 
tooC-rocto' ip 46516.244 46516.245 

000B1B0296 Ack receipt ol 0RO32O Itf .niorminy NRC of aefons 10 CO'roci itovat.on* 
noted m Insp Repls 50 313/67-14 & 50 360/87-14 Rosporso Moos noi |jslfy lack o* 
sun/oi'lanccs of certain lire bnrnors 

CALLAN.LJ Reg on 4. Ole of the D.reclo'. 80/08/10 CAMPBELL, G Arkansas Pc^er 
& lighl Co 4pp 46585 090 46505 093 


H. Genoral correspondence 

8800120316 Cornmonl opposng proposod rUos 10CFR17U & 171 re Iconso S ar*n..3i 
fees NRC port-cn of cooperative programs should bo takon from roman ry 55 ®j o' 
tonds appropriated by Congress 

HOWARD O R Arkansas Power A Light Co 08/00/04 CHJLK.S J OMicu o' the Sec 
rotary ol tho Corrmlsston 2pp. 46479 087-46479 088 


P. Operating license stage documents & correspondence 

0007200006 Forwards “Satoty Evaluation of Topical Repl (B&W Document 4M 159091 
CO) 'Design Roquiromonis lor DSS (D.verse Scram Sys) A AMSAC (ATY/S Mi'gatiOn 
Sys Actuahon Orcuilry) Pianl specific submilials adrfressng roquromonts roquext 
od 

CALVO.JA Prolect DifOClo/ate IV 00/07/14. CAMPBELL. T G Arkansas Power & 
Lighl Co 4pp. 46325.210 46325.213 

8600020024 Requests or.o hme oxomptton from 10CFR50 71(o) roq^i'ements to alow 
subrn.ttai ol 1980 SAR update on 801020 Feo paid 

HOWARD.DR. Arkansas Power A Light Co 08/07/19 CALVO.JA PrcjOCt D.*ocl c* 
ate IV 3pp. 46390.349 46399 351. 

BB0B0200 1 1 App’icat-on for amend to License DPR-51 .modifying Tech Spec ro primary 
to secondary leakage tato lim i Feo paid 

CAMPQELL.T.G. Arkansas Power 8 Lighl Co. 88/07/20 Document Control B'anch 
(Document Control Desk) 6pp. 46383; 149-46383 156 

-8808020013 Proposed Tech Spoc9 mod ro pr.mary to secondary leakage rate l.ml 

* Arkansas Powef A Light Co B8/0//20. 2pp 46383 155*46383 156 

0000020018 Application for amend to Ucenso DPH-51.Ctmng.ng Tech Specs ro Cyc 0-9 
operahonal roqu rements. Cycle 9 ro’oad analys-s ropt included to: lech.mca' 
support Fee paid. 

CAMPBELl.T.G. Arkansas Power & light Co 68/07/20. Document Ccnircl Branch 
(Document Conlrol Desk) 8pp 46626016-46626.128 

-8000020020 Proposed Tech Spec changes re Cyclo-9 operational requ temenls 

* Arkansas Power & Light Co. 80/07/20. 30pp. 46626.024 46626 053. 

-8808300109 “Arkansas Nuclear One Un i 1. Cycle 9 Reload Ropt “ 

* Datcock S WJcox Co. BAW-2027 88/06/30. 75pp. 46626 054-46626 123 

8008050031 Forwards environ assessment & (mdng ol no sgrificam -mpacl exempion 
from i0CKR50.7l(e).spocifically one-timo 90 day schedular exlenston from 830722 
date required by rule lor submission of annual rev to FSAR 9 . 

HARBUCK.CC. Pro.ect D'rectorato IV. 8B/07/26 CAMPBELL. T G Arkansas Pcwur A 
Light Co 5pp. 46438:329-46438:335 



DOCKETED ITEMS 121 


ft (iftAndO270 Change Sheet 1 to Rev 1 10 Emergency Plan Implement ng Prccedu ‘0 
cmp 7 'B 1 EFP 304. "C/fs :e Dose Project on " 

» ir/'.ana Michigan Pewor Co. lloimoriy Ird-ana S Mich:gan Electric Co) 00/07/28. 
4l t p 4643 1.174.46431-214. 


AA08090037 Cfarce Shoot 1 to Rov t to Einnrgoncy Plan Implement ng Procedure 
° cmp ;o9i fcPP 105 "initial Core Damage Assesmont " 

APFNT.GP mdana KUchqan Rowot Co l lowly Indiana a, Vcbyan UocU-c Co) 
69/07/29 I9pp 46466 193 40468 211 


■8000230404 Proposed Toch Specs re Advancod Nuclear Fuels Corp assembles u/f 
on; chmenls of up 10 4 ?3 weghl percent U-235 

* Indiana M.chgan Power Co (formerly Indiana & Michigan Electnc Co) 88/08/19 
6pp 46019.340 4601 0 346 

•8608230353 Rev 0 10 'F.nel Ftopt Critically Sofoty AnalysiS.DC Cook New Cue* Stor- 
ago Vaut W/5 0% Ennchud 17 * 1 7 Fuel*’ 

GEnRALD.L D Advancod Hucioat huo'.s Ccrp (lonr.etly F.xxon NcC'oat Co, Inc.) 
ANF 08 057 ROQ QR/Q7/31. 21pp. 4G619.347-46620 007 


6603040247 Generic Ltr 88- 12 to aff power roazlor licensees & appl cants to totroval ol 
r fr , cro'cc* sn requ remanis from Tech Specs Svc list oncl. 

|J BaGLIA F J Assoc ate 0 rector for FVoiQCls (Posl 870411) 88/08/02 Consol dalcd 
EC. sen Co of New York, tnc 52pp 46463 20 f- 16463 342 


•8808230355 ftev f fo Crifrcatly Safety Analysis. DC Cook Sper.f Fuef Storage Packs 
W/15 x 15 & 17 x 17 Fuol Enrichments Up to 5 0% " 

GEHRALD.L O Advancod NjCloar FuQlS Corp (lormerly Exxon Nuclei Co , Inc.) 
ANF 08- T 12 H0f 88/06/3 f 26pp 46620 028 46620 033 


6605120186 Advr>os mat 880726 Rev 1/ lo inod.liod amended socuniy plan rv.ouls p*o 
v.s-ns Cf lCCFR50 54|p) S accoptdbU _ 

MAHETT 0 S Regcn 3. Ofc ol Iho Cirecto' 88/08/04 At FxtCH.M P Ind.ano M-th 
i-an"Pc*er Co (formerly Indiana & Michigan ElOcinc Co) 2pp 46515 204 46515 265 

8808120300 Change Sheet 1 lo Rev 1 lo Emergency Flan Implementing Procedure 
PMP2C81 tPP 105. Initial Com Damage Assessment " 

■ hdana Mchgan Power Co (lomiurly indamj $ Michigan Electric Co) 8Q/C8/U4 

Opp 46515 042-46515 044 


8808190022 Forwa'ds Saloly Insp Ropls 50 315/88 17 (4 50 316/66 20 on 060614- 
0725 No v olat-ons noted 

AXEISCNWI Region 3, Ofc <iMho P rector 88/00/10 Al F.XICH.M P Indiana Mic hi 
gin Power Co {formerly ir.dana 8 Michigan Lluclr c Co.) 2pp 46506 3?9 46506 346 


-38^3 1 9002S Insp RepiS 50 315/88- 1 7 & 50-316/83 20 on 680614 0725 No violai-ons 
ro'edMa.cr areas inspected act ons on previously -duniif.ed derrm/nm 
opeiat-cns.radiclog ca‘ controls, mani su*ve Uanco.fi' Q prolociion 8 rloanimoss & so* 

BURGE SS.B L Regcn 3. Ofc Ot iho U.roclOf 83/08/10 Ifipp. 46096 331-46596 346 


H. General correspondence 

8808050141 Comment endorsing commonis submitted by Sfmw.Pitimnn.PoHS A Trow 
hr^ge re leo schedjles for licensees Amount of NRC ntionlion received l,y pliiril 
la'ge'y ouisdc plani contro'. thus iraMr-g lorm of billing m rule randcrvly un1a ; r 
ALEX Ch.M P Inda^a M.Ch:gan Power Co (formerly Indiana & M.chiyan Eloclnc Co ). 
68/07/29 Docket ng & Serv.cos Branch Ip 4(>3G0 2lB 46360.218 


•OBOO23O350 * Thormnl-HydrWic Analysis ot DC Cook Spent Fi.ol Pool " 

O'DELL. L U. Advanced Nuclear Feels Corp (formerly Exxon Nuclear Co . Inc). ANF- 
86 09 88/07/31 22pp. 46620 034 46020 055 


Q. Inspection reports, IE Bulletins & correspondence 

3805200295 NRC Info Nolco BO 032. ‘ Prcrrpl Rnpnit.ng lo NRC of oigsif.canl lnc.don1i» 
Involvirg Hadoact.vo Mail." Svc 'isi oncl 

CUNNINGHAM.R.E D./i9<cn Of '"duSt'af & MetfiCOf Nucfeor Safoty (f'osf 370 7 23). 
B9/05/25 Conscl timed Edison Co. Ol Now York. Inc I20pp 46386 1 79-40398 ?98. 

08OB 150243 Piifhal rospOf'Se 10 FO’A request for dccumonts f"0'wards App M 
documonts.Anp l dccurnor.ls ma.ntanod In PRH Apps N & O dccumonts fia-tmlly & 
lOlaMy withho d.rnspociivo'.y (rof FOIA Exomplicn 6) 

GHIMSLEY.DH NRC No Detailed Afld alien Giynn 88/07/05 JGNES.C Arid aliO.n 
Not Assigned. I4pp 46501.104 46501 190 

-GB02050102 ftcquosis idnritilicahon ol div contact for rey unal iiisp loam loadt^'s to 
arrange NRR allornqiivo Shuldcwn A fir© p'otoct-on rov.rjwo' tecbncal ass-sla^co nn 
fogon based post- fro sale sJiuidown imps Scheriuto of msps irubrndtod 
PAmiOW.J.G. Div of Inspect on Prograrns.IL (650212 070413) 86/01/29. 

DERNEHO.R M D.vis on Ol Boilir.g Wfllnr Roactur (0WR) licensing (85 1 125 6704 11) 
?pp 46503 3 1 0 4G503 3 1 9 

BB07200203 Forwards Spec>al Houllh Pr.yscs Irtsp Rcpls 50-315/86 1 1 A 50-316/88 13 
on 880500 06 f 3 No v o'hUohh noted 

GHAFf R.WO Region 3. Ole ol iho D.rcctor. 88/07/15. AIEX1CH.M P. Indiana M ch - 
ejan Power Co. (lormorly Indiana & Mchyan ElocU.C Co ) 2pp 46318 040-463 IB. 132. 


K. Ullllly Final Safely Analysis Report (FSAR) & amends 

88072B0Q67 UpdalCd 1988 KSAR lor Donald C Cook.Un ts 1 & 2 W/880722 Mr 
ALEXICH.M P Indiana Mich.gan Power Co (lormerly Indann A Michgan Lloctnc Co) 
63/07/22 MUHLEY.T E Documunf ConUcI OtanJi {Documoot Con f ref Desk) tCOpp 
46318.133 46320 202 


P. Operating license stage documents & correspondence 


8808030268 Hequesls permanorU code rol.ot for testing of Vu'vun IMO 340 A IMO 
350.pcr inserv.co loslmg program Ho I. of nocossaiy lo roso’.vo conliicl tiotweon lech 
Spec 3 0 3 A ASME Ccdo roqui'emonts Foe pmd W/lhroo oversi^o Umv,rirys 
alex.ch.M P ind ana Michigan Power Co (Icrmoily Indiana A Mclugan E'ecir.c Co) 
98/07/25 MURLEY.T.E Documunl Control Urnr.cn lDocu*uor>1 Control Di;sk). 9|ip 
46406330 46406 339. 


8808080169 Provides evflluaiion of onviron qual.ficabon ol L-.nvtorriuo acluators Instollod 
•n p'ani as par! of NRC Unvi'on CuaUicat'On Insp i nnitorquo Tosf Rr.*pf 603190 to 
qua' fixation o! valve ectuaiors one' 

ALEXICH.M P. Indiana M.ich:gan Power Co (lormorly Indiana & Mich yqn Electric Co ) 
58/07/27 DAVfS.A U Doccrnonl Control Urancti ( Document Control Desk), /pp 
4C463 018-46453 093 


**8808080206 Issvo 2 to “Repf on Tost on Irmiforqtra Corp SM8 0 25 VafvO Oporflfor.” 
SOt.llS.R F, BLACK ,W A. Lockheed Eloclronxs Co (subs ol lockhuod Corp) 
2539A 4723 10? 70/09/23 9pp. 46453 085 46453 093 

B808160160 Appi calion for amend to L'conso DPR-50.requosling roliol from Tech Spue 
surve . lance requirements uhli! projected Mur 1989 roluolmg oijtage Fon 
paid Surve f'ancos diffiCu'f or impossible fo comp^oto w/unii in cpcratiou Fee paid 
ALEXICH.M P American ElOClnc Power SorviCG Corp. 68/08/00 MURlEY.T E. Docu 
menl Control Branch {Docurronl Control Uosk) Iflpp 46559 133-46559 1 GO 

Proposed Tech Specs rulloctmg request (or oxionsion until projected Ma f 
19B9 refuel ng oulaqo (or performing certain sunroi'lanro&.mcludir.rj rovisod Tab'o 4 3- 
2. tSF Actuaiion Sys Instrumentation Survo llar.co Roqvj.romcnts h 
‘ American Electric Power Sorv.ce Co*p 88/00/09 18pp 46559.1 51 46550 1G8 

6608170329 Forwards updated OA program description fo ( plant Oocunionl COnta-nod in 
19B8 F0AR update Updated program inc'.udos miroduchon of now dos.gn change 
K%^Jv loam 9 ene ' af o r fe Pa ,f 0 A program 

^kXICH.M P. Ir.cfana Michigan Povror Co (formerly Indiana S M-ciugan Elur.ir.c Co ) 
MURLEY.T.E Document Control Branch (Documonl Control Oosk). 2pp 
46563 03B 46563 216 


•880B1 70333 "Updated OA Program Description lor Cook Nuclear Plant." 

ind-ana M'chigan Power Co. (loimotly Indiana & M.cHigan FlocU'C Co.) 08/07/3 f 
6?pp. 46563 040 46563.161. 


“880B230123 "Si earn Genera lor Repair OA Program." 

Indiana Michigan Power Co. formerly Indiana A Michigan Eloolnc Co) 88/07/31 
56pp 46563. 162-46563 2 18. 


8808230334 Application lor amonds to Liconsos DPR -50 A DPR 7 4 . rows- ng Toch Spocs 
a oo 2 ® fQ Advanced Nuclear Fuels Corp asHomtii.os w/ennehmoms ot 
/Si Z?ru P ercen< u ? 35 ANF.fl6 057.ANF 80- 1 12 & ANf *08-09 oncl.Foo pa d 
pR/rifl/io^ y ,chl 9 an Do (formerly Indiana A Mich gan Electric Co ) 

466 fQ^I? 46620 055 ^ Document Control Branch (Document Control Desk) 13pp 


-8807200212 Insp Ropls 50 315/B1M1 A 50 310/06-13 on 080509 0613 No volalions 
or dcv.al.ons noted Major areas inspected o r gar.i<ruuon A inyl controls.lra n ng A 
ciual licallons. oxtomal A internal exjiosum controls A sol rT radwasto. 

GILI.C1- , PAUl.R A. (iHANT.WB Roqicn 3. Ofc of Iho Di-octor 80/07/15. 36pp 
4091 0 042 46318 077 

BQ072G0220 l : orwar<Js SALP 7 Ocant f I opts 50 315/BB01 A 60 31G/B3 01 on 
800606 No iKcrc-jiflnciCS witFn repl or issues rcQumr'tj rosolut-on noted S no 
changoh lo sut:| rept nccosso^ 

UAVlb.A 0 Region 3. Ofc of the U rector. 08/07/ to AlExiCtFM P liuiiuna Vici.igon 
Power ('o (formerly Imi-nna A Michg.lh Electric Co) 2pp 46310 018 40310021. 

•*9007200223 SALP Ropls 59 315/00 01 & 69 316/00 01 lor Oct 1006 * Fr.b 1986 
* flog on 3, Ofc of IPO Dstuclo'. flfl/07/ffl 2\.p 4C3J8 020 403) i} 02) 

0000100099 hirlial rosponse lo FOIA request for do cum unis App P ttocumoms encl A 
available in FOR 

GRiMSLtY.U-H NRC • No Colo led Arf.han:>n Given 00/07/ ID. JONFS.C. AMi'ial on 
NolAssignod Opp 46570.032 46570 039 

-*0407020570 Rocommonds Commlss'dn aulhonzo Ui'Ot.lCt of IE In iSSuo oncl rolcu ol 
v.oinlion & proiiosed impos»l.on ql civ.t ponaltios .n omeuni ol $440,000 & oncl order 
for mod of i conse, based cn mail false stafomonts 

DIRCKSW J Ofc ol Iho Executive D.roctor for Opuraiions SECY 84 269 84/CG/21 
6Cpp 46580 163 40500 172 

0907200162 Suppl 1 lo NRC In'o Notice 08 046. ' Licunsoo Ropl of Dolectivo Refur- 
bished Crcuii Breakers. SvC list ond 

ROSSI CE. Division of Oncmnonal Evonls Assossmcryt (Post 070411) 00/07/21 
Consol dated Edison Co cl Now York. Inc I25pp 40308 054-46388 170 

8807200248 NRC BuTotm 00 009. "TMmb'O Tube Thinning in Woshoghouiio Roacfors.” 
Svc '. si encl 

ROSSKCC Civibitm of Opw&lonal Evonls Assosameej (Posf 070411) 08/07/20 
Consol-dalod Ediscn Co of Now Yo‘k. Inc. I23pp 40340.070 4G340. 192. 

0007210 216 NRC fnfo Nofico 63 052. TiWure of fnirautcr no Taric/om of Ffeicher Surf 
Applictflor Qrochylherapy Duvicos During Paiionl Troatmont " Svc l-sl oncl. 
CUNNINGHAM.R E D.vison of Industrial A MoUical Nucioar Safety (Post 870?2 l J) 
08/U7/27 CcnSOlidated EdSOn Co of New Yoik. fnc fCOpp. 4G397 029 46397. T36 

8B0B040047 Forwards rosponso to IE Ou'lelm 87 002.Suppl 1. "Fastener Tcsimg lo Oo- 
lor mi no Conformance W/Applicab'e Mad Specs.” List ol suppliers A miga oncl 
ALEXICH.M P. Indionu Michigan Power Co (fctmorly Indiona & M.chgan Eloctnc Co ) 
08/07/27 MURLEY.T E Document Conltoi Dranch (Documeni Control Dosk) 187pp. 
46421 069 46421.255 

A 

8808)60244 Discusses uM abb'cv-aiod silo access Paining program tor NRC insp por- 
sonnol comp'ei'ng Royion III tro-ning in gononc aspocls ol radial ion sofGty.fjhys'Cal se- 
cur.iy & omorgoncy rosponso. 

DAVfS.A U ROQ'on 3. Ofc o 1 Jho D*rocfC'r 00/07/27. ALEXJCHM P )npiana M cMgan 
Powor Co (formerly Indiana & Michigon Elociric Co.). 4pp 46561 240 4656 1.25 1 

0808230260 Forwards farost rev of NRC Manual Chapfer 05 f 6. “SALP/* Rqgfan /(( w .// 
begin usmg now lunctona! areas sol lodh in rev for ail SALP ropl ponods which 
oxlend beyor.d OBOGOG olfuctive dale ol procedure. 

NORt'LK/S.CE Region 3. Ofc of (ho Orecfor 8Q/07/27. ALEXtCH.MP fndiana 
Michigan Power Co (formerly Indiana A Michigan Eleclnc Co) KAPLAN.A Cleveland 
Electric li'.um.naimg Co REED.C. Commonwealth Edison Co 39pp 4662D.090- 
46620,129 



noSSi C E Dvi5:3n o< Oporanonal Events Assessment i^csi d/<J4ii) mwurj/u-i 
CorsoLfalCd Edison Co of Now Verk. Inc I23pp 46569 175 1U06') 237 

0008100005 Forwards Insp Rop:s 10 313/63 22 A ttKiftO/M 27 w\ B‘l07r 15 ft «Olv « 

CALlAN L J. Reg on 4. O'C cf tho D.roctcr GB/00/04 CAMf’UE'Ll ,G A*kan-,as Power 
ftLigniCo 2pp 464 79 01 7 464 79 029 

..0008100006 Not co id vo'a’un from nip on #1071 MS Vo'Ahon nofedtoi-.ru to 
0/oLflU* & (Jeeufroni power ascension lesi res. ills & taL.ro ic iiavo conlro'hni P'o-to- 
d-jro for power asconsen lesimg dpp f cp* ai» ‘o c , rc..rnsia'’cns 
• Roqion 4. Qfc of H'O Di'ocicr 09'O0/O4 2po 46-179 019 464 79 020 

-9800100007 'nsp Ropis 50 313/08 22 S 50 JC6 M-22 on 099/ M- 15 Vokurns 
ivovoo ME..G1 a'cas inspected Cycle 7 sto'Uip *c*suny lor i;m 2 A si-w 1 anc<> P'oet- 
dures 8 r€rco‘cJ9 for bolh fan -tea Mini , Ml 

OUNOYIf F . IWJRPHY.M E . SEIOLE.WC Region 4. O'c Of Iho IMecio- 00/00/0 1 
9pp 46479:021-46470 029 

8000020095 NRC Info No’co 80 057, "Polonltal l oss of Salo S^ulUow-n Eru p-ntnf U,.o 
to Promali jru Si'XOn Ccnlrol od Reciiher Tai uro “ Sve «s1 n-c' 

ROSSI CE Division of OeeroiiOna' Evciils AssOSSmon: (Post 07041 1) 80/08/0 ) 
Censotufatod Ed son Co of Ngw York, Inr l?2pp 4M59.1?5 16450 246 

8800020102 NHC Info Nol-ce 08 056. Poicniial Prcblona W/ASEA Rrown Ho von IfE- 

51L Time Overcurrcn? Relays ‘ Sve 1st u'icI 

ROSSI.CE D.vlsion ol Opcralional Eve-dS AsseSsnorii (Posi 87C4II) U8/C0/O0 
C on sj Ida l eel Etfisen Co. Ol Now York. Inc ISOpp .16530 001 4b53U 120 


&8C603QU2 NRC le'o NoHCO 00 050. ' MS'V Gudo Rol ToLro at Wnlr'fO'U Uml 3‘ 
Sve hsl ore/ 

ROSSI.CE. Civisen of OpG'Alicral Event* Assrssmonl (Posi 870411). 00/00/09 
Consol dated Edison Co of NVw York. Inc 12'pp 4C467.01 * 4646? CM 


8006040062 Suppl I 10 NRC fn!o Noiico 00 004 . ■ imirioquaio Ounl.lird'Cn ft DoCd.-naii 
laiion ol Eire Darner Ponetrauon Soalb “ Sve l-si one 1 . 

ROSSI.CE D.v. 4 ion of Oporato^al Events Assessment (Posi 0 / 041 1 ) im/ofl/Oo 
Conso idalod Ed son Co. of Now York. Inc 12 tpp 46550 206 46650.325 


8008180296 Ack recoipl ol 000320 Hr inta/mni) NRC o< actions 10 coned dovaiiuris 
noiod in Insp Ropis 50 313/87-14 ft 50 368/07. 14. Rosponso does not luslify lack nf 
sv.rvo I'ances of cerla.n 1 ro barriers 

CALLANL.J Roeion 4. 0 4 c of IhO Haoctor 80/C0/1O CAVPQEU.G Aiknnsob I’uwer 
& light Co. 4pp 46585 C90 46505 033. 

8008180318 Ack recepl of 80062/ Hr i/ 4 orrnng NRC of steps laxun lo couoci dcivi 
aliens no rod in Insp Ropis 50 3 13/00 10 & 50-360/80 10 

CAILAN.LJ Rog on 4, Ofc ol Iho C rcclo* 00/08/10 CAMPOE^l.G Arkansas Ppwur 
& b£ld Co. Ip 40666 313-46600 313. 

0BO8O5O135 NRC Info NotiCO 80 060. Inadoq.ialo Oovgo ft insta'IaiiOn ol WOtn'ligN 
PGnoirai on Seals " Sve I st end 

ROSSI.CE CwiS'On ol Opuralicno* Events AssoS'.n.cnl )Pot>i 8704 n> 00 / 08/11 
Conso'idaiod Edison Co of N'gw York. lr*c I23pp 46569 298 -10570 060 


8808060248 NRC Jnlo Nohee 08 061. "Ccnlrol Room Mahiiobnly - Recent Reviews of 
Oporalrg Expenonco ” Sve l.si onrl 

ROSSI.CE. Division of OpGroronal Events Assessment (Post 870411) 80/00/1 1 
Consol rJatocJ Ed.son Co of Now Yerk. In:: I25pp 4G594 312-40595 070 


sp. oil Tr>p f micro ’ .‘■'.vc libt t-u 1 

ROSSI.CE () vivrjr 1 c* Dii.r.Yii'iV f v«»n!s (I'nnl 8704 1 1| 6R/C9/22 

Cor sol ida led Ed sun Cn of New Yn*k. 'n; ‘2lf>;i 4l*».*i:i 'IJ'< -lOliin 271 


R. PorlodlC opornllno reports ft rotated cuirospomlonco 

0000160446 f .r-nl rr>s;i:>nse k> f U-A rri;ui*'.l fur ituj.u-i fVils h* foliil insp nourb ft :cii' 
n-.rr-l ■!./ ol vio'.lli'jns le< Mi ge.ri -v pl.irrs 5>r C . VII / I u-vo.inls A|ip A dQ^uTentAppA 
rfocn-neiil nls:> ivai.ililn n I -fill 

* NRC No 1/olHtud Altn-alion Cwii- W 1.1 M/500 JRA ASSCCUCS 

2f>p 41)523 2/ l 41,523 2/5 

0808160452 'oial I n:ln(|*. ft I ■ours lur I m h FU ifirvi ,1/ Phini fo' 198 /." 

* NRC No l*n!iiiV*d Afli“«ni(i:n liven tlit/l)//pi ! p 4l;52'»2/5 46523 275 


S. noponnWo Dtci)frencn&. LERti ft rolaicrt concspondonco 

8008030334 LI H fl‘- 012 01 (;n II Si 12 I .|"-i) 1u-iml M-,r.ilh>:l .n p ;i(.n ol Llo Sprr.k er 
tv^Avi m <iviivi v-.u'li vkvUv Ml pu'udr.ui j‘i njsa» c.ms*?'l l,y laifvro nf personr.c :o 
inn rinn lust l Onlrnl l ,l ,a) '/i|il.)i r*:l w/IiimNi; sp: nkli r l;t* i l W/000/2'J Hr 
TA v l OM.l A LEVIN! ,.J M Arkiirwis I’nwe? ft l «|»U Cc> 0O/U//2J 5pp 46427 C?* 
•Jf.4?7 042 

8000150147 P,rl 21 n.p* provdirq nd ll info ru I'nllur ft Rn-rln-kl mays i.sGd n bQldi 
(ir.ide on^'pn -ml I i,i ol crtlnir ntl* ‘.-ijiiJ* »l w/PoM**' ft tirj ,, -ln , l:l ro'nya end 

SCRERLHAE Cun tmst rm l ■up* In: kiMWWY, MUMLliY.T E Olf.CO 0 1 5'J 

Clutir Mivr.lO' Hi ijiiluton. HuxUrr (Rust HAMII) 2p;i 4b*«Vi 1 33 4b 553 334 


DOCKET 50.316 OONALO C. COOK NUCLEAR POWER PLANT, UNIT 1 


F. Security, modlcol, omoigoncy ft Hr o protection pinna 


0007060620 Gunurii. Ur 1)9 Hi to .ill powi.: ru.n i-ir li:.tinvms 
(jfovnis ro p'..u Imsu dI USA iippruvud ‘.i'i nnly r .!iil(i , t i fs Sv.: 
».vnA(’iPA,E ,J Assia.iiiln Hinrk-i 4 :a Pioiw V, {\\vA 6/0-1 1 1) 
Ldis iri t.r> nf New Vo**, me ;npp 40'.i«H 290 4(» f'HJ 3?P 


ft I i>\;ors of Pan 95 ap 
'isl one 

tm/oz/oi CT so -iri-et) 


8800010103 Ct iinijo 2 lo 'W 2 lo Emurgvrcy PLw In-p’eme.ni.ng f’rccedure 

PMf' 20/10 CITMU/. ■ N il Ii-mIoii Ol P..10I IV/Minr x-i ' ^ 4 

' h;;j N ira Micil-iqnii Power Cr* (Icrrm.rly Indvin.i ft M:Ui;|un l.loC'nc Co) 10 0/ 
3f:p 4ti3t>3 0/: ,: llvd.J 1J/4 


0000100090 ftailtal rnsfi:v»sn *o I ()A rrq rest for docmnonln App P dCCu'ronlS end i 

GRllJsi rv n^l NRC No (/ula Imj Allp.almn i'iiv(?n 8(1/0// 10 jONES.C Allilativ" 
*4ol Ass g- rd ttpp Abl./U O JV 413.60 1 i) 


--0201250127 Ncillius Hull rev.uw ol h'O prolrvlrm p'o^'am por 0HJ217 fao prolCCX • 
n.lo is corrpulP 


n.io is corr p uip &•/ 

JOHNS 7 ON, W V Asbislanl Hm-elnr l t :r M.ill-i A Ouj- f r‘iM‘eunn:j \\'th »J^01> b 
12/91 NOVAK. T. Assistant Orcein* for Opuralirrj IksUlo'S ip 4657JLW 


0800050295 NRC info Nol'CO 00 062. " RecOnt Eir.c'r.ga ro Imp'ornoniaiiun ol QA f^ro- 
grams by Suppl ors of Transpod Packages ” Sve lisl or.cl. 

QURNF.l T.R f Division ol Saloguards ft TranspoitaHOn (Posi 07U413) OU/CU/12 
Ccnso'idaved Edison Co ol Row Yo:k, Inc lOOpp 46681 155 4G501.263 

8809220027 Ack /cceipi ol 971231 Hr inform nn NRC ol slops lako.n to corroet v-OlOlons 
no led In Insp Ropis 50-313/87 32 & 50 360/07 32 

CALL AN l J Rogion 4 Ole ot Ibc D rocicr 88/00/12 CAMPBELL G. Aikansas Pow0» 
& Light Co Ip 46600 059 46600.059 

8808090264 NRC info Not-co 08 003. "High Radiabo'i Hazards ficm iirad.aiod in Co*o 
Ooleclors & Cables " Sve hsi unci- 

ROSSI.CE. Division of Oporatonai Evenis Asscssmoni |Posl 070411) 00/08/ 15 
Consol dalod Ed.son Co of Now York. Inc 1 iCpp 46569 C65 4C5G9 174 

60081 10206 NRC info Noiico 09 064, “Repoding F ros m Nuclear Process Sys at Nucle- 
ar Power Plants " Sve I sr end 

ROSSI CE D.v.sion of Oporallon8 , Events Assessment (Posi 870411) 00/00/10 
Consol dated Ed.&onCo. of New Yoik.lrc. I04pp 46043 C3L46643 104. 

8808120327 NRC Inlo Not ce 08 065. ‘ fnadvcrieni Dramarjos Of Spcml fx*o: Pools " Sve 
list end ^ 

ROSSLCE D.vismn ol Operational Evonis Assessment (Post 870411). 08/09/ iQ 
Conso'idaiod Ed'son Co of New York, fnc 123pp 46628 0l 1-40628 1 33 

8808250107 Forwards Insp Ropis 50-313/88-23 ft 50-368/08-23 on 000701-31 A noiico 
of v.olal on. 

CALLAN L J Rog on 4, OlC of fho Dirocior 00/08/ 19 CALfPdCLL.G Arkansas PowOf 
ft Light Co. 2pp. 46648 183-46648 193. 


-0202110116 Fo-'WjinJs correspondeuco 'O fn* promn.on for facilty Ere prolectk.4 
f:rorj*nm rev.ow r.onif)!olu <n oW oa*. 0/ 

JOIINSTQN WV AssiUani Dmclo' for Val's ft (Jud l : nrj nt-enrg (Pro 030201 | b 
1 Avion J Div (,t Vtrocior ru^.umiS.lL (Pro 630103) Ip 465/9 (Ml* 


(JW21 
4 05 79 061 


6007290120 Advises Inal 0606 10 Rov 15 l(J mod lied nmo-idGd seCu-'-ly plan consis.en- 
w/p'Ovisenb of I0CFR50 64fp) A it'cnptah'O rvi .... .. 0 ,.. (1 u^,|. 

WAUf 11.13 S I3c<| 0 n ;l. Ole ol u.e Uioclo- 119/07110 ALLXICH M P i< <3 ^ 
i (iermody Indiana ft Midi g.in LlcCtue Co ) 2pp 463 j7 074 83 


gan Power Co (fermody I 


Enel 


0807200184 forwards cnaf’gos lo (:lmit moJliod amended soc-nty plan 
wilhho'dper ICCfR/3 21 . .. , 

AltXiCHMP Ind-ona K'ichiqan f’owcr Co (lom’Orly Indiana ft M'Ch gan t OC- 
08/07/21 MURLEY.1 F Document Control Brandt (DoeumcM Conirol Desk) -Pr* 
46345 034 46345 030 


0000010342 Forwards Rev 17 lo rr.ouil.od amendod security plan Rov w-lbheld (fe 

l.0^FF173 21)) - - - (fomiorly Irdara A k'iCliigan Elcctnc Co ) 

ich (Dor.umonl Ccnucl Desk) 2pP 


ALLX.CH.mJ> inUiano Mich gan Power Co 


00/07/26 MURLLY.T F 
46372 021 46372 022 


Docuironi Contra! Fhancl 


8800160244 Discusses uni abumvalod silo accoss irninng program for NHC 
so.nnel ccmploiing Hogion HI training m gonoric aspocis of radianon safely P y 

UAvIsAD r Rog on O^Slc of iho Deocior 88/07/27 ALEX ! c ^ p 1 | C h ' Qa 

Powor Co (lorrr.orly Indana & Mich gan FfOClriC Co.). 4pp 4b5Gl 2 ,8 465o 


DOCKETED ITEMS 123 



eu'flGESS.Bl Regon 3. Ofc Of the 0 rector 08/00/ 10 iGpp 46596 331-46596 346 


-0602050102 Requests idoniificat.on of div contact lor regional insp loam loadors lt> 
arrange NRR altyrnat-vo shutdown & fro protection reviewer technical assistance on 
reyori based posihro salo shutdown .nsps Schodu'e of msps submrttod 
PARTLOW.JG D,v Of Inspection Programs.lE (050212 070413). 86/OV29. 

BEHNERO.R.M D. vision of Doing Water Reactor (BWfl) Licensing (051125 870411). 
2pp. 46503 310-46503 319 


H. General correspondence 


BR0B0S0 141 Commenl endors.ng ccrnir.onts submitted tiv ShawRitfmart.Pof fS <5 Trow- 
lea schedu-os for fconseos Annum of NRC mtonl-on rocoivod by plant 
“3 o.*s do P'anl control, thus mak.ng form ol lulling in ruin randomly urrta<r 
Ailxr n M P (rd:ana Mchigan P owo/ Co (formerly Inland & MOrgan E'eclr c Co.) 
68/0^29 Dorvel.-g & Servfces Branch ip. 46360.218 46360 210 


K. Uh'.ily Final Safely Analysts Report (FSAR) & amends 


RM?mD67 L Waled 1906 FSAR tor Oanald C Ccok.Umls 1 & 2 W/880722 Ur 
ai FXICH M P Indiana Mchlgan Power Co formerly Indiana & Michigan Eiof.lnc Co ) 
68/07/22 MURLEY.T E Document Control Branch (Document Control Desk) 700pp. 
46318 133 46320 202 


8607260203 FoiWds Specal Heallh Physics Insp Repls 50 315/03- U a 60-3I6/BQ-13 
on 800509 0613 No vio’aiicns noted. 

SHAFERW O. flagon 3. Ctc of the Director. 80/07/15 ALEXJCH.M P. I r.d ana MJcbr- 
yan Powor Co. (formerly Indiana & Mctugan Eleclnc Co) 2pp 46318 040 46318 132 

-0807280212 Insp Repl9 50-315/86*11 & 50-316/08-13 on 88C509 0613 No v.clat ens 
or deviations noted Ma|cr areas inspected organ?af.on & mgt ccntro'.s.trainrg A 
nuQlif.cations. external & .ntomai exposure conircls a sold radwasie 
GILL.CF. PAULR.A, GRANT. W B Region 3. Ole Of Lhe Director 80/07/15 36pp 
46318 042-46310 077 

8807200220 Forwards SALP 7 Board Repls 50 315/88 01 & 50 316/8601 cn 
080606 No discrepances withn ropf or issues roqunng resection nolort ■& no 
changes to sub; ropt necessary 

DAVIS. A B Roqon 3. Ofc ol lhe D.rcclor 88/07/18 ALEXlCM.M P Indiana Yllchgan 
Power Co (IcmU/fly Indiana A KtcfrQOn Eloctrc Co ) 2pp 4G3 >11.018-403 141.02 1. 


p. Operating license stage documents a correspondence 

8600020374 Forwards iSied tcpcai repls provid ng fuel slorogo Idcilty thermal hydiau'ic 

& c-iticai ty analysis results W/o staled ends ki . , 

CCFcLANO.RA Advanced Nudcm Fuels Corp (formerly E^cn NuClnat Co . Inc) 
88/0//22 OU-CQ of Nuclear ReaciOf Rcgulat:on. Director (Posl 0/0411) Ip 
46393 268-46399 2BQ 

8806030268 Requests permanent coda rot of fer testing ol VatvOS I WO 340 & IMO* 
35U p e , msrrvica losing program Rokol necessary to resolve conllci hetwoun lech 
S^ec 3 0 3 & ASME Coco requ rcmonls.FQQ pa d W/throo oversize drawings 
ALEXICM M P Indana Wichgan Power Co (formerly fndaoa A Mchgan Ffocfr-c Co ) 
08/07/25 MURLEY.T E Document Control Branch (Documont Control Oosk). 9pp 
46406 330 40406 339 


8808080169 Provides evaluation of environ qualification of Limilorrp) actuators msta lod 
,n p'anl as part ol NRC Env.ron Gual.licahon InspUmiorquc Tost Ropt 6C0190 ru 
Q>j3i healon ct valve aciua'O's enri 

AtEXlCH M R indana Micfvyan Power Co (formerly Indiana & Michigan Eleclnc Co.) 
88/07/27 DAviS.AU Documont Control Branch (Document Control Oosk) 7pp 
46453 018 46453 093 


8808170329 Forwards updated QA prog'din doscr pt on for plant Docurr.onl ccntihnod in 
1986 FSAR upda'e Updated program includes introduction ol now design change 
process & steam generator ropa r QA progmm 

ALfcXICM.M P Indiana Mcfvgen Powor Co (formorly Indiana & Mulligan Electric Co.). 
88/08/ 12 MURLEY T F. Document Control Branch (Oocurnonl Control Uosk) 2p|i 
46ZM 03Q :6b60 2U) 


-8807280223 SALP Repls 50 313/00 01 & 50 316/68 01 lor Oct 1966 ■ Fob 1980 
'Region 3. Ofc of lhe Oirocio* 66/07/10 2pp 46318 020 46310 021 

8606100099 Partu! rosponso lo TO'A request for documents App P dscurr.onls nnct & 
uva table -n PCR 

GRIMSLLY.DH NRC • No Deia led All, I alion (liven U0/O?Mfi JQNES.C; AIM niton 
Not Assigned tipp 40579 032 40679 039 

-8407020576 Rocommonffs CcmnibSiOn autf'Onzo Rrocfcr of fE to issue oncl nofco of 
viotaton & proposed ur.posit-en of dvi< ponn'hos >n ameuni ol $440,003 A o.-,cl order 
for mod ol hconso.bnsod cn mail false statements 

D/HCKS.Wd Ofc Of IhQ ZxoCutwo Croclcr to' Operations SECY 04-259 04/06/2 J 
GOpp 46500 163 40600172 

8007200182 Suppl l ro NRC Info Not-co 00 046, ’ Liccnscu Ropl of UefoclivO nofur- 
hishod C-rcu t B'oakcrs " Svc list or.cl 

ROSSi. C.E (Division of Oporolional tvonts Assessment (Post 870411) 00/07/21 
Consolidated Ed son Co cf New York. Inc l25pp 48308.054 -40368.170. 

0007200246 NI1C Bulletin 08 0C9, ' Th.mble Tube Th.nn.ng in Wosi:r.gho./3o Reactors " 
Svc list onci 

ROSSf.ee Oiviyon of Operofionaf Events Assessment (Post 07041 1) 00/07/20 
Conso'idatcd Ed son Co ol Nnw York. Inc I23pp 46348 070 46340 192- 

08072)0210 Nt)C Into Nohco 80-1) 52. "Faf.'ure of inUaulonno Inmium of flolc^or Sdf 
Applicator Bfnchy'.licrapy Dov-cos During Pflliunl Troaimoril " Svc list unci. 
CUNNINGHAM. M E. Civib.on of Industrial A Modicnl NuCluar Safoly (Post 07P72D) 
80/07/2/. ConsoJdalcd Ed-sm Co of Now York, Inc 100pp. 46307029 46397 136 


-8606170333 "Updated QA Program Ooscnpnon to f Cook Nuclear PkiiU ' 

• ‘n-jiana M ch gon Power Co (formerly Indiana A Michigan Cleclnc Cu ) BU/07/31. 
62 pp 46563 040 40563 161. 

-■8808230123 "Steam Generator Repair QA Program " 

' fr.diana Michigan Power Co. (formerfy fnifiana & M.cfvgan Efectnc Co) OQ/07/^t. 
56pp 46563 162-46563 218 

8808250050 AprJ.cai.on Jo.' amontJ to L ci>/>so DPn /A./ov-s/'g Tech Spocs ro sli'a/r, 
me break ana'ysis Feo paid 

ALExiCH.MP American Electric Powor Co.. Inc. 00/U8/15 MURLEY.T E Document 
Ccnucl Branch ((Document Control Dosk). I7pp 46G46 205 46046.31 1. 

”8808250055 Proposed Tech Specs ro now r.leam l.ne broak nnnlyS'5 
1 American Eleclnc Power Co. Inc 80/08/15. 10pp. 46646.302-46G4C 31 1 

8806230334 App'ical-on tor arr.onds 10 licenses DPH-50 & DPFi.74,roviSi'ig Teclr Spocs 
5 3 1.5 6 1 2 & 5 6.2 re Advanced Nuclear Fuuls Corp assembl es w/onnehrnonts ol 
up Jo 4 23 wegbf poi'cem U 235 ANF 89 O57.ANE-08 f J2 & ANF-88 09 oncl Fan pa d 
AlEXlCH.U.P Indana Michigan Powor Co (formerly Indiana & Michigan Electric Co ). 
86/09/19. MURLEY.T E Cocumenl Control Branch (DoCuinyrO Coniiol Uosk) I3pp 
45619 327 46620 055. 

-8808230404 Proposed Toch Specs ro Advanced Nuclear Fuels Corp assemblies w/ 
cr.nchrr.onis of up to 4 23 weight percent U 235 

* Indiana Michigan Powor Co (formerly Indiana 6 Michigan LlocUic Co.) 83/C8/19 
6pp 46619 340 46619 346 

-880B230353 Rev 0 to "Fmal Hcpt Cftl'Cdhty Safoly Analys^.DC Cook Now Fuol Stor- 
age Vaull W/5 0% Enuched 17 x 1 7 Fuol ” 

GERRAlO.l D Advanced Nuclear Fuels Corp (formerly Exxon Nucloor Co. tnc) 
AMF 80-057 R00 88/07/31. 2lpp 46619 34 7-4C620 007 

-8808230355 Rev 1 to "Crilica'ity Safety Analysis. DC Cook Speni Fuol Sloragu Racks 
W/15 x 15 & 17 x 17 Fuel Enncfimonts Up to 5.0%.” 

GERRALO.L O Advanced Nuc'ear Fuo.s Ccrp (icrmorly Exxon Nuclear Co. tnc) 
ANF 83-1 12 R01. 80/00/31 26pp 46620 008-46620 033 

-8808230358 "T trarmal Mydraul c Ana/yft. s of DC Cook Sponf FuOf Pcof " 

ODEU..ID Advanced Nuclear Fuels Corp (formorly Exxon Nucloar Co. Inc) ANF- 
88 09 88/07/31 22pp. 46620.034-46620.065 


Q. Inspection reporla. IE Bulletins A correspondence 


6805200295 NRC Info Notice 88 032, "Prompt Reporting lo NRC of Sigmf.cant Incidonts 
lnvolv:r.q Rad oacue Mali " Svc 1 91 oncl. 

^ ^ DwiS'on of irduslnal & Med.cal Nucloar Safety (Post 870729). 
efcf/(J5/25 Consolidated Edison Co ol New York. Inn 120pp. 40308 179 46380 29B 


8806150243 Partal response to FOiA request for cJccumonls Forwards App M 
eocunenfs Ape L dccumenrs mainiamod in PUR Apps N 0 O documents partially S 
rn 1 v w,,hhe U-rtKOOCUvety (ref FOIA Exomplion 5) 

vjRIMSLF.Y.D.H. NRC No Detailed Affilaiion GivOn 8G/0//05 JONES C Affiliation 
N0( Ass.gned Hpp. 4B50J J84-46Sai f9D 


8808040047 Forwards response to IE Bullutn 07-O32.Suppl 1. Tasioncr festrij to Do 
tormina Confouuancu W/Appkcab'o Mall Spocs" Lisi ol suppi ars & mfyv oncl 
AI.EXICH M P Indana Michigan Power Co (formorly Indiana & Michigan Elocti.c Co ) 
00/07/2/ MURlEY.l E Cocumonl Conuol Dionch (Document Control Cosk) 10/pj). 
46421.069 404 21. 255. 

8600160244 Discusses util ubtcoviaiod site access irenina p-o^am tor NRC insp pc-r 
sonnol compiling nuyrO.n 111 train mj in gonunc ospocts of rodiaiion 9a1oly physical so- 
r.inity & o merge acy rosportfio 

DAVIS.A B. Rogcn 3. Ofc of iho Dueclor 80/07/2/ ALEXICM. M (• Inti aro Mtcfi.gon 
Powor Co (fcrmorly Indonn & Mchgan Elccinc Co) -ipp 46561 248-46501 251 

0008230260 Forwards intosl rev of NRC Manual Chapter 0516. ‘SAl.P " Rcy on III Will 
Ijogm using now funcnonai areas set forth In rov for all SALP ropl pcnod9 witch 
oxiond beyond 080606 effect, vu dole ol prucoduro 

NOHGUUS.CE Rogcn 3. Ofc of ihe Elector 06/07/27 ALEXlCh.M.P Indiana 
Michigan Power Co (formerly Indiana S Michigan Eleclnc Co ) KAPLAN.A C'ovoiond 
Eloclnc llluminal-ng Co REED.C Commcnwealih Ed son Co 39pp. 4f;G20 090- 
46620 129. 

0007220034 NRC info Notice 88 053. “Licensee Violations of NRC nntju’alions.Wh.ch 
Lort to Mod;caf O'agn.osf'C Misadm-msfrafrciis " Svc: hst or. cf 

CUNNINGHAM, R u U.viS'ort ol Industrial & Medcal Nuclear Saloty (Post 0/0729) 
00/07/20 Ccnso'idated Cdison Co ol Now Ycrk, Inc. KiOpp 46396 283 46397 020 

8007220192 NRC Info Not co (10 054, "Fakro of Circul Breaker Follaw ny Insla'laiion 
of Amptcclor Creel Trip Aiiaclmioni " Svc ist oncl 

HOSSl.CE Div-sicrr of OiX-raimnal Events Assirssrncnt (Post 670411) 80/07/20. 
Consolidated Edison Co of Now York. Inc I21pp 40417 020-46417 140 

0807280019 NRC info Noiico 89 055. "Poicnhal Problems Caused by Sirylo FnUro ol 
ESF Sw.nu Bus ” 5vc list eccl 

nossi.cr Division ol Oporaiionai Evonts Assessment (Host 870411). 08/00/03 
Consolidated Edison Co of Now Yo*k, Inc 121 pp 4G437 121-16437 24 1. 

8808030289 Ssppl 2 lo NRC Bulloim 80 005. 1 N o neon for m.rg Mails Supplod by P-pmy 
Supplies. Inc al Folsom. NJ & Wosi jorsoy Mlg Co at 'TV.lhamsiown.NJ " Svc l.sl oncL 
ROoSfC E Dtvis’cn of Operational Events AssossmaoJ (PosJ 8704 )J) 6B/L'07O3 
Consol-dated Edison Co of Now York, Inc 149pp. 46530 121-46530:269 

8807290008 SuppJ 2 lo NHC Pi.llohn B0 000. "Thermal Strussos m Piping Conneclcd to 
RCS ’’ Svc :isi oncl 

ROSSl.CE Divis-cn ol Operational Events Assessment (Post 0704U) 00/00/04 
Consol dated Edison Co ol New York. Irrc. 12ipp 46504 03 1 4C504 l?i 

8807290111 NRC Inlo Noiico 00 05fi, "Poloniial Probloms W/Si'icono Foam F.ro Bornor 
Ponoirakon Soals " Svc liSl oncl. 

ROSSl.CE Di vis 1 on of Opcrat-onal Gvo.ms Assossmonf (Post 870-111) 60/08/01. 
Consol dated Ed son Co of New Yrjrk. Inc 123pp 46569.1 75 40569:297 

6800020095 NRC Info Notice 68 057. ■Potcntal Loss of Sato Shutdown f-(;u pmoni Duo 
to Premature Silicon Contro'iod Rectifier Failure M Svc list oncl 

ROSSl.CE. D.vison ol Operational Evonl9 Assessment (Post 070-111) DU/00/U0 
Consolidated Edison Co ct New Y c/k. Jnc J?2pp. 46459. 125-46459 246 





itOGSC!- U-visCn c»l I'M'falumd Knub Ass, ssnvnl (PoM 11 /IM I M AK/OH/i: i 
CorsnYInlcd ftiison (,n of New Yum. liC *U:',;iH 1 21 1t,Y0! ?t\ « 

8Q0729DQQQ S..f:p / fu N/JC UoUoln O.’i Cf;0 Ih fr rial Sfmv, tr. n f‘p i,j C. i'i,-i f. <j fn 
MCS Svc I si < r-i:l 

MOSSl.Cl. U.V 0 1 Ojjr\i‘u.a Lwds AssiKsmr-cl p'eM H/114‘11 Kti/Wl/lM 
CiUiS'd dalcil 1’ilisOd Co u( Ms a w Yt,rk hr 1?l|,p 4liMl4fU)| 4«.’ f)-1 |/‘ 

ODD? 290 i I J N> J(, info tinln w Ml oyi I'u.l-k n, s IV/ Vf. :.rv la.tm i t*t H.ut t/t 

fnimlm! cm Snib ’ Sv< list d /I 

MOSS’ C I- l)uisi“M ol Or:i;i,ili ) a .,d f vui,b As* smi,,?i,I (I'm! Sl/lMl'J /■: 1 

CorsCYJiS'd Cu uf Nnw Yelk. Ilk | xr*|»|> 4fiM;'| 1 /'j loM, 4 .) ?'.f/ 

6BO802Q0G5 Nl)C ln‘y Nylon h'i 00/ ‘ Pclmdinl l : v, nf Nile Mi.l.itsvn l.ijiif A J n,. 

lo <> to n.itiH( S'!c in Cruil'plfed M<,c*>h.i I uiu»u ” five I si I 

IjOliOl.C L" IJv'O*) pi Opn'.iliOmd Lv< Ms Ass- a ,s I (I :;■>! f]/U<1 1 1 ) PJl/Uh/lKi 

Co-mol ilalcii Lihsor ( u of how Yu‘k. In; N’.'pii 4C.4VJ 1 ii. l i'i ;' li» 

080002010? HHC Info Noleo 00 O',0. ‘Polnnli.d (roMmis W'/ASE A llruAn h::v, n III 
fill. I nie 1 (Jvr.n mf nM fic'/iys" live I si si r. 

IIUSSI.M! Uivivc.n ol Op rail >n;d f vniil . Avvessn md (I'o-.i h/iHII) mmm/pil 
Cense idol ml IMisf.n Cn of New Via t, in.. l?opp -iliYihorr HiYoi l?d 

0008030112 r. 1 ii: U;*i> N'llco III! MG V l, ml" I bn I III t W.iU- :hid I. ml ! " 

live f si ml 

llOSSMif Jvsiin o' CipifMl ena Lv< •»!■. Av.ev.nn nl (l i-sl ii/iMII) JI , i/i:h/I; , i 
C cd a ,< hlnlml Lil .(.I: ( o <:! Nnw Yo>k m i.’lpp Hi4(i/ n 1 1 41; -1i»/ I I I 

8C000400G2 Cifi.pl ‘ fn N't'. Info Notni IW f IM, In ic , : , M fi< on ft |;,„ „ 

(n'on \ * fill 1 (Mmi'f |, ’ri;i i lr ( itii , i Sims " S,,: •> .1 i.n;f 

HHSSl.Cf I t.vr i.ji ul O t .‘(.rnli.n.il i.vnnts Assess |l '< .1 !ili/tm/iVf 

i/ioso'-n.iO-il i ifison Co of Ni-w Yian. hr i/ip.i i*.i. , .f;» , ; i> . -Hi'iSii ip 1 , 

880810(1022 1 ::i«v.ifits Gnfi'fy *nsp f tnpls f .«: ;i 1 r »/**n 1/ /4 '.tnii ; /«r| , ; i! yi ns i H 
Nu tk/n/kr; s fiuf. <f 

A XI i fiON.W l 111 (|:.io l, ()f< ol l 1 .. • IN. HH/OM/lil AII>U'M1* Ini. Mi h< 

Ij.m i’owi r Cl) ('oijn.r y Iriluii Mk n .|nn Miss . (.,) ^ ( i|i it >,• ii !.'■> -Ii.vn. i ‘.i, 

••BG0QIQ0025 •ipHipIs’D il'./lif* 1 1 A * -U a lli/Hil c.n HMiii: M u/;**, No v i.Lii . mis 
ndnl Kiitjrt ansis r* p i.l* if m U:v\ t it j.o w nr. y niitfi nor , f« u. f 
(ipetillnrs.rndol i;| t.il f DOlms. iim rl.Viiw II. m >\* m |,m|r:l-;ii Jt /i mi 

■ |J ’ ‘y 

lijlu.l SS.Bl ■ii‘.ji:in f. (Gj. ol rlin I I.'IT. In* M'i/i:l|/|0 l<;p:i ■Iti'.'ii, III a.i.oi III, 

8808080131. CHI’ 1'iln Nobi i»fi Oiin "hi,i>J< i;u l iJi> J s ^ s Jof.if VV.it- -f pif 
billnlMIlO'i fnsil • ” Sv< I. ,1 ■ Ik I 

Ift'GJi.ll. iVti'tlfiH ul f )l.i tali::n.l l.v.rrS Assi ssrn. nt ( l ns1 il/C-ill) /1>l/t|||/11 
Co“,s< I Ini' ll 1.ili .<i*i (’:i of Nt vv Yo*k, In; IjMpp ,'*,111 4fp'j/:i Tt-o 

08080502.18 f fl H . Infn Noli:- IIHOf-l. Cn aliol Mien. l|,. v „, rt .. »,j 

CI|ll 'Ml.< l| E *|.flk t cv ‘ Svt. IslfM 

I U.VSSI.I | Nivsimi t;f (Jpi-M1:o-nl Lvmib AsMssin.nl (I'nsl h/d-ill) »'n/ipl.; , l 
Cnnsfl iiliitnl H<l sen t <> n* Nnw Y::rn, I«h. |? f ,|i;i .ilp’/M fl? 4bV.r. tl/i: 

0Q0Q0502G6 IvH. li.|o Nolc.u Hi! tail 1 , "ffm.t.nl I in.fmijs n* In plomc'ilnli n r; 1 OA IVu 
gtoirs l;y Sijpj has nl f i|Pi .;i,:r1 1\t(.k,Vi.<s " Sv. I si nn 

:JUHNf f I ,H I l)«v iion ol Snfi’tjna'iJs A I tnnsi.o. hii i n (Cnsl n/c-i i t) iiii/i my ;•* 
CdOsi.lilnl* it l .fissn To nl h«iw Ycak o. lO’lpp Hj'.hI If?; 4l.Mil ?h f 

0808080204 MfiC Info No* m <IH Ofi’. ’ Mit;h ? *.n -ihii 1 I l,i /’<«*■ I , I tmn I'l.i l al«.<| In ( m- 
fA>:o;:(o*s a ('fil fn*. " five hsl Iinj 

M(JSS* C l l)vrM»>n i:1 Uj.taliyMl ivi'nls Asm v- ‘in ail if ::sl ii/lKH) U'l/lM/iS 
Corss’ijnlc :l Ellison Co of N(.W Yotk. In:: I I0|i;i Alt ' ,*| i:f,S If I f A 

6B08 11020ft NIK. Inin Nuli.:i: Hfl Of 1 4. Ilepo'lm.) I rn > n Nnili tit f’ini css Sys il Nn j “c 
ftr /’;:** f /V.l'tfs ” Svc hsl c'k.f 

MOSSI.C. E, r Uiv.sot nl Opomf nn,il Lv< nis As* nsstm-il il'u',1 m/ihiij iim/OAM/i 
C i:nSo > i.f<lP-.)l:(Jsi:n ( l) of New Yoik «-f: I04[.f> 4(1,4' 00 1 - -1 lil .-*■ '| mi 

8Q0B 120327 NMC ln|Q Noh::n fPi ’JbG *' ‘S*.Jv* r|i ( * UiM iui|i‘S nf Sp* n! I mil l\j;;h” fwi 
hsl ntirl 

NOSSl.CL U v^i:)ii ol Cenrohoral f.vmil-i Ass.“ rr.i.nl (I nsl i|fl)'. M) Jin/D'w |>t 
( onsci ilnlui f*ii»sf>n ( o c*’ flt.w Yi:tn, hi'. 1?.ipp 4(i*i?h (i i i *.M P/ ni);ji 

08OB16Q39? NM(. nfo Nolci. 1 Up Cljh. Intiuslriii 1 fia.fn;|r ( i|:f y Insp ft I'nlnn ."iicnl f»vi 
I st u«v 

ClJNMiNCihAM.fi L Uvisnn u* ’nij.islrn 1 ft Mi.ihf.i I’Jnelc.r S.tleiy iMusI m/<i/?‘I) 

8 IhOfl/?? CGjfiSO i;J.ilf.*J Pifison Co ul No* Yu*k If ( 4f:f>; , lt ia-i ■H.Oi'liG.M 

OBOO 150114 NMC It'll; NolCt* 1)0 00/, ”PV^R Anmi.iiy ICi'.lA.iler Pump futlim* (Jvi'f 
spood ^ r.Jl f d.lii.'U " Sve I St L'r i 

ROSSl.C E UvsKjn ol (ipemf cnai f vi-nls Asst ssrrtml (I'nsl 8/0411) hh/cih/?? 
ConschlAlciJ CUso'i Co c:* Now York, nr 123:ip 4Mj43 iu'< 4(di Vi ??f 


n. Potfodlc opcrailng roporls ft related cotfoapondonco 

6B08020146 Manlhly opt-ra l na re pi for Ju r .o PjfiH lor |jc Ojok Plant W/lPiO/Of; |?r 
CiALiSUf-N M . GltEib.H fJ , SMlTH.VV G ln;J.a-m Mich grin Power Co (funnnriy irt-MO j 
ft Mciiyun £ Octnc Col BQ/0G/;*0 Gpp 4G:iH? IhB 4030? 1/3. 


4l. U,> \! 


UOCKllT 50 JIU OONAU) C. CCKJK NlfCl 1 All POWHI PI AMT. UNIT 2 


F. Seuiflly, moihcnl. cmcrgoncy ft lln* pm I tie Hon jd.ina 

B80/(J(>U5?0 t «»•»■••: ■ III On III |;> .»‘l I < >1 r< 1 I'll l|: i>i;mh , H, In iS'l'. ;>| Pr.'l !J 

p‘nv.t : i n ’ p..n I utsc t,| 1 1 * A H|>| niv' l ’.u: ly < > < il.iui ‘,v< 1 1 , ■ „ | 

Ml ■ l A< .1 A I ,! A*, . i ll*. I i h i p, (p. . ,| |* /( |.| | 1) Mi/u. /iM (; t >||soli 

I ill :i ■ I ii f t N. w V|. k lr< 1 1 1 >1 1 41- Pill /■l , i Ul IMI I.*V 

BlKlBn 1010.1 ' lsi l i I jn hi.. '"I In f (■ v .* f. i I 'iM.i'jon- y I'l.ir 'in f if a fii a iilist| Pun.' 

I’MI ;si;|li | | r ID/. NnSIr u. n 1.1 r',1 I p. i 

Imi ,t a » t M « In. |ii*i lew pi. lnl>, ii. i ft M.l.ijn | 1 1 ■ i |, i Co i nf,/(] 

■,'ji 4*. H> I u/.' ii. n I 0/4 

OBOt) I <10080 Pa* Imi n sp.rr «■ In f i HA n>i| .i**.1 1m miimil', Ajip I’ < |:i:.cii a i*“ls ( 
• IV, < .drill l'| PI M I 

( ill Li*. 1 1 Y,l M l *j-it Fin i ►.»(,. h <1 Arr Sii mi : « i inu:>//m mfJl!»c A'V 
f.nl As-. ;|nn I tl| |> 1I.*|/:I l> t,' 11 , Mil, 1 /, 

--8?0 1 2 fill 12/ N • like . Hi. if ic^ii w nl li«c |' a i'li il'M, | i “ |i 1 1 ■ p it (I'li.'i/ Ire ps.ii 

'ii'c r, i t.;ii|iVlt* 

I! )r IfjMi IN VY V As'.isi.n ;l ( u< |n< f i M.i’ls ft <J:mI I {iVii 8'J‘VO 1 

l<“/ll N< ■VAI,. I Assisi. mi E m • i .r *i. a f ■;>« •,,tni<| lie, nlnts Ip 4f ‘»A 


■82021 101 |<> l iiw ml, . cn. a .|. . . |. . . i m Im |n.i!i.!ni ft illy ' fn p a t;|i 
| si"* i ■ mi| In 

88 'f:Mt :N.W V As*. • I n»1 I “|I« . 1m h r P ills ft f m tl | ni|i‘ii:i a m,| (I’im Ii l;i?CI 
Of/p: ’A v| f ;h. I I v„ uf J S*. I, iv I Vfjr.tms ( fl nt If fit (Ml) Ip 

•1li a ./*»i:i.1 

88(1/201) 1 20 Advises tl .i* fil'i •(, K; lii j 1 ■ |. , n < ,<st , | ,imi i l< ■ | s> < imly p ,t a i c ci *■ 

Wt| lev .( I . ul 111- I I ISO ’,.||||) ft ,n . |I||,| 

MAM/n.fr, l>r. ftns I f//, ol |>i< ('vi I. i ftiuns/ri AM * If NMC in i if.i I 
U'li llrti-i t i (Inu-.ly I. li.in.i ft 1. J i |i;|.in I • It- I <) 4f. Is/ ‘If*, -1< =' •'• j 

880/2(10184 I i n w. il. fs i l.li'n s *u pi, ii I ill. d In**! mild did si> n* iy pCin 
wiHds.l l i . i 11 m .||i/| /- 

All /' W.Afl fid. ill,! Mi /|i),ii' livti'l t ,, (f,.iMS>ify ,‘n>S,ii' I ft Mi h.| |f a f is.f'ij 
mi/I i / /.» 1 MUlil | V I | li> i, >i,i ■, ,| i i iii*ii 4 I Ii hi ‘i 1 1 (■ iii i.iiii si i.u'drH |h s*) 
•il: MS tl 1 1 II' » P, 0 d. 


(UI08U10J42 f m w.icfs H..v 1/ (t m iVi | , 1111 , 1 , 1 , ,) Minify pins Itcv w,1l?ic 

VK.t h/ I /Iff 

All XI) II. Ml' Irdi.ri't Mi t> •j.n; f v.vd ( > (I, i a i s*ily IhImim ft ft* ■ t.:;|>in I li a ,'!'i J . 

HU d)//, f, MU| i| | v | | h .. min ;,l < niHnil Ur n- I- (' nl Ci>s1n,| Mi; .-) 

■Hi’i/pn;*! lit i/.' ii. a ,' 

H80Q f .f.< jssk'i nftf iif.fncv ■ f* * f a ifn ,i< , , 'i.m u *| pfuiji,i I fn' •'//»"• .fiij 

■•si'ni i on | Sl-rs; ll< ij nr: I I U.iih >f ii <|> /mi • nsp< Is i >1 r.idi.il ml salt ly pliy*- 

I Hilly ft mi . n|> S' y tCSjl. l si 

UAV.’p.A 1 1 In ,j r-i i. (If; nt Pin P,fi/!)//. a / AlIXMlft*! 1 I'alliJlH Wx 

f’uwi ■ Cu (tunin"ly li>l a :ni.i ft ft* i ln<;m I l< i It p hr*) 4p;» 4i,*.P> I PHI 'iO'ilil ? r i* 

88080402/0 (•l | .i'ii|t: Mum I 1 In llcv I lu I ii-i t,|« a i. y I’lnn Ii i i;i!« : -rn >i iln n j PfOO 
l'ft*P 2HIII | I P |(M (tlfs.h, 1 1 ..',,. IrnJci I ,.n 

* h»;|i.iii,i ft* > I ti|,«n 1’iifti t I'.ij Ift.tii'p.dy Ind. in, i ft Me 'n; n llrr.hcO)) tT'ffO 
•1 1 1 p If. 4 (1 1/1 41.111 ,'M 

08080000.1/ l li.mijn M‘i-i.1 1 in I lev | in I nii'i||i i i y I 1 in n p i,nii aa dri| P‘CC 
f Ml’iM'll E Pi' IDS II lire Con, Ass, smrnl 

Aid Nl (if* I ■ ill | ■ 1. 1 M'l llij 111 I'dAi t (in (IrllM't'y Ifil.l'iit ft Mi: lu^ifi I : ' u C U X 
IMfD/ty I pip;, 4lt4(.ll PI I ll 'llih I J 

0000040247 (n r I I- Mlt | .* In H j n.viv le.i, f t |, m, s« ; , s ft npf.!i.:anh '0 IPl'S 

* ft> p'ldcf f « .■;• j Is In mi* h : I, >, \n ,s1 ri i I 

MI‘1A( il I A. I I As*.; pi il.. | Mi . l ;r l.. a f/n,, , Is |l*„ 1 11/4 i 1 1 I) 011/1-8702 CO"S0 
l ilr.no l u III NisV Yn*k. Iln *,/pp 4f,;<,d.dl1 1f.1i>) 14? 

OQOG 120100 AjIv.cs If il filiD/id. fit / 1/ fn mu: Id,, ,| ,m<n !*s I si t n a ly fi.ir. n-' C'J 
vis nil'. l;1 1 01 3 E IMI ' 4(|>) ft ,n i i<|>l.d ,:»■ 

MA| lift (IS llni) i fi I ( )ti ul Hie I I'n tn' fili/Oll/(J4 AIEXmU.MP In J > 
i;nn piivuf / < u (lutn ,.;ly Indsini ft ft* . 1 i|,m ( ♦ let I n ) ?pp 4f>*» 1 r i 2M ***G5 1 • 

0000120300 ( Mi. nt i |tj Hey 1 hi l n a mip> a i:.y Plan |m;iV a n< a nt n.j IVC- 1 

PMf 1 ?l)<il l PI' H)'j, *0 it-,i: ( ‘fin ( 1 , 1111 . 1 : 11 : A a iMiss , i , i , -il 

* InJa-m MuJiigan Power Cu (luiniiiiy li.dnn.) ft Mi ’n|.m LhXP»cCc) BBfO 
:ip|i 4f,M'p(Mp 41/, I!, 1)44 

□0001 90022 luiw.ircfs Sufi-ly li.sp Mepis M) :| 1‘,/jm. 1 / ft ', 1 ) 315/08 20 on 8B' 
U/?‘i Nu vo'ai ms no|i:d 

AXLI bON.W I |{iii;i:in ()fc i.l (hi: fMcsIor liH/<JH/ ID All XH.H.MP 

ijari f'iiWt.r (in (formerly Indiana ft Miju; m 1 Isctm: Ciu ) ?pp 40536 J2<J 40,9 


DOCKETED ITEMS 125 


J Insurance 8. Indemnity Information 

a 8 C 0 2 5002 1 Advises inai 00072/ submiiai of fnarxial mlo lor 1980 occepiablo per 
IQCFR1AQ2) req-vomr? ms Dial each licensee mairnam approvGd guamnleo of pay- 
irer* C' de'erred premiums lor each oporalmg reader over 103 Mw(o) 

NASH DA Pdcy Deveopmonl A Tochmcol Surpori Branch (Posi 070^1 1 1 ) 88/08/ 
fr BRAOV.TF be ■' we Gas <5 EJnrfr-c Co )p 46840 278 4G64B 270 


p. Operahng license sfago documents 4 correspondence 

8807290233 Su^uraiy c' 080707 meuimg w/uhl in Rcckville.MO fo sub initial of 'iconso 
far dry spent fuel sio’ago 

RO^Ftfs J P. Fuel Cycle Safely Branch 00/07/ 13 ROUSL.LC fuel Cycle Safoty 
Bnw 3pp 46341 136 46341 130 

6806020269 Summary ol 8R07C8 iTool-rg w/C E Owmors Group ro Generic LI' 87 12. 
Loss of RHR \vrte PCS ParWi'ty FiJ.'eo ’ 

TRAMMELL CM Pro eel Orectcrato v 00/07/15 Project Oiructornio V 4ipp 
46374 202 463/4 244." 

6807260010 Noli* caticn of 800728 mooing w/uM in Rockvillu.MD lo d.scuss cu'fonl 
va‘u^ of .icersing issues 

•/CNrfC.S A Pro.ec I O-rojlorato I f. 06/07/21 MURULYJ., SNlEZLKj , 
MiHAGL'A.F NRC No Detailed Afl^abun Given 2pp 46345 151 46345 152 

8607280129 Forwards add- mfo rc malrumonl uncerminiius & pressure Sotponfa for Cr p 
t rg reactor cedant p..mps during account scunnnos por 080224 roguest (Generic Hr 
86001 

TiEFINAN.JA Baitimj'e Gas & E'ocinc Co. 00/07/21 Docun.mil Control Branch 
|Oc:uTon1 Conircl OcsK) Cpp 46337 217-46337:222 

8 SC 80300 09 Fo'wards ad:1l mlo requested re Tt/.l Aden Item I C 1 J a. ’Emorgnrcy Op 
e'aing Procedures Package '* Operat-ons Urnl Adm rush Olive Policy 86 3, ''Procodij'O 
Wniers Gu do" end 

HEHNAN JA Baltimore Gas & Eloclr.c Co 8G/0//25 Document Control Branch 
(Document Comroi Desk) 2pp 46405 312-46406.007 

*■8808090335 Operations Urnt Adrrm.sirat.vO Policy GG 3, "Proccduro Writers G;.ldO ’ 

• Ba t rr.oro Gas & bloclnc Co 08/01/05 55pp 46400 314 46406 03/ 

8808100275 Forwards notce of cons do.' a lion of .ssuanco of omond lo Ol A opportunity 
for hear.rg re proposed mod of roch Spocs Proposod mod wou*d Inr.ronsu limils for 
lee’ enrichment -n now & spent fuel poofs 

MCNEIL, S A Proieci D.rerioraio 1-1. 08/08/02 TIERNAN.JA Baltimore Gas A E:oc- 
ircCo ?pp 46462 341-46402 34G 

-8808100278 Nolicd of consideration of issuance ol amend to Licenses DPR 53 fi 
DPR-69 & proposed NSHC determination & opportunity for lioanny Amonrl would 
r-od fy 'im.ls ol luol cr.nchmcnt in now & sponl fuel pools 
MCNE.L.S A. Preset Dirocio-aitH 1 83/09/0? 4pp 40482 343 46482 34G 

8808120103 Forwards NPDLS Pormit 06 OP 018/ lor facility por regulation 
WARNFR.JU Bait more Gas & Electric Co 88/0G/00 Dccumoni Control Branch 
(Coctmenl Conlrol Desk) ip 40525 29J-4G525 31 / 

-8808120164 NPDES Permit MD0002309.is < .uod to QG&E 

* Hazard. Slate of. 87/04/21 26pp 46525 292 46525 31 ? 

8806150316 Forwards roQonsl for addl mlo ro proposed pump & valvo msorvico losi-r.g 
prog -am ftespense requeued w<irm 70 days af ffr dafo. 

MCNE.i .B A Projeci Oirectoraio I I 80/06/09 TIERNAN.J A. Rallimoro Gas & Llec 
Ir.cCo 3pp 46550 054-46550 056 

8806180163 Forwards revised Tech Specs proposed by liconsco ro AGOG 1 3 aiip'ication 
fo' amends lo l ice-sos CPR-53 & Ol'R-GO 

fi£t L G L Ban more Gas & Fiecmc Co 80/00/00 Dccumoni ConUol (Irarxfi (Docu- 
monl Conlrol 06SVJ. ip 46566 202 46506 318 


8808010400 Pari«a1 response fo FO’A roquosi for doccmcnts Forwards App I 
documents App J R I aviilabln in POP App H dCCumonfs partia'ly w.ihheltJ (r©1 FGIA 
Exompiicn 6) 

GFlIMSLliY.D H NRC • No Qc'ai'ed Alh'ialicn Given 00/07/11 Pubic Cili^cn's Cr*i- 
cnl Mass Erergy Pro;cci 7pp 463?/ 246 463? 7 259 

"88080201 A7 Subsets ovaluai-oo of e.op'GHit pertcrma'ico for saferjuarefs ficonsi , 'cj per 
lion of SALP rev.©* for s^b; s.io during po.vod Cel 1902 • Scpi 1903. Fncl padia'ty 
w.thtinld 

MCCORKf F,G W Power Rodcfor Safeguards l.iconsing Branch (Pro 050707) 03/ 1 1 / 
02. JOYNLH J H Rog nn i. Ofc of Uio D.rcclor 2pp 4632/ 200 46327 281. 

G007260104 Rep's ri.mbor of lulios pLgged in lac hly during roccnf Apr Juno i960 in- 
sorvico nsppoi lech Spec 4 4 5 5 Total nl 37 lubes found fo fiavo inClcaiiO’is -n 
excess of Tech Spoc plugy r.p lim-ts List of Jutes pugged dusrj) cuUujq ere: 
RLRNAN.JA Ba‘iin:o.'0 Gas 8 Eir.cinc Co 89/07/14 Decurrom Conirof Branch 
(Document Control Dosk) 1 1pp 46?GU 274-46289 284 

G007270169 Responds to vo'fttcns noiarJ In Insp RoplS 50 3I7/G8 07 A 50 310/86- 

09 C.orrcciivd actions rosponsibi ily A acccuniatinty oss.ynud to formally address A to- 
solve ruporiing of f a Air os A cho'lo'.ges lo POR Vs & safety vn’./os 

TIERNAN.J A Bailirno-'e Gas & E'eclr C Co 08/07/14 Docuraunt (ior\fro‘ Bra^cfi 
(Docurnonl Conlro'. Uosk). 4pp 46300 353 40306 350. 

Q80720D191 Forwards Insp Ropib 50-317/80-12 A 50 318/06-1? on GGC5I7-U620 Fvont 
ro incpp/ali'ijy oJ Desol Generator 2l oeCutted (f.,nnq mspEvanl v. li bo deceased in 
spocial Insp flopls 50 317/GB 17 A 50 316/GG-17. 

WIGGINS.J T. Rrjg.on 1. OlC Ol IhO O.rocLfjr 00/07/14 TIERNAN.,1 A BailmiD'O Gas 
S ZicclttcCo 2pp 46345 225 -16345 2-12 

■0007200200 Insp RuplS 50 317/B9 12 & 50 310/88-1? on 80351? 0630. Majo' e-eas 
msp<jclod.fac.lily aciiv.t es.rout'fio insps. oporntcnnl ovmits.iefur.i ny 
oulHno.mainLSunrrj.llmico. rad-nlogicoi conlro's physical security, l.ERs A ropts !» NRC 
TRIMP.L E Rcgun 1. Ofc of thn 0 recior 08/07/14 lOpp 46346:227 4634 5 2^-2 

0007260156 Ferwaros ruspenso to NRC Bui'olin 0? 002.Suppls 1 A 2 re fastonor Insi.rg 

10 dolowi no cen/cr mane a w/apr:f cab/o mads specs. 

TiERNAN.jA Bainrvcro Gas A Electric. Co 88/0 7 /?0 Doc am on i Control Branch 
(Dccumoni Conlrol Desk) ipp 46203 232-4020D.235 

0007200162 S ,ppl 1 to NRC Inlo Notice 08 046. ' Liconsco Ropt ol Dofocii/e Molur- 
h:shcd Ci'ccil B't.-nkors ” Svc I st oncl 

ROSSl.C E D.vislon ol Opnroiunni Events Assossmonl (Post 870411) 68/07/21. 
Conso’idalod Edison Co ol Now York Inc 125pp. 46308 054 4 (j388 1 78 

00072001 13 Rosponds Uj NRC Itr ro v.o'aiion ne'ed in Insp Rnpls 50 3l7/t)0 10 A 60- 
318/88-1 1.Co'reclivo nclions r.id al cn safety lechdcinn (RST) countck.il & ah RSIs 
required to fov.Ow sfarn c chfo* do sn«evo tost prccoMuro 

1IERNAN.JA Ua'limorr» Gas A Lloctnc; Co. 08/07/? l Rocuinunl Conkol Dranch 
(Cocmneni Gonlio'. L'osk) 3pp 4631 4 358 46314.360 

00QOQ2O279 forwards Insp Hep is 5<KJ1 7/00 1 7 A 50 310/08-17 on 880627- U713 Vio 
liriJOris r’oJedO/i AflOfHM.voJJage re^uJalo* tot drascJ gpnrrraier Improperly pfucoJ m 
manual mode On 080/04, improper ad.uslmniu made to dflcronlinl to nip inrlical o-n 
KANE.WF. Region 1. Ofc ol ihn OruCtor. 00/07/21 TIERNAN.JA Qaltimo'o Gas K 
Dccinc Co 3pp -16382 320 46382 3 i 1 

-0000020202 Insp Repls 50-317/08-17 & 50 318/00-1/ on 880627-0713. Vio'olions 
r.olod Majo' areas inspected 09CG04 ovenl .nvo'vmg InofioruLi'ily ol d.csel goAumlo: 
duo lo operator error & 080/04 event ro cj.Hcrent-oi lump powor 
TMtPP.L.C. Roy on 1. Ole ol Uio D recior 00/07/21. 1 lpp 46302:331 40302 341 

0000040030 Forwards Insp Repi 50 917/00- 14 on 0006 13 24 No v olnt'ons noied 
DUnn,Jl> Region I. Ofc of />:<? Erector 08/07/25 TIERNAN.JA. Oa'Timoro Gas A 
Elodr.C Co 2pp 46424 343-46424 362 


-6008100166 Proposed lech Specs re onsito A ollfido otgnnNaiion 
’ B a' ‘-more Gas S Electric Co 00/08/09 26pp 46086 203 46006 3in 


8808190089 Forwards "Rov.sod Response to NUREG 073/.Supp‘ I.Soclion G O HOview 
ol Heg Guido 1 97 Applied on to Emergency Rosponso Faci’ilios.Colverl Cl.lls Nuclear 
Power Plant' 

TIERNAN.JA Baltimore Gas A EfectriC Co. 08/08/09 Document Conlrol Branch 
lOoccmoni Conlrol Desk) 2pp 46598 270 46599 004 


-8808190109 “Revised Response lo NURr:G-0737,Supp1 1. Sect-on CO.Ilbviow ol Rog 
P;am ■ 9/ Ap?l cai:0n 10 Emergency Responso Fpc/ilies.CIalved Cliffs Nucluar Power 

* Ba t. more Gas 8 Electric Co 80/00/31. 9-tpp 46598 272-46509 004 

8808220 f 84 Forwards nonpropnotary CEN.348(0l-NP-A 8 propnoiaiy CDN 340(B) P A. 
riwSS# » .SS; al ( ' am ^' n 8t on Ol Ifnceflainiics.*' Affidavit enct f*ropr;otary ropi 
wiinno □ (rel 10CFR2.790). 

2SS rP‘^‘ ??-! , ' fT10 ' ( l ^ as R Co. 80/08/16 Documonl Control Dtunch (Due- 

ument Conlrol Desk) 5pp 46603 274 46603 313 

-8808220206 Nonprcpnetary '‘Exionded Slalislical Comtrnntion ol Uncorlamiios 
46603^ n ! ° n Engino0f,n 9’ lnc CEN 340(0) NP-A 08/01/01. 35pp. 46603 279 


8 h/p 2 ft t°?Jil C<> . mmQ ''’ s on sa[<J ^ & operational benefits gained by applying leak-bofoi 
tei‘hin'nn hn0 i?2 y 10 ,nodrf ^ £&S A environ qua’rf.-cabon rerjurromonfs Appbcaf'on 
rRiicc 0 r9 V u Wl o , v0 Sl 9h hcani Impact on operalions o! units 

S r'«ni.fn , i; ! ,0 £ Gas & BecUl ~ Co 08/08/19. Document Conlrol Gcanch (Dc 
u-nenl Com/o) Desh) bpp 46654. 1 06-46654 T T f 


O. Inspection reports, t£ Bufleffns A correspondence 


88 fnvb 0 v?nQ l ( i - e 8 03? - " Prom P l Reporling to NRC ol Significant Inc, 

rmwIlSr “ LJ a ?l° au ; ve M * tl Svc dsi end. y 

&8/nsSs ri" , D, vision ol Industrial A Medical Nucloar Safoty (Post 87< 
05/25. Consoucfated Edison Co of Ngw York, frtc f20pp. 46388 f 79-46-iei 


**0000040032 Insp Repl 50-317/00 1 4 on U0OO13-24 No v.olrdions nolcd Ma|Ci oroas 
Inspeclod insr.-'v cu nsp A steam genernior r.sp activiuos lo ascena n vvfroihor i cons 

00 aciiviiius conducicci n corppl<ancn w/anpi c<d:lo ASME Cocfo 

MCBRLART Y,n A , WINTERS.R W , 5TROSNIDER.J Rogcn 1. Ole ol tho C.ioclor 
00/07/21 10pn 46424 345 46424.362. 

8000100332 Nolilicalion of 000000 Sujrif coni Muutng 00-1 17x in K'ng ol Piuss'a.PA lo 
conduct o-nlorccmcni conforunco rc circumstar.cos <iurro.ind ng ypparrsni inopcuiVo 
omorgoncy uonorator & miproporfy card)/ nucfoar power !ns(run:onts. 

TRlPP.l. E Rug on i. Ole ol if'.o B.rcClcr 80/07/25. rtcqori 1. Ole of ihu Circclu' 
2pp. 46500 153 40503 154. 

0007200246 NRC Uu'loim 06 009. “Thrnblo Tubo Thinning in Woslinyhou^o Reaciura " 
Svc I si t rcl 

ROSSI.C.E Dvis:on ol Opcraiionol Events Assossmonl (Post 07041 1 ). BH/07/26 
Conso'idatod Ed.son Co. Of Now York. Inc 1?3pp 46348 070 4 6340 102 

0807210218 NRC Info Nokco 00 052, To/uro of Intraulormo Tar.dcm ol Flolcl.or Sail 
Anplicatoi BracTwlhorapy Cov-cos Dor.nn Paiioni Troaimcnl.” Svc I si oncl 
CuNNfNGHAM.fi E Civision of itidusUial A L'odicai Nuclea* Safoty (Posi 070729) 
00/07/27. Consu’idatod Ed son Co of Now York. Inc ICGpp. 46397:029 40397 138 

O0O722OO34 NRC inlo Nolico 60 053, "Liconsco Viclafons of NBC RugJoiions.Whlch 
Lod to Medical D agroshc Mlsodrrm'Slrat:ons " Svc I si or.cl 

Cl/NNfNGHAM.n.E D-vrs'dn of Industrie} & Klcdicaf Nudoar Safoty {Post 070720) 
80/07/20. Conso!idaicd Edison Co of Now Yoik. Inc l06pp 46306 263 4C397 020 

8007220192 NRC Inlo Nohcu 80 054, "Fai'ufO ol CfCuit Brenko/ Following Installation 

01 Amplecior D.rocl Tnp Allachrronl ” Svc list er.cl. 

ROSSI.C.E O .vi sion ol Oporatonol Events Assessment (Po9l 870411) 89/07/28 
Consolidated Edison Co of Now York, Inc 1 2 1 pp 40417 020*46417 140 

80081 f 025 7 Forwards Imp Ropts 50 -317/88 09 & 50-3 10/08 tO on 080509 13 No vio 
la kons noted 

GALLO.R M Region i. Ofc ol iho D.roctor 80/07/29 TlERNAN.j a BaUmoro Gas A 
fc'fecfnc Co ?pp 46505 220*46505 238 



8B0BG201Q2 NRC tnfo Mot ce 88 06ft. ' Potenial Picblems W/ASEA Brown Boven HE- 
5 1 L Tim© Overcurrcnl Relays " SvC Tsi Orel. 

ROSSI, CE. Division ol Operatonal Evunis Assessment (Posl 870411) Ob/G8/OB 
Conso'idaled Emson Co of Now Ycrk. Inc 120pp *16530.001-46539 120 

8008030112 NRC *nfo Note® 60 069. "MSlV Guido Rail Faluro al Waterford 1/0 13 ” 
Svc i si end 

ROSS'.CE. OiviSiDT Of Operational Evenis Assessment (Post 870*1 1 1) 88/09/09 
Consolidated Edison Co ofNew YO'k. Inc 12 1 pp 46467 01 1 -46467- 13 1 

8008040062 Suppl 1 lo NRC info Noicu 69 034. "inade-ciLate Cca'iticaiiOn & Oocurr.cn 
lalion ol Ei f e Barrier Penelraion Seals' Svc <SI erd 

ROSS' CE. Oivision of Operational Evenis Assessment (Pest 870111) 89/08/C9. 
Consc'.delod Edison Co. of Now York. Inc I21pp 46550 205 4 6550 325 

8008190022 Fo'vva^la Safety Insp RoplS 50-315/88 1/ & 50-3 1 6/QB 20 on B8061-1- 
0725 No viol Sic ns noted 

AxeiSCN.W L Reg on 3. GFC Ol the Urectcr. 80/08/10 ALEXICH.M P- Indiana M<ch 
gan Pcwcu Co (lormeuy fnd.ara & Mich gan Electee Co > 2pp 465% 320 46506 346 

**8808190025 Insp flepls 60 315/88-17 & 50 316/80 20 On UBEG14 0726 Mo v.o'at-ons 
naicdMn;cr areas inspected acucns on previously denhhod itcms.p'ant 
operations rad o'cg cel controls, ma nt sorve. la^coji'o proiccton & cleanliness & so 

BL'HGESSB L Region 3. Ole cf iho Drooler 88/08/10 I6pp 465D6 331-46590 346 

9800060135 NRC <r\*n Mc’-co 08 060. "Inadequate Oes-qa & UttaUavon of Water* glu 
Pu”olration Soal9 '* Svc 'Si encl 

ROSSI CE D.v.s on c? Occraho.ial Events Assessrenl (Posl 870-111) 08/00/ H 
Co'-so' dated Ed son Co. of Mew York, nc I21pp 46569 296 46670 OOO 

0808050248 NRC Inlo Noi:ce 89 061. "Ccnlrcl flocm Hah tab My - Recent Heviews ol 
Onereling Experience " Svc l>st o. rt C> 

ROSSI CF Dv.son cf Cpc'aional Evonis Assossmonl (Posl 870-111) 03/08/11 
Consol dated Ld son Co Cf Mow York. Inc 125pp 46594 312 46595 076 


DOCKET 50*317 CALVERT CUFFS NUCLEAR POWER PLANT. UNIT I 


F. Security, medical, emergency A lire protection plana 


8807260059 Revised en.ercor.cy p'an irrplorronhng procod^ros.incLd r.g Cha< 
Rev 9 to ERPIP 4.1 21 .Change 5 to Rev 5 lo ERPiP 4 i 22 1 .Chango 3 to f 
ERPIP 4 4 3 & Charge 1 to Rev 13 to ERPIP 0 1 

ltW.OMS.JW, USl.AA BaUimorO Gas & Electric Co 08/06/29 2Gpp 41 
46304.149. 

8007260364 Rev.sed emergency p'an irrp'orrenl-ng prccodu'es including Rev 
lachmenl 1 lo EHPJP 5 3, “Mon torr.g Equ pmonf UsO ’ & Rev 9 to ERP.P 5 
ir.g " 

RAYBURN. C l . RUSSELL. LEMCNSJ.R. Dall.mcro Gas & Elochc Co. ( 
Mpp 46293 046 46293 000 

8B07060520 Generic Llr 80-10 lo a'l power reactor hcenSeOS & holders d P. 
provals re purchase of GSA approved security containers Svc l st encl 
MiRAGLiA.F j. Associate D rector for Prcjccis (Posl 070411) 89/07/01. Coi 
Ed sen Co of New Ycrk. Ir.c 3 1 pp 46388 299 46380 320 

8808150243 Pa'lial response lo FOIA request fo' dccumcnis.FC'WAfd' 
documents App L documents ma maned n PDR Apps N & O documents 
totally w.thheUfespectively (ref FOIA Exompf on 5) 

GRIMSLEYOH NRC • No Doiai'Cd Affhahon Gvon 08/07/05 JONES.C 
Net Ass good- 14pp. 46501 184-46501 190. 

- 8407170028 O-scussos ;mp!emeniaii 0 n of App R lire protocron p'cg'am. He 
taken rosponsiblo role & .niplcmontorf tiro p/Otoclion phn boyor.r: 
re^u.remcnls (3G8E expor;onco counters mdusiry chargos ro lack of c’aMy 
ASSFLSTINF.J K. Commissioners 04/06/21. DIRCKS.WJ Ofc of the Ext 
rector for Operarons 2pp. 46602.158-46502 1i>0 


0808050295 NRC Info Nonco 08 062. fleccrl Findings ro Implementation ol QA Pro 
crams by Supp iors of Transport Packages ' Svc end 

BURNETT. R F Q.v.scn ot Sategua'ds & Transport a l;cn (Posl 870-113) 88/00/12. 
Conscl dated Edison Co. of Now Ycrk. Inc. 109pp 46501 155 -J6581 263 


8008090264 NRC Info Not co 08 053, "High Hadiaton Ha*a»ds From Irradiated In Cere 
□oieclo's & Cabfos " Svc hsi or.cL 

ROSSl.CF. Division of Cocra* cnal Events Assessment |Posi 070*111). 88/00/15 
Ccnscl dated Edison Co of Now Ycrk. Inc HOpp 46569 065-46569 174 


8008110206 NRC fn'o Noi:co 08 064. "Report r g Fires n Nuclear Process Sys at Nucle- 
ar Power Planls " SvC list end 

n0SSi.C E Oi vision of Opera* cnai F.vcnls Assessment (Post 670411) 00/00/10 
Conso'idalod Edison Co of Now York. Inc I04pp 46643 001-40643 104 

0008120327 NRC Into Nct-co flG 065, "Inadvertent Draragos of Spent Fuel Pools " Svc 
1 st end 

nOSSi.C.F.. Oi vi sion of Oporatcnal Evenis Assossmom (Post 07041 D QQ/OG/18 
Conso'K fated Edison Co of Now York, Inn 123pp 4662801 1-4CC20 1 33. 


0 000160392 NRC In'o Nofco 80 066. "Indus tr.«il Radiography Insp & Enlcrcement " Svc 
l st tnc». 

CUNNNGHAM.R E C.vsron ol Ird^slnal A Motlcal Nuclea' Safely (Post 070729) 
89/09/22 Ccnschdaled Edison Co ol Mew York. Inc. 90pp 46628 13*1 46820 223 


8807200191 Forwards Insp Repls 50 31 ?m 12 & 50 310/08-12 on B905'7 C 
re <ncporab:l.ty ot Diosol Generator 21 occurred dumg insp Event w II be dr 
spucal insp Ropis 50 3 17/88*1 7 & 50 318/80-17 

WIGGINS, J T Rcyon 1. Ofc of Iho Droctor. 88/07/14 TIERNAN.J A. Rail 
& Eloclnc Co. 2PP- 46345 225-46345 242 

-8807200200 Insp Ropls 50 317/63 12 & 53 310/88-12 on 880517 0630* V 
inspected lac-lily aciiviiies. routine insps, operational 

culano.ma nt.sbrvoil'ahco. rad cleg cal conlrois.pftysical socunty.l ERs & top 
TRIPP.L E Region 1. Ofc of Iho Droctor 80/07/14. I6pp 46345 227-4614; 

8809010339 Forwards Rev 21 lo security plan Rov iwilh'“.o!d 
COSS.H.D Bflilimcro Gas & EfOdnc Co 80/07/19 Dccumom Comrol 
monl Conlrol Desk) ip 46372 071-46172.071 

8008150390 Forwards pub'lc version ol Rev >0 to Emurgoncy 
C80B10 rolonso memo 

USl.A A Baltmcro Gas & Elecinc Co 88/07/25 Document Conlro' Erfli 
menl Conlro! Desk) Jpp 46540 342-46549 006 

-0008150394 Rev 10 to emergency response plan 
* Doilimoro Gas & Elecinc Co. 08/07/25. i02pp 465 10 345 465-19 0GG. 


0808160414 NRC Mfo Nofce 88 067. "PWR Auviia'Y Foedwator Pump Tuibno Over- 
spcod Trip Fa Uro .” Svc I st encl. 

ROSSI. CE Division ol Oporatcnal Evonis Assessment (Posl 8704 1 1). 00/08/22 
Conso’idalod Fc/iscn Co of New York, Inc. I23pp 46643 105 46643 227 


0000180137 Revised emorgoncy response plan imptomoni ng ptoceduies, ire 
10 fo Atlachmonl 2 lo ERPIP 4 1 2. "Prolecfivo Aclion Guidel.nos for E>pt 
Rov 9 to Auachmoni 3 to ERPJP 4.1.5, "Proiociivo Action flocommendarbr 
LFMO.MSJR, LUNDOUIST.L , RUSSELL Baltmoro Gas & F.lecirc Co 
28pp. 46589.018 46589 045 


R Periodic operating reports & related correspondence 

0000020169 Monfh'y operahn.j rept lo' June 1908 Icr DC Cook Dr.it 2W/ 880706 llr 
GAUSOENM, Gil ES.H.B . SVtlTH.W G Indiana W.chgon Pcwor Co (formerly Ind-ana 
& Michigan Electric Co) 08/06/30 6pp 46378 093 46370 090 


S. Reportable occurrences, LERs & related correspondence 

0007260265 RO fi'€ barrier sopo'almg fire ?oncs I7F & 8-f noperab'e in oxcess of 7 
days permitted by Tocn Specs Cn BBCbOO.vod dscovetodm cocci ete urdci bottom 
of lire damper ccnnecimg fre zones Vod repaimd 

SMITH.W G Inuiana f/ic>yan Power Co (fcrmerly Indana & W.cb gan Electr.c Co) 
86/07/12 DAVIS, A 0. Oocumoni Comrcl Branch (Document Control Desk) 2p p 
46285 301*46285 302 

0808110210 LER 68 003 01 on 08031 1, Aril ng condition for operai on for ESP ms‘ru- 
montat-on violated Caused by highly resirici.vo a'lowabio values Tech Spec chango re 
quesi will bo sutrritfed in roar fwluro VV/B0O729 llr 

BEILMAN.T P , S^ITH.W.G. Indiana K'.ich.gan Power Co (formody Indiana & M-chignn 
F'cct/.cCo) 8B/07/29 5pp 46510 250 16510 254. 

0903160353 LER 88-008 GO cn 8B07l9roll up fire door moperabl« when hoso placed 
ihrough (fcorway for hydrosiaiic iesi bui coniinuo'JS f ro watch noi posied.Caused by 
personnel error Door labeling problem ccr reeled W/8R0805 Hr 
BAKER, K.R.. SMITH.WG. Indana Mchgan Power Co (formerly Indiana & Mich gan 
Elecinc Co ) 89/08/05 6pp 46556.177 46556 182. 


0008050310 Advi&os that 080429 temporary chango lo secunly p'an meets pi 

10CFR50 54(p) & acceptabio 

3FLIA1AYRR Regtcw 1 Ole oUho On color 80/07/2/ COSS.HD Uylln 
E'OCInc Co 3pp 46448 210 4C448 220 

8008040247 Generic Llr 8B-12 to all power reactor liceh900S & app icanls ro 
luo proiecfon requirements from Tech Specs. Svc list oncl. 

MIRAGLIA.F J Associate Dirocfor for Projects (Posl 070411) 88/08/02 C 
Ed son Co Of New York, Inc. 52pp 46463 201-46463 342. 

0996060194 FcrwA'ds Rev 10 to security plan in response to 10CFR7355R 
(ref 10CFR73 21).CompJoio plan will bo designated HOv 22. 
coss H D Baliimoro Gas & Electric Co 08/00/00. Document Control Qf€ 
muni Conlrol Desk) Ip 46452 360 46452 360 


H. General correspondence 


0808040034 Forwards rev.sod svc list duo to orgamzahonai changes 
IIPPOLD W J BalMmoro Gas & Elecinc Co. 00/07/08 MCNEIL, S A. Pro/ 
ate M. 2pp 46424:203-40424:206. 

9009180326 Not.ficalon ol 880002 Mgt Meeting 89-114 w/lconsee 
Prussia, PA lo moo l new l.censoe dept managers 

1HIPP.L E. Region 1. Ofc of the Direclor. 88/07/25 Region 1, Ofc of 1 
2pp 46590 209 46590 290. 


V. Operator Examinations 

0806020333 Advises that requa'ilicaticin program cva*uat-on visd schedu'od fer wk ol 
881031 Ref mail requiromonls, ad.Tinistralion of ruqjalif cation exam,MRC rules & 
guidance for oxam noos oncl 

Wn:GHT,G.C Region 3, Ofc of iho Di'cclor 80/07/22 alEXICH.M P. Indiana Michi- 
gan Power Co (formerly Inrj.ana & M.chigan Elecinc Co). 79PP 46372:259- 
46372 337. 


I. Financial information 


8008060026 Forwards 1987 annual ro pi .quarterly lmanc>al siaiemonts as C 

K ojccted cash How for period enrlng 890731. Narral-vo slatemeni on cur 
rmeni of capdal oxpondiluros lo ensure reuospoci.vo premiums also one 
BRADY, T F. Ballimore Gas & Elecinc Co. 08/07/27. DJNIR.L PoTcy Do\ 
Technical SuppOM Cranch (Posl 070411). 10pp. 46450:166 46450 227. 
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nov sort oniOfdU'cy rospocso pl«in miiloriiunlr.^ procedures, inclndin<| I lev 

chmcnl 2 to EHHlP -1 1 2. Pruluclivu Action (nnfefries for f upO' » A 

a'a^t mont 3 to Lflf'IP 'I i 0. ProloUive Action HiHCtnmisulaVons 
J h" LUNDOUIS1 .L . fUJSSLll HaUimum lids A Iteclnc t o HH/0//;*', 
B9 0I8 4 6909 049 

AJv St>s Mtfll 00O4P9 lompo'U'y chniupi to plan omuls piuvisi:>Ti c>1 

5 Up) & acccpmUu 

nn notion 1 Ole ot IIU! (JiroMuf t.OSS.MD Ha'tmn.ce <iiv, A 

') 3pp .iGUOi'Ul ’MW P20 

Gor.cnC Lir 83 12 to all power OMi.loi “v mms.s A applh utils n* removu' of 
lion fonui'encnlH from fi;ch Jjpecs Sve l ,( oth'f 

,FJ Assoc otu Droidcr for IWUs (Hom H/iM 1 1) Hli/un/tv (.n-isahlakd 
Ot Now Yo‘h Ini- 4<14(,j P I I 4li4t, I il42 

Forwards Hov 1 fl It] se< u-‘.1y p'fio ai tuspniisii lo 1>K'I I l/J '»'« Mo; wiikinhl 
173 21) Coirplidu iilan w.'l he dosijnidi.-il I lev IV. 

, [Jji 1 ! ni:;i(j Gns A FleClM- Do 08/08/1)8 llm . imeel lainl'nl HtanDt (IW.ii 
(O' Ues'i) Ip 4L1<>? ritiO 4M'i2 3Mi 


corrospondonco 

Fcrw.vdU revised ■jVC list duo t;MMi|,ini/nti:jnal . Isimms 
,v J Diillnioro (ias A l loelfw; 1:0 Ml Mill A i'rivu 1 Uhh kr 

p 40424 20.1 40424 208 

No)jiic>il;on ol Hfi(lH(>2 Mgl Mr.'i.mj nn 1 i-i w/knre Knj o' 

1 10 mool r.ew ln.nsoiMh*|it nmnai). »s 
Fkgo'i 1. Ofe nl ttiu U motor H8/U//2'' I lot) on V ( >1* of ttm Mr. « lor 
)?M WttWL'M 


[rdarmnffan 


0800 100103 I otwafds r. vi'jorJ leidi Spues (imposed liy licensee ro 1180011) uppl uil-on 
fr*r finiuf ‘1 Is to \ ■c.iii’Mis (il’H VI A Ul'fl (,'j 

HI It til IkMiimre lips A llectric llo 88/88/0’) Uji.u'i'en! Conirgl Branch (Or, Cm 
oumi t-Ohlrul Mush) Ip 40981* 23;* .10880 Hill 

*•0008100100 Proposed lurh Spivs ro ensile A uils/ln ohjarvMlion 
* f Jail mom 1 up, A 1 lfi:Uc (Ut mi.'Olt/O’t 2/ipfi -K.fiftri ?<t:1 «tf> Vtji 1? U1 

8000190009 l o'wa'rl-. I levied ,u NUMMi (J/:i/,Sn|p! I.Sinlrn fth I levicw 

nf f ln( t <m lo 1 ■)/ Appln alien to I t i|em y llosponsu I ar.i'it.es Cniverl Uills Niitlnar 

I’oviri r Planl ” 

MIUNAfJ. JA H.iltrl i‘ro tins A I !<:*:lr e t!o 80/08/1)') I lor.iiilionl ( c>-il<e' |)rn«'iT| 
I nl ( lonlr el I* >.V) i‘| »p *10 V 10 2 /(» •« 1 VJ 1 ) 0(M 

•0»P8)901/)9 'MfnriMHl fjffsfftfriu/ fit fjli Mf fi 0/ f/>.ppf 00 It OJfrwm of 

(.min 1 'l/ Appl.i .Poll lo l ns >i 1 |i t.i y Hiisp;:r><.i) I iic.'il i.s ( < a‘Mnr| C,U1s Nu. I< ,u Hiiai;/ 
I l.i'O " 

' H.tifcm ■ ri.is A t .’is Cm. *Vo 83/08 Iff 'Mpp 4i>'-'f8 , < /2->1l^i l 8l ll l J4 

011U022010-1 I niw.nls HI t, i-lll(H) M’ A A (in j.t f.f.iiy til M MH(|!) I’ A, 

l ■ I * * 1 11 It "i I M.il .ti a' of , ' AtM iwil r- i.l I'ti.p’iuln'y r. pi 

(n-f lt ( | H1‘ /‘Id) 

1 HUM ( II H.i'iiii ii'r l ».is A I lis Im t'u 1111 / 08 / Hi I'm iniii'fii (.'vnlrui llriiii.'ti (I.Vr; 
Ilf < 1111 U 0 I lliv.k) spp i'/4 -8,1, a. I Mil 

■H 000220 20C Mijin *|iri«if<irv "f uforiilul f.t.lf-sli; rlf Of I/m 1 ilaml 1 s' 

t mill) r.ti .1 { M«),...:i.r.rij lm U f| Nl* A 88/01/1)1 I'.pii H.| IM 4 '/!1 

41:1,0 1111 

HQO82.103 I J l tents on ' ilolj A om -alii mi hois Ids li y 11 ; p r rto l«‘ak l.nfo-.i 

tiosih li (In nln.jy lo inoilif/ I t.HS r* < ‘.vituii ip Ml , .i.pt‘n , i ir-;pi>i,.iiinrjs App’i Si)ia»> i>l 

t'“i Hn:: ,, iijY tftnll tn*«> up if 1 nn! i-tipiir | nn of Is 

i HUM.t.H HnH.il,.|io t.as A I « in,. ( <1 88/08/ I') |)o:i,re< m Cinlh:l lll.mi h 
0*lo‘i'l 1 I . Iff I J t.pp A f.M 1 JI/8 .fMiS ) | J ) 


Forwards 198? ( 101111 , 1 ! f 1 >j )l . r:u. rr t« *ri y linam ml sldlmronls ns (>l 38Pfi 10 A 
:cish How ler p«jrir;d ufiilruj <1110/11 1 fjnri.ilivo st.iir n.ml nn 1 ailiMmei i/do 
cap.tal OxpuicJ li.riiS l<i ei'viio nilinspn l.vo pnnninms ii'sn 1 r;; I 
F Gas A I: Jet: In.*, t.'r/ fUi f 0//;‘/ J')NjJ/,J Pnliy I IjveJr ;*‘)a»nl A 

Support Uranch (Hosl Il/Q.lll) lopp. -ttM’.:) i».i> •:<» v.» MV 


) & Indomnlly Information 

A'JviSoS Itinl 888/2/ Mihmtltil of l-nuni ial inlo kr 1888 a< < t id.ihle per 
I 21 fO:pi runumls Unit unr'i > iii!liM > ii nmmlnn .lppluvi >1 (pi.inmloo nl pay 
ilrnroil /nepu.iiiis Ipi 'sir.Ji np, /nfmif ioim im ?>vei jori MvvJ. ■) 

Ho'iCy Dovo'Opmeel A Ini. I Siippr.'l I'mp h p'nsl li/o-lil) 88 / 011 / 

/,T F Brnli.n:rii (ias A I k: |/n; Co ip Mi-in .vr ii-i. m ivo 


} llconso etago documontQ A curroapoiuloitco 

Sur.mory o’ 830/8/ reia:1inr| w/nl l ,n I lor hvillir.Ml) re M.turilmi nf 

“M luo 1 . srompo 

JH Fuel fiycto Snhity Hr. inrli 8li/(1//i 1 hnir.l ( l t: I «, 1 ( yi In Vilely 
Ip. 40341 I Jl) . 10341 1.18 

Sen'.'i'riry Ol 880/08 rtnolno w/C) 1 ( )ahu (iic:i|i he (an n l tr 11 / I,' 
IHR wh.eflCS Paclmlly 1 1 . , r; Y 

t-CM Omi.icmle V fiiHH//l'i Pmiei 1 v 4ih> 

46374 ?44 

F,‘0lifiC<i1.cn Of 1)110/28 ir.nntni w/ut.' n Ho Kv.'mMI) In il .t n ,s 1 airer i 
COOS r.rj SSiiOS 
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/*sp. ;*■/ J fi* n y * ,v sfa* s* r.)*'i »■.)** *,/» iA*. (,.*.! finr » •),./** 

III HNAN I A Hal* me',: Mas H I tp sdi.f r.n 88/f)//2| I .. i.unt (andml Mranrh 

U It. i.ii.enl f i f, In. I (hr .hi 0p;i -H, 114 I’.li •)', M4 0.0 


B Noiico ol ccnsi<Jurrtl'Oii of issu«inci; nf ami. ml to I s ens, s Dili ',3 
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-0808110258 Insp Repts 50 317/60 09 A 50 318/88-10 on 800509-13 Nq vdahons 0 r 
tiovtai cns roiod Ma:Qr fi-eas inspected ties g*> cran.-es <5 mods program £ manl pro 
cram which nc'udeo observation o' won ac* v.t es A OA & OC interlace 
OLlVEiRA .V/ OlUMGERG.N J Reg on 1 O'c of iho D rector 88/07/27 9pp 
46505 230 465CS 238 

88081002 IS Fo-wards Calvert C'lfls Nuclear Pcwor Pant Un t 1 Steam Generalus 11 
& 12 Category C3 Repl. por T6Ch Spec 44 5 5 cHept provides description ol 
nves* 3aiicns.per mserv CQ insp 

TlERNAN J A Baltimore Gas A F:ec:»<c Co 88/08/01 Document Control Branch 
(Document CoMrol Oesk) 2pp 464B4 307-46484 342 

-8800100217 Calveri Cl'fs Nuciea* Pcac Pia**t Ur.ii i Steam Geno'ato.'s 11 & 12 
Cate^o'v C 3 Repi ' 

* Baitmo'o G3S A ElGCIric Co 88/07/31 3lpp 46484 3C9 46484.342 

8807280019 NRC ,’nfo Na/rco 83 055, To ton rut FYooft? ns Caused by Smg'o Fai’uro of 
ESF Sw ng Bus ' Svc isi end 

ROSS' C E Division ol Opcratcnal Evonls Assessment (Pest 870411) 00/08/03 
Co.nsc'idaied Ed sen Co of Now York ?c 1 2 Ipp 46437 121 46437 241 

8800030289 Sspp! 2 lo NRC Ou lehn 68 005. "Ncnccnform ng Mails Ssppl ed by P pmg 
Supp: es.ln: el FclsomNJ & West Jersey Mfg Co at W,:l amstOwn.NJ ' Svc lisi ore' 
ROSSI.CE Division ol Operational Evpr.is Asswssmed (Post 870411) B0/O8/IX1 
Co'isd dated Edison Co cl New Yor-. Ire I49pp 46535 1 2 1 4653B 269 

8007290008 Supp! ? to NRC Gu‘.et n 6B 008. Thermal Sbosses <n P pmg Connected to 
RCS " Svc I si end 

ROSSI, C E Dv.son o' Oporaiip-'a' Evenls Assessment (Posi 870411) 88/CB/04 
Cor.so‘:dd1ed Ed son Co of New Yo*k. Ire I2lpp 46534 031-16504 1 2 1 

80072901 1 1 NRC ‘nfo Nonce 83 056 "Polem ai Problems W/S I cene Foam F to Barr «' 
Peno'rat.on Seals ” Svc l-st orcl 

ROSS'. CE Division ol Cperai onal Evenls Assessment (Posi 87041 1) 83/03/04 
CcnscVJaied Etfscn Co of Now York. Inn I23pp 46560 175 46569 297 

8808020095 NRC Inlo NohCC 83 057, “PoSer, tal loss o' Sal© Shuidown Eq„ipmoni Ouu 
to Premature s>: con Conlro'led Rectifier Fa« ue " Svc !>Sl end 
ROSSI.C E O.nsion of Cperatcnai Events Assessment (Past 8 704 f f ) Q8/08/C8 
Conscl daled Edison Co ol New Ycrk nc i22pp 46459 125 46459 246 

0808020102 NRC Inlo Nolice B9 056. "Potential Prcb'ems W/ASFA Brown Bcvcm ITR. 
511 T me Cvprc jtreM Reays " Svc I st end 

R0SSI.Cc D-.isioo of Oce'alional Everts Assessment {Posi 870411) BB/08/08 
Conscl. dated Ed.son Co of Now York, Ire l2Cpp 46538 00 1 4053ft 120 

0808030112 NRC Inlo Notice 63 059. "MSIV Gl cio Rad Failure at Walurtcrd Uru 3‘ 
Svc l si encl 

ROSS'. CE Oivis.on ol Oco'aiiora' Evnnis Assessment (Pest 8?04li) 88/09/09 
Ccnscl doled Edison Co ol Now Yo*k. Inc 12 ipp 1646? OH 46467 13 1 

0808040062 Sgppl 1 to NRC Inlo No'ce 08 C34. Inadequate Dua'ificat on A Documon 
tat-on of Fro Bamo' Pe^oiranon Seals Svc i-st enc> 

ROSS 1 . C E Division ct OcealiO-a' Events Assessmert iPosi 970411) 88/03/09 
Conscl dated Edison Co of Now Yo-k. In: 121 pp 46559 205 46559 325 

0800100340 Forwards .r.sp Rep*s 50 317/ftfl 15 & 53 318/08 15 on BB0705 C8No vio 
lanoris rcted 

GALLO.HM Reg cn 1, C'c ol theOredor 88/C8/10 TlERNAN J A Bani.mo'u Gas A 
Elcct'cCo 2pp 46576 123 46576 132 


8808160392 NRC Info Nolico 88 066, ‘’Indusiriol n«d:ography Insp 8 Er.'crcerr 

Cunningham. R E C.v.sion ol Industrial 8 Medical Njc’oar Soicn iPr«i 
80/08/22 Consolidated Edison Co. ol Now York, Inc 9Cpp 46628 134 4862 

8008160414 NRC Inlo NoKO 88 007, ' PWR Aux-hary Foedwaier Putm t. + 
speed Trip fa luro ” Svc l.sl encl M u c 

ROSSI.C.E D:vison of Operational Evonis Assossrr.ooi (Posi 87041 n t 
Conso'idated Edison Co of New Yo'tc. Inc 1?3pp 46613 105 46643 227 

R. Periodic operating reports & rotated correspondence 

0807270127 Mcnlhty opGraiing ropis lor Juno 1988 for Calvert Cifls im.R 
08071? Hr unns 

GEHNKC.C RUSSFU..L B Badirr.O'O Gas & Efocinc Co BQ/06/30 lipp n 


S. Reportable occurrences, LERs & rolated correspondence 


BBO0O40 169 ROcn 08O62B.man vonl w, do range noOlo qas ottljcru mo'H'r 
inoperablo Causod by rostnehon n mid/hgh range sample d.scharqo I no iV, 
A sys der.lnrod operable on U80707 

RUSSELL, L B Ballimcre Gas & Electric Co 80/07/20 Oocumon* Ccrtrr 
(Cocumenl ConUol Desk) 2pp 46432 199 46432 200 


(.un uo uj u-i ooufua.i-Dnirci operator uio rot roa i^e ihai n 
strumDn’at-cn powo' indjcat on was 5°' f ico Jew duo to new,' ow Jeaia^e cor 
by cporaior error OpO'dtcr cojusoled A proccduro rovisod W/88C804 Ur 
FUHlO.R. RUSSELl.L B Baltrnoro C«as A Eloctnc Co 00/08/04 5po M 


8000190150 IFR 86 008 CO on 880716. unit p’acod nio Mode 2 whic Tech c c 
ing cor-dilion lor operation ol waion.ghl doors not saiislied Caused Dy~ i 
orrer Outs der opeiflio' fog modified A IrDir.mg sessions co.-'dL-cJed W /8803I I 
GiLBERT.JF. HuSSELL.L 0 Da'iimoro Gas A Electric Co 80/00/ 
46556.142 46596 146 


0000240355 LER 80 006 03. on f)00/15,unil tripped on 'oss of toad v.hc 
Uippod Caused by urcluar (jrctoduros bor-.g mismtcrp'otod by techncansM 
nors banod in formulaimo c!oar ma:nl mslrtct oris W/B00812 Hr 
OSBORNE JM. RUSSLLL.L D Baltimore Gns & E'ocirc Co 88/08/ 
46629 157 46629 161 


DOCKET 50-310 CALVERT CUFFS NUCLEAR POWER PLANT, UNIT 2 


P. Security, medical, emergency & lire protection pJans 

8B0 7260059 Revised ernoruency plan imp’omonlirg procedures irc : u:J r.g C^ar 
Rev 9 to FRPIP 4 1 21,Cbaryo 5 to Rev 5 lo FRPiP 4 1 22 l.Cnargo 3 :o f 
ERPIP 4 4 3 A Chnuuo 1 to nov 13 lo EHPIP Q i 

LEMCNS.JR, USI.AA Balt-mcro Gns A Floct/ic Co 83/05/29. 2Cpp M 
46304 149 


-8008100342 Insp Rr?pt$ 50-31//8A 15 A 50 318/99 15 oi 890705 OB No v.clahons o.‘ 
do/ ahons noted Ma.cr areas nspected implemeniahon ol design changes A mods 
procram by dcvqo era r.uennq section w/spcc a' rsp emphasis cn 1 eld cnanno 
OLIVEIRA W, PR:CHETT,V. BLUMGtRG.NJ Reg on * 

no Q nn itec^c ine icr ic 4 7 


C8 8pp 46576 125 46576 132 


gon 1. Gfc O' iho Drecior 00/GB/ 


0007260304 Hov so<i umorggr'cy p'nn .mplemonlirg procedures, r.c’ud ng Rev 
lachrrcnt 1 to ERPIP 5.3, ■Monilohncj Equp.ment' IJso A Rev 9 to ERPIP 5 
ing " 

RAYBURN.CL.. RUSSELL. LEMONS, J.R Ballimcre Gas A E!ecm: Co 0 
lipp 46203 046 46293 056 


8608050135 NRC info Nct.ce 38 060. inadequate Design & Insia lat.on ol Wareriio*' 
Penevai cn Seals ' Svc 'ist encl. y 

HOSSI.CE D v s en ol Operai onal Events Assessment (Post 870411) BB/00/n 
Consol dated Ed son Co of New York, Inc. 1?3pp 46569 250 46570 050 


0000050248 NRC info Not-co 88 06i, “Control Room Habtab ity Record Reviews ol 
Cperatirg E>pe-«enco " Svc I si encl 

ROSSI. C E Division of Cporaiicnai Events Assessment (Post Q704H) 80/08/n 
ConsoWaied Edison Co o/New York, lac f25pp 46504 312 46595 076 


8008050295 NRC Info Nolico 08 062, “Recenl F-ndngs re Imp'e'iiO.'dalion ol OA Pro 
grams by Supp'icrs of Transport Packages " Svc lisi Orel 

BURNFTT.RF Ov.sicn c* Safeguards A Tram-ponation (Posi 870413) 88/09/12 
Conscl daied Ed son Co of New Yo*k, Ire I09pp 40581 155 46501 263. 


8808090264 NRC Into Notice 69-063. ’Hujh Radaion Hazards F /cm If rad died InCo'e 
Doiecicrs A Cables ' Svc 1 51 encl 

HOSSI.CE D.v,sion ol Operpt.o'-ai bvenis Assessment (Posi 870411) 88/08/ 15 
Consol da'ed Ed son Co Of Now Yo-k. Inc 1 10pp 46560 065 46569 1 74 

0800240336 Forwards Safety Ihsp Ropl 50 31 7^88* 1 1 on 890617.17 A 0627- 0701 No 
v Canons rcted Two urresclveri .terns delat ed m iept Porngraphs 4 A 6 boro ovnlu- 
aied by uti'.mcUd ng tra nmg reco'ds & calior 01 lest equipment 
CURR.J.P Reg on i. Ofc of ihu Director 89/03/15 TlERNAN J A Ba'hmo/e Cas A 
Elocir c Co 2pp 46629 030-46629 041. 


-8808240347 Insp Ropl 50 317/08 11 on 88C616 17 A 0527-0701 No viclaiions 
noled Major areas inspected startup losing lei owing refuol ng of Unit 1 Cvc’o 10 A 

post mod test-ng procedures on 883616 1 7 A 0627-0701 

tZ wImIXToV,: 6AP0tPK not|0 " '• 0,c 01 ,ha D,ac, °' 0O ' os/, ° 


86081 10206 NRC info Notice 09 064. “HepcM ng Fires m Nuc'ear Process Svs at Nu-le 
ar Power Plants " Svc list encl 

ROSSI.C E D.v.S'On of Operahonal Events Assessmoni (Posi 870411) 88/C8/18 
Conscl dated Ed son Co of Now York, rrc I04pp 46643 00148643 104 

8806120327 NRC info Nolico 88 065, “Iredvedeni D/a'noqss ol Scorn FteJ Poo's ” Svc 
list e.nd 

ROSSLC F O.vision of Operational Evenls Assessment iPost B704U) 80/08/18 
Consol dated Edison Co of Now York, Inc I23pp 46628011 48628 133 


8807060520 Gcnutc it( 08 10 (o aff power reactor fconsoos & ho Vers of Pi 
prova's re purchase of GSA approved security containers Svc list encl 
MlRAGUA.F J Associdto Director fer Projocls (Post 8/041 1) 00/07/01 Con 
Edison Co Of Now Yoik, Inc 3lpp 46388 299 46388 329 

000B 150243 Parhaf response lo FOIA rcquOSl for documents Fo -wards 
documents Ann l. documents ma nia r.od in PDR Apps NAD dooumsnis p 
totally withhold josuecbv&Y FOfA Cnempf on 5) 

GRIMSLF.Y.D H NRC • No Delo led Alfiliaiicn G.vo/i 89/07/05 JGNES.C 
NotAssignod. 1 4pp. 46501 184 4600 1 199. 

-8407170020 Uiscussos imply mentation of App R hro prolcctisn program L ce 
taken responsible rolo A mip'omontcd f to protect on plan bcynr.d 
requirements BG8E oxponerco counters industry cha'ges ro lack ol clai-ty ( 
ASSELSTJNE J.K Com.ms s onars 8 1/00721 DIRCXS.W J Ole ol iho E*e: 
rector fo- Operations 2pp 46502 158-46502:160 

0007200191 Forwards Insp Ropts 60-3 1 7708- 1 2 A 50-318/88-12 on 883517 C£ 
rn meporab I ty of D osol Goneralor 21 occu/rod dunry nsp Eveni w. I tu dist 
Spoc al Insp Hepts 53 317/80- J 7 & 50 310/88-17. 

VVIGG1NS.J T Region 1. Ofc of Iho Director. 88/07/14. TIERNAN.J A Ball n 
A Elec Inc Co 2pp 46345 ?25-4C345 242 

-B0O720O2OO Insp Ropts 50-317/08-12 A 50 318/08-1? on 880517 0630 Ma 
n9pectod lac lily Hctivitius.routmo msps. operational events 
cutago.ma nt.survorionco. radiological conlrols.physical socuniy.LERs A repis 
THfPP.L E. Rog on 1. Ofc of Iho Diroclor. 00/07/14. 16pp. 46345 227 463*5 i 

80080 10339 Fc/wartfs Rev 2 f to secv/ity plan Hov withhold 
COSS.H D. Balt more Gas A Elecinc Co. 08/07/19 Document Conlrcl B'ar.c 
mom Control Desk) Ip 46372.071 -46372 071. 

0808150390 Forwards pubic version of Rev 10 to Emergency Response 
880810 roleaso memo 

USI.AA Ba'hm.O'e Gas A Eloctnc Co 8Q/0//25. Document Centro' Rw-' 
ment Control Do$k}. 3pp. 46548 342-4G549086 

-B80B 150394 Rev 10 lo emergency response plan 
* Bali-more Gas A Elecinc Co. 80/07725. 102pp. 46548 345 46549 CB6 
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l> Susquehanna Va 'oy A'hanco/TMI Alert response lu hconsee noli! cation 01 
b d procurement document ' Explanation tor change in document 
!U W/ijvC I'Sl 

;k.P Susquehanna Valley A'.'mnce. Lancaster, PA SKOINICK.F Threo Mi'o 
£•‘1 (<388 6804 83/07/28 Alomic Safoly anj Licensing Qnard Panel 5pp 
7 46464 051 

3 Noi.ce ol rcccnsiitubon ol Boato * PB Blech appointed artm.n sirativ© judge 
>1 SJ Wolto Served on 00080 f 

B P Atomc Satoty and Licensing Board Panel //303 6845 00/07/29. 2pp 
1 -46402 002 

5 Forwards summary of 000015 lelcon re stales of Board cans'dcrnhon of 
rr.ot ons for Summary dispos'lion Dates dnierminntl by ASLB accepiabto lor 

H Asss'anf General Counsel for Roarings. 0308 695/. 60/00/23 
» BRIGHT. G O., PABlS.OH. Alomc Solely and Ucons.rtj Qoard Panel 
5? 300 46592 302 


iQ license stage documents & correspondence 

6 Notification ol S.gnficani Licensee Muotmij 08062 on 000420 w/utl in 
russm.PA to discuss Al.ARA pregram at Oyster Crook & cleanup oporatinn at 

l ,CJ Reg an f. Ole of ffie O.rocto.'. 80/04/22 Region I. Ole ol lh<3 Orcdot 

04 159 46504 159. 

5 Notification of 880/01 Licensee Meeting 00-101 in King of Prussia. PA to 
ccenl events 

•LBERGtR Region 1. Oto of the Ciroetor. 00/06/23 Region 1, Ofc ol Iho 
?pp 46505 1G1 -46505 162 

0 Summary of 000616 mool-ng w/uM 8 Hillman Njcloar in Hockv.lle.MO to 
:onii^ung effo-ts to doierm.no causo of cracked radwasio hnors.Ust of paihci 
stcry of L.nors 19 & ?3,lmor sinlus & addl mfn oncl. 

i,L H Pro;ec1 Difuctoraio 14. U0/07/14 Project Oirocioutlu 1-4 14pp 
•0 46345 063. 

6 Forwards Rev ft to techncaf evaluation ropl re rfofuOfng water cleanup 
addresses sys mods efloctcd via approved design mod documonts idonhhcd 

ary ol chargo section 

HFER.F R General Public LUillios Corp • GPU Sorv.cc Corn 08/07/26 Doc 
pniro' Branch (Document Conuo' Desk) Ip. 40502 225 46582 305 

130 Rev n to “Dufue'-ng Water Cloonup Sys " w/s-x ovorsizo drawings 
a' Pufif-c (Jd ifies Corp • GPU Scrv.co Corp TEH3525-(M5 f?l f 0(1/07/ 1 2 
532 226 46582 305 

►3 Responds lo questions ro turning for decommissioning facility Mowing 
„Clny montored Storage raised liy NRC at 680714 muolirwj 
4.E L. General Pubic Ulillios Corp - GPIJ Servico Corj» 08/00/05 Dccu 
Tirol Branch (Ogcumonl Conuo 1 Desk). ?pp. 4G550 100 46550 101 

17 Roq..cst5 revised analysis ol interact cm between corium |el & lowor head 
10 comp'oto roviow of util proposed aclivity 

1 F Pro;oct Drcctoraiu M. 83408/1 1. STAfJDERFER F R Genctol Public Uli’i 
) ■ GPU ServcoCorp 4pp 46562 357-46562.360 

>9 Forwards “Cnlicai.ly Safoly Assessment for Use of FMasrne Arc Torch to 
or Coro Support Assembly Bafffo Rides & Coro Support Shield," for roview & 

iRFER.F R. General Pub'ic Uli'itios Corp ■ GPU Service Corn. 86/00/11 Doc- 
:cnlroi Branch (Documoni CoolroJ Desk) Ip 46595242*46595 255. 

263 Rev 0 to “Criticality Safoly Assessment lor U&o of Plasma Arc Torch lo 
or Coro Supped Assembly Bofllo Plates & Coro Support Sheid " 
af Pub'ic Utilities Corp • GPU Sorv.co Corp 4 710 J22I-88 02 ROD 68/08/00 
1595 243 46595 255 

30 Forwards appJ cahon to/ amend lo L/cooso DPn-73.consJSl//ig of Tech 
tango Request 60 Curtif cato ol Svc oncl Fqo pa rj 

£HFER.F R Gonoral Pub’ic Ulilbas Corn. * GPU Sorvlco Corp 66/08/15 DOC- 
Control Branch iDocumont Conlrol Desk) 2pp 46026:267-46628 203. 

241 Application for amond to Liconso UPR-73, consisting of Toch Spec 
roquosl 60.rovis:rg roquromonls for TMI-2 soloty mviow group to f of lecl cm* 
hanging conJieu/Bt on of plan) 

ERFER.F.R General Public Ut.lities Curp • GPU Servico Corp 60/06/15 
3628 269-46620 2/0 

246 Proposod Tech Spocs.consist'ng of Toch Spec Change Hogues! OO.rovis 
ncmenis for I Ml 2 safoly review group lo rolled current & chang ng conligu- 
f plant 

raJ Public UdIjJibs Corp. • GPU Servico Corp 88/08/ 16 15pp 46028 279 


10 f- onwards application for amond to Liconso DPR«73.porm iting implcrnonla- 
proposed posl-defueling moniiorod storage coniiguration in Third Quarter 
*b paid 

ERFER.F.R General Public Uii'ities Corp • GPU Sorvico Corp 88/08/16 Doc- 
rohl/Df Branch (Documonl Conlrol Dosk). 2pp. 46567 100 46569 035 

)315 Applcauon for amend to Liconso DPn-73.avjthonzing implementation of 
)d post de fueling momtorod storage p'anl configurauon. 

ERFER.F R General Public UIiHiqs Corp. ■ GPU Servico Corp 88/08/16 
656/ 102-46567:116. 

1318 "Posl DetoeJing Monitored Storage SAR.Vois l & it." 

ral Public Unties Corp. - GPU Service Corp 86/00/16 639pp. 46567:117- 


iSS Approves proposed Hov 18 to organization plan. proposed rev will not ehmi 
al positions or funciions within organization & will noi change personnel qualili 
eqyircments for pos‘t:on 

,JF. P/ojecl Directorate 1-4. 88/08/16 STANCE RFER.F.R General Putil c UNr- 
rp. • GPU Service Corp 4pp. 46602.329 46602:332 


Q. Inspection reports, IE Bulletins & correspondence 

8605200295 NRC Info Nobco 08 032. ‘Prompt Reporting to NRC Of Significant Incidents 
Involving Radioaclivo Mali.” Svc l.si cncl 

CUNNfNGHAM.RC. O.v.s-on of Industrial A Modicaf Nuctear Satoly <Post 070729) 
00/05/25 Consnl dated Edison Co. of New York, Inc I20pp 46388 179 46388 290. 

8806010057 Hosponds lo NRC Bu'Joim 89 006 ro transpc/lalion of Model SPEC 2 T ra- 
tJionroph c exposu'o dov t cos Devices not usod at plant 

HUKILL.HD General Pubic UtltiOS Corp • GPU Sorvico Corp 00/07/20 Documenl 
Control Brnnch (Ducurnont Contrqi Desk). 2pp 46360 001-46300002 

0807200162 Suppl 1 to NRC Info Nolico 80 046. “Liconsoo Ropl of Dotochvo Relu'- 
bishod Circuit Broakors ” SvC 1st end 

ROSSI, CL Divis-on ol OpowUonol Events Assossme/d (PosJ 8704 J|J 0H/D7/21 
Conso'iifated Ed son Co. Pi Now York. Inc 125pp 46380 054 4G3RR:l /0 

8007200246 NR(^ Bulloim 88 009. * lhimtilo Tutio Thnnmg in Wosimg^ouso Reactors " 
Svc I si oncl 

HOSS1.CC DiviS'on of Oporahonal Evonls Assessment (Post 8/0411). 80/07/26 
Conso'itlatoU Ed son Co o< New Ycrk, Inc l23fip 46348 070 4C34B 192 

8007210218 NRC Info Nolico 8U 052, ‘ Failure of Inlraelornu Tondorn of FlolChcr Su.1 
Aupiicaior OrncliyUierapy Devices Dur.ng Patient Troalmont ” Svc list cncl 
CUNN1NG1 lAM.H E DiviS'Oii of Indusmal & Medical NuclucTr Safoty (Post 0/0729) 
80/07/27 Conso'idated Edison Co of New York, Inc lOOpp 46307 029 46397 136 

0807220034 NRC Info Nolico 80 053, “Liconsoo ViO'aFons of NRC Rntjulalions.vvhich 
Lod <0 Modicol Uugnost c M.sudnur.isrranons ” Svc fist oncf 

CUNNINGham.R E DiviS'on ol irdustnai & Med.ca' Nuclear Safety (Post 870729) 
80/07/20 Consolldaiod Edison Co of Now Ycrk, Inc MlGpp. 46396 203 4639/028 

0807220192 NRC Info Not.ce 08 064. “Fniljrn of Circuit Breaker Fo'low.ng Insiolutiun 
of Amptoctor Diroct T np Attachment.” Svc 1 si oncl 

nOSSl.CC Divsiun ol Oporatonal Cvcrus Assussmonl (Post 6704ti) B8/07/28 
Consolidaiud Ediscn Co of New York, Inc I21pp 4641 7 020 4641 7. 140 

0008050204 Responds to NRC Oul.otn 07 002.Supp's 1 & 2. ‘Taslonor Testing to Oo 
lornhno Conlotmanco w/Mod S(/ecs ” lists ol Su/rplors <S mfr/s ol safety & vonsnfoly 
ro’atctJ fasioncrs ore! 

HUKILL.HD Gonoral Public Uh'itios Ctrp. GPU Service Corp 80/07/20. Document 
Conlrol Branch (Document Conlrol Dosk) 56pp 40440.167 46449:222 

8806120092 Fo'wards Safoly Insp n<.pt 50 320/80 10 on 060605 0707 Region p’ans lo 
rlosoly monitor ulil progress In ofluctivo mgi ol human element considering tnirino 
oar.d ftons al htcMv 

BUI fENHAUSEN.L Region 1, O'c ol Ilia Di'cclor. 88/00/02. STANDERFEH.F R. 
Gonoral f’oblic tllil.lius Corp ■ GPU Servico Corp ?pp 46525 149 4G525.16G. 

-8000120099 Sntoty Insp Repl 50 320/68-10 on 00U605-0/07.No violnhons 
noted Major oroas inspeciod dofeoli ‘.g & decontamination nuiv.l'usjnclu-d.ng proper 
Implornonintion of housekeeping & hro protecl-on monsurcs 

COWGftl.C Region f. Ofc of (ho Director M/07/20 H5pp 40625. f5f-4G525 fC6 

0007280019 NRC Info Nobce 08 055. “Potoniiai f^ot/mns Couseil by Singto Fai’uro ol 
ESF Swmn Dus/’ Svc Oncl 

ROSSI.CE U.vis:on of Operational Lvonls Assossment (ftost 670411). 08/06/03. 
Consol datod Ed son Co of Now York. Inc 121pp 46437 121 46437 241 

8008030289 Suppl 2 lo NRC Qu'lut.n 88 006. ‘ Nonconforming Malls Supplied by Pipnn 
Supnlwfi.lnc al l-’olsom.NJ & West Jarsoy Wig Co nt Wil’iainstown.NJ “ Svc list encf 
ROSSI.CF Divis-on of Oporatio. rt ol Evonls Assossment (Post 67041!) G0/0B/03 
Consol doled Ed son Co of Now York. Inc 14 Opp 46538 12 1-46539 269. 

8807290000 Suppl 2 to NRC: BuHui n 08 008. ‘'Thermal Strof.sos In Piping Connocted to 
RCS *' Svc list cncl. 

ROSSI.C.U Division ol Oporaliona' Evonls Assossmcnl (Post 0/0411) 80/08/04. 
Consolidatod Edi 90 M Co of New York. Inc I2lpp 46504. C01 46604:121. 

8QQ72Q01 1 1 NRC Info Notice 00 05 6, "Potonhaf Probtoms W/S^oono Foam F.re D.wor 
Ponotrat>on Seals " Svc fisl cncl 

ROSSI.CE D.vison ol OporaLional Events Assossrnunl (Post 670411). 00/00/04 
Consolidated Edison Co of New York Inc I23pp 4656U 175 46669 297 

0800160070 Responds to violations noted in Insp Ropl 60 32U/08 0D. Correclivo 
oclinns responsmlo deconlBminalion ofiuralicns supervisor counseled for failing to 
perform uisk fn monnor cons.stont w/ietont of radintoeical assossmont. 
STANDUffFCR.F R. Gonerol Pub'ic UlfilioS Cou> GPU Sr)rvico Corp 00/08/05. Doc- 
umont Conlrol Orancfi (Document Conlrol Desk). 10pp. 46S54.12H 4G554: 137. 

8808020095 NRC Into Nonce 00 057, “Poloneai loss ol Salt* Shuidown Eguipmant Duo 
to Proinaluro Silcon Contfo'lod Rcclilior Failure. “ Svc list one! 

ROSSI.C E Diviston of OpGtoiio^al Evonls Assossmont (Post 070411). 80/00/08 
Consolidated Ed son Co ol Now York, Inc 1?2pp 46459 125 4B459 246. 

8806020102 NRC Info Notice 80-058. “Poloniial ProblOmS W/ASEA Urown Bovon ML* 
5 1 L Trmo Ovcrcuwmf FfofayS ” Svc Jrsf oncl 

ROSSI.C E Division ol Oju-rationol Events Assossmonl (Post 07O411). 00/00/00. 
Consolidated Edison Co of Now York. Inc. 120pp. 46530.001 4C538 120 

8008150312 Forwds Safety Insp Ropls 50 289/60-14 & 50 320/80-11 on 000711- 
15 No violal'ons notod 

BELl.AMY.n.R. Reg on 1. Ofc ol (ho Lkrcctof GB/00/00. HUKILL.H D Gonoral Public 
Utilities Corp- ■ GPU Service Corp 2pp 46550 f 73-46550. 182 

-0808150314 Insp Ropts 50 289/00- 14 S 50 320/00 11 on 00071 M5 No noncompk- 
onco notod Major areas inspeclcd.opotahonai radiological onv>' on momlD/mg program 
& program for QC of of analytical moar.uremonl9 moleoro logical momionng 
JANG.JC . PASCIAK.WJ Rooion 1. Ofc of iho Diroctor 88/00/05. fipp. 46550 175- 
4G550 102 

8808030112 NRC Into Notice 80 059, “MSIV Guido Ra«l Fmlero of Waiorford Unil :)*' 
SvC list Oncl 

ROSSf.C.E Division of Operational Events Assessment (Post 0704)1). 00/00/09 
Consolidated Ed'son Co. of Now York. Inc. I2lpp 4646/ 01 1-46467 131. 
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8807200246 NRC Lillet n 86 009 Ihmh'o Tuh9 Tf.mmrg m WtfSlmghousO Readers " 
Svc hsi encl 

nOSSl.CE 0‘viMOn of Opera! onal Evenls Assessment (Posl 870411) 88/07/26 
Conso idaled Ldisun Co of Now York. Inc 123pp 46340 070 46340 1 92 

8807210218 NRC Info NohC0 88 052, Faluro of Intrauterine Tandem of Fleicncr Soil 
App :cah?r B." achy therapy Devices During Paherl 1 realme-rit ” Svc l st encl 
CUNNINGHAM. fl E D.v-S'on ol Indjs’r-al A Medea’ M uclea' Sa'Oty iPost 870729J 
88/0//27 Con&o'idaied Ed son Co O 1 New Yo'k. Inc lC8pp 46397 029 46397 136 

8807220034 NRC info Notice 68 053. Licensee Wahons of NBC Regulations, Wh ch 
Led lo Medical D-dy'XSlic MisaJm n shahor-s " Svc Lst encl 

CUNNINUHAM.K E Oivis cn of Industsal ft Vc-dCOl Nuc!o.V Sa'ety (Post 870729) 
88/07/28 Ccnsol da led Fdson Co cf New Yok. fnc tC6pp 46396 283 46397 028 

8807220192 NRC Inlo Nolico 89 054. Faluro of CfCLil Breaker Fo!Ow.mj Instabat-cn 
ol Amplecior O-roct Trip Attachment “ Svc ’id end 

BOSS' CE. O- vision of Ope/aicnal Evcms Assessment (Post fl/0tli) 86/07 /2ft 
Cunsu idJiod Edison Co ol New York, Inc I2lpp 16417 020 46417 140 

8B081 10257 Forwards Insp Repls 50 317/89 09 ft 50 318/88 10 cn 680500 13 No vio 
la: ons noied 

GALLO R M Region 1. Ofc of the free tor 6B/0//29 TIERNAN.J A Baltimore C.as & 
Eleci/.c CO 2pp 46505 228 46505 2 J8 

•8808110258 Insp Repls 50 317/89 C9 ft 50 316/06 10 on 8605C9 13N’o v.Clatitm or 
dev.ai ons noted Major amas mspocicd design changes ft mods program ft mar-l pro 
gram which ncMdea observa? cn Gf vsork acl.vil cs ft OA & OC interface 
OLIVEIHA.W. ULUMBfcRGNJ Region i. Ofc ol mu LVecto' 80/07/27 9pp 
46595 230 465C5 238 

6807280019 NRC info Nolice 88 055. Poier’ al PrcD’oms Caused by S:ng!o FaiVo ol 
ESF Swng Pus “ Svc 1st end 

ROSSL CL Division ol Cperatonai Even’s Assessment (Posl 870411) 69/08/03 
Conso: da' ed E disen Co of New York. ire I21pp 46437 121-46437.241. 

8808030289 Suppl 2 lo NRC BJ'etin 60 005. "Ncnconformng Malls Suppled by P.p nn 
Supcies.lnc al Fosom.NJ & West Jersey Mig Co af YV.l.>amsiown,NJ .” Svc fisi oncl 
ROSSI.CE D.v.s:cn cf Opcrahcnal Events AssesSrreni (Post 870411) 80/C0/O3 
Conso'idaied Ed son Co ol Now York, fnc I49pp 46539 121-46539 269 

6807290006 Supp! 2 to NBC Bu lotm 8U-C09. ‘ Thermal Stresses in Pip rig Connocied 10 
RCS ” Svc iisi er.cf 

ROSSI.CE Division of Opera* oral Evcms Assessment (Posl 870411) BG/Oft/tR 
Consn idaied Erfiscn Co. of New York. Inc l2ipp 46504 001-46504.121. 

8807290111 NHC 'nfo Notice RQ 056. “Potential Problems W/ST:cono Foam F ro Darno/ 
Penoiration Seals ‘ Svc 1st end 

ROSSI.CE D.vscn ol Operational Evems Assessment |Posl 870-1 11) 88/08/04 
Ccnscl da'ed Ed son Co of New York, Inc I23pp 46569 175-46569 297 

8806020095 NRC Info Not co 86 057, “Potent al Loss of Safo Shutdown Lqupmcnt Duo 
iir Premature Si'icon Centre lod Rectiher Failure “ SvC 'ist ercl 
BOSSf.OE OwiSion of Operaicnai Evenls Assessment (Post 870111) 08/09/08 
Conso'idaied Edison Co of New York. Inc I22pp 46459 125 40459 246 

8008020102 NRC Info Notice 8ft 058. 'Potential Problems W/ASEA Brown Bovcn I1E 
5 1 L Time Ovorcurrent Re'ays " Svc I si Orel 

ROSSI.CE Division ol Opera! onal Evenls Assessment (Post B 704 11) 69/08/00 
Consol daiod Edison Co of New York. Inc I20pp 46538 001-46538 i?0 

8808030112 NRC Info Notice 88 059, MSIV Gude Hal Fai'uro al Walerlord Un t 3 “ 
Sv. hst ord 

ROSSI.CE Division of Operalonai Evems Assessmenl (Posl 070411) 00/08/00. 
Consol da'ed Ed. son Co of New York, fr.c 12 ipp 46467.01 1 46467 I3l. 

8808040062 Suppl 1 lo NRC Info Notice fla 004. Inadequate Qua'ilicahon ft Documon 
laiion Of F re Barrier Penetrat on Seal9 ” Svc fisi cncf 

ROSSI.CE D.v.smn cf Operational Events Assessment (Posl 87041 1) 88/08/03 
Ccnscl dated Ed son Co of Now York. Inc I2lpp 46558 205 46558 325 

8808180340 Forwards fnsp Hepls 50 317/89-15 ft 50 318/88-15 nn R80/05 08No vio 
laEons noted 

GALLO, R M Reg on l, Ofc Of ihe U.roclcr 88/08/ 10. TIFRNAN.J A Ballimorc Gas ft 
Electee Co 2pp 465/6 1 23-46576 132 

-8008180342 fnsp Repts 50-317/68 15 ft 50 318/88-15 cn 880705 08 No vio'alions or 
doviahons noted Ma,or areas mspecied 'rnplcrrentaiion of Uos gn cfiangcs ft mods 
program by design engineering sect cn w/spocial msp emphasis on lietd Charge 
OLIVEIRA. VV , FRlCHEl T.V, BLUM0FRG.NJ Region 1, Ole of Iho Di'eclor 00/09/ 
08 8pp. 48576 125 46576 132. 

8808050135 NnC Inlo Notice ftfl 060. “Inadequaio Dos gs ft lnsia:iai«on of Watorlight 
Ponetraiion Seals “ Svc l st end 

ROSSI.CE Division ol Operational Fvonis Assessment (Posl 8/0411) 8ft/08/ii 
Consol daied Ed-son Co of New Yo/k. U\c I23pp 46569 298-46570 060 

8808050248 NRC Info Nonce 86 061, “Cor.lrol Room Mabnabi ily • Huctmi Reviews of 
Operal ng E uperienco " Svc list cmcl 

ROSSi.CF O.v.sicn of Operaiional Events Assessment (Posl 8704ii) BB/08/11 
Ccnsohdatod Cd.son Co of New York. Inc I25pp 46594 312-46595 076 

8808050295 NRC info Nohco 88 062. ‘ Heceni Frcl ngs ro frciplomentaiion of OA Pro- 
grams by Suppliers of Transport Packages “ Svc list oncl 

BURNETT. R F. Division of Safeguards ft Transportation (Post 870413) 80/08/ 12. 
Conso'idaied Edison Co of New York. Inc 10'Jpp 46581:155 46581 263 

6808090264 NHC info Notce Bft 063. "High find: alien Hazards From Irradiaiod In Coro 
Oeleciors ft Cables “ Svc I st oncl 

ROSSI.CE Division of Operational Evenls Assessment (Post 8704 1 1 ) 80/08/1 5 
Consol dated Ed son Co of New York. Inc HOpp 46569 065 46569.174. 

0808110206 NRC Info Notice B8 064, Reporting F.rus m Nuclear Procoss Sys al Nuclo- 
at Power Plants “ Svc Lsi oncl 

ROSSI.CE Oiv.sion of Operational Evenls Assessmont (Posl 87041 1) 8B/09/18 
Consolidated Edison Co of Now York. Inc 104pp 46643 001-46643:104 


8608120327 NHC Inlo Nohco 88 065. inadvorlorii Drainages ol Spent Fjoi c 
l st end ** 00 * v *- 

ROSSI.CF D.vison of Operaltoral Fvonis Ar.sossmont (Posi 8/04111 
Consoiidaled Edison Co of Now York. Inc l?3pp -1C628 01 1 46628 133 W 

B60B160392 NRC Jn'o Notrco ftft 066. ‘‘Induslnal Radmgraphy Insp ft Epfor-cr^^’■ c 
iisi end ' ’ ' 

CUNNINGHAM.H E Oiv.sion ol Induslnal ft Medea* Nuclear Sa'ety iPr^t 
QD/OU/22 Consohdafod Edison Co (if Now York, Inc 9Hp;j 46628 134 46b 29 

8008160414 NRC Info Nolico 69 067, “PWR Auxnary Fuodwato.’ Puma Tm* r\ 
speed lr p Fa lu'o ” Svc I.M ericl v ^ 

ROSSI.CE Division of Ooorahcnal Events Assessment (Post 8/04lii 
Corisnl dnlod Cdibon Co of Now York. Inc 123pp 46643 105 46013 227 ' " * 


R. Perlodfc operating reports & related correspondence 


8807270127 Monthly opera Img ropis lo.' Juno IDfjy for Caiverl Cl Ms Ums 1 Uv 
8007t2 hr 

BEHNKF.C . HUSSELl.L B BolhmcrO Gas & Kloctr-c Co 60/06/30 lino 
46307 23ft 


S. Reportable occurrences, LERs & rolalod correspondence 


8BO0O9O196 LFH 88 0C6 00 cn 880707. discovered that scheduled serve- 'ancetc- 1 pc> 
cedure on nuxi'iary feedwater aciuahon sys inadvertenily r ol perfenrej t. 
personnel error. Porsonr.of inslrucled on requromunts W/8R0004 hr 
STAHR.R S.. RUSSELL. I B Bolfimore G.is ft ElOClr c Co 88/08/06 4cp 45-177 Jr 
464/7 215 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION, UNIT 2 


D NRC Draft/Ffnal Environmental Statements, suppls & correspondence 


0808170012 Comment on draft Stpfd 3 lo prog'ammaiic ClS 4 or lac .Ty Floocda'i 
concerns HdoqiiatoJy d scussod «n ropi 

JOHNSON.J F. Army. Dopt of. Co'ps ol fc'nymoc/s 88/07/22 STCL7 JF. Pro.o^i 3i 
rocicrato 1*4 Ip 46564 075 40564 075. 

880B 180169 Forwards " Prog rarr.m <3110 ElS for CMI ?" & Suppls 2 ft 3 W/o ends 
MASNIK.M r. Project Rrocforato 14 06/08/03 TROLLO.T j. Alfi'iahcn Not Assgr^j 
Ip 46570 254 46576 254 

B808 170303 FcrworrJs Commonwealth ol PA Dept of Environ Rosou'cos ccmme-ts on 
dealt Suupl 3 lo programmatic ElS 

KLINF.S L Pennsyivnr'ia. Commonwealth of 00/UO/O4 MASNIK.M T NRC-foCe 
bj led Affitialion Given. 7pp 46570 344-46570.350 


F. Security, medical, emergency & fire protection plans 


8807060520 Gonoric Llr 0D 10 to all power roocfO' liconscos ft holders ol Pad 9* ap- 
provals ro purchase of GSA approved security containers Svc .’isl end 
MIRAGLIA.r J Associolo Director fcf Projocl9 (Posl 87041 1) 66/07/01 Coisc'Ja'id 
Edison Co of Now York. Inc 31pp 463B6 209 4630B 329 

880728032Q Rosponrfs lo 080503 llr.providmg comimonts siomrnng Ircm NHCrevem cJ 
Rov i to omorgoncy ptan fer fociTtics fVovjdos p/oposud cha^g^s to add’ess 
concorns 

nOCHt.MQ. Gonoial Putrtic Uldtios Corp GPU So'nxb Ct*p WWW 
OFLLAMY.R H Hog on 1. Ofc oflho D rocto/. 2pp 46336 14 1 46336 154 

*•0807280401 Modified Rov 1 lo Corporuto L'murgcncy Plan 100-3 Pi N-UOOOL CPU 
Nuclear Corp Emergency Plan for TMI ft Oysio/ Creek Nuc'ea- Sfahons " 

* Gonoral Pubic UMiliOS Corp. « GPU Sorvco Corp 08/07/11. I2pp 463-J5IU 
46336 154. 


BBO0O4O247 Gonoric Llr 80-12 to all power roactor Iconsocs & applicants re travel: 
hro protociion roqu'remeuts Irom Tech S(>ecs Svc list unci .... 

MIHAGUA.F.J. Associate Oirector lor Projects (Post 67041 1) 08/08/02 Ccrso 
Edison Co of Now York. Inc, 52pp. 46463 201 46483 342 

0008120092 Forwards Safety Insp Repl 50-320/ftft 10 cn 890605 0/07 Rca on plan* -7 
closely monitor util progress m offechvo mgt ol human olomo.nt cons de'ng ixm- 1 * 
conditions at faciMy „. n .. c;j[Q 

□ETTENHAUSEN.L Region 1, Cfc of Iho Direcior. 06/08/02 STANOLR- EHt ^ 
Geretal PuWtc Uli'tboa Cotp. • GFU Servvca Corp 2pp 46625 1 49 46525 16b 


■8808120099 Safety fnsp Repl 50 320/00 10 on 000605 070 7.No v 3 ^ 
roted Mapr areas mspocled dcfueling ft Uocontam nat on achviiios, ne'ed ng P w 
impIorneniAlion of houSGkOGpiny ft f.ro (uolochon measu/os r -. 

COWGILL.C Rogon 1. Ofc of Ihe D.rector. 00/07/29 IGpp 46525 1 51 106 


6808150306 Advises that Rov i to uhi nuclear emergency plan for p'anls mee ’V£A. 
sions ol lO(:FR50 47(t))(iO) ft ccrrocily roflocts ledoral rad.clogcal Gfnff 9^:'. rls 
sponse p'on ft may be implumeniod.basod on response lo NRC rovow co • 
BELLAMY, R.R Region 1, Ofc of iho Direcior. 86/06/00 ROCHE. M B GenO'fl" 1 ^ 
Utilities Corp. * GPJ Serv.co Corp 3pp 46551:234-46551236 

0808230293 Rev 2 to Emergency Plan Implementing Procedure 5000 ADM 3054 OUt 0 - 
033). “Operat-on of Parsippany Tcchn cal Functions Cir “ ,> 7 . 

’ General Publ.c Uh'ities Corp GPU Serv co Corp. 68/00/22 iftpP 
46620.193 


G. Adjudicatory correspondence 


DOCKETED ITEMS 131 


fi$00O3W35 Summay 0/ 860719 meeting w/ulil ro hcenSQO responses to pO'tons of 
Her eri- Ltr 83-28 Aliendeos l.sl er.ci 

CR<X*ER L P Project Directorate U-3. 88/07/27. MATTHLWS.U 0. Projeci DiroclOf 

ate ,13 4pp 46412 171-46412.174. 

HAOBQ40105 Forwards UCRL 21015. "Rov.ow ol Seismc Analysis ol Hatch Units 1 & 2 
in Siruciuro Response Spectra ” Rept rosu.is show mat Un.l 2 Poor rosponso spectra 

CPOCkFR l P Pfo,cU Directorate 11-3 80/07/28 HAIRSTON, WG Georg a Power 
Co 3pp 46426 149-46426 284 

-8808040112 ‘Review ol Soism c Analysis of Hatch Units 1 & 2 InStruCluro Respcnsc 

jSmnson jj masienikov.o n . doyle.dj eoe inc ucrl.2iois U// 11/30 
i33pp 46426 152 4 C4 26 204 

8806100295 Forwards nonco ol ccns-derauon ol .ssuanco of amends lo Licenses DPR- 
57 $ NPF 5 5 oppodunly tot hoanng L>n 800902 request re MSIV Tech Spec 

Cffc^i^ER L P Pro, eel CiQcloratG U-3. 88/08/06 HAIRSTON.W. G Georgia Power 
Co 2pp 46501 03 1-46501 0C8 

• 8806100303 Nolice of cons- do: a I -on ol issuance of amends to licenses CPR-57 & 
NFF 5 8 proposed NSHC determination S opportunity for himrir.g Amends rov.so Teen 
Specs re MS I Vs „ 

CPCCKER.L P Prciecl electorate 11-3 80/07/27 4pp 40501 003 46501 COG 

3303160272 Forward s corroded Pago 6 8 to Amend 155 to License DPR-57 
CFOCKFR.LP Pro;ecl O'/OCtoraio 11-3 00/08/1 1 HAIRSTON.WG Georgia Power 
Co 2pp 46559 1 15 46558 118 

-8808160274 Corrected Page 6 0 to Amend 155 to Liconse DPR 57 
* NRC ■ No OataTed Aft.'iation Gwen 80/00/1 1 2pp 46550 1 l7-4b55fl 1 1D. 

6800250166 Forwards summary of 080725 mooting w/ultl m Region HI oic to transitional 
nuclear operations organization. List of attendees 8 handOul a'so end. 

GRACE J.N Region 2, Ole of lha P.roclor 88/08/11 HAIRSTCN.W G Georg a 
Power Co 4pp 46649 298 46649 301 

8800180437 Forwards updalod lisimg of outslondmg 1-COnSing requests for 
plant. tatu ated chrcno'ogxally by ulil sunm.iltal doto 

HAIRSTON.WG Georg a Power Co 08/00/12 Oocumonl Control Branch tOucumonl 
Coniro! Desk) 3pp 46504 312 46584:314 

0803240047 Artwses Ida 1 errata & addenda st'.cois lo NEGC ’J 137 bP sUviiiiJciJ on 
890620 w. i be w 'hhe'd.per 10CFR2 /90U>)(5). 

CROCKER.LP Pro.oct O-ractoroto 11*3. 80/08/10 HAIRSTON.WG Gocrg-a Powor 
Co Opp 46G23 264-46628 266 


Q. Inspection reports, IE Bulletins & correspondence 

8805200295 NRC Into Notice 08 032, "Prompt Reporting lo NRC of Significant lr‘.r,.dtinla 
in rowing Rad.oactivo Mall ” Svc list oncl 

CUNNfNGHAM.fi F U.vis.on of Industrial & Mod cat Nuefoar Safety (Post QY 0720) 
88/05/25. Consol dated Ed.son Co of Now York, Inc. 120pp. 46308 1 79 46390 298 

8807260284 Forwards rept svmmati 2 ing NF?C oCJio/i9 to rosl&tl Ictiowrg tconsto se»JI 
mposed shut down on BB9419 

VARGA, S A. Division ol Reader Pro;ocis * l/ll (Post 070411) REYES.l A flog on 2, 
Ofc of the 0-rector 88/07/14 MURlEY.T.E. OfLco ol Nuclear Hunclor Mef|nlal<f>n. Di- 
rector (Post 87041 1) 35pp 46292.150-46293 003 

8806010364 Ack receipt of 8B0705 response 10 violations noiod n Insp HoplS 59-321/ 
88 14 & 50 366/88- 1 4 Response found to moot ruauromonts Of \OCtf<2 201. 
BROWNLEE, VL Region 2 . Ofc of 0m Director 00/07/15 HAlRSTO.M.W G. Georryo 
Power Co ip. 46372:164-46372 164 

0806010081 Responds to NRC 880617 IU r o violations noted in insp Rrjpis 59 321/00 
15 & S0-366/BB- 1 5. (Correct, vO aciions Mamt Work 0/dOr9 1-88-2349 & 1-08-2350 initi- 
aled to roorienl two ASCO solenoid vafvo9 & Tech Spocs amonds/chor.gos mcorpo 
rated 

HAirsTON.WG Georgia Power Co 80/07/18 Document Control branch (Cocuinont 
Control Oesk) 9pp 46370.211-46370 219 

8607200162 Suppl 1 lo NRC Into Notice 0B-048. "Liconsco Hopi ol UofucLvo Rolur 
b shed Orcu t Breakers “ Svc list end. 

ROSSI.C.E. Division of Operational Events Assossmoni (Pcs! 870411) 88/07/21 
Ccnso'idated Edison Co. ol Now York, Inc. 125pp 46308 054-46380 1 70 

8807290076 Responds to NRC Bulletin 8/-002,Supp1s I & 2. "f-nsionor Testing lo Do* 
farm ,n a Conformance W/AppHcab!o Mail Specs' - Spocif.cahons " List of suppliers lor 
ferrous fasteners 1/4 Inch In diameter & greater and 

HAIRSTON.WG. Georgia Power Co 80/07/21. Document Control Branch (Document 
Control Desk) 20pp. 46357 291 46357:310. 

8807290214 Forwards addl mlo requested ro IE BuiloUn 79-14, “Se.smlc Analyses lor 
as Built Safely-Heletcd Piping Sve " Status lor Uml 2 oncl Info on Urui 1 wi‘1 do corn 
deled by end ol 1990 refusing outage 

HAIRSTON.WG. Georgia Powor Co 88 / 07 / 21 . Document Control Branch (Documoni 
Control Desk). 14 pp 46341 : 122 - 4634 1 : 135 . 

Bxtens '° n of response timo for response to Insp Ropts 50*321/ 
v 1 « j so _66/88-l2 in order to allow all involved padios lo have clear understand 
!J9 O' directions of cotteclivn aciions 

rJsli 9 Geor 9 18 Power Co. 89/07/21 Documoni Control Branch (Documem 

Control Desk) 2pp. 46357:149-46357 150. 


•-8BQ0040 192 Noire of dovialion from msp on 88052 1-C624.Duvialion noied:variou9 
thermostat sottngs fer liKo controls of diosel goneraicr rocm o*hausl fans & hoaiers 
& swiichgoar rooms fans found 

BROvVNLFE.V L Rogon 2. Ofc Of Hie Circclor. 08/07/21 Ip 404 2 1.29 4 -40 4 ;>i 294 

■•0000040195 Insp Repts 50 321/88 17 a 50-366/8B-17 on 800521 0624 V.clahons & 
deviations noted Major aroas -nspecled cperoiional safety vurificot.on.mainl observe- 
i ons, sutvoii'anco losunq cf/S6/vpacris & pby&'Cdl Socunly 

HOLMES RAY.P . MENNING J E.. ROGGE, J Rogicn 2. Ofc ol Iho D rector 00/07/21 
I5pp 46421 295 46121 309. 

0006030260 Conl.rms 800715 lolcon conenmng 000720 mgl mooting to bo hold .» 
Hogion ll ede lo dacuss emorguncy oporatr.g procedures a proced^ro updaie pro 
gram at plani Proposed rr.Get r-g agonda end. 

GRACE. JN Rogion 2. Oic ol iho Director 88/07/22 HAIRSTON, wG. Georgia 
Powor Co 3pp. 46405:140 46405 142 

880BQ t036G forwards rosponso fo NRC 803329 Iff re viOftKcns rotGd m fnsp Rep's 59 
321/80 09 & 50 366/80 09 Enel wnhhold 

HAIRSTON.W G Goorg’a Power Co 00/07/25. Document Conlrol Branch fOccurnunt 
Conuol Dusk) 2pp 46360 350 46360 359 

0807200246 NRC Bu'lolin BQ 009. InrnLlO Tubo Thmnmg -n Wostmghcuso Hoacto'S " 
Svc list oncl 

ROSSI C E Civision of Gporat'Cnal Evonis Assossment (Posi 070411) 0B/07/26 
Consol dated td-son C-o of New York. lr.c I23pp 46346 070-46340.192 

6807210218 NRC Info Nol'CO 06 052. ' Ffl.'ufO of Iniraulonno riinUOrn o< Flolci er Suit 
Anp'icator Rractiythorapy 0ov.cos Dj’.ng Hat.oni Troaimom " Svc i si enci 
CUNNINGHAM, fl f; Uiv s on of industrial & Mouirol Nuclear Saloly (Post 870729) 
08707/27. Consol OoU.r) Ed sen Co ol New York, lac lOQpp 46397.029 46397 f 36 

8B07220034 NRC Info Nolico 0B 053, ‘ Llcensco Violat ons of NRC Regu’aliors.WhiCh 
Led lo Med cal Diannosec Misadmuiisf/fllions " Svc LsJ oncJ 

CUNNINGHAM.R E O-viS'on ol Induslnai & Medical Nuclear Safety (Post 070720) 
00/07/20 Ccnso'idated Edison Co of New York. Inc 106pp. 46396 263 46397 020 

0807220192 NRC Inio Nolico 88 054, "FaLrc of Circuit Uroakfir f ol ow.rg In^lalltilion 
ol Amptoctor C.rcci Trip Altachmcnt " Svc list oncl 

ROSSi.C F Division ol Operational Events Assessment (Rost 0/0411) Pfl/07/28 
Consolidated Ediscn Co of Now York, fnc I2ipp 464 f 7 02Q -164 T 7 140 

BOOB 150003 Fcrwords Insp Ropls 50 321/08 10 a 50 366/88 19 on 8BC027 0701 No 
viciauon s c / Oovimtons noiod 

COLl INS.D.M ffeg:on 2. Ofc of Iho D-roctO' 00/07/20. HAIRSTON.W G. Georg-a 
Power Co 2pp 46552 094 46552 1 10 

*0008150004 Insp Hoots 50 321/8!) 10 & 50 366/00 19 on 060027-0701 No viohl.ons 
or cinviailons noted Ma|o' areas inspected liqud fi, gasoous radwasto mgl S 
monilonng.renclor cco'ant chomiitry & ouv.ron n-oniio'ing 

SroDDAHT.P, KAHLCJ.O. Region 2. Ole of Iho U.reclO'. UB/07/25. 15|)p 
46652.006 46552.1 10 

0G06W0272 Notification of G0O/NO mu'Otrng w/utr' in Atlanta, GA to dscuss status ol off 
rosponso lo NRC Bu'lein 05 003 ro motor opnrutod valve common rriodu fQTu'OS tfue 
to Improper sw-icft soiling Agenda oncl. 

CnOCKER.LP P/o)«CJ C./rrtoraJe 113 00/00/02 MA1THEWS.D R. Pre)cc1 Di-octor- 
mo II 3 4pp 40404 357-40404 :u;o 

0Q072B0019 NRC Into Notice 08-055. "Poioniial Problems Caused Uy Sng’o Fm'uro of 
ESP Sw nn Bus SvC 1st unci 

ROSSI.C E. Oivison of Operatonal Events Assessment (Post 070411) 08/80/03. 
Consol, dotod Ed son Co of New York, Inc 121pp. 46437 121-40437:241. 

8008030289 Svppl 2 to NRC BullOlin 88 005. * Noncontcrrr.lng Malls Suoplod by Pip.r.g 
Supniios.lnc Al Folsom.NJ & Wosi Jorsoy Mlg Co at Wi'l omstown.NJ." Svc HsL oncl 
ROSSI C fi. Ctv.sicn ol Cpvraiicoal Evonls Ansossmonl (Posi 0704)1) 88/08/03. 
Conso'idaiod Edison Co of Now York. Inc. I49pp 46530.121-46538 369 

D007290000 Suppl 2 lo NRC Bal eiin 88 008. - Thermal Shosses in Piping Conpec'od to 
RCS.’* Svc I st oncl 

ROSSI.C E O vision ol Opuraiionol Events Assessment (Posl 070411). 8B/CU/Q4 
Consol dQlod Edison Co of New York. Ir.c. 121 pp 46504 001-40504 12! 

GB0729D111 NRC into Nolico OB 056. "Potential Probfoms W/Si'icone Foam Ej*« Uorr.or 
Punoiraiion Seals." Svc l si oncl 

ROSSf.CE Civis'on of Opcraf'onat Events Assussmonf (Post fl/O-fftf 00/00/ 0*1 
Consolidated Edison Co of Nuw Ygtk, Inc 123pp. 46569.1 75 46569 297 

8808240 J3 5 Fviaf rosponso i o F(;IA /co-iosl for documonis App K documents occ>App 
L documenls par lial'.y delotod as ouls do scopo ol roguosi App M docummig pariiolly 
w.ihhuld (rof FOIA Exempt, on 5) 

Gni.MSLEY.O H NRC ♦ No Dolai'od Aff.l at:or> Givon 88/00/04 BOI.EY.K Pubic C,li 
zon's Critica 1 Mass Energy Propel 6p;> 46581.335 4650 1 342 

-8608110018 Forwards NRR SALP -npul based on mni-SALP ovaluaticns or.cl w/saloly 
ovuluat.ons proparctf during SALP Cct 1904 ♦ May 1986 period. Related docuinorua- 
lion and. 

DUDLEY.RF. PWR Project Uroctorale 1. 06/00/01. KlRSCH.D.F. Hegon 5. Ofc of 
the Director. 85pp 4653 f 343 46502 112. 

0808020095 NRC Info Nolico OB 057, "Poioniial Loss of Solo Shutdown Equ pmont Duo 
!o P/omaJi.ve SOorcn Com/oJ'od Recfifio; FaJure " Svc J^l oncl. 

ROSSI.C. E D .vision of Operaiional Evenls Assessment (Post 0?04ll). 00/00/00. 
Consol dated Edison Co of Now York, inc i22pp. 46459 125 46459 246 


8008040168 Forwards Insp Repls 50-321/00-17 & 50-366/68 17 on 000521- 062 
notices of v.o'ation & deviation 

P«°^r LC ^’ VL . ne 9Ph 2. Ofc of tho Oir&Clor. 08/07/21 HAIRSTON.WG Go- 
Power Co. 2pp 46421.289-46421:309. 


6608020102 NRC Info Nntco 80-050. "Poieniial Problems W/ASEA Brown Boven ITE- 
51L Timo-Overcurront Roiays" Svc lisl oncl 

ROSSI.C.E Division of Opormonal Evonl9 Assessment (Post B70411). 0B/OB/O8. 
Conso'idaied Edison Co. of Now York. inc. f20pp. 46530 001-46630.120. 


N ? hCe of v,olat,on from insp on 080521 -0624. Vio’uhon nofed.sys operat- 
& implerremed 80 * Q dne,a * or von Wat on sys found fo bo ^adequately osfad- 

0RQWNLEE.V L Region 2, Ofc of tho D.rector 88/07/21 3pp 46421:201-46421 293 


8008030 1 12 NRC Info Notice 00 059. "MSIV Guido Ral Failure at WaierfO'd Unit 3 " 
Svc frsf erref 

ROSSI.C.E Div,9ion ol Operational Evenl9 Assessment fPosl B70411) 06/08/09. 
Consolidated Edison Co. of New York, Inc I2lpp. 46467 01 1-46467:131. 



locorg-a rower l,o ijurur/iy. ougpp 46JJJ 101-46334.354 



--www-.w.- W.-W.V' <->■ WVIOWUI Ltfl*. 13 f'S3DS3 MUIII QMJ't.lJ OCWV:j/Uk> 

CortSOl.dated Ed.scn Co of New York. Inc 1 2 Ipp 46550 2CS 46558 325 

8806050135 NRC inlo Notice 68-OCO, "inadequate Dosigi 8 Instn'labon of Watertgbf 
Penetration Seals “ Svc list ercl 

ROSSI.CE. Division cf Cporahora Events Assessment (Posi 0/041 1) Q8/C8/11 
Conso'idaled Edison Co of Now Yo*k. Inc 123pp. 4(3509 298-465 70 060 

80080502-10 NRC Info Nohco 80 061. Control Rocm Habtabbty • Recent Revews of 
Ope'at ng Experience “ Svc liSl enc' 

ROSSI.CE D-viS.cn of Opera' onal Events Assessment (Post 870411) 80/08/11 
ConscUated Ed son Co of New Ycrk. Inc I25pp 46594 312 46595 076 

8008050295 NRC ‘nfo NoiCO 68 062, Recent Ficdngs to Irrplemonlat 0r> of OA Pro 
grams by Supcl.ers of Transpcit Packages ” Svc 'isi ©net 

BURNETT. H F Division ol Safeguards & T ranspo'taliOi (Pcsi 870413) 80/03/12 
Conscl dated F.d sen Co. of New York me 109pp 46501 155 46581263 

6608090264 NRC info Notice 86 063. “high Radiation Hazards From Yrad-atod In Core 
Doiecicrs & Cables ” Svc l si onci 

ROSSl.Ch Division ol Operations' Ever.:* AssossmenJ (Post 8704 J I) Qi)/D8nb 
Consol dated Ed Sen Co cf New Yox Inc I lOpp 46569 065 46569.1 74 

6808 1 10206 NRC lote Notice 68 C64. Repo* ling Fires n Nuclear Process Sys at Nucle- 
ar Pc/ver P.anls “ Svc list enc* 

ROSSI.CE Division of Operalioro Evenis Assessment (Post 070411) 69/08/18. 
Consolidated Ed'$on Co cf New Yo'k, Inc 10-ipp 46543 00 1 46643 104 

0 BOB 1 20327 NRC Info Notco 88-C65. Inadverte"t Crarages of Spent Fuel Pools ' Svc 
/ si cnef 

ROSSI.CE Division 01 Cpe'aiKra' Events Assossmort (Post 0704 11) O8/OB/1G 
Canso‘:daled Edison Co of Now Ycrk. Inc 123pp 46628 011-46628 133 

0806160392 NRC fnlo Notice 88-066. “Industrial RarJography insp & Ento'cerronl “ Svc 
l-sl end 

CUNNING H AM. R E Division of frrj.istnal & Wecical Nuclear Safely (Post 070729) 
00/08/22 Consoi-daied Ed>San Co Ot Now York. Inc. 90pp 46620 13-1 16628 223. 

8008160414 NRC Info Nctcn 80-06/, "PWR Ayxna'Y Focdwatet Pump Tu'Ono Over- 
spaed Tr p l a Ijre " Svc LSI end 

ROSS' ,CE (Division ol Opera* onal Evenis Assessment (Post 670411) B0/O8/22 
Consoidotod Edison Co of New York. Inc. I23pp 46643 105-46643 22/ 


R Periodic operating reports & related correspondence 

0000030101 I Ml Aquohc Study Monlhly Progress Repl for JunG 1900 ' W/000726 Hr 
RESSLER.WC Genote' PuWc UIiM.gs Co*p • GPU Serv.ce Ccrp 88/06/30 
MASNIK.M NRC No Dcla led Affi'iat-on Given I3pp 4P430 022 46430 036 

0800150195 Forwards TMI monih'y stems rcpl 'or 80060-1 0709 lo p'Ovidfl NRC mgl & 
P-h ic w/ngh'ights of sign. 4 cad events at faciitios from NRC rogu'atcry porspociivo 
COWGIIL.CJ Region t. Cfc cf ihe D.recior 60/07/13 DETTENHAUSEN l Region 

1. Ole of Ihc Drcclor 7pp 46542 107 46512 113 

08000 10063 Submits slates ol auvlary & fuel har.d’r.g bldgs ctecontam.inat on lo' 
Socord Ouener 1000 m respor.su lo NRC D4CS07 .♦» 

STANDERFER.F.R General Publ c Ut I hos Co*p GPU Servico Com Gfl/07/15 Doc 
umcni Conlrcl Branch ((Document Control Desk) 2pn 46372 181 46372.102 

0808180306 FO'WOrdS 3 Ml resdGnl 0*C mortely stetuS rept fet 880709- 0806 
COWGILL.C J Region 1, Ofc ol tee Proctor 60/00/ M BETTENHAUSEN L NRC - 
No Doiai'ed Affuai-on Given. 7pp 46590 U84 -10590 090 


S. Reportable occurrences, LERs 0 related correspondence 

8BO8O20351 PNO I 08 075 on 600720, resells of rdoperdem -nveshgat on ro operator 
sloop.ng on duly announced. 0-sc.p! nary actions mciud.ng dism ssaveasskjnmenls to 
tower POS1I10.-.9 & forma' reprimands made elfOCl.ve cn 0807 1 0 
CONTE. R . CCWGUL.O Reg on 1, Ofc o 1 the OrociCr. 88/07/20 2pp 46306 242* 
46366 24 J 

8800040191 LER 00 010 CO on 880610 & 23.ajlcmatc culling ecu p men 1 $ys plasma 
arc torch operated wh le reader bldg pjrtje SyS not Operating Caused by personnel 
faifuro Qporat ng Procedum 4210-OPS 3255 23 revised W/88072C Hr. 

WELLS.R D. SlANDERFER.F.R. General Pubic Utuii&s Corp ■ GPU Service Corn 
88/07/26 7pp 46436 115-46430 121 


T. Hearing transcripts on non-anlltrust matters 

6007290128 Transcrp! ol Adv.scty Panel lo' Decomam nat on of TMl-2 0807 14 meet.ng 
in Harrisburq.PA Pp 1 140 Related dccumeniation end. 

’ Advisory CCunrr for Docon lamina l ion of T Ml Un.1 2. 88/07/14. 174pp 46309 1 44- 
46309 317 

8008160367 Forwards correction to TMl Alorl slfllemonl given at TMI-2 Adviso'y Panel 
880714 meolmg. Reverse pages inadvertently orrmred from transcript 
MASNIK.M. Project Directorate 1-4 88/08/10 ZtCH. ROBERTS. ROGERS Commis 
siore's lOpp 46588 124 46506 133 


DOCKET 50*321 EDWIN I. HATCH NUCLEAR PLANT, UNIT 1 


F. Security, medical , emergency & (fre profecKon plans 

6807060520 Generic l.lr 88-10 lo a l powe' reactor licensees 8 holders ol Pari 9b ap 
p'ova's re pu'chase of GSA approved security containers Svc nsi end 
MlHAGLlA.F j. Associate 0.reclof lo' Prcjecls (Post 870-111) 80/07/01 Consol dated 
Ed son Co Of Now Ycrk, tr,c 3 Ipp 46380 239 46308 323 

6607260182 Forwards Rev 6 lo updated FSAR 8 Rev 3 to fire hazards analysis & fi'Q 

f troiGtf’On program for Hatch Un.ts I & 2 

1AIRSTON.W.G. Georgia Power Co 80/07/18. Document Control Branch (Document 
Control Desk) 5pp. 46330 096 46334 354. 


6807280166 Forwards rept ol changes 10 physcal security plan for tec *. 
assossmonf survoillanco.aia'm/int/usion doteciion sys.lalso & n-j» 
rate.defimtions fi, compen3ato r y rnoasuros Ropl withheld (rof 10CFR73 2 
HAIRSTON. W G Georg a Powor Co. 08/07/21. Document Control B'ar.i 
Control Desk). 2pp 46336 169 46336 170 

8808040188 Foiwards fnsp Rcpts 50-321/80-17 a 50-360/00 17 cn 01); 
notices ot violation S deviation 

BROWNLFE.VL. Roc;icn 2. Ofc Of tho Oirector 09/07/21 HAIRSTCN 
Po+terCo 2pp. 46421 200 46421 309. 

**8808040195 Insp Repls 50-321/80-17 & 50 366/00-17 on 080521 Cu?4 
dev.at-ons noied. Major areas inspected operational safety vcr.' cniiunh 
liens. Servo llanco leslmy cbsorvaiions 8 phys cal security 
HOLMES RAY.P., MENNING.J b . ROGGE. J Reg-on 2. Ofc ol the D.roci 
I5pp 46421 295 46421.309 

6806C3O f40 Rov.sed orr.ergorcy p'an impfemonlmg pfCCGdurus.indjili 
73EP ElP-015 OS, “Offs-te Dose Assossment." Rev 0 to 73EP-CIP-OJ 
nate Emergency Operations Faci ity Aclivoton,” 8 Rev 2 to C'JE** f 
860727 Hr 

HAIRSTON.W G. Georgia Pcwe.' Co 80/07/27 93pp 46420.207 -16123 

6006040247 Gononc Llr 88-12 lo all powor roacior Icensoos & applr;<nlS 
I to protection roq„irorren1s from Toch Specs Svc list end 
MlHAGLlA.F J Associate O (octet tor Projects (Post 070-1 f fj. 60/00/02. 
Edison Co of Now York. Inc 52pp 46463 291 46463 342 

6808110210 Forwards response t 0 NRC 870819 request to.' into m f:l: 
plan amends & 9oa'ch roqu-romoms Resucnso withheld 
HAIRSTON.W G. Goorgia Power Co 88/08/09 Documenl Control llr,ui 
Centro! Dosk) 2pp 46505 132-4C505 133 

8808170221 Revised emergency pfan irrp.'emenhng procodu'os.'iich/Ui 
63ER-RAD 001-0S. 'Handi ng Exposod &/cr Conlammaiod Cnsun *■<**>' 
63FP-RAO 003 OS. “Transport rig Injured Personnel to Modicnl C" VVV 
HAIRSTON.W G Georg a Powor Co 00/08/00 43pp 46567 017 4650/ 

6800170338 Forwards revs to physical SOCurity & training & qjiil lic.iVf 
w.lhheld (rot 10CFR73 21) 

HAIRSTON.W G Georgia Powor Co. 80/08/ 12 Document Conlrul IL-m 
Cont/cl Desk) $pp 4656-4 360*46504 36 1 


H. General correspondence 

8806310062 Requests NRC action to relievo unduo risk posed by QWlI i| 
l-C mslflbrily.NRH shou'd issue orrfor requ nng ail G£ DWft Iconsots In 
NRC with n 1 yr demonst'ol-nq coruptiance w/GUC ly.Related mlu unci. 
KfArr.S L Oh g Citizens (cr Rosponsiblo Fnorgy 88/07/22 Olfco of ( 
tor Rogulaiion. D.roclor (Posi 070411) 12pp 4672/ 025 46727 050 


J. Insurance & indemnity Information 

8606240140 Advises that 000729 Submllal ol hnnrc-al info for 1998 
monts ol 10CFR140 21 /epaymom of deferred premiums 
NASH. D. A Policy Dovo’opment & Tocfm-cal SuppO.-i Brandi (Post 0/1 
10. JOHNSTON.lt B Geo'g a Power Co. ip 46630 125 46630 125 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8807260102 Forwards Rov 6 fo updated FSAR A Hov 3 10 Ire hazards , 
pofocbsn ptogram fo.' Hatch l/n-fs 1 & 2 

HAIRSTON.W G Georg-a Power Co 88/07/18 Dccumont Conlrcl Rian 
Control Dosk). 5pp. 46330 09B 46334 354 

-6607260185 RQv 6 lo updated FSAR for Hatch Units 1 & 2 
■ Georgia Powor Co 88/07/18 i.200pp 46330.103-46333 180 

-0007260190 Rov 3 to “UpdRled Fire Hazards Analysis & Fug Prolucilo 
Hafch Umis ) & 2 " 

* Georg a Power Co 88/07/18 500pp 46333 101 46334 3S4 


P. Operating license stage documents & correspondence 

6007280354 Forwards notice of denial ol amends to Licenses DPR 67 & 
portunily for hearing on 870501 request lor amends, mv.smg Tech Spec 
of ado’f monitored release po.nts for gaseous effteonts 
MATTHEWS.DB Project Drectorate 11-3 08/07/18 HAIRSTON.W G C 
Co 3pp 46345.001 -46345 C06 

-0007280357 Notice of denial of amends 10 Licenses DPR-57 & NPF-f# 
for hearing on 870501 request for amends, revising Tech Specs to nl 0 
monitored release points fer gaseous offiuenis 

CROCKF.R.L P. Project D.roctorate ft 3. 89/07/18. 3pp 46345.004 4 6.14^ 

8807260370 Responds to NRC 880511 request for addl info to uli‘ UGl' 
Tech Spec amencf concerning remote shutdown panois Delerral ol 1 
quosleo until issue resolved as pari of Toch Spec improvement program 
HAIRSTON.W G Georgia Power Co 88/07/18. Document Control than 
Conirol Desk). 2pp. 46314.343 45314 344 

6800010099 Concurs w/implememation of change authorized by Amor*(J 1 
OPft-5/ re RWCU sys temp isolation setpoints based on uM 060428 ffr. 
CROCKER, LP. Project Directorate ll-3. 88/07/22 HAIRSTON.WG. C 
Co. 2pp 46363 360 46363.361. 


B170088 FO’wards safoly Insp Rept 60 322/00 06 cn 080430 0708 No violations 

otei 

/IQGINSJ.T Region i. Ole ol iho Drecior. 80/08/03 LEONARD. JD. Long Island 
' 9 h»h 3 Co 4pp 465/2 062 '16572 061 

103170092 Insp Hopl 60-322/60 06 on 8UO43OO7O0.No v.o'ahons noled. Major 
roas n spec led pi a nl oporaLons. radiation protection, socu.ty.plani 

f V£3rr^/ra ubsu/vp-i'anco & outage* activities 

K.CUGH.A R Reg on 1, OlC of iho D rector 08/08/03 Cpp 16572 056 46572 001 

3B 160766 Forwards ccrtespcr. donee w/fcca J hosps to planning guidance of FEWA 
JUidaico Memo MS I. Medea' Svcs “ Ltrs forwarded per NRC roquost 
-tOMARD.J D. long Island Lighi.pg Co 08/OU/U. Document Contrcl Branch lOocu 
R<jr:t Control Desk) 20pp 48554 .143 46554 302 


Ard/udfcafory correspondence 

06090012 ULCO response to mlervenor response in opposition lo LUCO second 
•"notion ler summary disposition ol omuryoncy b'oadcust issue sys ‘ lnio.*vono* ro 
quests sheu’d ho domed W/Ce'Uicatu ol Svc 

MAICHETT.S D Long Island Lighting Co MA I CHLTT.S D Munton A Willems //3fl8 
G&35 88/07/27 AlonnC Suloty and licunsny Board Punol 1 1pp. -1G4<J0 349 

*1G4 00 359 

100090047 Response of Suffolk Couniy.Sialg of Ny & town ol Soulf ainpion to NRC 
Slab rosponso in support cl L'LCO second motion for Summary disposal on of emur- 
Qo nty broaden s! s>s Issue * PoJii.on who: y w/o muni CoMilmatO of Svc end 
MulERMS Suflolk Ccunty. NY MILLER, M S Kirkpatrick & Lockhart 

PALOMiNO.f- G. New York. Stale ol 7/300 6032 00/07/27 Atomc Safety and Li- 
censing Bon'd Panel 10pp. 4640 f 3J6 4640) 345 

60 0090033 LILCO ronewGd oppoS'Con uj inlosvcnor proposed contention cn erno'gon- 
c:v medcaf svcs /or contain rated injured rr;d.v.d«rt/s & sr.ggeslron of tnooUiOss * 
Moves Comm ss on to d.sm ss ntorvonor proposed contoncon ol 070225 
INGEBRETSON.C Long Island Lighting Co INGEBRETSON.C Hunton A Wil.ams 
#360 6028 GU/0 7/28. commissioners f?pp 4fM0l.Cti3 «T6*fOf 105 

•&809000042 Air davit of DP Croikout on l ILCO compliance w/FF.MA Guidanco Memo 
randum MS-1* Cert licolo of Svc oncf 

DREIKORN.O.P Long Is'ar-d L:ghimg Co 88/07/23 l05pp 4040 1 Oft l 46401 . 105 

1BQ01QOO44 Forwards corrected copy of 0007 1 1 "Stall Reply lo An pen I BoanJ 00082/ 
O'der,' -ncludir.g rov.sod cover shooi. title Shoot & Ccrhl cate o' Svc w/Cl.*5 caplion 
YOlJNG.M A Ass'stant General Counsel lor Hearings //3U8 5078 IM/0//2H 

KOHL.C M . JOHN SON. W R . ROSENTHAL.A A Atorrvc Saloty and Licensiny Appeal 
Par.oi ip 46-J13.0I2-46413 020 

*•0800100055 Corrected Staff reply lo 080027 Appeal Board order* A3LAB Shou'd 
decide issues now so any controversy surrounding oxcoroso w.ll Ue ovoluatod accord 
irn to proper mierprulalion ol relevant logal bids W/CortiticalO ol Svc 
YOUNG, M A Assistant Gonera'. CcunscT lor Hoar-nys 00/07/11 Atomic Safety anil 
licens-ng Appeal Panel 8pp 40413 013 40413.020 

8806090019 Ordor • Oral arqjmcnl on apponl of hconsoo from 0(10201 li’Upl Decbion 
IBP 08 2 to bo held on 000014 In Rothesdn. MD X allocation ol t.*no for argument & 
cdor cf p«?stn)3fron as ituhcaicOSotvod on 1)80720 

ShOEWaKER.C J Atom c Sa'oly and L'ccnsing Appeal Pnnoi // 308 0825 00/07/20 
Off ce of the General Counsel 2pp 46400 360 40400 361 

0008090067 Errata.' Forwards orrala for ULCO suppl to 800010 Uriel on discovery 
sane' ons n I ghi ol Subsoqjont dovclopmonis. served on 080726 
SHtFFEY.RA Long fs'ae.d lighting Co. SHCFFEY.R A Hu-ilcn & Wiliams MOO 
663G 69/07/29 GLEASON .J P . KlJNE.J H . SHON.F J. Alonvc Snloly and L'.Ct-nsmy 
Board Panel Ip 46402 180-46402 10? 

--B0O8O9OO6B fcrralo ' Lists corrections to ULCO fiuppi to D8UG15 briul on discovery 
sanct.or^ in l.ghi ol sebsoquo-u developnienls Cortihcnio of Svc onci 
SHEFFEYR A Long Island ligiu-ng Co SHLTFEY.R A Hcntcn & Wn'Kima. 88/0//20 
Alcm.c Safety and Licens ng Board Panel 7pp. 46402 101*46402 10/. 

8608090058 Govt reply to 800720 si.ppls Med by LILCO 8 NRC Slolf seeing imposil <m 
ol sancticns.' Board should impose no sanctions & hold confcronco of couosol to dis- 
cuss schodu'ing of CLI 86 13 remand proconrling Cerldicato ol Svc oriel 
LETSCHE.KJ Suflolk County. NY. LF.TSCHE.Kd KirkpaUiCk 8 Lockhart 
PALOM1NO.F.G Now York. Stalo of // 300 6056 OO/OO/Oi Atomic Safety and U 
censing Board Panol I55pp 46402 205 46402 359. 

0000090063 LILCO reply hnol on discovery sancllons.* Dism.ssal ol Interveners Item 
proceed na & r«.»aiism conleniigns as sanction 8 rulo in favor of ULCO roaism conion 
l-ons urged W/Coriif.cato of Svc. 

SISK.K.U Long Island Lighlmy Co SISK.KD Hunlon & Wi'.hams // 380 6040 80/00/ 
01. A feme SafoJy and licons.ng Ooard PanoJ 30 pp 40402 D69 46402 107 

0808100049 NRC Stall response to inlorvorors appeal ol 000509 partial mil-al decision 
on su.lab 'dy of reception cirs * A rpuul has no meni & LUP 88 J3 slew'd he 
confirmed-Cod.i.cate of Svc end 

BACHMANN.RG Ass.sianl General Counsel lor Hoar.ngs //308 6080 00/00/0 1 
Afomrc Safely and L:cens'ng Appeal Panof. 23pp 464 J3 02 1 464 13.044. 

8808090054 Suffolk Ccuniy.Stale of NY & lown of Southampton opposition to Lll.CO 
unaufhonzed & imporm.ssib'e response <o iniervenors response fn oppos-don to 
UlLCiO second mot:on for summary deposition ot... * W/Coruficate ol Svc 
MISSAL. M J Sullolk County, MY M1SSAL.MJ Kirkpatrick & Lockhart 
PALOMIN'O.FG Now York. Sloto of a300 6856. 80/00/02 Aiomic Safety oncf Li- 
ters Jig Board Panel 31pp 46401:215 46401.245. 

8608306103 Roquasis assisianco ro possible decom.ss'onmq of planl.lor rosponso by 
C.O.D on 860004. Served on 000003 

HCCHBRUECKNER Houso ot Rep //38B G051 00/08/02 2EGH.L W Comm:ss.on 
ers ip 46642 047 46642 047. 

8808890038 Provides NRC ofhcial hours & procedures tor filings ;n proceedings Served 
on 880904. 

SHOEMAKER.C J. Alom:c SalPly and Licens'ng Appeal Panol. 0380 6058. 00/00/03 
Olfice of lho General Counsel ip 46401 266 46401.206 


0800090061 Discusses two concerns raised by LILCO brio! in opposiimn to iniervenprs 
appeal of licensing Board pariial initial decision on suilabil ty of rocept on ctrs 
CASE.DT Suffok County NY. CASE O T. Southampton, NY CASE.D T Now York. 
State of //308 6061 00/08/03 KOHL.C N, ROSENTHAL.A S . JOHNSON. W R 
Atomic Safely and Ucorivng Board Panel 2pp 46401 360*46401 36 1 

0000150031 Reception ctr appea' * Advises that Suffoln County 800803 Mr ro miewo 
ro/s appeal of ASLD Panaf iniha) Decision L0P 08-L1 coofi*ms Board docMcn & oral 
arguments w.H make no dpltorofpco in outcomo 

LCUGEHS.M J. Long island Lighling Co LEDGERS. M J Hunton & Wmoms //HOG 
6095 88/08/00 KOHL.C N , ROSEN THAl.A S . JOilNSON.W R AiOtn c Solely Qr,d 
Licensing Appeal Panel 2pp. 40464 052 46404 053. 

80OB15OO47 Rullnl* Ciou'ily.Slalo of NY & lewn ol Southampton response to LILCO ro 
nowud opposition to govis proposed conteriuon on emergency mod cal sves for con- 
taminated m;ured md v dja'.s & s-guosnen ol muotross * Ce:til:cato ol Svc oncl 
MILLER.MS. Sullo'k County, NY. MlLLEH.M S Kirkpatrick S Lockhart 
PALOMINO.F G Now York. Sialo ol //3B8 6991. 80/00/09 Commissienorb 23pp 
464C4 002-46464.084. 


0800300167 Advises that <;uGsl-ons re Iconso unnslers & doConvTiss.orrij not 
(i mefy.per HochbruocknQ: request DM seeks full penver OL for plinl 
RQVELEY.Wl L C ng Island l ghlipg Co RLVELEY.W 1 Hudon 8 Wilmms //J08 
6899 88/00/09 2ECH.L W Commissioners 7pp 46642 007 4 6642.0DB. 


80001 00054 Order.* Requests namo ol -nd./iduul presening arcument ro 8Q0314 pnl 
appeal ol Ooaid Partial ir.ii«al Docis on IBP 80-13 r.o lain.' Ilian 0QD9O2 SenieJ cn 
000015. 

SHOEMAKER.C -J Alomc Soloty and Lico.'is.r.g Appeal Pane'. //3U0 6906 80/08/12 
OlliLD Of the Goncral Counsel 2pp 46512 173 46512174 

OOOB 100059 Heconslitul'on of ASl.AB ’ TS Mooro.Chairman & AS Rosonih.il & HA 
tVi.bor.mwnbers Served on 080015 

SHOEMAKER.C .1. Atomic Saltily and Ucorisiny Appeal Panol r/380 6909 80/06/12 
ip 46512 172*40512 172 

8B0B1B0082 NoMies of roconstiiut'On ol ASI.AB.TS Mooro.ClM rrnan & AS flosenlhal & 
HA WilbO'.rnomuers Rotated correspondence 

KOHL.C H Alom.c Safety and Licensing AppoM Panel // 3GB b r J14 00/08/ 12 Aiomic 
Snfoly and Llconsmg Appoal Panel, ip. 405 12 166 46512 166 

0000 180047 Notice ol oral argument * Notilms that oral argument o:t toirtl appoal of Suf- 
folk Ccuniy.Stato ol NY & town ol Sculhampton from Board 000500 Parila 1 Irrlioi Uu- 
ersron LW> 86 1 3 w.ff bo hcnM on 0000 i ?. Served on 0008 f G 
SHOEMAKER.C J Alcmc Saloly ond Uconsng Appoal Par.oi. ff 3Q5 6915. 88/00/15 
IP 46512 361 *16512 961 

0800180005 Notice of orol argumont ’ Oral amuir.onl wi’i liO hoard on 80091-1 .n 
QeihosdaMD ro LU.CO appea 1 . of ASLB Initial Decision LBP B3 2 Served on 88081G. 
SHOF.MAKFH.C J Atomic Saloly and Llccnvng Appoal Panol. //3B0 6917. 8O/C0/15 
ip. 46512 107 40512 1 G? 

0808260046 NRC Slab fospor-.su to LILCO renewed opp<)S4ion lo mlcrvonors proposed 
coniontion on modcal 5vcs for contam.raiaU inprcd mchv duals S suijgusi on ul monl- 
nosb * Motion sfio-fd bo denied Ccrf.frcalo uf Svc ond 

CLARK. L B Assislanl Gonoial CuuribOl lor Hoaungb //380 G932 00/00/16. Cumrr.is- 
H'Cmors l5p(> 4651)2 262 40592 270 

8006250018 Advises dial aulhor wll prosenl cml nrguinonl on 000914 re appoal from 
LOP-08 2 

YOUNG.M A Assistant General Counsul for Hoanng9. //3G6 GO 53 08/08/ 23 
SHOEMAKER.J.C Atomic Saloly and heonsmg Appeal Panel tp 40502 317* 
40592 317 

0000250020 Ailvisos that audio* w»‘, prosont ora' nrgumoni lor NRC on 080914 on 
Oppoaf from Ooard 800500 pmliar impaf decision on suiiafji'rty of rocoplion Cf^s 
0ACHMANN.R G. Assistani General Counsel for Hoorr.ge. //3O0 G954 08/00/23 
ShOEMAkER.JC Atomic Saloly and Uconsmg Appoal Panel tp 46502 316* 
40592 316 


H. General correspondence 


8000310062 Roauosts NRC aclion lo relGvo unduo nsk posod by OWR ihcrrra' hydreu- 
l:c insiabll.ty NRR should Issue ordor roqu.nny a'l GE BWR Itconsooa lo suEm.l rept lo 
NRC w.lhin 1 yr domonsirnling compliance w/GDC 12.Rola1ocJ mlo or.Cl 
IIIATT.Sl. Oh-o C'li^ons lor Responsible Enemy 80/07/22 OU.cu ol Nuc'oor ftoac 
tor Rogjalion, Urociof (Posl 070411) 1 2pp. 46727 025 46727.050 


P. Operating license stage documents & correspondence! 


8008040360 Forwards response 10 Genoric Ur 80 01, "NRC Position on IGSCC in BWR 
AuSlonihe StynJess S/coJ P<p n<j " 

LEONARD JD Long Is'and LiglUmg Co 88/07/20. Document Control Granch (Docu- 
mont ConUol Desk) 14pp. 46434 289 46434 302 

6808230117 Partial rosponsu to KOIA roquost lor documents ro plant. App A documents 
end & avoi'nblo in PDR. 

GRIMSLEY.OH NRC • No OoiQ.'Od Affii-ahon Gwen 00/07/20 JOHNSON, G E. 
Swld'or & Berlin 4pp. 46501 267 46581 270. 

-8700260307 Forwards fupl ro Icons'ng & rosiarl SChodulus.por ECO 070727 
memo Inlo wiil bo prov.dcd wookiy. 

FUNCHES.J L Program Manaqomont. Policy Dovofopmonl & Anniysts SlaJJ (Posi 
070411). 07/00/21. HAYES.BU OlliCb ol Inveshgohons. Ilpp 465B1 312 4Q581 322 

80OBOBO1&2 Suppl 11 to Slaitup Ropl for May*Auq 1938 " W/880803 fU. 

SCAUCE.J A , STClGEH.WE. lEONARD.JD Long ts'end l ighting Co. 88/08/03 
I5pp 46450.309 46450 323 


132 DOCKETED ITEMS 


8800040062 Suppl 1 to NflC Into KOhCO R8-004. Tnadoqt-aie Oual !*ai-cn A Documen- 
tation ol Fiw Bamer PcnetM* an Sea's ;* SvC -St en C l 

ROSS' ce Civ. sen oi OfC'at'onai Events AsSOss^ntlPcsi 070.11)- 61 00 9. 
Consc' dated Lcison Co Of Now Vo* *nc I2lpp 465-8 205-46558 325 

8808050135 NRC Mo Nctce 68 060 "inadequate Design & Install on of YttAefttf* 
Per.tlfstio.'i Sc3ls Svc list encl n • a?niin ar/pa/i i 

RQSSI .C E Ovson Cf Operational Events U bb,Z9 

Cor.so‘ da'ed Ed son Co of New York. Inc I23pp 48559 298 465/0 060 

8008050248 NRC Info Ncic* 6B-C01. Control Rocm Hab-tabUy - Recent Revows of 

ROSSl.Scf *Kv5on e of ^Cperai cnal Evenis Assossnuwr |Po»i a? 0411) W/08'll. 
Ccnsc'idated Ed sen Co of No# Vcrk. me I26PP 46594 312 46595 076 

8808050295 NRC inlo Nol*o 8b 062, ‘ Rccer: F.ndmgs rn fmpleme.-’ation of OA Pro 

crams by Sopp'mrscf TransDcrt Pack egas' Svc 1st one D _ ft<lt . (i 

BU'RNFrT.n F C vision oi Safoguarcs A T^nipcna.orj lPo.1 6704lS> QQ/0RM2 
Co-so dated Edison Co of New Yo*k. ire I02PP 46591 SbP-'-GSOI 263 

8608090264 NRC inlo Nonce 68-CM. >-<gh Pad ahem HawdS F wn <«ad at<Jd In Co*Q 

Ceiocto's S Cables ' SvC ’ist en:i , . . aa/pa/i*. 

ROSSI.CE D v.son cl Ope.-aucnal Events Assessmoi ^Posi 8/041 U 00 C8 
Cense I dated Ed son Co c» New York, tne V.Opp 46669065 46669 174 

8808180010 Nab! cal o» of rosehedu'ed 609B18 frceifig - w/ul! ! «■ "Ada" Ub.G- * l ° 

NRC Bu’lem 85 COT re motor- operate vaNe common made laiue duo to improper 

CnOCKER.UP Project D rectoralu II 3. B0/C0/16 MATIHEWS.DB PfO.OCl Creclcr- 
ale 1' 3 4pp 46593 120-46528 123 

8B081 10206 NRC inlo Nonce 88 064. "flepcni-g Fees n Nuclear Process Sys ai Nude- 
a- Power F'ants " SvC 'isi end Q , n ., n n p/nn/m 

ROSSI CE D.vison cf Operational Evenis Assessment (Posl 870411) 08/00/18. 
Conso' da:cd Edson Co of New York, me i04pp 46643 001 46643 104 

8808120327 NRC fnfo NciiCC 08 065. "Inadvertent Cranages of Spenl f uel Pods Svc 

ROSslcE O.v.yan of Cpuratenai Evenis Assessment (Post 070411) 89/08/ 18 
Ccnscl dated Ed.son Co of New Ych. ir.c 123PP 46628 01 Mb6i8 133 

B8QB 160392 NRC *r?o Not CO 89 066. TnduSfnal Rad.og'aphy Insp & Enlorcemonl Svc 

CUNMsGHAM.Hfc D.v.scn of ’ndusina’ & ^°dC6? Njc'ear Safely . < p ° s * 

B8/C8/22 Co-~.sc I. da fed Ecfiscn Co of New York. Inc 9Cpp 46620.134-46620 223 

8808160414 NRC Ido Nonce 88C67. PWfl Avid ary Eeedwaier Pump Tuibno 0<et- 

n P O^S| T CE F 0.vson S d Cperancnal Events Assessmer.1 (Post 870411) 86/00/22 
Ccnsoi' dated Ed son Co of New Yoik. me 123pp 46643 105 46643 227 


R. Periodic operallng reports & related correspondence 


8808230001 Monthly cpe:a1i~y ropis ter Jul 1980 for Hatch Unis 1 
BFARD.R M . HAlRSTCN.WG Georg a Power Co B0/O7/31 
4660/103 


& 2 W/080012 Hr 
l2pp 46607 092- 


S Reporfahfe occurrences, LERs & refaled correspondence 

8807260293 Specfll Rept 88-005 on 880505.h.*e wrap ret msiaiied on cab'e 
raceways Caused by inadequate qv.idar.co re appicaton of App R 
rcouro.nGnis Umbra condition for operation eslabishod fer each nd vidua' raceways 
HAIRS fON w.G Goorg-a Power Co OB/07/21. Docurront Cor.'rol Branch (Document 
Control OosM 7pp 4630-1068 40304 074 

8808160279 tER 87 004 01 on 07O415.deferrr.iied lhat mam conirol room environ con 
'/oi room onvron conircl sys not smg’e fai’ure proof Caused by design 
dohe oncy Dove;opment ot |JStification for cod.n^ed operaicn underway W/880BCB 

TIPPSSG HAlRSTCN.WG Georgia Power Co. 88/OB/O0 9pp 46500. 097* 

46560105’ 


DOCKET 50-322 SHOREHAM NUCLEAR POWER STATION 


E. Security, medical, emergency & fire protection plans 


8008190269 Discusses Cb QClrves fer p'arl exercise schcd.jiod for 000607 0D ExCOp 
tons lo ob p nct.ve9 fisted incijd.ng Cb.eci-ve 17 re di&mbjtion & adm'nisiiaiion of po- 
tassium iodide to pjbl.c. 

KRlMM.RW Federal Emergency Management Agency 88/05/13 CGNGCL.FJ D.vi 
s«on ol Radiation Proiect-on & Emergency Preparedness (Post 0701 n) 14pp. 
46595 115 46595 128 


BB083 10244 EGA request for documents ro emergoncy response plan lor fac lily 
BE LAIR R R Kirkpatnch & Lockhan 89/05/25 VANDEHVALK.B Transponaion. 
Depl of. 6pp 46654 352-46654 357 


8807060520 G0“.©nc Ltr 89-10 lo all power reactor Iccnseos S holders of Part 95 ap- 
□'ova's re purchase oi GSA approved security coma ners Svc list onci 
MIRAGLIA.E J. Associate D. rector fer Projects (Post 070411) 08707/01. Consol dated 
Edison Co of Now York. Inc 31pp 46309 299 -16380 329. 


8008080138 Partial response to FOlA request for docuremsForwafds App C docu- 
xr.onls & documents avo 'able m POR _ i# 

GRIMSLEY D H NRC • No Dotaled Alh ration Given. 08/07/07 8ELAIR.R R. Kirkpat- 
r,ck & Loukhart. 3pp 46407 1 15- -46407:100 


-8805040049 Requests ihroe individuals to assist in representing staid & focal govt po- 
s.tions during emergency p'anrmg exe/c-ses to bo conducted try FEMAGu.dance as 
to experience background cf peop'e needed for exorc-sos end. 

JOROAN E l Office for Analysis & Evaluation of Ocerat-onal Oaia, D-reclor. 88/04/ 
28 KRAMMERER.C. Slate, local & Indian Tribe Piogiams 2pp 46407. IBS- 
464071 89 


-8B051 10329 Adv.sos that socond gradod plant exercise wi-1 be corduaed oi 8^- 
09Sta'o & local olbcials refuso to participate in emergency response piair..*n 
ibquesvs spaco to operate tederal ‘ ccnirol co*‘ ' to s mulaie sia’e A heat 
JORDAN E l OHiCO lor Anolys.s A Evaluation of Oporat-onal Dam. Drec'or Sf 
29 BELLOWS.J. Energy. Dept of Ip 46407 190 46407 190. 

-0005190018 Forwards draft offs»lo control plan for EEMA Rcg-on I' Requests r 
of Section 4 dealing w/gu dancu for contrcllors who wi” be si.Tuat.rg stale & 
oil cials F.rai d »&n w.H Po used to develop p’an lor oiher p‘ani 
SPESSAHOR-L Division of Cpcraional Assessment (Post 070413) 88r0 
OlMSTEAO.W J Assistant General Counsol lor Hoa' rga 2pp 4Q407 131464C 

-8808080142 Summanzos meotng w/FFMA /o discuss on on how to approach £< 
4 schedu mg of plant oxercise gjidnnco for o*orcisus w/o state & focal go/sR 

SPESSARD R L Inc dcnt Response Branch 00/02/1 1 JORDAN. E L Clhce \zi 
ss & Eval-jalion of Operational Data. D.r Oder 33pp. 46407 124 46407 156 

♦•8008000146 Discusses draft control plan 8 /uquuSl review of c’ani' ag-e 
roachedplnn wll then ho mcdif od to cover Seatrook stuahen Dra'l coni'd pla- 
WEISS B Office for Analysis & EvB’uniion ol Operaiouei Daia. Drocio* 6B' 
CONOVAN.D Fedora 1 Emergoncy Management Ager'cy 3lpp 46407. 157-464' 


>8608080153 Ciscussos 800602 lelco.n ro epeomny plant exorcises NRC s: l h 
liner .merest n exercise & rr.jthcd of conduct. 

WEISS B Incrdcnt Response Branch 63/05/03. ZECH.G tncidunl Response E 
Ip 46407 103 4840/ 193 


.0808080160 Sumnxa'Y of 080423 EEMA mcoimg w/uui lo ossum mat al pant 
cerned w/conduci of plant oxorciso had consislonl undcrstand.ng of s:uai-0n 
WEISS OH Incidunl Rnsponso Branch fifl/05/03 ZECH.G G lnc«der! Re 
G ranch 5pp. 40407 194 4 140 7 1 GO 

0808080164 Discusses 880425 tclccn ro plant OxurciSOS Expresses ccrcc-m r 
cleanly ol hO« Comm scion would trako (rnal detern mahcn on adeqjacy o' 
omcrgorcy responso plan 

WEISS BH Inc dent Rosponso Branch 00/05/04 Incident Response Bran.l 
46407 109 46407.233 


-B8O0O8O17O Ack 800509 lolccn .n response to L Spossa^f 880429 memo re: 
review & comments ol droll p'ant control plan 

WEISS, BH Inc dent Response Branch 80/05/09. Incident nosoenso B*ar:l 


8608100176 Rovised omcrgcncy p'an imnlomonling p'ocodjros.inc udnq Rev 6 


Pr-mary Coo’ant Sarrp.mg 
* Long fs'and Liyfit ny Co 80/07/13 I92pp 


465B7 055 46587 246 


8807280090 Towards "Tohil Popolat.cn Doso Calcu'at on,“ Ircm V'EVA ete 
003 70 7*0!) 

LEONARD.J.D. Long Island Lighting Co 0U/07/20 Oocumenl Control Grand 
merit Control Doskl 7pp 46340 102-46348 00& 


-88072801 14 ’Tolal Population Doso Calculaiicn '’ 

4 Lcng island L.ghling Co 00/07/20 550pp 4634b 170-40348 069 


0808160312 Pa'Uat response to TOJA roqeesl lo: documents re oMsilo er 
plan rorwa'ds Apn F tlocemonis Apps E A F tJoccmonts avo Ifltle m FDR 
GRIMSLEY. D H. NRC ♦ No Dota lea Allil aiion Givon 80/07/21 BELA-r.hh 
rick. & LockUact 4pp 46523 137 46523 270 


-0001290133 Fcrwords I si of p.'incpal contacls.mclud.ng ul<l & N ' RC - 
cocidmat on lot FtMA rov ; ow ol ukl local otlsilo ramobgcal cmorg.ncy 

CONG EL, F J. D-vl5:o n of Radmllon Prolociion & Emergency Pfcparodnr 
S70411) 80/01 f26 KRlMM.RW Federal Cmorqoncy Monagemonl Age. 
46523 267 46523.2GB. 


-8805090155 Forwards ut-l Rev 0 to Shoroham OtlsUe * Imetq 

sponse Plan Requests findings on whothor p'an meols mtonm cnla-a wro 
CONG EL F J. D. vision of Radiailon proiecnon S Emergency P f tparedn 
070411). 00/01 127. KnitfM.ft.iN. Fetter at Emergency Manogomonl Age. 
46523 269 46523 270 


-8804280370 Partially withhold responso to 080415 memo ie «cS^cdtoLnq o 
lor facility NRC supports revised schodu’inq of 
licensee Conl.rmalion of FEMA ability to support scho J Jo cnangos re vjj 
STOHRJP Dwlson of Rad.auor. Proiecnon 6 Emergcr^y f-repsedn 
870411). BB/04/2 2 KRJMM.R W NRC • No Dele led Aff.l-at-on Gwen ip 
46523266. 


-8804260378 Responds to NRC requosi to conf.rm in w/.t-ng ubl w- 1 - 
projocled FEMA graded offsite emergency proparodnoss oxotciso oa e 
88C61 3 to wk of 080606 Changes acceptable ’^ wpr No D 

LEONARD JO long Island Lighting Co 88/04/20. BROWN.S NRC • No 
fi'.alion Given 2pp 46523 265 46523 266 


-6008160387 Presents plan to addros9 refusal by Staio of CT to participa 
1988 fee Illy/ local emergoncy responso orgamzat-on o^otoso. 

CROCKER, D.N. Lcng Island Lighting Co BB/05/03 BROVvfN.S * 
All hation Given. I01pp 46523; 163-46523 263 


008310248 Responds to FOIA request for documoms 
oxercisos. Document i listed on app available m PPR & Docurn 
available in PDR. „ fl . nn , ni oplAIRR 

GRIMSLEY, D H. NRC • No Doiailed Alfihat-on Glvon 00/00/01 BtLwn. 
r,ck 8 Lockharl 2pp 46654:350 46654:360. 


8808040247 Generic Hr 88-12 lo all power reaclor licensees & appl -.anis 
fire protection roqulremonls from Tech Specs Svc I si ericl A/n? Ci 

MlRAGUA.F J Associate Owoctor tor Proiecls (Posl 0/041 1) 88/08/dZ 
Ed son Co of New York. Inc. 52pp. 46463 291-46463.342 
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9909250133 Third part-al response lo FOIA request for documents App C documents 
end & avar’at/Q * n PDRAddl records referred to Depl of Commerce & DOi for /ov ew 
& d rod response 

GRlMSlEY.D NRC • No Cotaiied Afflialion Givon. 08/07/21 MCMILLAN ,J. A O'Mol 
vony & M ytTS. 5pp 46605 MO 46606 1 19 


•-880B250221 Forwards communis by Enwon Science Svc Admin on PSAR pQ' 


67O725.C0l8.il & 1 7 requosls. 

SHAWM NRC No Doiai'ed Alfihaticn G.ven G//09/01 
la-'e-d AKi iaiion Gwen 2pp 46605 231-46605 232 


MQHRIS.PA NRC * No Do 


9908040155 Forwards Amends 29 & 28 10 Liconsos DPR 0O & OPR 62. mspcciivo'.y & 
safely eva'uation Amends rovse Tech Specs Section 6.rorr.ov.r.g orgam/alion charts 
& charting titles of certain mgt personnel .cons-stont w/Gononc Hr 08 06 
ROOD R Pro joc i Directorate V 80/07/25 SHlFFER.JO Pacific Gas & Elocinc Co 
4pp 46432 201-46432 222 


-6808040159 Amends 29 & ?Q to Licenses DPR 80 & DPH D2.fOspoCt.vOly. roving 
Tech Specs Secion fi.romoving orcam/alion cf'A'Is & changng hllos of certan rngt 
perscrnol, consistent w/ Generic Ur 00 06 

KNIGHTON, G W Prc|ect Directorate V. 60/07/25 Hpp 46432 205 4643? 218 


8808040164 Saloty evaluation supporting Amends 29 £ 28 to Licor.ses DPR UO & 
DPR 8?. respectively „ 

* Offica of Nuclear Reactor Reijuldt on, DirriclOi (Posl 8704 1 00/07/25 4pp 
46432 219 46432 222 


8808230190 Fonva'ds mall fo update Nos of plant drawings VV/o end 
SHIPPER J O Pac-f.c Gas & Electric Co 00/07/27. MARTIN.J B . FlSH.R.F. Region 5. 
Ofc cf Iho elector tp 45912 11145912 111 

8808050332 Fcrwa'ds F<nal Ropt of Diablo Canyon Long Term Seism c Program." Pro 
•ntom clearly demonstrates adequacy of soismc des-nn & rnargns for P'ant structures 
&RAND.OA Pac if «c Gas & Electric Co 80/07/31 Document Conirof Granch (Oocu- 
menl Control Desk) tp 46446 001 46447 342 

-8806050330 "Fral Rept of Diablo Canyon Long-Term Soism.c Program " W/ 31 over- 
see enc's 

* Pacfic Gas & E’eclnc Co 80/07/31 ?0ipp 46446.002-46447 J42 


8807220034 NRC Info Notico 80 053. "L'censoo Volafons of NRC Hegulaf ons.Whch 
Led io Medical Diagnost c Misadm-n strohons " Svc l.ai ercl. 

CUNNINGHAM. R L Division of Industrial & Medical Nuclear Safety (Post 070729) 
00/07/20 Consol dated Edson Co of Now Yo*k. trie lC-6pp 46396 203 46397 02fi 

6607220192 NRC info Not Co 08 054. ' Failuro of Circuit Croaker FoTowr.g Insla'lanon 
of Amptectcr U.rect Tr.p Attachment ” Svc list encl 

ROSSI, CE Drvston of OporolO’'af Events Assessment (Post 87Q4M) 00/07/26. 
Consol-daiod Edison Co of New York. Inc I21pp 46417 020 46417 140. 

0007280019 NRC Info Nofrce 08 055. ‘Votonhai Problems Caused by Strtq'e FfrUro of 
ESF Swing Bus." Svc hsl encl 

ROSSl.C E O vis on of Operational Events Assessment (Posl 070411). BU/0B/03 
Conso'itiatecf Ed.son Co of Now York, fnc f2fpp 46-137. f2f 46-137.24 f. 

8000030289 Suppl 2 fo NRC Qui’otn 08 005. "Noncchlorm.ny Mads Supp ied by Piping 
Supplies .Inc ot Folsom.NJ & West Jorsoy M/g Co at Wi'fiamsfOWn.NJ " Svc f st onef. 
nOSSI.CE. Civ.sion cl Oporalit;nal Events Assessment (Posl G7U411) 88/00/03. 
Con soldo led Edison Co of Now York. Inc 140pp 46530 121 46538 269 

0007290000 Suppl 2 lo NRC BuTotm 88 000. "Thermal Stresses n P.pmg Connected lo 
RCS " Svc 5st crcl 

ROSSI, C E Division ol Operational Events Assossmonl (Posl 0704)1) O0/CB/O4 
Consolidated Ed.son Co of New Yo'k. Inc. 1 2 1 pp 40504 001.40504.121. 

00072901 11 NRC info Nonco BB-C56, ' Poiontiai Problems W/S.Lcono Foam Fco Garner 
Penetration SoaK" Svc lisl encl 

ROSSl.CE. Uiv.S-On Of Operational Events Assessment (Post 070411) 88/08/04 
Consol. dalod Edison Co of Now Yoik. Inc I23pp 46569 1 75 46563 20 / 

80OB16DOO3 Advises rhar yt/J 800307 response to NRC UuJpf n 0(1-001. “Oolocts In 
Weslinghouso Crcuil Croakers” salisfaclory 

ROODJl Pro ect D.rec1orato V 88/09/05 SH'FFER.JD Pacifc GflS & Electric Co 
4pp 46550 t? J -46559. J24 

8808190076 Forwards Insp Ropls 50 275/88 17 & 50 323/88-16 on 890529 07 tO No 
v.ofabons noted 

?iMMEnMAN.n.P Rcyon 5, Otc ol tno Director. 88/08/05 SH.IFFERJ D. Pacific Gas 
8 Electric Co 2pp 46598 136 46598 162 


8808110171 Forwards proprietary WCAP.11312. ‘ Wosimcjhouso Owners Group Tech 
Spnc Swbcomm ire-e Hcncrc' T op Oreukcr MBinf/ Surveillance Optiml«dion Program " 
R t pi w.thhold (rol 10CFR? 790) 

SHiFFER.J D Pacific Gas & Electric Co 88/00/01 Document Control Branch (Docu- 
mars Ccnt'of Desk), tp. 46499 357-46490 357. 


8806190186 Forwards SP Nilchmnn Ihosis. “Toctcn'c Geomorpfiology S Nooioclcr.>cs 
of San LcH Rango.San Luis Ob spo Co.ntly.CA " 

SLEMMONSDB Nevada, Un;v. ol. fTono. NV 08/08/12 MOlftMAN.B NHC • No 
Dola led AMi'iahon Given 2pp 46593.121 '46593'254 


■8808190189 "Tcdor.ic Geomorphoiofty & Ncolcclonlcs of San Lus ITRr-.go.Snn Luis 
Ot; spo Co-jnly.CA." ihas.s W/or.o oversize drawing 

NiTCHMAN S P Nevada. Univ. of. Rono, Nv 88/05/31 1 3 tpp 46593. f23- 

46593 254. 


8808240025 Forwards SER re proposed method ol implomonting roQuIromcnls of 
1CCFR50 62 (ATWS) Henuosts thal «jlil cont.nuo w/scfiodulcd inst«llui.on A implo- 
mediation of proposed ATWS design until NRC rov.ow of uso ol Toch Specs fer 
ATWS complete 

HCOD.H Pfojoct C.roctoralo V 08/08/15 SHlFFER.JO. Pacific Gas & Electric Co 
Cpp 46029 135 40629 153 

.*8808240031 SER proposing use of Tech Spocs lor ATWS requirements until NRC 

rpwsw comprored 

' NRC • No Oeia-lod Affiliation Given 00/00/15 13pp. 40629 141-46620 153. 


Q. Inspection reports, IE Bullellns & corroapondonco 


-8808190079 Insp Routs 50 275/88 17 & 50 323/88-16 cn 880529-0710 No v:olat nns 
or deviation rotoaMajO' «rf?as nspoctod plant eporations.mant & survoi la^.ca 
activitio9.foi:owv,p of cns«to oveuts.cpcin items & ( FRs 

JOHNSTON K.E , NARDUT.RP.. MbNDONCA.M M Reg On 5. OlC of lho Drocinr. 08/ 
00/03. 25pp 46590 139-46500 162 

QB08020095 NRC Info NoLco 8B 057. "Potontml Loss of Safe Shutdown Equpmont Due 
to Promuluro Si'icon Coniro'lod Hoctilior Fai'uro " Svc list eccL 
nOSSI.CE Div slon Of Operai.cna' EvonK Assussmeni (Post 870411). 80/O3/C8 
Conso’idaiod Edison Co cf Now York. Inc I22pp 46459 125-4 04 59 240 


Q80Q020102 NRC Into Nonco HQ-05B. “Potonfal Problems W/ASEA Brown Oovori ITE- 
51L Mmo Ovcrcurronl Relays " Svc list end 

HOSSJ.C E Division of Oporoiional Evenis Assessment (Post 070411) 00/015/08 
Consclidahid Ed'tion Co of Now York. Ir.c l?0p;i 46530 031-46538 120 

00OflO3Ofl2 NRC fnfo Nnlico 00 06!) “MSIV Gurie Ra-I Fniuro al WalOflcrtl Unll 3" 
Svc list onc< 

ROSSt, C E. Civis-.on of Onoranopol Events Assessment (Post 070411) Q0/OU/O9 
Consolidated B<f>soti Cq of New' YP.'fr, Inc J2fpp 46407 0) J -4(3467 J 31 


8808040062 Suppl i to NHC Inlo Noii^o 0B 804. Tnoticquato OuoH.caiicn S Oocumon* 
ration ol Fire danier ConcHaton S*a/s " Svc Irsi and 

ROSSI CE Division of Operatonal Evrmis Assnssmonl (Posl 07041 1) 08/C8/09 
Consol.dalcd Edison Co Of Now York. Inc 121pp 46550 205 46558 325 


0808850135 NRC Inlo NollCO 88 060. "Inadequate Dos.gn & tnsialialicn of WfltO'ljghl 
Penetration Son's." Svc list or.cl ^ _ 

ROSSI, C G Division of Opnraiiona' Events Asaossmor4 (Post 8704 if). 08/00/n. 
Coosolidotod Edison Co. of Now York. Ir.c. I23pp 46560 290 46570 u60 


0005200295 NRC Info Nohco 88-032. "Prompt Roporlmg lo NRC of Sign-licani Ir.cidonts 
involving Radioactive Mali " Svc I si oncl. 

CUNNINGHAM R E. Div.sion ol induslnol & Medical Nuclear Safoiv (Post 870729) 
00/05/25 Consci idafed F.d'SOn Co of Now Ycrk, Inc. 12Gpp 46308 179 4C308 200 


8B08050240 NRC Inlo Notice ftU 0G1, ‘ Control Room Hatutab-lily ■ Rocont Rov ows of 
Operating Ejrpnnonco." Svc 1st encl. 

ROSSI, CE. Divis-on ol Opcrnhonnl Evonts Assessment (Posl 0/0411) OO/OB/li. 
Censolldatod Ed son Co of New York, Inc I25pp 46594.312*46595.070. 


6008630193 Forwards Jnsp Hupig 50-275/08-16 % 50 323/80 15 on 800531 0603 & 
0613-1 7. No vidat ong cr deviations notod 

2 If/, MERMAN R P Reg.on 5 Ole Of the Oiroclor 00/07/13 SHlFFER.J D. Pacific Gas 
& E'ecfr.c Co. 2pp 46404 276 46404 2flD. 

-8608030194 Insp Repls 50-275/08-16 & 50 323/80-15 on 880531-0603 & 0613-17 No 
v a.'atrorrs or dcwai-cns noted Ma/or areas tnspoctod.Qvulaaiion of liconseo OA pro 
gram for control of measuring 0 tost equ-pmont & surveillance losing 
PEREIRA. D B Region 5. Ofc of the Dreclcr. WENDONCA.M M Rug on 4. 01c of the 
O 'ector. 88/07/13 9pp 46404 276 4640-1.286. 


0000170319 Responds lo NRC 880712 Itr re violaticns notud in Insp Ropls 60-275/66- 
33 8 50-323/00 31 Ccrroct.vO oct-ons ba«vs modified fo f post LOCA schinorgenco 
qualification, per 10CFRS0.49(1)(2) & fjorsonnol inslructod ro losl-ng 
SH/FFER.JD. PacJrc Gas & Eloclric Co 88/08/11 Oocum.cnt Control B-anch (Docu* 
nionl Control Desk). 5pp. 46662 299 4656? 303. 


8809050285 NHC info Noice 00-062. "HocddJ Findings re lirplemcnJalion ol OA Pro- 

g rams by Suppliers ol Transport Packages.” Svc list oncl 
URNETT.R.F D-vis.on of Safeguards & Transportation (Rost 070413). 80/08/12. 
Conso'rdated Ed son Co ol Now York. Inc )09pp 4669 J . J 55 4653 ) 263. 


8807200162 Suppl 1 to NRC Into Nolice 80 046. "Licensee Ropt of Defocuvo Refir- 
b.sned Circu t Breakers " Svc list encl. 

ROSSI .CE Division ol Operational Events Assessment (Posl 070411) 8G/U7/21 
Con so' id a ted Edson Co of New York. Inc I25pp 46308.054.46388.178. 


8008090264 NRC inlo Not.ce 89 0C3. "High Rodalion Hazards From Irradiated In- Coro 
Detectors & Cables " Svc hs< one/. 

ROSSI.C E. 0 -vision of Operational Events Assessment (Post 870411). 88/00/15. 
Consol dated Edison Co. of New York, inc. 1 1Cpp. 40569 005-46569:1 74 


8808020286 Responds lo NRC Bulletin 87*002,Suppt 1 re fastener testing io dotermino 
conformance w/app'icable mall specs. 

SHlFFER.J D. Pac t c Gas & Elocinc Co 88/07/25. Documenl Control Branch (Docu 
menl Control Desk) 4 Ipp 46400.107*46400 147. 


8808250037 Ack roCC.pt ol 88C81 1 Ur mlorm.ng NRC of steps lakon to correct violations 
noted in Insp Repts 50 276/06-33 & 50-323/86-31 

PATE.RJ Region 5. Ole of the Diroclor. 80/08/17. SCHUYLER.J O Pacific Gas & 
Electric Co Ip 46642 345-46642 350 


8807200246 NRC Buletm 88 039. "Thimble Tube Thinning in Wostinghouso Reactors." 
Svc list encl 

ROSSI.C E. Drwsron of Operahonaf Events Assessmen/ (Post 87041J). 88/07/26 
Consol-dated Edison Co ol New York. Inc 123pp. 46348.070 46348:192 

8807210278 NRC into Notice 8B 052. "Fall ure of intrauterine Tandem ol Ffelclict Suit 
Appjicator Brachylhorapy Devices During Palioni Troatmenl. - ’ Svc list encl 
CUNNINGHAM. R E Division of industrial & Medical Nuclear Safety (Posl 870729). 
68707/27. Conso/.dated Ed son Co. of Now York. fnc. f08pp 46397.023 46397. t36, 


8008110206 NRC Into Notico 88 064. "Ropod.ng Fires In Nucloor Process Sys at Nucle- 
ar Power Plants " Svc l-st encl. 

ROSSJCE Divison cf Operational Evonts Assessment (Posl 87041 1). 88/08/ iti. 
Consolidated Ed.son Co of New Yoik. Inc I04pp 46643.031-46643:104. 

Q80812D327 NRC info NoUco 88 065. "inadvedenl Drainages of Spent Fuel Pools." Svc 

list oncl. 

ROSSI C E Oiv.sion ol Operat.onal Evonts Assessment (Post 070411) 80/08/ IB 
Consolidated Edison Co. of Now York, fnc I23pp 46628 01 1-46628 133 
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O. Inspection reports, lE Bulletins & correspondence 

6805200295 NRC Into Nolica 65 032. "Prompt Report ng to NRC of Sign f.ranl Incidents 

as - • ywfssz »s»isa 7 ia 

£8/05/25 ConSO'idated Edison Co. of Mow York, KC. I20pp 46398.1 4b jBtt 2*u. 

8603010400 Partial response 10 PClA request for docurrenis Fc/warjls App I 
documents App J A i ova fable irt PDR App H documents pan-al.y withheld (rot FOIA 

SSyUH. NRC ■ No Data led Alt.) ai.on Given 8B/07/H Pubic C-Ws CM.* 
cal Mass Energy Project 7pp 46327:240-46327:259 

-8006020130 Forwards SAL P evaUaton ol applcani peio-marce n util safeguards 
rov ew d-j'nj CY82 Erci pad ally w.TPo'd „ „ . fDfft n7n7 , ftV uw 

MCCORKLE G w Power Reactor Safeguards Licens no | Bn arch (Pro i 8^0707) 03/01 
10 JOYNEP.JH Region 1. Ole Ofthe O.'eclbr. 2pp 40 j27 274*46327 275 

8807260266 Responds to NRC RU'cun 67 CC2.Si.ppls 1 A 2. -FastenO' Tost. no to De- 
* lermno Ccnformar.ee w/App:icade Vat! Speer, - lisis ot suppers & nilg of Sdie.y- 

reaied & ncnsafoiy colatedlasieners end , _ #rw.. 

1ECNARD.J D. Long island L-ghthg Co 86/07/15. Documont Control Branch (OcCu 
manl Control Desk) l9pp 46286 335 46280 353 

5807200162 Sjppi 1 lo NRC Info Nokce 08 0-16. 'L'Consoo Ropi c‘ DoIoct.vo Reliir- 

ROSSI c E U, D^3on° ol Operai mai Even's Assessment (Post 87041 0 6D/07/21 
Consol' dated Edison Co of Me* York. Ire I25pp 46388 054.46369. 17* 

5007200246 NRC Btl'etm 83 009. 'Thirrblo Tube Thnnr.y n WOStinghouse Reoclo'S 

ROS&.C E V ' Div.sicn Of Occraionai Events Asse&srnont (Post B70J1 JO 88/07/26 
Co-iso' dated Ed. son Co ol Now Yo:k. Ire I23pp 46346 070-46348 192 

5807210218 NRC info Noice 08 052. ‘Failure ol invader ne Tandem of Fletcher Sgt 
App: ealer Brachyinorapy Devices Curing Pal eM Treaimen! Svc I s cne 
CUNNINGHAM RE Dv.son cf Indus' nal & Wcdcpl NLCtear Sa^ly ( J W 

06/07/27 Ccnsc'idalcd Edison oo o‘ New Yo-k. ir.c i08pp. 4f»->97 029 46337 136 

050 7220034 NRC Info Nonce 08 053. L.censoo Violators of NRC Regu'alions.Wh ch 
Led lo Med cal OiacnoStic M sadmh stra: ons * Svc lisl end 

CUNNINGHAM RE D-v .3 01 cf hdust-ial <5 Med.ca' Nuclear Safely 670729J 

80 '07/ 28 Con so (dated Ed sen Co of New Yo*k ire iC6pp. 46396 283 46337.028 

5007220192 NRC Info Nolice 08 C54. Fai‘u/0 cf Orcu l Breast Folowng Instal al'cn 
cf Amp lec lor D.'GCt Trip Attachment ” Svc iwt orcl 

ROSSI CE DiviS'cn ol Operat.cna' Evonis Assessment |Post 0704 11) 0H/07/29 
Consol dated EtU son Co ot Now York. ‘rc 121pp 46417 020-40417 140 

8007280019 NRC Into Nct ce 08 055. "Potent al Problems Caused by Sinrj‘0 Fa.iu-u of 

ROSSi C I ^Div.sion ol Operational Events Assossmeni (Post 87C4ii) 89/00.03. 
Cons Dt dated EtfssonCo of New Yctk. “oc I2tpp 4G437 121*4643? 24 i 

5800030289 Suppl 2 to NRC Qulo'm 08 005. * Tlor confer rr ng Malls Supplied ty P.pr g 
Supplies he at Foiscm.NJ & West Jorsey Mfg Co ai VV.lramstown.NJ " Svc 'ist oncl 
ROSS! C.E Div Sion cf Cperaioial Events Assessed (Posl 870411} 88/08-03. 
Cor so* -dated Ed sen Co of Now York. ire I49pp 46538 12 \-46530 269 


0808050296 NRC Info Not-ce 88-062. Recent Findings ro 'mple mentation 0 ' Q\ p - 
q/jrns by Suppi.ers of Tians^crl Pockagos ” Svc i.st end- * 

BURNET r.R.F. D,v,siorv of Safeguards & Transpodaiion |Post 970413) fc/oe'i? 
Conso'jdQfPd Edison Co of Now York, Inc 109pp. 4650 1 : 1 55 4658 1 263 

8808090264 NRC hito Hot CO 80 C63, "High Rd'J'af on Retards Ftcm Urad-.a^.d Core 
Oetcc:ora & Cables.’' Svc iisl oncl 

ROSSlC.E Division of Operational Evonis Assussmenl (Pcsi 57041 1) 6e/60.M« 
Consc’idalod Ed sen Co of Now York, ir.c tlOpp 46569 065-46569 174 

8805110206 NRC Info Nonce 58 064. “noporting Fjros in Nuclear Process Svsai^re 
ar PoA&r Plants ” Svc lisl enei ^ 

ROSSI.C.E, DviSion of Operational Evonis Assessmoni (Post 67C4n) &b^c-i? 
Conso! dated Edison Co of Nuw York. Inc 104pp. 46643 001-4G643 1C4 

8008120327 NRC Inlo Nolice BQ 065. 'Tnadvortoni Drainages of Speni Fue" Pocls 5,: 
list e-nil. 

ROSSI, C E. D.vsion ol Operational Events Assessment (Post 570411) 55rCf'ii 
Ccnscl dated Ed-son Co of Now York. Inc I23pp 46628 01 1-46626 133 

5608160392 NRC Inlo Notice 89-066, 'Trdusi' jil Radicgraphy Insp & Enhrce-*-? Sr. 
I, si ercl- 

CUNNINGHAM R E. Diviscn ol Industrial & Med cal Nu:‘ea' Safety (Pcs* 5;C72ji 
60/08/22 Conscl dated EdisenCo of Now York. Inc 93pp 46625 124 46629 2il 


0800160414 NRC Info Nohco 00 06/. "PWR Aux-I ary Foodwaier Pump TurbneO.ft 
speed Trip Fai uto ’’ Svc fist orcl 

ROSSi.CL. Uiviscn of Operational Evonis Assessment (Post 070411) 65 09*22 
Consolidated Edison Co C< Now York, U\c. \23pp 46643 105-46643 227 


II. Congressfonal/Executlve CorresponcJonco 


5808240209 Rospcmds lo 060002 Ilf f-0 possible dcccrr.Tussioni'-p of plan 
cost esimale for docom mss toning o 4 plant nol performed by NRC Resets cl s:^ 
performed by DNWL oncl ostnnaling decommission ng cosls fet to‘ 1.1 CO 
B WR 

2ECHLW Cort'missionors 8&/COMO hCCHBRUECKNER Fcuse o 1 P.t? 
46629.057-46629 127 


8808230324 Responds to 0OOBO5 Hr urging NRC to dftContinjQ Iconsr.g p/ocess ly 
plant under Adm n slraiivo Procoduro Aci. Soclion 65Q.NRC has cb! gaticn to co- a* 
■icens-nn proceed ngs & work to ronefi roasonablo dec* on 
ZECH.LW C'onrnvssionors 60/06/10 HOCHBRUECKNER. f/nA/EKR., 
DOA/NEY.T.J House of Rep 9pp 4C636 18G 46636 196 

--8B0323O329 Uiges fiUC \o discwilingo Ucoriwng pxcuss for plant Listed :VqSNk.3 
Lo prov:dod by 000613 it NRC doc-dos to continuo process 
HOCHBHULCkNER. MRAZEK.RJ. DOWNEY.1J HouSO 0< Bep ^*'06 
2ECN.L W. Ccmm ssionors 2pp 46636 195 46636:190 


DOCKET 50-323 DIABLO CANYON NUCLEAR POWER PLANT, UNIT 2 


F. Security, medical, emergency & ftre protection plans 


0808170080 Forwards Safely Insp Ropl 50-322/88 06 oi 890430 0/08 No viidal Cns 

WlGGiNS.J T. Reg cn 1, Ole of tne Direclc r . 06/08/03 LFCNARD.j D Long Island 
Lighting Co 4pp 46572 052*46572 061 


1807060520 Gor.Gr.c Ltr 6(3 10 10 &l power roaclor licensees & holers Of Pad^ip 
prove s ro purchase of GSa approved security contain, rs i Svc ' ^ « n 
MIRAGLIA F.J Associflio Drocto' for Projects (Post 0/041 1). 00/07/01 Cense .3-^ 

- . ^ . <cino 


-8808170092 Insp Repl 50-322/89 06 on 06C43OO7O8No viD'aHons noiod Major 
areas ir.spectcrl.piant cperatiors. r ad.at-on prctechcn. secuMy.pant 

■evenis mauilsuvoiHanc© S ouiage activities 

BLCUGH.A R Reg cn 1. Ole ct Iho Drcctor 8B/C8/03 Cpp. 46572 056-46572 061. 


8807290008 Supp: 2 to NRC Gu'letm 80 C08. Thermal Stresses in P-p-ng Connected lo 

KoSSiCE.' o^Sort cf Operational Evcnls Assessment (Ppsl 0/04 11} 6B/08/04 
Con so! cl a fed Ed son Co Cf Now York, 'nz 121pp. 4650-1 001«465Q4:121 


88072901 1 1 NRC Info No' ce 08 056. "Poien' ai Problems W/Si cone Foam Fire Bamor 
Penetration Seals." Svc list encl. nn ..., rt , 

RDSS1.CE. Divisibn of Operational Evcnls Assessment (Posl 970-4 It) 88/00/04 
Cor.so'idaled Ed son Co of New York. :nc. 123pp. 46569. 175 -16669 297 


8808020095 NRC Info No' co 08-G57. "PoionM Loss of Sale Shutdown Equ prnen! Deo 

to Premaiuio Si! con Ccntrol’ed Rectifier Fe lu-o." Svc list enci 

ROSSi.CE. Divison ol Operahana) Evenis Assessment (Rost 0704 u) BOroa/OB. 
Consolidated Edison Co of Now York. *nc. I22pp 46459 125 46*159 246 


8800020102 NRC ’nlo Not-ce 88 058, ‘'Pcteniia' Prob'ems W/ASEA Brown Povcri HE- 
51 L Time Over cur rent Re 'ays*' Svc *i9l enrl CWS(fvfv ,-_ 

ROSSI.CE. D vis on ol Opera’ional Events Assessrronl (Post 8704U). B8/0Q/0B 
Consol datod Edison Co of Now York, Inc. I20pp 46539.001 -46538.120. 


9807270042 ForwanJs FEMA 880222 memo & ova’uPton repis 
pi, ring 870923 & 1028 p’umo pathway & :ngostOn pathway exercises o. (d . ocg 

. 2. SHIFFER.J O PaC.C Ga, S C 

inc Co Ip. 4G305 191-46305 2fiB 

8808040247 Generic Lb 88-12 lo a.'- powor rooctor I cor.sees & dppkcanis re f^ 5 ' 3 * 
h-o protoct-on fGQulromonis Irom Tech Specs Svc hsi oncl cors#zWI 

MIHAGLIA.F.J Associate Dreclor tor Pro.OClS (Post 870411) BB/08/0? Goes 
Edison Co. oINow York. Inc. 62pp. 46463:29 1 -46463 3-12. 

0806250261 AcV. tccolpl ol 360705 ttr transmitling sconano for util 1988 arr_Al 

Otc OMUO DM,. 00/08/ .8 SH-FFER.J 0 W e G« * » 
me CO Ip. 46643 347-46643 348 

**0809250205 Foiwards f.vo sconario manual tor 1988 oTveT$«<xy prepared 1 e 1 

exorcise to bo ho!d on 009824 ,. AQT|M n«nnn5 OL* d * f e 

SHIFFER.J D. Pact c Gae & Electric Co. 80/07/65. MARTIN.JB Reg ons. u 
Director Ip 46643 340-46643.348 


H. General correspondence 


8800030112 NRC fnTo Noi-ce 80-059. ”MS1V Guide Rail Fai'ura ai Waioiford Unit 3” 

ROSSI. C F. D.vis:on ol Operaiional Evenis Assessment (Post 670411). 88/00/09 
Consol dated Edison Co of New York. he. 121 pp 46467 01 1 46467 1 31 


8800040062 Supp: 1 lo NRC fnlo Nolice 88*004, -Inflctequate OJa'ilicabon & Documen- 
tor m ol Fu8 Barttei Penenalon &aals " Svc Istencl 

ROSSI.CE. LJ.visron ol Operailonal Events Assessment (Post 07041 1) 8B/G8/uy. 
Consolidated Edison Co oi New York, Inc 121pp. 46558.205 46558.325. 


8808060135 NRC in'o Nohce G8-C60, '-iradequalo Design & insietlar on of Water light 


Poretrat.on Sna-s." Svc list ercl ^ 

ROSSI.CE. Dw.sicn ol Operational Evonis Assessment (Posl 870411}, 08/08/H. 
Ccnsofidated Edison Co oiNew York. Inc. i?3pp. 46569 298 46570.060. 


860822023) flesponds 10 880721 Irr ra CA Wombo'c) roqjosi i fonnlo 
ol oatlhqoa-to on plonlNRC cannal piovioo mlo Sari J 

quake awareness Reasonable assuranco mal plani can vriin'.ior.d eii q'ja J;| , 
S7ELLO.V. Ole ol u-e Exocuiivn Director lor Operauons 
LAGOMARSlNO.R. House ol Rep 7pp 46601 172-46601.180 


-6009220236 Forwards 8B0629 ltr from constituent CA Worrb'cld ro i-Tpaci l 1 

scale eartlmuako on p’ant. rtO/A ,. 0l ?fchLW Con - ' 13 ' 

LAGOMARSlNO.R. House ol Rep . Foreign Affairs. 00/07/21 ZECH.l. 
s oners 2pp. 46G01 179 46601 100- 


P. Operating license alege documents & correspondence 


0808050240 NRC inlo Nolice 80 061. "Conlrol Rocm Habitap.i ty - Recent Reviews of 
Operating Experience " Svc fist enci. ,, 

ROSS1CE Division ol Operational Evenis Assessment (Post 870411) &9/08/H. 
Con sol-da led Edison Co. of New York. Inc 125pp. 46594 312-46595:076 


8600230187 Forwaids mall io update ^ plant ^awvigs W/o end u 5 

SHIFFER.J.D. Pacific Gas A Electric Co 88/C6/23 MARTIN, J B . FK>M.r< 

Ole ol the D. rector. Ip 4 6620: 142-46620. 142 



DOCKETED ITEMS 137 


S)flftfln2ni27 Conf.rms 880705 tClCO-s w/CR CiCN ro roschodu! r-(] ol 1)80/07 enlurco- 
* "mpii rcnfo'onco to 880720 n APanUi.GA lo dscess no.-iro.-iwsrval.iiin roomily iliscuv 
Pfpd n instrument sellings associated w/HPO/HClC high steam lino Mow 'so', alien 
PRACL JN Reg-on 2 Ole of tho Uroctor. 08/07/15 IjTLCY.f: Carol na Power A 
L.gh-Co fp 46562 107 -16302. 107. 

Rfinso 10122 AdwSOB llial COrrec.l.vO actions lor Unit l in rospunsn lo til RuTi-l'n 85 003 
rrro olooe: GB0718 loltons Analysis to support plant mods fur roirov.il Of resistors 
Wi lo completed on 8807 1‘J for uni 1 A on 800720 for Unit 2 
UTLEY E E Caro'ma Powor A (. iyht f'o. fifl/(J//f« Ducumorit (Umttat Uhtw.li (Race 
rronl Control Desk) 2pp 40301267 465(11268 

8806030082 Forwa-ds Insp flopfs 00 324/88 23 A 60 326/ 08 -23 on 880620 2*1 No v.;i- 
3/is ci deviations neted 

COLUNS D M Rcyon 2, Ole Of Hie Ureclo-' 0I1/0//20 IJTlt-Y.L l:. Carol nn Power A 
Li.jht Co Ppp 46427.043 4042 / 050 

•8608030086 Insp Ropls 50 324/00-23 & WK126/IW 23 on 080li20 24.No vnl:»t!OMs 
a/e.? s inspector) radnhon prolotlion including orgm<i7niir,n & mill 
ccr/rcls irain.no & o-jnlilicaiions.udcrnal exposure control A control of nml 1 
0A5SET1.C H . HOSEY.C M Hcgon 2. Ofc of the DroUu' flH/0//2(). Mpp 
4642/045 46427 050. 

6808050346 EN flfi-051 cn 0li0?2 r j.t:o( c<i ol vlQiMan A (HOfHjiu) mfiO'nhon Ol ov.i (ion 
aUiOs n amcunl of 575.000 issued Acbon based rjn vulnlio-is rn control rod It.liy w.lh 
drawn w / fuaclor p'otocno-i by* Shoring links installed 

LUEmMAN.J., LlELJERWAN.J Ofc of Cnfflf Cl-ini )iit (Post 871)413) H0/U7/2O Ip 
•16145 350 4 64 4 5 350 


BGQ729011 1 NRC Inlo Notice CO 056. " Potential Problems W/ Silicone Foam Firo fin trier 
Ponolraliun Sea’s" Svc list er-cl 

ROSSI, CE Uivison of Operational Event* Assessment (Pont 0/04 1 1 ) ufl/00/04 
Oen.sol.dnlod Edison Co of Now York. Inc. 123p;r 46501) 175 46569 207 

0000240135 Pinal rusponsn lo FOlA roiiuost for docunwmhi App |< docuirunis encl App 
L documents pa-tin'ty deleted as outs rl<? scope of reiiuoslApp ?Jl ilocnn.ont‘> partial, y 
withhold (rnf FOlA IJ x(:rn|>iioii 5) 

GfllMBl F.Y,U U NRC • No DeloiaJ Affi'inncn Given 88/08/64 OOLEY.K l^blcClr 
an's CrihCid Mass Energy Projecl Opp 46581 335 4659 1 342 

--060G1 100 10 Fct wards Nltn SAl P input bused on irini-SAl.P ovnlea lions oncl w/srduly 
ova'ufllion*i prepared duiir.g SALP Oct 19U4 ■ Mny 1980 pound Roaldl doa.rroiiia 
licr> otu.l 

DUDLEY.! U : I’Wll r*fO|cU nreciomti. i R6/0G/01 KlMSCU.tK IU-ij nn 5, Olt: of 
the l) rector 85|ip. 4050 1343 4658? it 2 

GG08120290 HuiipOfids lo NHC Uu’ivlm Ott-UIK, I'utcnliDl SafolyfleViHiiJ Purr.;) Loss* 
Problems A sys nffneted A shoit lurm A loiuj lo*m mo<Js to plant opmoteiii firocedums 
or JiurilAdru thal fiave of wm bo rmpltsrontcd lo eescru Ofunaii-Utis a:JdaeSSi;:| 
E-UHY.L W Cfuclna Power A Light Co t!(i/Ctl/06 Dotnrnunt Cnidrol Ibouc 1 ) (Uiicu 
rnonl Conbr;l UuVs) 'Jpf). 46625 ?«1 46625 283 

GG00020095 h.UCt inlo Notice 06 U!;/. "I’oionlml loss ol Sale Shutdown C.qcipnmnl Out; 
to f’r omuti.ro S'lcrm ConUdleJ Meclilier r«lnro " $vc l,«it end 

ROSS1.C l U.viMCn el CJpurai:onal Events Asses-, inunt (fhjsi 67041 1) 6R/CH/f)G 
Coiv.clKlatud Ed son C<> of Now York. Inf. l?2pp 4(.46 ( J 125 11*460 240. 


8607200162 Suppl I lo NHC Info Notice MG 04(i. ‘ L-consm fUpl of f^ufuctivo He:ii-- 
bisrod C.rcuit Oroakers ” Svc list Cncl 

ROSSI, C E Civiscn of Operational Evonlb Ah‘.ffscmuni (I’est 0/041 1) UM/0//21 
Censo'idafed L‘d sen Co of Now York, Inc i25j>p 4038M 064 ■46386 I /a 


0000020102 NHC Info Nol:r.u t!fl 058. “f*oiontal Pff.blemb W/ASEA U-t>wn flovn*i HE 
5ft. linio-Ovorcermn! Mi tays " Sic. list nncf 

HOSSI.(ili. Division ol Oaeralro-ial Events Assesmr.enl (I’of.l U/0411) tlU/08/06 
Con;.oKJainl CifiMin Co of Now Yoik, Inc 1 28n> 40631! Um -46638 WV 


8607290121 Rospcnds to NRC GG3024 Ur ro viobiimns noted in Insp flcpl* 6ti 324/87- 
13 A 50-325/G7 -12 Corrctt vo aci'Dn Operainu Irbiructiuri OM3 onhunceil lo mCA.'fe 
nsirjciicns on doacfivauon of primary coniammimt isolation *ys valves 
OiE7Z.Cn Crtrcfn.l Power A Co 1/0707/2 »- Voi.unv.nl Cxmo i JbancJr ffban- 
rrrni Conlrcl Desk), if) 46354 078*46854 078 

8808020273 Rospnnds to NRC Hullotn 87 (U)2.S:.pf)l 2 ro ln*leh( r luslinn In iliiiumii-in 
confo-manco w/appl cable mall sf)cc;s.l.r,t nl Icistueor inffi* A venrjers end 
EURY.L W Carol na Power & light Co 88/IJ//22 Dr-curnun( C’ontmr Urancft {fJjco 
rrieni Control Oeik) I9pp 40175 228*4637!) 240 

8806050010 Coot rms 8007 19 telcon rn enforenrnent d.scrtit cjn.oclrjr.d ng I randi- 

non ler oporaiion w/ir-.operublo HPU f,yb nnlil H80/22,nt wlilCf) lirr.rr l:a>f'a.o will mil 
ato orderly shutdown p’aclng un t In Oporal-unai Condilmn 3 

GFIACE.JN Region 2. Ofc ol mo Drocto'. 88/07/22 Ull E Y.li.E Cnrr;lm<i I’nwei A 
L Qhi Co Ip. 46445 060-40445 U80. 


0000240120 FerwanJs ln*p Rr>f,is 50 325/88 21 A 50 324/88 21 tin tltJ060'> 070(> A 
(Krl'Ce uf viu'aliori Ur, re;, (lived iiums also noted 

vr.MMELll.t) M Menuin 2. Ok. el Ifie l) ru ler 8G/C8/08. Ull l:Y.I. I; OnreUnn I'uwer 
A l.tgfif Co 2p|> 4(jf>2i) 338 406 26 359 

* 0800240125 Notice of viu'nlon Iron) msf) un 880005-0706 ViDlnl on noled i. Icon con 
irolk'd recufiur Icmp uonlrol't>rs ler Standby Cab Treatment rrruns AH (I rol -ne'e: Jed 
j) lr:*l of cjmililied c tjiipeionl A HP{3 o/nirntrlily li*sl /ml cn-iducleiJ 
VlUHEl.UDM Hegnn 2. Ole ol Urn UifodO* 88/08/08 2pp. 4lifi?u:Ml> 40ft2l> 341 

--GG0G240 1 27 Safety Ir-sp I b.-jiK 50 324/88 21 & 60 325/88 21 on 88133)5 070G Vinla 
boris r;gk d Mtiinr areas inspected previous errlorccrursd mallrrs.mn'tit 
o!ir.e»vn1ien,Mirve ifarct! ob-aiiv.ihon rriview a fff'Cf -iluom ndirfssien valve ffidtim 
I till AND.W H . LEViS.W. SChNUJl l.li Hnr|ion 2. Ok of If;-; Dror.lef 88/08/04 
1 Hpp. 4f)fi7li 342 4r.n;f(, 363 


B806 110247 FotwoiOs rot.co at w&iitcn & p-pporr.-d aDpo-vlmn of nvil penally in 
amoml Ol S75.OC0 based on loch Spot. noncornplMfK.e ru ef>orat{>r t:rrnr A inallen 
uon to detail per slalod insp rents 

G8ACE.J N Region 2, Ofc of tko D-rector llM/0/72!. Ulll.Y.I I Caml ia I’nwur A 
l.-Qhl Co 3pp 46505.163-46505 1 GO. 

*■86081 1024 B Nolice uf violation & p'oposuj impnMtron uf iwil fuinaUy m nmonnl uf 
S75.UCO Violal ens noiod Ope/ul-ng ProourJijrn ()P*I 7 nnt It/lly implemented nn 
880511 jn that valve used 111 throttled position d.r.'n g shutdown ujuimr) n ode 
GRACE, J N Region 2. Ofc ol tho Director 83/07/25 6pp 46505 160 40505 Hit) 

8807200246 NRC flu lot n 88 009. " lli-nilft) Tetju fhnninij We6tir,glit>w ( ,e lleac.lor*' 
Svr list or* cl 

R0SS!,C E Division of Opcralionyi Evonlb Assi-tis-nunl (Pd:»i 8/04 11). 68/O//20 
Conscldofcd Edson Co of Now Yo/k, Inc 123pp 40348 070 46348 1P2 

0007210218 NRC Info Noiico GO 052. "Falufe of Intfanlr.r nn Tanrfcm ol I letchur Si.-1 
Appl.caior Brachythurapy Oevicoa Ou-mg Patient Treatment ' Svi: l*i er.cl 
CUNNINGHAM. R E Division ol Industrial S MeiJiCid Nuelonr Safely lf’o-3 070/?!)) 
68/07/2? Con so) tiaie<J E<t.x<m Co of New York. fee. fWfpp -1639 7.020 46307 f:m 

8608050188 Rospends to NRC tir re vio'alona noted .n Insp Repts 50*324/88*18 A !iO- 
325/00 10 Corrnui vo aciion tcgnieoni ongmeerH wH ho advised uf problems w/pnr- 
fo-m ng poriions of procodjro & need lo properly identity resicfnhun steps 
HARNLSS.J.l Corel na Powor & Light Co. 60/0//27 Oecument Conuol IJmexlt tDcc- 
umeni Control Dosk) 4pp 46449 224 46440 2^7 


00000301 12 NIK- Info Nole n tin U58. ' MSJV Oii <l<< H/ul l -,iTi ifi- /if Wiik-rfi;nl U.--H 3* 
Sv< , f si unci 

lUJSSI.c: i: D.visirni nl Orioralunal Events Assessment (Re, si 11/04 11) f!8/08/(?f 
Cnnso'iduled Ed'sun ('r» e! N«.w York. Inc 1?tff) 4(: ii>7 01 1 - -1 n4i*/ 131 

0800040002 Sni'pl 1 lo NHC Infe Noi.t.ti 8|f i;04. In.idegnalu < Aia'ificat on A f J:)::aniun- 
tnlion t)1 I -m l turner Pumdratiua Sea's ' Svc list enO 

ROSSI.Ct Uivis.on of Cj .t-riifcrsil I vents As-.osmuu-'II tl’esl H/U4I1) 6!J/U670'J 
Consol rl.iled l-.il sen Co of New Yo-k. Inc l?1pji 4(ih68 205 40568 3P5 

000024005/ Cunfrm-i piano for 8fU18in ment ng in Moli-rjIi.NC lo d scass Anjin-Ontcd 
insp Team A ();>« ■ratio: ml Per fern raneii Aa-.e .s-nent learn InKkiig-. A Operabo-'a 1 per 
lonna-icu of lar.i‘ily.|>cr 883/21 cer.vvn.nt:nn 

(iRACf .J N Hu|iOn 2. Ofc ol ihi j l).n»<:ir>; 88/08/10 Ull.l-Y.l I* Onolna Power A 
( ighlCo Ip -11,62/ O ld 4182/ 036 

0000050135 NRC Inlo No*cu 88 0110, Inmluftualo Uc:<,.gn A InMA'Iul'On ol Wniorlghl 
Ponolraton Seal*) ” Svc !ir,l r-ncl 

ROSSI. C I: Division of Oijt-rnuorAl Events Assessment (Posl H70411) 68/08/11 
Consolidated Edison C*o of New York, Inc. I23p;j 40569:298 405/0 060 

0008050240 NHC Inin NokCC- MG 061. “ Centre! Room Mdl:ilnl>i‘ily • Recent TtoviCwr, ol 
Qf;crali'nj Enporierico." Svc hr, I er.cl 

NOSSI.C E Civrsfn/i <jf {jpdutt ona 1 Evonls Assuyonurnf (f\ )<jt 1(704 il] PW/E'H/ff 
Conbulidaled I'd son Cio. of New York. Inc. I2sp|> 46!»94 312-46595 0/6 


8807220034 NRC Info Notico Gfl 053. liconsoo Vio’nlinns of NRli Rcgulahun’i.WtncIi 
Led to Modical Oiapnoskc Misadmm siraiionn “ Svc list uir.i 

CUNNINGHAM, R E Divis.od of lr.dublnol 8 Mcd.cal Nuclear Gaiety (Post 870/29) 
co/07/2R Conso'idatcd Ed bon Co ol Now York. Inc 10Gpp 46'i'IO 283 4639/ 0?8 

880/220102 NRC Inlo Notice 88 054. 'Pn.'ero ol Cifunl Rroaker l ollowng iriskillaitOri 
ol Ampieclor Died Tap AjtacJjmom." Svc Ini! evict 

ROSSl.C.E. Division ol Oporatonol Uvoritn Assossnient (Post 870411) 08/07/28 
Con$cl daled Rd son Co of Now York. Inc I2lpp 4041/ 020 46417 140 

6008040335 Amends A updates G80527 response- on eng nocrauj wu-k fegnosi 
FioQ'dm txpeeferf date for fuff comp'ipnco w,f( (ju 890? 1 2 & at/di rosoercos have been 
?Jac£ V cc J° ass ^ fe 1hal felure m'lcstonos will bo met 

HARNFSS.J L. Carol na Power A Llgtil Co 88/07/20 Document Control Branch (Doc* 
unreal Control Desk) Ip. 46431 230 46431 230 


GQ00250120 Ack rece-pl of 86072/ lb intoming NRC ol blops taken to r.y-rect vio'alions 
noted in Insp Mc-ptb 50 324/68 16 A 50*325/88* 10 

VEHMELLI DM f lei] on 2. Ole Of the Di-ncfer 08/08/1 ! U M.LY.E E Cnro him Power 
A l ighl Co t|) *16042 380 -40612 366 

8000250378 Ack reCOlil of 660721 Mr itdorminij NRC ol step*, lakcn 10 coffecl vlo'aton 
noted m fnsp RupM 50 3? 4/H7-VJ A SO- 3?Vfl? -l? 

HEYE8.L A Reg on 2. CM: Of Urn Oronior 88/06/11 IHLEY.E L Corolr-n Power & 
Light Co ip 4GG460/0 4CG48 0/0 

0800050295 NRC Info Notn;o 68 Ut»2. ' Rccen! Findings re irr.p'en.^mai on ol OA Pro 

H rerns tjy Suppler* of Transport Packages “ Svc br>1 unci 
URNEt T.H I Oivrvon of Safegeurds A Traosportalien (Posl 8704 13) 60/08/12 
Consolidated Ed, sen Co. ol New Vork. Inc lOOpp 46561 155-4GGG1 ?63 


™0I9 NRC Info Noiico 88 050. ‘“Polem-ai Problem* Caused by S;n:ilo Eoi’eru t)l 
ESF Sw.rm Ous " Svc l;r,l oncl 

ROSSiCE Division of Operational Event* Assessment tPost 870411) 08/08/03 
Consol dated Edson Co. of Now York, Inc 12lpp 46437.121 46497.24 1. 


0898030289 Suppl 2 to NRC Bulloi-n 00 005, "Nonconforming Mail* Suppliod by J’lpnn 
Pn?c?n c C S p o*s° m -NJ A Wogt Jersey Mlg Co at WilliombtowaNJ."' Svc list oncl 
Iwo, , T , L J VISl0n ^F° ral| onal Events Assessment (Post 870411) 0G/0G/03 
consol dated Edison Co ol Now York. Ir.c 149pp 40538 121*46530 269 

^^RC^^Sv^afencI 10 Q u ' lollf ’ 80-008, "Ihomul Suussos in Piping Ccnnectod to 

on °P Cf al»onal Events Assossmcnt (Posl 070411) 08/08/04 
^onsoidatad bdsen Co of New York, Inc. 121pp. 4G504 001*46504:121 


0808090201 NffC tnfo NSjfcu Gfi 063. “Ifijb nadrat.ori ftn/ards f rom frrod-afc-J fn Curti 
Dutoclors A Coble* " Svc list cncl 

ROSSi.CC Division ol Opcrnlionai Evunls Assessment (Post 8/04H). 60/08/15 
Con*olid.tied LdiSOn Co uf Now York. Inc I lGpp. 40569 005 46569 174 

OGOG 110208 NRC Info Nouco 88 004. "Reporting F res in NuUunr Process Sys ol Nucle- 
ar Power Plants " Svc list encl 

ROSSiCE Division ol Operat-on-ji livoni* AssessmoiU (Posl 070411) 68/08/18 
Consol dated Cd.son Co of Now York. Inc 104pp 40643 001*46643104. 

0800120327 NRC Info Nonce 88 065, 'Inadvertent Dra.nngo* ol Spent fuel I’oo's " Svc 
list encl 

ROSSICE Division of Operational Events Assossmoni (Posl 870411) GG/08/IC 
Consolidaied Edison Co of Now York, me I23pp 46620.0 1 1 *46020:1 33. 
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8808160392 NRC Info Nohco 88-066. "Indus tra* RadK>g*aprv fnsp & Enforcement " Svc 
■st one 1 

CUNN hGHAV.R E Cwson of Industrial & Vodcal Nudear Safety (Post 870729} 
etfr‘Ctf/2? Ccnso- dated Ediscn Co of New Ycrfc. fnc 93pp *662(1 13* 16626.223 

8808160414 NRC Ir.'o No*ce 68 067, PWR Au«iary Feedwater PuTip Turbno Over- 
speed Trip Fa Me ” Svc list enci 

ROSSIC E D.v.sion of Opera! ona: Events Assessment |Posi 07041 1) 88/08722 
Ccr.so daied Ed nen Co cfNewYo»k, :«*c I23pp 46643 1C5 46643 22/. 


R. Periodic operating reports & related correspondence 

8807280073 Monthly operating repl fo' Jure 1088 for D.abo Ca r .ycn Units 1 & 2Wf 
600713 Itr 

BECESEMP. MAiCNEDO. rOWNSENO.J D Pac.hc Gas & Electric Co. 60/06/30 
9pp 46345 210 46345 224. 

0807290050 Repl on Discha-go Movo'.ng ai D.ab’0 Canyon During Month ol June 
1998.” W/880720 ,!r. 

ICWNSENP JD Pac.fc Gas & Electric Co 89/06/30 LEONARD.W Ca'ifo-ma, Slate 
ol 73pp 46355 315 46357 027 

8808240071 Mcnl-ly oporairg repis fer Jul 1986 'or Diablo Canyon Unis 1 & 2W/ 
89CBI2 Itr 

BEDLSEM.P, TOWNSEND. J D. Pasf.c Gas a llccl'c Co 80/07/31 Opp 4662? 169- 
46627 177 


S. Reportable occurrences, LERs & related correspondence 


0008090016 Advisos that elfoclive immodialoly.coffosponden- o 
ma/od to Jl Harness ail. siod ad dross. 


fe P'am w 


LOFLIN.LI Carol na Power & Light Co. 88/C8/03 
morif Conlrof DosM fp. 464/7. 152-464 77. 152 


Documont Coniro' Bram r^ 


J. Insurance & Indemnity Information 

8000010235 Fcrwa'ds Endorsement 70 to NEllA Policy NF*2t8 
BARHAM.C (J Carolina Power & Light Co 08/C6/23. NASH D NHC . fM n*.*. . 
filial cn G.von 3pp. 4G163 357 • 4 6363 359 U a <! A * 

8808010240 Forwards Enrfo'sornonl 00 to MAF.I U Policy MF 80 
BARHAM.C O Carolina Powor & L ghl Co Q8/C6/23 NASH O NRr Mr, rv, , 
l.'ia? on G, von 3pp. 46363 208 4636D 2 10. 0L ' a - j H 


P. Operating license stage documents & correspondence 

BB07290 IS 1 D. Sc us SOS NfiC Po/fcrmanco Ind colors (Pis) Program Task croup erw 
developing P.s tor ma nl Candidate mam Pts recommended lo' fudher evaluv £ i 
Vfl idaton include mam' rework & post- main! tests aua ‘ £w * 

GHACE.JN Region 2. Ofc Ol Lho Di'OCtor. 80/07/14 UTLEY EE Ca-Cna P-, - » 
Light Co 29PP 46357 262 46357 200. 3 5 ^ J S 

BOOB 150177 Final losponso to FOIA request for documonts Forwa-ds App A i , C'-uf*v*-< 
& partiaiy withheld App B tfocumonts (rof FOIA Cxemplcns 5 & 6} • - 4 

GHJMSLEy.DH. NfiC * No Dole led Ath! ahon G.t»on 08/07714 FELTON J M t « 
l cor sing Reports 4pp 46501:149 4650 tl0*l ‘ ,J< * 1 


080729031)1 Summaries unusual event ai Jacnty per NOREG 0654. Rev l, App \ On 
£8D7 1 /.marua' reacior trip ini-aied Caused by grcu'rf fau‘1 ,nd canons on o'oclncai 
Duses U"i1 n cold shutdewn 

TOWN5END.JD Pac'c Gas & Elecr/.c to 00/O7/J8. OfiJAMW San Oi»sno 
CA ip 46353 350 46353 359 


-*8802100059 Partially wiihheld repl of 871201 04 myt learn v.s.t to Uru ns* c< & Ca-a-i 
ba SUOS.Nuc’oar Fuol SvCS Erwin tacit ly & region ofes 
GN!E2EK. JH Ollico ol Nuclear Roactcr Reou'aticn. Director (Pcsl B7C4in 
29. MUHLF.Y.T E Ofl co ol Nucloa' HeacJor ficguJaiio.o, Ditocijf (Post 87C*m ><• 
46501169 46501170. * 


8800010120 FNO V 88 049 on 089717.un! ma n ual‘y Dipped & natural cooldown com* 
menccd as resu t cf grcmcf fault n 12 W non vital Uusos Event invest gahon loam 
fo-med io determ no location & causo of ground rauii 

MtNDCNCA.M . NAR0UT.P Regpn 5. Cfc of 1>1G Droctor. 00/07/18 2pp 
40361.128 46361 129 


r£,A ouo.Tmn cgnrrmauon oi ro a^uy.. s i*v... M ioiea rc' roisma i-nur 
HClo valvcs.por 800714 mooiinn io ruviow rocont assossmonis concern r.Q a'(y > , 
of motor siting lor plant HPCI &HCIC sys y *r 

HOWE.R.W Carol na Power & Lighl Co C8/07/15 Document Contrcl Branth ir-v.. 
mom Control Oosk). 2pp 46359 106 46359 197. 


0808110003 LER 80 007 00 on 890630. electric an3 madveriontiy polled fuso b'oek 
wn ch supp‘ es pod ens of v lal 4 kV bus G voltage pole.r a : sensing ci'cyit Caused by 
personnel error Caution siaiemenis added lo mair.t procedure W/080801 Hr 
S'SK.DP., SH.FFER.J.D Pacific Gas E Electric Co. 00/08/01 6pp 4Q513075 


8600240244 LER 08 008 CO cn 89071 7, reactor Inp occurred duo io gal!od alum num 
fireaJs rosu-llry n clecincal conneci un delor cration which produced ground 
fault Connection replaced Hoactor ccolam pump relumed to svc W/080016 Itr 
SlSK.OP, SHIFFER.JD. Pacific Gas a ElOCric Co 80/08/16 lOnp 4G635 286- 

rtfiRDQ OGQ 1 r 


V. Operator Examlnolfons 

8B0B19006O Inlo'ms of NRC .n'orprotat.cn of 10CFR50 74(a) ro chances in operator or 
sen or operator status 

PATE.RJ Rsgon 5. Ole ol the 0. rector 88/08/n. SHIFFER.JD Pac.lic Gas S Eioc 
Ir.cCo ip 46596 324 46596 324 ' " ' " 


DOCKET 50*324 BRUNSWICK STEAM ELECTRIC PLANT, UNtT 2 


8B0B010140 Conf.r m3 itinl util will sat.sfactonly con plolo all aciions spec lied in 8sa?iS 
Hr Facility wi!) noi rosiart from currom outago w/o pnor NRC appro va'- 
GHACE.JN Rogion 3, Ole of tho D.roclor 08/07/15. UTLEY, E E Carcl'-iS Fo-ver t 
Light Co Ip 46372 13C 46372 136 

BB0B1 10244 Dlscussos cnforcomonl discroton ro doslgn prob'om w/HFCl r«:<cr. 
ValvQ E41FC03 discovered on 000705 MSlV oncl wil ho mnnilprod 'or leakage ui'te 
por shift. J 

IfOWE.PW Carolina Power & Lighl Co 88/07/19 GHACEJN Reg on 2 C'c c 4 
D.rector 3pp 46499 105 46499 10/ 

8800020310 Advisos that utl needs moro limo to prepare roqueted Tech Spe: 
smeo nu STS guidance for type of sys nstallud nl plant ava/abiei.i rospcr.se 15 *;-*C 
80C603 ovaluat on Tocti Spec chongo will bo subin ttod by 060030 
LOFLIN.l I. Carolina Power & light Co 08/07/22 Documoni Control Brarch lOoc, 
mom Control Desk] Ip 46302 100 46382:108 

6808 1601 13 Submls summary sialomoni of util act.vilios.curront & planned ro issues $ 
concerns re sod ai Brunswick Stunm L : tcctric PfamMnl app'aisal w.C be pedorTsd a 1 
Robnson PJani 

UTLEY.t E Carolina Power & Ughl Co. 00/07/2D. GRACE, J.N Reg on 2, 0 4 c ol < h *? 
Dree lor 3pp 46558 107-46558 180 


F. Security, medical, emergency & Nre protocllon plans 


8807060520 Generic i tr 88 10 lo all power reactor I consees & holders of Pan 95 an 

e rovals ro purchase of GSA approved security containers Svc I st oncl 
liRAGLiA.F J Associalo D.rectO' fo.' Proiocis (Posi 87041 1). 08/07/01 Conscl tfab>d 
Edrson Co Of New York. fnc. 3tpp. 46386 299 46380 329 


0808110221 Rev 25 to effective pane liSlma of rad o'ogca 1 omorgorcy plan 
* Ca^ol na Powor & light Co 88/07/ 1 1 2pp 465 1 1 225-465 1 1 226 

B808 110228 Advises lhai Rov 25 to emergency plan meets p'ar.nmo stds of 
10CFR50 4 7fb) & App C lo 10CFR50 & acceplabV 

COLt INS.D M Rog C n 2, Ofc of the D rector. 88/07/25. UTLEY E E Caro’ma Power & 
l 1 ghl Co Ip 40499 360 46499 360 


8808040247 Gener.c Lir 69 12 lo a>‘ power reacto- I consees & applicants ro romoval of 
fi‘6 p ioi action requiremoms from Tech Specs Svc ’isi encl 

MIRAGUA.F J. Associalo D-rectpr tor Prciecls (Post 07C4I1) 88/08/02 Conso rdaied 
Edison Co Of New York. Inc. 52pp. 46463 291*46463 342 


8808160376 Revised emergency p<an Implementing procedures deluding R ev 24 to 
PEP App A. Emeiaency Response Rosowtcev* Rev 9 io PEP-02.6 4. ? Radio‘oaical 
Conlrol Oreclor & Rev 6 to PEP 02 0 8, ' Personnot Pro'eclion & Decontamina- 
tion....” 

SMITH J. Cufclttti Power & Light Co 86/C8/ 04. 4 7pp. 46561:103 46561 151 

8808100074 Not-f. cation of 880825 26 mee? ngs w/ut-l S EG&G m Brunsw.ck County NC 
to discuss PR A. including ( re scenarios 7 ’ 

eWKlEYBC PrcHictpiiecloia'o il l 86/08/16 AOENSAW.E G P.OIOC! Oiroctorwe 

n- 1 Jpp 4o5yo 325*46596 J27. 


H. General correspondence 

8808310062 Requests NRC action to relieve unduo nsk posod by BWH thermal hydr« 
l.c mslabi Hy NRR should issue order requ-ring ai. GE BWH I consoes lo submit root 
NRC wiihm 1 yr domonsfranno complar.co wJCDC t2.R^a'e<f nto oncl 
HIATT ,Sl. Oh o Citizens for Responsible Energy 86/07/22. Office of Nucfoar Ret 
tor RegUanon. O.rector (Post 870in). 1 2pp. 46727 025 46727 058 


BB0B 110245 Confirms Qtocbon cal transfer to NRC on 860729 fur fcuMh quaMer ins'.s'l 
mom pavmeni of NRC FYB8 annual loos. 

LOFLlN.L I Caro ma Power & light Co 88/06/01 Document Control Branch (5*XJ 
ment Control Oosk) 1 p. 46499 344*46499 344 

8800230186 Forwards Compartmont Draw.ng F012 & Flov 11.-9272 Analyses on all H P CI 
dc vafvos wiff be comp'olod by 881001 W/o drawings 

HARRIS, K A. Caro’ina Power & Ughi Co 08/08/05 DE GRAFF w Reg oi 2. Cfc c' 
iho Director Ip 45912 176 45912.176. 

0800170227 Responds io 860511 Itr re appoal of NRC position on piani AltvS sys .c 
Slrumeni d.vorsitv.lmplomontaiion of Umt 1 ATWS rod insertion sheu'd noi bo 
fp msefvo issue A exte.is on of hmo to comply w/to'o lor Un t 2 granted 
MURLEY.TL* Office of Nuclear Roactor Regulation D.recior (Post 870411) tjB/05 / 
08. EURY.L W Ca'olma Power A Ughl Co 4pp 40562 275-46562 278 

0808190074 Notification Of 080825 26 mootings w/u1,| & EG&G :n Brunswick Coust/.f.C 
to discuss PRA.inciudmg fro scenarios 

UUCKLEY.B C Projoci Dj/ocio/aie II* 1. 80/08/16 aDENSaM.EG ProfOCl DreclC-'a^ 
11-1 3pp. 46596 325*48596 327. 


Q. inspection reports, IE Bulletins & correspondence 


8605200295 NRC JnJo Alofrce BQ 032. ‘ Prompt Reporting fo NHC 0/ S-g'^cani Ircden's 
Involving Rad«oaclivo Matl.” Svc list oncl 

CUNNlNGHAM.fi. E. Division of induslrial & Modicai Nuclear *Saloty (Post B/0729f 
88/05/25 Consolidated Edison Co of Now York, Inc I20pp 46388 1 79 463B8298 

8807 f 40088 Concurs w/doterm noiion lhai schcdufar ro'ief from ASME Bo lor 8 Prei 
sure Vessel Code Section XLSubarticfo IWA*2409 requirement ro bydrosiatic pressed 
testing of piping & components not required per 880121 request. 

ADENSAM.E.G Project Directorate il l 88/07/08 UTLFY.E E. Carolna Pcv-6* & 
light Cc. 2pp. 461/8 266*461 70 267. 


8807290135 Ack recoipi of 800603 Itr informing NRC of stops lakon to correct violate > 
noted in In9p Ropls 50 324/88- 14 & 50-325/8Q-14.RGSpon$o lo ViClaton 50 3vb^» 
14*01 being rev.-owed & NHC accoplabilily will bo prov.dod at fater dale _ Ar 

VERnElll^b M. Region 2. Ofc of the Director. 88/07/14. UTLEY.E E. Caro na Pow.r 
& Light Co. Ip 46341,050 46341.050 
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8008020127 Confirms 08070b lelcon w/CR CiuU re 'oschodumg of 000707 enforce 
a*e.7l conte ter ce to 390720 -n A*taoia,CiA to d'scuss r:onro*iso/va?.s~i 'econlly dritov 
ere*! n .nsirumeni 90l1n<j5 associated w/HPCl/HC'C hn:‘i stea^ l no llow solalicr 
GRACE ,JN Rey:cn 2. Qfc of Iho Drocior 80/07/ lb U1LEY.E Carol. Ha Pcwur & 
LgniCo Ip <1038? 107-40382 107 

6606010122 AUv.ses lhat corrective actions fO' Uni 1 in response to IE Bullutn 85 003 
con.p olo.pe-r 080718 teicor.s Analysis to support pan mods 'o. removal ol res Slo's 
vv I be completed cm 880719 lor Uml 1 A on flflO?2C lo' Unt 2 
UTlEY £ £ Carolina Power & (.kj*ic Co 86/07/18 document Centro! Prancb <Pccu 
inem Control Desk) 2pp 46301 567*46301 26B 

8906030002 Fo-wards ‘nsp Ropls SO 324/00*23 & 50 325/80 23 c n 890020 24 Novo 
la'cr.s cr dev at ens no‘ed 

CO' ' INS D M Rcycn 2 Ole Of Iho 0 rector 88/07/20 Ufl FY.t E Caroma Power A 
L ybi Co 2pp 46427 043 46427.058 

•8809030086 Ir.sp Ropls 60 324/88 23 & 60 326/98 23 cm 960323*24 No vmlalicrs 
rolec Macr areas inspected rad abort oruicCVn mending organ /alum A rngt 
conirnis/ra ring A quaklicaiicns .internal ounosu'u control A ccnlrU of rnal- 
GASSET l,CH, HOSEyCM nog-on ?. Of: o' the D.'eclO* U8/07/20 I4pp 
46427 045 46457 068 

0807200162 Swppl 1 10 NRC Info Noi co UU 040. Lcomru Re;)i of Delon-vo Retur 
l sroe Crcu t Breakers’ Svc l.st on:l 

R05Si.CE. Ovsnn of Cpwo»o*m' Fvcnts Assessment ff'csl 07041 1 ) 00/87/21 
Ccnsclidaicd fcu.scn Co of No// York. Ire 12'bpp 4*>308 054 46389 * 76 

8807290 J2J Rc.spo/’ds lo NHC 0D0624 IP ro viD'aimns imlrd m lns;i Ropls 60 324 n \ 7 
*13 & 50 320/07 42 Corrective acton Operating Ins'niwhon 01-13 nrharcod lo include 
irs'.ruct or.s on boaclivai-on of P'-mary containment isolnliun v.ys v.iVrs 
ORf2 CR C&'O'ira Power A Igni Co 06/O//21 Uocurrur.l Coniroi Drorc.l 1 (Door 
moni Cont'Qt Desk) Ip 4035-1 079 40364 078 

9008020273 Responds to NRC Gullet n 87 002. Sr ppl 2 re lystrnor testing Id determnr; 
ccnlo.marco w/app'iceblG mall soccs list of fastener mfejs A vendors or-cl 
LtRY.L W Ca-o'i-a Power & Ujnt Co Oh /07/pp Peter roof Cq>po) Dvrnch ll'oit 
r~.enl Coniro 1 Desk). 19pp. 463/5 228*463/6 246 

□ 007200246 NRC b-jl.Gln 00 C09. Th-mWe Tunc Ihir-mry m Wesvigl oube Ru.iClors ‘ 
Svc I st eref 

ROSSi, C.E Division of OporAt.oV Events A'.sf'Vmion! (Posl 870411) H8/0//26 
Ccn^o' drttod Eclson Co cl Now York, Inc 1?j;ip 4Q;!4ij n/n 46048 102 

8S07210218 NRC Info Motco 88 052. "Fa 'urn of 'ntnu.lOr no Nirdom of Fordid' Suit 
Ap::l cator Grachylberapy Dovcos During Pal r< it T ruatnu,-ni " Svc l.st onci 
CUriS NCiMAM.R E Uiv.S'cn cjf Ineusiria 1 A K'eiar.al N.iclear Snlcty (l^ist 8 70/50) 
85/0//27. Consc:idaied Edison Co ol New York. <ro lOflpp 4630/ 030 46507 nf> 

8808050188 Responds lo NRC !ir re vo'aloT. nounJ .n Insf) Ropls 60 324 /HP 1U A 50 
J25/0Q 113 CcrrecUvo ochcn ccQci/nnl onguucrs will Oo advise 1 1 ot fi-oo'r. r'S w/po*- 
f o rnr.g rcrlions ct p'ceoduro A need lo p-operfy idr.ntify 'rsUjinii;:n bU'fis 
HARNESS. 3 L Ca'clna Pcwor & l :gfil f;o U0/fi//2/ l)oturru;nl f’cnloil B'ar.cl' lUeC 
umeni Cor.lrcl Desk) 4pp 46440 224 .16440 22/ 

B0O7 220034 MRC Info Nolico 00 063 "Licenst.o v.oioiions ol NRC* Hn;u ahons Wli Oh 
led :t> ^ertcal D.arjncslic Misadn nstrano v, 1 Svc 1st r./r:l 

CUrjNlNGHAM.R E DiviS'Cn cl iruJuSHiil * Medical MmlIimi Saltrly (Post 8/0/211) 
68/07/58 Cjnsch dniod Etascn Co ol Nr.w Ycrk me 106|:p 463'JO 203 4630/ 058 

8907220192 MRC Info NOICO B8 C64 "I'a'l.ire el furred Bieakyi I oiiow ig 'nstal alien 
el AmpleclCr Di'ocl Trip Aliacr rnont " Svc list nnr' 

RCbSl.C.E D.vscn ol Operational Lvonls A*-sessrr‘i:ni (‘■’osi 8/04 11) W07/2B 
Cor.so'.dptGd Zd-icn Co ol Now Ycv*. Ur: !2)pp 461 J 7 o; j o -Jf>v j / HD 

0808040335 Amends A updates 880527 response on enynjunrg wo-k rugmfSt 
pro-ram Enpuded dato for Ml co nplnnco w'l he 8“t)2l2 A arid, rosne-eus have boon 
approved to ass are draf Mere rr;desler»os vw,‘ f;<i rnwl 

MARNESS.JL Caroma Power A l yht Co 80/07/56 Uccuruo'U f'cnhol :?rnnen (Doc 
emcnl Conircl Desk) ip 46431 23G 4043 1 230 

86072600 19 NRC info Nonce 89 065. "Pofornai fYeh.ums C^msod (iy ^ n.jtj Entire of 
LSF Swing QuS " Svc I si o.ncl 

nCSSl.CE D.vson ol Oporaiionol Lvnrus Abs^'ssri.ont ( ;j osi 8704 11) 86/08/03 
Ccnsoi dalcd Ed-son Co of New York In- 1 ? 1 p;i 46437 121*46437 241 

6608030289 Suppl 2 lo NRC Sulolm 68 006. ‘ No'Konfrjrm n.j Mptls Scpp'ied l>y Rpirg 
Sepples.lnc at Folsom, NJ A Wool Jersey f/lg Co ai Willinmslown.N : ' Svc l*sl ijnr.l. 
POSSI C E C.vscn of Operational Events Assessment iPosI 0/O411) M8/08/03 
Consohdaied td.son Co ol Now York Inc 14'lpp 40530 151 40698 269. 

6607290008 Supp 1 2 to NRC Uul oin fi8 COG ' lhounn' Slressos in Piping Connected in 
RCS.” Svr i si e-’ct 

RGSSi.C.E Dv.S'dn ol Cporaiionai Evonis Assossnioni (Post U/0411) GO/08/C4 
Ccrso'iddiod Edscn Co of Mow York, in: I3lpp 46604 C0 1-46604 121 

BB072001 1 1 NRC Into Nol-co 89 066. “Poioniia' P/otilonii> W/Silccr*.o I i>nm f i'u Raniu' 
Ror.oiraiion Soais " Svc list end. 

ROSSI, CE D.vision of Oporat.ona' Events Asst*s r *moni (Pom 67D4ii) 80/08/04 
Ccr.scl dated Ed son Co. of New Yoik. lr>r 153op 46660 1 76 -46569 5 r »7 

BB08240135 F.nal response to TO-A rcqwOSl loi documents App K Uocurrt.nis onci App 
L docum unis partially duloled as cutsidu scope ol rocfiiesl A:ip M docuir-onts i.arliallv 
withheld (rel FQIA Exemption 6) 

GRiAfSlE V.OH NRC - No Delated AWtaiton Qtvvt 60/C0/C* « -JOI Ey.k Punic Cut 
zyn’s Crmcal Mass Energy Projoci 6pp. -16581 336 46581 342 

••8600110018 foiwards NRR SAl.P input basrrj on nvn; SALP Uva'i.aliOiV, urcl w/saluty 
6V6luaic/t5 prepared durrrtg SALP Ocf 1MM • May 1086 penocf RcMlod Jccumcnla 
t>cn ercl 

OLOLEY.R F PWR Pro;eci Ci.'cclo'ate 1 86/08/01 KlRSCllOr Reg on 5. Olf. of 
ihe Drocto-. Bbpp 46531 3-13 46682 112 

9003120298 Responds lo NRC Bulletin 68 004. “Pomniial SaU:ty Ro'aied Pump Loss ’ 
Problems A sys alfected A shbrl iorm 8 long trrm mods lo plum operating firccoduros 
0* hardware that have cr wi'i bo implemented to onsi/o shIo efioratrens odtlrossod 
GURY.l VV Caro'ma Power A Light Co 8U/0Q/05 Dccumont Conuol B-anch (Docu* 
mem Conircl Desk) gpp 46525 281-46526 288 


8000020095 NRC Ir'o Notice BQ 057. Poiontal Loss ol Sale Shutdown Eqjipment Duo 
Jo Pre'naJj/o Sn-tm ConJ'o'Jed PeCJ'f or Failure ‘ Svc 1151 ore I 

ROSSI, G E Divismn ol Cporanonal Events Assessment (Posl 8704n). 88/08/03. 
Consolidated Ldson Co ofNowVo:k ir-c I22p;i 40459 126 46459.246 

8808020102 CPC info NoU.o 00 058 ‘ Potonhat Problems W/ASFA U/Own Dovo^i Iff- 
61 l I itno OvoiCii-ronl He'ays ” Svc ist onci 

HQSSI.C E. Div.sion ol Oi;eiai:onal Fvonls Assussmonl (Pcsi 070411). 00/03/00 
Consol doled Pri son Co of New Ycru. no *20pp 46538 001 46638 120 

8000240 1 20 Forwards ‘nsp Ropls 60 325/80-21 A 60 324/08*21 on 0QC605 0/OG & 
•iOIico ol vrjlalior* Dnroso'vot) irons niso nctud 

VEMRRLLI.U M Rt-gon2 C*c clll-r# O rocior RU/C8/O0 UTLEY. E E CPfO'ma Power 
A Light Co 5pp *16056 J3U 46626 359 

••0000240125 Notice of viola' on f'o ri msp on 85!)f.06 0706 ViDlahon notod fuixon con- 
iroikHl rt;ct.lie-‘ lom/» trimclefs <ci Siar-dLy Gas Treaiivont Tr^ns A A U noi rxlidcd 
n st of oi.al Led egupmcni A H‘ Cl oporahlily losi rioi conduciori 
VUIREUI.DM Regcn 2. C't Cflhe D.rotlo* 80/08/00 5pp 46626 3-10-46626 341. 

■8808240127 Sa'oJy l/:sp MepJs 59 324/80 21 A bO*325/QG 21 on 880695- 0/Cfi.V^‘a- 
irjirt ricu-d M.i.cr areas r.spoCul ii*ev:cus on'r.rcomcnr malic: s.inaml 
chsurvalidii suivci lar^c ohsurvaton ruview A HPC 1 steam admsbion vaivu 'oluie 
RUIANU.V/M. LPVlSY/. SCHMLU'J.O Renon 2 Ofc ol Iho Urcctci 88/00/04 
ld-p. 46820 242 46626 360 

00000301 12 NHC In'o Nulice 08 056. ”M3'V Guide Rai' l amro al Wait): lord Uril 3’ 
bve isi c'f ic : 

RO^Sl.C v. Uvi»i*:ii ol Cpcraiicnnl Events Asso&srnerU (Posl 070111). 00/C8/DO 
Coi’SO'iiMletf Ed scn Co of Now Yor*, ire '2lpp 40*167 01 1-46467 131 

0008040062 Cupp! l lo NRC Info Noiic.u 08 031. ‘ Inadequate O.ialibcalion A Doeum^n 
lation of F ro fia*nn> Per-ulraiicn Seals " Svc .si er cl 

ROSS'.fi L Divsion ol Onuratonai Evunlt, AssuSsmorM (^osl 0704 M) 88/03/09 
Consolidaled Lc«son Co ol New York, iric iPlpp. 46550 205 46550 325 

0800240057 Cord rnvs pans lo- 803810 mooing n Roloign.NC '.o dscusa AiKjr.onlod 
Irsf) T ojm A Operational l^rnlorman-.u Ass»>y.smcnt Team Ii.'kJ nys A operational f)Cf. 
'orHiance ol lar.diiy per 888/21 cuwcrsniian 

GRACE./ N Mrgon 2. OL: ol Jho Orec !<»' 88/08-' >0 6’TLL Y.C.E Cat OH tin l>o*v»r & 
l. gM t o if) 46627 036 46027 036 

0808050135 NRC n'o Noie.u 63 060 "iiMdequaio Uosign A Insialaton ol Waind'ijhl 
f'enotrar-cr* See s S'vc fi^l on:.f 

RnSSl.fiS O.vsmn ol Opumi-nna. Ever.is Assessmonl (Post 8/0411) Uh/CO/n 
Cn'iTiO'r.laled Edison Ct> O Nnw York. Iric I23pp 46669 290 -10570 080. 

00000502*10 NRC In1r> Nolice IJ0O61. Crr lujl Ro«"' Mahitah l.fy • Recunl Rnv.owS Ol 
/ ;f)erain.g Emu 1 * ener. ' Svc hsl enc> 

nOSSi.G.F fjiv.son o 1 l>i:eral.onal f.vonts Assussmunl (Posl 0/04 11) 011/08/11 
Conbolidalud Ed von (*<) of N'r?w yo*k In; 126)41. 46594 \ 1 2*40595 076 

0008250120 Aek cl f HO/27 II' nlcrmig NUC ol stups laken lo co'ri.Cl v.nlat ons 

noicd in Ir.vp fields 60 324/06 18 A 50 3257 CU 10 

VEnntLUDM Hnijon 2. Otc of Uw DjocIu 6«/<;G/n IJJLEY.F E (Xiroim.d Power 
A l ‘(pit < o lp 4Ui4? 363 4604 z 360 

8008250370 Ack rn;f:f)l ol 880/21 Hr m f o*mnj NRC ol slops laht.n ty corrocl v.Olahon 
rrjit:d n msp Rupfs 50 324 /tit 43 6 60 325/8/ 42 

IH: YES 1. A Ue<;rjn L J . C.'z ol lfu> IVecter t'H/0rt/1l UTI.LY.E1: Carol.nn Pcwor & 
l ight CO ‘f> 465*10 076 *,(‘648 8/0 

8800050295 NHC lido Nct<o 99 C62 Mcc^nt f‘inUinr|S re Irnp!en.erd t i1iun of QA Pro 
nrnrus l»y Supidors ol lr<n-\jx.rl Packages ’ Svc list end 

0URNI: tt.R F Division i:‘ Sn'eg./ard<^ S Tfansp-iriaiicn iPcsl 870413) 03/oa/l? 
Cofso'n Idled E'lson (a> of N<»w Yo*k. In-: I09p|: 46501. 155- 4G5B1 2(13. 

080B090264 NHC Inlo Noli 0 00 063. * Hg‘i Rarliaurn MazoulS Frcm IrraJntod In Com 
Deleters 8 Cal lus " Svc I si cn:l 

/fOSS'.CF Dvs-du c* Crr rananaJ Lveme Assossrnnni iPosI 87pin> 0(1/011/15 
(;onsrjl.daied F<!isnn Co. of New York, Ir.e n0t);i 46569 055 46669 174. 

BB001 1020G NHC In'o Notco Mb C64. 'Hepcrlinfj F ros 111 NuCoar Process Sys ni Nuc‘«?. 
ar f\jwo' Pf(ir " Sv»: 1st coc 

HL1SSI.C v. Uivismr of Odomloh i 1 Evr.nis Asscssmoril (Posl 0/0411) nn/()0/10 
Conso' daicd Fd-sCh Cj of New v ork, lr*e 1l)4pp 40043 0GH4GC43 1 0 *1 

0008120327 NHC Info Nokco *'0 066. Inadvorfenl LFomotjos ol Spun* Fuef Poo s ” Svc 
■>l onci 

HOSSI.C F D.vision ol Oporal-onal Everds Assussm.ont (Posl 6704 11) 66/08/ 10 
(!or>so. dritod Ed son Co of New Yo:* Inc l23pp 46628 01 1 *4C62B 1 33 

0800160392 NHC Inlo Noi.co 00 066. * Indusluci 1 Radicgraphy Insp & EnlrtfCOnuml *' Svc 
ssi enci 

CUNNINGHAM R L Divs.on el in:J.i?>Uial A Medical NuClenr SnlOly (Pobl 070/29) 
09/00/22 Cor-sol dated EdisOt (:o ol New Yprk. inc 00pp 46628 134-46698 223 

0000160414 NHC Inlo Nb'.cu 69 067. PWH A u in I ary Feedwater Pump Tuitino Over- 
S freer) Tr-p r Quito " Svc l si c'Cl 

HOSSI.C F. Uiv.Mon of Opordliona' Evoms Assessmenl (Post 0/0411} G0/OQ722 
Consol daicd Ed. son Co of New Yoik, Ir e I25p;> 46643 105-4GG43 227 


R. Periodic operating reports & related correspondence 

5808030255 Summary of CporaUtq HcaOois evens Weeing 08 2B or) 08O7J2V ow- 
cj'aphs A ‘ist cf aiier-does e**.cl 

LANNtNGW Fvenls Assossmenl Branch 00/0?/ '8 ROSSI C L C»vis o.n ol Ope'- 
alional Fvenis AssessiPuni (Posl 8704 11 ) l6p;) 4G40G 114 4F40G tpn. 

8808240299 Fcrwards monthly opC'Dl-ng #opl9 fer Jul 1900 lor Rruhsw-ck Sloam Elec- 
U:C Plnr;: Uni is 1 A 2 A revised ironllv'y eporalmg repl lo* Apr 1900 tor &imsw.ck 
Sleam Elcch c Plan Uni 2 

HARNESS, J L Carclnd Power A l.ighl Co. 08/00/05 Documont Coniro' Branch (Ooc 
umorrl Co^lrol Dosk). Ip 46593 255 46593 2/0. 



.■V CI'U 

CUNNINGHAM.R E D.vison cf Industrie' & Medical Nuclear Safety (Posi 070723} 
88/0 0/22 Ccnso laaied Coison Co cf New Ycrk l-c 90pp 46628 134-46628 223 

8008160414 NRC lr‘o Noice 88 06?, 'PWR Auxlary Feedwater Pump Turbne Ova** 
speed Trip Fai ure ” Svc l .si end 

ROSSl.CE C .vi sion ol Operational Events Assessment (Posi 8704 n) 88709/22 
Ccnscl dated Ed so*' Co Ol New York. Inc I23pp 46643 1 05 46643 P2? 


880001023$ Forwards Er.dcrsomonl 70 to NfcLIA Poicy NP-218 



8008010240 Forwards Endorsement CO to MAEI.U Policy MF-80 
BARHAM.C D Carol np Power A Light Co. 08/06/21 NASH Q nrc . 
M dlion Given 3pp 46363 208 46363 210 


No Dilated* 


R. Periodic operating reports & related correspondence 


P. Operating iJeense stage documonls & correspondence 


8808030265 Sumrra-y ol Operating Headers Events Meeting 88 28 on 88Q7l2V:ow- 
craphs & i si c' attendees end 

CANNING Vt Evenls Assessment Branch. 88/07/18. HOSSl.C F D.vision of Ope*:- 
at onal Events Assessment (Post 8704 H) I6pp 464C6 114 46406 129 

8000240299 Forwards rr.cntrVy opera*.ng repts (O' Jul 1988 (O' Brunsw.Ck Steam E'ec- 
lr-c P.anl Unis 1 & 2 & revised mcn'hly operahrg rept lor Apr 1988 to' Brunswick 
Steam E-'ecb c Rani Ur.l 2 

HARNESS J L Caro! na Power A L-ghl Co 88/08/05 Document Control Branch (Doc- 
ument Ccntrcl Cesk) Ip 46593 255 46593 270 

-8808180167 McntHy oporahrg repts fo* Jd 1983 fer Brunswick Steam Elecbc Plant 
Un Is 1 8 2 

HARRISCNF Card na Powe* A L g‘i» Co 80/07/31. 14pp 46593 250 46593 269. 

*•800824030? Rev.sed morThly opera* ng rep? icr Ap* 1988 for Qrunsw.ck Uril 2 
HARRISON.F. Ca'o ma Power 8 Light Co 60/01/30 Ip 46593 270 46591 270. 


8807290151 Oiscusses NRC Perlormanco tnuicnlors (Pis) Prog'nm Task nroeacu' • . 
dovo’opi'uj Pis for ma«nl Canj daio momt Pis reremmondud tor lunror eva 
valdalon i*x‘udo mamt rowo'k A posi-mamt tosis * 6 

GRACE.JN Region 2. OlC ollho O rcctcr 88/07/14 UTLEY E E Care im Pr* ■ 
Liyht Co 29pp 46357 262-46357 200 C ' 1 


8808150177 F na' response in FOIA roquost Icr documunla Fo r wa*ds App Ad(KvT»f*t 
A pa'lia ly wihhofd App D dcctmonts (rol FOIA Exemptions 5 A 6) * * 

GRlMSLEV.D H NRC - No Uelm od AHr.at on Given 88/07/14 F ELTON j tj. *« v 
Licensing Ropcris 4pp 46601 149 46501 164 


•8002100059 Pa‘t‘ally withheld rept of 671201 04 mgt team visit to Brunswick & Ca a* 
ba siios.Nucioar Fuel Svcs Erwin facility & region otes 

SNIEZEK J H Olhco ol Nuclear Ffoaclor Rogyaiion, D.rocfor fPcsi B?C4Ni f«,*r 
29 NURLEY.TE Olt.co ol Nucloa- Roaclor Rnguiat on. Diro-io- (Post BTClW** 
•16601 169 46501170. 


$ Reportable occurrences, LERs & related correspondence 

0808010069 PNO ll 68 043Aon 86071 S.augrrenied msp loam reviewed events 8 asso- 
caied correci.vQ actons fo* oqu^rrer.1 taiuresAll repairs COmp'eted on 880716 
except tesi no Roquost tor HPCl liTi* rg cord bon *or opo'at cn oxler.sion g'onicti 
CARROLL, RE Reg on 2. Ofc ol the 0./eciO' 88/07/20 2pp. 46372 019 46372 020 

8808030336 PNO .188 0430 on 880722 augmented n.sp loam a\ Brunswick 
dOparlsTeam completed review cf evenls & associated corrective aciions ter oqup 
mor.l la iures cncojn'.erc-d during s^uldown & DC motor proh oms 
CARRCLL.R E Region 2. OlC C? the O.reclcf. 83/07/22 ip 46404 159-46404.159. 

8808110226 PNO II-8B O-tfC Au^rne-hed Insp Team d spalchod to s’e on 880715 & de- 
parted on 890722.aller mlormal debnehng w/ Ice-see on nsp findings Team contm 
ues in review several rrod packages A pos.: ons re dc mater deficiencies 
CARROLL R L Reg-on 2. Ole cl Iho O.rector. 80/07/25 ip 46505 321-466C5 321 

8800110296 Summary o' Oporaing ReadO'S Events Meolrg 88 031 cn 860602 Vow- 
g*aphs A I si cf aiior.dees ecci 

LANNING.W tvenis Assessment Branch 08/08/03 ROSSl.C E Div.son of Opor- 
all Dnal Evenis Assessmonf (Post 870411) 17pp 46550 214 46556 230 

8808 1 BOSS 3 LER 85 002 01 on b502l5.HPC‘ Sys A RHH LPCI LOOP d 
moperatlo Caused by rn spov ored HPCl pump dSCharge valve E41.FC06 & 
sw.!ch,E 1 1 DPIS N02 iB.oulS'do caMi' tolcrencos OrlS N02iD caib' A F r 006 
reposn cned W /08O8 ii.lr 

PASTVA.M J . HARNESS. J L Cam'ma Power A light Co 88/03/11 6pp 46591.271 
46591 276 


DOCKET 50*325 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8807060520 Gererc Lb 68 10 lo ai power reacipr lcen$pes A holders ol Pa/t 95 ap 
p-ovais ro purchase of GSA approved secjniy conianors Svc 'isi end. 

VlRAGL'A F J Associalo Urecfo: lor Proiecis (Post 87041 1) 88/07/01 Cnnso'idaied 
Ediscn Co of Now Ycrk, Ire 3lpP 46383 209 46383 323 

0808 1 1022 1 Rev 25 10 effective page lis! ng cf rad CfCQical cmergoncy plan 
* Carolina Powe- A Light Co 88/07/1 1 2pp 4651 1 225 4651 1 226 

8808110228 Adv.ses lhai Hcv 25 to emeryorcy plan mods pi arnr,n sfds dJ 
10CFR50 47(D) A App C lo 10CFR50 A accepiahie 

COLLINS O M Region 2. Ofc cf Hie D recicr. 83/0//25 U H EY.E E Ca'Ol na Power & 
L-ghlCo >P 464DD 360-46499 360 

8808040247 Generic Lb 88 12 to at! power reactor licensees A app! cants ro removal ol 
Ire proier.l on req u rements born Tech Specs Svc l si onc : 

MIRAGUAJ J Assoc ate Oreclo' for Pro;eClS (Post 870411) 08/CO/O2 Consol dalnd 
EdSPnCp of New York, fnc 52f-p 46463 291 46463 342 

8808160375 Rev sod emergency p'an mo'emenh-g procedures ir.clud ng Rev 24 to 
PEP App A, Emergency Response Resources' Rev 9 lo PEP 02 6 4. *RHdio’ogical 
Control D.'eclcr " A Rov 6 to PLP02 6 8, Po'sonnol Protection & Pocontarfina 
t on ' 

SMlTH.J Carolina Pcwer A Light Co 86/G8/04 47pp 46561 103 46501; 151 

8808190074 Notification cf 86CB25 26 rreotngs w/uf I & EG AO in Rrunsw.ck Cojnty.NC 
to disr-^ss PRA. nclud ng firo scenarios 

BUCKLE Y.B C Project Oreclorate ll-l 86/C8/16 ADENSAM.E G Proiect D.rectoraie 
li 1 3pp 46596 325 46506 327 


8008010029 Submits conlirmolicn ol co'roclivo ac Forts completed fer rdaiec l-> > 
RCIC valves per 080714 mooting to rovcw recr.rit assessments c cr.ce- i rq ac&q ^ 
cf motor si?mq fer plant HRCl & RCIC SyS 

HOWEP W Carolina Power A Light Co 00/07/15 Cocurr.oni Centro' Brancn iIK* 
mont Conj/oJ Desk) 2pp 40359. 1 96 46359. 1 97. 

0008010140 Confirms that ui«! w.ll satisfactorily complete an aciions spec'ied m 
Hr Fac lily wi ! not rostarl from cerront outayn w/o pr o.' NRC approval 
GRACE.JN. Region 3, Oft, of tno Director. 88/07/15 UTLEy.F E CaroinaPcA^s 
Light Co. ip 46372 136 46372.136 

8808020310 Advsos lhat iilil needs moro lim.u to propftro roquosiod Tech Sf-CC cf-ar* 
sr :CO no STS gurdanco for fypo of sy^ irsiafod flf plant ava.fah.’o .n response f )!& 
08C633 evflluaiion Toch Spoc rnan-jo wi I bu sutim.il fud by 0b0933 
LOFL'N.L I Carol-no Power A Light Co 00/07/22. Document Ccnlrui Branch Ox - 
mont Control Desk) Ip 46302 K)U 463U2 1C8 

8008110204 Ccnlirms NRC concurronco in rostart ot unit based on coirp'el on ol b ; 
wore ropers as delmootetl m utl 800715 Itr por 883/10 lolconNRC a wans r. 
opment of long- Ui*m mgt ovors ght plan 

GRACE.J N Retjon 2. Ofc ol iho Drocior 09/07/25 UrLE'Y.E E. Carc.ri Pd^c- & 
LghtCn 2pp 46505 239-46505 240. 

8000160113 Siibm.is summary slaiemoni ol uhl nnl.vit os.cerrcnt & p’arn^d'e %•*.:■% 1 
concLuns raised at Brunswick Sioam Eleclr c P“ani Kfcjl nppffiisal wil bo porbir^la 1 
Rcb.nson Pioni 

UlLEY.C E CarcLna Power A light Co 08/07/29 GRACE.JN Hog on 2. 

Di-ector 3pp 46550 107-46558 109 

8808040327 Appl cation lor amund to Liconso DPH^l.incorpo-aii.-g operai rg ir is 
Cycle 7 onoroticn ol Un-t 1 Fco pa d 

F.URY.L W Coro'ina Power A Light Co 08/00/01 Dorumunt Control Branch (Ckkj 
mont Control Desk) 33pp 46434 161 46434 2G0. 


-8008040330 Proposed Toch Spocs for Fuel Cycln 7 roload Icunsng 
’ Cii/o‘infl PowO/ & Ligbl Co. 88/00/01 36pp 46434 JD4-46434 229 

•8808040333 Mov O to "Brunswick Sioam Efnclr.c Pfant.Un 1 I .Ru oad 6 (CyC e 7) \ifi O 
Rocirculat:on F’ump Tr.p) " 

PENT2IEN.DC . dlllOTT.PE. CHARNLEY.J S General Electric Co 23A58r6 
80/06/30 39p 46434 230 46434.260. 


8600110245 ConfrniS OlOCl/crical Iransfur fo NRC on 880723 lor fourth qua'ier 'AS>a i 
monl payment of NRC FY/J8 arrrruaf t<3CS 

LCFLlN.l I Carolina Power & 1 igfU Co OO/OR/Ol Document Control Branch iDoCv 
m.entCoiiUo! Desk). Ip 46409 344-46499.344 


0008230106 Forwards Compartment Draw.ng F012 S Rov I.I.-9272 Analyses on a'l b 3 - 
do valves wi'i tie coirpiotod by 081001 W/o d'awmgs. . . 

HARRIS.KA Carol na Powor & Lght Co 88/00/05 DEGRAFF.M Region?. w :c' 
iho Director ip 45912.176 46912 176 


0000170227 Rosponds lo 80051 1 Itr re appeal of NRC poS'ton on plant ATw’d • 
Slrtmont divorsity Implcmenlalion ol Uni 1 ATWS rod inseiton shou‘0 nol ty 
to rnso!vo issue A extension ot nme to comply w/rulo for Urn 2 9 ran,C( L 
MURLEYJ.E. Cltco of Nuclear Roaclor Regulation Dirudcr (Posi 87C41 } w ^ 
00 EURV.L W Carolina Power & light Co 4pp 4C562 2/5 40562 270 


8800190074 Notification ol 000825-26 muoimgs w/ulil 8 EC> AG m Brunswick Co^l, .v 
to d scuss PRA.includmg firo scona-ios. n 

BUCKLE Y.BC Pro|cct D.roctorato II 1. 0B/O0/16 ADCNSAM.GG. P/o.ect C"e.3«3 0 
IM.3pp 46596.325-46596 327. 


H. General correspondence 


Q. Inspection reports, IE Bulletins & correspondence 


88083 10062 Roqixsls NRC sclicn :q refevo t mdc/o usk posed by BlVR ihenruf hydra u 
l z mstab l ty NRR shou'd issuo order reqj.nng a:! GE BWR l consees lo Subm.l ropl to 
NRC wilh n 1 yr demoribbal ng ccmp'iar.ce w/GDC l2.Rn!atcd mto encl 
Hi AT r.SL Ohio Citrons for Respor.sb’o b'nergy 08/07/22 Office Ol Nuclear Reac- 
icr Regulation. C.reclOf (Post 870411). I2pp 46727 025 46727 058 

0606090016 Advises ihat effective iT.mediately, correspondence ro plant should bo 
mailed to JL Harness at I sled address 

LGFUNX f Carol na Power & Light Co 86/00/03 Document Control Branch (Docu- 
ment Control Ocsk). Ip 46477:152-46-177.152 


8805200295 NRC fnfo Notice 68 Q32 . "Prompt Reporting fo NRC of Sgmhcarl lnf ^ * 
involving Radioaclivo Mall " Svc list oncl „ „ fl7l -ojg- 

CUNNINGHAM. R E Div.sion of Induslrial & Medical Nuclear Safely (Pfl 
80/05/25. Consolidated Edison Co ol Now York. Jnc I20pp 46398 i/ 9 ' 4b c 


0007290135 Ack roceipt of 8B0603 hr -nlorming NRC of stops taken 


noietf In Insp Repts 50 324/88-14 A 50 325/88-14 Responso to V clalicn 




14 01 beng rov.owed A NRC accopiabiiity wll bo provided at later date 
VERRELLI.DM. Region 2, OlC Of the Oiroctor 88/07/14 UTLEY.E t Catenae 
A light Co. Ip. 46341.050 46341,050. 


DOCKETED ITEMS 141 


fl«nft0202fl8 Informs of 10 scop© & sO'frtv f) lot ties f/n rcnt/oi sy* A 

Vrnv d.s summary statements of comm IrrmnlS 
■S'D EY R Ter-essoc Valley AulhoMy 88/07/22 Document Control Branch (Decu 
ncol CcnW’ OesH 3pi>- 46374.245 4*374 24/ 

<*08020278 Apcl eaten for amend to UconSO CPn*?7.rov.Sipy Toch Spec Tab'o 3 6-1 
navaga paths w/Uml 1 hydrogen analyzer .Fee paid 
rfl-n FYR Tennessee Valley AulhoMy 88/07/20 Document Control Branch (Docu- 
ncntCcnirOt Desk} 2pp 46374 277-46374 290 

-8808020263 Proposed Tech Specs.rovisng Tabio 3 G 1 to ndd potonhal leakage paths 
w,MJr1 1 hvdroqen ana‘./^ r ' 

• Trr.esseo ValOy Aulhonty 06/07/26 i?pp 403/4 270-403/4 290 

88C8030333 Fugards Employee Concerns Spec al Progrom.Vol 0 QA/CC Caiogcry " 
HAhSEN.CM Tennessee va'.oy Authority 08/07/26 Document Control Brunch 
(DocjtpH Control Desk) 6pp. 46414 149 4G-1M 153 

-8808030339 Employee Concorns Program Vol 8. QA/QC Category " 

* Hr.ncssoe Vale / Aulhonty 80/03/14 240pp 46*1 M f54 -46-US(Mf 


-8800 160366 Amends fl & 68 in Licenses OPH-/7 A DPn-79.tQS0nclvoiy t roving 
testing lequirem.onis lor turbine driven auxiliary foortwater punips 
BLACK.S OfC «1 Special Projects 08/08/05 22pp 46561.068 465G 1083 

-0608160367 Safely evaluation supporting Amends 77 & CQ to Liconscs DPR-77 & 
DPR-79.fOSpect.vOly 

' Die Ol S pccai Piciocls 08/03/05 Opp 46501 090 46567 00? 

8000110138 Requests o*omption from t0Cf'R50.App J.Typo C tosling ol contanmonl 
i iolat on chock voWon tn ccr:lnr.tr.onl A RHR spray syS lording of valves wou'd result 
m u’hJuo hardship A costs w/o compensating prctociion incroaso.Fco pad 
GHlLH.nv.H Trmnessco Va.'Oy Ault'onty 8R/08/0R Document Control Branch (Docu- 
mort? Control Dusk) llpp 4G5C0220 4fi5C0.23/>. 

B0Q8 150405 Application for amends to Liconses DPR -77 A DPR 79. consisl'ng of Tech 
Spec Change 00 22,revfS'r:g containment syS Served anco Regime meats 4.6 l 2. is & 
4 6 3 2 A Ttibb 3 6 2 Foo paid. 

RAY.M J Torressco Va'ley AulhoMy 0B/O8/1O. Cocumcnt Centro 1 Branch (Docu 
menf Con/rcf Dos*) ipp 40557 0<3 46551 026 


6838040125 Appiranon ter amends to licenses DPR // A DPR-79.changing r«ch 

Specs rt‘ containment sys iCO Condenser fee? pa <1 

GnOlEY.R Tennessee Va"ny Authority 88/07/27 Document Control Branch (Docu 
r.eni Co^tro' Desk} 2pp 46435 ?45 46435 258 


-8808040127 Proposed Tech Specs ro :co condenser Ilow Wockano 
* Ttn.nessee Val Oy Aulhonty. OQ/07/27 I2pp 46430 247-4643!) 258 


8808020309 Forwards EA OR 003, Encjnccnrvj A&suaiiCO Overs gilt Rcviuw 
Rep* Sequoyah Nuc'e6' Plan! ■ Un.l l.Ocsign Baselmo A Vonficaiion Program - Sovn/. 
al Opel tears /emao & ti-qojv ri'SO'idron buloro unit restart 

GRiBLEY.R Tennessee Valley Aulhonty 68/07/28. OoCurronl Control Uranctx (Docu 
mepi Cental Desk) 3pp 46384.157 4G3H5 104 


-8800150407 Proposed Toch Spec Survoi/anco nen.i'romems 4.G.1 2q A 4 63.2 A 
futdo 3 6 2/u con(amn:onf sys. 

* Tnnr.ossoo Va'loy Authority 88/08/10 llpp 46561 016 40551 026 

OCCJ81504OG Apphcotion for amonds 1o dennsos OPR /7 & UPn-79,addr.q ope/afrlty & 
survoillanco roqu'rcrnonlS tor tow temp OvOrprussun? p.olnclirjn sys Fco ha <J 
RAY,M J. lonncsseo Valley Authority 08/06/10 Document Control Branch (Uocu 
rnoK Control UosM 2pp 46540 244 4G540 3C8 

- 800815041 1 Pioposod lecti Spccs.nddng opc.-oblly A surven'anco rcrtuirnn.onis lor 
*ow lomp ovorprossuro urotoct on sys 

* Tomrosson Va'loy Auirority. 88/08/10 63pp 4G540 246 46540 308 


-8608020400 Lnsineuri".9 Assuranco Overs.ghl Rov:ew Hopl.Soquoyah Nuclear Plant • 
Ur.: 1 Dos gn Baselmo & Vonlxahon Program " 

WElEENSTElN.J . MALONE.D L . CAt J 0/2l.AP Tornosv.uO Volley Aulhonty l:A On 
003 6R/06/27 385pp 46384 160 46385 1Q4 

8808230117 Part-a 1 respenso to FOIA rcqe.osl to' cfccumoms ro pipnl.App A tlucumonts 
er^i A available in PDn 

‘JlSlEY D H NRC . No Deiaitod Atlil alien OivOn 08/07/28. o'OHNSON.G L 
SwOer&Berln 4pp 46581 207-46581 2/0 


8Q0016Q111 App'icaiien lor amcndb 10 Licons<‘b DPR-'// & DPR-/9. cunsisting ol Tech 
Spec Change 06^ 08. revising Toch Spocs 10 Odd addl f.ru duiochon nblruTneniaii-orx to 
Tohlo 3 3 11 

RAY.M J InnnostrOo Va/oy Aulhcnly 88/08/10 Occumont Contro' Branch (Hocu 
mont Control Desk). 2pp 40558 1 74 46558 1 B0 

* 0808160112 Proposed Tech Spots.cofisistmg ol Tech Spec Cliamjo 8F1 08. addi'qi 
aild» liro doloclios iuslrurnentoi cn lo lubto 3 3 11 
4 Tennessee Vo ley Aultionly 6B/0Q/1Q llpp 46658 176 46550 186 


-B70826O3O7 Forwards ropl ro Iconsmq & routarl schodulos.pt'r EDO 870/27 
rr^mo In'O w.il to prov dod weekly. 

PUNCHES J L Program Management. Policy Ouvofoprnoni & ArmfyS‘3 Sfafl (Post 
870411). 87/C8/21 HAYES, B B OHiCO of investigations, llpp 46561 312 4Q6B1 322. 

06080303 fO Provr-tes resulis ol revtnw as suppNjmOiit.tf response lo Gorier C LP tHi Ob. 
8~r c Acid Ccnoson ol Carhcn Sleet Roacioi Pressuro Boundary Componcnls m 
p;vh Pi a ms " 

G RlO^EY.n Tenrtessoo valley Amhomy 08/07/20 Dar.ufttanl Conhol Utdr.rh (Ucco 
rrer: Control Oosk) 4pp 46429 334 46429 337 


8808160410 Provides imp l omenta lion scliudJ’e lor replacement iloms prexjram supplo 
monla 1 pror;fam plan m rosponsu lo SR Richonison 880525 Mr lo SA Wh.lo. 
GR1 DlEY.IV Tomesseu Va'ley Authority 08/00/10 Oocu-nont Cpntro! Branch (Dern 
merit Control Desk) 5pp 46561:152-40561 16t> 

0000170003 Comnvints on dralt Shilo Permit 80 036 lor sowoyo hold & Inu/I opefalion 
al pi a nl, per B807PJ request Rhea Ccunty v.hou'd be ctianqed lo Ham lion County 
SCHMICRBACH.M Tcrnesscn Vnlloy Authcnty 88/00/10 SINCLA!R,HM Tonnos* 
soo. Slain of 2p|i 4657/ 358 465/7 350 


0SOfiO3O3)8 Fowazds nummary doscnpJ-o?> oi chntnjos in QA p/eq/a/n »7 irmiairva mi 
p:€-m:niaiicn dates that ul-l Uo dr^e!opr.g & irr.filernonlir.g Charujns will bo fudher <ju- 
scr oed .n no/t rpy io OA topical rept 

Gfl'DlEY.R Tenaossfo Va’ dy AuP>o/ijy 88/07720. Docwmo/8 Conirci Utarxh (Dncn 
me ni Control Dusk) 5pp 46427 070 40427.074 


8800100001 Fcrwii'th addl info ro dosol gur tralor lt>ad analysis rosullti.por 600805 
te'COn Tallin l dospu hints nru so'. I- IrnpostMi valuuS lhal p'Ov.ile ensuranro lli&l ndt| 
idling nol oxcuedorr 

GRIDLL-Y.n I nnnussuo Vai oy Aull't^iiy 80/08/ 11 Rpcumnnl Control fl/oncli (Dacu 
monl Cordroi Dusk) tipp. 46588 320 46500 325 


6608050043 Not/ caiion of 6Q0803 mooling w/i<lil m Uockvi' , e.MP lo (J-scuas App J loak 
ra'e lest no reqjred for coniammoni spray Sys A MHR spray sys check valves 
DONOHEw.J Ofc ol Special Pro;ccis QB/07/29 BLACk.S Ofc of Special Pru|ecis 
4pp 46436 325 46438 320 

66Q804O3 1 7 Forwards updalo to 850318 Hr ro portormonco losl-nrj uf roaclo 1 rol.ul & 
salety va'ves Suppo-ts modilicd to rodeco saloty/rohoi valve liar.yo loads to within 
loads specked by Crosby Valve & Gauge Co 

GRIDLEY H Tonnesseo Va'loy Aultionly 08/00/01. Document Control Branch iDocu 
rnor.t Control Desk) 2pp. 46436 201 46436.205 

8808050230 Notification ol cancollahon of mooting w/util to rliscuss App J loak rate 
bsi.ng requ'red lor containment spray sys & RHR* spray sys chock vaivos 
OONOHGiv.JN. Ofc oi Special Projects. 88/08/01 BLACK.S. Ofc ol Spec al Pro;ecls 
3rp 46445 248-46445.250 

8808 f f0M5 Fciwards update (o ul.f 8503 18 Ur re performance tosling of reactor lohof & 
safety valves. 

GRIDLEY.R. Tonnosseo Val.oy Authority Q8/08/01 Document Control Branch (Cocu- 
/rent Control Desk). 2pp. 4649 < T.253-46499:254. 

8806050143 Roqjosts rev of restart plan & power ascension documontnlloh lor 1ac a l>ty 
T.’oirrung of no s’jtiic^ni need l Of ho'c/up at k'udo 1 

PARTLOW.J.G. Ofc Of Special Projects 8Q/03/02 WHITE.S A Tonnessoe Valley Au- 
thority. 2pp 46449 280 46449 28 1 

8608110132 Usts results of radiochomical analyses on r.pikod sample from Idaho Falls 
as of conf.rmalory moasurement program All achvitios aro decay correctod 

lo 880512 as msirucfed 

GRIDLEY.R Tennessee Valley Authority 08/08/03. Document Control Branch (Docu- 
ment Control Oask). ?pp 46505 360 46505 361 

8808090144 Foiwards status ol electrical caiculal.on program ro restart effort AH calm* 
rDin)ci?n P i ,fl except ELMSAC.which w.ll bo Issued by 080824 Related Info oncl. 
^HiuutY.B Tennessee VaiJev Autbo/dy. 80/00/04 Document Conitoi Brunch (Docu- 
ment Control Desk). 1 1pp 46477 339 46477.349 

^ y quesis re’iof from ASME boilor & pressure vessel code, Sccfo/i xi.ro 
US9 0 UUasomc flow-rnoa Sure mem devices tor Sochon XI pumps in rosponso 
ro n C r ,eqjQ& ' lor 8ddl '^O.fOQ paid 

mnnTr ^ Y R Tennessee valley Author dy. 88/00/04 Documtml CoofroJ O/anch (Docu 
mcrU Control Desk) 14pp. ^6550 079 46550 092 

08 ^ll°i 6 ^ F °^ ar * dS Amond 3 77 S 68 to Licenses DPR-77 & DPR -79. respoclivL-ly & 
, ' ® va ^ ^ ua JOn Amends revise testing requirements for lurbmn duven duxi'iaiy feed- 
wa,ti pumps 

^ C 4656f 0 066°46l6l C o!)2 f0|OC,S 80/03/05 WH,TE ' S A Tonnes 300 VaHoy Authority 


8800240131 Afy/jCJiiei Jnr arnrrij io License Dnh 77 .cons , f;rrip ol Toth Mpix Clwnuo 
0 H- 20 .rev.slng uripcr head .n;cchuri lovot switch selfio.nt A tolerances of Eurvei’lnnco 
Ftetiui'emoru 4 5. 1 2 C 1 F oo oncl. 

HAY.WJ Tennesson VdJJoy Ault)0‘4y. 88/00/15 Docurncnl Comro) limnch fDccu 
merit Conlrei Desk). 2f«p 46035 C0 1 46630 20 1. 

-880Q2401D3 PrOfHiSOii To c» Specs Chango for pOQu 3/4 5-4 ro tjpfXt JioJd irt,cchon 
level switcti selpoinl A tdcruncus ol Suive llar.ee flOqu roaionl 4 0.1 2 C.l . 

’ Tennessee Valley Authority 0 U/CO /15 220 pj> 46635 003 46635 261 . 

-Q 80824016 G Rov 14 , "Balance Of Plant rcrr.p Momlorino Sys " 

LAKE.U Tennosseo va'loy Aulhonty 87/08/24 14pp 4G635 24/ 46035 2GI 

QQ 0 Q 240194 Forwards Amends 70 & 69 to llcensos DPR *77 8 DPR- 70 . respectively A 
safety evaluation Ameruis mviso Toch Spoc Tablo 3 6-2 ro coniainrr.ont isolai on 
vafvos & 3 6 - f ro bypass A'jkflyje paths to a:/* nary twdy 

BLACK.S ()fc of Spociai Prelects 88 / 00 / 15 . WHITE, S A. Tennessee VBi’ey AuLhotily. 
3 pp. 46630 243 40630 279 

•-B 0 OQ 24 O 19 ? Amends 70 & 60 to Licenses DPH -77 A DPfbVO.rospociivoly. revising 
Toch Spocs ro containment iso'al.o:i valves A bypass looknno paths to ouxuury bldg. 
BLACK.S Ofc Of SpOCidf fhO/XfS. QB/08/ 1 5 3 fpp 46630 ? 4 G 46630 2?6 

**0000240204 Safoly ovuluahon supporting Amonds 70 A 69 to l.lcenr.os DPR-77 A 
OPR - /O.respocfivoly. 

' Ole Ol Special Projecls. 08 / 08 / 15 . 3 pp 4 G 630 277-46630 270 

0000240307 Forwards Amonds 79 A 70 to Licenses OPR -77 & DPH- 79 . rospeciivofy A 
saloiy ovaluuhon Amend changes Toch Spocs on rov.S'ng limiting concJiuon for oper- 
otion of UHS. 

BLACK.S Ole ot Spociul Proiecis 08 / 00/15 WHRE.SA Tonnossoo Vproy Authority 
3 pp 4 G 629 25 B 4 G 629 285 

-8800240316 Amonds 79 A 70 to Licenses DPR -77 A DPR- 79 ,rospechvo!y. changing 
Toch Specs hmit'ng cond-iion Icr oporalion re UHS 
BLACK.S Ofc of Special Propels 80 / 08/15 I 4 pp 46629 26 1 46629 274 . 

-*8808240318 Safely evaluat.on supporting Amends 79 A 70 lo Licenses DPR -7 7 8 
DPR 79 ,rospccl'voly. 

* Ofc of Special Projccis 88 / 08/15 1 1 pj). 4 G 629 275 4 CG 29 2 Q 5 

8008180450 Stall roquromonts memo ro 880 B 04 bnohng on states ol facillty.Utl on 
couroyod to cont.r.uo elloris to improve attitude ol personnel A mamiain strung nrigt 
involvomont In oporalion. 

CHILK.SJ Office of the Secretary of tho Commission. 88 / 00 / 17 . STELLO.V. Ofc ol 
Iho Executive Djector tor Opnrahons. 2 pp 46504 315 * 46004:316 



Unis 1 & 2 

HAH^iSOM F LjfOi-'a Pc^e* & Qhl Co aa/07/jl 


l^pp 46593 250 40593 269 


lire proiect 0"i req-immoms irom i ccn npots 'wc list crci 

MlRAGUA F J. Absoc*aLo Director to* Propels (Post 67C4- 1} B9/08/02 O- . „ 
Edison Co Cf New Yo'k, Inc 52pp 46463.291 .‘.6463 ^2 '** 


S. Reportable occurrences. LERs & related correspondence 


0807290123 Pf.O l : 60 0-12 on eB07’.3.NRC nol.I.o J c 1 u'l nient to n*a*c bhuldowo ol 
cn* t*j rtpsi- 'C-06 m.echcn vaV© on HFCl SyS S^«-t J&yvn prcmpied by eva'uanon nd 
rat ng that inadequate lcrqu-_* m3y be dva Idble order reduced voiag© 

CARRCLL.H Re^on 2. Ole ol If-eDredcr 68/07/13 ip .16340 339 46340 338 


8800020150 PNO I 59-C43 cn 8QO/15 Ai,.jmt.*'rod Insp Team dsratchud lo p'anl lo 
revew eQ-prrc'l 1dl..re events lhai were ercoir'ered during pla**ned sh,/dowri cf 

'ao <i } ir.cs^i o ? /<?* ©*e of ECO 5 RFC vaf*ti 

CAnnO-L.Rt' Regcn 2. O'C ol Ihe Credo* Bb'0//15 2pp 46382 180 46382 100 


880801C069 PNO l 86 0-13A on asn/lS.ajgTenic-d i-sp leam rov.e*wed ©venls & asso 
caied curec* vC dehors Icr equpTcnt laVe^All repars completed on 880716 
Oncept lesli'-.j Rocuesl 4 cr KCI mtrg ord.-jn lo: o;.eral«n extension g-anten 
CARftOLL.Rt Rcqdo 2. Ole cl re Qi'ecfo' 08/07/29 2pp 46372 019 *16372 020 


8300030336 PND II 8B 043B on 98972? augne - ted msp leam at 0/ir.s*» 
Je'.a.'is Team comp eicu review of evenls 5 associated correct.vo actans to-* ©qup 
nrer.i lai'tres e^cci^'ered Cu* nq shutdown A CC rrcto* problems 
CARROLL RE Ru.;oi ? O'c c f Ihe (Vector BB/07/22 ip 46404 169 16404 159 

0808110226 PNO II 66 (M3C Augmented Insp Team d spanned 10 sfo cn 880715 & de- 
rated cn b30/2? aric* mlcnral detrio'ng w/ IcenSG© on insp lif.Omgs Team conim 
„es ic r e.,o.v so. oral nod packages & positions re dc rnc'o-* del c enc:os 
CARRCIL.RE Hegcn ?.C!c ol re Oredor 88/07/25 ip 46606 321 46505 321 


8800040309 IER 8b 0C8 C2 cn 683302.d scOvered L*ai ge *er:C faiur© mechanism Ox sl- 
ed 4 0‘ sucpiy /ans c 1 deseJ genciaio r b'dy ventiat-on s/s Caused by excess vn slan/ 
Slop Of Ians Fan roters replaced 3 reiu/rel lo SvC W/0BO727 Itr. 

PASfVA.Mj, QF12CR Ca* 0 ‘r.a Power & Light Co 08/07/27 I2pp 46421 277 
46421 289 


BOO0O0OO1O Forwards State cf GA. RadoogCHl Lrro.-gercy Pian.A»rcx F v* • 
Pathway.” ’ 

GRIDLEY.R Tenr*eSSOO Val-ey Aulhonty U0/C8/02 Dcc^m?-, ( Ccr.’xl 3 ra*^h -u, 

menlControt UOSM 3pp 46462 101 464b2 274 " jrit 

-8800120365 “RaUiOfogrcal Errcrrjoncy Plan Anro* F. Ingest on ^aih^ay 
• Georgia. State ol BO/OO/O? Oipp 4G462 104 46462 274 

8808090131 Roviscd on.erQO.ncy plon irnplumer.img procedures mcVd'n Mt^2 h'P: 
4 Opc.'atons Dufy Speoa/rsf Ptocoilu"} 'o* Geno'af t’>r^rcjorcy‘ & He. 1 <c 
"Planl Assossmenl Stall Proceduro lor Aloi.Si'o Aron Ernurgoncy 
GRiniEY.Hl Tepr.ossoo Valley Aulhcr.ly 88/03/02 SGpp 46471 091 46l7> 

0008190272 Roy 15 10 F-taclio*og cal Emergency e«an ln;p I emen|i;*o ProceJ-ne P: 
Eme'gef'Cy Plan Clasr»licaiionl ogic ” VV 78938 16 II* 

GRlDLEY.H Ternosseo Vo^ey Authcrdy 08/08/15 I5pn 46696 123 4659F. 14| 


G. Adiudlcatory correspondence 


B0O8O9O149 Forwards D.rocior's ^cds:or* rtD 88 12 u'Ony.rg f>HG3?4 pt?M.on ;; v 
order suspending epo/ahon ol facuty lo.* roasuns staled in drecic' s c*e'i^-n ty\ 
1CCFR2 206 

PAR I LOW J.G. Ofc of Special Pro.ects 88/C8/0 I DATFS.A K Naltral n.ch:s C<*.v 
2pp 46470 090 46470 125. 

-0008000154 n.rocio*‘s Decision DD 88 <2 doryng pH iiontrr reoresr lor 
pending lu'l power oporot:on lor roasors lliat pant c.jpac4y margr.s & 
tesiir-.q ndoguafe to providu assuranco that pjtjl c health & safety prciecico. 

PAR I LOW.J.G QIC Of Spocial Prciccls 80/09/03 2Qpp 40470 Cb? 46470 1 '9 


8008040329 l ER 88 01 6 CO on C8C61 7.dolcm nod that mocnt.ng o' pressure switches 
on r uc‘ear sec water headc.* coc'i'g water supply to (j>ose: generators roi sosmca'ly 
qjal Leo Cause undeiorm-ed */Cd imp!e*r0nlod W/8B0/28 Itr 
PASTVA.VJ rARKESSJL CarO.na Power & L<yhi Co BB/07/28 5pp 4642C.021- 
46426 025 

8809120061 LtR 88 017 00 cn 88070 1. roperabi ity ol x^Cl C4I d^e to lai’uro of 
f^rbno s'eam ,n'ot solatcn valvo resting from rermal bindrij cf waive d-SC Molor 
rep aced w/anqihe* gear & larger power supply cab e nsia led W/B80729 Itr 
PAST v/A,M J.. HARNESS. J L Ca'Ol na Pcwc* & Lighl Co 80/O7/2U. 12pp 46531 246 
46631 257 

8808160C06 LER 89 019 00 On 980705 oelernt ned lhai moto* for HPCl S/S pump ds- 
chargo vave fray coi acmevo su'liciem icrqjc to epen voivoCavSCd hy ealetjuaio 
cfss gn /evi?iv s Ur>4 paced n Jwf shtldown Va'vo will t>e te'ccaiod W/y69304 4/ 
PASTVA.V J . HARNESS JL Caro«ra Power & Ughl Co 90/09/04 5pp 46550 210 
46659 214 

8808240368 LER 88 018-00 On 880/ 1 3. testing revo.Hed :hal UPC' p^mp s.xton prima^ 
conla nrr.erii mLoa'd iso'ation valve wcJd not CpenC'ajsed by loss Ol eiech Cal conii- 
nu.ty m open-n leg c Valvo geared I m t panel rcp'aced W/e0O81 1 Hr. 

PASTVAM j . HARNESS.J l Ca*olna Porve* & L ght Co 8B/C8/1 1 Spp 46629 334- 
46628 339 


0808090155 Noiicu of issupnco ol rJreehir’s t/oosxn urdo: 1 0CFP 2 206 ce~,';A 
Botos BB0324 rctjuosi.on behalf of cortan ra*rod .ndiv.rlua s lhat Coxir ss. Dn i$^ 
omergoncy ordo* suspend rg lull pswor opural*on cf laci ity 
PARTLOW.JG Ofc ol SpOCiAl ProjcciS B3/0B/03 ?pp 464/0 120 464/0 122 

•0800090157 HeqjeslS cons dorniion o' Lsierf penis re f>rcc»:u(1ng unde* lCC r P2 2C«t 
r.slilulod by NRC per 030324 Mr for rc tol in trailer ol Incilty 
BATES A Natural Hlghls Comer. Q8/C0/19 1-nNbTLM.SD Ofc ol Scec-al Pic^ir; 
3pp 46470 123 46470.125. 


J. insurance & Indomnily Inlormnllon 

8000100304 Fon/varcfs rosulis of nuc'oar fabilly insurance r*-ip on 803//J! C6 
ANlHcsults mtlicaio lhai 13 cl provides 16 rcccmn onrliiho'is mode by AN 4/^ 
B71208- 1 1 msp closed Throo ro.manng placed m pending caiegcry 
GRlDLEY.n Tennossoo Valley Authority ytJ/08/i 1 r3ocumer.l Control Branch ;3:cj 
men! Control Desk) 7pp 46554 296 4655*1 10? 


K. Utility Final Safety Analysis Report (FSAR) & amends 


DOCKET 50*326 UNIV. OF CALIFORNIA AT IRVINE RESEARCH nEACTOR 


8808230146 Amend 5 lo updaicd FSAM fc;r Sequoyah Nuclear P'anl Un is 1 & l 
* Tnnnessoo Volioy Authomy H0/09/23 P.GCOpp 466 1 5 001 46610 Ml. 


O inspocilon reports. IE Bulletins & correspondence 

8808030108 In'orrrs mat u’l pe.*1o*med promra'y revow ol adequacy ol mn row 
bypass Ines Icr sa<0ly ro'atsd ccn’r/ugal pjmps.per NRC Uulolm BB G04 Roviuw mdi* 
ca*e that iler* hod corxoms not appl cab'o to plant 

MtUFORD.MO Snulhe/n Ca'iluna Cd sen Co 89'07/26 Document Conirci Prarcfi 
(Document Ccnirol Desk) Ip 46420 257 46420 257 


V. Operator Examinations 

8008190241 informs of NRC mierprotat on ol Seciion 1CCFR50.74(a} ro changes in op 
eraicr o* senior operato* siaiusll cperaicr gees f f om hcersod to non’icenscd posmon 
w/possi v c I ty ol reass'gnmeni in l cer.scd pcs tion 59 74 (fees njl apply 
PATE R J Reg-on 5. Cfc Ol Ihe Oreclo*. 88/C8/11 Mill FR.G Calilcrna. Un.v cf. 
irvne. CA ip 46597 127-40697 127 


DOCKET 50 327 SEQUOYAH NUCLEAR PLANT, UNIT \ 


F. Securiiy, medical, emergency & lire protection plans 

8807060520 Gs/i&.'.c Ur 86 '0 io a» pow-et teach:' hzensee s & iio'dcrs cf Pa r l 95 ap 
provals ro pu/chaso cf GSA approved sccunty conla ners Svc 'isl ©"cl 
MIRAGLIA.F J AssoaalG D.roclc* for Pro,ecls (Post 8/041 1) 88/07/01 Ccnsol-daicd 
bdiscn Co Ol Now Ycrk. Inc 3lpp 46398 29*3 4638B 329 

0807260007 Fcrwa*ds mail /©queslcd lor usn m preparation of exam schedu’eri to be 
admnsiered du'.ng wk besirnng cn 801212. w/tjxc©pton ol standing orders. Return 
of inlo pack age after adm n slration of oxams requesied 

BENTON, C I Tennessee Val'O/ AulhD-.fy 86/07/06. MOORMAN.J Rcqicn 2. O'c ol 
the C.recfOr. I3pp 4f»?65 ?63 46205 275 

8007260262 instruct on Change 68 0916 lo Rev 0 to Emergency Plan Implement ng Pro 
cedjre EPiP 10. "Modica' Emergency " W/883719 IU 

MARKSB K . GRIDLEY.R Tennessee Valey Aulhorty 08/07/19 15pp. 46300 318- 
463C0 332 

0808 1 10 173 Advises tnat Rev 31 lo 080331 emergency plan appears to meet planning 
stds ol 1CCFR50 47(b) & App E lo 1CCFFIS0 6 accoplab'e. 

MCCOY. F R Ofc of Special Proiocis. 88/07/25 WiMTE.SA Tennessee Valley Au 
(honty 2 pp 465 CO 206 46503 209 


P. Operating license singe documents & correspondence 


0807260092 Forwards oxorrpiion from HjCFR50.App J.Typo B & C lo&k ra'o 
lGSt r.g Tosts wi'l bo porformed priO' 10 rciurn to power 

Bl ACk.S Ole Of Special Presets 80/0?/ f-f WHHL.S A lon-.ov \oe Vale/ WK, 
3pp 40287.092 46287 M3 

*-8807260098 Fxcmp'qn from tOCFRSO.App J fypo 0 & C lea^ ra'e 
reqji'emonis Tests w II bo cor.ductcd prior lo Mndo 4. e 

PARTLOW.JG Ofc ol special Pro.ocls C8/0//14 lermcssco Va'l©/ Auir-o-Mr 
-16287 095-46287 1 13 


0007260206 Forwards list of submilial9 needod to supporl NRC dockers ro U; *-i 
hoalnp & roslart Any slippage in ta*g©l dates could adversoly impncl review sc 
BLACK.S. Ofc Of Spociat Propels 88/07/14 WHilE.S A TennuSSeo Valey AlI o , 
4pp 46292 072 10292 075 


8807270012 Forwards flddi info on Tech Spec Changu 87*10 ro max accepiauo 
su'O drops across hgfi olficioncy parlici.laio a r & cfiarcoai li fe's >n exergoncr 
Ifcatmenl sys, auxi'iary bldg & conho! room omergoriLy vonhiahori sys 
GRIDLF.Y R Tonnessc© Valley Aufliordy 00/07/15 Occumrnl Ccnirol P*a*ich iuj.j 
muni Control Desk) 37pp. 463 1G. 205 46316 33 1 


0807260152 Rrovidos haled mfo to assist NRC in prov.dr.g rosoi-tcos 10 rce. 2- •! 
restart schedule W/two oversi?o drawings _ K 

GRlDLbY.R Tcnnessuo Valley Authority. Bfl/07/ 18 Uocumonl Centro 1 Bra*icn(^cc. 
men! Conirol Desk) 4pp. 46299 071-46299 073 


8807290136 Inlorms that utl response io Generic Lif 0B 03 sahslacto-Y & ro C 
action necessaiy Safety oval uaiion end . . , h , ( . 

BLACK.S. Ofc of Special Propels 08/07/20 VVHiTL.S A Tcrresseo Ve-ev ■> 
2 pp 46356 304-46356 311. 


•8807290141 Safety evaluation supped. rg licensee response lo Ger.orc L 
"Steam Binding ol Auxil-ary feedwater Pumps " 

* Ofc of Special Projects B6/07/20. 6pp 4b356 306 46356 31 \ 


80072901 16 Requests approval of Torn osue© River water as source of ccnlrcl wa.er 
olfiuent (ovicily lQ3hnn. ^ „ A1 r.o»i T,-r.n>s 

SCHMIEROACH.M. Tennessoo VaHey Aulhor.ly 08/07/2 2. SINCIAIR.RM 
see. State of. 2pp 46357.228-46357.229 


DOCKETED ITEMS 143 


-8608 noo 18 Foivrafrfs 
evaijations prepared 


NRR S ALP input based on mim SAlP ova\oa\ ons one) w/saJeiy 
during SALP Oct 1084 * May 1086 period Related documenla- 


rub LEY R F PWR Prciecl electorate l 86/08/01- KlRSCH.D F Hog on 5, Ofc ol 
ihe Director 85pp 46581 343-46582 1 12 


RflOS1 10131 Documents lull conrploiion of ell commitment items ro motor- operaied 
o-ogram io address IE Bullet n 85.003. "Molor-Oporaied Valvo Common Modo 
Fa ures Du'.ng Plant Trans oms Duo to Improper Sw.lch Settings " 

GRIDLEY Ft fernosseo Volley Authority. BG/C8/05 Document Conlrol Branch (Docu- 
ment Control OesM 10PP 46504 180-46504.19? 


8806170102 Forwards corrected notice of v.olal-ori Irom insp Repts 50 327/68-27 & 50- 
378/88 27 Severity level inadvertently omitted 

MCCOY F R Ofc of Special Projects. 88/08/05 WHllE.SA Tennessee VaUoy Au- 
il-.or.1y 2pp. 46572.062-46572 064 

~8 608170207 Corroded notice of violation from insp on 000501 30 Vio'aton 
noiedfaljre lo ic.liato long- tor m corrective actions to p'Ovom rocurron.ee of ovonls & 
to jovjSO Of provide for future rov of rol instrucl-ons 
* 0 f Special Projects. 88/08/05 Ip. 465/2 064 46572 064 


6809020095 NRC Info Nol«co 88 057, “Potonhal Loss of Safo Shutdown Equprr.onl Duo 
to Premature S'lccn Conlrored Reclifior FOi'uig ” Svc list end. 
flOSS) Cfc D.vijjon of Operational Events Assessment (Post 8704 it). 88/08/08 
Ccnsol dated Ed son Co. Of New York. Inc t?2pp 46459 125 46459 246 


0808020102 NRC Inlo Not.ce 88 058. “Potential Problems W/ASEA Grown Buvon ITE 
5 IL T-me Overcurronl Relays “ Svc 1st end 

ROSSI.CE DiV'S'On of Ope/a honal Events Assessment (Post 870411) 88/08/00 
Conso idated Fdson Co. of Now York, Inc 120pp 46038.001-46538 120 


8606180080 Responds to NRC 880628 Ur ro violations noted In Insp Ropt& 50 J2//0B- 
0? & 50 328/83 07 Corrective actions rov to Technical Instruction 1 10 wi'l bo complet- 
ed by 860831 

GRlDLEV.R Tennessee Va'loy Authority 68/08/08 Document Control branch (Uocu 
ment Control Desk) 2pp. 465/6 1 12-465/6 113 


6808030112 NRC Inlo Noiice 88-059. 1 MSiV Guide Rml Failure ot Wntoilord Uni 3 " 
SYc fist end 

ROSSl.C E D .vision ol Operational Events Assessmonl (Post 8704 it). 00/06/00 
Consol dalc-d Edison Co of New York, Inc I21pp 46467:01 1 4G467.131 


8808040062 Suppl 1 to NRC tnlo Not.co 88 004. Inaduquoto Qualification & Docuncn 
lafiorx of F ro carrier Penotration Seats ” Svc fist ond. 

ROSSI.CE. Division of Operational Events Assossmoni (Post 8/0411) 80/08/09 
Ccnso’idated Ed son Co of New York, fnc 121pf>. 46558 205 46558 325. 


8808050135 NRC tnlo Notice 88 060. "Inadequate Po^gn & InstoTohon of Wmorbght 
Penoirat-on Sea's " Svc fisi er.cf. 

ROSSI.CE O.v.sion of Qperatonai Evonts Assessment (Post 070411) 88/00/1 1 
Consolidated Ed son Co of New York. Inc. 123pp 46569.298-46570 060 

8606050248 NRC »nfo Notice 88 061. '‘Control Room HabMabildy ■ Recent Rov.uws ol 
Operating Experience Svc !it>l oncl. 

ROSSI.CE D.vson of Operational Events Assessment (Post 870411) 80/08/ n 
Consol dalod Edison Co. of Now York. Inc I25pp 4C594 312-46595 07G 

6808160384 Forwards results of nucioar liability insurance .nsp on 080705 08 by 
ANI. Results indcaio that 13 of previous 16 recommendations mode by AN1 during 
871208-1 1 :nsp closed Throe remaining placod in ponding category 
GRIDLEY.H Tennessee Valoy Authority 8Q/OQ/1 1 Document Conlrol branch (Docu- 
ment Control Oesk) 7pp 46554 296 46554 302 


.-0000240303 Jr, S p Repis 50 327/88-28 R 5 0 328/88-38 on 980505 0602 V.claUons 
noted Ma,or areas nspecicd oxtendod conlrol room ohsorvaton & cporationgl safety 
vonlicat'on.mainl.roview ot previous insp find ngs & follow up ol events 
LONG A R., Jf-NiSON.K fj|. Reg on 2. OlC Of tho D.fOClOf 08/0/725 39pp 46636 026 
46636 066 

00OB25O264 Responds lo NRC Bulletin 88 009. ‘ Th.mble Tubo Thmnr.tf in Wostng 
houso Rnoctcrs " Eddy current testing ol lubes w.ll be porfo'med du- r.g Cycle 4 rolu- 
eimg cuiage for Unit l & Cyc o 3 rofueling oulago for Unit 2.Comm tmenls oncl. 
GRIDLEY.H Tennessee Valley Authority 88/09/17 Document Conlrol Branch (Docu- 
ment Control Desk) 3pp 4G642 2C0 46642 202. 

0808110208 NRC Into Nnbce 68 064. ‘Reporlmg Fires In Nuc'ear Process SyS at Nucle- 
ar Power P'anis ” SvC I si end 

ROSSI.CE D.v sren ot Opo-'aUonai Events Assessment (PosC 6704 ff) 86/03/ H3 
Consol doted Edison Co ol Now Yoik. Inc 104pp. 46643C01 46043 104 

0800 120327 Nnc info Notce 66 065, "Inadvertent Drainages cf Spom Fuel Poofs.” Svc 
lisi oncl 

ROSSI.CE D.vison of Opcralionai Events Assessment (Posi 8704 11) 69/08/18 
Consolitffltod Edison Co ol Now York. Inc I23pp 46628 01 1 46626 133 

6800230133 Forwards Rov 4 to CEB Repl 72-22. “Evaluation ol Effects of Postulated 
Prpo Earfuros Outside of Ccnramment tor Segucya'i Nucfoe' P'nnf Urvts 1 & 2 
GRIOLEY.R Tunnosseo Valley Aulhonty B6/C8/19 Cociirr.ont Control GrarctHDoCu 
merit Control Desk) 2pp 46621:1 10 4G622 134 

-0BOB23O142 "Eva'uabon of ElfedS pi Posfu'nfod P.po FrnLres Oulf.-do of Conianmonl 
for Sc«-.iayah Nuclear Plant, Unts 1 a 2 ” 

POOLE AG Tonnossoo Valley Authority 88/07/05 4C0pp 46621 1 12-46622 131 

0808240397 Forwards 1st cf subrntims needed to support du:.sion ro faenty hoaiup & 
restart <nc.‘udrng Ou'fofins B8 005.68 000 & 88090/ ffr ro upper head In option sot- 
pcmis 

BLACK.S Ofc Of Special Pro.ociS 08/08/19. WHITb.S A Tennnssco Val cy Authority 
3pp 46631 C68 46631 0/1 

QB0G1G0392 NRC Info Nohco 88 066. Indus him Radiography Insp & Enforcement “ Svc 
list oncl 

CUNNINoHAM.R.E. Division cf Induslnol & Mod cal Nuclear Saioty (Post 870729) 
00/08/22 Consol dated Edison Co of New York. Inc 9Cpp 466 26 134-18628 223 

8008 1804 14 NRC Inlo Not:co F)9 067, "PWH Aux hay Foodwolor Pump Ttfhriu Ovor- 
spued Tup Frt'k.ro " Svc list oncl 

ROSSI.CE Div.sien ol Operotonal Events Assossmoni (Post 8704 11) 68/00/22 
Consolidated Edison Co of New York, Inc t23pp 46643 105 46643 227 


R. Periodic operating reports & related correspondence 


8007250151 Monthly operafruj ropts lor Juno 19811 for Sonuoyii'i Nucloor Piflni Undo 1 
S 2 W/UU0/11 Itr. 

SMlTif.S J . UUPREE.D.C. Tonnotisno Valoy Aulhomy 00/08/30. 57p|». 46259 143- 
4C259 199 

0808030054 Forwards weekly schodulo of I VA activities for wks of 860725 & 0601 
KELLY.JL. OlC of SpOCia 1 Pto/JCls 06/07/25 BLACK. S Ole ol Special Proiocts Opp 
46403 325 46403.330 


860B05029S NRC Info Not co 00 C62. ‘‘nocom Findings ro Implemonialion of QA Pro 
crams by Suppliers of Transport Packages “ Svc 1st oncl. 

BURNETT. R F Oiv.SiOn of Safeguards & Transportation (Post 670413). 60/08/12 
Consolidated Ed son Co. of Now York. Jnc. I00pp. 46561:155 46581 263 

6608180003 Requests subsiituton ol pages in 800005 response lu NRC Ru’ioiin 05 
003, "Molor-Operaiod Volvo Common Modo Failuros During Plant Trunsionts Duo to 
lm prop e r S w.tc h Setti ng s ' * 

GRiolEY.R. Tennossoo Va'loy Authority 08/08/12 Document Control Branch {Docu 
mem ConUol Desk) »p 46576 289 ^45576 289. 

880BQ90264 NRC info Nohce 88 063. “High Rad alien Hazards Frcm Irradiated in Coro 
Detectors & Cab'es." Svc list oncl. 

ROSSI.CE D .vi slon ol Operational Events Assossmont (Post 670411) 03/00/15. 
Consolidated Ed.son Co. or Now York. (nc. I fOpp. 46569 085 46569: 174 

BB08340205 Forwards 880805 Itr.notice of v.oiat.on & cor/oclod Insp Repts 50 327/86- 
31 & 50 328/88-31 

MCCOY.F Ole of Spocial Protects. 80/00/15 WNITE.S.A Tunnossoo Va'loy Aultior- 
rfy 2pp. 46631 C0 1-4663 1.021 


0608220008 Monthly oporatr.g ropts fer Jul 1080 lor Sequoyah. Uh ls 1 & 2W/f]{)0G11 
Ur. 

SMITH, SJ Tonnossoo Valley Aulhor.ty 80/07/11. 54pp 406G0 209 40000 ?5fi 


S. Reportable occurrences. LEPs & rofalod corrospondonco 

8007270103 LER 08 026 00 on 880829.ii r iit in Modo 5 wnon d 0501 swmrlby tjonoralors 
rocotv^d on erqoncy start s goal Causal by unjorvollago condai<n on 6 0 kV shut 
down hoard tb 0721 resulting Irom feuder breaker trip W/080721 Hr. 

S1SKA.D, NAIK.JA. SMlTH.SJ Tonnossoo Va'loy Authority HQ/07/ 2 1 . 7pp 
46310 332 46316.338 

8800090003 LER 81 02J/03L-1 on 8l0303,lo^r urufersl/nd ppo s^cevos associalc:! w/ 
seal irjocton water ir.os io reocior coolant pumps ijonlilicd Causod by inco'roct 
insmilahon Workplan 9073 issued to reshape sub] ppinrj sloovos W/8B0/29 lb 
ROGERS. M.n , SMlTH.SJ Tonnossoo Va'loy Aulhcnly 68/07/29 Documerl Coruro' 
Branch iDozumcnl Ceniro'- Desk) 4 pp 46477 325-46-1/7 32U. 


**8808240222 Forwards Insp Ropts 50 327/86-31 8 50 328/08-31 on U8C600 10 & 
notice ol violat on 

MCCOY.F.R. Ole ot Special Projects 88/08/05 WHITE.SA Tonncssoo Vniloy An- 
liior.ly tp 46631 003-46631.021. 

**8800240225 Notice ol violation from -insp on 880C0G tO.Vio'alion noiod: l:consoo failed 
a(1f1Gfe 10 procedures lor personnel radial on prcioclion 
Mt.COY.F R Ofc Of Special Projecls 80/08/05 2pp 4C631 004-46631:005 

-8800240230 Rovisod Insp Rcpis 50 327/08-31 & 50-328/80-31 on 800806 10. Viola- 
i on noled Maior aroas insoGcted aroas of uaminn 8 qua'if'Cabone.exiornal & internal 

rvoys.sokd wasio 
of ihe Director. 


& Iransportation 
80/07/ i 9 )6pp 


coatrol.control of radioaciive mail & 
WEDDINGTON.R E.. HOSEY.CM Region 2 ( 
46631.006 46831021. y 


880B240297 Forwards Insp Repls 50-127/88-28 H 50-328/88-26 on 880505 0602 & 
notico ol v olation. 

S OY o! R ,£l°' S P ec, * J p ^O|OCfs 89/08/16 WHITES A. Tennessee Valloy Au 
ihonty 2pp 46536.022-46636.066 

ce o! vlo:allt>n i'om insp on 680505 0602 Violation noled p'ani confiy* 
i nle . r0panc es not ^Poned to technical supervisor & depressurization ol sonso 
firrn ? 0n5m 1101 incorrectly 

MCCOY. F R Ofc Of Special Project 08/00/16 2pp 46636 024-46636:025 


0800090237 LER 00 010 01 on 80041 l.mcomuleio poslmg ol Sens rosuliod in radio 
transm-sson miorfcronco & reactor trip signal Caused by uso of portob'o raoio in ac 
cumulator Room 4 Roduct-cn of radio powur under review W/8B0729 »r 
S'SKA.D.. MEADE, K C . SMlTH.SJ. Tomossoo Vaffoy AulhOnty 00/07/29 6pp 
464 70 310 46470 315 

8800110085 Noncompliarcu notfcaiioncn 88071 l.approx 1.500 doad fish discovered 
w r)rfluso/ pond.Spocios kJJed were ih/earff-n & p v/ard shad Caused by thermal 
stress. Fish romovcd & aiowod io <Jccay n place. 

GniULEY.n Tonnusseo Vai'ey Auihordy 00/08/03 Cocumunt Ccnircl Branch (Docu- 
ment Conlrcl Desk) 3pp 46C05 085 46505 007. 

0800 110142 Informs Of complulo implumurUai>cn of rcCurronCD control cOTirn it merit ro 
LER 67 001-01. Trip Sotponl ter ACBs Oh Shutdown boards That Feed Control & 
Auxiliary Bfdg Vent Boards Inco'roct Due to Design Error." 

GR1DLEY.R. Tonnussoe Va'loy Aulhcnly 80/08/04 Document Control branch (Docu- 
«r.ent Control Desk) 2pp 46510 204-46510 205. 

0000 160060 LER 03 027 00 on BB07l4.discovo/cd mcofreci sou'eu slronglh ova'uat-on 
date on surveillance instructions for channois Causod by madeqjaio checklist in App 
F of Survoil'anco Instruction SI-1 instruction will be rov.sod W/000804 llr 
KtLGORE.OE. SMfTtT.S J. Tennessee VaLey Authority 86/'08rfl4. Gpp 4G5C7:24$ 
46557 250 
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8008230192 Fowa'ds corrected Tech Specs lo Tech Spec Change 88 20,dtd 880B15 
GRDLEY.R Tennessee Va'lOy Author ty 88/C8/1? Document Centro'* Branch (Docu 
menl Co^'-rcl OesKj Ip 4C620 205 46621 104 

-8808230195 flepiacerr.em proposed Tech Specs re ECCS surve.larce requirements 

* Tennessee Va'iey A uihcmy 08'C8'f? 2C0pp 46620206 46621 J 04 

B808230302 Forwards safely evalualcn accepting ul.l request for re'ief from certain 
ASME Code Seer cn Xf fest.rtg /t-aur'e/rems 4 o f fo-jt co/ttfimmenf rso'afrsn valves on 
hydrogen ana'yzer samp 1 ng syS. 

BLACK.S Ofc of Spec a 1 PfCjCCls 88/C8/18 WHlTE.SA Tennessee Valley Aulhcrity 
3pp 46619 164-46619 168 

-8008230305 Safely e/alya-on accepting uM rcqjesl for relcf f/OTi ASME 
Code.S6ct on Xi.mservice tesing p'ogram ler leu hydrogen anal^er samp’.ng valves 

• Ofc of Special Projects 89/08/18 3pp 46019 166 16619 168 

8808230 387 Requests listed addl nlo re T Ml Acion Item il O l oi NlJHEG 0737. Ter. 
fO'mance Test eg oi Reac’o* Re’.ef A Safety Valves ” Ut I tq prov do trermal hyd'aul c 
& stress anajyses of s-muijareous S/Rv e:tu3t on w/no priv re i pf 
BLACK.S Ole of Specal Propels 69/08/10 WHITES A Tennessee Valley Authority 
3pp 46619 105 46619 107 

6B08250268 Subm.ts resu’ls oi radiochemical analyses perfem ed ty p'ani personnel cn 
sp.ked samp'e received 4 rcm Idaho Fals. per NRC Conhrmaiory Measurement Pro 
aam 

GRiDlEY.R Tennessee Va ley Aulho'.ty 08/C8/18 Document Cqnlrcl Branch {Dncu 
rrgm Comrcl OeskJ 2pp 46642 203*46642 204 

0806240397 Forwards isl Cf subm.lials* reeded !o support deciscn re facl.ty heatup A 
resiart.ircluc.ng Bulleh“s 8BCOS89 C09 & 080307 Hr ro upper head n,cctcri sot- 
pents 

BLACK.S Glc of Spocal Pro. eels. 89/08/19 WHiTF.S A Tenrosseo Valley Authority 
3pp 46C31 068-46631 071 


O. Inspection rep on a, IE BuJJellns a correspondence 

8B05200295 NRC Info No'ice 88 032. Prompt Repaying to NRC cf S'gnfcfini Inc dents 
Invoking Had S3Ci ve Man ' Svc *isl er,cl 

CUNNINGHAM, R E Div-$ cn ol Ir.dus'.nal & V.ed Cal Nuclear Safely (Posi B70729) 
B9/05/25 Cor.so' dated £c.$on Co of New Yo**. Inc I20pp 46309 179 46308 298 


8007200246 NRC Bulloiin 80 009, Thmb'e Tube Thinnng n Weslnnv*. t 
Svc list unci. y esl W*** "w* 

ROSSI.CE DiviS-on of Oporaiicna* Evonts Assessment /jw fi7n . n . 
Consolidalod Edison Co. Of Now York. Inc I23pp 40348 070*46348 \ 93 


0807210218 NRC Info Nolice 00 052, "Fa.hjre of fnlrautonno Tan^om f i n,, 
Applicator Bracltylherapy Ouvicos During Patronf Trealment” Svcui orr,*" ** 
CUNNINGHAM, R E. Division of Industrial A Medcal Nuclear Saleh, icL. 
80/07/2? Conso'fdated Edison Co Of Now York, Inc 109pp 46397 02 

8008150378 Forwards Insp ReplS SO 327/00*27 & 50*320/88 27 cn ftfinsm 
of v olalion Rosponso lo notice of v olat-cn shou'd also address i sted “ : ' 


issuos.mciud ng Incorrect closure of condition adverse lo Quahtv re-i 
MCCOY.F.R. Ofc Of SpGCial ProjeclS. 08/07/27 WHITES A lent 
Ihonty 3pp 40550 138 4G550.167 


SA. Te/»n6S5e6 


p.ogn-r-^ 
W>, h 


-BBO01SO421 Nolice oi vioJairon from imp cn 000501-30 Vofafrcn noted fa 1 ft * 
ato any lerg lerrn corroclivo aclions to p'ovont rocunence oi even’s 
roaciivity changes made wh:lo boih venu'alion S ys trams mopetablp " pctv ' 
MCCOY, F R Oic of Spccia 1 Proto.ctf, 88/07/27. 2pp 46550 14 1 46550 \A2 


-8808150434 Insp ftopts 50-327/00 27 & 50 328/00-27 on 08O5OI-GS3C 'V - 
noted Mapr areas mspecied opotot oral safoty vonficahon rev cw cl o-e - 
find.rxjs.fo.lowup oi ovonts A rov ow oi I consoo ufontdied i'ems 1 ’ 

JEN1SON.KM. Roy on 2. Ofc ol iho Director MCCOY.F n Cfr o' Suv-ri C,- 
00/07/2/ 25, >p 46550. 143*46550 167 ' 0 F, ‘“< ‘ 


0807220034 NRC Info Nofico 00 053. ’ Liconsoo Vio'aiiDns of NRC Pec sto-w * 
led lo Medical D.atjnostc MisadministraiiDns” Svc list end 
CUNNiNGHAM.R.fc. D-vrsTn ol indusinai & Mod cal Nuclear Safety tPcsi 
8B/07/28 Consolidated Edison Co of New York, Jnc JC-6pp 46356 <63 4$iV */j 

0807220192 NRC Inlo Notice 80*054. •'Faiuro of C.rcut Breaker Folo^.nc lr.f>'v. v 
of Ampiccior Cifoct lr,p Attachment " Sue frsi cncf 

ROSSl.C E Div.9ion of Operaiional Evonis Assessment (Post 87041 ij ® 
Ccn9ol dated Edison Co. of New York, ire I2lpp 4G4i 7 020 4641 ? kq "* *’ 

B0OBO5O327 forwards supplomontol rosponso ro v.olat.on noted n insp V: 

80 09 A 50 320/00 09 Coffoctivo aclicnsulil lo rovow ah workp'ans tTat ^a.e Ne 
field complete for moro than 00 days A procoduroi, revised 
GRIDUEY.R Tennessee Va'Ioy Auihoniy 80/00/01. Documont Centra B'er 
morn Comroi Desk). 4pp. 46440 ICO 40448 163 


8007280293 Ack rece pt of 08C6GO suppl respenso to v o'ahons noted >n Insp Repls 50* 
327/80 06 A 50 320/08 06 

MCCOY.fr Ofc of Special Pro, eels 08/07/13 WHlTE.SA. Tonnosseo Valley A u 
t^omy 2pp 46310 038 46318 030 

8B07280205 Ffespcnds to NRC 080617 0r re viola t.ons noted In Insp Repls 50 327/88* 
26 A 50 320/08 26 Co.'recl.vo aclions lechn c-a^s msiroclod on who may A may not 
man pj ate vaWes 

GRlCktY.R Tornessc-o Valley Auhvonty 00/07/14 Doccmeni Control Branch iDocu- 
nr.oni Comrol Desk) 5pp. 46297 004 46297 086 

8808010270 Ack rece p‘ of 890701 rev.s&d response to notice cl v:oiatcn issued on 
871221 ro Insp Ropia 50 327/87 66 A 50 328/07 66 

MCCOY.FR Ole ol Special Pro.ecis. 08/07/15. WHlTE.SA. Tonnossoo Valley Au 
thorny ?pp 46363 220 46353 231 

8008010295 Ack rocc-ipl ol 080613 revised rut-ponse to viq'aiicns noied n Insp Rcpts 
50 327/8778 A 5O-32B/07./0 Implemonia! on of correclivo actions wi‘.l be exarn ned 
djn rt g future insp 

MCCOY.F n Ofc o! Specia 1 Proiecls 09/07/15 WHlTE.SA Tennessee Vallov Au 
thor.ty 2pp 46363 206 46363 207. Y 

0800010394 Ack roccrpl of 060628 Hr mlo.Tnirg NRC of Sicps token lo correct vio’abons 
noted in Insp Repls 50 327/86 19 A 50*328/88 19 A mlorms that rosponso moots 
IQCFR2 2Ql renurements 

MCCOY, F R Cfc or Special Propels 88/07/15 WHlTE.SA Tennessee Val'ey Au 
thorny ppp 46363 269-40363 260 

8807260389 Forwards results ol stoam generator tube p'uqgng as pari of r.servico Insp 
& required by Tech Spec 4 4 5 5b Specai repl of resu'.is wi:i bo subm lied by 890703 
GRiDlEY.R lemesseo VaToy Authcnly 08/07/ IQ Dccumenl Control Branch (Docu- 
ment Control Desk) 5pp. 46327 050 46327 054 

^327 /B7* 30 & C *Q r 320/6 7°30^^^ l,r ,n f0& F° rsB *0 violation noied in insp Ropls 50 

MCCOY.FR Ofc of Spec a' Protects 88/07/18 WHlTE.SA Tonnossoo Vaftov Au 
fhcrily 2pp 46400 229 46400 230 

0008030220 Con'rnrs 86'J?2B enforcement confcrer.ce at S'lo to discuss concerns ro 
appa*ent fa lure lo comply w/Tech Spec 3 5 1.2 achon requ.remoms for uppor hoad 
in;eciicn sys.por 880 7 1 9 teicon 

MCCOY f R Ofc of Special Rio,0Cls 08/07/20 WHITES A. Tonneasoe Valev Au 
thorily 2pp. 46429 359 46429 366 

8907200162 Suppl i to NRC Info Noi;co 89*046. ' Licensee Repl ol Defective nofur* 
bishod (j'cuil Breakers “ Svc l.st oncl 

ROSSI.CE Division ol Cperahona' Events Assessment /posi 870411) 98/07/21 
COnsoTdaied Edison Co of New York. Inc. 125pp 463B8 054 46388.1 78. 

08080 J0 161 Forwards safety evafuaton acceplrvg uu 090301 response lo NRC Gu/fot n 
B8C02. "Hap dly P/op.igai.ng Fatigue Cracks «n Steam Generalor Tubes " Proqram 
for imptemen’ ng Paragraphs Cl A C 2 cf bu'letm roquosiod 
BLACK.S Ofc of Special P/O.ecfs 06/07/22. WHlTE.SA Tennessee Vafov Aulhor.tv 
2pp 46360.003 46360 007 y 

-66060 TO (6? Safety evaluation accept ng util 880301 response fo NHC Bulletin 80 002 

• Raod.y Propagaiir.g Fahg.io Cracks m Sleam Generator Tubes.” 

* Ore oi Special Proiecls 88/07/2 2 3pp 46360 005*46360 00? 

8808020245 Suppis response lo v.clatons noted in insp Ropts 50-327/06 27 A 50-320/ 
86*27. Corrective actions Drawing 4/BOOi 10 wi‘1 be revjsed to refJoci preload va'ues 
GR'OLEY.R Tecnesseo VaToy Authority 8B/07/22 Documonl Control Branch (Docu- 
monl Conlrol Desk). 9pp. 463/6 247*46375 255 


8B0B 150241 Ack receipt of 080701 lu mfoimlng NRC of steps taken to cored v o Jvs 
noied In Insp Ropio 50 327/D0 C9 & 50*328/60 09 Response to Vro^atey 
ovalualod & will bo addressed in subsoquont itr 

MCCOY.FR Ofc of Specio 1 Pro.ocis 80/06/01 WHlTE.SA 1 er.nc$$eo Va a, 
irtotilY 2pp 4G05). 299 *6551.300 

8808040297 ForwoidS odol info ro NRC Bulloiin 06-002. “Rapd.y Propagal ^ FaV)^ 
Oracks in Steam Gonc-mior Tulios ” Summary f.stirg of critca. lubes A p'otsr tj 
live stab i ly A siross rabos onci 

GRIDLEY.R Tonnossou Valley Aulhordy 80/ 08/02 Documonl Centra 0rar.c r i3oc. 
mont Contro! Desk) 2pp 40433 320*46433 321. 

8808040305 Rosponds lo NFIC Oulluhn 88-004. "Poient ai Safely Related F-rpUsi 
Results of evaluation & list of comm.lrnonts oncl. 

GRiDlEY.R. Tonnossoe V»Tey Aulhority 89/00/02 Cocumom Con‘ f Q‘ B’d^iOor/ 
ment Conl/cJ Desk). 6pp. 46434. J 40 46434. 145 

8B0B110117 Forwards rosponso to NRC Rultohn 80 005, "Noncontorrr ng Va'*s S-9 
pled by Pplng Supplies,’' per NRC 800 ? M ftr Ofrt devofoped & cu'rer.tfy AiyYmr;'*; 
program plan io oddres9 bullei-n Fudf'.er info w.ll bo provided by BBC908 
GRIDLEY.R. Tennessee Va'Ioy Authomy 00/00/02. Ducuxeni Conbo' Branch iGocv 
mont Control Desk) 4pp *16500 305 46500 308 

8807280019 NRC Info Notice 89 055. ‘Poiontiat Problems Ca^soo by Sir Fa -vet 1 
ESF Swing Bus ” Svc list oncl 

ROSSlCt Dwision of Operational Events Assessment (Post 8704 ii) 0$'Oa-(; 
Consolidated Ed son Co of Now York. Inc 12lpp 46437:121 46437.241 

BQDB030289 Suppf 2 to NRC BV-lefln 00 005. *'Nonconform-ng Mat's Supplied b/ P.7N 
Svjppl-es.lnc a! Foteom,NJ A Wosl Jorsoy M/g Co at WrJ-amsJrwANJ " Sv: 
ROSSI.C E Uiv.sion of Operational Events Assessment (Post 87041!) fc'Gc'C 
Conso’idetcd Edison Co of Now Yoik. Inc M9pp 46538: 121 46538 269 

8808110137 Informs ihot completion dale for containment spmy anxiar ‘low ns.v 
meniahon evaluation roscliedulod to 600831 due to emergent A KhedudUH 
work 'oacf List of commitments oncl 

GRIDLEY.R. Tennessee Valley Auifionty 80/08/03. Document Conbu’ B'dr.;h;0cJ> 
rnonl Control Desk). 3pp 46500.233*46500 235 

8807290008 Suppl 2 lo NRC BuPolin 08 000. "Thermal Stresses m P'prg Cc'wc-od 
RCS.“ Svc list enci .. . A 

ROSSI.C E. DiviS'on of Operational Events Assessment iPosf B7C4M) 03'L? 1 
Consol daiod Edison Co of Now York, Inc I2lpp 46504 00 1 -46504.121 

8B072901 1 1 NRC Info Not*co 08 056. *‘Poioniial Problenr.s W/S l cone Foa^ F.ro 3a - E ’ 
Ponetrahon Seals " Svc hsl oncl 

ROSSI.C E. Drvriifon of Operationof Events Assessment (Posf 970*11} 
ConsoTdatod Edison Co of Now York. Inc I23pp *16569 175 46569 297 

8800110007 Forwards "Final Ropl on NRC IE Bu'leim 79 14 for TVA SeqoCyJ*i WH w ’ 
Plant Unit i & Common Piping.” .fw 

GRIDLEY.R Tennessee Val'ey Authority 88/08/04. Document Conlrol B'ancn 
mont Control Desk). 2pp. 46505 007-46505:056 

-8808110092 “Final Ropl on IE BuJJelm 79-14 tor TVA.Sequoyah Nuclear PSanlUV 5 
Common Piping “ 

* Tennessee Vallny Authority. 89/09/01 48pp 46505 009 46505 056 

8808240135 Final response lo FOIA request for documents App K dOcuT-CHS ^ 
L documenls pamalty dcleied as oulsidn scope of request App M docun-cn.s t 
Wiltihefd {ref FOfA Exomplion 5) D ur O'. 

GRIMSIEY.D H NRC - No Doiailed Alf.liation Given. 83/08/04 BQLEY.K P--* * 
zen's Critical Mass Energy Project 6pp. 46581:335*46581 342 
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6&0&16Q363 Forward Amends 77 A 6b to licenses OPR*'/? & DPR-79. respeckvely & 
safety ovalualori Amcnd9 roviso losing requirements lor turbine* driven auxilary leod- 
*a:ei puirps 

BLACK.S. Ofc 01 Special Projects. 88/08/05. WHiTE.SA Tennessee Vm.oy Autho.ty 
?pp 46S»61 066 4656 1 092 

-BBOB 160366 Amends 77 & 68 to Licenses OF’R ?7 & DPR-79.riispoclivQ;y. fCv-Si'Kj 
testing requ foments lor lurb.ne diivcn auxilary feedwater pumps 
E31ACK 5 OlC oJ Special ProjOClS 08/00/05 22pp 4G561 066 46601.009 

••6806 169367 Safely evaluation supporting Amends 77 A t>8 lo L census DF'R-7? & 
OPR 79.rospeciive'y. 

* Ole of Specai Proiects 89706/05 3pp 46561 090 46561 002 

0608110138 Requests exempt on Rom l0CFR50.App J.Typo C tosnng ol containment 
isolator chock valves n containment A RHR spray sys resting of valves woidcf result 
i i cr.due ha-dshp & costs w/o compensat-ng protocnon *ncroaso Foo paid 
GR'OlEY.R Tennosseo Volley Authority 88/08/08. Document Control Branch (Ucco 
me it Control CcskJ f f pp 46500 220 <16500 230 

6099150405 App'icaHon for amends 10 Licenses DPR-77 A DPR 79. cons.stuni ol lech 
Spec Change 88 22,rov sing conJonmeni sy& Snrvollancu nequirurronb 4 6 i 2 tj & 
4 6.3 2 & Table 3.6 2 Feo paid 

RAY.MJ Ten ness eo va'.'oy Aulhoniy 08/00/10 Dccumonl Control Branch iDocu 
rrenl Conlro 1 Cesk) 2pp *16551013 46551 026 


0808250208 Submits resu'ls of rad - o chemical analyses performed by plant personnel on 
spked sample rcco.vud from Idaho Falls, por NRC Conlirmaloy Measurement Pro 
gram 

GRIDIEY.R Tonnossoo Valloy AulhoMy 88/08/10 Document Centro' Branch iDocu 
m.Ofil Control Dusk). 2pp 46642 203 46642:204 


Q. Inspection reports, IE Bulletins & correspondence 

0805200295 NRC ln f q Notco 88 032. “Prompt neperim-g to NRC ol S:gn.1icant Incdonls 
Involving Hadtoact.vo Mall ” Svc list unci 

CUNN/NGHAWR t. D.ws’an of bidusfnaJ 6 MediCid Nuc'.Oar SMoty (Post 870 720). 
88/05/25. Consol datuJ Edison Co ol Now Ytyk. Inc l20pp 46188 179 46106-298 

8807280293 Ack teco;pl of 880630 sepp) response to vo'ahons rofer) in Jnsp Dopis 10 
127/08 CG & 50 928/00 06 

MCCOY.F R Cfc of Special Projects 88/07/11 WHlTt.SA Tcn'-.essoo Va'loy Au- 
thority. 2pp 46118 010 46918 099 

0807260205 Rospcr.ds to NRC 000617 hr re violations noted .n Insp flopls 50-127/80 
26 8 50 920/89 2G Co'njul.vo Hel ens lecnnidans instructed on who may A may not 
monipu’eto vnivos. 

GRlDLEY.n. Tennesson Va'loy Authority 08/1)// 14 Document Conirol Drench (Bocu 
muni Control Dosk) 5pp. 46297 084 4629/080 


-8808150407 Proposed Toch Spec Survoiilanco Requrornonis 4 0.1 2g & 4.6.12 & 
Tabln 3 6 2, re conia7irr.ont sys 

* Tennessee Val Gy Authority 80/08/10 npp. 4G551 Ol6 4G56T 026 

8600 1 504 0B Appl cation lor amends to Licenses DPR- 7 7 & OPH/O.add'ui opnrabi'ity & 
serve" far ico roqj.rom.onrs for tow tump overpressure? pfolocl'On .sys Poo pad. 

RAY M J Tennessee Valley Aulh.OMy 00/08/10 Documont Control branch (Docu 
mem Ccnhoi Desk) 2pp 465*19.244-46549 308 

•8800150411 Proposed Toch Spncs.adding upo/abhiy & survuillanco ruc;u rcmonls for 
low temp overpross'jro protection sys 

* Tennessee Valley Autho'ily 86/00/10. 63pp 46540 246 46549 308 

6800 1601 11 Applical.cn lor amends lo licenses DPR*/ 7 A DPM-79. consisimrj ol loch 
Spec Cnange 69 OSrovismg loch Specs lo add udcll firo dolccinn instrumentation lo 

Tab'o 3.3 ii , 

RAY.MJ Tennessee Va'loy Authority 88/00/10 Document Conirol Branch (Uocu* 
rperi Conirol Desk) ?pp 4G550 1 74 -46559 106 

-8809160112 Proposed Tech Specs.cons'stmg ol Tech Spec Change 00 CU. addrq 
add Ire detect on instrumentation to Table Jill 
' Te/mos^ed VaTey Authority. 09/08/ 10 Up, 7 40558. J 76 40550. Jf JO 

8008160410 Prov.des implomentalion schodu'o for ronlncornonl horns nrogiam s:.ppln 
#ren*aJ jvogram p'an m response JO SO Richardson 090525 llr lo SA wh'in 
GRiDLEY.R Tonrossou Va'loy Aulf-.Oiity 88/CO/tO Documnnt Contrrjl nranch (Docu- 
mom Conirol Dash) 5pp 46561 1 52 4G561: 156 

680Q170009 Commonts on draft Siaio PoriTlt 80 036 lor 9Qwago f;old & Haul opuration 
at p'ant.per 000719 requost Rf'.oa County should bu changed 10 Harm, ton County 
SCHMIER8ACH.M Tennessee Valley Aulhoniy 00/08/10 SlNClAlR.R M T urines 
see. Siaio of 2pp. 46577.359 46577 350 

6003180001 Forwards add' ,nfo ro diosol generaio' load annlyss rasdlspQr 000005 
(e?con Tafcfo t dosun fm ; ts are Sdff Imposed vafuos fl'af provrrto onsurm rco thflf rnfg 
raimn nol exccudccl 

GRiDLEY.n Tennesseo Va'.'oy Authority 00/08/1 1. Oocumcnt Control Unmch (Dccu 
mew Control Desk) 6pf) 465S8 320-46500 326 

6800240131 Appl.calion for amend to LiCOHSO DPH-77.consii.ling of Toch Sp(»c Change 
80-20 rovi s- ng upper hoad injecl-On level switch solpo'nt & tolerances Ol Serve nance 
Requirement 4 5. 1 2 c.1 Foo oncl. 

RAY.MJ Tennossoo Va'-loy Aulhor»ly 80/00/15 Document Conlrcl Orortch IDccu* 
front Control Desk). 2pp 46035 001 46G35 201 

-8800240166 Rov 14. "Ualanco ol Planl Temp Mcr.itormg Sys *' 

IAKE.Q. Tennessee Va'.lOy Authority 87/00/24 Mpp 40635 247-40635 2G1 

Q 808240194 Forwards Amends 70 & G9 lu L.consos DPR-77 & DPR 70. respoct.voly A 
safety uva'u at< on Amends revise Toch Spec Tab'o ,16 2 ro containment isoiaton 
vsWes & 3 6- » ro bypass leakage paihs lo atvjr’J/a 7 bldg 

BLACK. S Ofc of Special Proiucls. 80/00/15 VVHITG.S A Tormosseo Vohoy Aulhoniy. 
3pp 46630 243 46630 279. 

-6608240 197 Amends 70 A 69 to Licenses DPR 77 & OPR-?9.respecliveiy. rov sing 
Tech Spues re comammoni isolation valves & bypass loaknqe paths lo ouxiTary bldg 
BLACK.S Ole cf Special Projects 80/00/15. 3lpp 4CG30 246-4GG30 276 

—8608240204 Salety evaluation supporting Amends 70 & 69 lo Liconscs DPR- 7 7 & 
OFn-79.respocl.ve'.y, 

* OfC Of Special Pro.GClS. 88/08/15 3pp 46G30 277*40630.270. 

0608240307 Forwards Amends 79 8 70 lo Licenses DPR-77 A DPH-79, rospochvoiy & 
sa'afy evatvat. on Amend changes Toch Speer* on revising ifrrifrng cond.frorr for oper- 
ation ol UHS 

BLACK.S Clc of Special Projecis 89/08/15 WHITE, S A Tomos^-co VollCiy Aulhoniy 
3pp 46629258-46629.205. 

-8606240316 Amends 79 & 70 lo Licenses DPR /7 A DPR-/9.rospocliv0ly, chang ng 
Tech Specs I m.tina condition lor operation ro UHS 
BLACK.S Ole Ql Spocal Propels 88/08/15 14pp. 46629.201*46629 274 

*•8600240318 Safely evaluation supporhng Amends 79 A 70 lo licenses DPR-77 <5 
OPn*79.respoci.voly 

’ Cfc ol Special Proiecis 00/08/15 1 1pp. 46629.275-46629.205. 

6606230367 Requests fisfod addf info re TMI Aclion llom 0 O i of WUftfc‘G-0737. '‘Per- 
formance Testing of Reactor Rel.of & Safely Valves ” Ulil to provnJo ihormal hydraulic 
A stress analyses of s mulianeous S/RV actuai.on w/no prior roVof 
BLACK.S. Ofc of Specraf Projoc IS 80/08/ Jfl WHJTG.S A Tennossoo Valfoy Aulltoniy. 
3pp. 4G619 105 46619:107. 


08OB0 10270 Ack rocoipl of 080701 revised rosponso to r.ot:cu ol violftlion issuod on 
071221 ro Insp Hopis 50 327/87 6b & 50 320/87-CG 

MCCOY.Fft Ofc of SpOCiaf Prefoci*. 0fl/O7/l5 WHlTE.SA Tonnossou Va'toy Au 
Ihorily 2pp. 46363 230 46303.231 

6COQ0 10207 Expnjssos concum ro ronjeata uurphor cf requests for rev of prt'vjusfy 
uniab'ishod comrn tirunt dptos to NRC loi otfdl rospursos A for oxtons.on ol t rro lor 
lnii*al rnshortsu lo not-cus of vio'at cn A roriucsls corroelivn action 
MCCOY.F R Cfc Of Special PrOfOCJs G9/07/J5 WrbTE.S.A Tohnessoo V.Ttoy Au 
Ifiorily 2pp. 46360.342 48360 343 

88D0D f 0295 A ex rr.'CO'pi of 080613 rov^cO rusponso ro vio'ahons rplorf in ln:*p Rrpls 
50 327/07-78 A 50 328/G7-70 lmp'on:iintaiion cl ccrroclivo actions wi.' bo uxam.ned 
du'inn luturo .nsp 

MCCOY.F.R Ofc of Special Pro,octs 88/07/15 WHITL.SA Tor.nossoo Voloy Au 
Ihonly 2pp 46363 206 46363 207 

8000010394 Ack receipt Ol 000620 II' nfnrm ntj NRC bl stops lokon to ccrrocl vtola^ons 
nolucf in insp Ropts 50 327/00 19 A 50 020/00-19 A Inlorms that response moots 
10CI H2 201 roqjfcmenift 

MCCOY.I ,R. Gfc of Sp.-JCtol Fro t ocis 80/07/15 WHHF..SA Tonnossoo Volley Au- 
Uiorily 2pp 4G3G3 259 4G3GJ 280 

0000030162 Ack tecupl ol 000628 hr r. rospensu to viclfllmn nohid ,n Insp Ropls 50 
32//07-3O A 50 328/07-33 

MCCOY.F R Qlc of Special Projects 68/07/ 10 WHiTE.SA runnussoo Va'loy Ag 
IhO'ity 2pp 40400 223 4G400 230 

0000030220 CAnli'rr.s 800728 onforcomonl conlcrunco ol silo lo discusg concerns ru 
opporem faluro to comply w/Tech Spec 35 12 aclon rcqu'rufT'onis lor upper Hoad 
m/eebon sys per 800/ 19 folco-i 

MCCOY.F Tl Ole of Special Pro eels 88/07/20. WHITE.S A lonnesseo Voi'oy Au- 
Uiorily. 2pp. 4042*) 359*46429 360 

0007200162 Suppl l to NRC hilo Notice 89-040, ‘ L-ccnSOO Ropl ol DoloCbvu Rotor- 
hishod Ore i.il Bruokcrs" Svc 1st urvj 

ROSS1.CE Divivon ol Opr ral.onal Cvontb Assessment (Post 070411) 80/07/21. 
Con 90 ’Klatod Ecuscn Co of New York, Inc I25pp 463G0 054 46309.178. 

0809010161 Forwards $afOly ovatonlion nccopling ulil 000301 rosponso to NRC Bu.lolin 
08-002. "Rupd'y Prcpagollng Fflliquo (-racks m Steam Gonormor Tuhos." Progrom 
for Implemonlmij Paragrophs C.1 & C2 ol buToim requested 

BLACKS Cfc of Special Projects 08/07/22 WHiTE.SA Ten^ossno Vplloy Aulhoniy 
2pp. 46360 003 46360 G07 

-0008010 162 Safety ova'ualion accepting uH 880301 respenso lo NRC Du.'Qt n 06 002. 
“Hopid.y Propagafing Fnfinuo Cracks in Sfoqm Gonoraior Tubes " 

• Ofc of SjjQCial PfOlOCls 00/07/22. 3p|> 46360 005 403GO 007. 

8QQG02024& Si.pp!s rofipcnso !o vid’aftons notml in Insp Rr.prs 5O-327/0G 27 & 5 0 328/ 
06 27 Corroclivi) actions Draw-nn 4 7BC01-1U wii Lo revised to rolioci proload vakios 
(GRIDLEY.R Tonnossco Valoy Authority 80/07/22 Oocumont Conirol Branch lOocu- 
monl Cool'd Desk) Dp/J 46375 247 46375 255 

0000020023 Ack ioco:pl of B0O7O5 Ilf & payment tor civil penfilly proposed by NRC 
000603 )t/ 

UEBEMMANJ Oic ol F.nforccmoni (Post 970413) 86/07/25 WHiTE.SA Tennessee 
Valley Authority. Ip 46382 360 40302 360 

0807200246 NRC Bullotm 88 009. Thimblo Tube ihrn'ng in Wosl'nghouso RoactO's " 
Svc list cncl. 

ROSSl.CE DiviS'On of Oporatonal Events Assessment (Post 870411) 89/07/28 
Consol.datod Edison Co of Now Yoik, Inc. I23pp 46340 070*46348.192 

8007210218 NRC Info Not-CO 88 C52. "Fo.!uro of lntraulonno Tandem ol Flolcl.or Suit 
Applicator Orachythorapy Devices Oering Patient Troatmonl '* Svc f>st oncf 
CUNNINGHAM, ft E. Divis:cn of Ind'.striol & Mcdcal Nucloa» Safely (Post 670729). 
80/07/27 Consolidated Edison Co ol Now York, Inc 108pp. 46397 029*40397:136 

8000150370 ForwordS Insp Ropts 50 327/D8 27 & 50 320/08 27 on 800501 33 8 nolico 
of violation Response lo notico ol v.olahon should etoo address lislod programmatic 
issues including rnco'rect Oost/re of corrdrf on advursn fo q uStdy cvpl. 

MCCOY.F R Ole Ol spocal Projects. 88/07/27. WHITE.SA Tonnossco Va'iey Au* 
Ihonly 3pp 46550.138 46550 167. 

-8800150421 Nolico ol violation liom insp on 800501 -OO.Violaiion notod fa/uro lo inrti- 
alo any long torni conoctivo act:uns to provent recurronco ol events whoro positivo 
reachv.W ctianQQS rnaOo wh7o both vonl lot on sys l/am* Inopo/abie 
MCCOY.F' R Ole Ol Special Projocls. 80/07/27. 2pp 46550: 14 1*46550. M2 
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8600220246 Confnns 660804 lefocn tcUcon uN & fcn-cwe 9>v ol Water ^l ulion 
Ccnlrol re Chckama^a reserve' temps felccn .nlcrms that r.ver irmps ops ream & 
tic An r .!fPAT q o r oj 28 > v cxccrded 66 9 d£Q*C£S F on flyCBOl 0? 8 OJ 
SCHV.tR0ACH.Vl Tennessee Vahe/ Auiho f ty 68/08/16 SINCLAIR R M Tennes- 
see S'aie ol 2pp 46601 167 46501 168 

8806250206 lER 68 023 COcn eeOTPD.rcu'*/ fee watch p3lfCl though 734 tl p'fcvat.on 
c; doxi iary h:<jg ecu d not bo completed Caused by hl * h *vel a r .^ c " , ° fat ' ,oa ~ ,,v ■* 
cn bUg Piam cperaicrs manual / dialed treatment sysw/08CBio Ir 
SiSKAO NAJKJA. SMITH S J Te-nessce V3‘ley Authority 08/08/16 5pp 
466-*.8 j09 46640 313 


V. Operator Examinations 


0807260087 rorwa'dS mall requested ler use n preparation cl exam scheduled 10 bo 
admnsiered denng .vk bey nrvr.g en 861212 ^/exception ol stand ng orders Hotu.n 

c 1 nlo tackaco aMer admnslraiiCn ol exams reqjGsted ^ 

3ENTO-N.C T Tennessee Vaiey Authority 6dr07/C6 MOORMAN.J Reg on 2. Ole ol 
the U.roctcr 13pp 46285 260 46285 275 


DOCKET 50-328 SEQUOYAH NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & lire protection plans 


8807060520 Gore; c Ur 88 10 to all power reader licensees 6 holders ol Pad 95 op 
rrc^als re purchase of GSA approved secxr.ty containers Svc »St 
MiRAGUA F J Associate D.'eclO' to* Pic.eUs (Posi 87041 1) 88/07 '01 Consol Haled 
EdsonCo ol New Ycrk. Inc 3lpp 46363 293 463eu 329 

8007260087 Fo-wa^dS mall roquc-Sied ler use in p'oparat'On ol exam scheduled to bo 
adn-r.isie'od d^r ry wk bey nr.'uj on 881212. w/ 0 xc<>plion ol standing orders Return 
of ir'o package alter admiristrat en ol exams req jostod „ _. . 

UENTCN C T Tennessee Va tey Authority 08/O//C6 MOORMAN. J Region 2. Cfc 0< 
iheC recto: lOpp 46235 263 46265 275 

8807260262 Insiruction Change 88 0J16 lo Rev 0 ro Fn oryency P an Imp'ementrg Pro 

cedureEPlP-lO. Medcalfcmeigency ” VV/bB07l9i‘r _ 

MARKS 0 K GRIDLEY.R Tennessee VaTey Authci ty 80/07/10 iSpp <16 jC0j10- 
46300 332 

8808110173 Adv-ses that Rev 31 to 680331 emc-gt? i.cy plan appo.rs to rreel p annmg 
sids ol 1CCFR50 47(b) 8 App E io ICCI R50 & acccpiab'c 

MCCOY.fr Ofc or Spec-ai Projocis 80/07/25 White ,S a Tennessee Vo'tey Au 
ihcrily 2pp 46500 2C8 46500 209 

8808040247 Generic Ltr 69 12 to an power reactor icensoes & applicants ro removal ol 
li:o p-oioctori requ-rerr.on's trein Tern Specs SvC I si end 

MiRAGUA F J Assoc aro 0 rector for Pro.ects (Posl 87041 1) 60/08/02 Consul dated 
EdsonCo ol Now Yorn, Inc 52pp 46463 291 46463 342 


8808080010 Forwards State of GA, "Rado’og Cal Emergency P.an.Amox F. Ingest on 
Paihwby.” ^ 

GRIDLEY.R. Tennessee Vaiey AulhO'.ly 89/00/02 Oncumenr Control Broncti (Docu- 
ment Conlro ! Desk) 3pp. 46462 10 J -46462 ?74 

-8808120365 "Rad Olog-cal Emergency Flan.Annox F.ingcsI'On Pathway ** 

• Georgia. Slate Ol 88/03/02 9lpp 4C462 184-46462 274 

0806090131 Revised emergency p'an implementing prcceduros.'ncL.drg Rev 2 lo E PIP- 
4 Operalcns Duty Specia'ist Procedure lor Gor»c.-al Emergency* S Rev 1 lo EP.P-6. 

Plant Assessment Staff Procedjro lo: Ale.n.S>lo A»ea Emorgorcy 
GRiDLCYRL Tennossea Val oy Authcnly 88/C8/02 56pp 464/1:091-46471.146 


6606100272 Rev 15 10 RadiO'OCical Emergency P'an (mp'errentng Procedure IP- f . 
Emergency Pan Classil.caiion loee ’ W/880815 Hr 
GRIDLLY.R Tennessee Valley AulhOMy 69/08/15 I2pp 46556 129 46096 141. 


G Adjudicatory correspondence 


8608090149 Forwards Orecto:'9 Dec sen OD-8Q t2 donyng 880324 pohlion requosirg 
order suspend ng operat on of fac i ty *o* reasons stated m d rector s dec s on under 
T0CFR2 206 

PARTlOWJ.G Ole ol Special Pro.ecis U8/C8/03 QATES.AK Naiuroi Righis Comer 
2pp. 46470 030 46470 t25 


•0800090154 Drecior's Dec son 00 88 1 2 denyng petitioner request lor order sus- 
pending lu.i power eperauon tor reasons thal plant capacity marg ns & performance 
testing adequate to provide assurance mat pub‘'C health 8 saloty prolociod 
PARTLOW J G Ofc of Special Presets 88/08/03. 20pp 464 70 092-46470 1 19 


•8808090155 Noi CO of issuance ol d rector s dec-VOn under 10CFR2 2C6. denying A 
Bales 800324 req^est.on behalf of certain named mdividua's.lhal Cornm.ss on issue 
emorno.-icy order suspendr.g fu.l power operai on of faciMy 
PARTLOWJ-G Ofc Of Special Protects 88/08/03 2pp 46470:120 46470 122. 


•0800090157 Requesis coasderat-on of I sled penis re proceed.ng umJer 10CFR2 206 
msi.tuted by NRC por 8B0324 Ur lo; rel.ot m mailer of faci’ily 
BATES A Natural Righis Comer. 89/05/18. EBNFTER.S D. Ofc ol Special Propels 
3p p 46470 123-46470 125 


J. Insurance & Indemnity Information 

8B08160384 Forwards res ilis of nuclear latlty insurance nsp on 880705 08 by 
ANl Resilis indicate mai 13 cf prev.oua 16 roccmmendahong mado by ANI during 
6/ 1206*11 msp closed. Three remaining placed is pendng category 
GRlDlFY.R Tennessee Valley Authority 88/00/1 1 Document Conucl Branch (Docu- 
ment Control Desk) 7pp 46554 296 46554 302 


K. Uiility Final Safely Analysis Report (FSAR) & amends 

$808230146 Amend 5 io updated FSAR fer Seqjoyah Nuclear Plant Uniis t & 2. 
' Tennessee Valley AulhOMy 88/08/23 2.500pp 46015 001-46618 141. 


P. Operating license stage documents & correspondence 


8607270012 F onwards addi mfo on Tech Scoc Chango 87-10 ro max accept r,.. 
su*o dreps across hgh elhciency pariicc'ale a-r & charcoal htle-s m 
Poaintcnl sys. fluxil ary b'rfg & control room emergency vom la* on sy$ 15 * T ** 
GR1CLEY.R. Tennosseo Valloy Aulf'ority 08/U//15 Uccumem Ccnvci c. 
rneni Ccntrol Desk). 3 /pp 46316 295 463 16 331 

0807290136 In'cmis thal util rnsponso lo Generic Ltr 00 03 sa* s^ctoy & nj'/*,.. 
a:hcn rocessary Safnly evahmlion Lnci 

3LACK,S. Ofc of Special Pro, eels 80/07/20. WHITE.S A. Tenr.ossse Va'^r A ‘v,- 
2pp 46356.304-46356 311 ' ' * 

•0007290141 SafOly ova'uoto n SuppOUr g licensee response lo Genc-ic LL 
Sloam Bi'-d ng of Auxi’iorv FceUwutor Pumps " 

• Ofc of Special Projects 00/07/20 6pp 46356 306 46356 311 

0807290 1 16 Requests approval of Tnmusseo Rwnr water as sou-co ol control wa'o 
olf uont loxicity lost ng 

SCHMIERDACH.M Tcrnussoo Volloy Aulhcniy 08/07/22 SlNCLAlR.RV 
SCO. Slale of 2pp. 46357 228 46357.220 

0800020280 Informs of rov to posl restart scope & schodJe for dosqn con’rei j 
provides summary statcmcnis cf comrmim.onis 

GRlDLEY.n Tennossoe Valley Avjlhonty 00/07/22 Dcce riep? Conlro’ Br^nc- Dec- 
nrunl Control Desk) 3pp 46374 245 40374 24 7. 


8008030333 F orwards ‘ Employdn Concerns Spec al f^og'am.Vcl 0 ‘OA/OCta:e^ 
HANSEN.CM tennossuo va’ley Aeihorily 80/07/26 Docjmcm Co<*l*cl 3^-0 
(Ucctmonl Conircl Desk) 5pp 464 14. 141) 4G4 14 153. 

-B808030339 “Empfqyco Concoms Program Vol B, OA/QC Calcgc-y 
' TonnosCOO Va'luy Authority 80/03/ 14. 24 Bpp 4G4 14 154 46415 041 

8B08Q401 25 Appkcabon <or amends to Liconsos DPR 7/ 8 DPR 79 cha% 13 Te;f 
SpcuS re rrml/inimorJ SyS ICO condonsr'r Fee pfi d 

GRlDlEY.n runnossoo Valley Authority 08/07/27 Document Contrcl B'S^.h tGoc y 
iront Control Desk) ?pp 46435 246 46435 259 


-B0OOO4O127 PrcposGd Tech Spocs to ico condensor How b'oekago 
* Tcnnesi.00 Va. ; oy Authority 09/07/?? 12pp 46435 247-46435 250 

8008030304 Sub-nils addl info ro moml backlog A operator input feedback rcq«.:Vtf a 
00OB13 mcoling on faciMy rostad Slandmg outago work 1st developed & pr.cr us as 
Signed fo orrsuro irrportanf work acirwfrs swrMf as soon as poss.hfo 
GFUCLEY.n TQrxossoo Valloy Authority. 08/07/28 Docurnert Control 3-a':Ui3oc. 
meni Control Dosk) 2pp. 46405 131-46405 132 

00002301 17 Partial rnsponso lo FOIA roqucsl for dOCumoms ro pldnl App A rtcc'j'r-: *i 
oncl & ava laUlo In P[jR 

GRIMSLEY.DH NRC ♦ No Dotalod Aflnalion Given 0B/07/20 JO-NsC Lot 
Swid ft A Berlin 4pp 46581 267-4650t 270 

-B706260307 Forwards ropl ro kconsr.g & rosfarl schodu-’os.po' EDO ftW?' 
momo Info wi! 1 bo provided weekly . 

FUNCHES.JL Program Management. Polcy Oovelopmont A AnaiyS s t-au -P;:. 
870411) 67/08/21 HAYES.B.B Olfico of Invest gal or<9 Upp 464B1 Jl/-*6»1 

0COOO3O31O Prov.dos ros-Jts of roviow supp' omental rosperso 10 Gcrc : ■ W M S 
‘Bone Ac.d Corrosion ol Carbon Stool Reactor Prossuro BOondary Co^-porcr.s . 

GRIDLEY.R Tonnessoo Va'loy Auihor.ly 00/07/29. Document Ccntrol Brancnpoov 
rr.enl Control Desk) 4pp 46429.334-46429 3J7 

8800030318 F-owerds summary doscnpiion of changes to QA preg'dm w/ . le ;' £l ^ ^ 
plomonianon dales that utl bo dovofoping S .mpiomenimg Changes w.H oe L-.-e *. 
senbed In noxt rev lo OA topical ropt ^ 

GRlDLLY.n Ter.nosseo Va'loy Aulhcniy. 66/07/29 Document Conlro' Bran,niux.. 
m.eni Control Dosk) 5pp 46427 070 46427.074 

B0O0O5OO43 NoMicaiion of 000393 moelmg w/ut'l in Rockv-lle.MD to discuss App Jrf‘ 
rato tosimg rcq-jlrod for conio nmoni spray sys & RHR spray sys ch ^ v ^ ’y p v ., 
DONOHEWJ Ofc of Special Projects 83/07/29 DLACK.S Ofc of Speca he, 

4pp 46438 325-46430.320 

8000040317 Forwards updaro to 050318 Hr re performance looting o\ 
safety valves Supports modified lo reduce safoly/rc'iol vaivo Hange ioau 
loads specified by Crosby Vaivo & Gouge Co flf , nf h iCmj 

GRIDLEY.R. Tonnossoo Va'loy Authorily 83/08/01. Document Control 6 a 
menl Control Dosk) 2pp 46436 204 46436 205 

0BOBO5O23O Noiification of cancellation of meei-r.g w/uii! 10 discuss App J ^ a0 
test.rg roqjired lor comammont spray sys 8 RHR spray sys ch.ech 
DONOHF.W.J N. Ole ol Special Pro;ec1s Ufl/CB/01. BLACK S O^c ol Spoc-3 ^ 
3pp 46445.248 46445.250 

08081 10145 Forwards update to util 850318 ltr ro performance testing 0? roac-or rc e i 

safely valves o.n^ iCocj 

GRfDLCY.a Tennessee Va'loy Authority. 88/00/01 Documenl Control b a 
menl Control Dosk). 2pp. 46499 253-46499.254 

8808110132 Usis results of radochemcal analyses on spiked J® IlJUli’cSeil 
a3 pari of NRC confirmatory measu/omonl program All acliviues are 
lo 080512 as insirucied. Ronc'i i&> a 

GniDLEY.R Tennessee Valloy Aulhonty 88/08/03. Documenl Ccniroi 
menl Control Desk) 2pp 46505.360-46505 361 

8808150343 Requests rofiol from ASME bo for & pressure vassal 
generic uso ol ultrasonic flow moasuromonl devices for Sect-on wi p ^ 

10 NRC request lor eddl info Foe pa d. ^nirn' Brancn ;>.</• 

GRIDLEY.R Tonnesseo Valley Authority. 80/08/04. Document Contro o 
ment Control Desk) 14pp 46550.079 46550 092. 



DOCKETED ITEMS 147 


r Periodic operating reports A related correspondence 


2307250,51 '/nnthly cpQ'ahng repts lor June 1900 10' Sequoyah Nufew Plant Units 1 

cviTm S?J * UUPRFt.UC Tennessee Valley Aulhor.ty 08/06/30 57pp 46259.143- 
46259 199 


p«nfiDlQ054 f-orwards weekly schedute ol 1VA acl.v.lius fo* wks of (160725 & OGUI 
rfEllYJL Cto C< Special Projects 68/Q7/25 BLACK. S OfC of Special Projects f>pp 
46493 325 46403 330 


6809220008 Monrnfy cpfl'Afiny repts tor Jut 19U0 tor SaqjoyOh, Umts > 3 ? IV /000ft If 
iiiFHSJ Tennessee ValOy Authority 00/07/31 54pp 40600 203 46600 250 


0807200162 Suppl 1 Lo NRC Into NOhCO UB 046, ‘I icensoo Ropf of Defective Relur- 
b shod Circuit Breakers ’* Svc list orcJ 

ROSSI. C E O.viS'on ol Operaionai Evcnls Assessment (Post 870411) Bfl/07/21 
Consol dated Ed son Co of Now York. Inc I25pp 46380 054 46308 1 78 

0807200246 NRC Uulioin 0B 003. "Thimtlo Tube Th firing in WeMnghouso Readers" 
Svc ij«#r crcJ 

ROSSI.CE DiviS'on ol Opumtortai Evems Assussmenl (Posl 8/0411) 60/07/26 
Consoldaicd Edison Co of Now York. Ire I23pp 46140.070 46340:1 'J2 

0807210218 NHC Info Notice 88 052. "Fn.'uru Cf Inlrautenno Tandem of Hotelier SjiI 
Ap nheotet Bt achy therapy Devices Beany Valient Treatment " Svc h$t cncl 
CUNNINGHAM, ft C U.vison ol Industrial 8 Mcdica' NuCloar Safety (Post 870729) 
08/07/27 Consol dated Ed sfn Co ol New York. Inc lOQpp 46307 023 4630/ 136 


S. Reportabfe occurrences, LER S A related correspondence 

8807260109 LEO 88 029 00 on 880621. containment vOniilabpn noWWt ociuttcO PS 
r.’Sji of spke on radaion mentor Cause of spko undetermined latching mechanism 
» i Le rep acerir repaved Vj/8807 14 Hr 

lONGJi SMITH. S j Tennosseo Valley Authority 08/07/14 7pp 40 289 226 

462fc9/3i 

8808080185 i FR 88 013 OC on 0803 16 red ccnirot syS position ml canon ncl wlf in 2 
sv:rs of actual demand posit on per Tech Spec 3 1 3 3 Causod by inaccuracy n 
G'OjP 2 demand stop ccunier. Personnel ropiacod suporv.sory & data logging Wr 
823729 If' 

S.S^A.D AfEADE.XE. SVU7M.S J Tennessee VpJJey Aulbrv.iy 08/07/20 Upp 
46110 145 46460 152 

6308090243 LEO 80 027 01 on H80G0G.reaclOr tnp occurred Caused by Loop 4 steam 
ncw/rccd^aicr few msmatch coincident w/low steam generator love! Qua i p'asnc 
cc*et w'l be tnwal'vd ove‘ condenser vacuum breaker switch w/080720 Hr 
FPfJNKW SISKA.K.W. SMITH S J Tonnosseo Va.oy Aulhoniy 80/07/20 0j>|> 
464/1 045 464 71 C52 

8806110095 l EH 08 031 CO on 000705 mam r.onlrol room hyd'Qinc prossuro .ndcalOi 
pe.'to*med ittafUcal-y On 080708. mam conlrcl room alarm come on Caused by accopl- 
as:e crner.a noi dearly stat.ng roq .i'Cd actions Procoduro rov.sud VV/080804 ilr 
MEAD? K E . SMITH S J Tennessee Valtoy Authority OB'00/04 lOpp 46504 293- 
46601 302 

SSO0M0I4? to'erms oJ compleJe imp 1 Omenta Jon of ionwii>m;o runJ/oJ con'th frouni to 
lLR 87 CO l 01. "Tr p Setpoint lo' ACBs on Snutdown Boards Thai Feed Contro 1 & 
A j* ary B'llq Vent Hoards Incorrccl Dug to DoSign Error ’ 

GRlClEY n Tennessee Va'ley Aulbotily 03/08/1)4 Docurnoni Control branch (Occu- 
rrerr Conirol Desk) 2pp 46510 294 46510 295 

6806 150242 LEU 63 037 03 cn 83G7l7,ccniainrrenl sump lOvol chnnnol declared mop 
erai'o due lo possible air bchh.e in ref tog lo iranvnillor Transmitters rop'accd w/ 
dCjb e O Hi-q iransmifors W/08QOO4 Mr 

FEEN.KW. SMITH.SJ Tonny^ue Valid/ Aullisnly OB/OH/04 5pp 46640 239 
46549 243 

8808220240 Confirms B60804 lelcon botwoon util & lonnossoo D.v ol WalOf Pollulicn 
Ccnirol te Chckamauga reso^oir tumps Tolcon nlurms ihot nvo' tompb upstream & 
COwns'ream period ca'ly Qnceeded 86 9 degrees F on 880801.0? & 03 
SCHM'EflflACH.M Tennessee Va'JOy Aumctiiy 80/00/ H3 SlMCM/ft.nM Tennos- 
see. S’aiool 2pp 46C01 1 67-4660 1 1 00 


8807220014 NRC ln‘o Nonco 03 053, "Liconsco V.o'atious of NRC Hog Jatior.s Wh Ch 
Led to Mcdcaf Dragrosf c M *>«dm.n sfrarons ’ Svc f-si cncl 

CUNNINGHAM. M E D vison ol irdjnfriH 1 8 Medina' Nuf.loa f Saloty (Post 070/?)) 
00/07/20 Consol d.Hcu Edison Co ol Now Yo-k. me lOGpp 46306 203-40397 02U 

8007220192 NRC Ir.lo Nohco 88 051. 'Fai'uru Ol C-rcuil Broakor l o low '.g insfafaf ;;n 
of Amptocfor Qroei Trip Atfnchirum Svc fisi er cl 

HOSS1.CE Division of Oporato'-o' Evnnts Assussmonf (Post 070411) 00/07/20 
CcnsolitJatoU Ed.'-onCo ol Now York. Inc t21pp 4641 7 020 4D4 1 7 >40 

8007200019 NRC Into No* to 08 055. ‘ Poiontidl Problems Caused by S;'‘-'jlu Fai u»u Cf 
ESP Swing Bus ' Svc list onci 

ROSSI.CE Division of CJpcrabonak Events Assossircmi (Posl 070-111) 0'UC0/O3 
Censo'ipaJPCJ Edison CO of He* York. !*«; >?Jpp 4b4.37 12 J 464 0? 24 J 

0808030209 Suppl 2 to NRC Bu le! n 88 005. "N;;r.conloining Mails Supp'iod 0/ Pp-mj 
S'jpiilios.lnc al Fcif.om.NJ A West Jorsr.y Mfg Co ai Wil lomsiown.Nj *' Svc: :isi end. 
ROSSI. C* E Div.sion ol Cpdrato’a! Events Asscssrr.em (Posl 0/0411) 80/00/03. 
Consol dated Edison Co of New Yak, toe MOpp 4^530 f?f 46536 269 

8807290Q08 Suppl 2 to NnC Rulotn 80 003. ' T forma'. Slressos m P-pmg Cormoclod to 
ROS " Svc list one: 

ROSSI.CE. Div.sion ol Op^raiiOM 4 Events Aysossmoni (PobL 870411) U8/0H/04 
Consolidated Edrson Co or New York, toe f2fpp 46504 O0f ^6504. f2f 

8007290111 NRC Into Noiico 88 050. "Poiential Problems VV/SIconu Foam F tie Battier 
Porodation Seals " Sve ’ist oncl 

ROSSI.CE D.viSiqn Ol 0:>oraiiO*'rt'. Evenis Assossmont (Itosl 1)70411). M/CO/04 
Conscfidatod Edfion Co or Now Ycrk. Inc I2.3pf) 46569 1 75 46569 20/ 

8808020096 NRC Into Mal'Cd 00 857, 'VoionUal Loss of Sato Sfcifrtowo Etptpmtml One 
to Promauiro S/icen Ccntroi'cd Heetilior Fmli.ro " Svc 'ist orc ! 

n(/SSl.C E Dvivon ol Oporalid'iii Uvonis AsbO'.smoni (Post 8704 it). 88/O0/CQ. 
Consolidated Ed'.nn Co of Now YcrV. Inc l22p(> 4645U 125 46459 246 

0800020102 NRC into Nof'cu 00 058. "Pdiermaf P/op'orrb t»V7AS£A Browo Uo/on UC 
OIL Timo Cvorcurrcnt Relays " Svc ist oncl 

ROSSI.CE Division ol OfiLvaiio-ol Evunis As^ossmont (Posl 870411) 80/06/06. 
ConbOlidatod L : d son Co of New Yo*k Inc l?ff>f> 40538 031 41.530 120 

fl80803Qif2 NRC fnfo Not.cu 86 059. "MSfV Gudu Rad Fa'Cro ai Wniorford (Jnil 3. ,# 
Svc list or id 

ROSSI.CE Division r>l Operahu''al tvonis A&suspmon) (PoH 870411) UR/08/09 
Consol daied Edison Co ol Now York Inc l?lpp 46407 01 1 4646 7 131 


830825C099 LER 80-026 01 on 880611. two auxiliary Tuodwater flew paths mcporritilo 
Cuo lo .nadequa'o wring conhgjraiiSh control Caused by w.ros llted w/O b(*iruj 
u r :gi,eV 'dent ltd w res ruJe/mmaJPO A po tsomoi to pat lake m toviow W/nnciatvii Hr 
LCN'G.J l . SlSKA.D . SMlTH.S J Tonnossoo Va’.'oy Authonly 80/08/10 Hpp 
46G46 274 46646.202 

8608250352 lER 88 033 CT>on 800/30. p'anl funnel in norxompl anco w/Toch 
Specs Caused by ^adequate s urvet fat'CO insUuciton uboo ler cat hr of up{X>r troxd m- 
jccicn $ys SurvPi lance nsiruction manual changod W/000818 lu 
KILGORE. b t . SMITH.SJ Tennesseo Valley Authority. Mi/0H/1B gnp 46640 331). 
45543 306 . 


V. Operator Examinations 


0OQ0O4OO62 Supp! l io NRC Info Noli'o 00 004. lnadu()uaio Ouato.cninn A Documon 
talon of Fee barrier Pnnutraton Seals " Svc lir.l or-.ei 

ROSSf.CE Division ol Opotaho^af Events Assessment (Post 07U4JJ) 00/C0/O<> 
ConsoTdnlnd Edison Co cl Now York, Inc l?lp;> 4655B 206 4 G 560 325 

QBO0OSQ135 NRC Info Not.co 06 060, ‘ Inadequate Design A Instalaiion of Water 1-g lit 
Pur.oftal'On Seals '* Svc I-Sl oriel 

ROSSt.C E Crv-ston ol Oaorafcnaf Cvcnfs Assossaroni (Post 670-fff) 08/08/1* 
Cof»so‘ic1«lo<l Edison Co of Now York. I no. 123pp 46660 290 46676 060 

0600050248 NRC Info Notice 00 CGI. "Control Rccm MabilahJ.iy Rnr.enl Reviews of 
Oporat ng Exporionco" Svc l.sl en^l 

ROSSf.CE Civ, son cl Opcrafcnaf Events Assessment (Post G704ff| 86/Gf?/ti 
Conso'idatod Edison Co of Now Ycrk, Inc 125PP 40504 312-46605 076. 


8807260087 Forwards mail requested (or uso in preparation of oxain scf.ecfuliul to ho 
admiTstercd djr ng wk beginning on 891212 w/oxceplion ol siar.dr.g ordoto Rolum 
c n.opackfige after adm nishat.on of exams roquesieJ 

QtNTQN.CT Tennessee Va'loy Aulhorily B0/O7/0G MOORMAN, J Ron on 2. Ole ol 
'ho Di'ecicr t3pp 46285 263 46205 275 


DOCKET 50*329 MIDLAND PLANT. UNfT ( 

F. Securliy, medical, emergency & fire protection pinna 

^ er ^ f,c Ll ^ ^3 '0 lo all pownr reactor Iconsoes A holders of Part 95 op 
0 GS ^ QPP f O v ed security containers Svc list oncl 
Ktcrnr h . M Orecior tor Proieefs (Pose 0704 1 1| flfi/07/0 1 Consofidatod 

te.se n Co ol New Yor*t, Inc 3lpp 46388 299.46380.329 

lc L 3 rf °v W F r roac ,l 0f ’teensees S applicants re removal ol 

Uj 80/06/0? ConsolJated 


o Inspection reports, IE Bullellns * cor.esponflence 

"S naO R oaa?9 N wl!M"^ st“si ^7”' Flep0 " n9 10 NKlc 01 S 9 '"" ,:an, lncldun,s 

68.05/25 1 H fn™'ku£n , r’?’ 01 ' ric,us ! , ' al 8 M"tl'cal Nucloar Salely (Post 6707291 
■> 2b Consolidated Ed-son Co Of New York. Inc I20pp 46388 179*46388 290 


0BQ0G6Q2O5 NRC Info Nouco 0B 96?. “Reccril Fmdrgs ro lrrplG:r.oniation of OA Pro* 
crams by Suppliers of Transport Packages." SvC list oncl 

OUHNGTT.RF O.viSion of Safeguards A TranSponaticn IPosI 0/0413). B8/CB/12 
Conso'idaiorl Edison Co of New York, Inc. 1Q9pp 46501 155 40501263 

0000090264 NRC inlo Noiico 00 963. "High Radial on Hazards From Irrarl-atcd in-Coro 
Detectors A Cab es " Svc l.st on^i, 

ROSSI.CE Div.son of OporaHonal Evonla Assessment (Posl 070411). 88/00/ 15 
Cun so' ida led Ed.sun Co Of Now York, Inc 1 1 0pp 4G569 065 46569.174 

8000110206 NRC into Notico 08-064, "Ropoding Pros m Nuclear Process Sys at Nlc'o- 
ar Power Plants " Svc 1st oncl 

ROSSI.CE Dwison of Cporatnnai Events Asuessmoni (Poet 070411) U0/OU/I0 
Coruo'iUaied Ed.son Co Of Now York. Inc. 104pp. 46643. C0l 46643. 1C V 

0006120327 NRC Info Not ce 80 065, "Inadvertent Drainages of Spont Fuol Pools." Svc 
JiSl OncJ 

ROSSI.CE Diviston of Operational Evonis Assoscmont (Posl 07041 1) 60/06/10 
Conso'idatod Ed.sori Co of New York. Inc. I23pp 46620 011 46626 H3. 

B0O8 160392 NRC Inlo Noiico 00-066, "InduSlrial Hadioyrophy insp A Enforcemont " Svc 
J/sl enc/ 

CUNNIN(3HAM,R.E Division 0? industrial A Medical Nuclear Soluty (Post 870720). 
88/00/2? ConsoLdaied Edison Co of New York. Inc 90pp 46620 134-40620 223. 

8008160414 NRC Info Not.ce 80 067. "PWR Aunkary Feedwater Pump Turtrno Ovor* 
spcod Tup Failure " Svc fist oncl 

ROSSI.CE Div.sion ol Oporat-onal Evoms Assessment (Post 8704 \\) B8/C8/22 
Consolidated Edison Co of New York, Inc i23pp 46643:105 *16643 7 



neio coirpie-o pr mere man m-j oays o jrcceuu'e^ rev<i»eci 

GR'DLEY.R Tennessee Val'ey Authority B8/0G/0 1 Document Control B*anch (Docu 
ment Conlrcl Desk). 4pp 4644$ 1 60 46448 163 

6003 15024 f Ack receipt of 660?Of f t' rnfcrm nq NRC of Steps fakcn to cc.ffcct v.cfahons 
r.cted in Insp ReplS 50-327/88 09 & 50 328/09 09 Response to V.o'3l-on B being 
cva'uated A «:'l be addressed in subsequent It*. 

MCCOY.F R Ofc or Special Fro,ecis 69/09/01 WiUE.SA Tennessee Valley Au 
Ihonly 2pp 46551 239 46551 300 

8808040305 Responds lo NRC Bu'lem 66 004. Potential Safety Rolled Pump Loss " 
FtdSu-ls Cl esa'uakcn & k-s* Cl coniriimcr,^ onO 

GRlOlEY.R Tennessee Va'loy Auhor.iy 86/03/02 Document Conlro' Branch (Oocu- 
rr.em Con‘ f O' Desk) 6pp 46434 140 46-134 145 

8807280019 NRC Into Notice 88 055. Peter! a 1 Prcb'cms Caused by Smg'o Failure of 
ESF Swing Bus " SvC I si encl 

ROSS' CE Ci vi son cf Operation*' Events Assessmerl (Posl 070-111) 08/08/03 
CcnscMaied Edison Co of No* York. Inc I21pp 46437 J2J *46437 241 

0808030289 Suppl 2 to NRC BUel.n 88 005. "N'onconfO'rr.irg Malls Supp'iod by Piping 
Supn ies.inc ai FoIso.ti.NJ A West Jersey Mlg Co at Wi I amslown,NJ " Svc 1st encl 
ROSSf.CE C.vision c ' Ope*a<-ona f Events Assessmom (Post G704UJ 88/08/03 
ConscWalCd Ed son Co of New York, Inc 149pp 46536 121-46638 269. 

88081 10137 informs lhar compiohcn date for contairrr.ent spray annubar how instru- 
ments' on evalual on reschedu’ed to 8AC83I due lo emergent 8 scheduled Unit 1 
workload list Ol comm tor.er's encl 

GRlOlEY.R Tennessee Valley Author.ly 08^00/03 Occur.cnl Control Branch (Cocu 
mm C.O'ifOl D * skj 3pp 16530233 46*00 235 

8807290008 Suppl 2 to NRC bu loin 88 008. “Thermal Stresses -n P«p ng Connected to 
RCS " Svc ! 'St encl 

BOSS' CE Divison of Operaiio°ai Events Assessment {Post 87041 1 ) 88/08/04 
ConicWated Ed son Co of Now Yo*k, Inc l2lpp 46504 00t 46504 121. 

0807290 J1 1 NRC Inlo Norce 88 058 . '“PoJon/aJ PtoOlerrs \V/S» con# foam Fire Berner 
Penetration Sea's " Svc hst encl 

ROSSi. CE 0,v.s.cn ol Operational Events Assessment (Post 8704U) 88/08/04 
Ccnsol dated Ecl.son Co. of New Yoik he 1 23pp 46569 1 75-46569 297 

8000240135 Final response to FOIA request let documenls App K documents nncl App 
L documents part. ally de’eted as outside scope cl request App M doc^rrenls partia'ly 
w thhe'd (ret FOIA Expirmiion 5) 

GRIMSIEY.D H NRC - No Dcia-led Afllation Given B0/OB/O4. BOLEY.K Public Citi- 
zen’s Critical Mass Energy Pro|eci 6pp 46581 335 46081 342 

-8606 T 100 fS Forwards NRR SALP mpjf based on n‘.i°i SALP ova'u&lions encl w/seloty 
eva’uations p'epared durmg SALP Oct 19B4 * May 1385 penoo Re'aled documonla- 
i on encl 

DJOlEY.HF PWR Propel D.recioraio 1 66/08/0 1 KIHSCH.D F Remon 5. Ofc of 
the 0 rector 85pp 46581 343 46582 1t2 

8800110131 Documents full comp'eicn of a'l ccmm.trronl items ro molor- operated 
viiVe program fo address lE Bure an 8 5-003. ‘Voror-Oporatecf Vafve Common Mode 
Fa lures Du'ing Pianl Transients Di.e to Improper Sw.lCh Settings " 

GRlOlEY.R Tennessee Vai ey AulhO'ii/ 88/C8/05 Docimem Control Branch (Docu- 
ment Oonlrol Desk) 10pp 46504 180 4G504 197 

8808170102 Forwards corroded notice ol vio'ahcn from Ir.sp Repts 50 327/0B 27 & 50- 
328/80 27 Seventy level inadvertently emitted 

MCCOY.FR Ole Of Special Projects 38/08/05. WHt7E.S A Tennessee Va'iev Au 
Ihonty. 2pp 46572 062 46572 064 

-8808170207 Corrected nolico ol vo'at-on from insp on 800501 30 Volalion 
noted fa Ur© lo initial© lor.g lerm correct.ve achons to prevent recu'ronce of events & 
lo revise or prov do for fuli.ro rov ol ref •nstructio' , s 
' otc of Special Projects 88/08/05 Ip 46572 064 46572 064 

8800020095 NRC Info Noiice 80 057, "Potential LOSS of Safe Shutdown Equipment One 
to Premature s i con Controlfed Rect f-er Fa Uro Svc l.st encl 
ROSSi.CE. Division of Operational Events Assessment (Post 8704ft) 88/0B/08 
Conso'idafed Ed son Co of New York. Inc. I22pp 4 6469 125 464 59 246. 

8808020102 NRC hto Notice 88 053. “Potonhal Prcb’oms W/ASEA Drown Bovori ITE- 
5H. Time Over cur rent Relays “ Svc hsi or.cl 

ROSSi.CE. O.v.s-on cf Opetaionai Events Assessment (Posl 0704 1 1 ) 88/08/08 
Consolidated Ed son Co of Now York. Inc I20pp .46538 031-46539 1?0 

8008 700080 Responds to NRC G60626 Ur r© v.cfahons nofod in Insp Repts 50-327/88- 
07 & 50 328/88 07 Correct.ve actions rev to Technical instruction 1 10 wi'l bo complet- 
ed by 690831 

GRlDl EY.R Tennessee Valley Authority 88/08/08 Document Control Branch (Docu- 
ment Control Desk). 2 pp 46576 112-46576 1 13 

8608030112 NRC into Nolico 86-G59. "MSIV Guide Ra-I Failure at Waterford Unit 3.” 
Svc Irsf crcl 

ROSSI.CE D.vision cl Oporaional Events Assessment (Posl 870411) 88/03/09 
Consol dated Ed son Co. of New York. Inc 121pp. 46487 011 -46467:131 


vjNiuur.r.M Mjnnessou vanoy rtuir.orny wu'uu'ii uo zumo ni Ccnlro' Bm-rn 
monl Control Dosk). 7pp 46554 296 46554 302. 

9008050295 NRC Info Nolico 88 062. “’Reconl Findings re I mp'e menial o*i cl O 
grams bySuppfers of Transport Packages " Svc list entf 
BuRNETT.R.F. Divis'on ol Safeguards & Transportation (Post $70413) ea/ 
Consolidated Edison Cn ol Now York, Inc I09pp 46501 155 46581 263 

8Q0B 180003 Roquosls SubSbluton of paaos in 800805 response lo NRC Bu'e 
C03. ’ Motor-cperaiod VaWo Common Mode Failures During Plant Transemsl 
Imprcpcr Sw.ich Sell ngs ’* 

GRlOlEY.R Tennossue Varov Authority. BQ/C8/12 Document Co.nfrcf firarm 
mont Control Desk) Ip 46576 209-46576 289. 

0000090264 NRC Inlo Noiicu 80 063. ' H.yh Radiat on Hazards From inad'B'eJ i 
Detectors & Cablos ” Svc list oncl 

ROSSI.CE Div.sion of Oporahona' Evonh Assossmoni (Post 87041 1 ) sh/ 
Conso ifJatcd Edison Co of Now York. Inc 1 10pp. 46569. C65 46569.174 

B0OQ24O2O5 ForwarrJs 080805 Mr.noiice cl vio'aiion & ccrrucied Insp Rcpis 50 3 
31 & 50-320/89 31 

MCCOY.F, Ofc ol Specal Pro.ocis. 00/08/15. WHIlE.S A. Ternessee Vale y > 
ity. 2pp 46631 031 46631 021 

-8808240222 Forwards Insp Repts 50-327/88*31 & 50-328/83-31 on 8306C; 
rpi co Ol violation 

MCCOY.F. R Ole ol Spociai Projects 00/00/05 WHiTE.SA Tennessee Vail 
thor.ty ip 46631.003 46631.021 

-0000240225 Notice of viofflfion from insp on 8G06-C6 10 Violation roted hco^ser 
in esiahiish or ache/o to p'oeedums lor personnel rad.ation ptoiecuon 
MCCOY.F R Ole ol Spec al Projects 08/00/05. 2pp. 46631 004 46631 005 

-8900240230 Rovisod Insp Ropis 50-327/80 31 & 50 320/88 3 1 cn B906C6 10 
i:on fioiod Mo|or areas mspoded areas of Ira nlng A qual heal cns.oxiemai & 
exposures conirol.coniroi of radioactive mail & survoys.scl d waste & iranspo 
WtDD/NGTOW.R C , HOSEY.C.M Reg bn 2. OtC of ffio C.recfcr 88/07/19 
4CG31 0C6 46631.021. 

800B240297 Forwards Insp Ropts 50 327/00-28 8 50 320/88-20 on 8GCSC5 : 
nolico ol violat.on 

MCCOY.FR. Ole ol Special Projects 80/OB/16 WHITF.SA Tonr.essee Va- 
1b.or.1y 2pp 46636.022-46036 066 

-8000240301 Notice ol v.o'aiion ircm insp on 980505-0602 Violation noted p a'/ 
urat.cn discropanc.es noi reported to technical superv.sor & depressinzat c-n ol 
lines for iranbm.iior done inco'rectiy 

MCCOY.F R Ofc of Special Projocis eo/08/lf> 2pp 46636 024-46636 025. 

-8808240303 In^p Repis 50 327/88 2B & 50-320/88-30 on 800506X602 V.( 
noJed Major J'oas inspected cxlowHxi control room obso/vairoo & opera) O'-sl 
verification. rnalnt. review of previous insp find cgs & lo!ibw up of evoni9 
LONG A R , JENISON.K M Region 2. Ole ol Iho Director 88/07/25. 39pp 4C6: 
46636 066 

8808260264 Responds to NRC Bulelm 80 039. "Thimble Tube Thinning in Yv 
house Reactors ” Eddy current tosi ng ol lubes will bo porfo*med du'ing Cyc'e 

a ouiago for Un i i & Cycle 3 refueiny oulage for Uml 2 Ccmrr.itrr.enls end 
LEY.R Tennessee Val'ey Aulhority 68/00/17 Document Control Branch 
m.cnl Conl/ol Dosk) 3pp. 46642 200 46642:202 

8808TT0206 NRC fnfo Nonce 88 064, "Reporf-rg Fires fn NuC.'ear FVoce's SyS at 
or Power Plonis ” Svc llsi end. 

ROSSi.C E Divis-on of Operational Events Assessment (Rost 87C411) 26/ 
Consolidated Edison Co of Now York. Inc t04pp 46643 C01 46643 104 

8808120327 NRC Inlo Nolico 00 065. “Inadvertent Ura'nages ol Spent Fue' Poo' 
hslenc! 

ROSSf.CE Divrsron of Operational Events Assossmertl (Post 3704 nj 
Consol-dated Ed son Co of New York. Inc. I23pp 46628 011-46628.133 

8008230133 Forwards Rev 4 lo CEB Repl 72-22. "Evaluat.on ol Elfecis ol Pos 
P.pe Failures OutS’do ol Conta nmonl lor Sequoyah Nuclear P.ant Un.ts I * « 
GRIDLEY.R. Tennessee VaTey Authority 08/00/19 Document Control B'ar.cn 
ment Control Desk) 2pp 46621:1 10-46622 134 

-8808230142 "Evaluation of Eflecis of Postulated Pipe Fa lures 0-»is do olConw 
for Sequoyah Nuclear Piani.Units 1 & 2 ." , 

POOLE. A. B Tennessee Valley Authority. 88/07/05 400pp 46621:112 46622 ' 

8809160392 NRC Info Nolico 8B-066. “Industrial Radography insp & Enforcem?r 
hst encl. „ . 

CUN N INGHAM, R B Division ol indusitla) & Medical Nuc'eai Safety (Post « 
68/08/22. Consol-daiod Ed son Co. ol Now York. Inc. 90pp 46628 134 466/4 < 

8808160414 NHC Info Notice 88 067, "PWR Auxil ary Feedwater Pump Tu<b» r - 
speed Trip railure." Svc list oncl oC4i 

ROSSI.CE. Division of Operational Evenls Assessment (Post 87041 1) w 
Consolidated Edison Co of Now York, Inc I23pp 46643.105 46643.22?. 
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J Insurance & incfemnfly information 

8$08f6O327 forwards Endorsement 06 to NELiA Po'iry NF 214 & LndO'sonienl 72 to 
MAElU Ho:icy MF-72 

SAMLfcLS.Jl Marsh & MtLernan inc 80/08/05 DJNjT7.J Q/Jcc Of NuOu<v Hum- 
lor Hegulrt1‘G-\ D-roeior (Post 870411) 3pp 46557 259 4655? 26! 


P. Operating license stage documents & correspondence 

6BOB050273 App'icahon fcr arnc-nJ iq L-cer.so DPR 49.fuv.sir.ij Te;:h Specs lo comply 
v/tfici'Qnc l.ir 88 01 A TiiUHEG O3i0.ntv P Hoi 3ds top'pcOnivrl ol luiorim nsp pto 
<jra r A r corporates beginning date for current io yr .nserv-ce insp A loshng pro 
mans 

ROTHERT.WC luwa L'cclnc L:ynt 8 Power Co tm/07/2? MURLFV.T E OHiCo ol 
Nj-iear Rcacior Re<iu‘aiion. Duecior (Post 870411) 7pp 46453 floi 46453 01 f 

•-8BO0O5O279 Proposed loch Specs re ropiaccmont ol .mourn ,*isp program 
1 'OwP Elecmr U$h 1 A Power Co 8H/07/27 ic.np 40453 008 46-153 Ol 7 

8808050285 Respo'ds lo Gonenc L»r 88 01. * NRC Position on IGSCC hi LPAf Acstur.it c 
S'a r tess S(c*o< hems of conenn e*piossoJ in roijjest lisit.d & felfowod by ro 
spcr.sos 

ROJHEHr.WC Jc«va Efcy;i/*C LigJi! & PuwO/ Cc 08/07/2/ MjHlFV . IE Olivo Ol 
Nuclaa- Roatlo? Hccjutaiijn, Urotlgr (Pest 870411) 5pp 46445 064 -10445 002 

-800B12Q067 Hov 0 io IGSCC Augmented L<a , m>.NUnF.G 03 1 J.Rrjv 2 " 

* 'Cwa Eioclric Light 8 Powor Co 08/07/26 Kpp 46445 Of i<) 46445 002 

6B08 190287 Seminary ol 8BC620 29 s to v.sils lo plnni & tour of emergency operations 
lac .W lo review curront siaius ol md-alion protection p'oyfam A Uconseo sell in.iialu'j 
sflfoty sys lunciioeal *nsp ol HPC’ sys 

HALL.J R Proieci Urccio otu ill 3 80/00/0<j PERKlNS.Kb Prij|ucl Droc»orato IU-3 
5pp 465^5 108 46595 M2 


O. Inspection reports, IE Bulletins & correspondence 

8005200295 NRC Irt'O Notice 00 03?. "Prompt Ropodmtj lo NRC ol S'ljrvlicant Inudonls 
irvoW ng RaUioaciivo Mall " SvC i'St ere i 

CUNMINGHAM.R F Uiv.sion of fndushial A Modem Nor. ear Safety (Post H70/29) 
00/05/25 Consol dalod Edson Co of New York. Inc I20pp 46388 1 79 46386 238 

6007260139 Forwards Safeguards Irsp Ftept 50 331/88 15 on 80062(1 23 No vio'nilOhs 
noted Response to concerns ro suricr rngi support ro<)uostud wilh.'i IHl days ol to 
tu pt c 1 Ur 

MALLE Tl.tiS Reg'on 3. Otc ol U*o Di'c.ctor 80/07/14 UU.L 'owa Electric hrjhl A 
PcwctCo 2op 46289 ?? i 46289 273. 

-8807260143 Partially withheld Safeguards insp Ropl 50 331/68 15 on U60620 23 |iol 
HJ-OFR73 ?1) No volahons noted Ma.Of areas msptcied sucur.ly mip 
cllecf.veness.'ocks.Uoys & c on ihnaiion*. security sys oowur supply S hghirij 
KMfCtlFYjn. CREC0 J.R Hegicn 3. Ufc ol mo Qtuclor 68/07/13 In 4(i280 273 
46289 273 

0307200162 Suppl I to NDC Inlo Nol to G8-04G. 3 cunSv-n ftupi ol notuct.vo ftoli.r- 
Uibrod Orchil Urc«YKC's ’’ SvC I.Sl end 

HOSSl.r E D.VISTU Of CLcualiOnal Eveuis Av.cssrrcnl (Posi 8704 1 1) 68/07/?! 
Co-’Sej-Jalorl Ed.scn Co of New Yo h. Inc l25pp 46368 054 40388 l /ll 

8SQ0O4OOSO Forwards response to NMC Rulolin 87 d02,Supp!s I A. 2. ' 1 : asierirr Test 
i*ig lo Ooiormr.o floniormar'CO w/Apai cfthle Mall Specs' l <s1 ol s.ippu.rs A mlgs of 
sa'ety roiotod A rinnsafuly-rolaiod fastervus A summary cl tosl rosulls enci 
ROTHtRT.wC owa Electric l. ghl A Power Co 88/07/25 Docu'i’onl Control U ranch 
(Cocument Cor.'tcf Ct;sK) Gpp 46421 261 46421 266 

0807200246 NF)C Otl'Olrn 00 009. “Thmi/lo lobe Th tuontj tt> WvstiKil'.ouso Uvacio/h " 
SvC l si enci 

ROSSI CE Oivis-on of Otieral onal Events Assnssmoni (Post 070411) 06/07/20 
Coniiolilaled Ed.scn Co ol New York Inc I23pp 46348 070 46348 102 

8307210218 MIC lnlo NoUc 68 052, Fa tuej of fnlraufo/nio Tancfnm Of Huh: her Suit 
Applcalor Brachylhorapy Dov.COs Curing Pnuoni Irootnicnt ‘ Svc list erul 
CUNN'.NCtHAM.n E Div.s on of 1nUuslri0< A Med cal Nudea* S/ilOJy fPosl 670728) 
80707/27 Corsoldaiod Ed-son Co Of New York. Inc I08fip. 46397 020 4039 7 1 3G 

6808160244 Discusses ul-f ubbroviafod situ acresti Umn.nr| prog^mi tor Nl-Ki risp per- 
sonnel comp'eung Rcyon 111 training m goner-c aspccis of roilialion salnly.phvs:c<i' su 
Lu'ify g cmc/po.scy rospoOSO 

DAVIS A B Hey cn 3 Ole of the CrodOr 88/07/2/ ALEXlCH.MP Inrhana Mictninn 
Pcwei Co (loimo/iy 1nd«n»a 8 Michigan blncir.c Co) 4pp 46561 ?4n-465f>l ?5l 

8308230260 FonvardS latest rov of NRC MaruAt Chapior 0516 SAlP ’ Hog on 111 w.'.l 
begrr t/S'ng riow ht^cbooat areas Sof forth m rov for aif SA( f* ropt pnr.orfS wnch 
extend heyor.d 860606 olfcciivo dam of procedure 

NCHEliUS.Cb Rcgon 3. Cfr nl Ihe Drocfor 66/07/2 7 ALEXJCH.MP JnrJiaua 
Michigan Power Co. (lormoriy Indana A Mich gun Eler.lr c Co) 10pp 46620 030 
16620 129 

0807220034 NRC lnlo Notco 88 053. "Licensor? ViO'ations of NFlC Rog.i'aiiChfi.VWvr.h 
Led Jo Medial D agrosJ/c //rsadm nrstra/fons “ Svc frsf encf 

CUNNINGHAM, R b D.vision of induSlnal A Med.cfll Nuclear Safoty lf J ost 8/0729) 
88-07/28 Consol dated Ed-SOn Co of Now York Inc tOGpp 1G396 2fU 4G397.02U 

8807220192 NRC Into Noiico 89 054 ' Fn.lure ol Circuit Uieaker Fullowiny Insttillotron 
ol Ampiccicr 0 n/cf Tup Affachmur3 “ Svc fist end 

ROSS1.CE OiviS-cn of Opcraficnai Events Asseiismunl (Post 670411) 80/07/28 
Ccnso'idated Ed sen Co of Now Yo/h. Jnc J2>rP 461 ) 7 020 464 17. M0 

8606100300 Forwards Salely Insp Rept 5O-33t/O0-16 cn 650614 0723 No xolaiions 
noted 

AXbLSON.WL Reg on 3. Ole of the Dreclor 88/08/02 HUL. Iqwa Eleclnc LigiU A 
Power Co 2pp 46501 035 4650 f 046 

*6008100301 Insp Repl 50 331/88 16 on 880614 0/23 No violations or deviations 
r.cied Ma.cr areas inspeclod.l ccnsoo action on IE bui'ulin folio wup.lcllowup of 
evenis.cperauonal safety, ma-ni.sv-rvai.lance & mdopondoni map 
JACmv.l N. Region 3. Ofc of the Oiroclor. 88/G8/01 lOpp 46501 037- 4C50l 0-16. 


0007200019 NRC Info Ncl-Ch BB 055. Potenlial Problems Caused by Sinnie Failtro of 
ESF Swing Qus ' Svc I si oncl 

ROSSt.C E Crvrson of Onorai.cnaf Evr>nts Assessment (Posi 070411). 88/00/03 
Conso‘.:daled Edison Co of New York. Inc. I2lpp 4643/ 121 46-137.241 

O6OBO3O209 Suppl 2 10 NRC Gu’lot n 80 C05, "Nonconlormng Malts Supp iOil try Pipng 
Supplies. Inc al Folsom. NJ & West Jersoy M?g Co al \Vi“iamsiOwn.Nj '* Svc 1st encl 
R05Sl.CE D.v.sion of Cpcraiio-’al Events Assoss'noni (Post 870411) 88/89/ C3 
Consolidated biliscn Co of Now York. Ir,c I49pp 16530 121 40539 26H 

0807290000 Suppl 2 lo NRC Gulloh i 00 COB fherma 1 Stresses n Ppi*‘,g ConnocietJ to 
HCS “ Svc :/sl crcl 

ROSSi.C F Dvis-on ol Opemionai Events Assessment (Post 87041 1) H0/O8/M4 
Ccnso'idaied Ed son Co u» Now Y 0 ik. Inc 12lpp 46504 001 46504 121 

8607290 1 11 NRC Info Notco 08 056, Roieniml nronlums VV/S licof'e Foam Fne Oarr.c-r 
Peoetraiion Seals Svc I si encl 

ROSSl.C F Division ol UuO'ahona 1 bvunls Assossn.eni (Post 0/0411) 00/09/04 
Con'iOlKhnGtl Ed son Co Of Now Y<irh. fee )2:»pp 46589 f S5 16S6D 20 7 

GQ0B100442 Responds lo vplahons nnied n ir.sp Repl ft>-33l 'B0-OJJ Ccrrvchvo 
net ons conduci ol fua-Mo* vng'o loop ojJcrai r,n & correct mnt1.<,rl of put form ng S„r 
vei'lanco Test Procedure 4GF0O2 wll uo *ncluded m l.jlu'o roguaMicat on trn.-ir.u 
narnFRl VVA: lowq E:ecine L-ijhl A Power Co 00/08/05 DAviS.A U Do^un 3. O'c 
ol Iho U rocio' Lop 46560 08? 46060 091 

0008020095 NRC Into Nol cc 00 C57. "PoUmlia 1 Loss of Sale S k .uldOwr, E(|jipiac'‘'. Due 
lo Promsilijru S-l con C anlrtu'or) Reel f;tv Fa Jure " Sve JjvJ t-ncl. 

ROSSl.C E. Division nl Qpe<ouonal Evt*nis Assess n.eni (Post 8?0H1) 66/C8/08 
Conso'idaied Edison Co ol New York. Inc I22pr> 46459 126 4B4b'j 2-16 

B008020102 NRC Info Noiico 88 058. ‘Potcniini Prob'c-ins W/ASbA Rrown B,,ven lib 
5U 7uno Overcurrent RofayS ' Svc fist O icf 

ROSSl.C E Division of Cperaiionoi Evonts Assossmuni (Posl u?04ti) 80/08/00. 
Conso’idniod L Uiporv Co of Ntw Yi>m. ire l?0p/r 46533 CO i • .SOMA JPO 

QOOOQ30H2 NRC Iclo Not co 00 C5'J 'MSiV (iu:do Roil Fuiuro <11 WaUrtoiU Unt 3 " 
Svc list CjP( ' 

ROSSl.C L D vis On of OpcraLcrnl Fverds Assnssment (f*osi 870411) 08/09/09 
Cons<>fufn'crf Ec/.son Co of Nt/w Vo'k fhc f?(pp 4ti4fl? 01 1-4646/ i3i 

0008040062 Suppl 1 to NFtC ( nfo Not co ilO COl. fnadoguatr: Qunlitr.at.Qft & Ifccu'nen 
UjI on of Firo Darnc-' Ponoiraiou Soils ' SvC lisl onr.l 

ROSSl.C F: Division ol Operulo-'Uil bvcr.1v. Assussmont (Post 0704 1 1) 90/03/0'J 
Conso'idatoil Edison Co cf New Yoik. Inc I2l|:p 46558 205 -16558 325 

0G08 190207 SumiiMry cl 000620 20 f.MO visls io plaoi & tcur ol omefiiorcy OpC'aiCf.s 
foe My lo ri’vmw Cvioenl «jiatus of radalion p'olociion prcyran-i A 'icens.no soil i“iiijied 
safety sys feme lictotl rnsp of Mf’Ct sys 

HALL.J R I’fbiCCl 0 reeio'iilo 18-3 68/00/89 PERKINS Kt. PfO|CCl Ui'PCtjvalu HI J 
5jip 46505 100 46595.1 12 

0008050135 NRC Info Nobco 08 060. 'Irudorjuaio Uustju A Ir-sta'ahon t>1 Waluiirjht 
Prrr.olrot on Heals Svc l si ced 

ROSSl.C.F. 0 vir>.f)ti ol Oi-ua: trul Evcnis Assuss*^enl (Post 0/O-11I) 69/09/ ll 
CuriTiO.'d/ifcrf Etfrson Co ol Nvw vork. fur; I23pp -f65<id 2’fff -ffib/0G6O 

000BP5O2 J0 NRC JoJo Nopro fW-l.'iib Conl/U Hco'n HulrtaLiiJy Hircc-rd ffcv-o^s cf 
Oporul ruj fixpencnci: ' Svc hsl r^fiL 1 

ROSSl.C E Dvis.rjn ol Opuat onal Events Assessntonl (Posl H/04M) 09/09/11 
(;or.so‘idnteil Edison Co ol New York. Ire 125pp -16584 312 46595 076 

0000050395 NRC ffifo f.'oico 88 ( Ji!2. ‘Hcccnl Fimfinys to frnplcn.r'm.iiion ol OA Pro 

H rnrns 6/ Suppl ors ul Transport P<lCkHQ<?^ ’ Svc I si enci 
UIWFJ I H F Drv.s on cf Safrvjua/ds 3 franspctlolton (Pc st 87C tt3) lM/Dd/12 
CnnsoldaleU Edison Co of Now York. In; !0');>p 40581 155 46Lu 1.203. 

0008090264 NRC Info Nql co 80 C03. "Hgti hoduilicn Ha/ar<Js Frgm Irradaied In Co‘0 
Uoteclo's A Cables " Svc list end 

ROSSl.C F Oivisicn of Opi rai.ona 1 Events Assos&rnnr.i (Post 87041!) B9/0B/15 
Ccnsol ifatod Edison Co. of New York, Inc 1 10pp. 40509 066-46169 1 74 

0008240420 Forwards response lo concerns neted n lr.*»p Repl 5'J 331/88 15 Ro 
Sponso wilt'b.o'rJ (roJ !0CFFf2 790 A 73 21) 

ROTHEm.W.C Iowa Electric l.nili! & Powe» Co 8B/U6/1'/. DAYIS.A D Reycn 3. Qlc. 
of rno n rector ip 46C20 302 46028 302 

8BOO 1 10206 NRC Into Not Co 88 UG4. "Report r*c| FruS m Nuclear Process Sys oi Nuclu- 
ar Power Rants “ Svc f.sf oref 

ROSSl.C E. Div.sicri cf Oponilional Evords Assussrr.c.mi (Posl 8704 11) 88/OQ/ltl 

ConiOJ/fJ.^Jed EiJisen Co cf New York, Jnr )0-)pp 4 604 3 CO J -46643 104 

0000 120327 NRC lnlo Nui-co 88 C65. ’InailverlOnl D'amuyes c>1 Spcril | : <-d Peris Svc 
r^lor'cl 

ROSSl.C E. D.vis:on of OnuMlicnal Evenis Assessment <Posi 07^41 !) 88/no/lR 
Ccnso‘idaU-d Fdson Co. of Now York. Inc l23pp -16626 Ot 1 46626: 133 

0808 160392 NRC Into Nof-Oo 80 066, Im/oSlrral find ogrjphy frrsp & EolorctmotU " Svc 
list cncl 

CUNNINGHAM. R L Dw.sion of Induslnnl A Mr.dcol N-.c.'eer Salely (Ppsl 070/29) 
00/00/22 Consol dated Edison Co ol New York. Inc 90pp 46620:134-46620 223 

86001604 14 NRC lnlo Noli"0 08 667. “PWR Auxilary Keudwaler Pump T ydHnq Ovqr- 
speod 1 up Kfl'lurc ” SvC l st oncl 

HOSSf.CE 0-vis.cn of Operaboiaf EvOrus AssosSrreot (Post Q704H) 80/00/^ 
Conscl dated Edison Co of Now York. Inc I23pp 46643 105 46641 22/ 


R. Periodic operating reports & rolatod correspondence 


8800300209 Forwards nr-Onihiy operating ropl for Ju 1 . i960 lor Duane Amo'd Enc-gy Clr 
& rovised monthly C()erai<ng rept for June 1908 

HANNEN.R L Iowa Electric Light & Power Co 08/00/15 DAVlS. A 0 Region 3. Ofc. 
ol mo D-fCClO'. Ip 4662/222 46627 229 



DOCKET 60-330 MIDLAND PLANT, UNIT 2 
F. Security, medical, emergency & fire protection plans 

0007060520 Go none Lir rjfcMO lo all power roaster icensces ft lingers oi Ps*t 95 ap- 
of GSa approved security conta ncr;> Svc 1st encl 
MiMnui.W.1- J Aasanato D.n;cicr ler Presets (Posi B7Q411) 66/07/0 i CcnsoMnlcd 
*.:<# WWKa of Now Y 0 ;k. In: 3lpp -10366 590 46386 339 

60000402*17 Gore/tc Ltr 6ft i? to d'l power reactor Iconsees & appl cants fo removal oi 
Ai!riA/'i i^^ n /ortuiinriiuiits Iron Tech Spues Svc 'isl end 

rvrMACiUA.f J A s Social O Oi-ec'or ‘or I’ro.octs iPost B?04l 1) 06/06/02 Conso'idaicd 
1 c *'♦ <>' Now York. Inc 52pp 46-163 2d 1 46403 3-12 


0608) 10206 NRC lr.Jo Nrtcc 6H U64, "Reporting hies o Nuclear P/c'OS^SjS 
ar Power Plants " Svc l«st end 

nOSSl.C L Divison of Cprralional fcvonls Assessment |l»osi 670111) £ 
ConbCl daied Ed --on Co of Now York Inc I0«1pp 4 66-1 3 00 1-4664 'J 101 

8808 120327 NRC Info Notice 60 065 * InadvCrtum Drar-agos cf Spent Fud Pc 
(■ si encl. 

nGSSlCL Civison ol Optional Fvunis Assessment (Post 670-111) I 
Consol rioted Edison Co of Now York. 1r.c I23pp 4G62B Qi 1 <16628 153 

8608160392 NRC In'o Notice 80 066. Inriuslnol Radio:)* aphy Insp ft Siv'Grccrr 
1 st end 

CUNNINGHAM.F1 E l) vis on cl Ir-djSlrial ft Mod:u>l NucluA* Sa'ety lF>cS' 
68/08/22 Consolidated EdscnCo oi Now Yo«k. Inc OOpp <16626 13: -1662 


Q InnpocUon reports, IE Dultetlns & correspondence 

8005200295 NRC Inlo Notice 88 032 "Prompt Heparin;) io NRC nl S'Qn-licant Inc denis 
li)vf/vi/iy f JmJroactrvo k\\ti ' Svc f si o-cf 

^ D vis cn ol Indus!' Jl A Medc.il Nudear Safely fPosI B7U/29) 
Consol tiftUKl EU.scn Co ol Now York, ' re 120pp -16388 1/0-16366 299 

DU072QD 162 *Stij:pf t to NRC Info Nsico 69 016. "Licensee Rept of Cefocfuo No fur 
la O'rtl C rcmi tlfoakfj-rs Svc list erici 

MOSS' c: Ci- Uivis-on cl Cper.jhoial Cvnr’ts Assessment tPost 8/0111). 80/O//21 
C -om ul cLilcd fidi'oon Co o< New Vdk. In-. 1?5:>p -16368 C5-1 -k. 360 l /8 

0UO72OO24G NHC RiilleMi 80 009. f irnbln Cube Oi rn ny n WGsl ryhOuse noacior* ” 
iivt: I ril until 

HGSSl.C L Division ol Opcra'cnal Fvonls Assessment (Posi R7Q4H) 80/07/26 
Consn idaioil Edison Co of New York Ir.c l2Jpp 46 J4H 0/0 463-10.192 

RGO721021B NMC Info Noico 68 052. TaiVe nf InlMuiernu Tandem ol F 'etcher Soil 
At>|i1itulor BruchylRoropy Devices Uji.rq Patient Ireaimeni " Svc ist end 
t JINN EUirlAM.R K Division nf industrial & »/cd:cal N..cleai Sa’ety (Post 870729) 
1111/07/2/ Ccnso idalcd EdsonCo ol New York Ke I08pp 46197 029 4G397 136 

8007220034 F.llC info Nclico 80 053, "l ernseo Vioijlcns ol NRC npg'.iiaiipns.Wnich 
I <?:l in Mt.dr_ni OlruinDsli-c M sadmristtai ens Svclsi onci 

CUNNINGHAM M E U.vson ol 1-Utsi‘iai ft Medcal Nuclcv Saloly (Post fl?0?29| 
ft!l/07/?j) C;i**i-t:ll:ifitocl LdiSOn Co ol Nn* Yo'k. Inc lG6pp 46366 ?83 46397 028 

080/7 20102 NRC Inlo Noico 69 054. Fal'-irp ol O'Cut B'eat'O: Fo'lcwmg fnsiallalion 
nl Atrptoclf^r (3 reel Tr,p Attachmcnr Svc l-sf encl 

IIOSSI.C; L OiviS’Qri ul Opcrahor'a' Cvonls Assussnncnl (Post 070411) 08/07/28 
(‘onsd MjalorJ Eclrs'Oi Co cf New York. Inc f2fpp 46-N7 020 46<f f? f40 

0007200019 NMC Inlo No*ce 06 C55, ' Potent al Prctlenr.s Caused hy Srr]lo Faiuro of 
J:Sf Svvir.o f lus* . Svc lis! Of'd 

f t (73V bfpn of Opo-atonaf Ci-cnfs Assessmenf (Post 87Cf ffj 88/08/03 

Consol eltitod EirJiscii Co. ol New York. ,n c I2lpp *‘*6437 121 4643/241 

(1008030209 Su;) pi 2 tu NFKJ Uu'loin 88 005. ‘ Noncor.'oim n j Malls Suppled by Ppmtj 
F»t.|i:il os.fnc m f'cfs-o n.Nj & West Jersoy Mfg Co at W ifiamstown NJ '* Svc fvt oncf 
HuSHl.O li. Division of Cpcrat'O^a' Fvenls Assessmt nl lPo$l 07041 1) 0U/C0/O1 
Cimi elitfnli^l Fdison C'o of Now Ycik. Inc M9pp 46530 121 40536 269 


0008160414 NRC fnio Notice 80 G07. FWH Auxifary feed wafer Purr;j full 
Speed fr.p Fa luro " Svc I ■>* crcl 

HOSSI.C L Div-sion o' Operahcnal Evenlv Assossmenl (Pcsi 87041': 1 
Conso' daled Ld.SOn Co. of Muw Yo*k, Inc I23pp 46643 105 46648 227 
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F. Security, medical, emergency & llro prolecllon plans 


8007060520 Gnnenc Hr 60 10 to Dll power roacio? .iCOnsees A ivddcrs r;l '' 
P'ovh's to pi.rt'iast* of GSA approx n security conta Svc lib! one 
MlRAbUA.r J Assccatu Cirerior lor Proiocis (Pobt 6/04! I) 80/07/01 Co 
I4bjn C'O of Nr . a Ye/k Inc 3lpp 16288 299 46388 329 

0807260139 Forwards Safeguards Insp Ropt 50 331/06 1 6 t:n 860023-23 No 
roiod Rnsponse lo concerns ru snn or mgt snppo't requeued wiil n 33 I 
Cepiolilr 

MAUETT.BS Reriun 3 Die of lho Director 00/07/14 I IIJ L Iowa EU.' 
Powur Co 2pp. 46^69 271 46289 273 

-8607260143 Pariiai.y wilhhe'd Salnriuiirds Insp Ropt 50 331/86 '6 cn P-'.C( 
lCC f: R73 21) No v.olaf cns r-.olod Ma.O' nroas i-sprcled secu 
ullecli/uness.locks.koys A contb'noii-uis si.cunty sys power suppl/ & 1 ;|H n- 
KNtOlLEV.J H CHF.FOjn Rn,j on 3. OlC of Pio Hfe.-cfor 88/97/ fJ ff». • 
46209 273 

8807260245 Cordirrns 000714 UMcon ro status nf uh' cP'iio ' 
plonnny Inptraiwo that uM submit info rustjiv.rin .ss^os rased by FLMA l./ 
rnako pos !>vu dderm na lion ol auotiuacy cl such plans by 880826 
DAViS, A D Repem 3. Ofr ol the DfCC'er 80/07/19 MCnAUrit^n 
l gM ft Pcwor Co ?ftp 46427 003 46427 004 

0800 160244 Discuses vW omircv-ated S.lC access trniring p'oqram lo- N*M 
sorrel comp'.olmg Rcg.on m iraring in goner c nspf’Cts ol radaicn ssU.ty f 
Cu'ify S cmorgoncy rospenso 

DAVIS. A B Reg on 1 OlC of tho DiroctO' 60/07/27 ALEXICH. 1 / P ir^A'i 
Power Co (loimurly Indiana ft Michigan Elocinc Co ) 4pp 40561218 I5vu 


Q0U7 29OQOQ f?iifi|V 2 lo NRC Du’lcln 09 008, “ Thcvral Stresses in Piping Con-.ec led fo 
I ICS.” Svc list orcl. 

IU7SSI.CE DiviS'On ol Opcrancnal Events Assessment <Posi B704U) B0/O8/O4 
f:ors;r:d,ll«: tJ Ed-flon Co of Now Yo*k. Ir.c 121pp. 46SC4 CO \ 46504 12 1 

(3 O 0 7 29 0 1 1 1 NRC Info Not Co 00 056. ‘ Polunhal Prob'cms W/Si’iccno Foam Firo Ban or 
I'untiirohmi Seals.” Svc ‘isi unci 

R<3SSi.t; I* Division ol Opo'a'onal Evcnls Assessment (Post 87041 1) a8/C0/O-l 
Cu'isol daiod Edison Co of New York Inc 1?3pp 46569 175*46569 297 

43000020095 NHC^ Inlo Notice 08 057. Poient-ai Loss ol Safe Shutdown Equpmem Due 
lo Mm/nvih/ro Smcoo Com/oipd Reihlicr Fai“ue " Svc jsi end 
MOSSI.C.C Divson ol Onerononil Events Assossrrent (Post 8/Qlli) 00/00/06 
Ciinr.cl.iiaHtd LUison Co oINcwYtrk. Inc I22pp 46459 125 46459 246 


(I Cf 00020 102 NMC Into No'ce 08 050. PotfWa' Prefr.W.s W/ASLA E'Cw/> Dovort HE- 
r >1 L I n i lj -O ver current FltdayS " Svc !«sl end 

HUSSI.C .!£. DiviMcm ol Opera? onai Evonls Assessmenl (Post 8704 U) 69/08/00 
CnnsoSdnloiJ hd son Co of New York. Inc l2Cpp 1653B 001 46539 120 

000-B030 1 12 NIU^ Inlo Noiico 89 059. "MSIV Gudo Rad Fak-ro at Watorlcrd Un4 3” 
Svc ii’jt onr.l 

HOSSI.C E D •vision ol Operational Events Assessmoril (Post 070411) 08/O0/C9 
Consoluluteii Edison Co of Now York, fr.c I2tpp 4Q4670f f- 46 167 1 3 f 


0000040002 Suppl 1 lo NRC !efO Nonce 88 901. narluquaio Oua'ificaiion ft Occurr.cn- 
mi an of Firo 06f#*cr Penotraiios Seals ” S/c hsicnci 

IfOSSI O G D.v s cn of Operaional Events Assessment (Post 870-111) 68/00/09 
Consolidated r<f'*jnn Co o‘ Now York. Inc 1 2 1 PP 46559 206 46550 325 


C&O 005-0 135 NRC Info Notice 68 060. 'Inaduquato Design ft Insial-ai on ol Waiurkghl 
f'or.otr'avon Soala.” Svc list encl 

I K3 SSI C-.F.. Division ol Operational Evoms Assessment (f>ost C/04H) 69/08/ ii 
<A>asoLtlalOtJ Edison Co of Now York. Inc I23pp 46569.299 46570 069 


OOOQ050248 NRC Into Notice 88 C61. ' Control Room Habdabuty • Reconi Reviews ol 
Onc-rali'^J Expcricnco *’ Svc I si encl 

ROSSI C t D.v.s'on ol Oporaional Evunis Assessment (Post 870; il) 80/08/1 1 
('onsofidafod Erdrson Co of flow york Ire )25pp 46594 31? 46595076 


nn DB05 029 5 NRC IrUo Notice 88 CG2, "Recent Findings ro Irrplemonialion cf QA P/o 
u r.r-im-4 uv Suppliers of Tranbport Packages" Svc :«st onci 

miuNFfTHF Ocv-ison oi Safeguards & Transports! on fPosi B/CWJ3). 68/00/ JP 
Consobdalod Edison Co of New York. Inc I09pp 46581 155 46581263 

n ndRn<Hi264 NRG info Noico 96 C63. "Hgh Raffcation Ha?ards From Iriadated In Core 
rcluciors S Cab'GS * Svc f.st un C f 

eir x «<ir C" F O vision t>f Cporahona 1 Events Assessment (Post 070411) Gb/OB/15 
Ccnsolidaiod eduron Co of New York. Inc 1 10pp. 46569 065-46569 1 74 


0808090115 Not'f.os Of chorgo m inicyralGd p'jn Schedu'u B.pur 5cr.i :n> V 
ler inlcgr.ilod Sct.od. < k , '.g ol Planl Mods lor Duono Arnold Energy C.ir N 
OllsilO cmorgnncy plans added 

ROTHLnT.WC Iowa EiOclr c Lighl ft Power Co 03/07/29 MdR’-LY 7 I 
f.'oc'oar Reactor Rcgu’dlon. D-roctcr (Posi 6704 1 1) 2pp 40477 2U1-4G4// 

6808040247 GunotiC Llr 00 12 lo all power roactor htenst'CS ft app! cants re 
fro p'Ofccton rcguiroinor.fs from Tucfi Specs Svc ksf oncf 
MinAGL.tA,F J. Associate 0 rector fe' Pro.Octs (Post 6/041 1) 00/C6/O2 
Edison Co of Now York Inc 52pp 46463 291-464R3 342 

8B08 190287 Summa'Y ol 880620-29 sdo visits to plant ft lour ol enwgency 
faci'ily to rov.ow cu-ronl titaios ol rad at on pruteciion program ft Icorv o • 
safety Sys lunciional nsp o f Hf’Cl sys 

HAll.JH. Pro;t*cJ DirerlO'aio 111 3 00/03/09 PERKINS, K L Pru). :.i (I re 
5pp 4651)5 10U 46596 112 

0808230221 hanvnils repi on corrockvo achons laknn to resclvo prch!cn* , i ■ 
FEMA in staio ft county nmuryoncy plans for ivant 

ROTHERT.WC fowa RVctr c Light ft Powur Co 60/C8/15. OAV-SAI) IK 
Of li.o D.rocior /pp 46619 108 46619.114 

8800240428 Fo^ards rcspjnso to concerns noled in Insp Rcpl 50 33' 
sponsu w.lhliuld (rel IUCFR2 790 8 73 21) 

ROTHERT.WC Iowa Flr-cInc l Kjhf ft Power Co 60/00/ 1 /. DAV-S A 0 Mi 
OJ J*e Director Ip 46628 302 46628 302 

8808230189 Responds lo FEMA 600706 Ur ro slatuS Ol madegiacos o* i 
ornornuncy preparedness panning per FEMA 890330 negat.ve f rrjmg ft r, 
Sf CLLO,!/ Ofc of tho Executivn Di'OCtor for Operations 89/Od / f0. PE ft 
Fodoral Emergency Managomcnl Agency 4p;i 46625 240 46625 ZG9 

**8800230204 Discusses sialus ol ollsifo radiological emergency piannng e 
taken by Sialo ol IA iota 1 ,unsriicr ons A uf.l to address p'ser r-g nad/()i. 
ficd m FF.MA 880330 nogativG liOdng 

PETERSON. GC Federal Emuryoncy Managemoni Agency 88/0//CC> 
OJc of !ho tYecuIrve D.iecioi for 0}>ur<}\ on*. 4 pp 46625 256 46625.260. 


H. General correspondence 


8808310062 Hequests NRC action to relievo unduo usk posed by BWR hiei 
he mslabi’ity NRR should issue order requiring ali GE BWR iconsoes lo si 
NRC wdhrT f yr ofemonsfiaf-ng comp/rence w/GDC t2/?cfaforf nto oncf. 
HlATT.SL Oho Citrons lor Rospons-blo Energy. G8/07/22 Oflico cl Ni 
tor R eg j' all on. Director (post 07041 1). I2pp 46727.025-46/27 056. 
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{0802021 5 Responds IG NRC Qui'etm 88 004, “Potential SatoJy-ne'pjed Pump l os$.“ 
Sufrna'v rcpt of rev.ow of safety foaled sys or.cl Comm.ts to submit! rq dora led cal- 
cu'ahcns for RHR pumps by 081028 & for sizing of min f-nos by 8901 28 
GRONS JC Now Ycrk Power Authority (formerly Powyr Authority of Ihe Slate of Now 
Ycik) 88/07/22 NRC • No Oeiailed Affilation Given topp 483/4 240 463/4 257. 

BQ6020384 Forwards ’ists of suppl erg.sub her supp’iers & mfgs from which sofoty/non* 
sa'cty tc'ated lastenors purchased n ccmpJaoce wiih NRC Ccmp'puco Bur'clm 87- 
002 . 

CONVERSE. R J New York Power Authority (formerly Power Authority of ihQ Siato of 
New York) 88/0// 25. Document Conirol Branch (Document Conirol Desk) 9pp 
46376 228 46376 236 

807200246 NHC Bulei-n 8B G09. Thimble Tubo Thinning in Wesimghousu Reactors " 
Svc Vs I end 

ROSSI.C E Division of Ope/aitonal Evonls Assessment (Post 0701 it) 06/07/26 
Ccr.scTdated Edison Co of New Yo*k. Inc 123pp. 46348 070 46348 192 

1807210219 NRC Info Nohco 80-052. "Faifuro of Intrauterine fandom of RulCher Suit 
App‘ ealor Brachytherapy Devices Curing Pationt lioaimont *’ Svc ist unci 
CUNNINGHAM.R E B.vision of Industrial & Med cal Nuclear Saloty (Post 870/20) 
88/07/2? Conic! dated Edison Co oJ New York. Inc lODpp 46397 020 4639/ I3G 

1608050142 Submits response to unresolved ilom of insp Rupl 50 333/00 04 re msorv 
ice tostny program Util dent-lied 4 arca9 IhQf can bo improved to strengthen correc- 
tive au cn prog-am J 4 _ 

CONVERSE.R New York Power Authority (fo'merly Power Authority ol the Stale ot 
Now Ycrk). 60/07/2? Document Control Branch (Document Control Desk) 2pp 
<64-19 202-46049283 

0807220034 NRC into Nul cc 88 053. ‘Liconsoo Volatons ot NRC Rcyu'flt ons.Which 
led io Medical Diagnosis Misadm.r.isirai ons " Svc >«si oncl. 

CUNMNGHAM.flt 0ivs«cn of fnc'uSfnaf & Mat cat Nuotojr Safety (Post U/0720) 
BB/0//28 Conso'idfltod Ed Son Co of Now York. Inc lOGpp 46396 283-40397 028 

8807220192 NHC 'nto Nol'CO 08 054. ’Fatoro of Ci-Xuil Qroakor Following Inslallaiion 
of AmptoclOf D.rect Tr p Attachment." Svc list oncl. 

ROSS' CE Division cf Operational Events Assessment (Post 870411) 08/07/20 
Ccr.scidatodEdsonCo. of Now York. Inc 121 pp 4041/020 4641/140 

8806110266 Forwards Insp Ropt 50-333/88 200 on 000523 0693 Soverai concerns 
ilen* lied by loam may bo potonhai onlorcomonl findings 

VARGA.S A D.v,s:on ol Reader Projects l/ll {Posl 07041 |> 08/08/02 BRONS.J C 
New York Power Authority (fermoriy Powur Aulhonty of lho Slaio ol Now York) 5pp 
4 650 1 .06 1 *4650 1 1 09 

•*6008110288 fnsp Kept 5 0133/00-20 on {1005210603 No violations nnlo<} Moicr 
areas mspcc.lod emergoncy operating procedures 

VANDFNBURGH.C . KONKUN.J E . HAUGUNLY.C J Division ol RcndO' Inspocl-on S 
Sfl'c guards (Post 8704 \ 1) 00/07/12 24pp 4C50 1006 46501.109 

8807200019 NRC 'do Notice 80 055. "Potontial ProU’oms Caused by S.ng'o Fniluro of 
ESF Sw no Bus ” Svc I si oncl 

ROSSt.CE Oivisron of Oporafrondf Events Asscssmonf (Post 070411) IIQ/Oli/03 
Consol dated F.d.son Co of New York, Inc I21p|> 40437.121*46437 241 

8800030269 Sjppl 2 to NRC Bu'letn 08 005, ' Nonconlorming Malls Supp'iod l>y Piping 
Stpp'ies.inc al Folsom. Nj & Wosi Jorsey Mfg Co at Wiliiomsiown.Nj " Svc iisi oncf 
ROSS' .CE Division ol Oporalional Cvonts A9sossmorU (Post 070411) 00/06/03. 
Cc ns 0! dated Ed son Co. Of New York. Inc. 140pp. 46530.121-46538 269. 

8807290008 Sypp! 2 to NRC BuToim 88 G08. "Thermal Stressor, n Piping Connoctod to 
RCS.” Svc i-sl enci 

ROSSI.C E Division ol Operational Evonls Assessment (Post 870-ni). 88/00/04 
Conso'idated Ed son Co of Now Ycrk. Inc tPlpp. 46504:001-46594 121 

8807290111 NRC Into Not-co 88-056, "Poionlial Probloms W/SilCOr,o Foam Firo Burror 
Poneiraion Seats ” Svc .'si oncf 

ROSSI.C. F Division ol Oporat.onol Evonls Assessment (Post 070411) 00/00/04 
Ccnso'idatod Ed son Co of New Ycrk, Inc 1?3pp 46569 175 46569 297 

6808020095 NRC Info Not'CQ 08 057. "Poiorilinl loss of Sato Shuldown Equpm.oril Duo 
to Premature SI con Contro'led FteChliur Failure.’ Svc list oncl 

ROSSI.C E Division ol Oparat onai Evenls Assossmont (Post 070411) 80/00/00. 
Ccnco'Kialed Ed son Co of New Ycrk. fnc 1 22pp 46459 t25 46459 246 

6608020102 NRC Info Not-ce 08 05U, "Polominl Probtoms W/ASEA Grown BovOri HE- 
511 Time Over current Relays ” Svc list oncl 

ROSSI.C E. Division ol Operat.onai Events Assessment (ftost 8/0411) 80/C8/O8 
Consolidated Ed son Co. of Now York. Inc I20pp 40538 031 46538 120 

0308)59333 Forwards !nsp Repf 50*333/80- )0 on 080606- 70 & roiCO of v-o'alron 
0EHAMY.RR Rogion 1. Ofc ol Iho Drector 00/00/00 CONVERSE. R Now York 
Power Authority (formerly Power Authority of the State ol Now York) 2pp 46551.190- 
46551 197 

••0808150336 No* co ol violation from msp on 890606 0610 V.olat on noiod audit of 
.iquid & gaseous radioactive ellluent port-ons of Toch Specs not porfotmetl within 12 
/norm Interval as requ rod . 

* Region 1. Ofc ol the 0 rector 08/00/00 Ip. 40651 192-46551.192 

• 6808150339 Insp Rept 50-333/60-10 on 8006C6- 10. Violations noted Ma|or areas 
•nspocted rad.oaciive eflluent controls program. liquid roioase pormts.dose 

calcu'ations.rad alion monitor sy9 calibr & tcsl.a r cloaning sys & audits 
DAVIDSON. B S . PASCIAK.W J Reg.on 1. Ofc ol tho Circctcr 00/00/02. 8pp. 
46551; J 93-4655). f 97. 

8808 160248 Responds IO NRC 060707 Mr re viOlaiion9 notod In Insp Ropl 50-333/08- 
07,Ccrreciive aclions.m sahgnod linkage ropa red 

CONVERSE.R J. New York Power Aulhonty (formerly Power Authority ol the Staio ol 
flow York). 80/CB/O8. Document Control Branch (Document Control Dosk) 3pp 
46553.335 46553 337. 

980816037? Responds to NRC 880707 Itr io open itoms noted m insp Root 50-333/80- 
O/.Corroctive actions procedure w,n be developed for deform mng rad ological source 
terms tor use in dose calculations based on drywell rad aiion morvtor readings 
CONVERSE.R J New York Power Authority (formerly Power Authority of tho State of 
New Ycrk) 08/00/08 Document Control Branch (Documont Control Desk). 2pp 
46556 300 46556 301. 


8008030112 NRC Into Not.ce 00 C59. “MSIV Guide Ra>J Falu'e el Waterford Unit 3.” 
Svc !ist oncl 

ROSSI.C E Divis on ot Opuratrjnal Evenls Assessment (Post 070411) 08/00/09. 
Consolidated Ed son Co of New York, Ir-.c. 12lpp 46467 011-46467 131 

0600040062 Supp! 1 io NRC Into Noi co 00 004. Tnadequato Oua'ilicaiion 8 Dccumen- 
lation ol F ir© Barnor Ponetraiion Soo’s " Svc lisl oncl 

ROSSI.C F Division ot Opetaucno) Events Assessment (Post 07041)) 00/00/09 
Consolidaiod Ed son Co of Now Ycrk. Inc I2lpp 46558.205 46550 325 

0600050135 NHC Info Notice 8U-C60. lnadnquaio Design 8 Installation of Watertight 
Punotrot-on Seals.” Svc i si onct 

ROSSI.C E O.vivon ol Operational Evenls Assessment (Post 070411) 00/00/ 11 
Consolidated Ed»son Co of Now York. Inc 123pp. 46569 298 46570 COO 

0000050240 NHC Into Notice 88-061, 'Control Room Hat) liability Ruconi Hevews Of 
Opurai ng E^ponunco.'* Svc l-st oncl 

ROSSI.C F U.vis on ol Oporalional Evonts Assessment (Posi 870411) 88/00/1 1 
Conso'ittoted Ed son Co of Now Yo‘k. Inc I25pp 46594 312 4(5595 076 

8000050295 NHC Info NotiCO 00 CG2. ’ Rcconi F.ndmgs ro In plomentat on of QA Pro 

g rams by Suppers of Transport Packages “ Svc f £1 one! 

URNETT.r f D.vis'on of Safeguards & Transport on (Post 070413). 00/08/12 
Conso'idaiod Edison Co ol New York, tnc l09pp 46501 155 46501 263 

8800090264 NRC Into Noiico 08 C63. * Hgh Rarhation Hazards Front irradiated In Cere 
Doleciors 8 Cables ” Svc 1st oncl 

ROSSI.C E Dv.s-on of Cporat o'*ai Evoms Assessment (Post 8704 11) 08/00/ 1 6 
Cansedif/atoJ Edison Co. of New York, tnc f fbpp 46569 065 16569 f 74. 

8800170302 Fo**/vardS roquOSl lor addi mlo ro uli* 87O0C6 rcqjust fer rolifif Irom ASME 
Codo Soci-cri XI whxh uH doiermr.od to be impractical fer first 10-yr r.sp 
mleival Rosponso required within 30 days of Mr rocn pl 

ABELSON.H Projecl Dirnctcraio 1*1 80/00/15 BRONS.J C Now York ftowe' Author- 
ity (formerly Powor Authority Ol tho Siato ol Now York) 5pp 4G5G6 3 M 46566 318 

800B 110206 NRC Into Notice 08 064. "Reporting F rus m Nuclear Process Sys at Nucle- 
ar Power Plants ” Svc lisl ord. 

FtOSSI.C E D.vision c>1 Operaio r ai Evenls Assessmenl (f'osl 8/0411) 80/00/10 
Consolidated Edson Co of New York, Inc 104pp. 46643.00 1 46643 104. 

0000120327 NRC Into Npl co 88 0G5, "Inadvertent Drainages ol Spool Fuel Pools '* Svc 
list oncf 

ROSSI.C E Ovis.or> ol Opemtonal Evonts Assossmonl (Post 870411) fiR/CU/10 
Consol dated Ed son Co. of Now York. Inc 123pp. 46628 01 1-46628 133 

0000 160392 NRC Into Nohco 08 066. ’’Industrial Radiography Insp & Enforcement ” Svc 
list oncl 

CUNNINGHAM.R E. Uivsion of Industrial & Medical Nuclear Safety (Post 870729). 
00/08/22 Consol dated Ed sun Co of Now Yoik Inc 9Cpp 46620 134-46628 223. 

0808160414 NRC Into NolfCO 00 C07. ' PV/R AuxIiary foedwalor Pump TutbrO Ovor- 
5 pood Trp Fai>uo " Svc ? si one) 

ROSSI.C E U.visxn ol OpuM cnal Evonts Assessment (Post 0?U4it) 00/08/22 
Consolidated Ed<sor^ Co of New Ycrk, Inc I23pp 46643 105 46643:227 


n. Periodic operating reports & related correspondence 

0807260206 Forwa'ds "SPDES Arnual Bolctj-cat Moivto/mg Rcpl 100?.** 

CONVERSE R J Now York Power Authority (lormorly Power Authority of tho Siato uf 
New York) 00/00/30 COlO'-JHO'JN.J Now York, Stain of Ip. 46209 151 46299:204 

-0807260221 "SPDES Annual Biclogtoa'. Montorr.g Ropl 1687 *’ 

• E A Lng roaring Sciunco & Techno'ogy. toe NMP61D 87/12/31 53pp 40299:152* 
40299 204 

0608150176 Monthly operating ropl for Jul 1900 lor JA Fitzpatrick W/e80700 Itr 
COOK J CONVCnSE.H.J. Now York Powor Aulhonty (formo.Sy Power AuthoMy ol Ihe 
Sruto Of NOW York) dU/07/3 1 46560 342-40550 34? 


S. Reportable occurrences, LERs & related correspondence 

0808100135 IGR 00-006-00 on BQ0G27,da4y survnn’anuo & msirumont check drywo'l 
(ir)jiprnenl & lloor dram leakage rales not catou'aled or roco'dod.as reqjved by loch 
Spec 4 6 D Caused by rniscomn-.unicotion.SurveiTarco portcrrr.od W/G0O727 Hr. 

LOCY H A CONVERSE.R J. New Ycrk Power Authority (formerly Powor Authority ol 
lho Siato of Now York) 86/07/27 4pp. 464 70:157-404 78:160. 

0806110166 PNO I 80-079 on nBO/aO.sen-or reauior oporator tostod posiiivo lor drug 
use Ponding results ol second tesl individual sito access domed 
LANGE D. GAU.O.R Rog.on 1. Ole of lho Diroclor. 88/07/29. Ip 46409 052- 
46499.352 


DOCKET 50*334 BEAVER VALLEY POWER STATION, UNIT I 


F. Security, medical, emergency & fire protection plans 

8007060520 Generic Ur 80-iQ to all powor reactor licensees A holders ol Pan 95 op- 
provais ro purchase ol GSA approved security coniainers.Svc list oncl. 

MIRAGUA.F J. As&ocialo Di'cctor tor Pro;octs (Post 07041 1). 88/07/01. Ccnsol.datod 
Edison Co cl Now York. Ir.c. 31pp. 46308 299 4638B 320. 

8008040247 Gonuric Ur 06- f? to atf powor reactor freenseos & applicants re rorrovaf of 
hr© protection requirements from Tech Specs. Svc list oncl. 

MIRAGUA.F. J. Associate Dvector for Pro.ecls (Posi 87041 1). 00/00/02 Consoitoatod 
Edrson Co Ol New York. Inc 52pp 46463 29I -4C463 342 

0600240334 Rov.sed emorgency preparedness plan implementing procedures, mclud.ng 
Issues 8 to Revs 2 lo FPP/i 2. "Unusual Event," EPP/l 3. ‘Atorl ’ & F.PP/l-5, General 
Fmergoncy." W/880005 Hr. 

NOONAN. TP. IAC6Y.WS. Duquosno Light Co. 00/00/05. 68pp. 46630 126- 
46630 242 



-8808240308 Monthly cporat ng rep* ‘O' J*jl >990 icr Cuar.o Arnold Energy Cb 
MILLER. L ‘Qwa Fteclnc Light 8 Power Cq 09/07/31 6pp 46627 223-4662? 228 

-8800300291 Revised mcnth'y operalrg rop*. lot Jjnc 1983 10' Guano Arnold Energy 
Clf 

V1LLEFU Icwo Etec'f.c Lighl & Power Co 89/06/30 ip 46627 229 46627 229 


S. Reportable occurrences, LERs & related correspondence 


8808080095 Summary of OpGteirg Readers Events Meoing 80 30 on 080726 L'Sl of 
aitcndees & summary of reader s;rams ercl 

LANNING.W Events Assessment b'anch 09/07/26. ROSSI.C E D-viSipn ol Ope-- 
atiunel Events Assossme-ii (Po9l 0A14T1J ijpp 46402 169 46482 101 

8808150303 LER 89 CC6 00 on BS0/03.RWCU iSO'aicM Cue to laLte ol Hioy Pa^alarm 
temp sw.lch Poss tey caused by h gn terrps in RWCll HX duo lo extreme Summer 
weather. poor vcnh'aiion & sc'poml dnf' TS 2742C reset alter .sclal.ou W/08OBO5 Hr 
COL.GLASS.W W . HANNEN.R L lc*a Eledri- Light & PcwOr Co QH/06/05 
DAVIS, A Q Reg on 2. Ole cl the LVeciO' 5po 46549 089 46540 093 

08082600 78 LER 08 GOB CO on 830?24,vibra»-on Iransnr.lte r leilyre resulted <n tort ro 
trip 8 reaclor scram Caused by fa^so h.gh vit-ratten ng cat cn V.tral-cn monilcrrg unil 
replaced W/B3C6 17 Ur 

PUTNAM. K 5 . HANNEN.R L Iowa Electric light & Powor Co 89/C8/17 4pp 
46649:307-46649 310 


V. Operator Examinations 

0808160442 Responds fo v.o'at-ons rcieo in fnsp Repl 50-331/08 09 Ccrromve 
ac nc ns conduct ol roae’or single locp operation & correct method of poi terming S L r- 
vo l ance Te*i Procudute 46F002 w.li bo ir.c'udcd m luluro rcqjaiihcahon train mj 
ROTHERT WC Iowa Electee Lighl & Power Co 06/C8/05 DAVlS.AQ. Rcgcn 3. Cte 
ol iho C.rccior 5pp 46560 087-46560 091 


DOCKET 50*333 JAMES A. FITZPATRICK NUCLEAT1 POWER PLANT 


F. Security, medical, emergency & tire protection plen9 


8807060520 Ger-e-c l lr 06 10 lo nil power reader iconsecs & ho'dors ol P8'l 95 ap 
□■ovals ro purchase of GSA approved socu'Uy conlamois Svc list oncl 
M'HAG'JA F J Associate Ciroclm fo* Pio.ucls (Post 67041 1) 88/07/01 Ccnsonlatcd 
Etl .son Co ol Now Yoik, Ire 3ipp 46300 293 4G3Q8 329. 

0808160209 Forwards Post Exercise Assessment 071215 Exercise ol Racfcfograi 
Eni urgency Preparedruss Pans ol Slaio o' NY & Oswego Ccu.'iiy JA r.tzpainc* Nu 
clea - Row o' Pam at Scuba 0$we<:o County. New York 

KRIMM.RW. Federal Frrcrge.-.cy Maongorrenl Aq-trity B8/07/20 CCN'GEL F J Dm 
sion o' Radial cn Protect on & Emergency PtGp8red''css (Rost 87041 1) ip 
46560 2G2- 4 6560 334 

-0808170186 "Post Exorcise Assessment 871215 Fxercso ol Radclog-cal Emergency 
Preparedness Pans ol Slate cl NY & Oswego County Icr JA Filzpelnck Nuclear 
Power P'am at Sent; a. Oswego Ccuoly Now Yo--< 

* Federal Emergency Manayemonl Agency 6B/06/03 72pp 46560 263 46560 334 

8008 180062 Hov 28 lo Emergency Plan Irrplomoiting Procedu'e FAP-17. ‘ Fmorgoncv 
0 , ga*'i/aicn Stalling," Rev 15 lo SAP j. ‘ Emergency Ccmrrun cat ons Icslieg' & 
Rev 0 to SAP-7, Mcnte.'y Sarvd lanco Procedure fcr On Ca'I Employees " 

• Now Ycrk Powor Authority (1o*merly Power AMnonly ol the State ol Now York) 06/ 
07/26 37pp 46597 203 46587 319 

8008040247 Genenc Ur QB 12 lo o l power reader licensees (£ applicant ro removal ol 
lira protection requ-remenls from Tech Specs. Svc list end 

MIRAGUAF J Associate Orocio* lo' Propels iPosl 8/0411} 08/08/02 Conso'idalod 
Ed son Co ol New York, Inc 52pp. 48463 29 1 46463 342 

8808100377 Responds ip NRC 880707 JJ; ;p open items noied m ln$p Ropt 50 333/00 
0/ Coveci.yo aclionspfoced.ao w.ll be oovdoped Icr <ietermr.r() radiologcal scurco 
terms lor use in dose calculat or*s based on drywol. radiation monitor read.r gs. 
CONVERSE. R J Now Yo'k Power Aulh'nty (formerly Power Authority Of the Stale ol 
New York} B3/C8/08 Dccumer.1 Control Branch (Document Control Desk) 2pp 
46556 300 46556 301 


H. General correspondence 

8000310062 noquusis NRC acbon to re eve u^duO nsk posed by OWR thermal hydrau- 
ic nsiab.My NRR s^ou'd issue order requ nng a» GE QWR liconsoes lo submit repi to 
NRCwilhm 1 yr domonstrat no compliance w/GOC 12 Relaied nfg oncl 
t-OATT.SL Oh o Ciurens for Responsible Energy 88/07/22 Office ol Nuclear Roac- 
lor Regu'aiion, D reclor (Post 87041 1) l?pp. 46/27 025 46/27 058 


K. Utility Final Safety Analysis Report (FSAR) & amends 

8808030306 Forwards Rev 4 lo JA Fitrpainck Nuclear Power Plant updated 
FSAR Upo ate conians info available as ol 080122 Chapter 17. “OA Program,” re- 
v.sed orYy to reflect change in organ /aiional structure 

6RONS.J C. New York Power Aulho'ity (formerly Pcwe' Aulhonly of Iho Stale of New 
York) 0 6/07/22 Document Conirol Branch (Document Ccnuol DC sM ?pp 
46340 1 15-46340 314 

"0807280077 Rev 4 lo updated FSAR lor JA F.l/painck Nuclear Power Plant.W/lour 
oversee figures encl 

* New Ycrk, Power Aulhonly (lo'merly Power Aulhorily of tho Stale ol New York) 68/ 
07/31 200pp 46J40 117-46340 334 


P. Operating license stage documents & correspondence 

8800080091 Advisos lhai ulil mor.ds to app'y provisons of ASME Cede Casa N-236-1 
to mods planned for 1908 refuel ng outage Justification lor dolenai ol leakage ler.ng 
Icr reaclor water lovol & contammenl spray mods oncl 

dRONS.jC fiew York Power Authority Oormuriy Power Authority of ‘re Slate O* N:w 
York) 80/07/22 Documor,: Conlro! branch (Oocuinoni Contrci Desk) 13-p 
4C452 287 46452 299. 

8808080023 Forwards appl canon for amend to License DPR-59.du‘elnj specs assi- 
sted w/efischaroed fuel & w/CyclG 6 spccilic aralysos & add ng specs based on Cy: o 
9 lo reduce fuolc'add nu irlog-piy saloly '.m l Foe paid 

BRCNS.J C New York Power AuihChly (formerly Powfu Aulhonly c f h-e Slate tf New 
YO:k) 08/07/29 Document ConRo' Branch (Document Control Desk! ?p,» 
46462.018 46462 070 

-88OBO0OO25 App! ration for amer.d to License DRH-5'J.de!eling specs asscoatcd */ 
riisclmrged luol & addng specs based on CyCln 9 lo roduco fuul c'addrg 
salety i«*n t 

DRCN5.J C New York Pcwor Aulhnr.iy (fo'inerly Powc' Authority nf t‘-e Sia'o cl New 
Yo*k) 06/07/29. 2op 46462 020 4646? 021 

-8808080028 Proposod Tectt SpuCS.doiol'hg Cycle 0 ro dsr.rm'ycd luel & audirg C>c1n 
9 to reduce fuel cladding integrity saioty limn 

* New York Power Aulhority (formerly Power Aulhonly ol the State cl New' York! ££/ 
07/29 25pp 4646? 022-46462 046 

-8808080029 Rev 0 to 23A5098. Supptomentul Reload L cans eg Pept tor Jar cs A 
Fit?pau.cn. Nuclear Power p.ant Reload b (Cyc o 9) 

LAMBFRTPA. HASH.dL. CHAHNLEY J S Gene'dl EledriC Co 23A5918 R00 60/ 
C6/30 24pp 46462 04 7-46462 0/0 

880B170062 Suppi lo 800517 apulcaiidh to' amend lo L cueso DPH-59. c ir 'te' ng m 
cocsistenu os re sp;:al cere oliicad/o T.Odd mluolmy A coniro' rod rran‘ Lhar.je in- 
volves Tech Spue Pago 235R.whch sf-ou d to blank 

RRCNS JC New York Power Aulhonly (formerly Power Aulho* W cl hte Siato ol Now 

York) 00/08/04 Dccununi Coniro! Branch (Document Coat'd Desk) 2pp 

46571 176 46571 180 

-8800170067 Supp! to propesud Tech Spec change lo ohm rate nccr.s.stcncics re 
Sjj ral ro*e olfload/onload reludl ng & conirol rod mami 

* Now York Power Aulhonly (formerly Power Aulhonly ol Iho Sia'o ol New Yc.ru) BE. 
UU/C4 Ip 46571 100 46571 180 

8808180197 Fcrwa'ds appl.caiion for amend lo license DPR 69. revise j lecti 
Tah*e 3 7 1 to rofccl mods lo ho mslnllod during 196U roluolthg cuirUj 0 .i-ncl„;l ny p* 
mary conlainment rad:oactivity monilonng sys Ego pa d 

BRONS.JC Nov/ York Powo.' Aulhonly (lorrner.y l^wo' Authority ul Iho Sia'e Ol New 

Yo-k) OR/08/ 10 Docun.erd Conirol Urar.cn (Dacumont Coniro: Do<k> 2p,s 

4C690 125 46890 148 

■ 0808100202 Application for amend lo Liconso GPH 59 revising Tech Spec Table- 3 7*' 
to rolled lour mods lo bo msia'led dur ng 1909 mluelintj outayu.ncli.fjn) p-iva'y ro-i 
t,i«nmer.1 rarboactivily rrontonna sys 

BRONS J C New Yo-k Power Author. ly (fonncrly Pow-or Aulhonly ol Iho Slate (V Nc»v 
Ycrk) 08/08/10 2pp 46590.128 46590 129 

•8000180216 Proposed Tech Spocs.rovismg Table 3 7-1 lo roboci fo-r mods 1C b“- < * 
Sial'cd during 1988 reluelr.g cuiago.mciudinj pnrrar y coniammuni *ad oac: v4, .o'i * 
lor ry syS & Svc & breathing air supp'ius lo Uywci 

* Now Yoik Powor Authority (lormcrly PowOr Aulhonly of Ihu Stflltr of Now YO’kj F0/ 
GO/10 19pf> 46690 130*46593 148 

8808100117 Fo'wards request lO' addl info re review of inservicu k-S* ng prenrarr lo' 
second 10-yr interval Meotng w, II to ronuosiod m nua' fuluro 10 add-ess r,fo r-<UM i r fo 
requested includes list ol App J.Typu C leak ralo tosted valves 
ABFLSCN.H. Protect Diroclorato i 1 88/08/11 BRONS.JC Nuw York Power A ..thur- 
ify (lo: marly Power Aulnduiy ol IhO State ol New York) lUpp 46586 326 4L6UI 30 

8808250222 Responds to Ger.er.c Ltr 09-01 ro NRC pos-t.on on tGSCC n UWfl 
I»c Siarn’ess Sieoi Piping includOS msp pans A rmligat.on p'ans St*p<vaio s .bm Ill's 
w.r. address resistance boat Siross improvo'rieni & change to Tech SpoCfi 
BRONS.J.C Now York Power Authority (fcrm.orly Power Aulhonly ol iho Stale ol ftew 
York) 88 / 08/16 Document Conirol Bumch (Documonl Conircl Dosk) '-57pp 
46644 003 46644 f52 


Q Inspection reports. IE Bulletins & correspondence 

8005200295 NRC Info Nonce 88 032, "Prompt Reporting to NRC Ol S^n he ant InccnfitS 
Involv.ng Rad oactivo Man " Svc list oncl 

CUNNINGHAM. R F Division of Industrial & Medical Nuclear Safely iPosl 11/0/29;. 
80/05/25 Consol dated EM. son Co. Ol Nuw York. Inc l?0pp 46300 179 -16350 2fM> 

6BO015O3OO Notification of SALP Board Moeing 88 070 on 0B0615 w/ul I m Ku'g ol 
Prussia PA 

JOHNSON.J. Region i. Ofc of ihe Crector 88/C6/01. Region t, Ofc ol Iho O-ocic.r 
2pp 46550 260*46550 270 

8808170020 Notif caiion ol 000/21 Uconsoo Meeling 08-107 w/uli! n Rec,.on l o'c to 
discuss SALP Board assessment of licensee pctlormance for Cou I90C Ap' ioa.0 
JQHNSON.J Reg on l. Ole ol iho Direcior. 08/07/05. Reyion i, Ole ol ihe Director 
2pp 46564.049 46564:050 

0807260097 Ack receipt of 071026 Ur informing NRC of steps lakon lo corroci vicla.1 ris 
r.oied m Insp Repi 50-333/87- 10 Copy ol response rosubmtted io noijion l o*» 
880620 

BELLAMY.n.n Region l. Ofc ol Iho Drecior B8/07/07 CONVERSE R FT New York 
Power Aulhonly (formerly Power Aulhonty of iho Sfaie of New Yoik) 2pp 4626-0.00 f- 
46208 026. 

8807200162 Suppl 1 lo NRC Info Not co 88-046. Licensee Ropl of Culoclivo Ho'ur- 
bished Circu.l breakers “ Svc list end. 

ROSSI.C.E Division of Operat.onal Evonls Assessment (Post 870411) 88/07/21. 
Ccmsof dated Edison Co of New York. Inc I25pp 46389 U5 4 4 638G T76 



5 vc l- sl enci 

RCSSl.CE. Divsoi* ol 
Ccnso:i1aiod Fdsnn Co 


Operational Fvonts Assessment (Post R7CM 11) (jij/OBmy 
ol Now York, Inc I21pp <1 MG 701 1 4040/ Kit 


8806040062 S ‘;ppl 1 la NRC Into Noltu 00 004. - Inadequate OwtVscUl'On A Oocumen 
ia‘ an ol F.ru Barf-«f Ponoirnlicn Soak ’ Svc list oncl ^ „ irt w 

ROSSI C E Dv.scn of Cpuralicnqi Evenly Assessmonl (Post 8/0411} 00/00/00 
Ccos'ji dated Fd.son Co of Nt w York Inc I2lpj> 4G55H 205 *10350 325 


8808050135 NRC Into Notice HR 060 " Inadequate Dos.rjn & lr.^inlUU«o*i of Watertight 
Penouaiun Seals " Svc list onci 

ROSSI C E D-viSon ol Opuiaimna 1 L voids Assoiibinonl (f’osl 670411) Oli/Oft/ 1 1 
Ccr.sol-darcfJ Ed.son Co ol Now York. Ire 1 2Jpf> 46569 291) 46570 000 


8008050248 NRC Info Nolico 00 061 , “Conirol Rouiu Hahilabl.ly * Uncord Reviuwb ol 
CDa'ai ro Experience " Svc Msf oncl. 

ROSSI C E Divis'on of Oporaconaf Events Assessment (Past 11701 1 1) titl/Qu/n 
Ccr.sol'daied Ed son Co of Now Yerk. Inc 125pp 46594.312-46595 0/6. 

0808050295 NRC Inio Noi'co HU 062. ' Recent Findings ro Imp'ornunlnLon of OA Pro 
a f a ms by Sujpfcrs of Transport Packages " Svc fist vnei 

BURNETT. Fl.F D.vsion of Safeguards A Tronspnriaiion (Posl 0/04 rj) 00/00/ 12 
C^r.sci datGd Ed sen Co ol Now York. me. lOOpp 466B1 155*4000) 263 


880QI&01&7 Fenva/ds Safety M$p Rcplb 30 334/80 2? & 50 4 12/00- IG on 80C6QI 
0715 A nolico of v.clfll.on 

W;GG'NSJT Region 1. Ole ol 11*0 Drector 00/00/12. SIERER.J l> Uuqnusrio Li|)lil 
Co 2pp 46597 292 46597 317 

♦8608190173 Ncl'CQ ol violation from lnnp on B0UOO I 071 S Violation noiotJ cuilnr pefipti 
C'y ol cablo group n Tray 1TC545 nol Soparnied by ol least 0 mcluis from outer po 
nphery of reJjndan? calilu gmup in Tray irCllObO 
1 Region 1. Ofc of H o D redo' 00/00/ 12 ?pj* 4050/ 204.40607 205 

860819017? msp Ropls 60 334/80 22 A 60 412/110*16 o*t 000601*0/15 Violations 
no'.edMa.or areas ir.spCCled licensoo lions on pruvipuy insp lnul nqs Plant 
operai'Ons secuMy & physcal prolocliO’UiHJiO’.oilicnl conlro's A l.ro pruleclun 
TRIPP. L E. Hoqcn t. Ole ol rlio DncclOt 00700/12 22pf> 46597.290 40597 3 1/ 


8008090264 NRC Info Nolcu 00-CG3. High Radal.on Mrt/nrds From Irrodalud In Corn 
Dome tors & Cah.es " Svc l.ai onct 

ROSSI.CF Oivison of Cporat.on«il Events Assessment (Post 070411) 00/00/16 
Ccnso'idaied Edison Co of Now York. Inc 1 10pp. 46509 066 46569 174 


8808110206 NRC Info Noi-CC 08 004. •RoporFhg F.ros in Nil-lea' Prongs Sys at Nucle- 
ar Power Plants Svc ’isl unci 

ROSSi, C E Oivison of Operational Uvunis Assossroonl (f’osl 870411) 08/00/10 
Conso'daiod Ed.scn Co of Now York. Inc I04pp 4064:1001*46043 104 


eiaiicn w/Stoto ol f : l. A Si l ucm H Mnriin C:cunli(*s Exercise wll r.vo.vu loca‘. 0<;cney 
pnri'C-paii.tn. but will nyi ho ovaluatnd by FEW A 

CONWAY. W F riO'.dn Power A 1 gfit Co 8B/0//20 Docurnom CivUrol Ur finch IDocu 
tmmt Control De i sk) Gpp 40:157.039 46357 044 

0000040001 Roviond orncrgoncy p'pn imf/OnUfrilmg procedu'O'j. ml'u;I r.g Mov IG to Pin 
ceiliira HP 00, "Umoigr;n:.y Eguipiront,' A Rov 0 lo f’rocerJuui 1202. ' Active ton A 
U&o ol Lrr.ergoncy Opi*ra1i0ii'i fat l.ty W/H0072G llr 

CONWAY.W.F. FloritJa Power & fghl Co 88/07/20 22pp 4643:1 237 40433.258 

0600040106 Rev l) to Emergoncy Plan Implnntonling ProLO:lu*u 1202. “Aciivoiion A IJuo 
of Emergency Operations Hici-ity fSt t ul o) ” W/fl8872t> H*’ 

MAI SLUM,. J . CONWAY.WF ri 3 ndu Power A Lighl Co 00/0//20 /pp 4W3? 102 
4G432 100. 

ODO0 100437 Sutrr.'ls luel rlr»*;cJ phori ol ebungus maJe lo plnnl snc-jrity 
omam/rtt Ch.pe' NRC rnipiosl 

CONWAY ,W | : Florida f’owO* A Llg‘4 Co 88/07/29 GRACE J N Mo^-in 2. OfC ol If'O 
Diructor 3pp 46666 ?Q0 46560 210 

0008040247 Generic Hr 00 12 lo nil power ronraor Iicohm;us A applicants ro removal of 
lira p-'dlCClicn reguifomnnls f»um Tech Spr.es SvC lisl nr.cl 

MlflAGUA.F j Assccialo Dioctor for Prcjncb O’osi 87041 1) 011/08702 Consul dated 
Ld-bOM Co ol Now Ygrk. Inc 5?pp 4G4G3.291 4G483 342 

0000100445 FoiwardS Imp nepts 50 935/80*14 A 51) 309/80 14 on 800508 0702 No 
violations or doviniinny noiod 

WILSON.R A llogio'i 2. Ote 01 IliO n.'UdCf O0/OR/O3 CONWAY.W f : . Flcru'd Power 
A Liijbl C o 2pp 4GS64 274 40564 202 

-0000160448 if.*.p MopH 60 335/00-14 A 60 389/00* 14 cn 000508 0/02 No viOltil o*xS 
noted Major nnn'i inspecind p’anl opmotions.Tueb Spec fompliarico.inn nl 
Obsufvnlion.l UR mv nw p^iysicol p’oteeliun A reamor trip rovtow. 

PAUl.K.tiP. mnn.Ht: . CMLENJAK.HV Region 2. Ole ot inn OPurtof. 8U/()//20 
1 7pp 40564.276 46664 292 

0000190210 Inlorms ol mieigoncy plan exurcse for plnnl schmlu'uU lor 080927 Exer* 
eisu ecmsirio nacMge besrnt fo? wanted to Til (J etke'.por rerffuo.nf 

CONWAY.WF f icrnla f’owe* A Light Co Ofi/88/15 Dfici.iiuml Comrol fjrnuch (IJncu 
itient Conlrcl Doi.kl ip 40590 355 4659G 955 

0000230069 Fcrwards Rev l(i lo ptiysical bt'Cmly plnn Nnv w.lbho d (ret l0C! : f 12.790 A 
73 21) 

CONWAY WC Honrla Power A Light Co 00/08/17 Docun.onl Cunlrol Brandi lUo;u* 
merit Coniroi Dusk] 2pp 46010.139 46619 140 


G. Adjudicatory corrospondonco 


8808120327 NRC info Notice 60 005. , 'lnndvorlcnt Dra-nagos of Spiral f uel Pock. ’ Svc 
5st enct. 

ROSSl.C E D:v,son ol Cperot. 0 nol Evunls A^aossmonl (Post 871)411) 1)8/0!)/ 10 
Consol dated Ed.son Co ol Now York. Inc. 123pji 4G62BOM 46828 133- 

8809160392 NRC fnJo Nolcu 88 C6fi. Ifniu^innl UnOoqtOphy Insp A Entorcwiioni " SvC 
list oncl 

CUNNiNGMAM.n.E Giv sien of industrial A Mud cal Nuclear Safety (Post 8707291 
0B/OB/22 Consol Uutod Ed son Co ol Now York. Inc 00p(> 4GG26 134 46628 223 

8600160414 NRC Info Nolico 00 067. ‘PWR Auxiliary Feedwater Pump Turbine Over- 
speed Trip F>ljro " Svc 5st oncl 

ROSSl.C E Dvson ul Operational Evonts Assnssmonl (Posi 870411) 00/00/22 
Conso'idated Edison Co. of Now York. Inc 123(>p 46643 105 46643 227. 


R. Periodic operating reports & related correspondence) 


0006250052 Moi on for ftir.crid of hoflfing sclimlulo * floguoslG 00 day oxionr.ion for 
huanr.y schedule rload'nuS hubod on mlorvcno* lui'-hmo ,ol> A olhor work act vilios 
tliai bOvnfuFy nterforu w/mcotny schodulu 

niCH.C Rich. C //3D0 6933. OQ/OG/03. COT TER.fl P . ORIGH T.G O , COlE.RF 
Atunvc Safely and Licensing Board Panel Ip 40692 250 46592 20 1 . 


0000250057 Polil-uhnr rtisponso to liconsuo o()ponl Iron) Board momorand.im A ardor 
granlinn poliiion lo intorvonu.rcqjcst lor bearing A conic iikonb ' Appeal should ho 
domed 

niCH.C Drcb. C 0H/C0/U3 Aiomc Saluty and L'cc.-ifti -,g Appeal Pane! Ilpp 
46582.261*46592 201 


0000250050 Inlorvonor roguosi to withdraw conie.nl on * Rnriuosl lo willidrow oiJmilloiJ 
Conlonton 2 ro dangms that nr.iglil oxisl born prosunco ol lompnrarY crano mstnllud in 
snoril luol pool blcmoo area Concerns no lorgu/ conaidurod sens D'o 
fllCH.C Rich. C //980 6934 00/06/24 Alom:c Safely and L'consny Board l>unol 
ip. 46592.227*40592 227 


8806040190 '1907 Annual Ropl of Faci'ity Changos.T C&tb A Expenmonls “ W/Hfl0722 

' Ojquesce Lighl Co. 07/12/31 87pp 46423 257 46423 343 

8608106 T63 NP0ES d.schargo monitoring ropl for Juno 1000 W/000728 itr 
OflUGA.nj Duqaesno Ligf>i Co. 08/06/30 VARGA.S Office of Nudoar Reactor 
Reg u‘ at- on. D.^ecior (PosU)704i 1). 2lpp 46405 094*46405 1 14 

8808100433 Monthly operating ropt for Juf f888 for Boavor Va'foy f J owor Station Units t 
A 2 W/BB0808 Ilf. 

WINGER.M A . SIEBER.J.D. Doqucsnu Light Co 80/07/31 9pp 46509 009- 


S. Reportable occurrences, LERs A related correspondence 


C0C8266O6G Conf-rm^ IW062 i conversation ro ngrocmoni Uial auincr w.ff HavO up f 0 A 
Inc'.udmg 090005 to oribwor krai sot of >ftoifogiilorios W/o Ilf to ASIU w.u.draw hi) 
eonieniion io temporary croen .n sio'ago ama RuluuxJ caMosfioridonco 
mcn.c rich. C //3U0 6935 8O/OG/24 BAUSEM.M Nowman A Hu'l/mger ip 
46582 215 46592 215 

8008300160 Opposes util mqjosl that schod-led hoannn on proposed chanijo io mom 
concentraiou storage sys for sponl nucloai fuols bo closod 10 publ.c A roq-obls that 
neor<r.n ho opon to public 

rORTP Huicbmson Is'and Homo Owrcr's Associalion //JOB 6807. GG/00/2 7 
2ECH.LW Comrria^onera Ip 4B042 009 4CG42 009 

8808300121 Forwafds J Fi'onQwx* 800010 Mr expross-urj concerns ro sponl luu! rods Ol 
ofani.for commonfs Sorve^f on 86080 f 

GRAHAM, B Snnaio //300 0844 80/07/10 KAMMEnER.C NRC - No UoUVcd AK.'.i 
alion Given. 6pp 46G42 040*40042 046 


0800110112 LEfl 80-013 DO on 880707,Tccfi Spec sorvc^auco requi'ocnonls on ocnor- 
gency power supplies noi performed Caused by personnel error Procodu'D for romov* 
Svc - alon 9 w/ assocatod ESF revisod W/ 000005 Ur 
NOONAn.T P. Duquesne light Co B0/0B/0 1 6pp 46510 296-46510 301 


8808090030 O/dO'. ’ Co/dPOlJCA 2 dism ssed w/pro judeo as mooi.pur :iuo/vonoi 
request. Served on 800720. 

COTTER BP. BRlGHT.GO, COLE.R F Atomc Safety and Licohs-ny Board Pfmol 
//3U8 6037. 00/07/27. Ip 46401.290-40401 2UG 
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880819016? Forwards Safety !n$p Repls 50 33-1/89 22 8 50 412/08 16 On 89C601- 
0?f58 no: ce of vro'ef on 

WGGINSJ r Region 1 Ofc Ol ire Dre-C’or 80/0^/12 ScDER.JD Ouqucsne UjM 
Co 2pp -16597 292 46507 317 

-8808190177 Insp Rep's £0 334/69 22 & 50 412/69 16 cn 08C6OLO715 Violations 
rcie J Ma;cr areas m-specled '.censeo act cns on prov.cus insp InJ rgs plant 
ope/al.ons secur ty & ph f s:cal proiec' on ra'fio’c.jical conho'S A <•*<? prciecl cn 
TRiPP.LE Reg on 1. Ofc ol the 0 rcctcr 0B/C0/12 22 pp 4659? 296 46507 3i 7 


K. Utlllly final Solely Analysis Report (FSAR) & emends 

8608020303 Rev 6 10 inflated f SAR for Beaver Va'iey Power S'al-on Unt 1 VV/6d07P2 
Itr 

S'FBER.JD Ouqjpsr.e l-ght Co 90/07/22 497p; 45396 277 46309 053 


-8808020119 Forwards evaluation of licensee performance for seleq a*(±< 
pomon of SAIF* rov Ow fer One 1U01 ■ Nov 1992 por RC Haynes 82 if?, 6 tec ^ 

p3rt a.lv w.ihhold. 

MCCORKLE.G W Flower Header Safeguards L cens.nij B-ancn (Pro 6 t D?a?- 
11 dOVNEH.J Region 1, C'C ol Iho D/CClOr 3pp. 46327.209 46327 270 * 


8807260267 Responds 10 NRC Rul'oim 08-004. "Polenlial Safety Related 
All ol p'anl pumps considered adequately protected for 


T i>S lO'A 

concerns Ca’cu'aiory ovaluaiion & resu'lmg responso w.ll bo pro/Tcied wi!^rV^ TJ 
ClAREY.JJ Uuquesr.o Light Co. 00/07/13 Cocement Con''o' 3-ar.ch (V 
Contro' Desk). 4pp 46205 290 46205 291 


8807290292 Responds 10 NRC 000621 Ur ro vo'atons noied n ‘nsp Repi 5 r - c 
iBCorrecr.ve actons all radolcgcol conircl personnel involved w/mc.Jeni Q^y 
& couniGlod as fo appropriate azfon mol sf-ouut have been faften 4 

SIEBER JO Cuquesne Lignt Co. 80/07/10 Document Coniroi Bra-ch p v 
Control Desk) 3pp 46340 315 46340 337 '*** * 


P. Operating license stage documents & correspondence 

8808 1 10088 Noli 1 cat on of l icenseo Meet ng 66 C5? cn 0UO51 2 n King of PiuSS a PA lo 
discuss var.cus l ccnsee in-bat ves 

LIMROTH.D F Regio'i t. Ofc ol ihe O-metO' 89/06/05 Reg.cn 1. Ofc ol the Doctor 
2pp 465C0 299 46500 JCO 

8807280304 Fcrwj'ds prep' clary A rtonpr.'-.v Clary Suppl / Rev 0 *0 WCAP 1U170 
wes? sc 5 lJ DS Des gn A Ver'cakn Process fer Beaver Valley Uni i N.;c'o 
at S'ahon " 

SlEBF.R ID Deques^ L'9^t Co 08/0// 16 Documonl Conircl U»an;h (Document 
Contro’ CesM 12pp 46336 \M -16335 26 1 

- 8907280305 Recuesis withhold r.y of pop*.eia , y Sup.pl 7.Rev 0 to WCAP-’0l7O, 
’ Wesimgrcuso SPDS Design A Venhcaton Process * 0 ' Beaver VaiOy Uni i Nucle- 
ar Stat on," hem p w tl c disclosure (ref 10CFR2 790) 

WlESFUANN.RA Wesi-nchouse E‘ecvcCo'0 89/06/16 MURLt/.T Cthco of Nj- 
clear Reac’or Reg-Jahon, Ci/ectjr (Post 07041 1) iCpp 46335 200 46335 209 

•8807280307 Rev 0 to Weslmg h 0js0 SPDS Desgn A Ve'.hcanon & Va'idatcn Proc- 
ess lor Seavcr Val’ey Un • 1 Nvdear Slahan " 

\f04LEy.HC Wcsl np-jc^se E.fCln: Co*P WCA<M0J70 S07-NP R0 00/05/31 
76pp 46335 210 46335 204 

8808150235 Forwards rc-v.sCd app'icaton for amends to LicorstfS DPR 66 8 NPF 
73,chanQrg aci cn statemoris fer reaclo' Inp btoakers n Toch Spec TaUu 3 3 1 
SiEbER J D Cugues , 'e L-g'ii Co 08/07/26 Documeni Conlrol Branch (Docjrrem 
Comro: Desk) 2pp 46541 270 46541 281 

-8B08150237 Rovsed app‘:caircn *0' amends to L censes DPR 66 & NPF 73. chang ng 
achcn staiemeris lo* reader it p breakers m Tech Spec Tab'o 3 3 i 
SiEBER.J D Ojq-esne Light Co 69/08/01 2pp 46541 272-46541 2/3 

-8B08 150238 Proposed changes to Tech Spec lab e 3 3 i re reacuy tnp p'oakers 

• Deqeosrebghl Co 88/L8/OJ Bpp 4 654 1 27J 4654J 58 1 

8908150190 Rosponds lo NRC 883627 reguosl Icr odd r'o ro Reg Gu do 197 
rept O-scussioo o? va'ves .n c'osed or soa ed sys enc 

SiEBER J D. PuQuosno Lin'd Co 68/00/01 Oocumonl Coniroi Qranch iDccumont 
Control Desk) 8pp 465EC. 121-46550 126 

8808150185 Si-bmts results Of equation of Ge-er-C Llr 82 33 & Suppl l to NJREG- 
0737 ro cjdi study fO' ovauaion cl avc dance c* an^u-tcators w/.rput Irom rr.oro 
man ono plant pararr etor set pc nt 

S EBER.JO Ojq .esne Light Co U9/06/02 Document Centro* Branch (Document 
Co^'Ol Desk) 4pp 46550 334 46550 337. 

8808f80735 forward s FF< roice of ccnndctaKo c( ssuance of amends ro Licenses 
OPR 66 & NPF- 73 0 oppo'tur.ity for h.earrn cn 080522 request to arr.und survelanco 
requremerts Icr 16 comanreni .solauon chock valves 

TAVPS Pro,ecl Deecicraie 14 88/C8/09 SlEBEH JD Ocqeesno L ghl Co 2pp 
46590 2/1-46590 276 

-8808 180 14B Notice ol cons deration of issuance of amends lo Lrtensos DPR 66 & 
npF- 73 & proposed NShC doicrm nat-on S opponunny (or hoa'r.g Amends oxc’udo 
a I coniammeni isolal o.o weight A Spr ng loaded chock valves 
STOL2.J F. Ptojeci Drocioraie I 4 08/00/09 4pp 46590 273 46590 276 


8807200162 S«.pp! 1 lo NRC Info Noico 08 046. Licensee Ropl cf Defcci J 
b shed Crcuil Breakers ” Svc i si onci 

ROSSi.CE Div.sicn of Operational Evonls Assessment (Pcsi 87 C 4 ii) 
Ccnso'idaled Ed-son Co of Now York, fnc I25pp 40300 054 46389 178 

BB08010072 Forwards Irsp Rcpts 50 334/80-15 A 60 412/08-10 on 680605 10 vn - 
'aliens noted 

DunR.JP Heg-on 1. Ofc of me C.roctO' flU/0//2i SIEBLH.JO Djcuesoy i -n r- 
2pp 46363 327 46363 337 , - 

■8000010077 Insp Repls 50 334/00 10 A 50 412/66-10 on 08C6C6 '0 N:> v.c a‘ 
dovialions noied Va;or areas inspected corporate ongmeo'/'g Suppo.l pro-^ ' 
eliding organi/.jiion A slaflinq.OA.ifa n ng A myi S'.pport A comm. in ca: ois J 
GRAV.L H. WINTERS.R W , STROSNlDER J f^c-gon 1. Ofc of the 0.*ecbi it V- 
14 9pp 46363 329 *16363 337. 

8808020030 DiSCussos onfo'comont ccnforcrcu on 060507 000513 Vola'bi* & oc-:' ' 
nai v.clatrons notutl Guafif calions for insu’aiod cab'o for eperahen ai clo/aictJ IOCa 
temp A high rnrgo containment mcr.ito/ caU'o arrangement r.oi osiab'ishe-j 
JOFINSTON.WV Reg On 1. O'c of tho D.rccio* 00/07/21 SIEBER J O 
L.yhtCo 2pp 463/6.151-46376 152. 1 

8807200246 NRC Rullet-n 00 00<1. ’’ThrnblO Tube Thinrmg n Wes*, nghouso 
Svc I st oncl. 

HOSSI.C E Div.slon of Operational Events Assussm.onl (Posi 8704* 1) 68 C7.;i 
Ccnsolidatod Ed son Co of Now Ycrk. Inc 123pp 46340 0/0 46349 1 92 

8808040015 Forwards f09ponso lo NRC QuHotn 87 002.Supp's 1 A 2 "Faster r eyr-; 
lo Uuiermno Conformarco w/App!icablo Mou Specs " 

SIE0ER.J.D Duqjosro Lighl Co 00/O7/2G. Docomort Conircl (Dcx-X': 

Conlrof Desk) 5F)pp 40433 170 46433 220 

8807210210 NRC Info Nolico 80 052, “Fuluro of Intrnuierr.e Tandem ol Flcirei S«‘ 
Acpl calor Brachyihorapy Duvicos Dur.ng PatiOni Trealrnont " Svc I si oncl 
CUNNING MAM.R E o.wslcn of fnUuslnal A Woeicai Nuclear Safety (Pos* 0/C/vd 
09/07/27 Consol daln<f Edison Co of Now York. Inc 109pp 46397 029 -1639? i?i 

8007220034 NRC Info Nolico 00 053, ’’Liconsoo Viclnimns cf NRC ReqU Sticks ‘A' ;h 
Led to k'edcal Diayrostic M.sautn rJsualior.s ” Svc ?isl encl 
CUNNlNGHAM.n E Division of induslnal A Med cal Nec'car Safely (Post 0?u72:-i 
08/07/20. Conso'iUaled E<Jscn Co Of Now York, Inc 1 C6pp 46396 283 4u30 7 0v2 

8807220192 NRC Info Nolico G8 054, '’Foiluo of Circuil Uroakor Fchowcig T-rt 7 Ci 
of Ampfocior O roci Tnp Attachment " Svc list oncl. 

ROSSLCE Dvis;on of Opemiional Evonls Assoss4’onl (Post 97041 1) 6fl/D7/2d 
Conso’idaied Edison Co ol New York. fnc. 12lpp 4G4 1 / 020 4641? 140 

0807200019 NRC Info Notice 08 055. "Polentml Problems Caused by Smge c ■’ 
ESF Swng Bus.” Svc list ore 1 

HOSSI.C E Div.s'on of Oporatonai Events Assessment (Post 8704 it) 60/v?/O. 
Conso'idatcU Edison Co. of Now York, Inc. I2lpp 4643/ 121-46437 24 1 

8008030289 Suppl 2 10 NRC Bui.ehn 08 005. * Nonconlormir.g Malls Suppled b/ P-P -J 
Supp’ies.fnc ai Folsom.NJ A West Jersey Mlg Co ai WM (amsicwn.NJ ‘ S.c U-W 
ROSS1.CE Division of Operaiional Events Assossmonl (Pest 67041 1J 89/C-^-: 
Consol datod Ed son Co of Now York. Inc M9pp -16530 121 46520 269 


8008180193 Fcrwarus Amends 129 A 4 lo L cer.ses DPH-e6 A NPF-73, rcspoct«vo;y & 
safety ewi'ua: on Amends nco'pcraio changes to Secions 3 0 A 4 0 of Tech 
Specs. as recoTirendid in Genet c Ur 87 00 

TAMPS Pro:nci DmcictBlo 14 89/00/09 SIEBER.J D Duqjesne L«qhl Co 2pp 
46586 208 46596 291 

-8808180203 Amends 129 A 4 *o Licenses CPR 66 A NPF 73/espoclively. mccrporai 
mg changes to Seclo.-.s 3 0 A 4 0 of Tech Specs.as reccmmor.OQd m Generic Llr 87- 
09 

STO’-^.JF Pro;ecl D reciorale I 4 06/08/09 87pp 46506 ? 10 4C586 286 

-8808180211 SalOly OvaluaiiOfi Support ng Amends 129 A 4 lo Licenses DPR 66 A 
NPF- 73. respectively 

* Office cf Nuc’ear Roacicr Regu’aLon. Drector (Posi 8704U) 98/C8/09 5nn 
46586 287 46586 291 


Q. Inspection reports, IE Bulletins & correspondence 

890520029$ NRC Info Not-co 88-032. “Prompt Roper! ng to NHC of S gniticanl Incidents 
Involving Rad oactive MaM “ Svc list encl 

CUNNINGHAM. R £ O-v.scn ol Ir.dusKfii A Med cal Nvdoar Safely (Post 870729) 
88/05/25 Consolidated Edsoi Co of New York. Inc l2Cpp. 46308.179 46388. 29B. 

8808010400 Partial responso to TOlA requesl for documents Forwards App i 
documenis App J A l ava-lablo m PDR App H documents parhally wilhhe'd (ref FOlA 
Exempiion 5) 

GRIMSLEY.DH NRC • No Detailed Alli iaiion Gwen $9/07/11 Pub'rc Dfi?en*s Cnu- 
C8*- Mass Energy Pro.eci /pp 46327 246 46327 259 


08OB 100302 Forwards fnsp Ropl 50*334/00 12 on 800509 13 A notice of vohisr 
JOHNS TON.W V. Region 1. Ofc of the Di-ecux 00/C8/O3 SiEBER JD D.;.«v3 
L-ghf Co 2pp -1G50f 049-4653 f . 060. 


•0808100304 Nolice ol violator) from msp on 000509- 13 V-CUdcn holed ec^pT->- 
quohf.calicn F.le 0044. Huv 3 fer motor operated Vaivo MOV-S1-085B did ri>- r3,t 
sulf.c«eni documoniailon to establish quahlicat on of ideal model wirenjts 
* Region 1. Ofc ol Ihu Director. 00/00/03 Ip 46501 051 46501 051 


-8808100305 Insp Ropt 50 334/00 21 on 690509- 13 Vio'at cns noted Ma.C' ^ 
nspecied licenseo cormclivo ackons on concerns identified m Equ pment (Jv3«-v4 o 
Insp 50 33-1/86-12 condjcled in Juno 1906 ......... 

KOSHY.T. ANDERSONCJ. Rog-on 1. Ofc ol the Di'oclor 88/0//H 
46501 052 46501 060. 


8807290008 Suppl 2 lo NRC Duilut-n 88-008. Thermal Stresses n P.png Ccnnc^ «.J ^ 
nCS." Svc lisl encl _ 0( , n o /( 'i 

ROSSl.CE Division of Operational Evonis Assessment (Post 670411) 8o u 
Consol dated Ed son Co of New York, Inc 1 5? i pp. 46504 001 46504 121 


880729011 1 NRC Info Notice 88 056. ’“Pofontiai Problems W/Si icono Foam Fro Ba ' c 
Po/mfralion Soais.” Svc l.sl encl , .. 0 ii>nfl/O 

ROSSl.CE. O. vision of Operational Evonls Assessment (Post 07041 ii) 88 
Consolidated Edison Co Of Now York, Inc. 123pp 46569.1 75 46569 297. 

880B1B0460 Notification of 880012 Enlorcomenl Conference Mooi ng 88-123 
Pruss'a.PA to d scuss circumstances surrounding environ qualification owcjst^ - 
TR/PP.l E Regjon f. Ofc of fhc Drrecfor. 08/03/05. Region ). Ofc ct m J 
2pp. 46599 n 1-46580; 112 
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ft nnft(W02fl9 Sunpl 2 10 NRC Bvj'IoI n J1U 00'j. "Noncorifunnlrg Metis Suppled hy F>.pr.i) 
6fl K L me at Fo’som.NJ & WoM Jorsoy Wfy Co ni Will.umMown.NJ " Svc i.si ovtX 
nf&S?C E U.visch of Of) 0 'ftl.cnnl UvonK, Aostwwnonl (PoSl BWl 1) «H/U1l/03 
CcnsCl dated Ed.scn Co of Now fork, fnc f4«ftp f£ f -tfifiW «»'/ 

8608160446 Forwards Insp lUpia SOdltf/fM M A VKlft'J/Ua 14 cm A1IUMH1 0/«2 No 

., nr.s Of dOviQtiOfV* tiOtOd 

W.LSON B A Henson 2 Ofc Of (hu (J.ructnf (Ui/Uti/O'.t CONWAY. W f Mor <Jn Po«<v 
8 Light' Co 2pp >*54 >74 -4 (,554 ?W. 

na0B160448 ln«> Ront* 5tl-3:?S/llO 14 A 60 Ullll/mi- 1 «l on lUiCbUH 0/0? No volniiofv. 
nolo df^ a l0 f areas inspected pfiirit <7fww««rr r<*. I n<;>r Spot. corn nut,:: n.nnm I 

rhsorvaiion LER review pliyflcul prolntl'on A m.icior inn faview 
PAULK GP7 lIlOn.H.G CRLENIAK.R V Region 2. Ofe nf ihu lauudor flll/0//2ft 
1 7pp 40564 2 70- 40654-1*02 

0807290008 Suppl 2 to NRC Uullelin OH O0l). "lLortnnl Slrrv.oii m Piping Cemeciiid in 

nOSSK^E 0 vision of Operal oiiiil Evnnls As*,u». r .mi;nl (Pg-.l M/D4 1I) HH/0H/04 
Co^scl doforf Cdison Co of Now York. Uv: CUfip 001 CM 

0807290111 NRC Inlo Nolen 80 06ft. * Pohmllnl Prob'ams W/‘/Ic.i:mo t u.tm 1 in? Ilmrini 
Penc Italian SuaV Svc t«sl erirl 

ROSSfCt Oiwon <Jt Onornhomtl Ivan In A^imMiitml fPnM H/fMH) Jill/PlWOi 
Consoidnind EiliSOnCo ol Now York. Im; l29pp 4bW> )/ r . 4l*M.‘i;>n/ 

8008240136 Fnal rosponso to FOlA reguos! lor ifcscu it*. Af*ji K dm unnmpi mu I App 

L cfccu'nonfs p;M ally tfvlolvd as oulvwJo md/xj ul rm)i>i:4 App M dm iimenM paillihy 
wilhhc'd (rol f CIA Exomplicn 6) 

GRlMSLEY.D-H NHC • No Dfttftlud AHilal on G-ynn 110/1)11/04 lifllt.Y.K 1 ’niil c Mi 
yen’s Cnlical Mass Enortjy Project flpp 4iiMM -i !’► instil :i47 


•8608110018 F cfv/anls NRR SAl 1' li-p.it ti.isud on mini SAIF* nv. illiniums u-ir I w/md"1y 
eva'uaiions prepaid during SALF 1 Oci MH14 ■ May PJHh in* I Relnlml iini.iimo-iln 

UbOtEY.RF PWH Pro/ec) Prnriomlo I llft/OU/DI KlhSCHjll Riil-on V Off: nf 
110 [yirocior 85j>p 4C'jftl:343 WjI12 I 12 


8008020095 NHC Info Nolica AH 05/. ' I’ulontnH loss of Sato SiuM-nAm l il-i pm-nt Dun 
)0 P/emali'/y S J con Cpniroi od floclifinr l .nl.im ” Svc: list nr.f I 

ROSSI.C E division ol Onornliunnl l. r voiils (l’i>*»l ft/CM M) Ilil/Oll/Uii 

Ccnso'idatod Ed son Co of Now York. Inc I22pji 4ft4f>‘» f: r « 4ft4S0 


880B020102 NHC Info N’olicn fJA U'jil, "I'otimlial I’nililmiri W/ASI A llrowo llnvcm 111 
51 L Timo Ovcrci.rrnnl Holnys ’’ !3vn list *jn«.l 

ROSSI.C E U. vision nf Ci;o#alnir»af I vimlti Assnssmuni (F’nst 11/0411) Hfi/f:ii/<;u 
Con&o'idnlcU Edison Co of New Yuih, Irn; 12Upp 4tj‘>:ni tin 1 4ii r » fn li'tF 


0808030 U2 NRC J-ilo Notion HI! Ofrt). M^ilV ('•min lt.nl I im.ru <if WnK'dnrd Ihul 1 ' 
SvC list unci 

ROSSI.C E O.v.S’on of Onerni-omil livmifs As-.uv.irmru (I'uM »/(Mll) llll/DM/ft'l 
Conscl.dAlctl Edison Co of Now Yn.‘k. tiu: I d 1 pji 4041*/ 01 1 4fi4ft/ i ll 


6606040062 S'jppl 1 to NHC Info Noliru 1|)H:U4. "Innifcu.inlu Cn.i'i'.i .il on A l\n nnmn 
iai:on of Firo Bnrrinr I’onniralion Sunl'i " Svf I .1 murl 

ROSS', C E Divivon of Oporulmrml l.vonts Assr'ssinnrii (I’cr.l it/iMII) n/l/ftlf/n'l 
Consddmuu Eil son (,o of Now York. Im: KMpp 4ft’. ’.h 2i)S 4liV.li :<;**> 


8808050135 NRC Info Nol en flfHlftf), "lnnilr(|iintn Dns pn A 5ishi. 4l.un of Widur1n|tu 
Pcneimt:on Seals ” Svu lisl ufn:l 

ROSSI.C fc Division of Cimraiwirui f.vnnl-i Assess (F'nsl 11/U41I) iin/cm/ 1 1 

Ccrisol dated Edison Co of New Yoik, Im: UMpp 4tiM.'1 J'lJll KiS/ti Ol.i) 

0800050248 NRC Info Not.cu lift Of* l. ”C<;rrl(cil Mnnm l f.it.ilnl i ily Fan mil Ih.vnws of 
OpQfOtng Exporumeu ’ Svc liM oni:t 

ROSSI.C E Division of Circuit orsil E'vnrtls AssoT.smnrii p’risf fi/uill) HH/(IM/ 1 1 
Conso'idotuF Eefison Co oi Now Yo'F*. inr 121>jip 4(i J .'l4 :i K J 4l»V)S (»/ft 

0808050295 NRC Info Nolu‘0 Rnr unl f inilmys n» fn>[. fmm.nl. ilmfi nf OA f'm 

grams by Supp 1 ers ol Transporl F'asknym. " Svc, list nn: 1 

□ URNElT.RF Division ol Salngunnls A Irnnspnrhilujii (f’n-.l 11/(1413) Jlil/filf/l^ 
Consolidated Edison Co Of Nnw York. Inc: Kl'ipp •ItiVH lf>’» 4(. , .H1 

8G0B0902Q4 fJflC Inlo Nol'to HO Of/J. 1lij*i Hailmlmn Hi/ahls F ft.m frrmf.iicd InC-uru 
□electors A Cables *■ Svc hsf c.md 

ROSSI.C E Oiviso’i of Oiieraim.'ml CwniiV. A*, . fm-nl (I’cr.t H/0411) hii/CHM'i 
C onsofidafod Ed son Co. <jt Now Yerk. fr.c f ffjfip .li.Mi'J uiiS 4(>Mi'i f At 

8808240152 Forwards Insp Rdf)ls *jO*:r.lf*/HfMft A SI) :i»i‘l/i!H If* rm Ifftl)/ 11 If* A iidik n 
of doviat cn 

HfnOT.A n nog Of 1 2. ore Of (hi) n.mctnr ati/on/ IF, (.nniVAY W I t fi.mM f'liwur A 

Llfjhl Co. 2pp 46030 001 4 6G30 009 

-88Q8240156 NoiiCO of deviation Irom ins[* on flHO/1 I l'iDuvalnn nnli.d smum l.im n 
lesfng fa fad fo t/^nonalmto dfosef (jmier.ifnff, capalWn of ifn.fy.fi,) f SAff du'd-ff* ru 
quifemoms 

MERDT.AR Refl-On 2. Ole uMlio l) rectnr HH/Oil/ Hi Ip 4f*ft'fnC(i:i 4M.:i(Hi:>;i 

-0808240162 Insp 50 335/dfl ffi & ‘JO 'UM/Wl U, on MIO/II 1 5 f/nvMfmn 

noied Major afons inspociod eniorfjrjficy do'.nj yiaiufaior i.ufvcn'.inu' inst-i) A inmnt 
c J nt , e 9 fal0d ESP leslimj undfa sinv.laioil ICCA r:oiiiJitij>ns 

SPARKS.SE. JAPt.F Region 2. Ole ol thn Hruclnf HH/Utl/i; 1 f op ILt.lfOftOI 
46630 009 


0808110206 NRC Info Not cu fif) 004. riopDrimn l <ri*s in NnJn.ir Process Syr, nl Nm.li: 
o* Power Plants." Svc list oncl 

HOSSIC E Division of Op€r<v ona\ Ewvds Atisuiisrw.rrf {fWA H/t)AU) mmUXH 
e-or.sohdaiQd Edison Co ol New York. Inc I04pp 4ii(i4j UU1 41 ,m:i 1U4 

0808120327 NRC Inlo Nof.Co 88 0G5. "Inadvurlnnl lira ililciiis ol Spent Fuel Pcol'i" Svc 
Hi encl 

ROSSI.CE D.vison of Opomticnnl Events Ar/,m»'itni;nt {Pnsi fl/0411) f'fl/DH/lft 
consol dal od Edison Co of Now York. Inc I23fij> 4(U>2flOH 4(iG2H Cf f 

NRC Info Not co 08 060. "ItvIuiArnf Nn//.d{Kopfcy Jnr.fi A Hotoratmonf " Svc 

fiA/nalgo l r AM n E D,viblon o1 l»'*wstnnl A Mcfhcnl Nuclear Safuty (I’o-.l H/0/29) 


00001604 14 NRC info NtiliCO I>(1 06/. "PWfl Auxilary Foodwatnf Pump Turbine Over- 
speed Tr p f el.ro " Svc lisl end 

ROSSI.C l : Dvi<sl::n of CiJecallnnal E.vonls Assufiwnont (Pobt 0/04 11) HR/00/^? 
Cafi'ioMated EdscnOo of 7few Yefk. /ffc f23pp tC.G t.i M ??7 


R. Porlodlc operating roporle & rolntod corrospondonco 


0000220044 "Mannu India Mumovals St l ucia luiakn Cnnnl lo* SucfKid Ouarinr 1 0111) 
W/ftHDUl5 Ur 

CONWAY.WF PlurHlii I’owar A I ight Co ftB/C()/:iO IOj^i 4filiU0 Iftb «ifi00 1<)4. 

0000210007 F orwtifds il‘.f) a ilhly o;inra1m;j rupiy far J,j| Iflftf) fo. Turkey F J o:n1 UntH d A 4 
A Si l u::iu IJn.ifi l & 2. 

CONWAY.WF f Inrulo Puwtr A l ly) it Co 011/08/15 Dcicmimdl Ccmlml Hranch fHocu 
meul Cnnlnil Desk) tp 4(i(i0/ 20346GD/ ify'J 

♦8000230140 Menllily opmali-ij for Jt,« pillh lot Si I m u Un.lr. 1 A ? 
f I Ml ■[( l SI). CRANT.NW I ‘ciihJr Power A Injlil Co IUI/0//JI 7pji 4f>hll7 2»? 
4(,fift/ 


S. Rojioriaiito uccurroncos, ICRs & relatod corre&pandoncu 

0000030003 l t il HO 0 )1 DO On fifKJli'iO.fcm ti)' Ifipjiiid on f-.lyh press 1 , xti/er 
(iMiViwre f’nus* ;<| hy less of CetiilmiHHtu pmrp Ilf I faience relay rmila<.r-d.(<i.!iir<i .m.ily 
>Ak fc-ifxxxg (tr.rhtnw*! A It. ffa-ce rcf.ty sufircittlv W /a/a9/iV< Hr. 

JOHNSON At) , CONWAY.W I I lamia I'ow. r A lu|hi Co hH/f)//2 r . !.pi> 4fl4l)'.» 133 
4i>1f)', i:j/ 

0000100221 LEM «fl <«)', 00 n. i OdO/M.trt,i,Aurf<;ni j.f.tr| of fA tloVA (jrrt'tMot ilimott 
Lrniihiimh'ujiiiit] o::i.uift dC.auM 'J hy iii'rsnnnel i rmr Pun*et:ni'l ( (»un a »elli (l W/llOOflli, 
Itr 

.JOHNSON AH . CUNWAY.WI I Icnda Power A I ijlil Co Hft/Uft/lf. 1(*(i 4|»V)S 1V»- 
41 jVP* Ihl 1 


DOCKET 50 330 MILLSTONE NUCLEAFt POWER STATION, UNIT 2 


K. Socurlly. modlcnl, omorgency & Hro profecllon plnno 

8007060520 Ce a iiefic l ti Hfl- If) to nil pnwur rr-autnr l.< i-irienH A h:ili|ur<i af Pad ( J!i ap 
rmivnln ni p..rcfut’.e <d (ISA u|i|iicivnil (tm.iinly coniaiiinr'i Svu li'.l end 
MlMAUl IA.I .1 A‘V.i:i.-ate Dm Mar lof Pro;ei:1‘* (Peril ft/D4 1 I) f*ll/<J //I) 1 . C(>rv.l|l d.llml 
I. drain ( (i ol New York. In; M|i|> 403118 -MJD 4hdOff 32(1. 

8000020014 ( ni ward*; nmrmJml SAl P Me|,hi J () ; j Vi/HH U 1 ) A f.tnjft/llft !ll) fer June 
IDHIi lire: Mil! / 

MIJViMI.WI ltn,p:i* i. Uli: id i)*.i Diicutur ll(l/n//1', dVl KA.J F Nurlhnnsl Nm In. 
.if l nerpy f n (\i.fri nf Ni flhe.vd IJt 'il-iri) , J pp -Ift f'j'J DM) 4(i‘)V) llj() 

• •0008020015 A I SAl P Rn|.W Fill X4!*/llft fill A •;« Llft/tlft IJfl fer HJHli • 

Dm: ion/ 

* (ti ||lmi 1. ON: of Urn Onilo' flll/D?/^!* 141'pji a 1ld!J’) f)5;»-4l) fliH |1)ll 

0000040204 ftuV’M'd uneiijerify pl.n i lm|il,immit ♦.,) pun m1..ftn..*i( In: I f.g Mi a v l Ui If 'll* 
4t,i:t, 1. '| ni.' | i|rixy f )j:i.i(ilu;n a i FiK-iity I memency Die'.e’ fi<m>rnlnr O/uta telly 

fn-.F A Rnv ;» lo 1 PIP 4 /Hi 1,. NnrUime.l llM:. iJnp'annul R.iduarjive W/OHO/2/ 
Hr 

MHOC/KA1 M Nurlnar t rmrpy Cn Nerihenst llh'ilne*) 

MHf Jf./KA.l J lit Ilium Hfi/D//2* DticnriioiH Conlrel llnmcli ((kua.menl 

(.unlml Di-.k) ;vpp 4(,4;i(J ;*// Krldf) i'llfl 

8600010247 (i* mini; Hr lifl 12 lg a'l pownf rmidnr ii.imiM'oo A ii|i|il Ctint'i re mninval ni 
lee i xnli ;1u a i rmjiiin-miirif 1 '. fftjm 1m.li ‘•pm-.Svt list nn I 

M.HAtiPAI .1 As'.n: aln C r<::.1f;r lur I'm, t < )'■ (Pnsi H/D111) HH/l)H/<»2 ('(ill'.alnlalPtl 
t ij.'.nn l ti ul Nuw York. Inc. f.2|ip Ift tu i 21JI 4ft4(»:i M2 

0008 1203 17 If* v .mJ tiv/xr.rafe onj.n » /.i)n:n far enc'i-af r rnJniiM y/r jr:r> J*irfA,^ir I imIhm| 
Huv 14 ti* C()NI 1 HI. "fYiiii.iralinn. I’.Mianu, A Centre! id PriK.uilarnii" A Mav 2H In 
( InipMHlu Cf4|ani/,iii,:n ( )’ Nut Imir Inr itlenl'i " W/HHDllC/t Hr 

MRtlC/KA.t .1 Ni rlt-.misi N..cli'ar Energy Co (uiilri ul Norllua'it IJliilnr.) 
WH(J.SXKA ) J (j)JUM.M. Jn.nl Y/jjik im A Inn m: I'Owi.'i Cn MIK1C/KA.F J Nnilhefi'J Ull- 
liar', JU)/fm/0H ;'2r!j,ji 4(*Vlb C!2*4ft r »:ui *l5'J 

0000230202 I oiwanl 1 . IlirMlmU hr.p Rapt •jlKUli/filJ-llI cn IlHOHM U/2?>Nn v-ti'uliun*, 
noUu) Our-'rJ tft l.ihvo uvhi* / d >r> uri»Jr r).*kr;ii) rrf vaJrJy f>yy Iiiiii.IiivmI uu.l-iivM'mSJr.niiJ 
an riMutar hide cini.pmieiH cer/uni water r.y'i rated 

Ml 1 ft MIAUSI N.l Rei|ua 1. Hie crl Ihn Dirudur HH/Ull/I? MROC/KA.F J Norm 
uiiM N-.f'ear 1 fieri |y Cr> {suhi of N.jflhra'.l lit liter,) ?|-t* «lGli2f* Kill 4lifj;xfj 20:i 

•0008230205 la-.p Ft..(rl !>f) IMG/OIMO on MKMM <l/2'l No un5.Hu f.nndilicnn 
iifanl kMl Ma/it nreir, in5|ie: lud survei. nncu.mmat eir,eti|rincy f>ri« pared';* :.')jJiyi,li:iil 
in '.uhiy.MIC I ; ■ 1 1 ! i j 1 ■ n • ■ A inlo nol i A proviou'i Idcnt.lmJ itanui 
MCr.Ahif t: Hrifinn J. Oh: of )ho Dm lot im/m/ii :i:j ;>p WW iVMWrtii 2m 


I. Financial information 

0000020276 NqMhv* ol rr>Cr..fH ni Irivmits (idlHJ'J.C* 1035/ *1030 A (*103/ lur funrlti 
quarterly ne.tobm.'iit i>1 IDMfl anmial leu 

MROC/KAi; J (airnr.ct Cut Yanln o Alnimc F’owLr Cn MHOC^KA.t* J Nodhuar.l Nu 
chi.u Fm rrjy Co (sul.5 o' Nnrlheftd IJt l.lmO) MfUJC/KA.FJ Nodheaot Uli'iHa*. Hfl/ 
0//21 tJ0i.umnnl (’ontroi Ilmi'Ch (Douimeiil ('Dnlrol iJdf.fc) 2pp 46400 (l'J 4 
4C4C0 O'Ur 


P. Oporoilng ticonso slngo documonls A corroapondonco 

0000 f f0 128 NolbrMhQn «J SgxHJxcdnl l.ii:onSf.'»j MpnJ.ny ft!) POO on flhOO.’JO w/irld ./r 
Kinri ol Piusv-rPA to iJ.5Cu’j r » ulil .n.llaiives lor pianls 

MCCAIH .F C Fleaion 1. (Jfc ol Ilia Ueeclar flft/0l»/07 FtCjinn 1. Ole ol thu Director 
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8606090030 Provides NflC clhoal hours & proced res for f l ngs in proceedings Served 
cn 88C8C4 

SHOE MAKER . C J Atom C Safely and Licers-r.g Appeal Panel #308 6850 06/06/03 
OW.ce of Ihe General Counsel ip 46401 266 46401 266 


-8807290304 Safety evaluation supporimg Amends 98 & 33 f0 rv,, 

NPF • 1 6,ro5pGciivoV senses 

* Olfce of Nuclear Reader Rogulalion. Droctor (Post 87041 11 
46342 315 46342 310 J Bb ' 07 ' 13 ^ 


8008090060 Advises thai ul.! award O' prov.sons Of NRC regulations proving lor 
open.cub'ic hearings n Icenso amend proceedings & util has noi requested ihai cur- 
renily schedu'ed r.ea'.nas La closed W/Ceri ficaie of 5vc 

BAUSER.M A Florida Power & Light Co BAUSERMA Newman & Holizmgor. #308 
6860 69/06/03 COnER.BP. COlE.R . BRlGHT.G O Afcmc Safely and Licensing 
Board Panel Spp 46401331-46401 335 

6008100057 forwa'ds Icensee motion for sjmma'y tlisposilon oi mtervanor coden 
ions & icensee statement of mat; facts as to which r.o genu no issue to ho heard w/ 
respeci to mien/endS ccnlenl ons 

BAUSER.M A Florida Power 8 L-gh* Co BAUSER.M A Newman & HoM? nger. #308 
6895 06/C8/O5 COTTER BP. COIF. H F . BRlGHT.GO Atomic Safety ard L-cens- 
ng Board Panel 2pp 46413 052 46413 317 

-8008100066 Licensee mo* cn for summary dspes-hon ol 'ntervenor contentions * Ul I 
requests Board issue dec s on n f censee favtr. 

BAUSER.M A Flo- da Power & Ughl Co BAUSER.M A Newman 8 HcIlZinge- 88/00/ 

05 Alcmic Safety a^d L«ce"S ng Board Panel 68pp 46413 054-46413 121. 

-8808100069 Air davil of S MarschVe cn adm:lted Contention 1 ’ 

MARSCHKE.SF Coasco Services. Ire. (subs cf Fnserch Co*p) MARSCNKE.S F 
FiDnda Power & l-ghl Co 80/07/25 14pp 40413 122 46413 135 

-8008100072 Affidavit of M Weber on edmtted Contenhon 1 ’ Cxperence Summary 
erpl 

WEBER.*/ Ebasco Serv ccs. Inc {suds of Fnserch Cotp ) WEBER. M Florida Power 

6 Light Co 06/07/26 0pp. 46413 1 36 46413 143 

-8808100075 Aff davit cf W Weber on admtied Cooton'cn 3.* Experience Summary 
end 

WEBER.M Ebasco Services, fre (Subs o' Enserch Co'p ) WEBER. M Honda Power 
& Light Co. 88/07/27 llpp 46-113 144 46413 154 

-0808100004 AM davil of GR Ki p cn admiHed Ccnierihon 3 (Kilp Aff.davil 3a).* Slate- 
m.or.l ol pro'ess onal qual ficahon enc' 

KILP.GR West nqhouse Eloclnc Ccrp KlLP.G R Florida Power & Light Co 88/07/ 
22 lOpp 46413 155 46413.164 

-8800100090 Aihdavit c 1 GR Kilp on admitted Contention 3 (K4p Allidavit 3b) * Prof 
Cual'fical ens encl 

KlLP.G R Wosinghouso Electric Corp KlLP.G R Florida Power & Lighi Co 08/07/ 
22. 9pp 46413 165 46413 173 


-8008100096 Affidavit of KP Smgh on admtied Conlenl.ons 3 S 6 (Singh Affidavit 3/ 
6 )' 


SlNGN.KP Holiec 'niernat .0"6l. SINGH, KP FlO'-da Powe' 8 Light Co 00/07/28 
2lpp 46413 174-46413 195 


-0808100099 Atfidav.t Of KP S ngh on ad.nffed Ccnfenhons 4 & 5 * 

S.N3H.KP Ho'fec Internationa' SINGH. K P FlO.da Power & Light Co. 88/07/20 
19pp. 46413 196 46413214 


8007280029 Forwards correciod Pago 3/4 ms to Amend 94 to L«cer^ 
rectmg lypo 

TOURIGNY.E G Project D.rectcrato II 2 08/07/20. CONWAYWF fia,,-, o 
Light Co 2pp 46339 100 46339 19.1 ' 0 Ca 4 


■8807280298 Corroded Amend 94 to license DPR 67.cons , bhna of rmtA/u..,. 
on Pane 3/4 1-18 y ,et c „ r jW 

• NRC ■ No Detailed Alhliation Given 08/07/20 2pp 46339 192 46J39 193 


6606060116 Requests draw.ngs Lslucf m oncl by 080901 to permit rtwa'nfv 
rioss rov.ew to bo performed in 1909 a ’ y K ■* 

CHNE.WE Reg on 2. QIC Of Iho D.rodor 80/07/20 CONWAYWF . 

Ughl Co 2pp 46452 279 4G4$2 200 * “* ri 


0000040018 Forwards add! into to Gononc Ut 03-20,/fem 22 \ 2, fnfo m c 
por 000422 roquosl ’ “ ^ W| ' 

CONWAY .W F. Florida Power & Light Co 00/07/29 Document Control Branch ,rw 
mom Control Uosk). 3pp 46436 223 46436 225 ^ v 


8008050003 Forwa'ds app'ieobon lor exemption 1/om certan /ecjte tv->< 
l0CFH50.54(w).Feo paid. ^ 

SHEA.KH Florida Powor & L ght Co SHFA.KH Newman & Hc.i2r.cer 00 00 -■ 
Document Control Branch (Document Control Dosk) Vpp 46445 157 46445 m " 


8808100223 Forwards corrected Paqe 3/4 O-l lo Amends 98 & 33 re bases 
TO'JFIlGNY.EG Project Dreclorato M-2 80/C8/O4 CONWAY ,W F F'ondi P'„ E - 1 
Light Co 2pp 46403.236 46403.240. ” ' 1 


80OB 100228 Corrected Pago 3/4 O-l to Amonds 98 & 33 to Licenses CPR 5 ? jm*. 
i6.fOplaci.ng word ‘’urloss w/wo'd "wftun ” 

* Prc/oct Direcforaro t(-2. 60/ 08/04 3pp 46403.2 J0 46483 240. 


8808170129 Summarizes progross ro resol-rlicn of Generic Ur 87 02 & USl A 45 re>^ 
hcallon of seismic adequacy of rnecharlcal & elecir.cal eqi.ipmeni in 
reaciQrs Proprietary mlo withhold 

CO^WAY.W F Fictida Powot A Ucjtn Co 68/06/04. Document Comtcl B.iotf ;0a> 
ment Control Dosk) 9pp 46503 004-46583 070 


8808250247 Requests assislanco In closing out open Horns at faci ity L si ol c?« r .i~\ 
encl..nclud r.g inauontwo security off. cor security ovum 8 co!locl:cn cf collwaied ’i3 
moasuremenl roSull9 

REYF.S.L A Region 2, Ofc ol iho OifGCtcr 86/08/ 11 CCNWAY.W F Flo: da Pc#.e 4 
Light Co 8pp. 46649 007 -16640 094 


8808190233 Responds to BB0510 & 0022 requests for adrjl info ro ATWS hb 
detailed concoptuai design info covering power supp’ios failure medas & e"ec:s ro 
s-s 

CONWAY. W F. Florida Power & Light Co 08/00/ 15 Document Control Brant* lOoc, 
ment Control Desk) 2Cpp 40596 002 46596 021. 


•8806100106 AM:davit of JB Hou^hial ng cn admlted Conicntiens 4 & 5 ’ 

HOUGH TALiNG.J Ebasco Services he. (subs of Enserch Corp) h.OUGHI ALING J. 
Flo'.da Powe/ & Light Co 88/07/28 I3pp <164 13 215 46413 227. 

•8BQ81001 13 Air davit of SS Turner on adm.itod Conto.nihons 6 8 7 * 

TuRNER.S E Hcilec imernaicnai TuRnER.S E Flonda Power & Light Co 00/C8/O5 
28pp 46413 220 46413 255 

•8808100127 Licensee staiemont ol man lacis as lo wh.iwh no ger.u.ro issue 10 bo 
heard w/respect to mtervonor contoni cns * 

BAUSER.MA Florida Pov^or & L.yht Co BAUSER.MA Nowman & HoUzinger 88/08/ 
05 53pp. 46413 256- 464 1 3 3C8. 

•8806100132 L consea memorandum ol law in support of motion for summary dispos 1 
Lon of mierver.or contentions * Certificate ol sve end. 

0AUSER.M a Floi do Power & Light Co BAUSER M A Nowman & Hollzmyer 08/08/ 
05 Atomic Safety and Licensmg Boa'd Panel. 9pp 46413 309-46413 3l7 


H. General correspondence 

8608240182 Responds to 880719 Hr rdcaiirg lhal j Fi onowicz oxprossed concern re 
rer&ckng of spent fuel pooUong term storage & rising ocean levels Concludes bldgs 
adequately protected 

STELLO.v. 01c of tho Executive Director for Oporatcns 88/08/15 GRAHAM, B 
Senaie 4pp 46626 230 46626 240 

-8608240104 Forwards >ir Irom J Fi'onow.cz re ccncorns abcul sponi fuel rods at 
facii ty Review & comment requos'ed 

GRAHAM. B Senate 88/07/10 KAMMERER.O Congross'onal Affairs 5pp 
4C626 234 46626 240 


P. Operating license stage documents 8> correspondence 

8808020269 Summary of 6B07C8 meeling w/C*E Owmers Group ro Generic Llr 07-12 
■'Loss of RHR Wh lo RCS ParM.y Fi led 1 

fRAMMELL.CM P<o,ect Directorate V 88/07/ 15. Pro.eci Diroclorale V. 4lnp 
46374 202-46374 244 

8807290300 forwards Amends 98 8 33 lo Lcenses CPR-67 & NPF- 16. respectively & 
safety eva'ualion Amends change Tech Specs & bases siaiemc-nts in response lo Ge- 
neric Llr 87-09 & upg'ade Un.l l Tech Specs 3 0 1.3 0 2 & 3 0 3 lo STS content 
TOURlGNY.fcG PfO,CCt Directorate 112 68/07/19 CONWAYWF Florida Power & 
Light Co 2pp 46342 289 46342 318 


8808240100 Accepts rospenso lo Gonenc Llr 00-05 ro bcnc acid co.rcs cn on « U' 
Sfaef reacfdr boundary ccmpononis ;n PWR pfanfs 

EDISON, G E , TOURIGNY.E G Project Dirocioraio 112. 86/08/19 CCN7»A V .WF 
Florida Powor & Lighi Co 3pp 46642 10146642 103 


O. /nspecflon reports, IE Bulletins & correspondence 


0805200295 NFIC Inlo Nonce 80 032. "Prcmpt Reporting 10 NRG 0 ' S g'i l ca~l 
involving nad;oaclivu Mati " Svc hat encl. 

CUNNINGHAM.R E. Div-sion ol Ir.duSlnal & Medical Nudoar Sa'ely (Posl 6/0?^i 
00/05/25 Consolidated Ed-son Co ol Now York. Inc. tZCpp. 46350 


8007200162 Suppl 1 to NRC Info Nohco BD-046. "Uconsoo Ropl of Defec'voReV 
b shod C rcu.i Breakers." Svc hsi oncl . . ,, 

ROSSI.C R D.vison ol Oporalional Evenls Assossm.ont (Posl 870411) 6« .vr7 
ConssoluJatod Edison Co of New York. Inc I25pp 40388 054 46388 173 


8608020230 Forwards rosponso 10 NRC Bullet n 07 002.Suppl 2 ro laslceer 
detormino conlormnnce w/apphcable marl specs, consising of prr’Wf 
suppl urs.socondary suppl era & non-safbty suppliers l.sls 

CONWAY.W.F. Florida Power & Light Co 88/07/25 Document Control Branch .-300. 
ment Conirol Dosk) 50pp 46339 289 46199.330 


8807200246 NRC Bulletin 80 009. ’ Thimb'o Tube Ihlnning .n Wostrghovso 
Svc list encl 

ROSSl.C. E. Dwision of Cporahonal Events Assessment (Post B704U) 

Co/iscf dafed Ed son Co 01 Now York, Inc (23pp. 46348 070 46346 192 

8807210218 NRC Info NoHCO 88 002, "Fai'ore of Intrauterine Tandem ol Fle'cV^l 
Applicator Urachylhoropy Dov.ces During Palionl Treatment " Svc iSl enc 
CUNNINGHAM.RF. D. vision ol Industrial & Medical Nuclei Safety 
08/07/27. Consol. dated Edison Co ol Now York, Inc . fOBpp 46307 029 - 46 j. 


8807220034 NHC info Nonce 88-053, “L censee Vioiakons of NRC Regua.c 5.W ' 
Lod 10 Med cal Diagnostic Misadminlshaiions *“ Svc list crc* , 

CUNNINGHAM.R E Dwision of industrial 6 Medical Nuclea' Sa'ety (Fjs. ' »/- 
B8/07/2B Consol dare*d Edjson Co Ol New York, Inc I06pp 46398 <rU3 4bjy 


8807220192 NRC Inlo Nohco 08-054. "Faluro of Circuit Breaker FoIoaTQ ns:£ *■ 
ol Arnptecior Direct Trip Allachrnenl " SvC lisl encl _ .. th . n i 

ROSSI.C E. Oiv.sion of Operational Events Assessment (Post 870411) 
Consolidaied Edison Co of New York. Inc. 121pp. 464 17 020 4641 7 140 


8807290303 Amends 98 & 33 to Licenses DPR-67 & NPF-l6.respect.voly, chann ng 
Tech Specs 3 0.4,4 0 3.4 0 4 & 3 0/4 0 bases statcmenis in response lo Generic Llr 
8 7-09 & upgrading Unit l Tech Specs 3 0 1 .3 0 2 & 3 0 3 to SIS content 
BERKOW.HN Proiect Direclcraie 11-2 88/07/19 ?5pp 46342 291-46342 314 


8807280019 NRC fnfo Notice 88-055. “Poleniiel Problems Caused by Snc'e F a J' co1 
ESF Swing Bus ” Svc fisl encl. ...... aaoj-ai 

ROSSI.C E Division of Operational Events Assessmeni (Post 070411) 
Consolidated Edison Co. of New Ycrk, Inc I2lpp 46437:121*46437.241 
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860B1 10206 NRC Inlo Notico 88 064. "Ropoding Fees m Nudoar Process Sys at N„c!o 
ar Power Plams ” Svc list erci 

ROSSI.CE D.visicn of Operancnal Events Assessment (Post 07041 1) 88/Ofl/iU 
Consoidated Fdiscn Co Of New York. Inc I04pp 4C64.1 CUl -4G643 104 

8606120327 NRC K'o Notice 88 065. ‘friudvortent Dranayos of Spool Fuel Pco ; s ” Svc 
list oncl 

ROSSI.CE D vision of Operaiicnal EvonlS Assessment (Post 070411) 0B/08/1H 
Ccrsc’Klalod Edison Co of Now York Inc I23pp 46628 011-46620 133 

6806 160392 NRC inlo Noiico 08 0G6. 'Ifidur, trial Radiography Insp & Enforcement " Svc 
I si ur.cl. 

CUNNlNGHAM.R E Civ.sion of ‘ndustnnl A Mod cat Nuclear Safely (Pod 670729) 
68/08/22 Consol dalcd Erfison Co of New Yor* Inc; UOpp 46628 134-46628 223 

8866160414 NRC Info Nolicc 86 Cb7. PWR Au'-hary Foodwaler Pomp Turbine Over- 
speed Trip Fa-lure " SvC list end. 

ROSSt.C L. Division ol Operauonal Events Assessment (Post 670411) 88/08/22 
Conscl dated Ed son Co of Now York. Inc I23pp 46643 106 46643 227 


R. Periodic operating reports & related correspondence 

0808170199 Munih.y Operating He;il 08 07 lor Ju‘ 1909 f0‘ Millstone Unil 2 W/8R3010 

G‘9SON.J . SCACE.SE. STET2 J P Norihoasl Nuclear Er.orgy Co (subs ol North- 
east Utlt.es). 08/07/31 5pp 40572 137 405/2 141 


V. Operator Examinations 

8806020014 Foiwards amended SAl 11 Mopis 50 24 6/60 09 A 50 336/00-99 for Juno 
1986 • Coo 1987 

RJSSEIL.W.T Rugmn t. Ole Oflho UroctO' 08/07/15 OPEKAJF Nntheasi Nude*, 
ar Energy Co (si.bs of Northeast UfMies) 2pp 46369 tt‘;0 46399 1’J9 

-8808620015 Arrorded SALP Repls 50 245/06 99 & 50 336/0G 99 for Juno l<Mfi • 
Dec 1967 

• Region 1. Olcol thn Urcctcr 00/02/25. HBjip 4G309 052-46309 109. 

8608250001 Forwards Solely Insp Ropi 50 33G/U8 15 on 800G20 24 No vo'aiisns or 
doviahons noted 

GALLO.R.M Reg :w 1. OlC of Iho DrcclOr. 80/08/16 MROCZKA.E J Norll'CrtSl Nu 
c‘ea r Energy Co (subs, of Norihoasl Ulil.hes) 2pp. 46G40 272 46640 277 

-8806250002 Insp Ropt 5O-336/0&- IS on 860G20 24 No violaions or deviel-ous 
roted Major aroas mspeclod l censed operaio' retrial. f.cation training progrnm contonl 
& urp'umeniabcn 

WALLACE. DT . ESEIGROTH.PW Rcyon 1. Ofc ol tho U-fuclc t O0'U0/16 4pp 
46649 274-46049 277. 


OOCKET 50-33B NORTH ANNA POWER STATION. UNIT 1 


F. Security, medical, emergency & tiro protection plans 

88072GO139 Revised corporate omorgorcy rosponso plan W/0f!O715 Ur 
FERGUSON. J H . CRUDEN.OS Viryn'o Pcwor (Vi'guua Elcctnc & Power Co) 88/ 
C6/ 15 225pp. 46301 333 46302 198 

8807060520 Gunerc Ur 08 10 1o all power reader Iconsens A holders of Purl 95 up- 
P'cvats ro pu'chaso Ol GSA approved security eontninors Svc: list unci. 

MIRAGLI A E J Associate D rodor lor PrciOCts (Posl 0704 1 1 ). 06/O//U I Conso'idnted 
Ed son Co of New York, fnc Jfpp. 4G3RG 299-4 6300.329 

B50B170021 Rnvsed 'Corpcraie Emergency Rosponso Pian loiopl'ono D.roclory " W7 
R 6 0898 Itr 

CRUOEN.DS V.rnir’ia Power (Virginia Etuclnc & Powor Co) U8/07/15 l<jpp 
46564 051-46564.059 

8B07270 1 70 Rev 10 to Fmorgorcy Plan bnp’omnnling Procoduro F.PIP-201. “Notrf.cn- 
hon of State A Loca' Govts W/0RO/21 Ur 

CRUOEN.DS Vrginia Powor (Viryrra ElCCtn? & Power Co). R8/0//2 1 24pp 
16306 327-46306 350 

8808100284 Forwards SAl.P Ropts 50-200/00 05,60 201/00 05.50 338/0H 04 A 50- 
339/00 04 for Sept 1986 ■ Apr 1900.Rep1s w.ll bo discussr:d at p’ants on 660727 & 
2fl. respectively Overall performance saiisfoctory 

GRACE. JN. Region 2, Ole ol tho Cirocior 08/07/26. CniJQEN.D S Virgna Powor 
(Virginia Electee & Power Co). 2pp 46498 275-46490 320 

-8808110056 SALP RcpiS £0 336/BO 04 A 50 339788 04 lor Sopl 1986 • Apr 1988. 

• Rogicn 2, Ole Of Ihe D.rector 86/07/26 53pp 46490 276 46490 320 

89 08-04024 7 Generic Ur 80-12 to nl! powor ropetor licousoos A app'iconis ro rumovnl of 
iro protect on requi'omonts from Tech Spues Svc i.st *mcl 

MIRAGUA.F J. Associate D rector lor Pro.ocls (Posl 07041 1) 08/00/02. Con;>o!i:1ntod 
Ed son Co Of New York. Ire 52pp 46463 291 40463 342 

8808230144 Forwards changes lo p'ant socuiity porsonr.ol tiammg S qual ‘icat.cn 
piogram Enel wilhhetd (rof 10CFR73 21) 

CRUOEN.DS V.rgina Powor (Virginia Eludnc S Powor Co) 00/08/16. Oocumnnt 
Control Branch iDocumoni Conlro 1 Desk) Ip 46619 1G3-46619.163 


P. Operating license slago documents & correspondence 

8808020037 Applcaiion lor amends lo UconsGS NPF-4 A NPF*7.changintj Tech SpoCb 
ru RCS leakage doleclion sys Foo pa d. 

CRUOEN.DS Virg.na Powor (Virgm-a ElocUic & Power Co.) 80/07/20. Document 
Control Branch (Dccumenl Control Desk) 3pp 46386 1 10 46386 130. 

-9808020040 Proposed Tech Specs re RCS toakago deioction sys 
* Vrg.r.ia Power (Virnnla Eluclr.c A Powor Co). 60/07/20. 1 0pp 46306 121- 
45386.130 


BOOB 100053 Advises lhat 869020 regvOst for w.lhhsldmy WCAP-11163 A Suppl 1 ro 
'a'flo primary *oop pmu ruplurojrcm p„b! c d sciosiro grnniod per 1CCFR2 790 
ENGLE, I D i’roincl Di'cctcralo !l 2 88/08/03 WIE5EMANN R A. Wesiinyhouso ElOC- 
tr.c Co'p 3pp 46501 009 16501 011 

BOOB 190154 Forwards s^T.Tinry ol 00CE08 lochnical mueimg w/ut«l ro prob’oms w/tocn 
culnlion spray HXs 

GRACE.J.N Hogicrr 2 Ole of l^.o Di'ccior 08/00/04. CRUDEN.DS Virgin n Pcwcr 
(V.rym a Elecinc & Powor Co ) 43pp 46593 270^.0693 310 

B800 120053 PruvirJos addl info ro onv.ron qua’if catinn of olociricnl cgupnioni A ana.ysis 
ol inadvcrtcri ope'aiion of qui:n- n spray SyS per 800720 tulcon 
CRUDEN.DS Vrg-ma Power (Vi^gn-a Eloclnc A Power Co) 60/00705. Dccumoni 
CorUrol Burnell (Oocumnru Cunhoi Desk) 4pp 46538 27G-46530 270 

G80B250106 Forwards roguGSl fo' addl into to comploto ova’uat cn of water soalod pon 
Ural ions per 869229 Ilf 

HERD r, A H Region 2. OlC of tho D.ructo' 80/80/ 11 STEWARl.W.L. Virg n a Power 
(Virg n a Flndnc A Power Co ) 2pp 4GG4Q 282-46G40 204 


Q Inspection reports, IE Bullotlna & correspondertco 

B805200295 NRC :nfo Not CO 06 032, ' Prompt Rcporimg lo NRC o< S yr'd-canl InedP'.ls 
(nvotwin MadiJaUrvo Vlad Svc frsf one/. 

CUNNINGHAM, RE Uiviscn Q * «n<j.,s1nAl A Med cal Njclua' Safely (Posl 070729) 
88/05/25 Conso!<daied Edisun Co. ol New Yorx. Inc I20pn 4G30H 1 79 1G308 298 

08000 10111 f erw arris Oporaiignal Purfomiurco Assoss-uoiil insp HeplS 5u 338/66 06 
A 50 339/08 06 cn 000320 0401 A 04 1 11 5 Mgi allontion 10 meas.in ilud ng pc.odc 
CO'itu of f-f>nlrot room Insirumuniat on A Iroc.d.ng cl dof c:oncius nnlud. 

GRACE.J.N Rcrjcn 3. OlC of ihe Di'OCIor 00/07/15 CRUDEN.DS Vi-grin Power 
(Virginia EluUnc 8 Power Co) ?pp 46361.17? 46361 210 

-08000 lOt 14 Noted of vro'af:on from msp O'r 080320 0401 & 04 ft- 15 V.O.'af.-crs 
roiudlGluro to fol'ow procod.iros.m trial ah opurulo' a ds not servoyer) for 
Fi'al.Seccnd A Fourth Qjmle:s of 1907 A First Ou.irtar 1908 
OR ACE, J N Hegoi 2. OfC Olllvj DreUof. 80/07/15 2pp 4GJ61174 -4636 1 175 

--OB0801011G Insp Rupls 50 339/85 06 A 50 339/09 06 on 880320-0401 S 0411- 
15 Weaknesses noted Ma|or areas mspociod curronl levol ol purformance in areas of 
plant nporot cos inc'i.d.r.g opomiions.ino nl.OA A ong r.oerirg & irmning 
WAT SON. L SHYMLCCK M Region 2. Ofc ol the Orocio' 09786/ 17. 44pp. 
46361 176 40301 219 

8000010272 Forwards insp Rcpls 50*3:)8/08*12 A 50 339/00.12 on 050420 22 No v,o 
latiorr, ur devKdions notod 

HERDI.A R Rugnri 2. OfC ol H o D.rocior. 09/0// 15 CRUCEN.D.S Vugn-a Pcwor 
(Virginia Efuclnc A Powor Co) 2pp. 46363 220 46363 22/ 

-O80B0 10274 Insp ReplS 50 338/00-1^ A 50 339/00 12 cn 080420 22 No v-uldLons or 
deviaiions r.olod Ma.or areas nspcciod snubhor survo.Marco program A fol ow„p on 
liconsou ncl on cn tirevious msp htui rrjs 

LENAHANJJ. JAPE.F Reg on 2. Ole Of Iho Director. RU/07/06 Opp 4BJ63 222 
•16363 

0007200162 Suppl 1 10 NRC inlu Notice 08 046. ' Licensee Hupl ol Dcteclivo Ruliif- 
h;shed Of r.u 1 Uronkors " Svc I st oncl 

ROSSI.CE D.vision ol Opomional Evunls Assessment (Posl 0704 li) BU/07/21 
Conso'idalucf Edison Co Ol New York, Inc 1?£pp 46300. 054-40380 170. 

0007270109 Responds to NRC UulOtn 87 002.S‘..pr:l 1 A 2 ro 'iShruj of vendors supply 
my nlil safely re'atod A ror.safoiy rolalod fns'unors.nor request lor addi inlo list ol 
voudnru frcin wivcli ut.l nofchnsed slated lasloncrs one? 

CHUOEN.O S Vmjrt'A Powor (Vrfar'tti EtCCire & Power Co) 007O?/2f Docurcnl 
Control Branch (Document Control Dosk) 4pp 46335 059 46935.062 

0007200246 NRC Bu'leim 00 009. ‘ ThiTblO Tul:o Ihmmng in Weslmgliouso Roaciors “ 
Svc list one 1 

ROSSI.CE D.vison of Cpcrat-cnal Evunls Assosamoni {Post 0704 11) O0/07/2b 
Consolidaiod Edison Co. of Now York, Inc 123pp. 46348 070 46340 19? 

8000100284 Forwards SALf» RojilS 50 200/88 05.00 201 700 -05, 50-330/00 04 8 50- 
339/60 04 for Snpl 1906 Apr 1908 Rofds wi'l bo discussed ai planis on 000727 & 
?0.fospoct*vufy Overciff p» ,'r forma nee sefrsfactory 

GRACE.JN Rogion 2, Ole of iho D.roctor 80/07726. CRUDEN.DS Vrgmla Power 
(Virgna Elcdnc A Powor Co) ?pp 46498 275 40409 014 

-8008 110056 SALP nopls 50 338/08 04 & 50 339/00-04 for Sepl 1906- Apr 1980 
* Region 2. OlC ol Iho D.rccicr 08/07/26. 53pp 4649B 276 1G490 328 

8007210218 NRC Inlo Noiico 00 052. “Fn lure of Inlraulorinu Tandom ol Fiatchor Suil 
Apphcntor Orochylf'.e.'Opy Duv.ces During Puboni Troolnionl." Svc list end 
CUNNINGHAM. RE. D.vison of Induslnnl & Medical Nudcnr Safoly (Posl B70729) 
IW/07/27 Consoft/dlod Edison Co of Now York, fnc lOOpp 46397 020 4G397: f 36 

8807220034 NRC Info Nol-co 80 053, “Liconsoo Violations of NRC ons.Wrvch 

Led to Medical Llagnostc Misadm nish aliens " Svc I.st end 

CUNNINGHAM.R E. D.vison of Industrial A Medical Nuc'oor Safely (Post 070729) 
80/07/28 ConsoLdalod Edison Co Of Now York. Inc lOGpp 46390:283*46307 020 

8807220 192 NRC Inlo Noiico 00 954. "Fa lure of Ci'cu.1 Broakor Following Insto'ldhon 
ol Amptodor Dircci Trip Attachmunt " Svc I.st cncl 

ROSSI.CE Division ol Oporahond Events Assossmen! (Post 070411) 00/07/20 
Conso'idatocf Ed.sun Co Ot Nuw York, fnc f 2 1 pp. 46*1 1 7 020-464 f ? 140 

8008150015 Forwards summary of 0BO7O6 onforcomonl conforonco in Reg on II ofc ro 
Insp Dnpls 50-200/80-lG A 50 281/08 16. 50 200/09-25.50-201 /80-25.50-330/88 16 
A 50 339/00-16 

GRACE.JN Rogon 2. Ofc of lf-0 D.roctor 88/00/01 CRUOEN.DS Virginia Powor 
(Virg n a EfeCU C A HOwOr Co ) 43pp 46541 103*46541 235 

0000 150245 Ack receipt ol 880627 Hr informing Nnc ol slops tfikon lo co'rect v.oUJhons 
noied m Insp Ropls 50 330/09 02 A 50 339/08 02 

GRACE.JN Region Ot c of Iho O-recfor Ofi/OO/Ol CRUDEN.DS. V:rgm a Powor 

(Virg.ma Electric A Powor Co) Ip 46551 301-46551 301 
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8800110025 Nct-hcat. an ol 8607 ua S^ilicant L LC’SOe Mtotrg 9 B 000 Pov 1 r. 
Region I to a sc..ss ui-< m i<a’.«es fo- pia^t 

VCCABl.E C Regcn 1 . Ofc cf tr.u D'Oclcr 68 'C 6 /?j Rtcon C'c of the Orecior 
2 pp 464 S 9 2*0 < 16-159 303 

8800020269 S^mma'y of 860703 freeing «/C E 0 *mers Gruup re Generic J' 6 /-'?. 
L css cl RHH Whip RCS P&-iJlfFt*ed' 

THAMMFLL.CM PrO,GCl CrecicralO V 88 / 07/15 Fff;yc 1 Oiericw V 41 pp 
<163 74 202 4 0374 ?44 

6808020297 ’nicims that uir changes to OA program 'o-ral repi c'o r.oi reck.'C’ ccnrr.g 
mcnis ol proviOjs'y approved prog'am Charges considered a'tceptab'e.pnr 
1CCFH5‘J 54 

JOHNSTON ,W V Region 1. C'c of Ihe LVeciC' r)8/07/'8 MRO'iZMi- J Ncrlheasl 
Cl I lies Setvco Co (sobs cf Northeast L.f l * *?si 2z{. 46392 0'JG -46302 C'J/ 



0007220034 Nncjnfo Not CO 68 053. ’licer«;t» V.o aligns of NRC Re. 

isfi;)(.of‘b Svc fist ore* u ■ 5«, . • 


Led fo Vf«:ji:af OdU'iosnc M.sad'nnsfr 
ClJNN NGHAM H L □. vision o' 
68/07/26 Lonso'idaied E<1 son 


' IrcVSlnal A Mod cal Nuclear Sa»etv rP*u um- 
" r 0 of Now York. „ £ i06p» J e ; jV:. 


8807220192 NRC Ir.lO NcKo 08 054. "^albm 0 l Circuit B*ea*er Fo"cw.i 
i.' Anolectcr 1 1 foci 'rp A| lathi rent' Svc M cr.O J 1 '■* » ■ ■ 

ROSS.CE D vis on of Ope*0i onal Svens Assosemcnl (Pos* B?04i 4 i c-. 

Ct-esclcaied Ld.SO‘1 Co Qt Now York. Ir e. I2lpp 46117 O^o 4Ui7.143 


9808010395 Revised aop ical on lor ario'ds lo Licenses DPR 61, DPR 2' LPR 65 & 
NPF 49.c k angng Tech Spcs-S runLo' ol rrer.t.e's 6 li*ro ns member c' nuclear 
rev.ow ocarcf 

VROCZKA C J Ccnnecii'ut Yankee Alcmc Powc-' Co MROCZ4A r. J No'heasi Mu 
coar Ero'gy Co (subs C Met cast UiVcs) L'OLCZKA E j Nulheasi U* <i-es 69/ 
07/21 Document Co~**oi Bfa'-.jh (Ox*mt*! CO'WO Jos*) 2r>p 4tV«6 4 269 
46361 266 

-8806020001 Proposed Tech Specs is number ol members o tn*c <>s neTfcor cl ru 
c ear rev ew hoard 

* Ccnr.ecKui Yankee Algm-c Pgwe'Co 68/07/21 Cpe '-8351 261 46361 266 

6008030257 Clarifies* 850627 & 071 1 responses lo questions re proposed ATWS roods 
concerning ccmrron mode 'aluro affecting roacto' p-Oiec'cn s^s poAcr d sh buiicn 
svs Proce'Lro reviserf lo assure ore sei nl alarms losied each cutagr 
MROCZKA.t J Ndh^easi Nuclear tnergy Co (Suh r ) cl Nodheasi Llnl-osJ 6B/07/25 
Doc^rre' t Covrcl Branch (Docgmenl Control QesM 3pp <642^ 2if J 4t429 265 

8608080207 Oanl<es bt,‘ 863613 it' conia<ngg mierp-eiaiion r.at 10CFRLC51 wucld 
govern another cr rot p‘iD' NRC approval rrgjmo lo cso lompcrarv sprm f„cl 'arFS 
fer lon^ler-n spent fjel sicraco 

MRCC/KAtjj Itorthoasl Nuc : oar Eno'^y Co Isuus ol fio'l'.r.ist In.ltes) 

VROC2KA E J No'JheasJ Ut rires A Cocu^-cn! Coni/cl (Dccurwr: 

Conircl Desk) 2pp 4(j4S? 253 46152 254 

88081 10241 AppJ car on for amend ro J icensa DPH f5 r-ccfpo\sM>7 clingy i c prosttM 
snutittcr tosi resamplrg plan lo p.*ov rfe ccnsis'crcv a-no-g sngusju* samp mg plans 
'o' ail foM plants operated hy Ncitheav Uti-sFee pale 

VPOCZKA.EJ Nc/rhcasf A'jc'edr E~eryf Co (softs of Nartneasr Ctufiesj 

MROC2KA.EJ Northeast LM'es 68/09/02 Coiomeni Conlrcl Branch (Doctmenl 
Centro' Desk) 4pp 465C0 212-46500 216 

'•<8808110242 Proposed Tech Specs r o Sg've'Slance icQui'emer ts fo' sr uVjo*s 
’ Ncrlreasi Nuc'ea' Cnergr Co (subs ol WlhoaS! Unhos) 86/C8/U2 lt> 
4Q5C0 ?t6 465Q0 216 

8808240100 Suggests thai l-sted msniul cns may bo abu lo servo as pc‘er>ta' ‘ocaiions 
for t'QM fiftC LPDR records co ioct cn 'or * cens-ng & resuiai.cn ol D’an* bas-cJ cn 
'isted factors 

MROCZKA.EJ Northeast N wC lDG' Fm>rg y Co (s.bs o 4 Ncr-noasi Ululics) 

MRCCZKA E J iNcilhoasl Uli' * os 88/C8/04 BCESCNv 1 Ollico Ol Adm n slrahon & 
Do sources ‘/an age monl. C redcr (Posi 67C-1 13) 3pp 46630 021 46630 023 

8808250076 Advises lhal funess ler duty program developed & m plcnenicrl that h[) 
p ied "0 na v.djals obta n rig ur.esccrtod access at p 3nis Program nnveiJ cr- rdusPY 

S j de'.nes 

'ROC7KA.E J Ccnrioclcgl Yarkoo Atomc ?l*c Co MRCC7KA t J No Ihoasi Nu 
Coar Energy Co. (subs of NO'lheast Utlbes) MRQCZKAE J Ncrlhcast UMtos 68/ 
08 / Id Documeni Co.'iUof 8<an:h (OocumcnJ ConJ/o 1 £?nsk> 2in 46640n f 7. 


O Inspection reporis, IE Bulletins & correspondence 


860B24034B Notation of 883428 SAtP ^gr f.*oo»nu 88 C55 v»i„w n Waier'proCT to 
d scuss SAlP 

MCCABE.E C Reg on 1. OlC Of the D recto* 86/04/ 11 Rog on \, OfC ol tr.u Director 
2pp 46529 168 46629 169 


8605200295 NRC Info Nonet? 86 03?. Prompt Reporkrig lo NRC ol S gnrcanl In' dur.K 
lr.vgtv.no Rad oacirvo f/.at " Svc list C-'Cl 

CUNNlNGHAM.R E D.vscn ol irdusinal & Mec'icai Nucear Safoly (Post 870729) 
80/05/25 Co'.soldaied Edison Co o' New Ynk Inc i20pp 4O?P0 1 79 1 6358 ?kj 


8607280231 Discusses 680709 mgi (T.eoii'g n Roq cn I ole <o cO'borato rosou'en 
a.locai ons. engineer ro suppeft & p'ani activities 

8E1 I ENHAUSbN.L Reg on 1. OfC Of the Dm?Cto- 88/07/14 MROC7KAEd Norliv 
easi Nuclear Energy Co (subs uf Ncrihoasi unties) MROCZKA.C J Connect cut 
Yankee AI 0 .T'C Po* or Co 1 1 ?pp 46325 248 46325 359 


8008020014 Forwa'ds amended SAlP flepis 50 245/86 99 & 60 335/86 99 fo' June 
1996 • Dec 1987 

RUSSEIL.WT Reg;on 1. CfC ol tho 0 rector 88/07/ 1 5 OPEKA J F No'thcasl Nude 
ar Energy Co isubs cf NO'lheast Uli'iliCS) 2pp 46399 050 46399 199 

<<8808020015 Amerdcd SALP Repls 50-245/85 93 & 53 336/8C 99 'cr Juro 1986 • 
Dec 1 987 

' Hog on 7. Oic of Inc (yec’.o: 88/02/25 I48pp 46393052 4G399 1-39 

8800040172 Ack rece pt ol 8807C6 itr rn'orm ng NRC of slops taken to Ccrrod v clahons 
noted <n fnsp flepr 50 336/88 09. 

BELLAMY.R.R fiegen l. Oic of Iho D rector 08/07/20 WRCCZKAFJ No'ln«asi 
Nuclear Ene'gy Co (subs Of Nodheast Uti it ns} 2pp 4643) 799 4643 1 303. 

8807200162 Suppl 1 lo NRC Info Nnhco 88 046, ’i censeo Repi ol Defeciive Rglu'- 
biShed Circuit Breakers “ Svc hat enci 

ROSSi.CC O.vision of Operatigrai Events Assessment (Post 870411} 88/07/21 
Consol dated tdiscn Co ol Now York. Ir.c 125pp 46388 054 163B8 1 78. 

8607200246 NRC Bjl'eim 88 009. " T h;rr bio Tube lhnnng in Wnslmgliouse Reactors " 
Svc l si enc< 

ROSSI.CE. D,v<s:cn Ol Operahcnal Evoms Assossnier.j {Post 8704 Jl) 88/07/26 
Consol dated Edison Cg of New Yo'k. Inc I23pp 46340 070-46348 192 


8807280019 NRC inlo NOKc lid 066 ‘ Polgrlial Ptobo^is Ca«,srd hv q r ,-,r, 
LSF Swirm 3us ‘ Svc list nrc: y b r * * Fa +* 

DOSSl.CE e. vision ol Operaiional Lvur.ls Assnssmunl iP 0 si B7041H st-< 0 
Const /idaiod Ed sen Co Of New York l.r: 1 P 1 pf; 46437 171 -4tS43??4i 


8808030209 S:;pp 2 to NRC Ovlletri d!) 005. Nonconform rci Wails Sujol.pi ► 
? l f'4 & W'isl Jersey M'o Co ,il YAlia*nsic/>nNj" S- -7 

ROSSI C l Liv srD*) of Ore/nJijra' f-vcnls Assessmcrrf (/-Y>sr 8704pi tA 
Consu ilated Edison Co f Now Yo'k. nc Mfipp 46536 121 46538 2^9 


GBQ7200Q08 Suppi 2 ( o f-HC (id 1 elm *111 0C8. 'T hernia SfiGs c oS n P.onn Cr- 
RCS Svc list on: i y v '"‘ ? '- 

ROSSICE. Ovison ol Ope'*itional l v unis Assessmori (Po$: 670411) -i.fj - 
Ccnsoltiaicd Edison Co ol New Ycr-v, In: l?lpp -16504 00) 46504 121 


BB07200 111 NflC brio Noicr D8 05b, n 1 Fioilon, s lA'/S# *r 0 ne FcanF'f a.*v. 

Pe- etr t |tign Seals " Svc iisl one- ’ ' " ' 

HOSS’.C b D visiori of Opcfiitiorral F.vorus Asbuss'huni (Post 8/04MI 
Ccn'tjidah.i) Ldson Co o(Ngw fnt f?3f:p 46569 175 4(5569 237 


8008160237 Ack roneipl Ol Invoices lOOVn.lO'O-J. 102/9 & '.032R lo* ccv^ -- •>' 
rJu'.nn Rnion I msps Fog w.h ho wi't- Irans'r.ried on 880b'Jj n paymeni clc^.i 
MROCZKA.F .1 Cormcciicut Ynnkoe Alomc Powef Co MROCZKA E j NorNauV, 
clerir Fr.c'gy Cc (Stibs ol Norihoasl Ulii-on) MROCZKAE J Noihcasi<ji mj r- 
06/04 Documurrt Ccnirol B’enc'i (Ooct.mcni Con‘ro‘ Desk) 9?p 4555« v; 

A '111 r 


8Q08020095 NRC Inlo Nof co 88 057 ' Potential Loss of Sale Sh^tdcwii Eg-prt' v. 
lo PrcinaU.ro SiiLon Centro, cd Rcciihur 1 aOuin " Svc isl enc' 

ROSSf.CF tTrv.son of Oiio'flf-onai Evonfs Assessment (Post 870411) "■ 

Ccnsoi.dalud Fdso-i Co of Nuw York. Ir.c I22pp 4645'J <25 46459 240 

8006020102 NRC Inlo Nolico till 058, T'olgni.ai ProUoms W/ASEA Bro^ri 9c.r* *t 
51L T'mn.Ovorcurrpni Hotays ‘ Svc 'isi r.nt.l 

ROSSI.CE D, vis-on of Ono'ahojul hvi>/:ls Assess won* (Posi 07P4U) £3 (/> :< 
Ccnso'irlAtoo Ltfison Co of Now York. Ir.c 120p;j 46530 10 1 46538 120 

9B0803Q 1 12 ARC frr/o Noted 89 059. iVfSfV Guide Rail fa f„ro ai Walc-'urc Lv .■ 
Svc ist encl. 

R()SSl,( s . F. Divison ol Opft'ar onal Evenis Assrjstinont (Posi 870411) £^C: ’.i 
Corsoirfniod prison Co of Now Ycr*. Inc l?)pp 46467 01 1 46467 T3i 

0808040062 Suirpl 1 to NRC Info Nol en tiB CQ4. “in,>doqi<aft* 0.,aif caj on S 
lalcn ol Ei'o Barnur f^enoiMf On Scats " Svc hsl crci 
ROSS.CE Dw.sicn of Cporalicnil Fvo'iis Ass ess mo hi (°osl R704M) 

ConsoJ t>;ilo:l FrUscn Co cf New Yo'k. >nc 16558 305 46559 325 

8808050135 NRC Info No'co 88 C60. (norJegnaio Oosign S Insia’lahcn ol V.Vr'tj'' 
Pero truhon Seats ' Svc lisi unci 

ROSC'.C F Civ s on of Ope'fttona' Even's Assessment iPosi 87C4H) t>6'^ *•* 
Ccnsci dated Edison Co of Now York. lr.u iPIpp 46569 ?90 46570 060 

8008050248 NHC Inlo Notice 88 061 "fionlro' Doom HotiiahUy Receni 
Ope'ai ~.g Experience ' Svc ‘rsf encl 

HOSSl.CF. Divison of Operai u-mi Events Assessment (Posi 87C411) 6^'" 
Consolidated Poison Co of N*»w Yo«k. Ir.c 1?5f.p 46594 312 46595 076 

0008050295 NRC In'o Notco 08-062. * Rccuni Findings ro Irrplcmaniat :n Of OA f.s 
grams by S-jpp mrs ol Tianspod Packages " SvC Iisl oncl 
OUfTNETr.fu O.visicn cl Safeguards & Transportation (Post 67041.1) 05 ^ 
Ccnso'idated Ed son Co. of Nuw Ycrk. Inc lOOpp 4651M 155-4656) 263 

8800230202 F c rwa'Us Hosidonl Insp nopi 50 336/89 16 on 080614 0729 No 
nutod Good miliat.vo ov.rienl n urulortak'r.g ol so'ety sys lu'cliona' seif siMiF 1 '' 1 
On reaejor hldg ccmpnroni c Oolnj wjje/ i,s 

UETTENMAuSEN.L Region 1, C*c of iho Director ti0/08/l? MROCZKA E 
casl Nuclear Energy Co isubs cf Nonhossi Ui hues} 2pp 46625 166 46625700 

■ 0808230205 Insp Ropl 50-236/88 )6 on 80CG14 0729 No unsafe tonic's 
idonu'ied Mojor aroas inspected sjrveillanco.maini ernergorcy preparorireis 
secuniv NRC hullotns & info not cos & p'Gvicus ideniif:Od Hems 
MCCABE E C. Region 1, OfC ol the Di'OCto: 8R/08/1 l 33pp 46625 16B 466*5 

6800090264 NHC Info NoUCO 80 063. High Had'ai on Hazards From Irrac a'cd tr. i 
Deieclors & Cables " Svc *<st or.ti , a , u 

HOSSf.CE D v.sron of Opuraftonaf LVonfs Assoss^ftonf (Posf 8704 JJ) 

Consol dated Edison (^o gf Now Ynru. Inc 1 10pp. 46569.065 46569 174 

0800250001 Fcrv/a*ds Safety Insp Repi 50 336/8B-15 on 880620*24 No * atofcl » 
deviaiions noted. . 

GALLO. R M Region 1. Ofc cl Iho Cireclor 80/00/16 MHOCZKA.F J NDrtheav r<v 
dca' Energy Co (subs, ol Narlhoasl Uli'itrgs) ?pp 46649.272 -16649 277 

-0000250002 insp Hopi $0-336/88 f 5 on 880620 24 No v:dal>onS ot 
noted. MaiOr areas 'nspocled l.censod operator requal.licalion ira;rur.g p'ogram co- 
8 impiomentahon . 

IVALLACE.O.T , ESELGROTH.P VV Reg on f. Ctc of the Direct. DB'CV'o V 
46649 274-46649 27/ 



DOCKETED ITEMS 


159 


o«r fl «ni26 LEO B8 014 Oi on SeOHO./oaclCr Ir.p signal gerwr aied when sleam goner- 
narrow tan jo lever deceased fo 25^ Caused by hits* Jo Miflirw level above 

*/* l ow rnsrraich d stable was m l'-p love'. 'csiorod V//8G0B1Q Ur 

KANE G E vTgna Power (Virginia E ectnc & Power Co ) 00/08/12 5pp 4C603 169 
46603 


rljCEN DS V.rqna Power (Vrgna Eleci'ic & Power Co) 08/00/17 Ooctment 
^rtci Branch lUoc.rr.n^ Control DOSK) 2pp 46631083-40631084 

V Operator Examinations 

8903100284 Forwards SALP RepiS 50280/80-05.60 20 1 / 08 05.10 338/80 04 & 50- 
j39/“®-C4 for Sepl 19B5 Apr 1906 Repls w'l be discussed ai plants on 90U/</ & 
ih-^orf.^y Overa. perfo*mance saf'sfaefory 
3 I' ll tcon ? QIC oi n.0 Drocicr 08/07/26 CRUDEN.DS V.rgna Power 
fv gr a EiecirtsPo.e'Co) 2pp 46438 275 46498 320 

aflOfitfC056 SALP flcp‘s 50 330/88 04 & 5? 339/08 04 lor Sept ’366 Ap* 1980 

" ♦ 3 'n 2 Oic or ire Dirt-dcr 88/07/26 63pp 46490 276 46498 328 

DOCKET 50*339 NORTH ANNA POWER STATION. UNIT 2 


88080101 1 1 Forwards Cpe*ai-onai Performance Assessment Insp RoplS t0 339/69 C6 
& 5O-339/00 C6 on 00O32B 0401 A IM1J-15 Mgt plionhcn lo areas. including pe> od-c 
cal Ur of control room insirumenlahon & Ponding ol dof.c er.c:eS r O‘ed. 

GRACE. JN Region 3. Ofc Ol the Di'fictcr 08/07/15 CRUDEN.DS Virginia Povro* 
{Vi'g.ma Eloctnc A PoworCo) 2pp 46361 172-46361 219 

- 6808010114 Nohco ol violaicn from insp cn 860328 0401 A 0411 15 Vrolot-ons 
noted la.'ere lo iG'low P'ocodures in trial a:. operator a os nol survGyoo lor 
F rsl.Second A Founh Cua'tcrs cf 1387 A F rsi Cua'tor 1988 
GRACE J N RegO'i 2. OfC ol Ihe Direc’or 88/07/16 2pp 40361 1 74 46361 175 

•♦BB080 10116 Insp Rcpls 50 338/80 06 & 50 339/BB C6 on 80O3?G C401 & 0411 
1 5 Weaknesses notud Maicr areas inspected cu*rom love 1 ol rcriormance m areas oi 
plant operalior.sirciud.nq operaiiOns.mriinl.OA A cv;r.Coring A ban ny 
WAtSCNL. SHYMLOCk.M Region 2. Ole c*‘ U*o Drecior 06/06/17 44pp 
46361 176 46361 2 13 

8BQQ010272 To'warcJs Insp Rcpls 6C 330'69 12 A 60 330'80 12 on 000420 22 No v«o 
la* ors o< duv at ons noled 

HERD1 .A H Reg on 2 Ole c* iho Crcctcr 60/0/15 CRUDEN.DS Virginia Power 
(Vrgna Ci'ocinc A Powe» Co ) 2np 46363 220 46303 227 

•-BB080 1027-1 msp Repls 60 336/68 '2 A 59 333/08 12 Cn 600426-22 No v.-Valo-s er 
Novnions noieil Mu.o.* areas inspected snubber survcilorco & 'otowuP on 

licensee flciion on prov cus r.sp Ird rgs 

LENAHAN.JJ. JARL r Rocun 2. Ofc ol ihc? Croctcr 80/U7/UG f,p;> <6303 22? 
46363 22/ 


F. Security, medical, emergency & lire protection plans 


8007260130 Rev.sed co'po'affc emergency response plan W/60O7T5 'J- 
F'RGUSON.JH Vim-r.-a Powor (Vrgma Elocinc A Powor Co) 89/06/ lo 22. pp 
46301 333 4633? 198 

8007060520 Gorenc Ur 68 TO to a« power reactor tcenscos & hoHuta d> Pml 0b ap 
CO. 5 s rc purchase ol GSA approved soCoMy comarrieis Svu list Orel 
t-RAG' 'A F j AbSOC ale UrociO' lor Projects (Post 8704 11) 09/07/01 Consol doled 
fc J5Cn Co Ol New YO’a. in: 31pp 46300 299 46300 329 


0808170021 Revised "CcrpO'aiO Emergency Response Plan Telephone D.recfoty ” W/ 
550103 >tr 

CRUDENOS Vryi^ia Power (Vugma Elecirc & Power Co > 89/07/15 l9pp 
46f 64 051-46564 C69 


8837270170 Rev 10 to Emergency Plan 'mp'ornonl ?>g Procedj'O LPIP 2 01. Nol Vco 
* ;n oi Sidle A Lccai Govts " W/BB0721 Mr 

C'-tuCENDS Vrgna Power (Vrgna Electric A Power Co) 00/07/21 24pp 
46336 327 46306 350 


6808100284 Forwards SALP Repis 60 209/09 06.? 0 201 /0U 05,50 3J0/00 04 A 60 
33^/66 04 fer Sepl 1386 Apr sOBBHopts w>, bu rjisc.jssod ui p'ants on «B07?7 8 
2h ^esp eclivs'y Cve*aM perfo/mstn^o saJ slaclc/y 

GRACE JN Reg cn 2. OlC ol the Ri-ocicr Q8/07/26 CRUDENOS V.rgin;> Power 
(V-gn-3 Flecir.c A Pov«e' Co ) 2pp 46498 2/5 46498 328 

-8808110056 SALP Repis 50 33H/08 04 A SO-ttfl/OU-Ctf lor Sopt 1996 * Apr 1900 
4 Rcg on 2, Qtc ol ihc? DreCcr 00/07/26 53pp 45198 2 7G 46-198 320 

6608040247 Gener.: U» 08-12 10 a'l tiowor reactor Icorsr.-os A appoints ro ro<rovat ol 
f^ep-cteci cn requ'tm.cnls Morn Tech Spues Svc list oriel 

UPAGUA.FJ Associate Ci'ecio* fO' f-ro^ecis |P0S1 8704' t> MtW/G2 Con-; 0 idatnf 
EcsonCo cf New YcrK. Inc 52pp 46463 291 4G4G3 34? 


88C8230144 Fonsards charges to plant seo.r ly personnel Iramtifj & gt;iiiificaliwn 
p-ey/am EncJ ttfJJtteJ'j pot )PCFH7'J 2)) 

CRuOEN.DS Vrgna Power (Vrgria Electric A f’owoi Co) 80/00/16 Document 
Com-cl D'a^.ch inoegment Conhcl Desk) ip 466 iu iG3 46619 163 


P. Operating license stage documents A correspondence 

88Q8Q20037 Appeal cn for amends lo L-concus NPF 4 A NPF 7.changr;g T uch Specs 
'e RCS feakage delect cn sys Fee paid 

CRUOEN.DS v.rgna Power (Vi'grva Elcciric A PowOi Co) 08/07/20 Documonl 
Cor.fcl Bra-ch (Oocumunt Conircl Desk) 3pp 46306 1 10 46390 130 

"6508020040 Preposed Toch Specs »0 RC;s luakago detection sys 

V'-rgna Power 1 V.rgna Electric & Power Co ) 00/07/20 l0pp 4633G 121- 
46385 130 

8808100053 AdvSCS that 860820 req-Osl 10' wiihho'.dmg W(,AP- 11161 A Scpp 1 l.tri 
arge p'.ma'y Jcop f»pe /upJu/o,J/cm pubic CtSC Cu.ro wanted pot >0 CFO? 790 
ENSLE.L 0 Pro;eci D.reciorete II 2 60/08/03 WIESEMANN.R A Wostmyh.Ojso Cine 
I'icCcrp 3pp 46501003 46501011 

8808190154 Forwards s-jrr.'noiy of 89CGCQ techncqi moelmg w/ul-l ro p'Oblorns w/roci‘ 
Cu alion spray HXs 

GRACE JT) Reyoa 2 Ofc Of ihe Drec'O' 88/C8/04 CRUDENOS Virgma p owor 
(V.r^ na Electric & P C wor Co ) 43pp 46593 2/6-46593.310 

8808T20053 Provides aadf info re onvi'on qualification ol e’octncal equipment A analysis 
nc C ! efl1 ope'dl on ot quench sgray sys.per 880720 tolcon 
CHU0FN.DS Vrgn-a Power (Vrqmia Eluclrrc & Power Co J 08/C8/C5 Documoni 
Control Branch (Dccumem Control Desk) 4pp 4653B 276-4G530 ??9 

8806250106 Forwards request lo' aor; 1 .nlo to cornploto evaluaton ol water sealed pGh 
etra'icns per 6B0229 Ur 

MERDT AR Reg on 2. 01c oi Ihe Crecior 08/00/1 1 S TEVVART.W L Vrgina Power 
IV.'g f a F ech.c A Power Co ) 3pp 46648 202-4F648 264 


O. Inspection reports, IE Bulletins & correspondence 


BBD7200162 S*.pp! 1 lo NRC inlo Nc*ce 96 046. Licunsno Ropl o' Dofeuive Rof^r 
hiohud Ci'ciiii B’OOkurs “ Svc 1st cnc- 

r^OSSl.C F 0-visign ol Opeiahonaf Evonts Assussmont (Pest fl7C4it) GO/67/21 
Consol dated Ed'SCn Co of Now Yo'k Inc. I2?p;> 4G3G0 054 4G30O 170 

0007270109 Responds to NRC Huiolm 8/ 0O2.Suppl 1 A 2 ro 'istmrj ui vendors supply 
r.rj util safety-related A noosaiotv reiaiod fastunors per request fo* addi nfoDsi of 
vendors Irom which uh 1 purct asud Slated fasionurs end 

CRUDEN.DS Virqfia Power lVirgi"ia filoclnr A Power Co) 66/07/21 DoCjnonl 
Control Brancti (Documenl Ccmlro' Do*.n) 4pp -10335 059 46335 Ob? 

0BO72OO24G NRC Gu’lotm 89 CC9 Hi mbln Tubo Thr-nnrj in Wost-rrjhcuSO Hoacfort.” 
Svc list encl 

ROSSl.t* E DiviS'on ol O;ierah0".il Evonis As-»essrnom (Pest 070-111) 00/07/26 
Coiisofidafotf Edison Co of Now York. ir.c iP.lp.i 46340 070 46340 f 92 

8900100204 Fo-vrarda SALP Repls 50 200/80 05.50 281/08 05.50-330/80*04 A 60 
339/80 04 10' Sept 1986 Ap* 1 900 Repts w.'l U0 d scussod ol plants On 80072/ A 
20,ruspocfrvufy Cveraff pcrtomanr.o s,i(rsfacfo/y 

CiRACE.J N Reg or 2. Ofc oi iho D.roclur 80/07/26 CRUDEN.DS Virgiiva Power 
(V rg ma Elocinc A Power Co ) ?pp 46496 275-46498 3?H 

•flBOOf 10056 SAl.P Rep^ 50 330/60 Ol & 50 XiO/88 04 tor Sep l 1006 - Ap» f989 
• Region 2, (Jfc ol ihe Drcdcr ( , 0/0//2G 53pp 46499 270 404 )0 328 

0007210218 NRC lr 4 i> T^ouco 09 002. * Fm;j*e ol h.lhijlor ni- fandom ul PlulChor b,i1 
App. cafur Bradiyrfir-rjpy D-»vrcns U.t rn Potent ftcjununl ‘ Svc Vbf cacl 
CUNNINGHAM RL Div.sien ol InJ.isinai A Mccicol Nuc’car Sn'city (PqsI 6/0729) 
09/0//?/ Consul UaieU Edisrjn Co ol New York. Inc iCOpb 40397 029 4639/ »3G 

6Q07220024 NfiC fnfo Vofrce 6(i 053. J.iCOrtSee Vo/ptC.'is oi NF>C Rebo ot OiS Wn :h 
l r.-rt lo Mouicai Diagnostic M sa:lr-m tibat ons * Svc I Si one: 

CUNNING I lAM.R L Dvis.on ol *'»Jusi'a' A WiHlca' Nuclear Solely iPc^t 070729) 
07UO//2O Conso' idntud Ed sen Co ol flow York. Inc lOUpP 4 0336 2B3 -46397.021) 

BB07220192 NRC mio Nc'icg 0H 054. Falun) c' Crcu.l BrcjakGr Fcl owing <nsialQlion 
Of Arrplottcr Di'nil Tr p AUdcmW.r’t ‘ Svc liSl end 

ROSSi.Cf! Divsion c* Onorahonal Evonls Assessment (Post 87C411) 00/07/26. 
Co'tSCltOoiC'J Ectson Co ot /Jew Yor*. fnc 12 'pp 46-J 1 7 020 4 64 1 7 140 

6806 1 500 1 5 Forwards summary ol 08O7C6 enforcement conferoste r: Region I ole »o 
Insp Rcpls 60 260/90-10 A 60 201/08 10. 60 260/00 25.60 28 1 /89 26.50 336/06*10 
& 50 330/96 16 

GRACE J N Regan 2 Qfc c' me Greeter 88/00/01 CRUDEN.DS Virgma Powe* 
(V ryn-ij Glcclr C & flower Co ) -Una 45641 193 46641 235 

8000150245 At* tecupt Ot bt}VG37 Hr '"istmrtj NRC f>l slops mken )o ccrreci v»oLH orb 
noicd .a ir.sp Repls 50 338 '88 C? & 60 339' 00-02 

GRACE. J N Region 2. OlC Ol Iho Drecior C0/O6/OI CRUDE N O S Vntjcva Power 
(Virqima Elocinc & Power Co) Ip 40551 301 46551 301 

BOOB 1 70203 towards nsp Rep's 60 20O/0B 24.69 201/08 24 50*330/69 20 S 50 330/ 
80 20 O.'i 800520 2G No vio at O'-S cr doviahCrs naio«J 

HERDf.AR Reg on 2 O'c Ol M’O Credo' QO/UB/0? CF4UCE N.U S Viryirva f^war 
(Virg n a Electric 8 Pcwer Co ) 2pp 46571 107-40571 1 19. 

-BB08170216 Irsp Repls 53 28O/08 24.60 201 /BB ?4.50 330/00 20 A 50 339/06*20 on 
060620 24 Na v.Glaiors Or dovutnr.s noie:l Mapr ureas rspucted onvrcn quHUcd* 
i (in ol oloctneal uq.iprrorit n .pedant 10 safety 

PAULK C Reg ori 2. OlC 0l IhO Drecicr 80/07/26 Upp 46571 109 46571 M9 

0807280019 NRC nfo Notcn 00 066. Potcni q\ Problems Caused by Smg'e Fai‘u*o cl 
ESF Swing Bus Svc list ore’. 

ROSSI CE CiviS'O-n Ol Cr-Gral'ana 1 Evoris Assossrnenl (Poai 070411) B6/C8/03 
Conscl.daled Ed son Co of Now York Inc I2lpp 4G437 121 40437 241 

880B0302B9 Su pp' 2 io NRC BJlotn 6B 005. Ncnconlormmy Mails Supp'ind by Pp.rn 
Supp'iQS.inc at Folsom. Nj 8 Wost JersoY Mfg Co ai w Miamsiown.Nj “ Svc isi e^cf 
ROSSl.CE Dv.sian ol Cne'ai-onal Evonis Assessment (Posi B70411) 8B/C0/O3 
Consol dated Ed sen Co of Nuw Yo*k. Inc I49pp 4G530 121 4653B 269 


8805200295 NEC Into Notice 83 032. "Prcrnpl Reporting lo NRC cf SigniMcani Ircdonis 
'-OvngPad oaci.ve Mall " Svc ist onci 

S/Aftof V ? M,R E 0,vlSl0n Industrial & Medical Nuclear Safety (Post 070729) 
W/U5/25 Ccnsc'idaied Edison Co Ol New Yo'k, Ire J20pp 46360 179*40388 290 


0007290000 Suppl 2 to NRC B-i'ot-n 89 COB, "Thermal Stresses in Pp»ng Connected to 
RCS ' Svc ist onci 

ROSSl.CE U Vision ol Oporatonal Events Assessment (Po^l 670411) 00/08/04 
CcnsOl daled Eciscn Co o* Now Yo-k. Inc I2lpp 46504 001 46504.121 


b'jpc iQsInc 61 J-cisomovj 6 v/esi jersey rwig ai wi: a'nau;*n .*j ibi unu 
ROSSl.CE O.vision of Cpcranonai Eve.-ts Assfissm^ni (Post 8/01 ii) 88/09/03 
Corsc-'.da'ed Ed'SOn Co of New Yo**. Inc I49pp 46538 12 1 45538 269 

8807290008 Suppl 2 lo NRC SUeim 88 QC3. ' Thermal S'ressuS n P.prg Com ectcd fo 
RCS " Sv: isi end 

ROSSl.CE D vis an of Operato^a' Events Assessment (Post 870411) 08/CB/04 
Co‘iso , :da*oo EdiSCin Co of No-* York. Inr. I2lpp 465Q4 001-46604 121 

80072901 1 1 NRC Info Nonce 65 056. "Poienlial Problems W/Sucone Foam F ro Ba'r.or 
Pene'-'a: on SeaJs *’ Svc i*si 0*0 

ROSSl.CE Dvison c' Cperato~a‘ Evenls Assessment (Posl B7C411) 88/08/04 
CO'iSO’idatert Edison Co of Ne w Yo r *. ItiC I23pp 46569 175 46569 297 

8808240135 Fir.a 1 response to FO‘A requOsi '0' dcamenls App K documents end App 
L documents pan ay dieted as ct/s-de scope of 'equrif App m document s pa'Mfy 
wilhhe’d (eel FCIA Exemption 5) 

GRIMSLEY.DH NRC No Oe‘a fed A»h lanon G vgo ea/C8/04 BOLEY.K PubicCiti 
?en'S Critical Mass Energy Prcjecl 6pp 46561 335 4Q581 342 

-0600110016 Fo'wa'ds NRR SALPi r puf based cn m r.i 5ALP eva.Xiafions cncf w/safdfy 
ovaltal ons prepared dormg SALP Ocl 1984 ■ May 19S6 period Re'aicd dccumerilo 
* on end 

OJDLEY.R F. PWR Prciecl CVectora'e 1 86/09/01 KiRSCH.D.F Region 5 Ofc Of 
1hoC:rectcr 85pp 46581.343 46582 112 

0808170055 Ac* receipl cf 880429 Ilf info-mnn NRC O' slops laken lo corroci vclahons 
noted a Insp Repls 50 338/68 01 & 50 339/68 01 

WLSCN.UA Regon 2, Ole ol Iho Drector 86/08/05 CRUOfcN.D 5 V.rg n a Power 
{Virg n a Elcc:r C & Power Co j Ip 46564 072 46564 07? 

8B081700S9 AcV receipt cf 800603 Hr mlormrg NRC c* steps laken 10 corrpcl vclalKns 
no Xd m Ir.sp Rep's 50 338/88 05 & 5C 339/08 05 

W.LSON.B A Rocion 2. Ole of Ihe Di'tctcr 88/OQ/C5 CRUDEN.DS. Vrgria Power 
fV/gna E'cci»c & Power CO) Ip 46571 J8 1.46671 >81 • 

8808020095 NRC 'nlo Net ce B9 057. ‘ Potenha' Less c' Sale Shutdown Equ prrenl Duo 
lo Prematuro S.l con Ccnt'o'led Readier F a Ij'O Svc I SI end 
ROSSl.CE D.v.scn ol Oporaicnal Events Assessment (Posl 87041 1j 00/08/08. 
Co^so rdafed Ed son Co. cf New Y<?**. \uc jpppp 46453 f25 46459 2 :6 

8808020102 NRC ir.'o Nonce 88 05B. "Potcnta 1 Prcb'ems W/ASL A Brown Bcvc* iTE 
51L Tiro Overcmrenl He'ayS ” Svc I'Sl one: 

ROSSlCE. C.vis'on cf Cpe'a'oral Events Assessment (Posl 870411) 8U/U8/C8 
Cor.sof.d3fGd Ed son Co of New York. fr»c i2Cpp 46536 CO 1-465 16 120 

8808160397 Responds to NRC Bui elm 88 004. Potent al Saleiy-Re'aied Pump Loss “ 
Pump lo p jmp nieraciiO'i issue nol concern vneo pumps run mdiv dually hy pioco- 
Cures 

CRUDF.N.DS Vircnia Power (Virginia Fledric & Power Co) 88/08/08 Oocumeni 
Control Branch (CocuTien* Control Desk) npp 46561 012-46561 022 

8B08030112 NRC ir.'o Nonce 0B-G59. ‘ MSlV Guide Rai' Fai'uro al WalOffOfd Un.l 3" 
Svc lisi end 

ROSS' ,CE Givis cn ol Operat oral Events Assessment (Posl 870411) 88/08/C9 
Consol dated Fd son Co. of Now York. Inc I2lpp 4646? 01 1 46467 131 

6806040062 Sjpp! I to NRC h'o Not co 68 COl. Inadequalo Oua ificat-on & Documcn- 
lai.on ol Fi/e Barne/ Ptnt-i/anon Seals " SvC 1»s) ercJ 

ROSSl.CE Dv.s:or> ol Ope'aicnal Even's Assessment (Post 870411) 80/08/09. 
Conso 1 daled Edison Co cf New Ycrk. 'no i21pp 46568 2C5 46558.325. 

8608250106 Fo-wa'ds Insp Hepls 50 338/88-18 & 50 339/86 18 on 880SC6 10 & note© 

Of wo'jtion 

COLL INS. D M. Reg cn 2. Ole of tne DroctOf 88/GB/lO. CRUDFN.DS Virg n a Pov^er 
(V rgn a Electric & Power Co) 2pp 46649 115 46649.131 

-68 00250 HI Notce cf vio'ahon Ircm msn oi 880506-10 Viclafcn noted laloro to per 
form adequate ccntam.ralion surveys Of octupme'K fur u^restf cicd use 
COLLINS, O V Region 2. Otc Ol the D rec'or 88/08/ 10 2pp 46649 U 7-46649 1 18 

• 6606250123 Insp HeptS 50 338/88-16 & 50 339/B9-16 on 8B0606 10 ViO’auons 
noiedMacr arehs inspected oxtomai enposufe ccniro' & assessnrom conirol ol radio- 
acuvo matis. ccniamir>ation,s-rvQyS S momto'.ng & sol d wasio 
WRlGHTFN. SHORTRiDGE R B . HOSEY.CM Ronicn 2. Ofc ol the Orectof 88/ 
08/09. 13pp 46649 119 46649 131 

8606050135 NRC into Notice 8B C60. nadequate Design & Insial'ation ol Watertighl 
Per.evat«on Seals " Svc list end 

ROSSl.CE Dv.scn ol Cperahonal Events Assessment (Posi 870411). 88/08/ 11 
Conso'idaiod Ed, son Co of New Yoik, Inc 123pp 46589 298 46570.060 

8606050240 NRC Jnfo NoJce BB C61, Vonito ) Room HabJaWily ■ Tleconl Hev.ews of 
Oporai n<j Expenenco " Svc !isi e^d 

ROSSl.CE D .vision of Oporat.onal Everts Assessment (Post 87041 1) 88/08/ 11. 
Conso'idaled Ed.son Co of New York. Inc l25pp 46594 31? 4R595 076 

8808050295 NRC fnfo Nofco 88C62. “Recent Fmcfngs re frnpfomenfafron of OA Pro 
grams bySupptiers pi Transport Packages " Svc ‘isi enci 

BURNETT, R F O.v.s.on of Salogua'ds & Transporialion (Post 870413). 88/08/12 
Consolidated Ed son Co Ol New York. fr,c I09pp 46681.155 46581 263 


Oetcc'o/s & Cables " Svc J»si ood 

ROSSl.CE Division of Cperalional Evcnls Assessment (Pcsi 8704 ii) 60ra--s 
Consol daiud Edscn Co of New York. Ir.c. 1 10pp 46569 065 46569 174 

6B08240232 Responds Lo NRC 080715 Ilf rtj violators noted in Insp Repts <9.3^ 0 
06 i 50 339/80 C 6 Cor rnct-vO nef-ens audit ol operator a d program con-cL^eo ' 
ccmplohcn of NRC insp & noied discrcpancios co/rociod. 

CRuDEN.DS Vrgria Power fVirgm*a Eloctnc & Power Co) 88/03/15 Gx'-tv 
C onn ol Branch (Coc-jmcni Control Oosk ) 5pp. 4662 / 3 1 9 4662 / 323 

BB00240091 Discuss 03 Insp Ropts 50 338/88 16 & 50-339/88-16 cn 8605 h C61U 
(erwards police of vnlnf on. 

GRACE.JN Rogicn 2. Ofc ol mo Dreclor 8G/C8/17 CRUDEN.DS VrcftiaFe^ 
(Virgin a tlecinc A Power Co ) 2pp. 46626.279 46626 28 1 

-0800240097 Not co ol violaf-on Irom nsp on B0C514 0610 Vio'alcn nc'edco'.n :cs‘ 
genermors iroporablo lor over 39 h on 8B05lQ-l9,wh lG provenhvo ma-nt pe'l:V*>j 
on ono diesel goneratcr 

GRACE J N Region 2. Ofc Ol Ihe Director 89/00/17 Ip 46826 281 4662-5 261 

0808240269 Forwards Team Assessment Insp Hepls 60 280/8B 03. 50-201/600^ 
338/88 03 & 50 339/88-03 On 8003141b A 0404 08 No vidatons 0: dOvjtrs 
noted Assossmont ol higher than avorago collechve rad aiion Moses conducted 
GRACE.JN Rog-on 2. Ofc ol the (Vector 80/C8/17 CRUDEN.DS Vvij ^ 3 P>* 
(Virg-nn Electric A Rowor Co) 4pp 46626.147 4U626 193 

■ 0008240271 Insp Ropis 50 338/88-03 A 50 339/86 03 cn 880314-18 No vcssrsrw 
deviaiiony noled.Ma.or aroas inspecied ut.t pre grant to man'an cctLpa’crai ra:3 :*. 
oxposuros A LARA 

WEDDINGTON.RE . HOSEY.C K‘ RcijOn 2. Ole of Iho Directo- 6R/C3/1 1. Hpp 
16626 151-46626 169 

-0008240275 Insp Ropts SO 280/88 03.50 201 /Q0 03,50 338/88 03 A 50 339/58 -JV 
v.claiionr, cr doviahorts noted Major areas inspected uU corparaio statl narcac’i 
preuram to framla n occunat:o?ial oxi>osuros ALARA 

WRIGHT, F N . HOSEY.C M Region 2. Ole Of iho D.rec 10/ 88/08/11 Spp 4667616) 
46656 193. 

0008110206 NRC Inlo Nohco 88 064. ‘ Ropo.'ting Firos in Nuclear Process SyS at 
nr Power P nnls " Svc ‘iSt end 

ROSSl.CE D-viSion ol Operational Fvonts Assessment (Post 67CJ4H) 68/C6'i? 
Ccnsolidatod Ed.son Co cf Now York. Inc. 104pp 46643 001 46643 104 

0806120327 NRC info Not co 88 065, "Inadvertent Dra.nayos ol Spent Ftei Pools S-: 
list enci 

ROSSl.CE Divisicn of Cperalional Evonls A&soasment (Posi 87041 1) 
Consolidated Edison Co of Now York, Inc I23pp 46628 011. 46628 133 

0806160392 NRC Inlo Noiico D8-066. "Industrial Radiogniphy Insp A Cri'orcerei*." S»: 
1 L>f,c * 

CUNNINGHAM.R.E Div.sion o< lnduslr-a< A Medical Nude.r Safely iPcsi VM* 
88708/22 Cdnso/idaied Ed slv > Co of Now- Yc/k. Inc 90 pp 46628 134 46626223 


0008160414 NRC Info Notice 88 067. “P'A/R Auxiliary Feedwater Fumy Tur!)."* w«0' 
spood 1 np Failuro “ Svc list end 

ROSSl.CE 0,v,slon of Operational Evonts Assossnionl (Posi 8/0411} 66‘0o u 
Consof'daied Edison Co 0/ New York. Inc. I23pp 466-13. 105 466-13 227 


R Periodic operating reports A related correspondence 

88DB240293 M.onlhly operating ropts for Jut 1988 lO' No-'th Anna Power S'-atc-l*-' 
0R0B13 Hr „ 

GARNER.B . CHUUEN.O.S Virg n-a Power (Virgn-a E'oclnc & Power Co) 68 
I2pp 46630.100 46630 111. 


S. Reportable occurrences, LERs A related correspondence 


8004130080 LER 06 Of f-OOon 8003 M, post mod (esfrng nol performed as ^.luimJ-ji 
two Tech Specs Caused by inadequacy of ongmai ergneury 
requesl Investigar on performed to (Jelormno if valves boon stroke t-mn en 
860407 Itr. , 

KANE.G E Virgin^ Power (Vimnia Etocinc A Power Co ). 88/04/07. t>pp ‘A 
45132361. 


0808120062 RO on eau60/.dilleront al sottlemunt bulwoen svc bldg & <nan ^ e . 3 Hf>f »/ vi 
house excooded 75% ol oTowab’o va'uo Eflocl ol lour tuned svc water “ 
running beiween Iwo 91/ucttres el pnmary cpnce/o Tech Spec channe 
CRUDEN.DS Virgma Power (Virginia Electric & Power Co). 88/00/06 DO 
Conirol B/anch (Documoni Control Desk) 2pp 48536.130 46536 131 


0806190101 LER 88-01 9- OO.on 88062 l.dosign change package ro'ocated ^^ i C fdtr rg 
operated vaNos from ma n steam vaNo house to quench spray pump ri-us 
wVl bo provided to a'l AE perlorming plant modsW/880810 Itr /f.n(-53l7 

KAfJE.G E Vi'gima Power (V-rgima F.lectric A Power Co ). 88/0B/ 10 5pp 
46596 351. 
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..0608090318 investigation Ropl 3 80 GOG on K/0401 False state inun; mauo Gy drocior 
cl r«tc!car security (DNS) & attempi io mislead inspector noted Mnfor areas 
r-estiidfetf a'fegafon dial trhf ONS furrvshevf raise r'do dur ng NRC 851 1 \2 nsp 
KA7UAR.RC. PAWUK.ET, MAYES.BB Ollico Of Invosiyaliyns 87/04/01 2/pp 
4G479 109 46479 135 

"6606090331 Kept of B6C6IG & 0930 nfoividw of C l.dry by R<; Ka/mar io use of AU P 
Sys ai uni for hand mg salegua'tJs info 

* flee on 3. OfC Of tho O.reClor B8/C6/30 7pp 464 79 136 40479 142 

"6608150019 Kept cf 000624 & tCOP mrorv.ow of J Ko'ft? by RC Ka/mar ru use of AO P 
sy$ ai plant ler hand i'*.q safeguards mfo 

’ Rog-on 3. Ole of iho Director 06/06/30 ?pp 464 7 j 143-464 79 M0 

- 6008150054 Rcpf o' 060925 interview of D Oafonr by f?C Ku/mar ru une of ccmp'u 
l er.sivo e'cctrcn c otc sys for safegua f Us .olo at plaid 

* Rug-on 3. Ofc of iho Drecior B8/0G/3U 3pp 464/9 i50 46479 152. 

"8808150085 Ropl cf BOfflOl interv.Ow of R Childs Oy JW McMahan A HC Ka/mar io 
use Ol computerized electronic ofc sys lor Harding safutju:inls nio A ro'aloj NHC 
rogu’et ens ai P’am 

' Regicn 3. Ole of Ihn Director 80/06/30 5pp 464 7<J 3Ui. 464/9 Jin 

"0808150103 Dscusses info oblo.nert from facility umployuo dt.vi.j 8604' 6 IMcon re 
fl'legcd false mfo provided by l.W Hast r-ys to Ht-ynn III Si.ct.fly Inspire loi G f’rtio 
Cutn-g msp conducted al p’anl on R6l 1 12-1227 

VVb'lL.CH Region 3. Ofc Of tho U.fCClO* Gl>/04rJ0 IflMH.JA f(i:i|i«:n 3, Oft. ol the 
Crec’Ot 4pp 464 ?<J 311-46479 314 

"0608150110 Dept of 0G0G26 interview of J Conch by JN K:«lhn\in A FK: Kalmar n.* 
use ol plant comprehens vo electronic Ole sys fo' procoswriy safeguards ‘ifo 
’ Regioi 3, Ofc of iho Director 06/05/25 3pp 464 /g js:j 464 79 352 

8807060520 Generic Lir 88-10 Io all power reactor huonseos A holders r>l Part 95 ap- 
provals ro p 0 rchase ol OS A approved security ccnia nurs Svc list urn 
MRAGUA F J AssccalG Director lor Pro, eels (Post 8/041 1) 98/U//01 Go* Id. Ho: I 
Ec-so-i Do ol Now York. Inc 3lpp 46386 299 46386 32J 

8008160244 O.scwssos ull abbreviated silo access iMni'ig proyiam fu' NRC ms;) por 
serret connplcliny Reg on III training in genur c aspects Of ra:!uiii::n s.iloly.pliysica' s*v 
Ctr ly & emergency rosponso 

DAViS A P Region 3. Ofc ol iho Dneclor 86/07/27 ALEXICH f. 1 P Indiana Mclugan 
Power Co (lo*rr.erly Ind ana & MiChyan EluthiC Co ). 4pp 46561 24H 46561 .f!il 

0609040247 Generic Ur 08-12 io all power reactor licensor 1 ;. & a;)|:l c.mii. ru removal ol 
He protection requirements from Tech Specs Svc hst unci 

MlRAGUA.F J Assooato OiroclOf lor Prc|U(.ts (Piis! 6/041 ■) ti , )/0b/02 Cohm) dfiU;tl 
Ed son Co ol Now York. Inc G2pp 46463 231- 16463 342 

8808160398 Rov 0 to radiological emergency respensu p'an 
FFIASIEH.L Detre.1 Edison Co R8/06/04 285pp 46553 00 1 -46553 2M5 

8808090001 Forwa'ds Amend 26 to Lcony.o NPF-43 A Stif«;ly nvauation Arr»«.*(i;l irodi 
lies Rarag-apfi 2.R cl iconso ro amended physcnl sorur.ly pun 
QJAY.T R Pro:ocl D.fCCtormo IH-1 U8/08/06 SYLViA R li Del'U‘1 Lil^ot. Co 4pp 

4646/ 22-1 4646/232 

"B80B090004 Amend 26 10 licenso NPF.43.mcU lyng Pnr.if|rn|:li 2 L u f lec'isi* to rn 
qu -u comp'iarcc w/amon;Jod physical scanty p‘an ’ 

V.RGIUD.M J. Pro,ocl Di'OctcralO 111-1 88/08/05 2pp 4046/ 228 46 m/ 22J 

-8808090005 Saleguards OvafuaFOn rept iq msec* »vu;cus auunds & st'a'ch reguru- 
irrr.ts support rg Amend 2G io L'consc NPF 43 

* NRC - NO Oetai'od AIMiaiion G.von U8/OQ/05 3;ip 4646 / ?30 46467 232 

0808180175 Rcv.sod omeryenty p'an implementny pro :erU.res ir»c...«i r.q Hev 1 to (;PA. 
99-E-SO, Noiilicaion Mothods & Procudj'os. ‘ Hl-v i to LPA99 1 50. ' 1-nu ‘t;r.o>:y 
Ccmmjnxfllions. ’ Rev 1 lo EPA O'J G SO. ' PuhlC Gdi.c & Into’ A f^t.-v 2 lo (.PA 99 
H SO 

FRAS cR.L Petro l Ed son Co 80/00/05 l2pp 262 465'JJ a63 

0008190085 Roquosis .n$p of Iasi ih/ee pngns ol radiorogcnl omoigni .cy lespnnsu 
p'arn nq plan Copy ng oner oxp'amed. 

STRAUB.SK Pedot Edison Co 68/09/09 NRC No Dui.u’c.'l Allilai-on Given lp 
46596 323 46596323 


G. Adjudicatory correspondence 

0606309136 Forwards U.rccior s Decision DD 88 1 1 .denying 663204 politico lo Overturn 
NRC dccis: 0 n to a'low plant to opomte at 100°« power. rovokt* L.conso NPr 43 & ro 
qjro ui to prove IhM operation of plant (fecrr.cO Safe 

MURIEY.TE Qll.co of Nuclear Reactor Rogulaiion Diroctcr (f’osl 670411) ;/38fl 
6826 BB/07/28 CAlOWELl.J . GRAY.H . LANG DON. S Canada Govt o‘ 3pp 
46642 010 46642 039 

"8898300151 Rcqjesls lhai NRC BuOl 15 decision that piara ho po ni tied to go “ilo li.ll 
opo'at'on be overturnod.lhai l cense to operate planl be rovo^ed A that uU\ prove to 
sal slacken of NRC & Canad'an aulhoni og.lhal p'ani can Uir opcraied saloly 
CALOVVCLt. J . fACCURDY.H Canada Govt of fid/02/0-1 Office of Nr. clear RtMCfo' 
RegLlal-on. prertcr (Hosi 87041 1) lipp 4GG42 b?D 46642 0J9 

8808109042 Forwards ccrrocicd version of U80728 directors rlocisicn under 
tOCfR2 2C6 Two fnes precod.ng )exf a( fop of Pago 4 ir-siakenfy on-it'ed 
MURLEY.TE OlfCO ol Nudoa'' Reactor Rogulaion. Directo- (Post 870411) (1(1/08-' 
C5 CALDWEU.J, GRAY.H. l.ANGOON.S Canada. Govt d 3p;; 46185001 

46465024 

•BBO01OOO43 Corrected response to 880204 pulil on under ? 206 lo overturn NRC deo 
Sion io al'ow lac/ily lo operaie ai 100°<> powo' & l»iat license Uu revoked Req-iesl 
denied djo io reasons staled in end D rector s Doc^on DC) GO 1 1 
MCHlEV.T E Office Of Nuclear Reader Hcguloitcn. 0:reciO' (Posi 6/0-HI) 88/C8/ 
05 CALDWELl .J Canada. Govl of 3pp 46485 004 46485 022 

-6608100045 Directoi'S Decision DD 89 H ur*dOf U)CFR2 206. denying 8002C4 pohl o'i 
to appea 1 NRC dccis^n to a'low facii ty lo go mto full power opcrai on 
MbRLEY.T.E. Ollico ol Nuclear Reader Requ'ai'on Director (Post 8704 ii) BB/0// 
28 16pp. 46485 C07-46485 022 


"BB08090174 Notico ol ssuanco of dirOClor’S decision under 10CFR2 2C6 denying pofr 
licr-eis 880204 renuosi io rovoko license duo to a legod dokcior.cios at lac/ily. 
Q'JAY.T U Pio.cct Gimdorafo fff-f 88/07/26 3pp 46485 023 46465 024 

D80B250090 Adv.so^ that hmu in whch Commission may rov uw Dncclor s Docis«cn DD 
88 1 1 o* tended unui 8B0B24 Served on 080822 

CHILK.S J f)lfco of tho Sucrotnry of Iho Commiss.on 7/3015 6961 B9/0B/22. Com 
rriisf.irnurs Ip 46592 169-4G592 169 


H. General correspondence 

BB083100G2 Roq;:osts NRC action to rulcvo undue nsk posi^tl by DWR thermal hydrau- 
lic instnbfify NRR shosfd issue order requr.nn nil GE BWR fconsoos to submit ropl fo 
NnC within 1 yr demonstraimg CCmphanco w/GDC l2Rolatod mlo cncl 
HIATT, SL Ohio Ch2cns for Rospcnsiblu Energy 8B/07/22. OH co ol Nuclear Rooc 
tor Heqjlaicn. Di«oclO' (Posl 0/0411) I2pp 46727.025-46727 05f3. 

0000030291 Comment opposng proposed rule 10CFR17O & 171 ro proposed rnv ol loo 
sUkrd.ilns Asks h*ai NRC 4‘low kconsCCS lo ho fiscal y roSpona l»'o by pnblsb.mg ro- 
vised feu schedule nppl Cable fer following yr vs current yr 

GOODMAN.l S Dotroii Ldson Co 09/07/26 Dockoting & Sorv.cos Branch ip 
41.303 208 46368 208 


J. Insurance & indemnity Information 


0BOBOOOO52 Towards Endorsumcnis 18 & 122 to MAHLU Policy MF 120 & NELIA 
f'olcy NF •92.ruspeciwcly.W/o onql 

SYl VIA.U n Dnt'o.l Ed son Co fift/07/22. Documonl Control Brnncfi (Documont Con 
tr o’ Dusk) Ip 46451350 46451350. 


P. Opomting license stage documents & correspondence 

80080 tD 1 9? Aclvrsus r:f change rn startup lest program rfo$cr«buil Irr Seci-tjo 14 of op 
rlafcJ FSAR Cii.viqo mvolvos Startup Tost 25 Summary of safoiy ovd'uaiion per 
lu'iporl ,:\ suppoil ol sub) test program end 

SYl VIA.0 R. Umroil Edison Co 8B/07/ 14 Document Control Branch (Document Ccn 
rrof LV-bkj f lp,j 463 ?2 CO 5 463 7? 0 f 6 

0607280031 f oiwards onvi'on nssessmont & fmtlng ol no sign.frcani impact ro 800320 
apphcal on ler amonci lo licunso NP/--43. chnnijng acton & tab’o nutations lor radO 
acTivo iinsoojs <4 Itp.i l oMiuent n-on tonntj insirumeniaticn 

C.JAY.1 R Project Di'dctorolu HM 89/07/20 SYLVIA.O R Dolru.l Ed.son Co 3pp. 
46345 1-14 46345 169 

• -98U720Q032 Notco ol unviren assessment & Imdmg ol sign.licant nnpacl ro 080329 
applcrtton lo* amur'd lo Liconso NPF-43.ruviS ng lech Specs ro radonciivo gasecus 
& hqiic) ollluor.l monlornig mslrumuntai on 

ViHCilUO.MJ Pro.oU Drnciofftto 111 1 88/07/20. 4pp 46345 147-40345150 

O0O72BOOG4 I orwanJb ID N'arsh murno :n lusponsu to HR031I1 inemorantJ.im rcquosing 
NHH tuchnc.il assisliinco m iloicnn inilidi ol kconsco r.cot) to lest chock valves on 
AiriytKiic rod mi sir Iran sys 4 batkop scram 

HOIAHAN.GM Ass.siani D.ructrr for Rutjion III & Rcgon V Headers 00/07/20 
UlU Cn.H J Region 3. C'c ol h-o Cireclo 1 . 3p(> 40339 155 46330 159 

-0007140174 Discusses Region fff OB33I0 ruqucsf ro N(tC pos-ron on foslrig of check 
valves assOCMlod w/backup scram lurndon & altcrnaio rod mscilion sy3 el 

t lnnl Liconsue sh.ould bo slrong'y urged lull noi reriurcd Uj losi t.ubj valves. 

1AIISH.L H. Mochor'icnl Eng noonng Oronch 00/07/08. HOLAHAN.G M Ass'Stanl 
rector for Reg on fff & Rug on V ffoneforr, 2pp 46339 (58 4C33U 159 

GOO? 200 1 32 f orwards envi'On ossossmonl & finding of no SnjnGcarU irripact her 871120 
requosl lo amend Tech Specs ru rodoackvo gaseous oliVeni mor.iionr.g Assessment 
fcrvva'dcd to Ole of FH lur pub'-cniion 

(JUAY T R f’ro;oci Orociofhlo 111-1 00/07/20 SYLVIA.D R Dulroil Edison Co 3pp 
46340 039 46345 015 

■•B0O72OO133 Lnvton nssussmoni support eg amend lo Licenso NPF-43 & f.r.dmy ol no 
s giiihcanl impact Commisson rJoiormnod nol lo pre)>aro FIS (or proposed nmond 
VlilGlUO.MJ PfO,OCl Croctoroto III 1 88/07/20 4pp 4G345 0I2 46345 015 

0900030252 Inlcrms that on R80022.'ndopondunl ovorviow commuiuo (ICC) members 
voted to d.shar.d IOC. based on lack ol nood 

SYL VIA.U R. Defroil Edison Co 08/07/21. DAVIS. A D RogiO-l 3. Ole ol Lnu D-rcclor 
tp 164 1i> 041. (04 (2041 

0006050172 Adv.soS lhal will comp’olud inslrument loop accurn;:y calCulaiiOns.per 
090107 comm.imont 

SYLVIA. R fl Dntro'l CdsCnCo 88/0 7(22 DAVIS.A G Rug on 3. Ofr of ihu Oirecior 
ipp 464 19 232- 4 6440 232 

BB00030037 Forwards Amend 22 to license NPF.43 A safety evaluation Amend cor- 
rects 0‘rors in lech Spocs by rcmuv.ng (rom Table 3 84 5 1. "Wotor Contrcl Cir cm 
c:u 1 breakers mat do noi exist in plant 

OUAY.T R ( J roiect Directoraie HI l 00/07/27. SYl VIA.U R DoiroM Ed son Co 3pp 
46412 044 46412 052 

-B0OBO3OO39 Amend ?2 to Licenso NPF 43.correcting errors in lech Specs by 
romov.ny.lrom Table 304.5 -l. Motor t^cnhcl C;tr,” circu.l breakers lhal do nol emst 
rn plant 

VIHGIUO.MJ ProjOCt UrectoralOlll-1 88/07/2/ 4pp 46412 04/ 46412 050 

--B0O0O3OO41 SalOty ovalualion supporimg ArrenU 22 IO License NPF-43 
* Off co of NVefc-ar Rcacfc/ Regufa/.o.n, Director <Pos t 8704(f) 88/07/27 2pp 
4C412 051 46412 052 

8000040315 Forwards Amend 23 to licenso NPF A 3. safely ovaiuakon S noheo ol 
iss'ianco Amend rev.sos Tech Soocs ru rad:oact.vo gaseous ol fluent mon.io'ro 
OUAY.T R Propel Directorate lll-l 80/07/26 SYLVIA RH Dotroit Edison Co 3pp 
4C426 350-46426 361 
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080729011 1 NRC Ir'y Noirco 8b 065 ' Poter* a‘ F 3 rcb!ont^ YV/Siccr.o roam F re Car er 
Pc olrat on Seals ’ Svc :<si er.ci 

ROSSI.C E C.v.sion oi OpL-a‘onal Events Assessrre“t (Posi t37C4ii) QQfOfl/04 
Conso* dated Edison Co. of New York nc. I21lpp 4656/175 16559 297 

0008240105 Final response to FOIA ieqicst fer documents App K documents end App 
L documents partial* dueled as culs.do sccpo ol request App M docunr.cn?*> pan a ly 
w.?"hoU Irol i OIA Exemption 5) 

GRfMStCv.O H NRC ■ Ko Dclaiea Aitua'cn 69/00 '04 BCLFY.K 

yen's Critical Mass Enb:gy Project 6pp 40561 3“5 ibSBl 342 

“6608110010 Forwards NRR SAlP «r>; >ul based on mu SALP evaluaicns end w/salety 
evalJdlKV*, p'opartrd during SAl.P Oct 1984 * May 1906 period Related dOt«menlO- 
ton eccl 

DUDLLY,HF PV;R P'o.ulI D reclcraio l 06/C8/01 KImSCM.Q F : Reg cn 5 OfC Ol 
the C recta* 85pp 46501343 465B? 1 12 

8608 170055 Ac* reccpt ol 860450 lir mlo*mnjN~C c* slops laker. *o cO'rcvu vclalons 
noted n Insp Pep's 50 330/88 01 & S0-3J9/B6 Ol 

WUSON. BA Ree-cn 2. OfC ol the DiCClO* 08/03/05 CRUDEN.DS Vi*gna Power 
C V rg na Glor.inc 8 Power Co ) ip 46604 07? 4656* 072 

8608 170059 Ac* rucept ol 8EC603 l?i r.lo'inn^ NRC ol steps lakon io coircd vo'atorr. 
'•Clod n Inst) PeplS 50 336/88 05 & 50 339/86 Of, 

WHSON.UA Reycn 2. Ole ol Ihe C.recio* 89/08/ 05 CRU0EM.D5 Vigma Pcwer 
(Vnjinia Electric 8 Power Co ) ip 46571 101 46571 101 

6000020005 NRC info Ncltce 80 057. Voteninf less ol Sa'o Shutdown tqi.tpmont Due 
lo Pt crraiu'e S: icon Control eJ Reel f or Fa lj'0 " Svc list O'd 
ROSSI.C. E C.viS.cn c* Cperaticn.v Evems Assessment (Posi 67C411) SG/OG'OB 
Consol dnted Fckicri Co ol New Yon*. Inc l2?pp 46469. 1 25 40459 246 

8600020102 NRC Inlo Notice 06 C5 ; J Potential ProMex.s VV/ASEA Brown jj C vCi. ITH 
5 1 L Tinio OvL-rcufieni Relays SvC 1st end 

ROSSI.C L‘ C'V.s on cf Cperehcnai Events Assessment (Post 870411) 86/08/08. 
Ccnscl dated LUiSCn Co cf Now Vo*. Inc I20pp 46538 C0 1 46530 150 

8800160397 responds lo NHC RU ulm 08004. Po'emra’ Saloty Related P*.mp Loss* 
Pump lo p jmp nteructon -ssju noi ccn:u*n smee pumps 'un mdvduaiy by proce 
Gurus 

CRUDFN.DS Vrgna Power (Vrginia Eleclnc 4 Pcwrv Co) 80/09/Cti Document 
Ccnircl Branch {Oocumenl Ccnircl Ues«) Upp 465l»l 012 40561 022 

0808030112 NRC Inlo Nonce 09 059. "MSlV Gu:)c Rat FaUo At Waterford Uni 1 '* 
Svc i si enc 1 

POSSlCE Dvsicn ot Operational Events Assessment (Post 6704 11). 8B/G0/O9 
Consol dafod Edrsan Co o?NowYori. rc f2lpp 46467 Ol t -16467 f3l 

0808040082 Sjpj)' » to NRC Inlo N'OUO Hft 004. ' inodocuatu Cua'iliCOt cn 8 Coctmon- 
m'.on oi Fire Go*t er Penutralon Sea's Svc i si cn:l 

ROSSI. CF Uvscn of Oporaiicnal Cvorts Assessn.uni (Post 8704 11) 68/06/00 
Conscl dated Ed son Co. c' New York. !r.c l2lpp 46556 205 46556 32S 

0808250 108 Forwards Insp Repis 50 330/08-10 8 50 339/08 Hi on 88C6D6 10 A net co 
cf violat cn 

COLUNB.D M Reg on 2. Ofc of l*‘o Dt'CClCf P8/C6/I0 CRUDEN.US Vrgmn Power 
)\7i*iji' ia El-ocir.c & Power Co) 2^p 46649 115 46649 131 

•8800250111 Noiice cf violnl cn from irsp cn 880636 lOViO'a? on nntud la lure lo per- 
form adcqirole coniam nal on su vOy«, ul cqjpmtm lor tnreslr cicd uso 
COLLINS. D M Rogion 2, Ole o ? d o D roeiCf 80/06/10 ?pp 40649 1 17-46049 118 

-8800250123 Inst) Ropts 50 330/00- 18 & 60 339/88- 10 on GOCGCtMO Vio’dt ons 
neuxi Mo.cr areas mspecied eider nai oxposuro ccnircl A assessrr, cm ccnircl cf rart:o 
activ** marts ccnlam nniicn.su'vuys & rr.onitonn'j & solid wash* 

VVPfCryr.FN SHOnrRfCGe.RO . MOSEY C M 2 Ofc of the Orccto* 00/ 

CB/09 13pp 46649 119 46649 131 

6808050135 NRC 'nlo Notice 65 060. inadogua'n Ocsign & irsuvlatcn ol Water; ghi 
F’enoiioiion Soa s " Svc i si enc' 

R(^SSI,C E O.v.son cf Operaionai Events Assessment (Post H7C4 1 1) 88/CO > 1 1 
Consc's tiled Et) son Co d New Yor-* fnc *23pp 46569 46570 060 

8868050248 NRC mo Noiice 08 061. Control Room HahtoLnly Rcccnl Rev ows oi 
Oocrair r) E»prr.ence Svc I St crv.: 

ROSSI.C F. Div.son of OferAtonal Events Assessment iPost U70411) Uf]/Cfl/ii 
Cor.su idaled Ed son Co ol New York Inc I25pp 465'J4.3i? 46595 076 

8808050295 NRC Inlo Notice 66 062 Recent rir.di“9S re Irrpleroemamn ol OA Pro 
g.anis Uy Supp iers ul Tra^spori Packages * Svl i.sl oncl. 

BUR NETT. R F Div.sion SafCgja'OS & rra^spodatron iPosi 670413) 88/00/ 12 
Cor.so idaic-d Ed son Co ol Ntw York. Inc I09pq 46501 1 55 46581 263 

0808180201 Fo'wards safety evaUaiicn suy(:a»t>rg i,M responses to lE Ou'lohn GO- 1 1 
Masohry Waff Uesrgn. w/ except on ol ore open item d'&ci.sscd n l?om 3 of 
eva’uai cn Response to epon item rcqjesied w-thn 60 t:ay5 Irom pate of lt« 

ENG-E.L B Project U.rectO'ate ir 2 00/08/12 CRUOENDS Vrg n-a Power (Vrgma 
Flrclr c S Powa* Co i ?pp. 4 6584 196 4 6504 230 

. 0808180225 Safoiy evalua? on suppcning uli' respensts to IE Bcl'Otm 80 1 1 Mason^ 
Wa'i Desrgn," w/CJicepl-yj/i oi one open >u>m 

' NRC - No Celalnd AM.I al on Given 06/06/12 3pp ^C5B4 193 46594 200 

-6503260543 Masonry \Va*l Des yn North Anna Power Slaton Un.is I 6 ' icchn-cal 

evaluation rept 

LF.AK.CON.VN Calspan Ccrp (s*.bs Arv.i i n (luSU*>S/FranH>in Heroa-ch Ccnldr) 
NRC -03 81-130 TER C5506 239 05/03/22. CHCKSniNC NHC - No Peladeo Ain. 
alien G*ven 30£P 46504 201 46504 530 

8808090264 NRC inlo Noiico 80 063 Migh Radiat cn Ma?ards From Irrad'ated fn Core 
Oe tectors & Cables ' Svc i-sl one’ 

ROSSICE Dvson o* Cpcrati<^*al Events Assessment iPosi 070411) 08/08/15 
Consol dated Ediscn Co ol New York Inc t lO^p 46569 065 46569 174 

0800240532 Responds 10 NRC BOO 7 15 Hr ro v.olatians noted in tnsp Repis 50 338/88 
06 S 59-339/BB C6.Corroc.nve actions aedt of operator a«d program conducted prior to 
ccmp'etion ol NRC msp & noted dscropancies corroded 

CRUDEN.D S. Vi/gnia Power (V:rginn E'ectr.c 8 Power Co) 00/00/15 Oeairreni 
Centro! Branch {Docomonl ContfOl Desk) 5pp 46627 319 40627 323 


8800240091 Discusses Insp Rt>p!S 50 338/80 16 & 6O 339/80-16 3 4 

lonvards rioliCO ol v.oial cn 

GRACf.JN Reg On 2 Ofc of the D roc lor Zf0/C8rl7 CRUOEN.l) S W g-a Po*i* 
(Vrgoifj Electric 8 Power Co ) ?pp 4b82G 279 46626 281 

-8000240097 Not CO ol volaton Irom :nsp on 80O614C619 Vic-lahc** no'r<Jt>;n de-Hi 
gentralo'S iroperat/e fer Over 38 h on 880510 19. «h te proveni /e T«jnl f<r1»rrv: 
o.n one desel ger.o'otor 

GRACE. J N R-?g o > 2. Ofc of me Credo ' fift 'W b 1 7 fp -r66?6 ?dt 456^6 20' 

8B06240269 Forwards Team Assessment Irsp Repis 50 2dC/0y r>3 SC 1 tWi 0} 5C- 
338/08 03 & 50 339/68 03 cn 093314 10 & 0404 CO Np voialirs pr itv 3i*;-rs 
noird Assessment oi r :g“.e? than avo-aye collechve radiation ucses ccr d«*c od 
GRACE j N Region ?. OlC ol U*o 'JreUcr 5R/O0/17 CRDCENOS. ro»<-r 

IVjQina biech c & Pewe'Lo) 4 PP 4f,fiP6 >4? 46626 >93 

-8800240271 Insp Rup'.s 53 339/80 03 & 53 339/80 03 cn Bfl93l4 10 Novo )-on> ^ 
OCvat ons noted Ma.or areas mspecino ulil proy»am to maintain occ-paien 'ad v- ** 
oposures AlARA. 

Wr.DDiNGTCN R E , UOSLY C V Region 2 Ole ol ite Di-ccic* 83C<;.i* 15;? 
46626 151 46026 169 

-8808240275 insp Repis 53 230/M8 03 50 201 '08 03 50 336'F0 03 8 53 3! N; 

viclaions or (Joviaiicns noted Maj-r a*eas irspucied j!i cc'pcm'c Mall la va O’ v* 
P'cq*arn to mnmta n occupational o»posj‘es ALARA 

WRIGHT I N Reg on 2. G C Ol d‘e D recto' 60/06/ ’ i 5py 4C626 iE9 :G VA '< ) 

0808110206 NRC inlp Notice 08 064. Report rg F res m Nuclear Rro^css S r s nl t-‘a: v 
ji Power Plants Svc hsl one 

ROSS'.CE Oivsicn rf Cperaional Events Assessment iPpst GTC-i l ’> 66 ’05. A 
Conscl dated Edison Co of New Ycr- Inc I04pp 46643 031-46643 '0 J . 

8808120327 NRC Inlc No'.cc 03 005. “Inadvertent Dramarjos ol Si; 0 n: f.cl - co s S«c 
hsi cr,rj 

ROSSI.C E OivS'Cn ol Cfierat-onal Events Assessnienl (Post B704iii 
Consoi.da led Edison Co of New Vo*. ,nc I23pp 46620 01 1-46620.133 

0800160392 NRC Inlo Nal to 0B 0f>6. Industrial Rnd.og'aphy insp A E'l'orc^e**' S*: 
list oncl 

CUNNING HAM.R C Dviso-n Of lr.d,jstnal A Modem Nuc'ear Sn'eiy iKd B/OiVi- 
RB/C8/2? Ccnscl daierl Edison Co ol New Vo*. Inc 90pp 46026.134 *(i?h ??3 

8000160414 NR(# Into Notice 88 067 ' PWR Auxiia-y Feedwalcr Pump ’’u 1 : r.i' D 1 .*:* 
speed Tnp Fa turo Svc ‘isi c.*J 

ROSSI.C L Dvision of Cpcnat onai Evoris Assossmenl (Post 07C1l'j ?6 , 0-' 2i 
Consc'idatcd Edisgn Co Cf New verr. fre I23pp 16543 f/)5 4CC4j ??’ 


R. Periodic operating reports & relaled correspondence 

8008240293 Monthly opcraimg ropts for Jut I960 l0 f f.odn Anna p C-*rr 5 Vd nr. \\ - 
00001? IU 

GARNER L5 . CRUOLN.US Vrg-f„a Power (Virgi .a Eleclrc 5 Power C'y) W1'07-3 l 
1 2pp 40030 ICO 46630 111 


S Reportable occurrences. LERs & related correspondence 

0806120331 LER GB C02 COon 080726 high Load sa'ety ‘r-|ec ton pomp 24 i I A wjs 
madvertonily slQ'fcrt during undo "voltage periodic losl cn t-ne/rjrncy :*u* ?J Ca >v: J 
by closed coniDwts c' ur,<lLTV0llfigt» relay Tests wi I be revised V/ 8PD80-1 r 
KANE. G E V«rgr.ia Power (Vrgm-a Elecirc ^ Power Co) 08/C6 0-i e jT 46571 Ji T 
46521 361 

8808120062 ROon 690607 d.Moreniiai sciHemeni tniweon sv.-: h dg & me «' slea n .jlN*; 
to-so cxcreded /6’< oi allowable value Effect ol Icor bu’ *xi sv.. > • eaiJ< * ir.es 
ru^-ong betweGO two siructurcs ol pnma/y rorcern Tech Spoc change rc uesioa 
CRUDLNDS Vrgrra Power tVi*gmia Elecl'-c & Power Co) 68 06 05 
Ccnho O'ancfi (Docuirenl Ccnircl Desk) ?pp 46536 130 46530 131 


V. Oporalor Examlnallons 

8808100204 Forwards SAt.P Repis 59 20G/03 C5.50-2B1 /08 05 ‘.3 33‘>'50 fi & 59 
339/00 04 lor Stpi i9B6 Apr i9B8 Hepts wit be dsc./sseu a* p'uris on 60* '?? H 
28 rGspoclivdiy Overall pe^ermanco satisfactory 

GRACE J N Heqen 2. ('Tc of the Drocior P0/O7/26 CRbl'E‘40 5 V.r.j. » .1 Tow* 
iVirgma Electric Power Co > 2up 46498 275 aftanfi 320 

“0008110056 SALP Reels £0 330/08 04 & 50 O39'80 04 ler Sept 1300 A f .r 
* Regcn 2 Ole ot the Dnecror 60/07 '26 53pp 46498 2 7G 46498 3?0 


DOCKET 50-341 ENRICO FERMI ATOMIC POWER PLANT. UNIT 2 


F. Security, medical, emergency & lire protection plan9 

080B080 lS9 Final response IO FOIA request tor documents Fo/wa'd* le'casau O to 
tons pt App B documonis Sub| documents a’so availabo in FDH Pc i< o 1 App 
deeunenis w.irPeio <rcf FOIA Exemption 3) 

GRiMSLEYDH NRC No Detaleo Atthaticn Given 8G /Cbr3') MAXWFLI : 
Cosmos Broadcas'ng Co-*p 3pp 464 70 100 40480 036 

-8808080167 Forwards repl of ;rvesiigal-on re plant mat! la'so slnleirLit ( 3 0 

0C6 Investigation c oserl 

HAYFS.B 8 OHiCe d Investigations 87/04 24 DAVIS A 5 Rogc'< 3. C)*c ol rn? ( 
redo* ?pp 46479 105 46479 1C6 

-8808090308 Discusses rosufts of investigation contfucied .r.»o atc^lon that fal 
&la1eri-.ents made lo NRC by lorn.e/ director of n-je'ea’ SCCorly iTNS) 
lac-l-iy invostigal on revea'ed DNS wiiiutty fo'r*ished fa'so into ctrro 'HC 85 ii 
insp 

MAYES. BB. Oflice of Investigations 87/04/24 TOENSlNG.V C S’*«ei cl Cc uT>t 
?pp 46479 107-464 79 lOfl 



DOCKETED ITEMS 163 


8807280139 forwards Safety Insp Repl 50 3*1 1/80 20 on 88C53 1 C623 No vu-al om> 
noted 

SHAFER. WD. Reopen 3. OfC of the tJrocfcr 00/07/14 SylViA.G H Edison 

C:o ?pp 46345 272 46345 201 

-0807280146 Insp Ropl 50 341/80-20 on 880531 0623 No viotatons cr deviations 
raied.M&ct a'ea * $ r spoiled ttanspodation.soiKi /adwasie ftogfams.oaen doms 8 cir- 
cumstances su*(Cundnq roleaso of radioaciivily in /onclor bdg 
PAUL.R A. SI AWINSKl.W J.. GREGER.l. R. Reqon 3. Ole of the Urecior 08/0?/ 14 
epp 46345 274 46345 201 

0807200162 Suppl i to NRC Info Nolico 88 046. Licensee Ropl cf Doled, vo Rcfj- 
t.shed C fcuil Breakers ” Svc l.st end. 

ROSSl.CE D.v.sion of Operational tvoms A*,susSnnoni p"»osi 07t:i11) 08 '07/2' 
Consol dated Fd^on Co of Now Vcrk, Inc I25pp 46308 05 4 -4 6360 1 78 

68&S030 102 Fctnaids detailed fonponsn lo IF Uo'leun 05 033. Mold' C(W, nioJ Vaivu 
Cor.rr.on Modo Falums Dj.' ny Pant Trars'Onts Duo lo Improper Switch Sniimris & 
conferral on ol lest results 

SYLVIA.GR Ddrcil Fd Son Co 80/07/25 Document Centro branch |LoCuii <.nl Con 
iro- Desk) 7pp 40405 C03 46405 066 

•-8000030105 Ccniir matron lest Ropl for IF Gu etn 05 003 ' 

* Uoiron Edison Co 88/07/25 57pp 4640b 01 0-46405 060 

8608040119 Forwards Safety Insp Repl 60 341/0012 ui* 880401062/ X irjM.e ot 
vo-'afrjn Avj.vetu v.o atnn in Paragraph 2 0 t:<: mj t(ivni*Cd for p-jicmiful ertofcetrent 
aclon along w/addl survo llanco program concerns uiontif ed <n p'evio-is msps 
GREENMAN.F G Rrgcn 3. Ole ol the D rector 011/07/25 SYLVIA B K Doirqit 
Epson Co 2pp 46435 205 46435 237 

--8QO0O4O123 Nolice of vujlaton from map on 880401 0627 Vio <110*1 nylvsJ Uiywoll High 
PrvSSi.ro Channel f; r.sirument .nopetable n IfW irstii.-renl rack valve pan-nlly 
Closed, generating actuation sotpcint of approx 2 38 Psnj 

GREFNMANFG Rog-on 3. Oh: Of the Urccinr Q0/0//2S 4pp 40435*6/- 
46435 270 

-8800040126 Insp Repl 50 341/00 12 on 080401 0527 Violations nolcd.Moio* ureas 
nspectcd act on on phjv.ouS insp fin::»r>qs.opcrai'Onol sa'oiy.nMin! suivu ‘tariru l FR 
fo’Jpwup.mgi moe/mgs. IMJ achcvn dem fo/owpp A O.nr/ol on .Safely ■'earn Ins/i lu'Jnw 
bp 

COOFLH.nW Reg on 3. 0*c ul ihu D.ror.lor 03/0// if! 2/p.i 464 35 2/ 1 4ti43b.2‘i7 

0807200246 NRC Duiolm HQ 00 l J, Thmb'e lube Thinning n Wostnglmi.so Muuu'crs ' 
Svc list enci 

ROSSI.C F Div.scn ol Oncrahonal Events Assessmunl Post 0/n4l<) HH/0//26 
Consolidated Fdsun Co or Now Yo r h, fre fP3p;i 46346.070 46 J t/J 1 02 

8607210218 NRC Inlo K’ohco 80 052. "f-nlufft of Iniraiiteimn Tar dun of Tiekne- Su*t 
Appl ca'or 3radiyfheMpy DoviCos Dating Pnl-ont I tvaltmrn Svr M err I 
CUNNINGHAM. H E Div.sion ol Ir.dusir*,! 1 A Modical NechMf Sah'ly (Mosr 0/0720) 
fifi/07/27 Con^oldalCd Edison Co ol New Yo'k Inc 'O0pp 4030/020 463'»7 i ji. 

9808160244 Discusses util abb'Qviatud Silo access Irani nq prograir. h>r NRC nsp per 
sonnel comp'ehng Region 111 tram ng in gononr. aspecis e* radiatur safuly.p'iys c nl se 
cu'ity & onicigency respenso 

OAVfS.A 0 Reg on 3. Ofc ol tho 0.tcr.tor 00/07/27 ALCX,i3l.M 0 Indiana Mic'npjn 
Power Co Hormoriy Indiana & Mcfugan lilocir.c C o ) 4p;i 46561 240 46 , >t,i 261 

0008230260 FcnvarrJs latest tov ot KHC Manual Chaplet 65 f 6 ' SALP ‘ llog.'n IH wr.’ 
hogn using new lundional a^oas sot forth in rov for a'l SALI’ repl periods wfn.ii 
exien-J boyord 660008 oHechvo Uato ol proced.i'n 

NORELIUSCE Reydn 3, Ofc of tho D.rcrior 60/07/27 AlCxT 31,MP Irujiarvi 
Mchgan Power Co. (formerly Indnna & Mchinan T::or.tuc Co) 33f>p 46620 POO 
46620 129 

6007220034 NRC Inlo NohCQ Q0 063. "Liconsoo V Clalirm'i gt NRC Rog.i ahens.W’n^h 
Led lo Med cal Oapnosiic M-sadmniiatrations ” Svc 1st i.-nc 

CUNNiNGHAM, R L Cwison of Ir.duslr a< A Medical Nac'oar Safely (f 'o^l tl/0/20) 
85/07/28 Consol aatccl tdtson Co of New York lr<: fOfipp 46306 203 4630/ u?U 

8Q07220192 NRC Inlo Nolico 80 054. “Fa luru of Circml Rrrakor f o'low.r'g lr‘biraainn 
cf Arrpiocior L.rocl Trip Aliachmpni ‘ Svc l>si one' 

ROSSI.C F o.v.son ol Oporahor'a! Evonh, Assossrront (f>osi fj?041i> ftQ/07/78 
Consol dated Ed, son Co of Now York. Inc i7lpp 40417 020 4f-;i / 140 

0808010409 Responds to NRC Q00628 IP ro volahons noted m lr>bp Repi 60 341 /HQ 
18 Corrective actonsmanl inspection procedure app'OvOiJ & ■nstunr.onlar on A cm 
Irol survo.Hanco procedures rewritten a review & upgrado of f isiO'y fo'itetb enilerla- 
an. 

SYLVIA, B R Dalrod Edison Co 08/07/28 Document Control Urur.ch |L'o w i.mnr.1 Ct,n 
irolOesk) 4pp 46361 269 4636 1 272 

0806040310 Advises that review ol Toch Spec iT.provomnnt program *ri bo comp'nied 
by 890223 msicdd ol 8fl0729.:n rosponso to insp Repl CO 341/87 20 
ORSbH.VVS Doirol Ed son Co B0/O0/O1 Document (‘cf'lrnl Branch iDccnmenl 
Corilrci Desk) 2p? 40436 200.46436 210 

0808090138 miorrrs that ulil does nol possoss or uSO M^doi SPEC 2 T rarlmg-fipl'ic 
device per NRC Bu'fei n 88 006 

ORSER.WS Detroit Edison Co. 00/00/0 1 Docurr,oni Control Uranch (Oocurronl 
Ccnuol Desk) ip 46470 342-46470 34? 

6807290019 NRC Info Notice 98 055. "Poloniial Problems Caused by Smyiu Famre of 
ESF Sw nq Bus " Svc list onci 

ROSSI.C L Divison ol Onerationai tvems Assessment (Poi»i 8704 H) 88^00/03 
Consolidated Edson Co of New York. Ire 12ipp 46437 i2i 40-137 241 

8006030299 Suppl 2 10 NRC Bulletin 08 005. "Nonconlcnn rg Malls Supplied by Piping 
Suppi.es.mc at Folsom. NJ & West Jersey Mlg Co at Wilhamsiown.NJ ' Svi. list onr.f 
ROSSl.CE D-Visiori of OpOraiionql Events Assossmeni (Post 07O4H) 80/08/03 
Consolidated Edison Co of New York. Inc uypp 46530 121 46530 269 

8807290009 Suppl 2 to NRC Bulletin 88 COO. Thermal Stresses ir; Pipnn Connected lo 
RC5 " Svc list end 

ROSSl.C E Djvisoo of Opotafio^l Events Assessment (Post Q7(MH) UQ/OQ/O'i 
Con so' id a led Ed-son Co Of Now York. Ir.c 121 pp 46504 001 46504 121 


8B07290111 NRC Inin Nolice 08 056. Pofunha' Problems W/Si'iccno Foani Ere Barrier 
Penehai on Seals ' Svc l si 6ncl 

ROSSI.C F. O vision ol Operational Events Assessment {Post 6704 11) 08/00/04 
Consol uafnd Cd.son Ca of New York Inc I23pp 4056'J 175 46569 237. 

8000020095 NRC, Inlo Nolico 08 057 Potonha 1 loss of Sa'o Shutdown Epuipn enl Djo 
ro Premaiure Si con Conl»Glled Rocii'ie* Kaljro' Svc list unci 
ROSSl.CE Diviaon c* Cnorat-onal Fvonls Assossrnont (Posl 8/04 11} 06/09/00 
Conso'idaled Edson Co ol New York. Inc 122pp 40459 126 46469*246 

0000020102 NRC Irlo Nuuco 05 05b. Potonl.al Prob'oms W/ASEA Grown Raven HE- 
51 L Timn (Wercur'On* ReMyS ' Svc isl or.c‘ 

ROSSJ.C E. D'VSku) ot Oitomitonal Event s Assess/rcnf (Post 870-1 f f) dQ Ofi/OQ 
Cured oaled Fdiscn Co c 1 New Vcrk Inc 120pp. 46530 CCl 16530:120 

8008030112 NRC nlo Col Lo 059. **VS.V GudO Rati Fvuto at Watctlcrci \..xt J ‘ 
Svc list ord 

ROSSl.CE Dv.son ol Oromfor*al Fvcnis Assessment iPost 0/0411) 8Q/08/00 
Censor Unhid E riser Co ol Now York, 'rc 1?1pa 4646/01 1 46-167 1 3 1 

0000040062 Suppi i lo NRC inlo Nol co 08 C04, ‘Ir'adeq.jaie (Jjal'c alien A Dj^-mfir 
taiion cf f ire Barr cr Pe'iehd* on Sun's “ Svc hsi onci 

ROSSlCE Diviso'i of (Operational Evert 1 *, Assossnont (Posl 670411} Q5/CH/03 
C onsoYJaloo Fdsc.'i Co ol N<iw Yo k. In r 1 2 1 pp 405bH ?05 4G558 325 

0908050135 NRC Irlo Nolico QR 060. InaduqujUO CeS‘(;n & Irsla'laion ol Waiu»l gfi! 
Perr trailer i S*o*» s ' Svc lisi end 

HOSF'.C E D.vsion ol 0.-(>rai.o*ial Fvenls Assnssmcni (Pest 870411) 80/00/ II 
C'Oi*f,.:| t.Mfed Cciisun Co ol Vow Vcrk. Inc f23yu 46669 2J8 465 7U 06b 

0B08050248 ND(; <nfo Nohr.u 88 C61. ' Conircl Hoorn HaNaulily Hecort Reviews ol 
(;pc'armg E *lc« er:ce Svc igf cncr 

nOSSl.CE Uvisor» c* Cpernhcna’ Lvoris Assossmerh (Posi 870411} R0/GR/11 
ConsoMared Fid son Co 0< Now York. Inc I25pp 4G534 V2 ^46595 076 

0000050295 NRC Info Noli-0 H8 662. ' Rr.cenl Findings ro lmn*rrr,ontai'cn ol OA Pro 
Crams by S..ppir;rs ol rramiporl ParkaqeS ‘ Svc liSI nrcl 

BUHNElT.Rf Dvmph c‘ Salcquards S I ransperfalon /Pnsl 87B41J) RQ/Q0/J2 
Ccnso id, tied Fd:snn Co cf Now Yo*k. Inc 109pp 46501 1 55-4650 1 • 263 

0060240195 f erwards Insp Rcni 50 341/88 19 on P005:t1 0715 No vro' aliens noted 
Kf-.3P‘tC Rc.rion *j. Ole ul the ( Ji-ector 08/00/15 SYv.ViA.BR Done t Fdisnn Co 
46835 274 48635 205 

•-B0O824O2OQ Insp Mcpl 5C 341/00 19 on 00053 V 0/15 No vdatons ro'od Ma^r 
iin.’.'ib ir- pectc J IO;r*wu|> ol ovunts.oporalionnl solely, miini sn'veila''CO.L^R 
lo'lowi p.si-irhjp lesl cnseivaiicn. (inner c Hr rov.ow./opl rc;vew A u gl rrconngs 
COOICR R Hoo-sn J. Ore of ti.o breclcr 88/00/15 10|ip 46035 2/6 46030 285 

00001 10200 NRC :n1o Nol co HR 004. ' RepCrhng f res n NjClOft' Process Sys at Nucle- 
ar Howe* Planib ' Svc isi U“.cl 

MOS l V r (: ■: DivmG'i ol Ciiera 1 (>‘Kjl Fvor.is Assessmeni (Post G/0411). GO/00/Vb 
('cnscil ilalml Liiistn Co ol Now Yrr^. Inc lC4pp 46643 03 1 46643 104 

0808120327 MiG ,n1ci r^'rjt co 88 065. "Irianvcrlenl Dromayos ol Sunni fuel PooV‘ Svc 
'isl end 

ROSS/CL D, vision <:• O^taHonu 1 Events Assosstmrd (Posl f)7P4f») 

ConS'i uiciierj Tldsor 1 Co cf Now Y»uk. me 1?3pp 46628 011 4ff>20 1‘J'l 

VQOQ 160392 NRC Info Col CO 80 ChO. Indusitnl Rar.'cg/aphy Insp A tn/o cowni * Svc 
hsi enci 

GUNNiNol'AM.R E U-viS'dn ol hirluslna' A Modical RiiclL , a‘ Safely (PoM R/0/P9) 
H0/O5/2? (-er'SO‘ida:o:l Ldison Co ol Now York. Inc 90pp. 46028 134 46626 c23 

8000160414 NRC Inlo ?;olico 08 067, "PWH AoxC.iry Fecdwau.r Puinp lurb.no Over 
speed Tup Fai'iiro ' Svf isl onul 

MOSSI CC Division ul ():><>' aliDhal Ev('n*s Assossmoni (Post 8/04 1 1) 00/OR/22 
Ccnso dated Fdsun Co of Now York. Ire 12Jpp 46643 105 4664 3 2 27. 


H. Periodic oporatlng reports & rolafed correspondence 


0800240396 Mcniftly opurat ng ropl for Jul 1988 lO' Fermi 2 w/0R'jni5 »lr 
Af»Ti iON v .R M , OSERvVS UouoH Ed-seo Co 8U/07/J1 '.py 46628 345- 

400^8 34 b 


S. Reporlablo occurrences, LERs & related correspondence 

8807270156 PNO III 88 054 on 00O7l3.p'UssufO Uansonl n RVVCU sys caused coni 
pvr*sson hiiv'g cn nsua/retn ino to separate 1 , lefoasing *a)vt 4 steam contam naicti 
w/ mtfo.iclw.lv n rec tor bldg Caused by lm!t*d Mirny Camarjcd lint? iscla’od 
PFLKE.P ULFAYCTTF R, KNOl>.R Region 3. C’C of tho D.rocicr 88/07/15 2pp 
4630/ 25? 4630/258 

B8O0O3OO16 PNO 111 88 065 on fi0Q723.un;dC’niilicd drywoll loakago forces 
sfnihlown Loakayu beiievou coming from RCIC irboard sioam isotaton vaivo & two 
valves m reactor wafer c eanup sys' Rcpa rspnaeu S ir-sp achviiics planned 
PF.LrtE.P . KNOP.R Region 3. (Ifc cl IhO D.reclOr 88/07/25 ip 46400 228 
464C0 228 

0008160072 lER 87 048 05cn Q7i000.discoverori nadcqjacies in Tech Spec su*vel 
larx.0 re Cl’ansol chock ol HPCI ur,u pmont room tomp iso'al on msitumonialion onen 
por 12 f’CauSOd by madeauaio propa'aiion of Survelanco p.'ocoduro W/6-3C803 Ur. 
AN1HCNY.P, GRSER.WS Dctroil Edison Co 89/09/03. I6pp 48558 150 
46550 173 

0000110170 LER 88 024 03 on 880705. iSolahcn ol HPCI dufing porfcrmance ol kmc 
boral tasl occur/od CauSod by pursonnol error. Survoilonco SuCCOSslul.y porlomiGd 
on same COv & accour.iah ily meet ng hold w/ individual V4' 7000004 0/ 

ANTHONY P . ORSER.WS Detron Ed Son Co 08/00/04 4pp 46510 302 46510 305 



I 


-58080403 18 Amend 23 to Licer.se NPF 43.changmg Tech Specs re radioactive gase- 
ous oM!ue r .l monitoring. 

VIRGIUO.MJ Prcjeci Directorate I'M 88/07/28 £pp 46426.353-46426.3b7 

-8808040320 Safety eva'uat Cn supporting Amend 23 10 L cense NPF-43 

* OM:cg cf Nuc’ear Reactor Rogjlaf-on. Director (Post 8704 1 1 ). 88/07/28 2pp 
46426 35B 46426 360 

-8808040324 Nonce ol issuance ol Arnold 23 to License NPF-43 Amend revises Tech 
Specs to effluent sys How rate rru-'itcr for star.dDy gas treatment $ys 
OUAY.T R Prcject D.reciorate III t 86/0//2Q 2pp 46426 360-46426 361. 

8808120019 Forwards Amend 24 to Licenso NPF*43.saf©ty evaluation 8 net CO ol 
Issuance. Amend revises r©ch Specs io change achon & table rotations (o' gasocus 
£ 'iglkS uflluent mon.lo'-ng instrumentation & sem arnua'. radioactive release rept. 

O'jAy TR Pro act Crecto/at© lilt 80/07/28 SYLVIA, D R Dotro I Ed son Co 3pp 
46531 138 46531 157 

-0808120020 Amend 24 to Licenso NPF 43/ev.s ng Tech Spocs lo charge aciion & 
tatio notations <cr gaseous & liquid e'lljenl mo-v.o'mg instrumental^ & semiannual 
rad oact-ve effluent re'ease repi 

ViRGIUO.MJ Pro.ect Directorate lll-l 88/07/28 13pp 46531 141-46531 153 

-8808120022 Safety eva uaiicn supporting Amend 24 to L conse NPF-43 

* Olfco cf Nuc’ea' Reac'or Regula* on. IVector IPost 870411) QB/07/20 ?pp 
16531 154 46531 155 

-0808120024 Nplice ol consideraion ol issuance ol Amend 24 io License NPF-43 & 
proposed NSHC doterm na: on & opportunity to' rearing Among rev.sos Tech Specs 
a lowing continued uso cf release pathways Icr elfltem monitoring mstrumentalion 
OUAY.T R Protect Drecto*ate III 1 88/07/26 2pp 16531 156 4653t 157 

8800180396 Corrected Itr forward ng Amend 24 io L cense NPF 43.safoty evaluation & 
noi co ol issuance Amend changes achon & table r.c»a? ens tor gaseous 8 tiqud olllj 
cnl monitor ng instrumental on £ sem annua' radicaclivo oflluont repi 
OUAY.T n Project D-foctorate lil t 88/07/2B SYLVIA.Q R Doircit Ldiscn Co 3pp 
46584 332-465^4.346 

-6808100398 Corroded Amend 24 to License NPF-43.cnarg ng action & lotto roia* 
t.onS lor gaseous 0 I quid off ucnl morticing nsiruronlat on & sem annual radioes 
t v© el iLem release rept 

VlfiG'LlO.W J Prclecl U reetcrato lll-l. 68/07/28. 8pp 46584 335 46584 342 

-8808100401 Safety ovaluaton Support nq Amord 24 to Lconso NPF-43 

* OVrce Of NjClear Rodder Ro^u'aicn, D rector (Post 8704 M) 00/07/28 2pp 
46594 343 46584 344 

-8808240278 Notice of ‘.ssuanco ol Amend 24 lo License NPF-43.allowrg conimjed 
usu ol ro'ease painways for whch oltueni mon.’o'mg instrgmenlai-on not oporablo 
provided crab samples & analysis made at speeded frequences. 

OUAY.T R Pro.oct D rectoralo IIM. 89/07/28. 2pp 46504 345 46504 346 

8808120042 Con'tms 9909 t 7 moet>ny at Region II) ole to discuss pJ/101 
status.r>chedjlos & mprovomeni programs Nol'.Cfllon oncl 

GHEENMAN.EG Reg cm 3. Ofc of Iho Urectcf 88/08/02 SYLVIA. 13 R. Dolrot 
Edison Co 2pp 46525 341 46525 342 

8808100162 Ack reCOipi of 600603 If' ro d scontruation of bcnty SAFETFAM pregram 
wh I© pursu ng gca's through uso cf ombudsman 

DAVIS, A 3. Reg on 3, Ofc ol ihe Crecior 06/09/03 SYLVIA.Q R Doirolt Ediscn Co. 
Jp, 46479 035 46479 035 

8806110266 Fonvards Amend 25 lo LiC6nso NPF-43 & safety ova'uahon Amend rev.ses 
fooinolo n Tech Spec Table 1 2. Operatonai Cord, tons. 

OUAY.T R Pro.ed Cireciorato MI-1 88/00/03 SYLVIA. 0 R Doiroil Edison Co 3pp 
46510 257. 46510 266 

-68081 10267 Amend 25 to license NPF-43 rcv.smg provisions ro foolrole in Tech 
Specs Table t 2. "Cporai oral Conations “ 

VlRGll'O.MJ Pro.oct Directorate IIM 80/09/03 5pp 46510 260 46510 264 

-80081 10268 Safety Ova!ua*on support ng Arr.end 25 10 License NPF-43 

* Oflcc- of Nuc'oa' Reactor Regu'ahon. C rector IPost 070411). 80 /C8/03 2pp 
46510-2C5 46510 266 

8808090250 Appicaton fer amend to Licenso NPF 4 3.rOv.sing Tech Spec to include 
singto reorcu'aiion 'ecp eperauen (SlO) Safety ova'uation concluded that operation 
up to 70% power w/rec rcu’ahon Icop cut is possible Foe pa d 

ORSER W S. DelfOil Edison Co B3/0B/04 DcCur.onl Control Branch (Document 
Control Desk) 10pp. 46477 025*46477:120 

• ■8800090273 Form 2 S ncie loop Cperaf cn Analys-s." 

* General Electee Co MDE-56 0306 ROL 87/04/30 42pp. 46477 035 46477.0B2. 

-8808090279 Proposed charges to Tech Specs & |usM.canons to a low slny'o loop op 
eraiion. 

* Oetroit Edison Co 88/00/04 39pp 4647? C83-46477.120 

0808090001 Forwards Amend 26 to l cense NPF-43 8 salely eva’uot-on. Amend modi 
f«es Paragraph 2 E of license re amended pnys cat security p'an 
O'JAY.T R Pro,eci Directorate lll-l 00/00/05 SYLVIA. B R Del roil Ed. son Co 4pp 
4646? 224 46407 232 

-8808090004 Amend 26 to L cense NPF ■ 4 3. mocufy-ng Parag'dpfi 2.E of icensc to re 
qure comp'ianco w/amended physical secu'ity p*an 

V nGl|.:O.M.J Prefect Dreclorale IIM. 88/08/05 2pp 46467 228-46467 229 

-0808090005 Safeguards evaluation rept re rriscel aneous amends 8 search require 
menls support ng Amend 26 to L cense NPF -43 

* NRC • No Oola led Affuation Given 88/00/05 3pp 46467.230 46467 232 

8000090 164 Fo.'Wfi'ds Amend 27 to Ucense NPh-43 A sa^fy evaiualon Amend roviso9 
Tech Specs re conlammem high range monitor 

OUAY.T R Prciecl D.roctorate IIM 88/08/05 SYLVIA, 0 R Oelro l Edison Co. 3pp 
46477:233 46477.302 

-8808090165 Amend 27 io License NPF-43.rovislr,g Tech Specs re containment h:gh 
ranao radial ion monitor 

ViRGILtO.MJ pro.oct Directorate III 1 88/08/05 5pp 4647? 296 46477.3C0 


-8808090166 Safely ovaljalion supporting Amond 27 to L cense NPF 43. 

* Ollico ol Nuclear Reactor Regulator Director (Post 870411) 05/OS 
46477 301-46477 302 

8008100237 Forwards corrected Pago 3/4 6-25 lo Amond 21 to license N-F- 
lov.sed Tech Specs to delete nor.re gen or alive HX outlet temphgh signal i 
cl reactor water cleanup sya isolation signals 

OUAY.T R. P/ 0 , OCt Droc-torato lll-l. 88/08/05. SYLVIA.Q R. DehO-t Ecsc' 
46402 329 46482 333 

-8800100240 Ccrroctoa Pago 3/4 6-25 lo Amend 21 to License NPF 43. re* 
Specs io delete nonttjQQnoraiivo HX outlet temp high signal born vs ring cl 
iso'aiion signals 

' Project Dirociorato 111 1. 08/08/05. 2pp 46482 332 40482.333. 

0808100260 Forwards ©nvi'on assessn-.ont & lindmg ol ro sign beam m.paci 
reguosi io amond Tech Specs on standby gas treatment $ys rad alion men 
tamment h«gh range rad at.on monitor 

OUAY.T FI Pro.ect Droctorate 111-1. CO/00/05 SYLVIA.BR Delroil ECiso 
46485 J56 46485 163 

-B80B 100289 Environ assessment & finding of no sigr.ihcnnl impact s..?c 
posod am.erid to NPF-43. 

VlHGlUO.M.J Prciecl Directorate IIM. 68/08/05 4pp 46485 160 46495 If 

88001 10082 Apphcaton ter amend lo License NPF 43. add ng Tech Spc-. 
' Ncrintorruptibio Conirol Air Sys " Keo pa d 

ORSER. WS. Detrot EcSuoti Co 09/00/05 Document Contro ‘ e.-acen 
Control Desk). 1 1pp. 46505 060*46505 084 

-880B 1 10004 Proposed Tech Spocs re nan'ritorrup* h'e control a r SyS. 

’ Doiro l Ed son Co. 08/08/05 14pp. 46505 07 1 *46505 084 

880816031 1 Forwards response to specific .toms m Goner, c Ltr 88 01. *N! 
on IGSCC in BWR AuSton.t c Sta.nlQSs Stool P pmg" A I, si O* welds ty 
hosed on rovrow ol p'ant pip no wolds 

CRSER.WS Detroit Edison Co 0B/08/05 Documenl Conirol Brorch 
Ccnirol Desk). I7pp 4G5C3.34 7 46563 362 

8808240169 f : o. , wa'dS rosponso IO request lor addl info ro p'onl saroi/ rels 
Charge lost results per losling procetfuro rccommonded n NUREG-0G61 
0763. 

SYLVIA.Q R. Detroit Edison Co. 88/08/12 Document Control H'anch (Doc 
fro/ Desk) fpp 46620 20 1 48629 22 1 . 

880B250379 Forwards Amond 28 to License DPFM3 & sa'oty ova nation 
vises provis-ons in Tech Spocs ro slandhy ya9 treaim.oni sys rat; a:«cn 
containment h.gh ranye radiation monitor Not:cu ol issuance a so enc . 
CUAY.T.R. PfOiOCl D; roc ter ale lll-l. BB/OB/ 19. SYLVIA.BR Covo.t EdiS 
46847.337-46647 3Sl 

- 88QB26036t Amend 28 to trams© NrF-43.rovrS'ng Tech Specs re shj tdt 
ment sys radi.it on moritors 8 conlamrneni fmjh range radiaiion mor.itor 
ViRGILIO.M J Proiocl D-rectcrale IIM 00/08/19. 7pp 46647 341-41617 C 

-8008260382 Safoty OvaUation scpporbrig Amend 28 to License NPF-43 

* OHicq oi Nuclear Reactor Regulation. Droctor (Post B/Ollll- 6*1/ 
46G47 348 46647 349. 

-0808260383 Nohce of consicforat-on of issuance of Amend 2d lo i 
43 Amond changes Tech Spocs to rugui'O iwo channels bo cporabio 'or 
ireaimonl sys radiation monitors 

OUAY.T R Pro;ect Directorate lll-l. 83/00/19 2pp 46647.350 44,647 351 


O. inBpecllon reports, IE Bulletins & correspondence 

8808090264 NRC Inlo Nolico 68 063. “High Radiai.on Hazards From Had 
Dotoclors S Cables " Svc llsl end. 

ROSSl.C E Division ol Operat onai Events Assossmem (Posl 07041 1 
Consol dated Edison Co of New York. Inc. 1 lOpp 46569 065 46569 1 74 

880520029S NRC Info Nolico 88 032. "Prompt Reporting to NRC ol Bicnlc 
Involving Radioaclivo Mall." Svc list oncl 

CUNNINGHAM. R E Division of Industrial & Mod cal Nucleur Salely <P 
88/05/25. Conso'idaied Edisof' Co Ol New York. Inc I20pp 46309 1 7 

8808080159 Final response lo FOIA request for documents Forwards re' 
lions of App B documents Subj documents also aveiiatte in FUR Porii: 
documents withheld (rel FOIA Exemption 3) 

GRlMSLEY.D.H NRC • No Dotoled Affi'iation Given. 08/C6/33 
Cosmos Broadcasting Corp 3pp 464/9 100 46480 036 

-8808080167 Forwards rept of investigation re plant motl false siaiomur 
006.lnvo9ligat:on closed 

HAYCS.B.B Olf.co of Investigations 87/04/24 DAVlS.A B Reg on 0. ( 
rector 2pP 46479 105-46479 106 

-8808090308 Discusses results of investigation conducted into alegat. 
statements made to NRC by former d rector of r.ucleor secu*. 
lacj'ity Invosligalion revealed DNS w.llfu.ly lurr.ishod fa'se i n fo dur ng 
msp. 

HAYCS.B.B. Olf.ce of investigaf ons. 8//04/24. TOENSING.V Ds'ac: 
2pp. 46479.107-46479 108. 

-8808090318 Investigation Rept 3 86 006 on 870401 False statomeni rra 
of nuclear security (DNS) & attempt to mislead inspocto' nolec 
investigated ai cgaiion that util DNS furnished false info during NRC 851 1 
KA2MAR.R C . PAWL1K.E f.. HAYES.B B Olfico of Invost-galions 87i 
46479:109 46479 135. 

-8808150103 Discusses inlo obta ned Pom faci ity employee dur.ng 860 
alleged false info provided by LW Hastings lo Region lit Security ir.sp 
during insp conducted at plant on 861 1 12-1227. 

WEIL.CH Region 3, Ofc of the Director 86/04/30. HIND.J A Region 
Director 4pp. 46479 311*46479 314 
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Xand Uso Plartvr.Q n Shujat.on ot Sors/mc Hazard/' p/osenied al 
neutmg .n Olymp-a.WA 

I King Cojnty. WA 08/04/12 bpp 46472 203-464 72 200 

New Education Awa'Or.oss 8 Preparedness Programs Overview.” pro 
304 12-15 meeting n Oiywpia WA 

C Washington. Uni/, of. Shttll'o. WA 08/04/1? 12pp 46472 209- 


Wasivngton Siam School Ea'thquako frr.orgoney Planning," presumed 
15 meeting in 01, ir.p a.WA " 

MAR TENS. C Washi-nylon. Un.v ol, Suallfo, WA 08/01/12. 1 fjpp 
46472 315 

i Rcyonal Earthquake Hazards Assossmunls in Pncift Northwest Urafl 

" YH7 Q0 “ p'CSOnlod Ol 880412 15 mommy in Olyinp-a.WA 

icpl oi. Geoljy cal Suivoy 88/04/1? 2Upp 46472 316 464/2 344 

l Qva'uahon ol Earthquake Hazard & Risk -n Pugul Sound & Poilland 
senlco at 080412-15 mooting .n Gly/v.yia. WA 

V. PEBUlX.n . CLARh.PS Allil.Uon Noi Assigned 00/04/12 3pp 
4647? 347 

p Nocd lo M.iiynio earthquake Hazards 10 Lilulnns. * presumed m 
ir.eoi.ru n Clyrnpa.WA 

,*M Porford. OH 88/04/12. 9pp 46472 340-464/2 356 

) "Aop'icaicn o* Geographic Inlo Sys Tuchr.clogy lo Urban Smsm.c Haz 
*s n Pa:dic Nodhwesl prosenled a I 080112-15 mooing in O.ympuu WA 
imo'cr. Ucpl ol. Geological Survey 08/04/12 7pp 4647? 957- 


1 Ea'tnq-aKO Safely Prcurmns w School*. Ono JussdiCtiDo Experience/ 

ai 800412-16 meeting in Olympia, W A 

SlalO o‘ 88/04/ 1? ?pp 46473 004 464/3 006 

? Elfects ol Past Earlhq.mkOS in Pugol Sound Area. - ' presented ni 
meGlng n Olymp a.WA 

*G Alii at o*i Not Ass good 88/04/12 I6pp 464 73 COb 464/3 02 1 

1 ’Earthquake Hazards on Cascadia SnUduciun Zone.” presented fit 
ireotmo m Ulymp'a.WA 

ill. HA'HTZELl.S H Amurican Association lor tHo Advancement ol Sen- 
14/12 Opp 464 7.1 02? 46473 020 


•8808100194 "Jmp'icaircns of )d\u Holocene SaJf Marsh SkaJJGfflphy Tor Great Earth 
pjako Recurrence Along Coast ol Souih Coniral Oregon.' - proseniod Ol 08U5O6 C8 
meeting in Sealtlo.WA 

NELSON. A R Intoror, Dept ol. Geoioycfll Survey 88/05/00 Ip 4G473056 
46473 066 

•0008100197 'Archcolon cal Cvulerco of Holocene Sub rr.e.- ger.ee Along Oogon fi 
Southern Washington Coasi." presented al 0G05C6 09 meotrg n Soaillo.WA 
MINOR. n Heritage Research Assoc*at03, Inc. 80/05/CG Ip 40473 067-46473 057 

-B608 100202 "Shan ArCurnJat-ori in Western Was 4 vnglcn ft Southwestern Bnt-sh Go 
lunT.^ia.'' presented al U80506 Cfl meeting -n SoatUo WA 

LISOWSK1.M-. SAVAGEJC. PHESCOIT.WH Inicnor. Dep» ol. Geological Suivoy 
88/05/06 Ip 46473 058 4G4 73 05B 

-8008100204 Tin.ie Element Sludy ol Strom & Up. K <n Pa-ihc NorlhwoSl.” pruSQnloiJ 
al 8Q05C6 08 mooting in Soaillo.WA. 

MLlOSH.Kj Arizona. Un.v of. Tucscn. A7 86r06rG6 Ip 46473 060 46473 069 

-8BG810020S Goo'oijic Ccrr.par.sons ol Cascade A Oilier Smiar Subduct on Zones.” 
prose utod ol 800506 00 meolug m Sealtlo.WA 

UAVISGA Southern Caf.fcm a. Un.v of Los Anyc’os. CA tffi/05/06 rp 464 73 060 
4G4/3 0G0 

- 0000100207 "CascaOo Su'jd^ti.o‘i 7or*rj.Son»o Ur*resolvod Piob'oms. ' p osonied ai 
060506 Oil inuot.ny m Seatflo.WA 

IGWiS.B T Washngion. Umv ol. Seauo, VM 08/O5/OU ip 40473 UGi 46^7.1 061 

••0800 10020B ‘ Pait’osoi$ir.icilv m Pugot So„*vJ Area as Recorded in Sedrryrils from 
l.ako Wubhnginn," cant OUCSCQ OS milling m Seatf’e.W/. 

KARLINH. A9ELL S . t-EO^OLD.E Washmi|ton Umv c?. Soahip. V/A H8/05/06 
2pp 46473 062 464/3 003 

-8000100209 “Posjyiacia) T/Peg ol lake Washngion Sod n)u»l<VY A RcHen EvjJonrt 1 ,’' 
0‘Osunietl al GBOGHtj 00 moo‘ r>g -n SchU<O.WA 

I LOPOI O E R Washington. Un.v ol. Seall o, WA. 88/C5/06 Ip 46473 C04. 
46473 CC4 

-GBO0 100210 Dolormnd Eluisicreno Sodrnonb, ol Tucrura Narrows. Wash-ngtcn," 
prosoniod ai 8B9500 00 moot ny *n Seattle WA 

EGGfnS.A A , GOLDSTEIN 9 Puget Sound, Umv. of. Nico na. WA 06/05/OG ip 
46473 006 46473 065 


6 “Cb'.s:def.r.cj Earthquake Risk Hedaclion Poicms A Practices, ' ptosonled 
1 5 mye* ng in Qiympia.WA 

A'ashngiov. Unv of. SoMk), WA IW( >4/1?. JPpp 404/3 030 404 73.030 

9 Po'iCy Options Los ArgeleS ExporioiK»).” prosontmi at 0804 1? 16 tncel 
rpia.WA 

LYS LOS Angeles, CA 88/0-1/1? 5pp 46473 040 46473 0-14 

0 Package ol papers presented nt Guah'fnnry Rosenrch Gir spring syrnpote 
15C6 ijfl n Soattlo.WA r<j ’ Halocone Siihductiun m Poc-lm Norihwiesl ‘ 

1 Noi Ass gncd 09/06/06 2pp 464/3 04 5 464/3 04G 

;5 "Fbval Tcrrocos in Oregon Coast Range Prclimirijiiy Ar.sussir.ent as imh 
Duaternary Oulormai on " 

[JS.SF Inter-O'. Uopl of, Gooloyca' Survey 88/06/16 3pp 46472 154 
13 "F.uv.al Morphology ol Oregon Const " 

interior. Ccpl ol. Gto'oqcal S;rvoy 88/00/16 3pp 4U472 1 67-46472 161J 

>9 "Groat Chiloan Eailhgunkos of 1960. ' presented al BH0606 OlJ ir.(«jl«fnj in 
\ 

1ANU.P. Afhl m on Not Ass-gned 00/06/06 Ip 464/3 0-1? 4647 I 04? 

>5 Teclonc Dolormalion ro Great Subduclion Zoon Cnrlhq jakosi ‘ p?r*soJd 
506 08 rrouir.g in Seaiilo.WA 

,G. Inlencr, Dopl ot, Geoloycal Survey B9/06/C6. ip 464/3 046 
i. 

73 ‘ Qu'icd Ho'oceno Wotlands A<ong Joiins Rivor.Sculhwobt.WA," p-osoni. 
506 CO mool.ng in Soatdu.WA 

^DF interior Oepl ol Goologcal SurvOy 08/05/06 1 f> 40473 049- 

/ 

75 Soismic Poleniiat of Gorda Segment ol Cascadia Subduclion Zuno,“ 

I at H0O6O6 08 moot-ng m SuatMo.WA 

G A Humboldt Slain Unv, Arcnlo, CA 08/05/06 Ip 46473 050-4G4 73 050 

31 “Racliocaibon Age ol Probable Cososmic Ruriod Sol Layorc from Stole 
:rcsonted at 8R0506 08 mooting in Soattlo.WA 

i Cai.'orma. Umv ol, Santa Barbara, CA 88/05/66 ip 4G473 051- 

i 

03 "Pie'imnary Tree R ng Daimg ol l ale Holocono Subs.dt'nco Along Wash 
6S1 " proseniod at 9G36C0 08 mcol.rn in Sealt'e.WA 

'Cm 1,0 K Co'o*ado. Umv of. 08/05/ Go fp. 464 73 052 464 73 052 

04 "Tesimg Tsonanni Hypoitiosis ai Wilapa Ray.Wnsh.ng*on Evidcnto lor 
:a>c. Landward Creeled Procos'ins.' proseniod at 800506 08 mnot.iig in 
’A 

iT.M A . BOURGEOIS. J Wash.ngion, Un.v of, Seatllc, WA 08/05/06 ip 
3 454/3 053 

89 "Ev dence for Lpiu Ho'orene SubdiThon Earlhpuakos Recordod in Tidal 
cposils A'or.g Nehalom & Satmon Rivors. Nodhorn Oregon,” presented at 
nieou-g m Seattle, WA 

VC interior . Oopl ul. Geo'ogical Survtty QB/05/06 Ip. 4G473 054- 
i A 


92 ‘ OiSCnmnaiiori of Flood. Slomi & Toclomr. Evonls in Coasld 1 Marsh 
Of Southern Cascade Margin.” presonted at B805GG 00 meoiing in 
/A 

DN.CO. OAHlENZO.M E Oregon Siato Un.v, CorvaRs, OR. 88/05/06. Tp 
6 464 73 055 


8008020382 S.ib'nis gcnCMl ccrrmonls cn design basis manual sucton on a^ml-ary 
lo< ; dy.ainr sy& & nssonaied soclons from dovqn cnleno rran rai & sys descnpl o?it» 
manual & urgus to cr.licaliy compro concept c' dosgn bases men. ml w/er‘ri. 
MAftflN.j B fkg<on 5. Ole cf the DfocKri 90/06/24 VAN MHUjNT.E E Anzona Nu- 
elenr l^wor Proioct Ifomibrly Anzona I’ub'ic Serviccj Co.) 1J2pp 46372 338 
46373 ion 


0BQ8 150243 Pmt-nl rosponsu to FOiA request fa* rioarrenls forwards Af.p M 
L'ecumnnis App L dcc.umnr.is ma.nininuJ .n PDR Appn ft & O documunts parli.i'ly ft 
lolally w.lhf'e'd respect.vu'y (nil FOIA Exempt on 5) 

(iRIMSLEY.DH NRC • No Doialed Alh.:at.Oii Givnn 88/07/05 jONESC AH Kit on 
Noi Assigned Hpp 46501 f 04 4650 11 03 

• BB0B15O29B Discusses 83020? IE/rcgonal safe shuldc/m -nsp program r,oordinat.on 
moot rig A», oilier moning *.'l ho held suhsnquunl to -ml-ol Salo shuldc/.n insps 
nrarviLni fni fader ha:r of FY83 

TAYLOR J M ll.v of Oua'ity Assu'anco.Safugurinls & Irr.peclion Programs >E (830103 
660212) 83/00/ 1 2 MURLE v r E Rogion 1. C‘c of ihn Urecler C.OLLINS.J T Region 
4. OlC of Ihu D.rcclo.' MARTIN. JH Rcgron 6. Ole Of ifio Ofuclcr Ip 46501 330 
uirun JUG 

8B07290 1 7 1 Forwards Anmnd 14G to I censn NPP 1 & safely ovol.mt.on Amend rqv-sos 
foch Spec 6 3 1. "Far. lily Stdfl CJua ificalions” by rel-tlrg of larliation prulociion su- 
poa/SOf ttosiinn jo /arJiplK/n p'eicchon b/an. b manage' 

CHAN T l Proiocl Dueclormo V 00/07/07 COCKFiF.LO D W PordarU General Elec 
Inc CO. 3pp. 40353 270-46353 205 

-8007290 172 Amend 146 to I tenso NPF1.fov.smg Tech Spec Scct on 6.2 1. Fdcl.iy 
Stall Ouallicol'ons” by folilLng pos.lion of radiaiion proioclion Mipcvv.sor to mrlmuon 
p'olucl'r.n branch rnanagor 

kNlGHTON.GW Pto.oCt DircCtomtO V U8/07/O7 3pp 46353.281 46J53 20’J 

-0007290174 Safoiy OvOlualiCjn umpoiling Arnond 146 to LiCOnsn NPF-1 
' Ollico of Nucioar Heacio 1 Rugulaton. O.roclor (Post G70411) 88/07/07 2pp 
4G353 284-40353 2B5 


0007260069 Furwa'ro Amend 147 lo License NPF-i & salely cvalyalinn Arrrmd revises 
surveillance rcquirerneris m Tecli Spec Sccton 3/4 6 11. •Conlammont lm*:gr.1y ” 

Cl tAN.T.L P/ojoci Direcioiate V 88/07/11 COCKriELO.DW Per hand Go rorol Elec 
litc Co 3pp 46293 0G4.46293 073 

-8007260071 Arnond 147 lo Liconso NPF-1.revis.ng sur*/oiianco re<|u mmonts in Tech 
Spec Sect on 3/4 Gil. 'Conuiinn-e.nl Infcgnly ' 

KNIUHTON.G W Project C rcciomtu V U8/07/ 11 4pp 46203 06?. 46293 070 

• B80726Q072 Safely ovaUal on siippOrlmg Amend 147 to l.iconso NPF-1 

* Oll.co of Nuc’OvV Reader nnguht.on, Di'OCfor (f J osi 87041 1) 00/0 7/lt 3pp 
46293 071 46293 073 


0800010221 Fcrwanls Amend 140 to l.iconso NPF 1 & safely evaluation Arrond revises 
surveillance roquifOrtients ler saloty inierlion accumulator isolat.on valves in Tech 
Spec Sockon 3/4 5. "CCOS ” 

CHANJL PruiCct Orocfcrato V 88/07/14 COCKFfELU.O W Po-tfand Gonor.H Cftc 
Inc Co Jpf) 4C363.076-4G363 0B7 


•00OOO1O222 Amend 148 to Ucor.so NPF l.revivr.y survci’la'-ce roguirorrents lot safety 
miucficn accumii'afO' isofafijn vafves in Tech Spec Sect on 3/4 5. " ECCS *’ 
KNlGHTON.GW Project Dinjctcralo V 88/07/14 4pp 40303 070-46363 082 


-8808010225 Saloty evalualion supporting Amend 140 lo L«conso NPF. I 
* OTkeo of Wucfear Reactor Hegufakon. Director (Post 0704 n) 80 i 5pp 
46363 093 46369 087. 


hole 8 driver assau'tcfl by p.aelcr* -Chicnl bung in /estimated by Mcrrcn Cu„n»y 
shoiifl deal S'aio wi be formed 

BELANGER J. MALLE T 1 ,B Rc:;cn 3. Cfc ol I/O 0.recm* 08/00/09 ip *5559 249 
465*9 249 

6606190271 LED 68 023 Ol 00 0EO52& 8 0713.RWCU sys manual y is&'aiorl by ope'a* 
!C* 2c' on Caused by separate nvuTcnt : rQ compress on la Lrcs insirumeni i.'-es iq- 
pa red & RwCU SyS cperal.ng prorogues rdv.fetf *V/ 6628 12 Hr 
ANTHONY P CHSLR.WS Dciru * Ed Son Co 89/00/1? 6pp 46597 318 *6597 323 

6808240136 lER 07 Q-:2 G3on 870902 conirol cl' HVAC sh.Med lo Ch'crr.O rrede w/ro 
ch'n-mo presenl Probab'y caused tv use c UDway radn cn leurth floor Personnel 
i' Solicit'd rcr to use rad cs m area W/eeC9l5 rr 

AMIHONY.P. ORSER.WS OUrCl Ed.senCo 06/C8M5 5f.p 46626 264 46.626 268 

6508250025 IER OR 025 LG cn 0FO7 19 breaker ir^psrf <& reaefd' puKcfran sys tnp syS 
B «Je c-CQizcd Caused by personal ;r shap Even! w, i to ir eluded n maml nows lb & 
in i r .sirijfne?‘ahcn & cont'o s ,f an nj program , A‘rB n C8 , ft <*» 

ANrHJNY.P . ORSFK.W S Oc“CH teflon Co ea/Oflm app 4R648 l U 46648 TIG 


T. Hearing transcripts on non antitrust matters 

8608080159 Final ros^ensn ft TO A inquest ftt doc.nenls ( erwards releasable per 
hO n s ol App B doe-munis Sub) documents a so available in POR Portions ol App B 
documents with no id be I FG:A F*eT.phcn 3) 

GHlMSLFY.DH NRC - No Deia ed Al'ia'-on G /en 69/06/39 MAxWFLEO 
Ccsrrcs Broadcast ny Ccrp 3pp 464 79 100 *6*80 0 j 6 

*-8808150067 Transcript Cl 860917 rvc slgat.vu mtoA.ew ct 3 hana in Detroit. Ml Pp 1 
38 

* Ace FeJerai Hypo'ters, Inc 86/03.1/ - iOpp *♦ 6-179 I S3 464 70 192 

• 8008150072 ^A’ha'ly doleied lro'’SC*p1 ol 060917 r'vosti.jat-ve -ntcrvew w/vV Hastings 
m Uoirc.l.Ml Pp \ 63 

’ Ace Federal nep j'iers rc 85/09/17 6‘.pp 454/9 193 464 79 257. 

-8808 150070 Transcrpt ol 860917 invest yaiive interview ol J Pps .r> CoinM.Ml Pp 1- 
■16 

‘ A c? FeJc-fJl Repo-icr*. Inc 85/(79/ 1 7 4bpp 46479253 464 70 305 

-•8000150106 Pari ally withheld t*anscrpl c> BSCBU invest gat vo inierviow w/S Them;) 
son n Mnn oe Mi Pp i -33. 

’ Aco Federal Rnpo-iers In c 85/08/13 J*pp 46479 315 46479 319 

-8000150127 Transcnoi ol 659917 ir..estgativo mioivicw c' C Cody n Ooirot Ml Pp l- 
4? 

* Ace federal Repo'lers. ‘'C 86 W 7 rjpp 46-: 79 353 16*20 03b 


V. Operator Examinations 


080003015) Pto.tfcs ret mail re gun? rente ‘y opearor , rcer,<.fii u*a«ns ft Oe hod 
djr no wr ol 8bt03l.ps* 88CC02 le CO" 1 

WRIGHT, G C Reyon 3. Ctc ol ihe C;*ec:or b8/07/26 SYtviA.BR Ooiro t Edison 
CO 70pp 464 IP 184 46412 261 


OOCKET 50-344 TROJAN NUCLEAR PLANT 


F. Security, medical, emergency & lire protection plans 


8808220128 Hev 2 to Radrologica 1 Em^rge.-cy Response Plan 1'rplomonhnj P<ocod„ro 
EP 100. (^onuol Room " 

* Ponianj Ge-eraJ Eiccbc Co 08/06/3^ \22pp 46503 063 46600 184 

8807060520 Generic Ur 88-1(7 to a'l power rea.lcr ‘iconsees & bo dors cl Pari 95 ap- 
provals ro purchase ol GSA approved secu* ty CO^ta^G'S Svc I si enci 
M RAGL'A F j AssocialG Dirccicr lo' Prciects (Post 87041 1) 08/07/01 Consdrjatud 
tc.senCo ol Now York ire 3»m 46388 293 45388 329 

8008230306 Rev 1 lo Rado'ogcal Erre'^ency Response Plan lmplemeniir.g Proced^ro 
EP 501. *Tr<irr.g A Cnls 

* PcrUar.d Gor.yral Electric Co. 89/07/05 67pp 4591? 252 45912 319 


6808180112 Fo-'wards In sp Rep' 50 244/06 26 on 60O/tt-l5No vclotions or devi 
a 1 ons noted 

YUHAS.GP Neocn 5. Ole ol the Director 88/(77/20 COCKFlEl.D.0 W Portland 
Gene'ol Liecmc Co 2pp 46590 264 *0590 269 

-0800180124 -r.sp Ropi 50 344/89 28 on 890711 )5 No v. pip Inns O' dcv^Lo". S 
noted Ma.or a'eas mspectoo lol Oisi.p on previous irsp t.nrt nys iCv.ew ol emergency 
lac.l t us equipment msirumeniaiiOn A supp 16S & exam ol lrai"i.’o p-ocram 
BROWN. G A , FJSH.n; Reg O') 5. C'd of ftc DreCft' 38/07/26 4pp 46590 266- 
•'•6593 ^69 

6808040247 Generic Ur 88 12 to a’l pcAer reastur licensees & appl cants ro rorroval ol 
f ro protocli'jn rcQuccme-JS frem Tech Specs Svc I si enc 1 

MlRAGLiA.F J Asscciaio Dree tor icr Prciecls (Post 87041 1j 88/08/02 Conso’idaled 
Ed son Co ot Now York. Ir.c 52fp 40463 291 46463 342 

0808100012 Forwards response to NRC 800713 Ur to vio'aton s ol soasaty roq^i/e 
ments noted »n msp Repi 59 344/88 16 Hesponso w.ihneld 
COCKFlELO.OW Portland Gcne*al Electric Co 88/08/ 12 Oucunrent Control Brarch 
(Document Con It cl Dcs*J Ip 46576 102 46576.102 

880B190169 Forwards response to 890608 reqiesl Icr addi nlo ro review ol PGE-1012 
Troian Nuclear Plani F re Proleclon P.an ” W/two Ove'Si?e drawings 
COCKflFl D.DW Porfand Ger.era 1 Elucinc Co R6/ya/l2 Documenl Control Branch 
tOocumenl Conbo! Desk) MBpp 46591 297 46592 122 


BDD72S03?? Forward s reguesl lor p.ftiz COmmoni on onMrust co—erns n^- 
mergor beiweon olils lor FH publ cat-on “ 

THOM AS. C O Holey Development is Tcchncal Suppo.'t D'an^n tPov 
07/19. NUC ■ A/O Ooldt\d AttlaiKjn G von jp 46344 230 *6344 ?33 * ’ ’ r: 

-8807200379 N0I1C0 ol requCSl fer pU>'tc com mom on ani'truSt co''0rns n f - r ,^- 
merger bofweon ut. f tJ w ! 

KMiGHTCN.GW Proioci Grcctorato V. 88/07/19 3pp 46344 231 163 U 2V 


P. Operating license slago documents ft correspondence 

0008110030 F O’Ward S ulil ova'uaton ol NDE programs 8 aUvilies a' p'avFt-ft-*. 
acnvl.os m con p'ior-co w/a|xl coblo codos S rorju rorr.onts -5 ; S 

COCKFiELU.O w Pcrlfnrd Guriura< Fluciric Cu 09/00/0/ MAR T |*j 1 q p-, . 
01c Ol ll*o Director 4pp 46499 294 4G499 297 

800B010105 Forw«irds papnrs presented dunrg 880412. 15 werks^op cn irr* 
hazards m Ojfmpia.WA & May 1980 symposium on hoioiciic ijbOiru- n sl-\' 
Ncrlhwosl <n doaillo WA 2 • 

COCKFiGLD.DW Po'tliind Gonem' Elrrctru Cu 0D/Cb/15 Dccum^r* CeV" F* 
(Document CoMrcl DosV). flpp :647? 071 464 73 C65 ' ’ ' : ‘ 

-0008010108 Lst nat on ol Poienli«il Earthquake Losses in Pv.go: 5c nd Wv. 

8 Ponland.OR Areas." ptoserttod at 8004 12-15 moelmo m Clyn.D a WA 
AlGFRM/SSFN.S , I E VEA/i7F(,hER.F Inioripr, CJopf ol Gen'cgical s*. * ti 
12 Mpp 464 72 079 46472 059 ' 1 ‘ 

-88000101 13 Bldg lnventor.es Ccnssdcral ons on Eadr-quako Poic-^hai L-ss i 
sentnd al 080412 l b mooting in Oiympia.WA 

STEINBRUGGE.K Alii iat on Nnl Asvgnod 08/04/12 lUpp 404/2090 *04 72i ;•« 

■0808010116 PfObat/O Local HruCOdent Iqr Eflflnqudkbs ct Mag , *.*j^o6c'9inF-- .- 
Ncrlhwnsl ’' prosenicd a l 000412-15 mcoj/rg m Oiy mp p WA 
AT WATER B F Iriono:. Dnpt ol. Gmlcgcal Survey 80/04/12 7pp ^a?2«. 


*8008010130 “Gcophyr. cai Sludius n Sapporl ol Soism-c Hazards As'c-ssmc'i* c* 5* j * 
Fe A Olyfnpm.WA." prosenicd al 0901 12-15 rucolmg n Olynpui.WA 
KIKG.K . TARIt.A . CARt/ERO fnfcnor. Oept ol. Gutvoqca' Sjrvey 89-Q4H2 irv 
464 72 107 46472 120 

0808010131 Ovorviow ol Earthquake. Induced Water Waves n W^v-.n;*:- i 

Oregon." prosentud at 8004 12 15 mcoimg in Olympia .WA 

ThGRBEN.GW Wosbmijtcn Slate ol 00/04/12 (4pp 464 7? 121 46472 131 

•8000010133 "Evitlur’cri ol Possb'O Quaiornary Fmilt.ng .0 Pugei Scj'-d Iff h. 
channel Ma'no Soism-j RnJjpci.P.-) Sw'vO}'.’ prese^ed jr 80O-: \2 \l r-:v * 
O-yrrpia.WA 

HARDING.S I . URRAN.TC. RARNHAHD.T P Inicno', Dept o', Geo’C* :ai 5v^ ( 
flH. ’04/ 12 I2pp 40472 1.15 46 f 72 M6 

*0808010134 "Epicodf; Tucionc Subsdonco ol Lale Holocene ball Ma-sr-s - 
Oregon Cfonr Evirlenco of 7\brc*pl Slrnn Motoaso ft ( jradoal Sira n Accj^Vi' m 
S o^lliern Cascaijia Margin Ounnq Lasl 3.590 Yrs." presented al B004 1 2 15 rrrfi * ; * 
Ovrr.pia.WA 

PETERSCN.C.D., DARICN70.ME Oregon Siaio Un.v . Ccrva'fcs. CM eS'O*' 1 ? 
46472 14 7-46472 150 

*0000010139 "Imp'icahons cf LaiO llotocono SaJ-Marr.h Straigrdp'*y Icr 
Rccurrenco A'ong Coasl Of Souin-Crrnifal Oregon.' prosunicd ai 883412 15 rr 
n Oivmn a.WA 

NELSCN.A R inloriCr. Dept ol. Gco’ouica 1 Survey 80/04/1? 5pp 46472 «5i 
46*172 153 

-8808010145 "Anomalous Subduciion & O/kjos Of SlresseS al Cascada. p cs*?r*rf 6: 
0004 12-15 rneotmg in O-yrnp a WA 

SPENCE.W Ihicncr, Uopl ol. Geoiocical Survey 08/04/ >2 5t>pp 4647/'-' 
46472 210 

-BBO0O1O147 ‘ So;srn.C Hazard from Inlorplato Carlhqj3kos m Pugei So.rd Pi^C'* 
prosen.iod at 0004 1 2- 1 0 mont-ng <n Clynipia.WA 

CROSSON.RS WHshmyion. Unv OJ, ScaiJle WA G0/C4M? id 46472 ?*■> 
46472 2 lf> 

■ 8BO0O1OJ45 "Esl/mairon ol Ctcuno S'Kik-nq to Pnciltc N:rrJh*vcs:, p'CSCr.Kj J* 
0804 12-15 moot n<j in O.ymp c.WA , , 

Al GERMiSSEN.S Iniencr. Dopt ob Geo'ogcal Survey 00/0471? 9 l? 46472 2i 
1C 172 225 

-0000010150 ' Gcolog.c Factcrs & Rog onai EvaUalion of S-to Response <or U-u* 
Seismic Hazards Sludc9." presumed rtl 080412-15 meoimg m O.yrrpia.VM 
TINSLEY.JC. |f)lO'.Or, Depl ol, Goo*ogica‘ Survoy 88/04/12 IL'pp 164?/ /r: 
464 72 235 

-08(18010153 "Uriccnamiius n Liquulaci'on Hazard Analyses ’ prescnied aioSu*'/ 
moenny m Olympta.VM 

GRANT.W.P Shannon & Wiison. Inc. 00/04/ 12 /pp 46472 236 46472 242 

-*5005010157 Fadhqudko Induced Ground Fa tu'O «n Western WA " p'efen‘-:d a» 
090412 15 mool-ng in Oiympia.WA. 

SC.HOSTER.R L . CHLEOOHAD.A.F imer:Of. Depl ol, Goolog-cal Surrey 2^ 0^ - 
fCpp 464 7? 243-464 72 252 

-8800010159 "Ground Moiions Iron Subducbon Zone Ea’lhquakes." p/est'-ed 2 

89/04/1? 2:pn? 


-0000010160 "Overviow ol tarlhqjake Hazards Reducbon .n Pugei Sound S P7 ^ 
A r aas Th/oug/r Improved 0’dg P/acucos." ptesonWd af 000412 15 r£,e v 
Olyrrpia.WA £^7-)?; 

ROEDER.CW Wash-nglcn Univ of Seait'o. WA. 80/04/ 12 5pp 
46472.202 


0004 12-15 mealing m O.ynip a.WA 

GROUSE C B., VYAS.Y K. SCHELL Q A Allihat on Not Ass*3^ei1 
404 72 253 46472 2/7 



DOCKETED ITEMS 167 


61 Insp Rapt 50 344/80 27 cn 08362? 0701 Violations noted Major aroas 
1 1 cense 0 aci-on on previous insp findings, chemstry comrols.conirol ol fa- 
rrai>s 3 con\anrna\>cr>,ox\ettia\ exposure conlrol & internet exposure 

I.CA. YUHAS.GP Region 5. Ole of the Director 00/07/23 I2pp 

18 46556 110 

8 Suppls uN 871228 response 10 viclaiions n.otod n (ri$p nopl 60 344/07- 
:t,ve aclion during 1908 refuolmg ojtayo, How lesi was satisfactorily por- 

■ID.DW Portland General Elocinc Co 00/07/20 Document Control Branch 
nl Ccnt/ol Desk) 2pp 464 12 273 4G4 12 274. 

9 Informs lhai util Wi‘l submt response to NHC Bullet n 00 002. * Rap.dly 
mg Fat quo Cracks m Steam Generator Tubes'’ by 001031 Corrective 
any vvi.‘ be mr.o fomented djony 1980 rofuelmcj outage 

: LDDW Po'tland GonGral Electric Co 00/07/20 MARTIN.J.B Hog-on 5, 
eO recior ?pp 46500 266 46500 2G7 

,5 Forwards Insp Rcpl 50 344/Q0-26 on 080606-10 & 14-17 & notice 0< v.o'a- 

DF Region 5 Ole o< the Dirocior R0/0//29 COCKFIELD.D W Porl'ancl 
Fioctr.c Co 2pp. 46566 249 46556 257 

>02 f Jo* ce of v.oiaiion from insp on 880606 10 & 1 4 i 7 Violation 
approved yuideir.os used during 8U0525 0604 msps on ASME Section XI 
peris 8 wr.iten mslrud-ons or procedures not OStahLshnd 
DF Hogion 5. Ofc Of iho Dimctor 88/07/29 2|>p 46556 25140566 252 

?49 insp Hopt 50 144/80-26 on ROObOfi 10 K 14-17 Vir>!«r.ons noted Ma|or 
specied corrmorc al grade procururnont & mservicu insp activities 
nwj RICHAHOS.SA lloc-n 5. Ofc of Iho Urccior. 08/07/28 5pp. 
>3-16566 257 

19 NRC info Nonce 88 055. "Poteni a* Problems Caused by Single Failure ol 

no OuS ” Svc Lsi oncl „ „ 

;e C.vis-on of Oporanona' Events Assessment (Post 8704 Ilf 88/08*03 
la'ed Ed sen Co cf Nevy York, Ire 121 pp 46437.12146437 241 

19 Sjppl 2 fo NRC Duienn 88 005, “Nonconform ng Malls Supplied by Ppmg 
,fnc at Fcfscm.NJ & IVosf Jersey M'Q C O dt WtUtdms*o^n,NJ “ Svc HI One) 
;r CiviS'cn oi Operational Events Assessment (Post 870411). 08/08/03 
lated Ed sen Co ol Nnw Yo'k me I49pp 46530 121 46638 2G0 

)6 Suppf 2 fo NRC Uultofm 88 038. “ Tlwma J Sbns90s fn Piping Connects} 10 
vc h si ord 

;E Dpvisien ol Oiiorational Lvcnls Ansossmom (Post 8/0411) 80/00/04 
fated Ed sen Co of New York. inr. I2lpp 46504 C01 -46604 121 

11 NHC Info Motto 80.056, "Potential Problems w/Si'icuno Foam Fro Bim.or 
iron Stole ’ Svc '<st or.ci 

;E D.vision of Cpcmi onal Evtinls Assossmom (Posi 8/0411) 80/08/04 
We<i Ed sen Co. of How Y erk, toe )23pp. 46569. 1 75 46569 297 

95 NRC Info Nolico 68 067. "Poloniial loss ol Salo Shutdown Equprncnl Ouo 
aturo Si iccri Controlled Roclil'or Fa>luro “ Svc l«sl oncl. 

"E D.v/Sron ol Ope/al-pnoJ Evenis A&sessmonl (Posi 870411) 86/08/08 
fated Edison Co of Now York. Inc l2?pp 40459 125-46459 246 

02 NnC In'o Nolico 00 05D, ' Poiuniml Probloms VV/ASEA Brown Rovnn ITE- 
le-Ovo/cunoni HeJays " Svr iiSl one: I 

:E D. vision ol Onoralonol Evonis Assus9mord (Post 070411) 83/08/08 
fated Edison Co. Of Now York. Inc l2dpp 46530 001-46530:120 

12 NRC Info Notice 80 069. “MSlV Gudo Rail Fa-luro at WaioMo'd Unit 3” 
oncl- 

HE Dvision of Operational Evunls Assessment (Cost 070411). 03/08/09 
fated Ed son Co of Now York. Inc 1 2 1 pp 4G467 011 48467:131 

62 Suppl i io NRC info Nui.co 00 004. ‘ inadoqualo QjaHlcnhon & Documun 
I Tre 8a r rior Penoirauon Soais " Svc list or.ci 

CE O vision ol Cporaeonal Evonis Assossmord (Posi 070411) 08/08/01) 
dated Edison Co. of Now York. Inc. I21pp 46550 206 46558 320 

35 NRC Info Nonco 60-060, “Inadoquato Dos-gn S Installation of Watertight 
lion Sea's “ Svc 'isl oncl. 

CE Orv.sion of Operational Evcnl9 Assossmunt (Post 070411) 80/00/11 
dated Edison Co ol Now York, Inc l23pp 46569 298 46570.060 

46 NHC Info Notco 86 061, “Ccnlrol Room Habiiab-'ily - Rccont Reviews of 
ng Eirpononco " Svc list oncl. 

CE Dv.sion of Gporai'onal Events Assossmont (Post 07O4lf). C0/OO/1T 
dated Edison Co of Now York. Inc. 125pp 46594 312-46595:076 

195 NRC In'o Notice 80 062. “Recent Findings io Irnplomoniahon of OA Pro- 
iv Sjpp'iQrs of Transport Packages “ Svc t>s( end 

1 T.R.F. Div.slon ol Safeguards & Transports on (Post 8/0-1 1 3) 88/00/12. 
dated Edison Co. ol New York. Inc lOOpp 46581.155 46501 263. 

112 Forwards response to NRC 8807 1 3 ffr ro viotacons of securdy requre- 
"idled in Insp Rept 59*344/00.16 Responso withhold 

IEUD.DW Portland Goneral Electric Co 00/00/12 Documont Conlrol Branch 
iQnl Control Desk). Ip 46576 102 46576 102 

102 Responds io NRC 8807 13 Ilf ro violahuns noted in Insp Ropl 50-344/80 
eci.'/o actions doviahon fcmi prepared & approved to I mit wo/k.ng hours ol key 
•ersonnel 

: l£l.O.D.W. Portland General Eloctnc Co. 08/08/ 1 2. Document Control Branch 
lonl Control Desk) 3pp 4859G 03b 40596 030 

264 NRC Inio Not-co 88 063. “High Radiakon Hazards From Irradiated In Coro 
?rs & Cables " Svc frst end 

C.E D.vision ol Operational Events Assossmenl (Post 870411) 88/08/15 
■dated Edison Co of New York, Inc 1 10pp. 46569 065-46569:174. 

118 Forward s reqjOsl lor addl into m order to complete evaluation ol "Troian 
r Plant inservice Insp Program lor Second 10 yr interval. “ 

T.u Project Directorate V. 88/08/15. COCKFIELD.D W. Portland General Elec- 
8pp 46626 131-46626:138. 


8808110208 Nnc Info Nolico 80 064, “Ropoding Fires in Nucloa' Process Sys at Nude 
ar Power Plants “ Svc I si encl 

ROSSl, C E D.v.sion of Operational Events Assossmenl fPosi 870411). 00/09/18 
Consolidated Edison Co OI Now York, Inc l04pp 46643 031-46643 104 

0806120327 NRC Inio Notice 88 065. Tnadve.'tont Ora-nagos ol Spent Fuel Pools’’ Svc 
fiSl encJ 

ROSSl.CC Civ .sion ol Cporat-onal Events Assessment (Post 070411) 86/08/10 
Consolidated Edison Co or Now York. Inc l23pp 46628.011*46620 133. 

80Q9160392 NBC Info Novcu 68-066. “Induslnat Rad ogra/Ahy Jr>sp & EnJorccmas) “ Svc 
list encl 

CUNNINGHAM R E Division o? indusmal & MocJcai Nuc'oar Safety (Posi 870729) 
08/00/22 Conso'idaled Edison Co of Now Yo»k, Inc 90;>p 46620 134 46020;2?3 

0808 160414 NRC Info Notice 08 067. TWH Auml-ory Feedwaler Pump TiubKe OvOr 
spoed Trip Fa.luro " Svc list t>r.ci 

ROSSl.C E 0iv.sicn ol Orioralianal Events Assessment (Post 070411) 88/08/2 2 
Consoi datoO Edison Co ol New York, inc f 2‘Jpp 46643 105-466 43.227 


R. Periodic operating reports & related correspondence 

8008170086 Monthly operating mpi lor Jul 1980 lOr Trojan Nucloar Plant Y//00O0O0 Hr 
U1.MEH.FJ. CLMS1EAO.CA Por l -And Goneral Electric Co. 89/07/31 6pp 
4G5/1 102 46571 187 


S. Roporlahle occurrences, LERs & related correspondence 

0007260427 LRR 88 004-01 on 600328.1our manual dran vo'vos locaied on rran lood- 
walor lines lo^r.d open w/pressum transducers ccnnnciod lo downstoam dram 
linos Caused by iraduuuaio review c! lOrffrcnry niod Lmo closed W/88071B Hr. 
HfMSON.f. . O’-MSTtAO.C A Pcrtfund Gunoraf Efecfrrc Co 88/07/ 18 5pp 
46297 0/2-46297 07G 

00072901 12 Special ropl on 880502.0017.20 8 27,:iSl«d hro barnors tfeclortd incporab'o 
lor (jrontur Ilian 7 days Compensatory measures ol Tech Spec 3 7 0 chuck ng focal 
smoko dctcciors & osiob‘iS‘ ing hourly liro woleb established 

OLMSTEAD.C A Portland Gcnoral El ocinc Co 08/07/22 Dccurhonl Conircl Dranch 
(Documonl Conlrol Dosk) 2pp 46354 079 46354 000 

0000110022 l o'wa'ds K.-pt ro v.olahons ol NPUC5 permit during Juno 19B0 Violations 
involved oxcncrlinu imits for how A lor brochomclol oxygon demand 8 suspcn.dod 
solids m sowagn plont off uoni W/o cncl. 

COCKFIFADDW Portland General E'octnc Co. 00/07/26 MARTIN. J G Region 5. 
Ole ol ihu Director Ip 46513081-46513001 

8800030244 LEM 08-020 CO Cn 880630.RCS ovOrpro9Sum m.igohon syS acluated who n 
valve MO 1363 A closed as part ol valvo lesi Caused by Inndequaio p'ocotluru Pump 
cbamlnn slopped & pressure folio! path for RHR sys reslorc-d W/U0O728 llr 
HIN50N.L. OLMSTEAD.C A. Portland General Electric Co 88/07/20. 3pp 

46404 273 40404 275 

8000000180 ICR 80-021-00 on 0RO7Q3.lwo compononl coo'inQ walor vaNns roturnod lo 
svc alter mumi w/o berg domonstratod opcrahlo per Tucii Specs Caused by person 
nol error Stroke I mu vnlvu lost nci performed 10 dumceslrato oporability W/0BORO2 Itr. 
HINSON. I , OLMSTEAD.C. A. Perllond Gonoffll F.locb.C Co. 80/06/02. 4pp 

46451 091-46451 094 

6808110)36 lER 80 022 00 CO 000704. Tra'n A solely injection mt-aled during plan! 
hoatup Caused by spurious electronic sprke cn one prossuruor prossv:ro charnel gan 
orated when lost sw.ich p'accd m tosi Tro-tlosfiooiing conduciod.W/6B0803 llr 
HlNSON.l. ClMSTEAD.CA Portland Generol Elocinc Co 08/08/03. 4pp 

4C504 267 46504:270 

0606 160 1 14 LER OO Oifl OOon 08O6O6.oxco9Slve unf.Uered nleakago ccu'ri hovo pro- 
venled conlrol roam emergency vent lotion (CHEV) sys horn perlorm.ng safety 
function Caused by leakage ./♦ CHEV sys dueling & Mler housing W/0B06C6 Itr 
HINSON. L OLMS1EAD.CA Portland Goneral F.'ecinc Co 8B/0B/05. 7pp 

46555:3 10 46555 324 

8008160348 LER 88*023 CO.on 880? 1 2. containment vontlahon isolation JiA a\od by high 
conto nmoni rodioacliv.iy snnal Causod by spurious olncironlc spikn on PRM- 
IC Opcrati'ily ol moritor voriliod & returned 10 svc W/06001 1 Hr 
HINSON. L OLMSTEAD.C A Poidard Gorera' Elocinc Co 00/00/ 11 3pp. 

46680.344 -16568 346. 


V. Oporator Examinations 

0608190192 Informs util of NRC interpretation of Seclion 1GCFR50 74(a) ro changes In 
oporalor or son-or operator staius 

PATE.R J Rogon 5, Ole of the P.roctO’ 00/08/11. COCKFIELD.D W Poriland Gen* 
Oral Eloctrc Co. Ip. 40596 354 46596 354. 
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F. Security, medical, emergency & fire protection plans 

0806 1001 15 Forwards rosponso io Questions ’ 19.20 & 29,por 861217 request for addl 
info ro f-ro protection program. Twoivo lire detection zones idontifiod whose doliclen 
elos to NFPA 72F. 10 /8 impair adequalo oporal on 

SHELTON. DC Tolodo Edison Co 8B/05/23 Oocumorl Conlrol Branch (Oocumont 
ConUo'. Desk) l3lpp 46586 077 40506 207. 

8807060520 Goneric Llr 88*10 to all power reactor rconsees & holders of Pert 96 ap 
pr ovals ro purchase of GSA approved security containers Svc list oncl. 

MIRAGUA F J Associate Dirocior for Projects (Posi 070411) 80/07/01. Consolidated 
Edison Co' ol Now York, Inc 31pp. 46398 299 4638B.329. 
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8808150177 Final responso to FClA reqjOV tor documents Forwards App A documents 
& pari a'fy withhold App 0 documents (rot FCfA cxemp: ar.s 5 & 6J 
GRlWSlfcY.D.H NRC No Data led AIM a* on Givun 80/07/ u FEl TON.J M. Nuclear 
LiCOns n.j Heporis 4pp 46601 M9-46501.164 

•>8803040298 Rarlial.y wilhhe'd If p reel ol 8802G9 1 1 myt loam visit 10 Reg on V & San 
Qnofre 8 Troian sees re initiated assessment ol mgf elfectiveness associated w/ 
region at ?ecf iwfiR & NMSS programs 

SNIEZEK.J.H. OH:CO Of Nuc'ear Reactor Re^uaicn. DreClor (Posi 07C411) 08/02/ 
24 MURLEY.TE OM:ce Ol Nuclea' Reactor Hegu’aton, D rector (Post 870411) 3pp 
46501 1/1-46601 173. 

8807290199 Requests extension o' crgnal comrr.iimonl dale re install O-'i ol r.«w ccn- 
tret reem ar.n w ncia(cr SyS Ud proposes to complete nstafanon 8 achieve fuff open 
auo-a* status by 900910 

COCKFiElDOW Poland Genera' Electric Co 88/07/15 Document Control Branch 
(Document Control Desk) 2pp 46141 120 46341 121 

8808040028 Forwards Amerd 14 / io License NPF 1 & salely ©vauatmn Amend rev.sos 
surYela'ico requ.remonts /or Tech Spec Section 3/4 6 f t.' Ccn(ammen( integrity " 
CHAN.T.L Proiect Dredora* V. 08/07/25 COCKHElDDW Po'l and General Elec- 
trcCo 3pp 46424 001 40424 010 

-8808040033 Arnold 14? \o L cense NPF OVre/iS ny Survo lance requirements lor 
Tech Spec 3/4 6 \ 1 

KNOfrON,G IV rrciecf O-redcra’a V 60/07/Tf 4pp. 46424 034-46424 007 

-8808040035 Safety evaiuaiion Sjppo mg Arrc>no K7 *o l Cense NPF 1 

* OPce of Nuc’ear Header Regulation, C react Pcsi 6/0411). 86/07/11 3pp 
46424 C38-4G424 010 

0606080196 Forwards Page 6 5 o' Tech Scwcs as rev sod 0/ Arr.erd <45 [q License 
NPF 1 Page hadvertenily crratc-d from aTond 

CHAN T L Project D reciorate V 69/0//26 COCKf itLD.D w Portland General Elec- 
tric Co 4pp. 46451 125-46451 129 

-8909090062 Pago 6 5.madvo,*teri.y cmlted f’om Amend 146 10 Liconso NPF 1 

* NFC • No Uok ted Allusi on G«cn 08/07/26 fp 46451 f?3-:6-f5f f2Sr 

8808050197 Advises lhat Info'.m Change 189-1. to do amended by Interim Cnar.go 188 
2 cf Rov 1 1 10 nuclear OA p.'og'am moots reqj remeds ol mCFR50,App B & accept 
afclu 

KRSCH.DT Reg on 4. Ofc Of he Uroctcr 08/07/2? CCCKF ELD D.VV. Howard 
CiG/iozaf Ftcclnc Co fp 46-08 Q72 46436 072 

8809H0076 Forwards r?o ro populated Cascalui Subdudio.n 2cno susrr.icply & earth 
quako hazo'ds Slate of OR DOE ccie»rr.ii.ed lhat p’anl can withstand postdated 
earthquake w/ no danger 10 putj ic 

CCCkFIEi.D.D W Portland General Elect' c Co 86/08/01 Document Control B r anch 
(Dccurnnt Lanka 1 Desk) 56pp 4650-9001 465X03/ 

8809160351 Forwards safety GvaUa'on s..ppcrt-ry cirna'on of postu'diod primary 
loop ppe rupiu os f'em des gn l:as«s let laci.fy.por util 661025 & 061031 ©ak-boforo 
break Cva'ua' cr is & WCAP-11699 

CHAN.T L. Proior.t Di'eciO’aio V. 86/09/05. COCKFIELD.D W Portland C.eno'Hl Cloc 
f'r: Co. j pp 46556 M5 46556 f52 

-88Q8160356 Salety Qvaualion Sjppo'lirg elm nation ol poslulfUGd pninarv loop pipe 
rupees as design oasis lor tastily 

’ OM.ce o* Nuclear Reader Regulator (Vector ll>os: B/o-m) 69/08/05 5pp 
46566 140 46556 152 

8806180200 f orwards envi'Cn ovauahon sunT/try as addendum to 080301 License 
Ct.anyo Apical on 165 re ■''croaso n ruc.'rar fuel orr-Chmonl Cone udus change m 
spec & inr.reasmq fuel bjrnup I m : l as nn died cn ccr.ckis ons of rcpl 
CCCKF IE 10,0 W Portland Owners' ElCClhC Co 68/CB/Ob Dccumcni Control Branch 
(Document Conircl Oes") 1?pp 46576 228 46676 239. 

8808160383 Forwards appeal cn fer amend | 0 Licenso NPF -1, consisting of l cons© 
Chance App icaucn 1C9 revising sjrveil'a~ce rcqurumonls tor ECCS Check valves in 
p ant Tech Specs Fee paid 

COCKFIELD.D W Portland General Elect' c Co 8B/C8/12 Document Conirol Drench 
((Document Ccntio* Desk) Ip /,6556 130 46556 144 

-8808160385 App‘;caton to amend License NPF i.coss'Sing ol Liconso Change Appi.- 
cai cn 169.rov,s ny Toch Specs sur\ei'lar,co requirorrenls Icr ECCS chock valves 
COCKFIELD.D w. Pcrt'and Gorerai Eioctr.c Co 60/09/12 4pp 46556 131 
4C556 134 

•'8808180416 Proposed Tech Specs/evis ng s jrvefanco /equ temenis tO( ECCS chock 
valves 

IMUFR.SA. PorHand General E e Jr.c Co 88/09/12 lOpp 46556 135 46556 144 

8808190020 Comm-ls to provide requested analysis o' locked rotcr evenl trial assurnos 
1a.l w re of fuel rods exceed na CNBA cnier a by 881215 

COCKFIBLD.D VV. Pc/Hand Goners' F.lecln: Co 80/C0/12 Document Centro! Branch 
(Dccurenl Ccntm' Desk) ip 46598 111*46696 1 ll 

0809240398 Forwards safety ovalualon accepting Ull 830422 & 86LM31 responses to 
Gnr.er c Lbs 83 I0d 8 85- 12. respect vely.pnr T‘/l Aclcn Plan Item ll K 3 5. Automatic 
Tup ol Reactor Coolant Pumps " 

Cha.N. 7 l P/crccf Drcaorate V 8Q/CS/16 COCKFi£LO,D.w Portland General Elec- 
tric Co 7pp 40629 049 46629 055 

6909250014 Forwards rep'ace.r.eni pago to L-ceise Chanqo Appicatic n i69. submittccJ 
on 0608 12. which revises survei.iance requremonts lor ECCS check valves in lech 
Specs Pago prov.des corclus ons ol sa'oiy & enyuo.i ova<uai:on performed 
COCKFIEL O.D.VV Portland Genera 1 Etec'.rc Co 80/00/16 Document Control Branch 
(Documenl Conirol Oesk) 2pp 46649 296 46649 297 

80OB25O224 Forwards corrected paye tu Ame»*d 142 to License NPF-1 re adm-msuativ© 
controls 

CHAN.T L Project O redoraie v 88/08/17 COCKFiFLO.D w. Pcrilami General Elec- 

fr<cCo 3pp 46649 045 46640040 

-8808250226 Ccirecleo page to Amend 142 of License NPF 1 ro adrr mistrativo ccn 
trots 

* Proiect Directoiaie V 88/08/17 Ip 46649 048 46649 046 


Q. Inspection reports, IE Bulletins A correspondence 

6805200295 NRC into Notice 8B 032, ' Prompt Reporting to NRC ol S gn^can*. he deVi 
Involving Radioactive Mali " Svc l st encl. 

CUNNINGHAM, R t DwiS'Cn of Industrial A Med cal Nuclear SofOly (Pos* 87C7Z3] 
89/05/25 Consol.daied Edison Co. of Now York. Inc. 120pp 4639B 179-4636“ <99 

8808030201 Forwards Insp Repl 50 344/88 24 on 880508 0518 & nokco o' 
vio'at cn Apparent fai ure 10 lo'low prorod.iral requirements icr wo-k h.r hr ia‘ yrsfia 
ccntradO' 10 perform ropiacomont ol surge lino c how & p.po lOenl/oa. 

2IMMERM7%N,R P Reg on 5. Ofc Ol tho D.rocior 88/07/13 COCKFIELD.D. vV Fr‘ 
larq General Elec Inc Co ?pp 46 103 121 46403 136 

-8808030204 Not co 0< v:0‘at o*i Irom map on 880508-061 B.Vio'ahcn no'ed we d. s l 
supervisors porfermod rop'acerronl work on pruSSunjrr surge I no m excess ol 72 Pi 
du.'ing seven day per.od,8B05l t-17 w/o flulhon/ed uov.aiion 
ZIMMERMAN.HP Rogon 5, Ofc Of the DfOdcr 88/07/13 ?pp 464:3 123- 
46403 124 

-8808030208 Insp Repl 50-344/08 24 on 8805C8 0618 Vio'ai ens noiod Macr a*cis 
.nspecied operaf.onal saloiy vonlicaiion.rnn nl. su'vo llar.co.ovent lolor/ & op*:' 
iiom to low up 

BAHH.RC. SUH GY. MENDONCA.M M. Rogon 5. Ole ol l no C ‘edOr 88^7/12 
I2pp 46403 125-46403 130 

8608020065 Adv.ses that hcenseo 000304 rosponso to NRC Bulletin 69 0E1 
aphropnale No further action requrad 

CtlAN T L P/O.Od Dmciorato V 88/07/14 Hrcieci Direcloraio V 2:;;i 46364-363 
46364 070 

BB080 10207 Responds to Ruliei.n 88 004 summering ulil rilia' acbon*, to CMVJto ad: 
quote mn How for safety rolatod punips Rospnnso doos nol arswer a'l c? b^-ot. i 
items 

COCKFIELD.D W Portland Gnnoral Electric Co 08/07/18 Document Cornel C a Kh 
(Documon: Control Ousk) 4pp 463/2 072-46372 075 

0807200162 Suppl i to NRC Inlo Notice 08 Q4G, ‘ Liconsco Rept cl De'ed vo Rslur- 
D Shod C rcuil Breakers " Svc I si encl 

ROSSI.CF Division ol Operational Evonts Assessment (Pos 1 8/04 H) 3b'C//21 
Consonlatod Ed.son Co 01 fTow Yoik. Inc I25pp 4C1flb 054 46360 t?o 

8007260302 Fpnva/ds responso to NRC Ru.'oun 07-LD2,Gup;>s J A 2. "Faslzr- lCi>n-j 
to Ooiormi'ie Conformance W/Appl cab'o Matt Specs " 

('OCKFIELD.D W Portland Gcr.oral Lloclnc Co 0U/O7/2 2 Docun’cni Con'‘<jl Effw. 
(Uccunr.enl Conuol Dosk) 6pp 40304 224 46304.229 

8808100178 Forwards Insp Repl 50 344/88 32 on 80071 Mb No v.o'Hcrs nc:cd 
ZfMMEn.VIAN.R P Rccjfdn 5. OfC Of f ho O motor 00/07/25 CCCKHF.t.O.OW Port 
land Gonoral Electric (To 2p|j 46404 032 4 0484 013 

-0808100100 Insp Ropl 50 344/88 32 on 8bO/tt l5No v.o'ai-ons rofed Major «i<cCh 
nsporttfil lol'owup of epon iten'S A wrilion roots ol nor.rcuhr c events 
PEREIRA.DG. MINOONCA.MM Rogon 0. Ofc ol tho Credo' 88^7/25 * Cpp 
4C404 034-46464 01 3. 

8007200246 NRC Bullet n 88 OC'J "Thimhlo Tube Ihnnrg n Wes* rcjhui.so Rc^tc s 
Svc LSI end 

ROSSl.CE Uivsicn ot Operaiionai Events Assossmuni (Post h/lmii) 

Consol dated Fdiscn Co of Now Ycrk. Inc l2Jpp 46348 070 4634ft 102 

8800050040 Ack rocoipl of 080715 Hr informing Nnc ol slops taken 10 uo.rcd suljhcn 
noted m Insp Ropl b0 344/88 1 3 

KIRSCH.DF Rogon 5, OfC ol IhO Director Cfl/07/26 CCCKF IELD D Y/. ^ml'anc 
General Electric Co ip 46438 316 46438 323 

0008180112 Forwards Insp Rept 50 344/69 28 on 080711 15 No v, manors or «*<rvi- 
aliens noiod 

YUHAS.GP Renton 5 Ole ol ih.e Diicctcr 86/07/28 CCCK L lElD D W PO“ 
Gonoral ElOCfnc Co 2pp 46590 264 4659-3 269 

-8008 180 124 Insp Popl 50-344/00-28 on 00071 MS No vohtors C' Jur 
noted Major Areas inspeded fcllowep on provouS msp f.nur.gs roviow o* cnt-rq.ncy 
laci’Mies equipment ir.sirurnontalion & supplies & oxam ol Ltamng program 
UROWN.GA. FISH.RF Royion 5. Ole of tho D.roctor 88/07/25 4pp 4G693 2:6 
46590 269. 

BB072W2td NRC Info Noli eo 88-052. " Fefuro of lotrautonne Jeriiom o' Helmet Sj( 
Appl caior Brachytherapy Devices Dunr-g Paimnt Tieairro.nl " Svc i si end 
CUNNINGHAM R E O-vis-on of indjsmai & Mod cal Nuclear Salnty (Rosi 070723^ 
00/07/27 Consolidated Ediscn Co of New York, Inc lOOpp 46397 029 46 - 3 / igc 

8807220034 NRC Info Nol-ce 86 053. “Licensee Vio'ai ons o* NRC Heg*j*a» ma V/hi<h 
Led to Modicaf Diagnoci c M-sadm msfrat o.ns ” Svc fist cncf 

CuNNINGHAM.R E D.vis on ol tnduslnai S Med cal Nuclear Safely (Rost 5 7 07 29) 
08/0 7/ 20 Conso'idated Edison Co ol New York, inp 106pp 46396 203*46597.026 

0807220192 NRC Inlo Note© 60 054. “Faiuro of Crcuit Breaker Folcwirj |r.s*a at on 
ol Amptectcr Drect Tr p Altachmenl ” Svc list end 

ROSSl.CE D.vision of Operaiionai Evonta Assossrre.nl (Post 870411) 00/07/23 
Consolidated Ed9on Co of Now York, Inc i2fpp 46417 020*464 1 7 140 

8008040343 Ack recept ol 880714 Itr respond r.g 1o violators r.cfed n Insp Ropt 50 
341/00-20 

YUHAS.GP. Rogon 5. 01c ol the (Director 80/07/20. COCKFlELDDW Porlianj 
General Eleclnc Co Ip 46426 347*46426 349 

8008160355 Forwards Insp Rept 50-344/88 27 on 080627-0701 S rol.ce ol vid on 
YUHAS.GP Regon 5. Ofc of the D.recior 88/07/20 CCCKFIELO.O VY PoM'and 
General Eleclnc Co 2pp 46556 104 -46556 1 19. 

-8808160358 Notice of violation f/om insp on 88C627-0701 Viofai on no'edas cl 
88C630Jiconsee had not performed wrilion salely eva’uat-o.n for rad.oocUvo rratis 
ba ng stored outside of protected area during Apr 198? - Jure 1980 
YUHAS.G P Region 5. Oic of the D'/ector 8B/07/28 2pp 46556 106-46555 107. 
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ofinfl'urpQO Fcwards envren assossmenl 8 fmdng of no significant 'mpacl ro 880120 
acc'caicn for amend to l.conso ro sloarn & loenwafcr rupture control s y s low man 
c'jjm n'eisufr? -nsUuirent switches 

pf /GAZ O A Pro eel Drocloralo 1*1-3 83/07/19 SHELTON. DC Toledo Edison Co 
ppp 46431 271 <601 2/6. 

j»aoao 40292 Environ assessment & fndnr) ol r.o sgn.lcani irrpacl ro »eoi28 appl et 
to i ter amend to Lcenso NPF -3 Amend revises prov.s on Of Tech Spues ro steam & 
* w jier rupiuro control sys instrumentation 
P£flKnS.K E PfOiOCt D recioralo III 3 on/07/19 4pp 4 64 31 273 404 J 1.270 

ppri80S0l77 Forwards env.ron assessment & finding of no su>inf c<»nl impact ro WJOJ 
-CD' an on for amend to l icenso NPF 3. supplomon’en an B80504.concom rg main 
slean salew setponts & ASME Cede mm, .fume ms 

DE AGAZiO.AW. Pro;ect Oimclcralo IU-3. U0/D7/1U SHElTON.DC Toledo tdson 
Co H‘ P 46438 064 464.10 069 

-8808050156 Env.ron assessment & Imriing of no cgrnbcanl impact ro mcrvpornbon ol 
ASUS Seclicn III requromenls lor man steam safGly va.vo setpoints vs citing specif c 

cpWnis for each mam steam safety vaive. „ _ 

FEOKINS.K E FfO;ecl DnecioraiO 111-3. 88/0// 1 f J 5pp 4G4J8 066 46430 060 


8809040351 Appl cai-on fo' amend to License NPf -3.rovisn<i toch SpQc fables 33-/. 
Sesmc WcPifonng Instrumentai-oV 8 dl l. Sow.L Momlcniuj InsUoirontahvn 
Serve 'ar.co Rogu rcmor-is " Fee paid 

^H^LTONDC Toledo Edison Co 08/07/21 Document Control Branch lUoCument 
Ccr'rcl Desk) I6pp 40436 310 46435 323 


-6808040352 Proposed Tcr.h Specs revising tables 3 3 7. ‘Susrr.ic Monicr.ng Ir.slru 
nv’nialion" & 4.3 4 "Se.smic Mon.lo*mg Inslrumontniion Su'vcillantu nuju mmcnls " 
■ Toledo Edison Co 88/07/21 4pp 4C435 326 4643b 320 


8308030308 Forwards Amend 113 lo L:Cinso NPF l.saleiy ovnluabon & noheo ol 
.ssc an ce Amend fcv.sos Tech Spec Sethon 4 4.6.2 ro steam gonoraKv samp!o solnc 
• cn A iisp _ ^ 

CE AGAZiO.AW Prqecf DvocJO'&te in 3 60/07/22 SHELTON.DO lo'odo Edison 
CO 3pp 4 64 04 186 46404.198 

-880803031 1 Amend 113 lo L'CCnso NPF-3.rov.s ng loch Spec Section 4.4 5 2 ro 
sieam gore/aior sanrip e selection 6 msp. 

FEHKINS.K E Pro;ecl D-rectcralo III 3. 08/07/22 Opp 46404 180 46404 103 


--8808150375 Safety ova'uatKm suppcrimg AironJ 1 15 10 L'CUnsO NPF 3 

' Oflico of Nuclear Reactor Rc>;uiaL'On, D.rector (Post 870411) 08/08/0? 3pp 
46649 325.46549 327 

8000180030 Furwards Amorul 114 lo License NPF J & safely cva'ualion Anujrd rovsos 
Tech Specs SC'JonS 3/4 3 2,Tablo 3 9 5 & 3/4 6 3Jati‘o 36 2 do'olmq safety foa 
tuios actuelion sys signals lo ccMun valves on sloam generators 
OE AGAZiO.AW Pro;cci UroC’o ato MI-3. 88/0H/02.'SHf:LlON O.C To'odo Edison 
Co. 2pp 46589.031 46509 017 

••8008100031 Arnold 114 to License NPFG.chnr.cjrg lech Specs to do:eto sntoiy lea 
biros ociualian sys s gnu's to CuMon valves on secondary side ol sleam yoncraiots & 
do'eto closure time renu remonls fO f cnrlam va'vos 

PERKINS, K E Prcier t Directorate III- J 88/08/02 1 2pn 46689-003 46680 OH. 

-BQ001B0032 Safo'y uva'uaiion supporting Amend 1 14 to hconso NPF 3 
’ Oil co o' Nuclear Reactor Regulation, Dirocicr ff'ost 8/0411] 88/09/02. 3pp. 
45500 015-46609 017. 

080B120319 Forwards appicat.on for amend lu License NPF- 3 rov.smg Tl-cM Spec 
Tohlus 3 3-9 & 4 J 6 to corrocl ml ot tonl<ol rod pjsit.on sw.tchns lor ro-noiu s*.ut- 
down mslruireniat on Fee pa d 

SHELION.DC roloda Fuson Co 60/08/05 Doeurnoni C'o'iJiol O'flnch jOarunjenl 
Conirol Dusk) 2pf> 46523.338 46523 352 

-8808120320 Applr.nl on fer nrnrriJ lo l.iccnso NPr-3,revis r,g Toch Spec Tnljlos 3 3*0 
S 4 3 0 lo correct ref ol conJ/o' rod posii-on ‘.wilchos fu: ivn'CHt sFutdCAvn nsl/ume/)- 
taiion 

SHELTCN.O C Toledo Ed son Co 03/08/05. Upp 46523 340 46523 36? 

8800 150393 Piov.doa add. into tv feed 8 /reds based oo reef no*t horn 071 it/ 
presonlaton dscussr.e h'owdown valve analysis & propuvKl enhancements lo 
makuu]) sys to sn|:ponTood & b'ecd cco'mu 

SMEl.TONUC Toledo Edison Co 88/08/08. Rccaiuont Conirol Graneh (Dcci.mcnl 
Conirol Dosk> 7pp 46642 097 46542 103 

BOOB 1504 12 Uiscubseb resells ol roviow of uSu cf past f.ro sf ulrfown n.pafrs to achovo 
A muiriiam hoi slnndby.pe' roquvsi m 8/1029 30 meal ngs Rosells of rov:c*w oncl 
SHCl.TON.DC Toledo Erjmon Co ftft/00/GD Do'Mmcni Co r \tro‘ flrar.clr 
Centro! Dosk) Bp|i 46551 027-406&1 034 


-8808030314 Safely ova'.uat on supporlmy Amord 1 13 tu L.COnso NPF -3 
■ Cf* cq of Nuc'oar Reactor firgulaton. C>mdor (f’ost 870411) tiG/07/2? 3p|> 
46404 19-1 46401 196 

-8808D30315 Nolico ol COnsidcrahon of issuance Qf Amend 1 1 3 to l iccnso NPf r 
3 Axur.d rev.sos Tech Spec Scct.on 4 4 5 ? re Slunm gcnctralcr stimp'a selociion A 
msp 

DE AGAZiO.A W Project fj;*ociorato 111*3 0ff/07/22 Pp;i 46404 19/-46404 198. 

8808030043 Re^osls issuanco of Char ge to Tech Spoc linsis Scdon 3/4 3.3 8, ‘ I -re 
Drvecti-jn Instrurr.eniaiian ** Proposed change involves clarifying coinpunsnfory meas- 
ures ren.i.red when ccnitoi room fire alarm *ndcn1icn is mofiernhle 
5HELTON.DC Tcledo Edison Co. 0J5/O7/27 Uca.monl Conlre* Rranch (Uceum.enl 
Centro' Desk) 7pp 46428 240 46428 254 

8808110275 Forwards appl.calion for an>cnd lo Llconso NPP-'J.dolel-rui refs lo Suvuil- 
'arce nequi'crr.unl 4 0 5 ro inscrvico msp A losting of A$MC f^cdb Ciash 1.2 & 3 
components from botiC acid Tech Spncs f no pa*d 

SHEtTON.OC. Fotecfo fcii<son Co 08/07/20 Doci.munf Confrof Orancfi ((Jcceirenf 
Conl/ol Desk) ip 46505 177-46595 190 

-0608110280 Appl.calion for amor-d lo l icense NPK*3.do!oiing rols lo fmivei lanco Ro 
qjt;cfnoni 4 05 <e ttmwca msp S tosfng of AS ME Coda Cfoss t.2 A 3 
compoaentsdrorn bcnc ac d pump Tech Spocs 

bHELTON.DC. Toledo Ed.son Co 80/07/20. I3p;i 40505 1/0 46506 190 

*•8008110304 Proposed Toch Specs rjo'chr.g tcis 10 SoryoiUanc<3 Hc;\u roinortl 4 0 5 ro 
nserv.ce rnsp & teslmg ol AS ME Codo Class 1.2 & 9 COirpot.onlg.lrum tone au-tJ 
pjmp lech Specs. 

’ To'ecto Edison Co 86/07/28 0pp 46505.101-46505 106 

8808170324 Summary of 0807 14 rnooling w/U&W Owners Group ro industry 8 NHC ac- 
tum to rosolvo issues raised in Ger.e/.c Ltr 07-12. hsl el aiiondoos.vicwg-ap'is & 
B.W design dilJerencos end. 

TRAMMELL. CM Propel D-reclorrto V 00/07/28 Protect Oracle 'die V. 4/pf> 
-J6572 001-46572 046 


8808090229 Fowards updated slalus & add' info ro venln y ol coniainriiont for pressure 
control during plant heatup & prossuc ascons on Conta'nmenl f'yefrogon purge SyS 
*i'l used to rol ovo conian'tieni picssun* during hculup 

SHELTO.N.OC Toledo Ed son Co 88/08/01. Doeuinont ('onhe 1 Branch (Document 
Conlrcl Desk) Upp 46463 266 4G4G3 27G 

8608120311 Forwards application for amend lo l.icenso NPF. 3 lo uptime K clarify Sur- 
vpil'anco reqj foments for HEPA fiilor & chareoHl ndserber un is on LSF aimospheru 
c-eanup sys Fen pa i d 

SHELTON.OC Toledo Ed son Co 88/08/01 Documonl Conlro*. Brandi iDocumenl 
Conlrcl Desk) ?pp 46525.252 49525 260 


•8808130353 Applcehon for amon.d lo Lrconso NPF -3 rovis.ng lech Specs lo clarify 5 
update surve'ilercc requirements for HFPA filler & charcoal adsorber unis on ESI 
a’mosphere e'eanup Sys 

SMELTON.DC Toledo Edison Co. 88/09/01 I7pp 46525 254*46525 270 

• 8000120321 Proposed Tech Specs re hydrogen purno.err.Crgoncy vonhlalicn & conirol 
toon emergency vontilaiion sys. 

* Toledo Ed son Co 88/08/01 lOpp 46525 271 46525 2B0 


0808 150370 Forwards Amond 1 15 lo license NF J f -3 & safely ovaUil-on Amcrrd 
an^es Tcctx Specs ro onsifo/ollsito orgamzai.on & compunsatos for doloiion of or 
ganglion charts 

ro ? GA2 JB ? W prd /ct Orocioraio III 3 08/08/02 SHF.LTON.D.C. roledo Ed sen 
bo 2pp 46549.915 46549 327 

“ 8 A°1V 5 . 0373 . ^ end 1,5 ,0 License NPF-G.dolot'ng F.guro 6 2 1. "Offsiio/ Ons.lo Or- 
foRkUMtTv c n^ Ufe 6 rs 2 ' 2> "Slaiion Oporahons Organization" 
rtMr.iNb.KE, Project Ouociorate MI-3 88/08/04 8pp. 40549 31 7 46549 324 


8008160322 Not* cm on of 00081/ mcnti'iy w/ulil n RockvIle.MD lo discuss SER on 
ATWS rsst/erj by SUitt to uh’S 

WMtGHT.n J. Asvslanl Drocto* for Hog on IV ReaclO'S & Special I’ro.e-cts. 88/00/00. 
CntlTCHf lElD.G Division of Reactor Pto,ecis • lli.iv.V & Hpoual Prcjeuift (Post 
8/0411). Opp 46501 001-46501 038. 

0800160018 Forwards uvalualia'i for B8W Owr.cfb Group ijniu.nc fepl, 'Dos^cn Hu- 
i;« i rurr.onib for D.vorso Scram Sys & AMSAC (ATWS M ligaicn Sys Aciuaiio'i l* rcu«F 
ry) " f.'osi o' repl socl-onii usccptfib'e.'Jo/ordl ilosyn mni'-ru uonls oncl 
OL AG A /tO, A W. f-Vurucf f.rre.fOMfti ltf-3 lid /CM/ 10 SffELfON.DC Coicd'J (.i/rson 
Co 3pp 46550 220 46559 248 

6000220264 Req-nsls lh,»l u!,‘ n.lalo invosl yot:on n order !r» lu.ly analyze allngntou re 
filnaus fo* duly based on 080019 r.gfificaiion fo* wards tiuihrna'y of of atiafions Erie' 
wilf.holil (ref ICC.I R2./9d) 

DAVIS. A l) Meg on 3, Ofc ol Urn Direrlcr. 08/08/12 GINN.R. Conlor.or Energy 2pp 
46603 1?f. 46003 12? 


Q. Inspection roports, IE Uulletins & corrospondonco 

0006200295 NR(j Info Nolco 00-032. Prompl Roporheg lo NHC ol Sigm'icail Incdnnls 
Involving Rad onciivo Mall " SvC l-si end 

aiNNlNGHAM.RE. D.vis*on of Ir.cJuyUuil & Mo:J:cal NuCleiir Safoly (Posi 070729) 
88/05/25 C;onsol:dafod Edison Co of Now York, Inc 12Ujip 46388 1 79 46308 2D0 

080B040207 DiSCuscoS Erigncomy Insn DEtP 07 ro safoly Sys ouiago mod .nvo'vmg 
auxilia'y foedwaier syslnsp identified several mslancos of inat)err-i«lO o'.gnocrmg 
roviow ArJdl l/is/J oJ onglneonno design rov.cw re()uostorl in Jul Aup 
GREENMAN.E Ci Rugion 9. Ofc ihn DroctO*. 68/0G/IG MILLEl^H.J. Rv-gcn 3, 
Ofc of Iho DifOClor ip 46424 318 40424 3i9 

0008100099 PnrF-if tospohso loFOJA roquosJ fer document App f 1 rineumDnJS cncJ & 
nvniinWo -*i PDR 

GRIMSLEY.OR NRC • No Dotnilod Afl haiion Given 80/07/10 JOMESC Alii alien 
Not Ass'gnud Opp 46579 032 465/0 099 

•♦0309270357 Rov.ows liccnscu sharl-luim A long term ccn non salary netens on ansp 
f.nuir.ys ro l0Cl : R5Q.App R diutdoAn/fue prolccion rfnliconr.ics SliarMernt aci:ons 
occoptiib'o 

JOHNS TON. W V Ass^fa/If C-ffOor f cr MaiLs, Dion & Env ton Tcchnolvuy (Posf 
030201) 03/09/19 LAINAS.G AssiSlnr.l Orectcr lor Operating l^oactors Cpp. 
40579 105 465/9 112 

0807200229 Requests Ih.if cfv btVo land lo falo^ep on fO ‘0 gn mall Icon:) .n roaclor 
vossol ifUcrna'S during 080702 ni>p 

GREENMAN.E.G ROG'On 3. Ofc of Ihu CircLtor 80/07/20 MILLER. H J Hog on 3. 
Ofc of Iho Direcior Ip 4G945 064 46345.C64 

BB07200 162 Supcl 1 10 NRC In'o Noi'CU 08 046. 'l.iccnseo RofO ol UoU.clivo Rofw.*. 
Ulshed Circuit liruakers “ Svc l-si oncl 

ROSSi.C F. Div.S'O‘1 of Qpo'aiional f.vorus Assessment (Most 8?fJ4li) 88/07/21 
Congofidafcd Ediso'i Co of New York, fnc l?5pp 46300 Oi l- IC908 l?fl 

800B0302I1 Fo'WAfds response lo NRC Bululn 0/4)02. Supp's 1 & 2. "Fusloriors Tosl- 
mg to Doicrm no Conformanco V//Appl cable Mail Specs ' 

SfTELTON.DC ro.'GC/o Edison Co 08/07/22 Nocuir.onl Confrof Brancfi (fJocuiicnt 
Control Dosk) 7pp 464C6 107 46406 1 13 

B8O8O3O3O0 l : o.*worcfs Amor.d 113 10 L conse NPF -3. safely ova'uaiion & r.o! co Ol 
issuanco.Amcrid rovistrs Toch Spoc Secinjn 4 4 5 2 ro sloam generator sample soloc 
lion & msp 

DE AGAZIO.AW Pro.GCl Di'GCloroio III 3 08/07/22. SHELTON.DC Tolodo Edison 
Co 3pp 46404:106 46404 198 



168 DOCKETED ITEMS 


8800020162 Hevsi>d emergency fi'an mp'emenhng procedu'es.ncljd ng Rov 1 to HS- 
EP 02550. Ofisro Perso-nui & Ve~cle MO-rlcrng & Decomanr. na' on & Rov i io 
HS EP 0264U. Stai-on Rac cioc cal Surveys & Co^vols Djn«-g fcrrergencies " 

SCOTT- WASH K.J To'edo Ed son Co. 00/07/05 66^p 46263 070 46383 144 


6807260160 He vised e.rerqe''Cy plan iTplo.renh'ig p.’Oced ures including Hev 23. Vo! B 
lab'Q of ccnienis & Rev 5.VOI C 

' To'edo Ed sen Co 60/07/ 11 4pp 46287 075 46267 078 


8007260202 Rev 7 io omergc-’Cy plan tab'G cf corte.iis. “Off No'rral Occurrences " 
• fo’e Jj Ecison Co 60/07/11 3pp. 4629? C69 46297 0?1 


8807200242 Requests written corcuvence w/cianiicaiion of uM r.dustr ai sc-CuMy plan 
rule Ercl w.T.he'd (rel 10CFR73 21) _ ^ 

SHELTCNDO To'edo Eel son Co 88/07/15 DAViS.A B Hc;;ion 3. Cfc of ihe Direc- 
tor ip 40345 025 463-15 025 

8808100099 Pan.al rosponso to FO‘A reque»l fee documents App P documents oncl A 
avaiab'onPDR ,-o - 

GRIMSLEY.DH NRC • No Uetaled AfhWOn Given 69/07/10 JONES C AUlat-OP 
NolAssyned 8pp 465/9 032 46579 059 


8309270357 Reviews i:cn$ee sh-cmerm & lory-tom ccrrprmsa'O'Y actcns on nsp 
fndrgs re lOCFRSO.App R shu'dCwn/ hr© p.’Oiechcn de 4 ciencies Sheri te f m act ons 
acceptable 

jCHNSTON.W V Ass-srant O/eciO' fer Mails. Ci.cm & Lnv.ron Technology (Post 
030201) 63/09M9 LAIMAS G Assistant Drecicr ler Cperalirg ReadO'S 6pp 
4G579 JC5 46679 112 


0808160297 Rev 9 to Emergency Plan Implement, g Procedure lab“o ol ccn*c-- s 
Normal OccvKiences “ • ^ 

’ To'edo Edison Co 80/00/09 3pp 46556.122-46506 124. 

0808100108 Rov 2 1o Emergency Plan Implementing Prccedu*e HSEP02S , G F- > 
gency Security Organization Act-vaiicn 8 Response.” c v 

SCOTT VVASILK.J To'edo Ed-son Co 08/00/10 2Gpp 46588 190 46599 2Cj 

8808190087 Forwards Safeguards Insp Rcpl 50 3-16/08 22 on 860725 23 & 
violation Dept details & nohco of vo'alicn wiinhukJ OQCf R/3 21) “ t 

WALLET 1.6 S. Region 3. OfC Cf Iho D-rcclor 88/00/11. SHELTON C To'ec^i 
Co 2pp 46590 005 46590 007 a> ‘ 

•■8806190098 Pad-ally wilt. held Insp Hepi 50 346/00-22 on 95011 1 ^ ... 
1CCFR73 21) Vicint ons noted Maior areas nspocied a‘s:si-i : i 
aids ilsciiis.doioct on aids • v.inl areas. com-pururdlioris.rccoras A ropls 
CHRISTOFFER.G . CflEED.J R Region 3. Ofc of the Dimeter 30(08^ ,, 
46090 007 46590 007 ' r 

8008180213 Revised Emergency P«an Implement rg Procedures, n; ud.ng Re/2:j-s 
EP 01GUP. “Unusual Event." Rov 2 to US EP01/U0. "Alert,” Rev 2 to HSFPoifv. 

Stn Area Emergency" A Ruv 2 to MS EP 01 GOO. “General Emergercy 
DCS WAlSON.B P To’edo Edison Co 69/03/12 G5pp 46599 306 46590 0)3 

8808100226 Rov O io Emergency Plan Implementing Procedure HS EP02JJ7C £- • 
uency Plan Off No'mal Occurrence Procodn'o " 

1 To'edo Edison Co 00/00/12 14pp. 46501 231 46591 244 


■8808180170 Kcrwards rev sed proposed STS for Ire proiccion for review 
ItTTLE.W.S Reg:cn 3. Ofc of t-o 0-reC!or 83/11/04 SPESSARORl D.vofEmer- 
ger.cy Preparedness 8 Operat ora 1 Sufpo't R3 6pp 46579 1 14 J6570 119 


8808 180238 Rgv 2 10 Emergency Plan implementing Procedure HSEP02260. 83:% 
log :a‘ Cordrols m DBAB' & revised lablo ol contcms 
PJCXET.D TolfJdo Ed son Co 00/00/12 23pp 46509 C50 46589 000 


-8800180180 Fcrwa'ds proposed STS (cr f-re prclect-m fo* Irarsmilial 10 NRR lor 

UTTlE.WS Hegcn 3. Ofc of the Drcc*or 83/07/11 SPESSARO.ni Civ of Emer- 
gency Preparedness £ Operatona* Supporl R3 17pp 46579 121-46579 157 

8808020296 Rov.sed omorgency plan .rrpiemening procedJ'es.mdud ng Rov 2 to 
C^a-ige C 1 to HS EP-02110. Emergency Notihcaiion'’ & Rev 7 to HS FP 02610. 
"Emergency Rad.q on cal Ccnt-ol 0'gs."i2alicn Ac* ralion & Respo* so “ 

• Tciedo Ed.son Co 00/07/21 Document Contro' Branch (Doc’JToni Contro’ Desk). 
4Spp 46374 139 463/4 170 

8808020308 Rev 0 lo Fmn-gency Pian Imlemeniahcn Procodu'e HS F.P-02830. Flood- 

G^RDOM.O To'edo Ed-son Co. 60/07/21 16pp 40376 163 46376 196 

8808160244 D scusses uv: abb-cv-aier) silo access tranng program ter NRC rsp por* 
some l corrplo* ng Reg on I I t'ain no m generic aspRds of rao'iat-on safety, pnys cal se 
Cunly & orreryency response 

DAVIS.A 9 Reg cn 3, Ofc ol ihe Diredor 08/07/27 Al.EX-CH.M P Indiana .Michigan 
Power Co (formerly Indiara & Wchgan E'ectnc Co). 4pp 46561 24 8 46561 251 

8800040354 Revised emergency p'an impleTcning procedures, nclud rg Rev 2 to Pro 
cedu‘0 HS E P-2270. V ac Hies Supports “ RovO to HS EP 02200, Emergency rnci i- 
10s Egu pmonl Opc-rahcn & Rev 2 to MS EP 02310. TSC Achvatcrk & Rusponso *’ 
CE MARSCN.O.G To'edo Ed son Co BB/07/28 50pp 46424 098 46424 147. 

6800040247 Gcrer.C Ur 88 12 lo a I power reactor licensoos S appl cants ro romoval of 
1 re protect on requiremenls from Tech Specs SvC I si cr.cl 

W1RAGLIAFJ Assoc ato D roctcr ler Prcjetfs (Post 87041 1) 08/00/02 Con so ’id Ale if 
Fd con Co Cf New York. Inc 52pp 46463 291 46463 342 

8008120127 Forwards Saloty Ir.sp Ropt 50 346/60 20 on 660? 11-15 Ho viotat-ons 
no led 

SHAFER.WD Region 3. Ofc of ihe Drcctcr 88/08/03 SHELTON. O Toledo Ed son 
Co ?pp 46525 344 40525 359 

-8808120129 Insp Rapt 60-346/8B 20 on 800711-15 & 1ON0 violai ons. dovial-cns or 
ceficienc es noted M&.o' a'eas inspected emergency preparedness program, ncludi- g 
fo 'ow jp on aclual emergency plan ac'vakcns 

FLOSKI.T. SNELL.W. Region 3. Cfc of iho D.recfor. 88/C8/01 1 3pp 46525 346- 
46525358 

8608120150 Forwards Safety insp Ropt 50 316/88 15 on 680516 0630 & notice ol v.o- 
falion 

KNOP.RC. Reg on 3. 0!c of Ihe D.recicr. 60/08/04 SHELION O Toledo Edison Co 
2pp 46523 291 46523 305. 

-0808120170 'nsp Repi 50 346/68-15 on 890516 0630 Vtolakons noted K*a(or areas 
mspeefed iicerseo aclion on previous msp f.nd ngs. oporai-onel 
salely.ma ni survei'ance.LER tcl owjp, mdepondoni safety engineering & emergency 
preparedness 

HI MM III .K I’i i;u:n Mil. .Id.. .St-CS/OI IV,.-> |I»VJ t *«H. IliV.M 

8808150189 Forwards Spec.al Aln-gat on ‘nsp Rept 50 346/88 25 cn 800412- 15 No vio 
lanons ncied. 

MALLET r,B S Reg on 3. Ofu ol the D rector 68/08/C8. SHeLTON.D Toledo Ed son 
CO 2pp 46550 340-46550 356. 

-B80B150193 Insp Rept 50 346/00 25 on 690412 15 Ho vio'ationS noted Ma.cr aroas 
inspected ai'ega'ons that security guards not a'ert duo 10 excess vo overi.me.vehlcies 
r.ot properly searched duo lo exhaustion & secu'.ty mgi unconcerned 
KNICELEY.JR. CRFGO.JR Region 3. Ofu ol tno Uirecior 80/00/04 Gpn. 
46550 350 46550 355 

8808150412 Oiscusses resulis ol rev Ow of use of posl-f re shutdown repa rs to achieve 
& maintain hoi slandby.por request at 871029 30 meet-ngs Results of /ev.ew end 
SHEI.TON.D.C To'edo Ecison Co 88/08/09 Document Control Drarch (Document 
Conirol Desk) Bpp 46561 027 46551.034. 

8008160163 Ack receipt of 880728 itr transm.ilirg scope & oti.eci.ves for 891102 
exerc-se NRC undersiands that oxe/oso wil lake p'aco oil hours w/mmimal paa-cipa- 
non by slate & county offic a's Proposed ob.octivcs acceplabie 
SHAFER.W D. Reg on 3. Ofc of iho Drecior 88/09/09 SHELTON.D. Toledo Edison 
CO. ip. 46658 190 46558 190 


8808220268 Ack recc pi of 000715 roquusl lor NRC concurrence Ol u' I unites V: ; 
ol iuo as idontdiod in fnc.lly nfuslnol socurdy planCommenis ercl CcrrT.6,-:s *•* 
he'd (ref 1CCFR73 21) 

MALLETT.E3S Hogon 3, O'C of tho DireclOf 80/00/16 SHEHOND Tc'odn ErJ*/*! 
Co ip 46603 165 46603 165 


M. Antitrust correspondence 


8807280054 Answer of Amorican Vlur-cipal Powo; Otrip.lnc m oppose nn n C'e.tVJ 
EiCClriC l.iunr naimg Co A Tolnrln Edison Co appl caiio.n for suspo.nsicn cl Xcas? o' 
ant-hbSl conditions W/Corhl.cftio ol Svc 

SfRAUSOR Splugcl A McDarmid STFtAUS.DR American Munr.pa F>:i- 
Ono.lnc GQ/0//13 Olhco uf Nt.cloar Roacior Regjiaiion, Crectd (Pusi 570'*n. 
I5pp 46345 195 46345.209. 

8808100408 Fcrwards FR not.co extondfng limo ler commcnis cn request of C*ev?'3'4 
Eloctr.c r urn noting Co & To'oclQ Edison Co to suspend p'ar: ani.irusl l :ersc ccri 
t oris 

THOMAS.CO Policy Dc-velppmont A Technical Eupporl Branch (I’esi 87iMH) 63' 
08/ 1 1 NRC • No Ooiai!ed Alfi’iaiicn Given ip. 46590.095 46690 097 

-8808100411 Notice uf grant r.<j of City of Cleveland request to extend p^r-rf V 1 ^ 
comments re Cleveland Electric lllummaimg Co A Toledo Edison Co request iou.s 

f iend antiltusl condilions ol L conses NPF-5f) A NPF-J 
>cRKlNS.K F Project D.rociorato III 3 00/00/ 1 1 2pp- 46590 C95 46590 CD? 


P. Opcraling llconso stage documents A correspondence 


8808090197 Forwards Amend 112 to l ccri9o NPF 3 A safniy ovaudlon Amerjre^? 
Tech Spec lo doielo rot from Toblo 3 3 5 ro makeup sys as coniarng valves 'ec^v 
irg safety features aciualion signal 

DE AGA2IO.A W Proiect Dirociorato III 3 00/05/25 SHELTON. DC To edo r j v 
C o 2pp 4F4/7.216 46477:234, 

-0808090201 Amend 112 lo Hcenso NPF-3.de‘oling rof from Tech Spec Scc'o" *■ 
4 3 2. 1 33 5 ie maLojp sys as contain rg va'ves roceivnq safely fealua-sac j 
ai on signal 

PERKINS.K E Project D.reciorale 111-3 08/05/25 l5pp 46477 218-46477 232 


-8808090203 Safoty ovaUat-cn supporting Amend 1 12 to License NPF 3 
* Ofhcc- of Nocloar Reactor Ftcgj'alion, Director (Post 870411) 08/05 25 
464 77 233-16-177 234 




8008150243 Fart-al response to F01A requosi for documents ForwajdS ApP 
documonis Ann L c'ocumonis mantained ;n PDR Apps tl A O documents u* i 
loia'ly withheld, respoclivoly (rof FCIA Exom/it on 5) ^ klt -c r ah j- 

GRIMSLCY.DH NRC • No Detalod Alhlation Givon 80/07/03. J0NE5.L ai ^ 
Not Ass gr.cd 14pp. 46501; 104 46501.199 

-9000150298 Ciscusses 030202 lE/regonal safe shutdown insp program 
moeilnq Another moeling w.ll bo hold subseq^ont to nM sale snjioo^ -r- 
p'anned for labor hall of FY03 _ 

TAYLORJ.M Civ ol Quality As s ur a n co . S a f c- guard s & Inspire bon Prog r < 3^ 


850212) 83/08/12 MURLEY.T E Region 
46601 306. 


1. Ole of iho D rc do' ip 


8807260033 Forwards application for amend to Liconso NPF-3 re S-atiup 
pu-mp license cond.iion A auxi’iary feerfwater sys surve.llance requ rements 
SHELTON.D C. Totedo Edison Co 00/07/15 Documoni Control Bmncn iu-au 
C ontrol Desk) 2pp. 4628Q 06-1-462B8.O92 

-8807280034 Appl ration lot arror-d to Liconso NFF- 3. changing Tech Specs to startup 
loedwaler pump sys 8 auxil pry feodwalor sys „ - 

SHELTON.D C Toledo Edison Co 88/07/15. I7pp 46268.066-46238 


-8807280035 Proposed Tech Specs ro startup feedwater pumps A ap iary Ux4*»* 
sys surveillanco requiroments 

• Toledo Ed son Co 89/07/15 lOpp 46206 083 46288 092. 
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ft Periodic operating reports & related correspondence 

380J1&0351 DevsBosso Nuc'ear Power Slaton Semiannual RoplEtfluonl 6 Wnsio 

O.spcssLJarvJune 1908' W/00C8l2i|r 

SlCRZ.LF To'edo Ed 50n Co 80/C6/30 2J3p 46577 0*31 46577 323 


S. Reportable occurrences. LERs & related correspondence 

BSOBOSOOO0 LER 89 015 GO on 000 70?. debris dscovurod in roaciO' vesso’ Caused 
party tv pco-f clean! ness conirol Metal debus romovoU.nvGSliyalion ro cause por 
'oimed & Procedure 9D MN-00005 ro cleanliness control revised W/R80801 Ur 
GCRHON.C S . STCRZT. F : Toledo Edison Co 08/08/0 t. 4pp 4608 1 12-40438 315 

£8061504 16 IER 80 C07 01 on U003Q4.ar operated lump conirol valves CC MO? & CC 
1469 lor DHH MX i"cpo at;lo resuilmg in entry <nio loch Spec JO 3 Caused by or 
legato Iron accumulator sys ol valve Plant rned wll ho .'vplGmonlod.W/800900 Itr. 
GOR3CN.CS.STCR7.LF To'edo Emscn Co 0O/OH/U8 4pp 40551 1 J5 46551 138 

£809230405 LF.R 03 063/03L 01 on 03i 1 lO.fi'u haza’ri analysis rnpl rut niamlainoil bo 
tAOcn mechanical penokakon Rooms 1 & 2 & LCDS pump Rooms 1 & ? Caused by 
des ijn error F re watch eslab'isbod W/00301 1 Mr 

GOPOCN.C S . STOR2.L F Toledo Ed son Co 80/08/11 4pp 46614.355 40614 350 

86-08250085 LEW 89 063/03L 1 on 631 1 lO.cfitena lor soparat:on holweon lire proas not 
mc'Cajseo by do Sign error Firo watch osiabl Shed Analysis doterrmnnrl fro bamo'S 
adicuato. W/880811 Mr 

GCRDON.C S . STOR2.L F Toledo Ed son Co. Rb/08/1 1 . 4pp 46646 07 1-46648 074 

8808190365 l_ER 63 016 03 on 0fiO7l3,walkdow« of relay cafcmois 'dontif-od noneon 
'O'minj e’oclrical cab'o separation cor-.dit:ons Causod by poor conirol ot design mp!o 
mcrlation & designer /const nierfaco.W/800812 Itr 

GORDON.C S. STCR2.LF T 0 'odo Ld-son Co 86/06/12 4pp 465 /6 133-46576 136 


DOCKET 60-348 JOSEPH M. FARLEY NUCLEAR PLANT. UNIT 1 


F. Security, medical, emergency & lire protection plons 

8607066S20 Goner.c Ur 88 10 to alt power reactor l.consojs & iioldors ol Part 05 ap- 
prO-Mfs ro purchase of GSA approved sccu .ly contarners S\rc l.sf onct. 

VlRAGl.lA F.J. Assoc ato Drocior lor ProjociS (Rost 87041 1) 08/07/01 Conso’idalod 
Ed son Co ol New Yo'k. Inc 3lpp 46308:209 40J00.3P0. 

6BC81800-99 Pa'ha' rcspot’.SQ 10 FOIA roquosi lb' documonis App P documents encl & 
ava iab!o in PCR 

GRfVfSLC Y,D M NRC • Wo Oofa led A f Matron Given QtW07/tG JONCS.C. AffrVat.on 
‘lol Ass good App 46570 032-46570 039. 

-0305050274 Responds 'o Reg on ff 030317 request for con/r,oufs ro fro brigade per 
Sdsnel phys cal owns & faTuro of ulil 10 specify oupcaiion dale on hoi work permits. 
VOuMER.nn D.vs'on of Eng.coormg (pro 051125) 63/04/22 ClSENHU J.DG Uivi 
son cf L.CC-S ng (000420-05 M 24) 2pp 46500 150 46500 159. 

8830040072 FowdS Insp Rgpts 50 34R/08 23 ft 50 364/08-23 on 66061 l- 07 10 & 
nrfice of viofafio '. 

VFRRELUOM Region 2, Ole ol U 10 0 rector 66/07/21 1IAIHSTON.WG Alabama 
Fewer Co. 2pp -10433 259 46433 270 

*■-980 60 4 0082 Insp Hepts 50 346/88-23 & 50 36-1/ H8 23 on 80CG1 1-0710 V.o'niiuns 
rcterlMa.cr areas nspcctnd monthly isurvo.'larxo obsurvnt omopernl onal safety 
vor f cat'dn.or.g neered safety sys msp radiolog cat proieU on A phys enf socunly 
GnADFGnO.WH, MULER.WH . DANCE.HC non on 2, Ole ol tho Oi'octo* 86/07/ 
21 epp 4Q433 263 46433 2/0 

8800080192 Rovised err.orgoncy p'an imp!orr,«nl.'ig proLOderos.mcledieq n«v 6 to FNP- 
C-tZiP-33. ‘Post AcCdent C Or 0 Uciinago Assossrnenl," Rov 11 to FWP’O HIP 27, “Adi 
vat«cn of Emerge-icy OpQ'al-ons Faciity” & Rov 17 to FNP 0 CIP 4 Yy/flOO/JI Hr. 

‘ Alabama Power Co 88/07/31 li>Cpp 46453 004-46453 251 

88091)40247 Genonc Ur 60 12 to Q f i (>owor roactor Iconscos R appl cants ro romoval ol 
f.re prcloclion roqu romonts from Tech Specs Svc I st nr-Cl 

WihAGUAF' J Asscciaio Diructo' for Propels (Post 670411) 06/00/02 ConsoLdaied 
Ed son Co Of New Ycrk. Ir,c. 52pp 40463 291 46403 342 


M. Antitrust correspondence 

8608050157 Informs lhal sp.cq BU0517 ser.ous soltlpmnnt nogoliflions hnvo been con 
l ruously in prosross.Panws wi.' submit fmihcr ropt to NRC by 600915 
□OSKEY.B VoW Boskcy S Lycns 88/07/27 GII.LEGPIF..F P Program Manage* 
n.eni. Policy Developrrr-m & Analysis SlaM (Posj 8704JJ) ip 46445.121 46445 t2J 

600808001 1 Pnjv.Jos update ol status on soii’omcni nogotiations t>otwoon Alabama 
Power Co & Alabama Electric C-Dopc/alivo Requosis adrJJ oxlonston of hnr.o jo lacii- 
late poss.ble fruiion ol r.ogotiaimns 

GREFNOG Newman S Hoilzngor GREEN, D G. Alabama Power Co. 66/07/27. 
GILLESPIE.FP Program M^nagaTienf. Pol cy Development S Analysis Slab (PusJ 
e 704 1 1 >. ?PP 46462 288 -16462 209 

8806170125 Advises ibai respenso 10 800718 11/ to Scuthow Co riooing s w/Ca/ua Elac* 
Inc Power Coop.lnc in l.ghl ol NRC ongoc.g invmdigation oi antitrust controversy 
ta ng kwruiiatcd 

F'CGEL.C Duncan, WmnbGrg. M.ifor & Pembroke. PC (formerly Durcao, IrVe oborg 3 
Mi“e») QU/08/02 GlLLESPlF.F P Program Managorr.onl, Policy Uovolopmonl & Anal 
ys s Staff (Posi 8/0411) tp 46571 056-46571 056 


P. Operating license stage documents 8. correspondence 

8806100160 imorms ol 880707 motion f.lod by Assistant US Ally for Middlo District ol 
A'abama request nu ut'l show Cause why ut.l should noi t)o held m contompi Gf court 
for not ho^orng subpeonas issued by Ofc of Invostigalions 

ZECM.LV/ Commss-oners. A8/07/18. SHARP.P, House of Hop., Energy £ Com- 
merce Ip 46500 328-46500 328 


0807290280 Forwards safely ovahalon accepting o 17 051OJ1 rosvonso 1 o Generic Ur 
05-12 ro TMl Item II K 3.5. "Auiomat c Tup Of Roftclor Coolant Pumps ’* Wulli-Plant 
Action Horn G 01 clDSOd Out 

REEVCS.E A Pw.eci CirociO'atQ II l 08/07/22. HA IRSJON.W G Alabama Power Co 
2pp 46353 320 46353 325. 

-•680729020 1 Safety evafuanen accnp'ng u<-f 051031 response to Generic Lfr 05- f 2 ru 
TMl Act:on licm ll K 3 5 Automatic Trip ol Ruacto' Coolant Pumps ” 

’ Oflco of Nuclear Reacto* Re^ulnlion Director (Post 670411) 86/07/22 4pp 
46353 322 -16353 325 

Q80B090093 RcQueSts nrool-nq w/NRC & appfopnale Slab ropresentot-ves 10 d scuss 
Mem 2 2 2 of Generic Ltr 63 20 ro need lor periodic vender contacts for or. saluly 
components 

MCC:O^MLD.nf , Alabama Pcwo' Co 36/07/29 MURl.EY.l E OflicO Of Nudoflr Ro 
aclor rtcgulalipn O rector (Pouf 67041 1 ) ?pp 46-1/8 101 46478 102 

BB00100150 lnfo*rr.s> lhal 6B060B c'arificalions/corroct ons to Gene-.c Ur 03-28, Item 
2 2 \ in o.'rrv S co*rocl ref should to Hem 2 l.Subsocl-ons 2 1(b) S 2 1 2(4) 

HAIRS TON, W G Alabama Powe* Co 88/06/12 Document Cantro 1 Branch (Docu- 
ment Control Desk) Ip 46576 301 46576 301. 

0800190014 Fcrwords propnolary Rov 0 to VVCAP 6667. "Gual lic.Hion of AT VYS Mil gat- 
ing Sys Acfuat on Crcut/y m AMC-O Cabmei & WeiJ Mounted MoJJman HoJay Enc o 
stru (Ccmbnnd lusting & Analys-s) " 

HAIRS I ON,W G Alabama Powc" Co H8/06/12 Documont Contro 1 Brar .ch (Docu 
menl ConlreJ Dcr-ii) 2pp 46599 T05 46599 1 JJ 

* 0008 1900 17 Applcaiiun lor wiinhcldng p'cpr.etary .nlo from repl. "OuailC.ilcn of 
AT 1VS M/l;gaf.ng Sys Actoafrsn C<rcu > fry rn A KiCO Cabinet <S Waff f.*0 -nied Hoffman 
RtHny Endosuru iCombr.od Tosfi 'g & Ar«alysis) " 

WlESLMANN.R A Woslinghpuso t<ccinc COrp 00/06/16 Office ol N,.cloar Rundor 
Rerjr/'af'OU. Uircclct (Post 8704 f f) 0 pp. 40590 C8? 40509 035. 

* 0008190026 Suppl l lo ECDP-ESE 68D. “ATWS Miligal-ng Sys Acluatiun Crcu'ry -n 
/WCO (/aii.nnt S Waff f/cuntod Hoffman Rufay Encfosuro ' 

RYGG.DC. DtRriNGLn.RW J/\(JSH R Wesimgi.cusn Electric Crjrp 06/05/31. 
40599.006 46599 113 

8000230367 Forwauis Vols V4 to Westuigtiousn ropt onlilod, 'Interval I.Pefcil 
3.Cuiagu 3 InsorviCo Insp Repl nf JM Farley Mcc'oar Plani Unt I ' W/p lnler;al 
2.PQnod 1 ,0 jiayo 1 repl co'Uan r.g msu’ls of sioam gonoroicf r.tHy curroni lost n;j 
MAIHSTON.W G A'abama Pgwl" Co. 00/00/15 Docurnoni Conlro'- branch iDccu 
meni Conlro' Uosk) 3pp 4CG09 '05 46014 343 

•-B808230370 VoS 1*1 to "Intcival I. Period 3 OuUigo 3 Inseivico Ir.sp Ropt of JM Farley 
P'Af il Unit I 

' V7c<bl nghouso F!t:cinc Coip 80/08/01 l .BCOpp 46603 108 -16614 343 

8000250 J4) Advises it'/n 870508 pn posi't) c)aniiL<v:on & ccttechon of N RC safely 
ovaiuol-on corc«.rn rg ul.l Si.b:nl!alS .n responv/ lo Generic Ur 6.1 20,1 terns 2 1(h) & 
2 1 2(4) uccnpicblo 

HEf-V'ES.E A I ‘tepid Ditcciernlo 1M 80/09/18 HAIRSTON, WG A’abama Pctve/ Co 
?pp 46640 23G 46C46 237 


Q. In&pocllon reports, IE Bullolins & correspondence 

8005200295 NRC Inin N’okco 00 032, "Prompt Rc(;or( ng to NRC; ol 5 gn Meant Inc dents 
involving Radoauivu Mat) ’ Svc list encl 

CUNNINGHAM,!! (i O.vsiOn ol Indjstrial A f/cdcal NuduP' SatOl / (Post 070729) 
8H/05/20 Consol dated Fdson Co ol Now Ycrk. ire 120pp 46108 I /O 46388 290 

800726D4 12 CorAtms InJccn to 0 BD707 mgi rnc.dntj at p'nnj jo rovii w rcsUts Of BALP 
program Regulatory pGrfcrmarco was evakiaten IO f ponod Aud 1906 ■ Mar I960 
GnACE.JN flegrjn 2. C’c o' itio Oi'cctor 69/0//C6 MCDONALD, R P Alabama 
Power Co Ppp 40904. 1 10-46004 1 1 1 

0808010297 Ack receipt ol flOGGM Iff nformr.g NRC ol slops token to co'feci vio’ol.cns 
no tod m Insp Rents 50 349/86 10 & 50 364/09 fO 

COLLINS.UM Region 2, Ole Ol Ihp Droctor 00/07/15 HAIRS! ON, W G Alaliama 
Power Co ip 4G16I 162 46361 162 

0007200295 Provides cotreUivo octen^r nucossary lo: holt SarrplO SO 10, po: util 
09P421 maporso to Insp Roots 50 3-10/67 . 1 1 & CO 36-1/07 -n 
HAiRSTONWG Afaban'a Power C!o 88/O7M0 Cocun.enl Conirol Uranch (Docu 
mont Conkcl Desk). 1 p 46336 09 1 *46336 gy 1 . 

8807200162 Suppl 1 lo NRC In'o Notco fill 0:6. ' LiconsoO Repl C' Uolociivo Refer- 
bishuif C rcu 1 Breakers ” Svc I Si ur.c1 

flOSSl.CE DwiS’On of Oporahonai Evonis As'iossmonl (Posl 0704 11 ) 08/07/21 
Consolidated Edison Co of Now YO'k. Inc 125(>() 46108.054 46300 1/0. 

0807200359 Responds lo 0UC617 commonis & porcepliona in response 10 onlorcemonl 
aci-on 6 order imposing c.vl penally. Commercial grado procuremonl pokey net 
o.norg ng iSS -,,0 smeo NRC pos-licn unchanged 

MurlEY, T E Ollict* of Nur’ear Hoacicr Reg. -fat on Dj'oclt r (Poai 8 / 0411 ) 89/07/ 
21 HAIMS TON,W G. Alabama Powur Co 3pp 46344.271*4b34-l 2/5. 

8088040072 Forwards trrsp ftepis 50-340/00 23 & 50 204/88 23 on 0006 M- 07 10 5 
noi.co of violation 

VFRHEUI,DM Region ?, O'c ol tno Ci'ocior 00/07/21 MAinsiON.WG A’abama 
Power Co Ppp 46133 259 46431 270 

*♦8808040070 Nokco ol violahon bom insp cn 88001 1*0710 Violalmri noted Uoficienl 
procct/uraf .mpfemontat on ro slorago of 18 charcoal k'lor e'omonis in ponoirakon 
vonkiaiicn oqu prnont room 

VRnRELLl.O.M Rogon 2, O'c ol tho UfOClOf. 88/07/21 2pp. 46433.261-46403 262 

-0808040082 insp Repts 50 14U/R8-23 & 50 364/88 23 on 08C61 1 0710. V-dolions 
notcd.Maior a'oas mspeciod menihly survei’lanco obsorvaiion.oporalionRl safely 
venlicat.on.onginoorod safoiy sys nsp.radiolcg ca 1 proioclicn 5 physical security. 
BRADFCRD,Vj H , MILLER.W H-. DANCE. HC noQiOn 2 . Ole ol the Urocior. 68/07/ 
21. 8 pp 46433 263 46433 270 
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-0808030311 Amend 113 to License NP" 3.rov.s ruj lech Spec Sect on 4 4 5 2 re 
steam generator sample selection & insp 

PFRKlNS.KE Pro.ocl O.rectorate 111-3 03/07/22 5pp 46401:189 46404 193. 

♦*8608030314 Safety evaluation supper: ng Amend 1 13 lo L cons-o NPF*3 

* Off.ce of Nuclea' Reactor Regulation. C racier (Post 8704 11) 88/07/22. 3pp 
4640-1 194 46404 196 

-6606030315 Notice cl co'sido ration o 4 ssjance of Amend 113 to l ccnso NPf. 
3Amoh<J i©vrs«s Tech Spec Section 4.4 5.2 <e stea-m generator sarrp'e selection & 
nsp. 

OG AGAZ:O.A W PfCjOCl Di'eclorale I 13 09/07/22 ?0P 46404 19? 46404 196 

8807200246 NRC Buletin 98 099. * Thimble Tube Thnning n Westrghouso Readers ” 
Svc ‘is: encl. 

ROSSl.C.E. D.v.sion of Opera: onsl Events Assessment (Post 8704U) Bb/07/26 
Ccrsol Jaled Edison Co of Nov/ York, ‘"C I23pp 46340 070-46348 102 

0807210210 NRC Info Notice 00 062. "I a lure of Inhaulu'.re Tandem of Fleichnr Su t 
App caior Brachylhorapy Dov ccs Djfirg Pauenl Treaiment Svc list oriel 
CUNNINGHAM, R E D.vdSion of InJuStna' A Mescal Nuc'ear Safely {Post 670729) 
88/07/27 Consnf.datod Poison Co of Ngw York. Inc t08pp. 4639/;029 46397 13G 

8808160244 Oiscusses l:I abb-'O/iaind S'lO access bairng pCi;ram fo» NRC nsp per- 
sonnel ccme'oi.ny Reg on n< irarr-y n generic aspects cf radiation safety, phyt col se 
cunty & eme'gency resporso 

DAvIs.AQ fiogicn 3. Ole ol Iho Director 66/07/27 A1.FX CU.M P Indiana M chigan 
Pc wor Co (formerly Indiana & Michigan Electric Co.) 4pp 46561 240 46561 261. 

8008230260 forwards latest rev of NRC Ma ‘O0l Chapter 0516, SALP ” Region III will 
bogn usrq now fjncNandl areas sel ferrh n rev fer a'l SAl P repl periods whi.fi 
o<innd boyo'd 68C6C6 o'fociivo date of procedure 

N0RELIU5 C.L. Region 3. Ofc oi the D.roclo' 88/07/27. ALEXICH.MP mridno 
Micngan Power Co (forme/iy Indiana S Michgen Eiocir-c Co) 39pp 46620 093 
46620 129 

8807220034 NHC Info Nct.co 89 C63 licensee ViclaliO'vs o 1 NRC negjanon&Wh cU 
Led to Mml-ca 1 Oiagnosiic M.sadmhsiia: ons” Svc list oncl 

CUNNINGHAM. R E Division of Industrial & Medual Nuclea* Safely {Post 6 70 729) 
88/07/20 Conscl dated Eel son Co oi Now York, Inc 106pp. 46396 263-46397 020 

0807220192 NRG Info No: co 88 054. Faaro ol Cucuil Broader Folowirg InstdHabon 
of Amptodor Drecl Trip Allachmer.' " Svc 1st enc' 

ROSSI.CE. Uivis on cf Cporatio , *ai Even's Assessrrc'/ posi 870411) 08/07/26 
Ccnsoldaied Edison Co of Now Yo'k. me 12ipp 46417 020-46-1 17 140. 

0800110275 f oiwa'ds. applied’ on fer amend to License NPf 3.delulmg resfs to Survol 
le-crs Requirement 4 0 0 re msorvioo msp & testing of ASMS Cede C ass 1.2 & 3 
comp Orel's 4 -am bone acid Tech Specs Fen paid 

SHELTON OC Tclcao Fd-scn Co 80/07/28 Documuni Control B»anch (Document 
Co'lrcl Desk) Ip 46505 1 77-46535 193 

♦*0806110200 Aj.'f.l cation (or amord to l icnnso NPF 3 peeing refs 1o Surve Banco Re 
qui.'0Te*'t 40 5 ro insorv.co nsp & touting of ASME Code Class 1.2 A 3 
components I'om bon:: acid pump Tech Specs. 

SHELTCN.DC Toedo Etlscn Co 63/07/28 13pp 46505. 176 46505 190 

-08081 10304 Proposed Tech Specs <;e:e: nq refs to Snivel ance Requ romem 4 0 5 ro 
mserv.ee msp fi lusnng of A&ME CcdO C'nss 1.2 & 3 ccmpcnonts.lrom bone a:d 
pump Toon Specs 

• Toledo Edison Co Q0/O//2O. Opp 46505 I U I 46505 108 

8007280019 NRG Inlo Not-co 00-055, Po*cn|ial Prob'ems Caused by Sing e Failure oi 
ES r Swrig Qjs." Svc isl oncl 

ROSSI.CE. Divsron ol Operaional Events Asscf-smenl {Pos: 870411J 88/06/03 
Crr, sol dated Ed sun Co of New YorK. Inc. 1?lpp 4C437. 121 -46437 241 

0808030209 Sappl 2 lo NRC 6u <olm 09-C0D. “Norconlcrm ng Malls Suppkod by Pip ng 
Supp les.lr.c oi Folsom, Nj & West Jersey Mfg Co a: Wiiams:own.NJ " Svc list orci 
ROSS' .CE. Div-sion of CipG'anonal Events Assessment {Post 870411) 80/06/03 
Consolidated Edison Co. cf Now Yo*k. Inc. I49pp 46538 121-46538 269 

0800120127 f orwards Safely Insp Repl 5O34C/88 20 on 88071 MS No violaiions 
noicd 

SHAKE R.W O Reg on 3. Ofc ol ihc Crecior 00/08/03. SHELTON. D Toledo Edison 
Co 2pp 46025 344-46525 356. 

- 0800120129 V:sp Repl 50-346/00-20 on 080711-15 & iflNo v olaiio.ns. deviations or 
dole ore es noted Majo' areas nspoctod emergency p.'Oparedno.ss prog'am.includ ng 
fo lowup on aciua' omorge.ncy plan acnvaiiD'.s 

Pi.OSKl.T. SNELL. W. Reg on 3. Ole Ol iho D.rccicr. 00/08/01 13pp 40625.346 
16525:350 

8807290008 Suppl 2 to NRC (Julelm 00-009. fhermal S'mssos In Pipng Connected to 
RCS.*' Svc list encl 

ROSSI.CE C -vision of Operatonjl Evonls Assessmeni (Posi 070411) 88706/04 
Ccnso idaied Ediscn Co. of Now Ycrk. me. i2ipp 46504 001-46504 121 


0808020095 NRC Inlo Nonce 88 057. ‘Polnnt-al Loss oi Snf© Shutdown Egu p-e.-'l Ovi 
(o Premature Si 1 : con Controlled Rectifier Failure " Svc ’isl encl 
ROSSI.CE Divis:on of Operational Evenis Assessment (Post 8704 ti) 83/C8/C? 
Consol dated Edison Co of New York Inc I22pp 46459.125 46459 246 

B0O0O2O1O2 NRC Into Notice 88 058. Potential Problems W/ASEA Grown DovC/i IF 
5lL Time Overcurroni Re'ayS " Svc !i51 oncl 

ROSSI.CE D-vison of Operational Evenis Assessment (Post 87041 1) 09/0809 
Consol dalcd Edison Co of New Yo'k. Inc I20pp 46538.001-46530 123 

0800150189 Forwards Specia' Allegation Insp Repl 50-346/80 25 on GB0412 l5 No .-O 
lalions noted 

MAILET1.BS Reg:on 3. Cfc ol the Droclor 88/00/00. SHELTON. U Tolvdo Ej.isn 
Co 2pp 46550 348 46550 355 

-B0O815O193 Insp Rept 50-346/00 25 on 890412-15 No v<o!a1or.s noted Va ( c‘ 5‘t3S 
mspocied a'logaiions lhat sucuMy guards nol a'ort due lo oxcoss-vo CvOM mo «ohc.s 
not properly searched duo to Gxha.vSlion & socunty mgt unconcerned 
KNICELEYJR. CREEO.JR. Rogon 3, Ole ol Iho Ci'o=:or 89/08rCi 6pp 
46550 350-46550.355 

0800160220 Discusses open item from Insp 50 346/86 32 ro ccndii on ol Aim zy 
Feodwaicf Valvos Af- 509 & AF 608 Aulomahc c-“osu f o signal from sioam £ fcwuwyoi 
ruplu'D conirol sys being removed du'ing cu’ront roKie'ing oulagr* 

SHEIION.DC Toledo Edison Co 08/C&/0Q Dccurr.oni Conirol Gran-ch IDocum-’*! 
Conirol Desk). 2pp 46550 191 46550.192. 

880B0301 12 NRC Info Notice 88 059. ' MSIV Gude Ra' Fa lure at Wa'c'fc'c Lr : 3 1 
Svc l si one’ 

ROSSI.CE. Civis’On of Operational Events Assessment (Post B7G411). 8>/08'33 
Ccnso'idaied Edison Co ol Now York, lr.c I21pp 46467.01 1 46407 111 

0800040062 Suppl 1 lo NRC Inlo Net co 83 C04, Tnadequato Guau cation & Oocvrc v 
lation of Fire Barrier Penoiraiicn Seals " Svc list c-icl 

ROSSI.CE D-visicn ol Oporai.enal Evonts Assossmonl (Posi 8704 ll). 89/96/09 
Co rt Sol.datod Fd son Co of Now York, Inc I2lpp 46558 205-46558 325 

BBO017O332 Discusses rev.sed corrective actions lo provenl rocurrencu O 4 ViC a*, on 02 
10-01. per Insp Ropl 50-346/84 01 Ut-! p'ans lo implonr.ont mrloponder* verl-ca>bii 
rocoss lor locked vetvo conlro'-s beginning 880916 

HELTON OC Toledo Efiison Co 08/00/00 Document Conirol Uran.h (Uj-Cu* - u t 
Cortro 1 Dosk) 2pp 46561341-46561:142. 

BB0B050 1 35 NRC Info Nohce 06 060, Inadequate Dos:gn 8 Insialai'On e 4 VAltort^h* 
Penuirahon Seals Svc I si or.cl 

ROSSI.CE DiviS'Oo cf Operaional Evonis Assossmnni (Post B7C41I) tB/LdT' 
Consci dated Edison Co of Now York. Ire 123pp 46569 238 46570 C560 

00OQO5O24B NrlC info Nat co 08 061, "Conirol Room Habiinbi'-ty Rosorl ol 

Oporalmg Fxperronoe " Svc I st oncl 

ROSSI.CE Divison of Oporaiicnai Evenis Assossmnni IPcst B7f>-iii) 0P/C-3M1 
Corso'Kfaiod Edison Co. ol Now York, Inc 125pp 46504 312-46696 076 

BB0B 190007 Forwards Safeguo'ds Insp Hop! 50-346/60-22 on 800725 20 S noli'.e cf 
v-olaiion Ropi dotai s & nocco oi v oiat on wiinhold {10CER73 21) 

MALLETT.BS Rogicn 3. Ofc of If o Direr tor 08/00/11. SHELION.D. Toc-Jo i.'-: sir 
Co 2pp 46698 C05 46598 C07 

**6806190090 ParKally w.lhheld fnsp Repl 50-346/80-22 on 860111-15 {‘c’ 
10CFR73 2i) Voiat-ons no:cd M a; o.' a^cas inspected assossmeni 

d:ds audits deduction a ds • Vita 1 areas. Lommumcutions records 8 ropis 
CHHlSrOFFFR.G . CREED.J R Rogon 3, Ofc of (hu Cirocto* C8/(J6/10 ‘c 
46590 007-46590 007 

8B0B050295 NRC Info Notice GO 062. Recent Firr'mgs ru fmplomGniai cr. o' 0.5 tJ rc 
g'oms by Suppliers ol Trar.spori Packages " Svc list encl. 

DURNETl.RF D-vision of Safeguards & Tronspo.'laton {Post 870413) fifdCS'l? 
Consol dated Edison Co of Now York. Inc. fOOpp 46581.155 46581 203. 

8B08D90254 KRC Into NoVco BB C63. Vlg'1 Radialion Hazards From lirad.iiled lr Co»t 
Drdociors & Cab!os " Svc ‘ist oncl. 

ROSSI.CE Uiv.s:on of Operalional Evonis Assossmonl (Post 070411) 88*08/16 
Consci dated Edison Co oi New York, Inc 1 i0pp 46569 065 46569 1/4. 

0809240342 Forwards Sofoty insp Ropl 50 346/00-23 on 0HOBO1 05 No v-Ol.r^ns 
r.oicd 

HARRISON JJ. Region 3. Ofc ol Iho D recto.'. 00/08/16 SHELTON. D locdo Ed son 
Co 2pp 46626 194-46626 202 

-8008240354 Insp Ropl 50-346/80 23 on 080001 05.No v.olahons Cl de\ jnors 
noied Major areas inspected ulil act on on provojsly idoniihed insp items A ccmpl 
anco w/ATWS rule. 1CCFRG0.62 per Temporary Instruction 25CO/20 (25020). 
WESIBERG.RA . GARDNER RN Hegon 3. Ole ol Iho Dircclcr 0&/C-O/H; ?Fp 
46626 196-46626 202 


00072901 1 1 NRC Info NC5CO 86-056, "Polenl-al Problems W/Si core Foam Firo Bamor 
Ponobatio.T Seals " Svc l-st cr.cl. 

ROSSI.CE. C .vision ol Cuerai-onal EvOnls Assehsrreni (Post 870411). 88/08/04 
Consolidated Edison Co. of New York, Inc. i23pp <46569 175-4G569 297 

0000120150 Forwards Safety Insp Rept 50 3-1G/88 15 on 800516 0630 & r-oiico ol vo 
lai on 

KNOP.RC Region 3. 0(c of l^o U.-oclO' 08/08/04 SHELTON. D Tcindo Ed son Co 
2pp. 46523 291 46553 305 

—680B1201G8 Noiicoof v.o'aion bom nsp O-n 880516 0630 Vio'alron rolod licensee m 
plemonlng procedures cTo not rmplomoni cloarJ noss requ 'orr.o his ol Sochon 8 ol nu- 
clear QA manual 

KNOP.R C Reg on 3. Ofc of IhaDrectO' 8B/C5/U3 Ip. 46523 203 46523 203. 

-8808120170 Insp Rept 50 346/OB- lb on 600516 0630. Vio’atior is noied Ma.or a f eas 
inspected licensee action on previous insp fndngs. oporaional 

safely mai'ii.su'vei lance.LER fcl’owup, mdependoni safely ong r.ccring S emergency 
preparedness 

DEFAYFTTE.n. Rogion 3. 0(c of the Director 89/0B/04. I2pp 46523 294 46523 305 


8808110206 NRC Info NohCO 85 064, ftepor Img Pros m Nuclear Prccoss Sys al I>.-jc3o 
ar Powo-' Plants “ Svc list encl. 

ROSSI.CE Division of Cperat-onal Evenis Assossmonl (Posi 87041 1J 86/Cr>/18 
Consol dated Ed.son Co ol New York, Inc I04pp 46643 001-46043 104. 

0808120327 NRC Info Notice 08 065. Inadverlonl Drainages of Spent Fue' F^ols " Svc 
list encl 

ROSSI.CE UiviS 1 on of Cperako.nal Events Assossmonl (Posi 8704 :i> 08/08*18 
Consol dated Edison Co of New York, Inc I23pp 4F620 011-46520 133 

B0O0 160392 NRC Info Nohce 88*066. ‘'l^dJ3lrla , Radography Insp & Fnlcrcerrunt ' 5«C 
lisi encl 

CUNNINGHAM, R E. D, vis-on ol Industrial & Med cal Nuclear Safely (Post 070729) 
88/C8/22 Conso’idatcd Edison Co. ol Now York, Inc 90pp 46b20 134-16628 223 

8BOB1604 14 NRC Info Nohce 8B 067, "PWR Auxihaiy Foedwaier Purrp Furb re O-o*. 
speed Trip Failure.” Svc list encl. 

ROSSI.CE Division of Opomncnal Events Assessment (Post 870-1 1 1 ) 08/UErP? 
Ccnscl daied E'(J9on Co. oi New York. Inc. I23pp 46643.105-40643 227. 
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; operating reports & related correspondence 

1 Forwards mO'Uh'y epe/at-ng repl for Jul 1089 A Rev 6 lo olfs-io dose cal 
nanual 

)N.W Ci Alabama Powe' Co 88/00/00 lOocurroni (,‘cnirol Branch jlDocu 
itrolOuSM Ip 465 H t44 4657f 150 

03 Mcnlh;/ oputaimg repl lor Jo! 1908 for JM l-ailoy Un.t 1 
)W Alabama Power Co Gd/0?/3t 4pp -165/1 f*f5-*J65?f. NO 

Go Hev G lo cffeiiu dose caiculat on n-a-iuai 
a Power Co 83/07/05 ?pp -16571 MP < 16571 155 


ble occurrences, IE Us & related correspondence 

6 Forwards summary ol NPOfcS nonccmpl aliens lor Second Quarter 1980 «r,i 
lo S(3'o of AL Oepl ol Cnviron Mgi 

JN.WG Alabama Power Co 88/00/01 Document Conirol Branch (Docu 
nbo' DcsM 3pp. 46504 139-46584 141 


sslonal/Executlvo Correspondence 

0 'Veins Ibal hearing nc!d on 886801 to rosclvu throe -ssues. including pm- 
by atlys rop'osonl r-g A'lihama Power Co crnployoos lo quash /modify s«.b 
isuoo by NRC Motion (Jen ed Prnfertivo 0‘de‘ entf. 

-V Comm SS onor. 88/00/15 SHARP.P Mouse of Rep. Energy 6 Com 
pp 46629 253 4(jb?9 25? 


>0-352 LIMERICK GENERATING STATION. UNIT 1 


r. medical, emergency & fire protection plans 

0 Gone* c lit 00- 10 lo a 1 1 power foaclO' hconsoos A ho'u'ors ol Pari 95 up 
0 purchase ol GSA approved sec. inly cento nors Svc list one' 

IA f J Associate Director lor Prc|ocfs (Post 070-Mi) 88/07/01 Conso’"/tilud 
O ol New York. Inc. 3lpp. 40100 291-40388 329 

6 f-tuv 93 lo cn;o'gorcy plan procedures rmJox W/003727 Ifr 
ViER.JW Phlado’plia Eloclric Co HU/OV/2? 5pp 46427 198 46-127 202 

2 Forwards rov to physical security plan tclUrc.l nq r'htt.S'Crr Of Un f 2 :n pro- 
tea boundary scheduled 10 bocorno ofh-ctivo on 090301 Rov withheld (rol 
700 A 73 2 M 

Y.fcJ PH- Jdo'p'M ElCCUiC Co 88/07/29 MUnifcY.Tfc Olhco ol Nuclear 
Ho^ilaton. O.recior (Pc*l 870411) 3pp -l(>403.3')4 46403 33G 

[7 Gore/.c Ih 89- J2 fo ah power reactor UcmwvGs A app!n::rnt<i to tomovel of 
•Clio*' roqu'umoms Irom Tech Spots Svc <isl cnr.l 

IAF J AsS0Ciai(‘ D rector for Projects (Pest 070411) 88/08/02 0<mso:Un?Oil 
'O oJ New YO/Jt. Inc 52pp -16463 2D J •46403 342 

10 Forwards Amord 9 lo L<cunsc NPF-30 A safeguards ovalnntron ropt Amond 
Paragraph 2F lo rotjunu compliance w/ amended nhysjcol f-ocunlv /.-Jon 
3J Pro, ©cl Decelerate 12 8U/00/O3. Al.DLN.W M. Hii'niJoIphia Llr-clrc Co 
60 335 46560 344 

390 Amend 9 to L'Consu NPF 39,morlilyir.q Pmajrppb 2H lo requro coirpli- 
amended physca' secunly plan 

I.W R Pro,GCl Diroctoralo I 2 88/00/01 llpp 40560 339 46561) 34 1 

J91 Safeguards ova:«jal.on ropl supporting Amond 0 lo liconso NPR19. 

No Dota led AMi'ial-on Givon 08/00/03 3pp. 46560 342 465C0.34-1 

15 Advsos tnat portions ol Way 1000 rov to plant physical SC-cunty plan con 
r/p-ov.sions c? i0CFR50 54(p) & accoplnt/o Ropjosis mods A corrections ol 
•lions noi eccopialiio for reasons Maiod m onci Enel wiihhukl 
IY.RR Reyon 1. Ole of iho Droclcr. 88/00/04 W.CnEILL.CA PrupUGlph-u 
i'O 4pp 46571 01 1-465/1.014 

IG Advsos Ih.sl 800210 rov lo physmal security plan consistent w/provisons 
R50.64{pi A acceptable Understands that whon nctiviiios nucossiluimg rov uro 
3d.u('t wi’l ra/erf to p/Ov ouS NRC-npprovod plan ccrurnifmcnM 
lY.n.n Rer,iOn 1. Ofc ol Iho Cirocior 80/08/10 EJAULR.E G Ph.'nrlolnh ; a 
Co 3pp 46566 311 46566 313 


it correspondence 

>2 Rt*quesis NRC action to rckovo unduo nsK posod by RWR thOfnial hydrmi 
j l ty.t,Fin s h culd issu© order rogunng all Gb UWIl liconsons lo subm l ropl to 
hm 1 yr cfenonsuaf ro compfianco w/GUC t2.Refatcd info oncl 
L Ohio CiWons fO' Rospons-blo Energy 08/07/22 Oflico of NuClon» Roac- 
J'anon. D.rector (Post 070411) I2pp 46727 025-46/27.058. 

Jl Rcnjosts rog onai ccrror,pcr.denco 10 uiil bo addrossod as lislod 
V/ Philadelph-a Electee Co 80/08/05 LINVIU.E.JC Rogon \, Ofc yl Iho D«- 
p. 46525 290 46525 290 

93 Requests that NRR conospondonco Uo addrossed to util as I sled IJ14 wi‘l 
names el ir.dr.iduals to to do'oloa from correspondence frsfs. 

WM Pr.radobhia Electric Co. 08/08/05. BUTlER.W R Proic-ct Orcctoraio l« 
5536 122-46835 122 


>st correspondence 

51 Fonvards "Updated Info for Antitrust Rev.ew of OL Appl.catron." per 
request Document prov.dos supplomenlal mfo on changes A dnvulopmonts 
gsmee f96? 

-Y.E J Ph-ladolphia E’octnc Co 88/08/15 DUTLERWR Pro.ocl 0. rector alo 
>. 46618 151 46640 161. 


P. Operallng license stage documents & correspondence 

0000100345 Mold cation Ol Licensee W.ooling 08 104 on B80727 w/ u t-l in Roy:on I ole 10 
discuss laciMy leak r*g luol 

LUtVlLLEjC Rqy-cn 1. Ole ol Iho [Vector. 08/07/05 Rogon 1. Ole of the D.rocio* 
2pp. 46505 151 16585 162 

8G0B020 106 Forwards opp'icaton ler amund to Lcenso NPF-39.changing Toch 
Spucs.por Gcner-c ttr 07 09 to renovo unnrjcossa'y operoiing restrictions A ach:evo 
consistoncy in various I m« 1 in ) cond.l.ons for cperal'On Fuo pa d 
ORAULEY.EJ Ph.ladotphH Eloctnc Co 09/07/19 MURLEY.T E. Olko C? Nudoar 
Ruacicr Rogufatcn. Uiroc'cr fPnst 070411) tp 463/2 191-403 12 250 

•00OBO2O109 Appl cation lor amund to License NPF- 39. changing Tech Spncs. per Go 
(tone LU 07 01 to (Orr . ovo ir’Oecossary cpcrating restrictions A ach.cvO COhSiSlcrcy ill 
various I mil r-u comJ lion for operat or- 

UnAOLbY.CJ Phladclphia Fle:ir.cCo 00/07/19 22pp 46372 1 9? 463/2 213 

-080B020194 Pruposod Toch Specs per Generic Llr 07 09 removing uooc ussary cperai- 
<nn rosinctions A ach:ovirg cons Stoncy mi various I rr.:t ng corid t on for operat cn. 

* PmbdO?pf».J LfuCfoC Co 88/07/19 45fip 463/? 21 146372 25tf 

0808010350 Forwards Amend 91 to Icoriso a;>?‘iCai-on.cons>slinq ol Rev 53 to ^SAR 
lor L imoncK GeocroJiny Stai on Unts J & 2 Amurd changes losicrqao^ahnn 1 elites K 
I yuios lo accurately rufloct coipcmtp & ons.iu rnrjl as of 880601. 

OriAULRy.EJ Philadelphia Eloclnc Cu 80/00/01 WURlEY.T.E Oflico ol Nnctoor 
Roncior Rr-gulm-on. D.rorior fPosI 87041 1) l/> 46415 042 4641^264 

■*0000010362 Amend 51 to liconso of p'icahou.consist nq ol chnngos to Ruv 53 to 
TSAR ro onsilu A corporatu organ /ai:on & ira'n.ng pipgrrjm 
UnADLLY.E J Ph ladclphia Elcctr-c Co. 00/00/0 1 ' 5pp 46415 043 -10415 047 

-0B0B0 10363 Rov 53 lo FSAR to* l.menc‘K Cienurat.rg Station 

* F’lnladolphia Eloctnc Co 08/08/01. 2l7pp -:6415 040 464 15.264 

0008160033 Rtisponds 1g NRC Gununc Llr flu 01. "NRC Pos-1.cn on IC.SCC n BWR 
Austuntic Sin fuss Stnel Pipn;j“ 

KOWALSKI S J Ph-ladolphia Glnctr-c Co 88/00/02 MlRAGLIA.F J Assocmlu Dirr-clG- 
for Projoct:. (Posi 07041 1 ) HUpp 40549 320 46550 04 7 

0000160300 Forwards Amord 9 to Ixcnso NPF 39 & solerjuanls nvnljaimn rept Amend 
modifies Paragraph 2 E lo roqu ro C(>mplanco w/ arnurded physical socuniy t/m 
Cl.AHK.R3 f'rojocl Urucicrnie 12 88/06/03 AlOCN.W M Phiiado'phia Elccuu Co 
■Ipp 46560 336 466G0:344 

-0006 160390 Aiuor-d 9 to Licnnsn NPF-39.n;odfy.ng Paragraph 2 E lo ruqtru ccmpL 
anco w/amnndi>d nhys cal suci-nty plan 

OUrtbH.wn Proioci Dircctoralo 1-2 00/08/03 3p;j 46560.339-46500 341 

BB08 160391 Sa[<j(|U-inls uvaMat-cn mpt si.ppO't-ng Aintirn) 9 lo Liconso NPF 39 

* NF«: No Dmai'cd Afflurt-on Given IJ8/O0/O3 3pp 40560 342-46560 344 


O. Inspection reports. IE Gullotlns & correspondence 

6005200205 NftC Info Notice 88 032. " I’romp! Honoring to NRC ol Sig-wl ctmt Incidonis 
lnvdvii',() Rnd oaclivn Wad " Svc I St cncl 

CUNNINGMAWRL Division of fnduslrai A Medea' NudCV iiahrly (Post 0/H72O) 
60/05/25 Consoniaiod Edison Cu of Nuw Yor*. tnr I20pp 46300.1 7U 46388 298 

0000110300 Notification of 860GO6 ^Af.P Hoard Muof-ng 00 074 n King of Prussia PA 
to (fiscuss rog unal Ova'untutn phaso ol SALP 

LINVILLF..J Rogon 1. Qfc of Iho Diruclor 88/05/27 Reg on \, Ole ol Iho D ruder. 
2pp. -16499 350 1G I99 35 f 

0006010400 Partial response 10 TOIA rcquosi fo' decumL'nts.Fcrwa'ds App 1 
doctr/honfs App J A 1 nvai'noio in PDU App H documents pu'linll? wtlhMd ( ail hOl A 
Exemption 5) 

GMIMSLQY.DU NRC * No Oeio iL-d Afflaiion Givon 00/07/11. Pub'ic Citron s Cnti 
caf Mass Er:orqy P/o/eci 7pp 40327 246 463?/ 259. 

-00OBO2O1O6 ForwordS SALP repl lor locilly fO' Dec 1904 • Jan 1906 Enel pad ally 
w.fhhfjJd 

MCCORKI F..G W Oll-cu of Nuclear Maternal Saloly & Safuguards.D roctor. 00/07/ 1 1. 
JOYNER.J.M Rog-on l. OfcoMho Uiroclor. 5pp 4632? 203-46327 2Q/. 

O0OBO2OO91 FciwodfS Snfoly Insp Ropl 50*352/0015 on O0UF.91 0705 No vidillions 
noted 

WCN2INGER.EC Roycn I, Ole of Iho Dircclor 80/07/15 MCNClLL.CA FtilOUel 
phlu Eloclnc Co 2pp 46304 010 46304 032 

■•BQ08020I09 Insp Repl 50 352/08 15 on 8B060 1 -07f)5 No v.olohons noted MD)or 
arena mspoctud.plani lours.obsorvaiions ol maim A survoil'ancu.rqvxw ol LURi» & 
nonod.c rcpls.reviuw of oparolionai events & sys wal-^downs 

WILLIAMS. J.M . LINVILI E.J Region 1 . Ole Ol *Mo Orccior 08/07/14. I2pp 
46304 021-46384:032. 

0808 150264 NolilicaLon of 880/2? SALP Mgl Mueiing 00- 1 10 <n l imonck.PA 
LINVII.LE.J.C Region 1. Ole ol U 10 U-roctor 08/07/15 Rogon 1. Ole ol iho Drccior 
2pp 46552 1 lb-40552 117 

080804006 1 Ack rcce.pl of 800311 llr inlceming NRC Of corrcclivo actior-s ro voMhons 
nolod in Insp Ropl 50 352/87 20. 

DLLLAMY.RR. Region 1. Ofc of Ihe O.rector Bfl/07/20 WCNE1LL.CA Phladolphia 
Elcclnc Co 2pp 46432 223 46432 22 5 

8807200162 Suppl 1 to NRC Info Nohce 00 046. ‘ Liconseo Ropl Cl Defociivo Rolur- 
bishud Circuit Ureakors ” Svc fiSl er.cf. 

ROSSI. C E Div*s'on of Oporalionat Events Assessment fPosl 0/0411) 00/07/21 
Contiotidatod Edison Co of New York. Inc 125pp. 46308 054 40300.176 

B8072GQ167 Rosponds lo NRC UuLolin 08 0l)5,Suppl I, "Nonconlormarco Molls Sup 
p'ied by Piping Suppl os.lnc at Fcison.NJ & West Jersey Min Co at Wi'l arnslcwn.NJ " 
moviow cf aff purchaa'Cti docuniuntm on & msfa’fjf.on rocoras underway 
KOWALSK1.SJ Ph.lacfclph-a Electric Co 80/07/22. ROSSI.C.E D.vis on ol Opuranon 
Rl Evonis Assossmcnl {Post 0704 11) 1 1 pp 46292 023 40292 033 
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8807280426 Advises ihai ics^cn-c (o IF oin 85 00.1. Motor Oporoied Va v© 
Com-rcn Mcde Fa.u-es Ujr.49 P.a~1 Uw+Mi Duo lo Improper *w ■ ch Sel ngs *' 
Ln s^t>Tii‘cd by GRC8l5.djQ lo Hrrg ol aa!a rtcc-pt & mg. rov ow Cl •-C fT V.ul0d 

HAIRSTON.WG A'abama Power Co b 0/O//22 Occu ronl Control Branch (Dccu 
(Toni Ccrt'Oi Oc-skJ Ip 453*15 304 *16145304 

&0O729OO6S Rrspcmto lo N*C 3-l‘eUa 87 ‘jCZSupps 1 & 2. "FasKW TosM«g 10 Do- 
le.nn i.e Ccnfcrrnanse W'Appicab'e Mail Specs' Tatto 3 best ©fieri «Sl C $M.le.b 

S mlus ol no' satety re aled lastecois c-scussed , D . B1 .,h nv.. 

HAIRSTON VV G Alabama Power Co ed'«)?/2? Document Conlrol Prarch (Lo^u- 
ti erl COmVCI D©sM tOpp 46113 l^a 463-13 357 

0807200246 LAC au'loin 60 000. “Th.rb'e lube Fn-nr-g n Wtvnghojse Readers 

ROSS , !c eT I'iv s on c* Cperal.o~a’ Cvc-MS AssessrreM (Post 870411) 68/07^6 
Co^sc baled r.C.Sdri Co d New York. Ire \23pp 453 '8 070 *16048 1 92 

8007210218 NHC kilo NcU.cu 86 CO?. FaLrO ol In'iauto'ne Tan Jem ol Field*' Sj> 1 
App raicr Brat. -./Therapy Devices C-r.<g Patient Tieatironi Svc fcsi ©net 
CUNNINGHAM n F C.vis cn cf indistr a‘ & Med:al Nut ear ^afoiy iPosl 87C729) 
80/07/?? Co“scl daled EdsoiCo ol Now YO>. Inc I06pp 46-/7 029 46397 1..6 

0000150214 Ack rcccipl c‘ 0807C8 'r in'0/rr.rg NRC ol slops token 10 correct violations 
na:od n Insp Hcpls 50 340/td 0-3 & 50 364/06-09 

CLINE WE Regon 2. O’c cl me D'octd 00/07/2? HAIRSTO.I.W G A atwna 
Pc.sGr Co Ip 46542 076 46541*076 

0807220034 NRC into No’co 80 053. ' Liccr^eo Violations ol NRC HogJaLJns.Whch 
U J vo O agrvcsbc M sadrr. sva: cas ’• Sv-: . si ofici R/n70D . 

CUNNINGHAM RL D.v-s-J.n o' industrial 8 Medcal Nude©' Sato y fHosi B 0 J - 
80/07/26 Ccnso' oaicn Fdscn Co ol Now York Inc lC6pp 46396 2dJ 46397 028 


8807220192 NHC Info Nolce 88 054. Faitu'O of Ci'Cuil Broako/ Following instaHato.n 
d Arr ole 'to.' 0 'eci Trip Aitachmonl ’ Svc list ere' _ _ 

HOSS»CE D.v.son of Cpc-rai onal Evenis Assessment (Post 870411) 06/07/20 
CcnscVialed Ld son Co cl New Ycr*. toe l2ipu 46417 020 46417 140 


8000040162 Responds 10 v.daUr* ro'.eo n insp Rtpts 50 346/66 20 & 60 354/80 20 
rn 880516 20 & 0606 10 Correct v© atthons FNP l/P S7P 9 0 revised lo rclM.o CO-' 


HARSTON^WG A'aba/ra Power Co 08/07/28. Recurred Control Branch (Dccu 
n-.cm Centred Dcsi} 3pp 46423 344-46423 346 


0808040170 Forwards response to NHC Buie'n 80 038. ''Thermal Slrosses m P-pny 
Connected lo HCS " Review mo.cated potent al ler dGSCr.bed myrnnfl r cond.nons to 
o* st on hoi & cold leg salety n.ection Lites 

HAIRSTOn.WG Aabama Power Co 00/O//28 Dccumoni Conliol Branch iCocu 
nent Co-ncl Oosk) .ipp 40^3? 196-46432 199 


8808080140 LN 88 054 on 083803 notice ol proposed mposibon Of C.vi fonally in 
amo.-m c' $100,030 w>l ha issued 10 ‘icensec based cn lalwo lo dote'tnno sys opor- 
at ity ol h gh level safety n emon sys upon eviderce nf des gn t/oficior.cy 
UJCHMANJ. LIEBERMANJ Cfc Ol tr'Drcerrent (Post 070413J 80/07/23 Ip 
46450 240 4645C 240 


6008120010 Forwa'ds comments on SALP Beard Repis 60 340/80 04 S GO 364/00 
04 per NRC 88O5C0 tr Co.Timbrts shculd bo considered m NHC final 
cone us:cn Herwesls lhai d'-cusson frem 8&0/0? mt»el.rg bo taken info consider 
ai cn 

HAIRSTON WG Alabama Power Co 68/08/02 Document Ccniici Bianch IDcou 
rreni Ccnirol Desk) 4pp 46525 101-46525 1‘J4 

0807200019 NRC in'o Noun 69 D55, ' PolonM* Prcb'ems Caused by Snglo Fai’uro of 
ESF Sw.r^i Bus ’ Svc 1st enc 1 

ROSSI.C E Cwision ol Ope'aicnai Events Assessmeni (Post 07041 1) 00/08/03 
Const)' da’cd Edison Co ol Now York. Inc l21pp 4643? 121 4643/ 24 i 


0808030209 Sjppl 2 lo NRC Ru loi n 80 C05. Norconlcrmmg Mot's S-^pp'.ed by P«png 
Supples m.c ai FclsomNJ & We si Joisoy Mlg Co at vVi“ian.sfown,Nj Svc lsi encl 
ROSSI.C E U vision of Operational Events Assessment (Posi 0704 U) 80/00/03 
Ccnso' dated Fd son Co ol New Yo'k, Inc I49pp 465?ft 121 46530 269 


0308 170053 fcnwd'ds notice ol v.o at.on & proposed vm-pos ton Of c.nl penally m 
amo^ril ol SlCO.OOO lor volaton noied «n lr.sp Hepls 50 348/00 05 & 53 304/88 06 
on 050222 031 Urans/rilted by 8BC510 hr 

GRACE JN Reg.on 2. Ole ol me fVcciO' 88/09/03 HAIRSION.WG. Alabama 
Power Co 4pp 465/1 003 46571 (J09 

♦*0808170058 Notice ol vO'aiicn & proposed imposition ol Cm* penally in amount ol 
SlCO.OOO Noncompi ar.ee noied I censce operalod readers m Modos 1.2 ^ 3 & tafod 
to ma nia n two independent ECCS stbsysiems operable per Tech Spec 3 6 2 
GRACE .J N Reg cn ?, Ole o l the Oi'ecio 1 89/08/03 3pp 46571 l>0?-4bS7l 003 

8807290000 Suppl 2 lo NRC B jl eim 88 006. Tnermal St'osses in piping Connuclcd lo 
HCS " Svc 'isl encl 

ROSS’CF DwiSvjn ol Ocaiatora' Evems Assessrreni (Post 07O-1H1 89/08/04 
Conso' -dated Ediscn Co 0^ New York, Inc iSlpp 46504 001-46604 12 1 


00072901 1 1 NRC .'nlo NoKO 89 056. “Poteni-al Problems W/Si’ cone Foam Fire Bamer 
Penelrancn Seals ‘ Svc bsi end 

RGSSl.CC D v s en c? Cpcrahonal Events Assessment (Post 8704 U) 89/08/04 
Consol dated Ed son Co cl Now York. Ire l23pp 46569 1 75-46569 297 


08C8 160447 Responds to vClat-Or.s noted in 'nsp Rcpts 50 340/00 19 & 50 364/08 ■ 
t9CcrrecTivo actions all cover plet%% & ranges on unt ) post di cidenv ccntammonv 
veni ng Mier tmi irspecmd & tightened 

HAiRSTCN.wG. Alabama Power Co 89/09/04 Document Cooirol Branch (Docu- 
n enl Control Desk) 4pp 46556 31 1 40556 314 


8808240135 Fiaa 1 response lo FCIA requosi lor doc unr.cn is App K dnco-monls encl App 
l documents pa't.ally dueled as oulSide scope ol reqjosi App M documents parlially 
wi1h u .e'd (rol FOlA Lxemphcn 5) 

GRIMSLEY.DH NRC < No Oetailed AIMiai-cn Given 00/08/04 UOLEY.K Puh’ic Ob 
70n‘s Cfilcal Mass Energy Pro,ect 6pp. 46501 335-46581 342 


-8608110018 Forwards NGR SALP input based on mm .SALP eva’ua’.oni tr. , „ 
cvalual'ons prepared during SALP Oct 1904 • May 1 08G DCmodHci3b.-dC0r.-v-J 
t jn cncl 

CUDLbY.R F. PWR Pro;oct D.rocioraio 1. 86/08/01. KIRSCH.D r Pec on 
I no O rector 85pp 46501.3-13 46682 112 

8808020095 t.RC into Notice 60 05/. "PoioniiQl Loss of Safe Shuldcwn *, 

to Prumaluro S liCO-’) Controlled RcciitiOf Fai'uro." Svc 1st ond 
nOSSH'.E D vis on ol OuL-rhtonal Events Assossrror.l (Post 8/04V) hi i* ■ 
Co'iso'idaicd Ed SOT (*o of Now York. Irx I22pp 46459 125 46159 216 

8800020102 NRC Into Notco 83 050, ' Polunlia' Ihobloms Y//ASEA Bronr. Be *: 
511 Tmo Ovcrcw.'re'it Relays ‘ Svc: hat one 1 

ROSSl.C E D.vision ol Opwat onal Evonis As:.ossireni |Posi 0/0411) ■- . 

Cor.soiidaiod Ed. son Co of Now York. Ire. 150pp. 46538 001 46538 120 

8608030112 NRC Into Nohco 00 059. ' MSIV Gudu Rail Fa<Vo ai Waisrforo 
Svc l st orcl 

ROSSI CE D vis on ol Ojmratonal Events Asbessmeni (Post B/0411) t?- a - 
Co-"SOl dalod Ed son Co 0/ Now York. ir.c 12lpp 4640/ 01 1 46-167 131 

8008040002 Burp! 1 to NRC 'nlo Notico 80 004. ' Inadequate Ounl ‘irat-C'i 8 * 

la' on ol Fire Un'ncr Penotrahan Soals ” Svc list oncl 

ROSSI CE D.vision ol Ope.'dtonal Events Assuisri-.©<il (Posi B/C4H) ci : 
Cor-sohdaled Ed son Co 0/ Now York. Inc 1 2 ipp 46568 205 46G58 32G 

BBO0O50 135 NRC inly Notice 8ft Of>0. “luftdt-quaio Design & ’r.sia lal o’) o» Vfa*: v 
PGnotrat'on Sea's ” Svc i<st one 1 

HOSSI.C t D. vis on ul Opo.'0l -mal Evenls Assossner.i (Posi 6/C-il'i Bi: - ! 
Gonscl d<iied Edison Co. of Now York. Inc 123pn 46609 290 46570 0*0 

8808050240 NRC Inlo Noico 00 001. “Ccntrcl Room Habilflblty - fieccri 
Operating LVpor:onco ' S/C 1st ond 

ROSSI.C E D.viS'on ol Operoliondl Evonls As&ossrr.nni (Posi 8/0411) c? > ' 
Corsel dalerl EcJson Co of Now York. Inc I25pp 46694 Jl2-4b595 0?6 


0000050295 NRC Into Not.cn 03 C62. 'Hocenl hir d.ngs ro Irrp’omcr.'ai cn d 
grams by Si.pphorc ol Transpufl Packages ” Svc hM oncl 
DL.RNETT.nF D.vision of Safeguards & Transportation (Posi 8?04l3j 6dC: 5- 
Conso'dMed Ed son Co ol New York, luc I09gp 4GC81 165 4658V263 

0008240356 EN 0O OE6 on OBOOlS.noficn Ol v O'ahen & proposed ic^os hoa ol :*. • 
alty m omcunl of S450.00D w-H bo issuutl based on v o'aions cf c^uipTCit - i 
lion roquito.moriia ol 1CCFR50 49 

UjEHMAN.J.. LIEBERMAN.J- Ole of Enlorcomcnt (Post B704I3) B5/0rM i 
46627 360 46027 360 


0008090264 NRC info Nohco 03 C63. "High Rad.at on Haza'ds From Irian a'H ' '■*< 

Oolcciots & CaWos " Svc list ond 

ROSSI CL tiiv.S’cn of Cpcrahonal Evonls As&ossmonl (Pest 870411) cr u- . 
Consol:daicd Ed.son Co of Nuw York, fnc 1 10pp 4 (-569 005 46669 174 


0008230323 Responds 10 JE Oullul-n B6 C03. 'Moicr-Operamd Valve Co-^:* t.L> 
FaLros During P/ t int Iransio.nts Duo to Improper Swlch Solh-gs’ Thr«=p 
net sat sly ostablsbed switch soiling aocupiance entuna after msi.r.g co^p?*e: 
HAIRSTON.WG A'flbama Power Co 00/00/15 (JuCurront Ccnt'ol Brand u.-? * 
mom Control Dosk) 2C()f) 46607 330 4660/ 355 


8808230367 Forwarrts VolS 1-4 to WOShnghouso ropl eoi-Vud. "Ir.tenra ,F ‘ - 
3.Cuiage 3 Insorvico Insp Hopt cl JM Korluy Nudoa' Plant Unt 1 A/o r 
2. Period l.Ouiaqu 1 ropt cuntormg rosulls ol stoam generator eddy cuiori -j 
HAIRSTON.WG Alabama Power Co 08/00/16 Documunl Cont'o B-aruh 
mom Control Dt'Sk) 3pp 46603.105 46G 14 343 

-0008230370 Vnls 14 to Interval l.f'oncd B.OuiaiJO 3 ffiservice Insp Rapt Cl JM'i- •< 

' WesVirghojse Lludrlc Co.'p 80/00/01 1 OOOpp 46609.108 46614 3-i1 

8008240402 D scussos msps on 8/09 M 10,1102 06 & 11 1 ®' 2 2AiS r * d * <;S 
v cldlion S proposed imposition ol civil penally in ^mouni of 5450.0^0 
an ACE. i N Reuuan 2. Ole Ol Iho Drocior 00/00/15 HA RSION.WG Aj.i - 
Power Co 4pp. 46626 282*46620 290 

■8000240405 Nohco ol violQhon A proposed impost -on ol civ.l pera'ty , 1 

$450 000 Ncncomphanco noted uhl had V typo ploctncai componems n- uc * * 
nonl & motor •epo/pted valves , . „ fte , 0 n 

CiR ACE .J N Reg on 2. Ole ol U’O D.rccior. U8/00/15 5pp 46626 206 466^ C 2.0 

0000240252 Forwards corroctcd pagus In Insp ReplS 53^ '^f®/®®' 1 ® 

9U05U 06l0Due 10 diirru'UtiiratwQ oversight. Pages O through 12 ro e * 
grammat cal errors S incorrect paragraphs u. r, 4 

VERRELUDM Roq-on 2. Ofc of ine Ciructcr 08/03/17 HAIH5TOM.WG 
Power Co ip 46620 241-46626 24 7. 

-8000240370 Rov.sed Pages 8 12 to Insp Ropts 50 340/88 19 & 50 364/68 i9 CC. U -f 
ng yrarrmai-cal orrers & 'C.cQ'toc.\ parag'aphs 

‘ Region 2. Ofc of IMO D.rOclo-' 83/08/17. 6pp 46626 242-46626 24/ 

ae08l 10206 NRC Info Nolico 00*064. "Repotlnq F rqs in Nudea' P/oC'^5 Sys 3. t-s - 
fir Power Plants ’ Svc id oncl P 7min 03-05 

ROSSf.CE D.vision of Opemi-onai Evenls Assessment (Post 8704iij 
ConsoLdaied Edison Co of Now York, Inc. I04pp 16643 G01 46o *3 

88DB 120327 NHC Inlo Not-CO 80 065. "Inadvertent Drainages Ol Sport FuC Pd-^ a " 
I. s t oncl , n fl7 A M |, P3’C3'i3 

ROSSI.C £ D, vis on ol Opemtonal Evoms Assessment (Post B/0,1 r 
Ccnsol.datcd Edison Co of New York. Inc. 123pp 4C620 01 1*46628 

8800160392 Nnc Info Nohco 08-060. "indusmai Had egraphy Insp 8 Er.'orceme 

CUNMN3HAM.n t D. vis-on of Industrial & M od c ai Nu dear Sal <? ly 
80/08/22 Consofidaied Ed son Co. of New York. Inc 90pp 4662H u 

0008160414 NRC Inlo Nohco 88 067. "PWR Auxi'mry feedwaier Pun'P Turt 0 C,t 
speed Tnp FaJuru.” Svc list end . 0704111 BS-W'# 

ROSSI.C K D. vision of Oporato.nai Events Assessment (Post 0 _/u«| 1 
Ccnsoldaled Ed.son Co. of Nuw York. Inc I23pp 46M3.\C5 46643 a 



DOCKETED ITEMS 175 


8803830002 Forwards rov to physical s ecunty pten.relteciing mclus on ol Un J 2 m pro- 
tected area bou r da , v scheduled 10 become effects on 090301 Rev withhold (tor 
10CFR2 790 S 73 21) .. 

BRADLEY.EJ Phi'adolpn*a Electric Co. 08/07/29 MllHlEY .T E Olfice ot Nuclear 
Reactor Regulation. Droctor (Post 87041 1) 3pp 46403 334**16403 336. 

0808040247 Generic Ld 88 12 to all power reactor licensees & appTcants ro removal of 
f proiocCion requrernonts front Tech Specs Si#\c frsi end 

M-RAGUA.F.J. Associate Uirocior for Projects (Post 87041 1) 88/08/02 CcnsoMated 
Edison Co ol New York. Ire 52pp 46463 29 1 -464G3 342 


H. General correspondence 

6608120281 Requests regional ccrrespondonco to ulil bo addressed as i.stod. 

ALCEN W Phi'ade’pbia Electee Co 83/08/05. UNVH.LE J.C Region 1. Ole ol the Oi 
rec lor ip. 46525 29D 46525 2u 0. 

8808120283 Requests lhat NRR correspondence bo addrossod 10 uU as listed UM wll 
pic, do ratios of indwidua's to bo deleted from correspondence l.sis 
ALCENWV PlVadGlplva Elect' -C Co 88/08/05 BUTlEn.W.R Project O.rectO'ato l 
2. ip 46636.122-46530 122 


W. Antitrust correspondence 


8807200019 NHC inlo Nonce 80 055. "Potential Problems Caused by Smg'o Faljro of 
ESF Swing Bus." Svc I -si end. 

ROSS1.CE 0. vision ol Operational Evon19 Assessment (Post 0/04 11) 89/08/03 
Consolidated Ed sen Co. of New Yoik. Inc 12lpp 46437 121-46437 241. 

8806030289 Suppl 2 lo NRC Bulloin 88 C05, "Norconfcrmmg Wad s Suppled by P-pnn 
Supplies Inc at Folsom.NJ & West Jersey Mlg Co at w.ll amsiown.NJ ” Svc iisi onci 
ROSSJ.CE O.viscn of Operational Events Assessment (Post 87C411) 88708/03 
Consol doled Ed.scn Co ol New York, Inc 149pp 46538 121-46638 269 

8807200008 Suppl 2 lo NRC liJleln OliCOQ. "Thermal Strossos >n P>png Connected lo 
RCS " Svc list end 

ROSSI.C.E Div.s:on Of Oporatonal Events Assessment (Post B70411) 89/C0/C4 
Consolidated Edison Co of New York. Inc ipipp. 4B504 00t -46504.1 21 

0807290111 NRC Inlo Notice 80 056, "Potential Problems W/SlCOr.O Foam F.re Barr.or 
Por.oirai on Sea's ” Svc i sl onci 

ROSS1.CE Division ot Oporatonal Events Assessment (Post 870411) 88/C8/04 
Conso'idoted Edison Co of New Ycrk, Inc 123pp 46569.1 75 46669 297 

8800160349 Forwards Safely fnsp Ropt 50-353/00- 1G on P.80620 Z ! No v.dat«ons 
noted 

UURR.J.P Reycn 1. Ole of the Uirocior. Ofi/08/04 MCNElLL.C A Phadolphia Elec- 
tric Co 2pp. 48550 107-46550 1C6 


690825006 1 Forwards "Updated Info fer Antitrust Rev.Ow of OL Application." pur 
680602 request Doormen! provides Si.pptetncnlal mlo on changos & UoveJGprnpms 
occurring since 198? 

9RAOLEY F J Fhladelph-a Electric Co 88/08/15 RUU.bFt.VV R. Project Directorate 
I a 1 1pp. 46640 151 46648 iCl 


•0008150354 Insp Ropl 50 353/69 16 on 800G2U 24 No v.o'atons noted Major areas 
inspected safety ro'ated electric? 1 ays 8 components & adequacy of licensee docu- 
mentation records Icf p'ocuromcnl.roco.ving & storage ol e'etificol cab'os 
WOODARD.Cn. ANDERSON.CJ Roy. on 1. Ofc ol the D.roclor BO/07/20 8pp 
46550 109 16550.196 


O. Inspection reports, IE Bulletins & correspondence 


8605200295 NRC info Not ce 08 032. "Prompt Reporting to NRC ol Siynf.cam Incidents 
invclv ng Racioaci'/e Mali " Svc list onci 

CUNNfMGHAM.R E DrviSran 0/ Jndushral A KtediCd Nucteot Sate ly (PosJ 670729) 
80/05/25 Co ns oid a led Edison Co of Now York. Inc 120pp 46300 1 79 46300 298 


9 60B-01 0400 Parnal rosponso to FOIA roquosl lor documents. For wards App I 
decomo.nls App J & 1 avalablo in PDR App H documents parlml.y withhold (rei FO’A 
Exempt on 5) _ 

GRIMSLEY.DH NRC ■ No Dolfli'Cd Affiliation Givon 80/0// 11 Public C.lizon’s Crib 
C 3 ‘ Mass Energy Project 7pp 46327 246-40327.250 

-8808020106 Fqrwa'dS SALP repl for faCil.ly for Ooc 1984 -Jon lOUO.EncI port ally 
wll ‘held 

MCCORKiE.G W Off.co ol Mucioai Material Safety & Safeguards.Oi'OCior 00/07/ 1 1 
JOYNER. J H Reg on 1. Ofc <]f the Director 5pf> 46327 263 40327 2C7 


6807260053 Forwards Safety insp Ropt 50 353/00- f4 on 000523 0020 No vO-’af-ons 
noied. 

V/F.NZINGER.E C Region 1, Ofc of tho D-rociOf 80/07/14 MCNEIL L.C A Ph ladoi- 
phia Electric Co 2pp -16J3 7 240 4 6337. 255 


0007280057 Insp Ropt 50-353/08-14 on 880523-0628 No violations noted Major 
areas mspccfod.worV activities. procedures & records ro Instrumentation. prooporfdonnl 
tesi procedure reviow. oquiprr.cni qua'ilication program & oivj neor ng & OA 
WILL'AMS.J M . llNVILLE.JC Region 1 , Ofc of Iho D.roclor. 86/07/12 14pp 
46337 242-46337 255 


8807200162 Supp 1 1 to NRC Info Noiico 60-040. "Llconsoe Rept of Dolochvo Refur- 
bished Circu.t Breakers " Svc list end. 

ROSSI.C.E 0 vision ct Operational Evonls Assossmont (Post 870411} 88/07/21 
Ccnso' dated Ed son Co of New York, Inc 125pp. 46300 054 46380 176 

9807200246 NRC Oul ei.n 00 009. "Thirntfo Tubo Thinning in Wusiuujhouso Roaclors ” 
Svc f st enc'. 

ROSSI.C E D-v-Sion of Oporononal Evonts Assessmonl (Post 870411) 00/07/26 
Conse'idaled Edison Co or New York. Inc. I23pp 46348 070 4634U 192 

8986040012 Provides updaiocj rosponso to wir r i .g discropancos f'Oied m Insp Rupl 50 
353/87-13 CcffOCl-ve actions taken wiring msp & anaty9iS of ovora-t SOfoty Insp com- 
p'eied & correction cf laboiii Uos.gn by 800001 uxpoctod 

KEMRER.J S Pr.i'ado'pha Electric Co 08/07/26. fluSSEll.VV T. Region 1. Ofc of ibo 
Crecior. ip. 46436 21 1-46436 21 1 

8808040390 Hcspcnas 10 NRC BulOhn fl7-002.Sapp)s I A 2, "Fanenor TuSlrng Jo Do 
rermme Coniorrrasce W/App'icab'o Mail Spec.'* List ol supp'iors & mfgs from whicft 
salei/ rolaled lerrous lastor.ers may havo been purchased wiih-n past 10 yr9 end 
GAUAGHER.JW Phradelpha Electric Co 80/07/26 ROSSI.C.E D, vision cf Oper 
at- on a 1 Events Assessment (Post 870411) 18pp. 46432.136 46432 153 

8807210218 NRC Inlo Nohco 08 052. , Fnilj'e of Inlraulurmo Tohdcin 0 1 Fletcher Su.l 
AppfiC'itor Br achy therapy Oov.cos During f^af.onf Troafmonf " Svc fist onci 
CUNNINGHaM.R E Division ol Industrial & Med-cal Nucloar Safety (Post 870729) 
88/0//27. Conso idalert Ed.son Co. of Now York. Inc. 100pp 46397 029 46397: 136 

6807220034 NRC info Nohcc 88 053. "Uconsoo Violations ol NRC Rcgulat ons.Which 
Led 10 Med cal Oiannoslic M-sadminiswaiions " Svc 1st onci. 

CUNNINGHAM.R E Civ.smn ol industrial & Medical Nucloar Safely (Post 870729) 
08/07/28 Consolidated Edison Co. of Now York. me. I06pp 46396 203-46397 028 


6807220192 NRC Info Not.ce 88*054. "Foi'ure ol Orcu4 Uroakor F O' 1 owing Instalallon 
ol Am pica or D tea Trip Auazhm&nl " Svc hsi onci 

ROSSI, CE Oiv.s’on of Operational Evonts Assessment (Poai 870411) 00/07/28 
Consol .daied Eason Co Qf New York. Inc 1 2 1 pp. 464 1 7 020 4 64 1 7 1 40 

B 809050235 Nctiles dial 880707 submittal ol Rev 1 lo "Program lor Independent 
Design A Const Assessment (IDCA)" accoptablo Insp scheduled for wk of 860008 to 
examine discip'.ne specific rov.ew plans from bolh dcs'gn S const aspecls 
BUT IER.WR. Pro uct Directorate f-2. 8B/Q7/26. AL OE.V.WM PhrJadofphw Efecirc 
Co. 4pp 46445 323 46445 326 

8608110013 Ack recepi of 080624 Ur mformmg NRC of slops token to correct vlolai.ons 
noted in In^p Rept 50-353/88- 1 2. 

DURR.J.P Rc?g.on 1. Ole oliho Director 00/08/02 MCNEILI.C A Rvladolpha Elec- 
tric Co. 2pp 46509.053-46509 057 


6800160344 F 01 wards Insp Rept 50 353/08-15 on 880606- 10 No vioiat-cra noted 
DURR.JP Region 1. Ofc oltho D.rectcr 08/00/05 MCNEll.L.C.A fm.'adulph-a E’oc 
trie Co 2pp 46550 CC6- 46550 0/4. 

-0000150346 Insp Rept 50 353/80-15 on 86C606-10 NO violations noied Major areas 
inspected >nsW8itjn ol nsitumontaitor. >t>$ircciicns.ptocvdi>'os A reJaJnd tocctOs Jo 
verity il thoy rollocl work accomplishmonl cgns siont with requirements 
KOSHY.T. ANUERSON.CJ. Region 1. Ole of iho Druclcr 60/00/05 7pp. 
46550.068 46550 074 


8008020095 NRC Info Nol co 88 057. "Potonlial Loss ol Sale Shutdown Cqupmonl Due 
iu Pmmaturo Si'icon Controlled Rectifier Fa luro “ Svc list end. 

ROSSl.CE D.v.sion ol Cperaiionql Evonts Asscssmcnl (Powt 070411) 00/CO/Q8 
Consolidated Edison Co Ol New York. Inc l22pp 46459.125 46450 246 

Q600020102 NRC Info Notice 03 050. ' PotonOa' Prcbfoms tV/ASEA Brown Boven f ft** 
51 L T imu Overcurroni Ro'flys ‘ Svc l.si onci 

ROSSI. C.E. O.viS'on of Cperonanai Fvums Assessment (Post 0/0411). BB/OO/Ob 
Corns o'rdaJcd Cd so*> (*0 of h'ow Yo/Jt. Jnc 120pp. 46530 00 J 46530 120 


0808030112 NRC Inlo Notice 80 059. "MSlV Gudo Rail Fo.ii.ro at Watudord LM. 1 3 " 
Svc )*t end 

ROSSl.CE Divis-on ol Ono-at oral Events Asr.ossirem (Post B/O-iii) bb/OB/OU. 
Consol’daled Ed son Co of Now York. Inc I2lpp .46467 01 1-4G467 131 


0OO8O4OOB2 Suup! 1 to NRC Inlo Nonce 0O 004. ' ifiadequato Ouo'iiicalion A Oocumen 
Inlion of F ro Darner Ponoirai.cn Seals " Svc libl or.cl. 

ROSSl.CE Divison ol Opo-'at.o'ioi Evonls Assessment (Post 870411) BQ/0b/O3 
Consolidated Ed.san Co. of New Yo'k. fnc (2fpp *16550 205-16550 325 


0608 190243 D.scussos ir.vcstgaton Mopt 1-87 003 & forwards nolico Ol viOlai.gns & 
prapoaod trrposrfron of crvrf penaffy A ardor n.od’lyinq i:consos 
TAYLOR.JM Ofc Of UiO Exocnlivo Credo: lor Oporniicn3 88/06/10. PACUF.1TE.J 
F'hilnrJclpt'ia Electric Co 6pp 46598 032-40598 050 


8000190240 Ordnr modily.ny Ucensn DPR-44.DPR-5G.NPF 39 & CPPR 107 (Of vio'a- 
liens involving liconscd operators sleep r.g in control room road ng mat's nol dreclly 
lob totaled & otherwise inaUcni.vo to obi gat ons ol hconsu. 

TAYLOR.JM Ofc of iho Execuhve Orocmr to' Opnralicns. 69/08/10 PhladelphU 
Electric Co. 9pp. 40598 C42 46509 050. 


0 B 08050 135 NRC Inlo Not Co 88 C60. ’ Inaduquale Des'ijn & Insiai ahon of Wafortigfd 
Pnnottniion Seals " Svc I si or.d 

ROSSl.CE D.vis.on of Opemtional Evonls Assessment (Post 87041 1 ) 88/08/1 1 
Consolidated Edison CO of New Ycrk. Inc I23pp 46589 299-46570 060 


0006050240 NRC Info NoliCu 88 C6l. 'Conirol Room Rab tahi'ily - Reconl Reviews of 


Operating Erponor'ce " Svc I Si end 

ROSSl.CE O vision of Operofcnal Evonls Assossmonl (Post 0704 it) 
Consolidated Ed. 9 on CO of New /ork. Inc I25pp 46504:312 46595 076. 


08/03/ 1 1 


808050295 NRC Info Nni co 68-062. ' Recent Findings re Irnplomontalicn of QA Pro 
grams by Suppl ers ol Transport Packages Svc list onci 

BURNETT RF Div.sicn ol Safoq-.rards S Transportation (Post 870413) 86/00/12. 

^ , f. /-'« I. tr.C yfCRflf 5R1 


0808090264 NRC Into Nouco 00 063, "H.yh Radiahon Ha/a f c)s From Irradiated In-Coro 
□electors A Cabfes." Svc :i9t or.ef ^ 

ROSSI CE Division o! Operational F.vonts Assessment (Post 8 70-til) 88/08/15 
Consolidated Edison Co oi New York. Inc 1 10pp 46560 0B5-46569 174 


0608240009 Forwards responses 8 /or schedules (or submittals m responso to NRC 
8B0510 request lor addl «n»o re prosorvico insp exam plan 

KEMPER JS Phi'adelphia E'ociric Co 00/00/ 1 5 MURLEY.T F. Office ol Nuc'ear Ro- 
aclor RogJaficn, Director (Post 870411) 6pp. 46659 001-46666 135 

-8808240011 Rov 5 10 8031-P-505. "PrcsorviCe Insp Exam Plan lor Nuclear Piping 
Sys kl 

* Dochtol Powor Corp 08/04/26. 40pp 46059 005 46659 051 

• -88Q8240013 Rev 0 lo NDE Sid NEf ; Q i. ’Level 111 Personnof Qualification & Certifica- 
tion “ 

MANLEY.R A. Gechlel Po we/ Corp. 85/00/29 27pp 46650 052-46659 078 
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0007200246 NRC BJto'in 08 COD. ‘ Thirrb'e Tuba Th nnrg in Weshnghouso Reactors ” 
Svc I sl onci 

HOSSl.C.E fV'S on of Oce-ai o^a' Events Assossmom (Posi B704 1 1 > 68/07/26 
Consolidated Ed son Co oi Ne w Yoik, Inc 123pp 46348 070 46348 192. 

8808040390 Roaponds to NRC But 0tm 87 C32.Stppls 1 & 2. Fastener Testing lo De 
term no Ccniormancn W Appicahie Moll Spec. 1 ' List of supp'iers & rr.«gs from wh ch 
safely re 'a led ferrous tasieners may have been purchased within past 10 yrs er.cl 
GALLAGHFfl.J W. Fh 'adefph.a Lieclnc Co. 88/07/26. ROSSI.C E (Division Of Ope* 
a:onal Events Assessment iPost 8704M) iBpp 4643? 1 36 48432. t S3. 

of Fiaicho* Son 
and. 

(Post 870729) 
:023 46397 136 

8807220034 NRC Info Notes 86 C63. “Licensee Vclatons of NRC Rogu'sl onb.Wh ch 
l ed to Meaical D.acncsnc Misadm mstrai-cns " Svc i.si onci 

CUNNINGHAM. R E Oivisicn of Industrial & Medical Nuclear Safety (Post 8707P9) 
86/07/28 Ccnsoldalcd Edison Co ot Now York. Inc 106pp 46396 2D3 46397.028 


8807210218 NRC info Nc*.:e 69 062. Failure ol tntrauler-ne Tandom 
App! cator Drachyihorapy Devices Du'.ng Patient Trealrr.em " Svc 'ist < 
CUNNING HAM. H E Oivisicn ol Industrial & Mescal Nuclear Safety 
80/07/27. Con so ida led Edison Co ol Now York. Inc I08pp 46397 


8807220192 NRC 'nlo No* lo 8&0S4. "Four© ot O'cut Breaker FUW«vg insialavon 
cf Ampiector Duoct Trip Aitachmeni " Svc list ens 1 

HOSS’.C.E Div.son i'.t O^eraicnal Events Assessment (Pest 0704 1 1 > 09/07/28 
Consolidated Ed son Co. ol Now Yctk. Inc I2ipp 46417 020 46417 140. 


8807200019 NRC in'o Noire o 60-065. "Potential Problems Caused by S ngte Failu'e ol 
ESP Sw no O UP." Svc 1 sv end _ . 

ROSS'. C.fc Oiv.s on cf 0,‘Q'alcnai Events Assessment (Post 87041 1) 80/08/03 
Consolidated Ed- son Co of New Yoik, Inc I2ipp 46437 121 4643/ 241, 

8000030269 Suppl 2 to NRC Buloiiri 88 006, •Nonconrcrmng Mails S-pjned by P.pir.q 
Supp'iestnc at Fo'scm.NJ & Wosi Je-soy Mfg Co at Wi lamslown.Nj " Svc i.si encf 
ROSSt.CE Div.sion of Qce’alcnai Even's Assessment (Post B794U) 85/08/01 
Conso idalod Ed son Co of Now Ycrk. Inc 14<jpp 46538 121-46538209. 


8807290000 Suppl 2 to NRC Djl.oim 89 CO0. Thoimel Stresses n P.png Connected to 

RCS. ■ Svc .‘ist end 

ROSSi.C.E (Division of Operaiona' Events Assessment (Post 67041 1) 68/08/04 
Cor. sot dated Edison Co oi New Yctk. Inc 12\pp 46504 001 46604 121. 


8807290111 NRC Info Notco 68 056. "Potential Problems W/SIccno Foam F ro Qarr.nr 
Penuirntion Seals " Svc I sl encl 

ROSSI, CE Division of Oro'a’onal Events Assessment (Posi 870411) 69/00/04 
Cor isc l dated Edison Co of New York, Inc 123pp 46569 175 46569 29/. 


8808120083 Forwards Exam Ropt 60 352/88 1GOL Admnsicred during wk Cf 880G(1G 
GALLO H M Rodion 1. Cfc ot Uie Oi'octor 89/00/05. MCNEILL.C.A PM lacfolpM a 
Etectric Co 2pp 46010.240-46517:143 

-8008120104 Exam Ropl 50 352/00 160 w on 600607.09 Exam results ol H reo sor.i'j' 
reaclo 1 cpetaio-s (SRO) 6 Iwo roactot operators (RO). iwo SROs & two RO passed 
wnlitn G<am & Itireo SRGs & ono RO passed opc'dtng oxam 
WALKER. T.. HOWE, A . LANGE. DJ Region 1, Cfc ol the Director 08/00/03. 2S6pp 
46516248 46517.143 


6008020095 NRC Info Not CO 88 057, Potential l ess cf Sate Shutdown Eqopmonl Duo 
to Premau.r© Si'con Controlled Recldwar Fiv’u'u" Svc list orcl 
ROSSI, C.E D.v.r, on of Cnoratonal Evenis Assessment (Post 670411) 69/00/00 
Consoidatod Ed son Co o* Now Ycrk. Inc 122pp 46459 125 46459 240. 

6808020102 NRC In'o Nohco 68 050. ‘ Polenl a’ Prohlums W/ASEA Brown Bovr.ri ITE- 
61L Time Ovorcu/ronl Helays' Svc 'Si orcl 

POS^.C.E D.vis>on ol Opeiaboral Evenis Assessment (Post Q7Q4M) 88/06/06 
Consclldatod Ed son Co of New York, Inc l?0pp 46530 G3 1-46536 120 


6608030112 NRC tnfo Noi co 60-059. "MSlV Gudn Rail Fa Kro at Walcrfo'd Un,l 3. 
Svc Ist encl A A 

ROSSI, C-E Division of Ope.Mionai Evonte Assessmom (Post 870411) 08/03/09 
Consc'-dalod Emson Co o' New York, Inc I2\pp 46467 OH-46467.131. 

6808040062 Suppl 1 to NRC Info Notco 80 034. ‘nadGduato Oua'ilicaiion A Documon. 
laiio.n cf F ro Barrier Penetration Seals' Svc list end 

ROSSi.C.E Division of Ocora^-orat Events Assessment (Pom 870411) 60/09/09. 
Conscl dated Edison Co of Now York. Inc 12 ip p 46508 205 46550.325 


6808190243 Oiscussos Investigation Ropl I -07-003 & forwards r.oiico c# viotphons & 
preposerf Imposition of c«vl penally & order modifying I censes 
TAYLOR, J M Otc of tho Exccui-vO Director lo' Oporohons 80/00/10 PAOUETTEJ 
Ph lade'phiu Electric Co S^p 46S9B 032-46599.050. 


•8808190246 Cider modify^g l icense DPR 44.CPP.-58.MFF-39 & CPPR-IQ7 tor v>ola- 
lions ir.vclvr.g I censed operators steeping «n control room, reading mails r.oi droctly 
lab related & oP.erw.se raltentive to obl»gal ens ot I conse 

TAYLOR. JM Ofc ot tho Execuiivo DlieclO' lor Operations 80/06/10. Fhlarfolphfa 
Electric Co Qpp 46590:042-46598.050 


6808050135 NRC into Not to 68 Of.O. "inadenuaie Oestgn & instel'avon ol WatctugtM 
Penovalion Seals ” Svc 'isi end 

ROSSI.C E Division of Cperalional Evenis Assessmeni (P09t 07O4M) 08/06/11. 
Ccnscf dated Ed son Co cr New York fnc 123pp 46569 298 46570 060. 


6808050246 NRC Info Notice 88 CGI. "Conlrcl Room Hob tab My ■ Rocont Rov.ows ol 
Operating Fxponurxe' Svc 'isl ond 

ROSSi.C.E D.v.eon of Operahonai Events Assessment (Post 070411) 88/08/11. 
Consolidated Ed son Co cr New York, Inc 125pp 46594 312-46595 076 


6008050295 NRC Info Notice 88 002. ‘Record Findings ro Imp'omeniaiion ol OA Pro- 
grams by Suppliers ol Transport Packages " Svc i.si end. _ „ 

BURNETT .RK Div.s on ol Salogua’da & l ians^.ortebon (Post 670413) 86/08/12 
Conso idamd Edison Co of ffew York. Inc. 109pp 46501: 155 46581.263 


6808090264 NRC info Nonce 08-063. "High Radiation Hazards From irrad aied in Core 

Detectors & Cahles." Svc 'isl end _ 

ROSSI.C.E Division of Ope/alcnal Evenis Assessmenl (Posi 870411) 80/08/15 
Conso'idated Edison Co ot New vcik. tnc. HOpp 465G9.065 46569 17 a. 


8808110206 NRC info Notice 88 064. ‘ Report rg Fires m Nudea* Process Sys al Uj>: y 
at Po*ct P'ants 1 Svc list end 

ROS5i.CE D.vision of Operational Evonte Assessmom (Post 870411) 66 /06 / 1 9 
Conso 1 dated EdiSonCo of Now Ycrk. lac. 104pp. 46643.001-45643 104 


0808120327 NRC Into Noi:C0 08-065, "Inadvertent Drainages Ol Spent Fuel Pools’ S.'l 


ROSS'.C C Division of Operational Evenis Assessment (Post 67C4H). ea^ca/i! 
Consolidated Ed son Co or New Ycrk. Inc 123pp. 46628:01 1-46628 133. 


8806160392 NRC Into NotiCO 88 C66, Tnduslnal Radiogteph/ Insp & En'c-'cc-rcrl * 3.; 
list end 

CUNNINGHAM. R E Div-sion of indusinat & Medical Nuclea* Sateiy tPosi 8707ii| 
BB/08/22 Consolidated Ed son Co Of New York. Inc 90pp 46628 134 46526 ??3 

08DBT6O414 NRC Jn?0 Nolice 08 067. ”PWR Auxi'ia-y Feedwater Pump furt *e 
speed Tr.p Failure " Svc I si onci 

ROSSI.C E Div.sion ot Operational Events Assessmom (Post fl?cin) &9'D0'?2 
Conso'idated Edison Co of Now Yo'k. Inc 123pp. 46643:105-46643 227 


S. Reportable occurrences, LERs & related correspondence 

8806090109 Special ropt on 0BOGO2,Six triaxiol hmo h9lory ACCe!e-‘Cgar»hs COC'a'C'd in 
operable due lo !:iadoqua1o calibr surveilanre IgsIsTosIs rovist-d to inc-o‘po:a a l l- 
lab’o losiing ol accctercgraphs 

MCCORMICK, MJ Phladelph.a Eloctnc Co 88/07/12 RUSSLL'u.WT fttguii, 0*c 
Of IfiO D.roclOf 4pp 46477.31 1-46477 314. 

8808040136 LER 00 024 00 on 80OC23,fai uro to Slroko lesi va‘vo lolpwng na*: «c^» 
resulted «» faturo to lake Tech Spoc aciion statomoni.Cnusoc by perjorv*.- 
error Invotvud indiv duals counseled & memo issued. W/de0725 *v 
MENGERS.C A, FOGARTY.E P Ph.ladelph-a Efoctr.c Co 88/07/25 5pa. 4^12 j 3^1 
46423 355 

8008050017 LER 86 025 COon Q00627,rnactor end .so'abon occurred v,nfo 
suivoi'ianco to si Caused by mslrumoni Isolation valve bo ra pari al v c osed duivg s j r 
vei'iance Roacior onci isolation reset pur pmeudure W/GB3727 Ur 
MENGERS.C A. FOGARTY.E P rh.iadolph.o Electric Co 08/07/27 ?p,T 46^39 3v> 
46438 352 

880824020 1 LER 86-026-00 on 88071 ?.conlrol room HVAC Isocion res. tet: from h ^ 
chlonre concontraiion signal caused by ram water contact ng nna'yjc-* prc»bo f’rep^ 
conuol room Isolation verified & control room vanti'aUon roste'Cri W/09G816 :r 
MENGERS.C.A, MCCORMICK.MJ Pfvladolpua Elecinc Co 8O/C0/16 op 
46627 179 46627:185 


V. Operator Examinations 

BBO00 10367 Informs of approval ol & prov-dos comnronis cn 8CC42D smImi illit re J-^t 
operator ! icens:/i<J proymm NRC may take achon if except cria’ly pcs* no* rKirirK* 
shau'rf occur in dual neons rg 

GAllO R M Rogion 1. Ofc ol the Director 80/07/14 LClTCH.G M Pr.lado pin €k v 
lr C Co 3pp 46360 337 46360 339 


ci flacw 

U1e!f-h J 


8808120083 Forwards Exam Repl 50 352/88- ICOl admimstcreii dur ry ws C 
GALlO R M. Region 1. Ofc of Ifio D.roctor 88/C8/05 MCNE I L.CA I ■* 

Elecinc Co 2pp 46516 246 46517:143 

♦-8B00 120104 Exam Ropl 50 352/ tt8- ICOL cn 600607-09 .E* am rosulls'.l t vec sen j 
roacior operators (SRO) « two reactor operators (RO), iwo SHOs & oni. 1 HO passed 
wr.nen exam & three SRCs & one RO passed operating ©*am. 

WALKER T . HOWE. A , LANGE, D J Region 1. Ole of ibe Diroclcr 03/C9/03 25Cf4> 
46516 240 40517.143 


DOCKET 60*353 LIMERICK GENERATING STATION, UNIT 2 


A Appficallon/constructlon slaga documents & correspondence 


8808010368 Forwards Amend 91 lo Iconse appl cat on. consisting ol Rev 53 I c. FSAH 
fer Limerick Genoralng Station Units 1 & 2 Amend changes lest.o.*rjar*al on lab.es 6 
f.uurp3 lo accurately rolled corporate & ensue rngt as of 890001 
DRAOLEY.EJ Philadelphia Efoctnc Co 88/00/01 MURLEY.T E. Oincn o' Nx car 
Roacior Rogulaiion. Di'ecicr (Posi 070411) Ip 46415 042-4G4 16 264 

-0008010362 Amend 91 lo Iconso apphcalion.ccnsisf ng ol changes to Rbv 61 to 
FSAR re onsite & corporate organization & ira nmg prpgram 

r-w r: . OQ/nA/Al AF.A 1 ^ 1 5 .01 7 


-0800010363 Rev 63 to FSAR lor Limerick Generating Station 
• Phi’adelphte Elecinc Co 8B/08/01 2 1 7pp. 4b4 15 048-46415.264 

8808160033 Rosponds lo NF1C Generic Llr 86 01. "NRC Position on GSCC ir> BWU 
Austemiic Stainless Steel Pip ng " . _ _ 

KOWAISKl.SJ Philadelph a Etectnc Co 86/00/02 MiRAGUA.F j Associate Drecior 
for P/olecl5 (Post 87041 1). 80pp. 46549 328-46550 047. 


F, Security, medical, emergency & fire protection plans 

0807060520 Generic Ltr 88-10 to a'l power reactor hcenseos & holders of fteH 05 a(>- 

K rova's ro purcfiase of GSA approved security containers Svc 1-st enc‘. 

URAGLl A.F.J. Assoc-ate O.rector lor Projects (Posi 87041 1). 08/07/01 Ccaso* (.'ated 
Edison Co of Now York, Inc. 3ipp 46308 299-463B0 329 
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10 Forwards Guam Repl 50*354/88 120L Of exam adinn-stored during wk of 

F1M Region 1. Qfc of iho Drcctor 00/07/21 MILTENUERGER.S Pub'c 
Lloct'tc & Gas Co Of New Jeryoy 2pp 46438. 15? <16430 203 


8608040062 Supp! 1 to NRC Info NckCO UB 004. “Inadequale Qual ‘:r.ol<on & Docjmen* 
teJLon Of F-fc Uamor Pone‘raf.on Soa's ” Svc list one* 

ROSSl.C.C. D.viSion of Opcraiiona< Events Assessment (Posi 870411) 88/09703. 
Consolidated Edison Co of New York. Inc 1 2 1 pp -16650 205 4656F1 326 


044 F*ain Repl 50 354/80 1 20L on 88041 1 ■ 15 F*am rosuJs two sen or oper- 
\ctidates & i t'fco reactor operator Candida fos passed oxams 8 o no reactor op 
undulate failed written exam & operating test 

\ G LANGE D J Rog on 1. Ofc Of the Uirocior 88/07/21 K.Opp 46438 104 
33 

46 NRC Qui'Cim 08 030. ‘ Thwrb'o Tube Th.finrg m woshrghouso Roaciors ” 
encl 

” E Oiv.S'cn of Oporational Events Assessment (Post 8 /0411) 88/07/26 
ja:ed LdiSon Co Of Now York. Inc l23pp 46348 070 46318 192. 

18 NHC Info Nokco 08 052, “FoLue of Inlruulermo Tandem of Plotclior Sml 
or Drachyhierapy Pov-ces Dur r.g Pal ont Tioatmonl ” Svc l.sl cr.cl 
■jGHAM.n E Civision of Indusmal 8 Med cal Nuclou' Safety (Post 870/29) 
?7 Consol dated Edison Go ol Now York, Inc. I00pp 4639/ 029 46397 136 

70 Forwards Safety Insp Rept 60 354/09-IR on 8806010/11 No v&lokcns 

\GGfi.E C Reg on f. Oh: Oi tt:o U.rcctO‘ HD/07/2? M/UENBFRGFn.S 
Jeiv:co Electrc A Gas Co of Now Jersey 2pp 46370 340 46370 3C0 

1274 Insp Rept 50 354/08 10 on (200601-0711 No v.o'akons noted. Ma.o* 
ispccled cporakenal safoly ven'icat'cn, survoiHanco icsl ntj,ma.ni oci-vii-us.LER 
p & assuran:o Of quality ^ A „ 

ANOPD. Rog on 1. Ofc Of me D.recfO' 88/0//26 Upp 463/0.151- 
>60. 


178 Forwards rev.scd rioi CO of violation soul on 680714 rc boding of discnri 
ay util contracio's aoainsi contractor crpp’oyeos 

LL.W.T Reuion t. Ofc of the Dredor 86/07/2/ MILTENDERGF.R.S Pub'ic 
i Electric & Gas Co of New Jersey 2pp 4G429 277-46429 2/9 


5380 Corrected roiico of violation re Dept of Labor 800401 final deoson 8 
lOlding tliat former ccnironlo' ornployoo work ng at plant iliscrirrinatod ngainsl 
[raster fer raising safety concerns 8 holding up tost packages 
n f. Ofc c'ffq O rector 00/07/2? Iff 40120 1>/9 48429.279 


50 1 Responds to IE l3ui:ot«n 05 -CO'J.Suppl i. Moior-Opcrated Valve Sw.tch 
s " Liccnseo 060527 & 8005*23 submittals saisfy Action Items (a) th'ough 01 
jut ono va've 

'1RERGER.S Pub'ic Serv.ee Electric 8 Gas Co of Now Jersey 89/07/27 Dec 
Control Branch (Docurnonl Control DosM 3pp. 40-145 164 46-145 10G 


334 NRC In'o Nokco 80 053, “Licensoo Violations ol NRC Royulnt.on9.Wmcf> 
MocSice" OagricsLc Misndm:msiruiicns." Svc i«si prtci 

NGMAM RE Division of Industrial & Mcdcnl Nuclear Saloty (Post 870729) 
28 Ccnsol dated Edison Co of Now York. Inc 10(>;>p 4 6396 203 4 639 7 028 


192 NRC Into Notico 06 054. F oiler o of Cit.uiI Broakc-r Fol'owmq InsiOl alien 
jtecinr O reel Tr.p Attachment “ Svc list oncl 

CE Dpvisun of Ope'alicnal Evenls Assessment (Rost 870411) 80/07/28 
ii dated Ed son Co of Now York. Inc 12lpp 4641 7 020-40417 140. 

004 Responds 1o Generic Lb 00 Ol ro ICiSCC.mclJd r.g IGSCC 
i on msorven insp program. Toch Specs. 'oak dotecticn A reporting 
imonislisi of RCPD mails fabricated w/ mcko'-bosod n"OyS unci. 

NOERGER.S P1.LLC SorviCO Eloctnc & GflS Co. of Now Jersey. 8Q/07/2D Doc 
Coniro' Branch (Document Control Dosk). 14pp. 46490 I /O 46490.103 


019 NRC Info Nokco 08 055. "Potonhal Problems Caused by Siryjlo Falu'o of 
wing Bus ” Svc list end 

I.C E Div.s.on of Oporalionat Evonls Assossmoul (Post 070411) 80/08/03. 
idaiod E disen Co of Now York. Inc. I21p;>. 46437 121 46437 24 1. 

128-9 Suppl 2 to NRC Bufolin 88-005. ’Nonconformeng Malls Supplied by Piping 
os.inc at Fnlsom.Nj & Wosl jo.'scy Mlg Co ai W^lllnmstown,^IJ.* , Svc hsi er-cl 
I.CE. D, vision of Operational Evonis Assessment (Post 070411) 88/08/03 
lidelod Fdson Co ol Now York. Inc 149pp. 46538 121-46530 269 


t79fi Forwards Insp Rept 50-35-f/flfl- 10 on 0906 1 3* f 7 No vxrfilLOds nolod 
J.R.M Hecion t, Ofc of fho Urccior 08/08/03. MILTENOERGER.S Public 
e EJoclric 8 Gas Co ol New Jersey 2pp 4C500 333-4G5C0 344. 

50299 Insp Repl 50 290/88-19 on 080613- 1 7.Nu v.O'alio.ns o-' doviatons 
Maio f ej'oas inspecled.ronlinonsoJ stall iro'mng.OA annual rov:cw 
iren'oril.recoipt insp & aud.ls) & licensee actions on provious concerns 
[IRA.W.. 8LUMBERG.NJ Rog:on 1 . Ofc ol Uio D.reclor. 88/00/03 lOpp- 
1335-46503 344 

1008 Suppl ? to NRC Bullot-n 88 008. “Thermal Slrossus in Piping Ccnneclcd lo 
* Svc I st end 

;i,(VE. Div.sion ol Oporauonal Events Assessment (Posi 8704 n) 88/00/04 
delated Ed son Co. of New York, Inc I2lpp 46504 00 1 46504 121 

Dili NRC Info Noiico 08 056, “Poionhal Probloins W/Slicone Toam Firo Barr;of 
ration Seal3 " Svc list encl 

Jf.C.ti. Division of Operational Fvonts Assessment (Posi 8704 n). 88/08/0-f 
d-dalod Ediscn Co of Now York. Inc 123pp 46569 175 46569.297 

D095 NRC In'o Nohco 88 057, “Poionlial Loss of Sato Shutdown Equ pmcnl Duo 
imaturo S/iccn Contro'led Rectifior Failure “ Svc list oncl. 
jl.C C. Dw.s'on of Oporaiional Evenls Assessment (Post 070411) 08/08/00. 
oldalocl Edison Co. Of Now York. Inc. 122pp. 40459 125-46459 246. 

0102 NRC Info Notice 88 058, ' Poionlial Problems W/ASEA Drown Bovcn 1TE 
'.mo Overcurrent Relays." Svc list or.cl 

jI.C E Division of Operational Evonis Assessment (Post 8/0411) 88/08/00 
o* icfa ted Edison Co of Now York. Inc I20pp 4G530 001-46530 120 

0112 NRC Info Not-ce 88 069, “MSIV Guido Rail Falluro al Waterford Unit 3." 
i si end 

51. CE Divis:on of Oporaiional Evonts Assessment (Posl 870411) 88/08/09 
c idated Edison Co of Now York, Inc 121pp 46467 01 1-46467: 131 


0808050135 NRC info Nokco 88 960. “Inadequate Design & Insiallahon uf VVaterhghl 

PvrGlfdliVn So^h " Svj 7rSl end 

ROSSI, C E Oivis-on of Operatonal Evonis Assessment (Posl 870411). 00/03/11 
Consolidated Ed son Co. or Nuw York, Inc l23pp 46569 208 46570. Cf>0 

080G05024B NRC Inlo Nokce 88 961. 'Ccnlrol Room Hab.iati’ily • Reconl Reviews of 
Operaiir'g Experience " Svc list end 

ROSSI.CE ID.viSicn of CperahouHl Events Asscssniont (Posl 070411) 80/00/11. 
Consol dated Edson Co of New York, Inr. 125pp 46504 312-46595 076 

8808050295 NRC Info Nokco 88 082. Rocenl Lmdrgs re Implornonlakcn of QA Pro 
grams by Supp' ers of Transpcd Packages " Svc l.sl oncl 

HUMNETI.RF D.vsion of Safeguards 8 Irons porlaf.on (Posl 870413). B3/C8/12 
Consofirfatoil Ed son Co of New York Inc lOOpp 46501 155 4650 1 263 

8808190194 Forwards rusubmilia' of 880729 rosperso lo Gene* C Ur 88 01 comamng 
off.dnv .1 in'o nc udos IGSCC rr.ikgai cr>. nsorvico <r*sp program. Tool* Spots & <oak de 
lection 

Mll.rENULRGER.S Publ c Suiv.co Electee 8 Gas Co. ol New Jcrsoy 80/08/12 Dnc- 
urnoni Conboi Branch (Dccumunt Coniro 1 Dusk) l5pp 46506 C5 1 46596:066 

8008230340 ffospondS 10 NRC 039714 Itr re violations r.oied n msp Ccrrociwo 
ackous roqu-remoms ol Sockon 210 & 10CFR53 / roompf'asi/Od S uvp'omonialmri ol 
p.wam lo noi-fy conlracto* of wh.$t*»;blcwer staiutu mandafod 
MILTENBERGLR.S Publ c Serv, c o fc'leclf c 8 Gas Co of Now Jersey 08/06/12 Ooc- 
urnunl Control Branch (Pocumonl Control Desk) 6pp. 46607 071 46007 07G 

8008090264 NRC Info Nokco 0U 063. "High Raciakan Moza'ds f rom irradalod In Ccro 
Doicc tars S Cabins ' Svc 'isl e nd 

ROSSI.CE Div.sion of Oporakono’ Evenls Assessment (Posl 870411) 86/08/ 15. 
Consol daied Fd.son Co Cf Now Yurk. Inc 1 tOpp 46569 085 46509.1 74. 


88081 10206 NRC Into Nokco 00 06*:, "Roporlng Fires <n Nutlua* fYocoss Sys ol Niido* 
nr Powor Planls ’ Svc lisl oncl 

ROSSI.C E D.vIS'on of Cporakonal Evonis Assossmoni (Post 0/0411) 88/C0/18 
Conso'idatod Ecfison Co Of Nnw York. Ire 104pp. 46643 001*46643.104 


880B 120327 NHC Inlo Nokce 88 065. "Inadvodcnl Orainogos o' Spent Fuel Pods Svc 
(<si end 

ROSSI.CE. Ov.sijm of Opuraiunal Evomr, Assossmoni (Posl 670411). 86/CO/iO 
Ccnsolulaiorj Edison Co of Now Yoik, Inc l2Jpp 46620 01 1 4UG20 133 

8800160392 NflC Inlo Nokco 80 066. ’ Industrial Roilogruphy Insp 6 Enfcrcomoni " Svu 
list oncl 

CUNNINGMAM.R.E Division Ol irUuginul & Med cal Nuclear Safety (Post 0 70729) 
8 0/U0/22 Consol doled Ed sen Co of Nuw York. Ir.c. 9Cpp 46020 134 46620 223 


8808 1604 14 NRC Info Nokco 08 867. Pwn Auxi'uyy Foudwato' Pump Turlmu Over 
3pOLd Trip Fai uru " Svc list oncl 

ROSSI.CE D.nsion of Opcran.mnl Fvonlb Assossrneni (I’ost 0/0411). 08/00/22 
Consolidated L*d son Co or Now Yo'k. Inc f23pp 40G43 fO5-46043 227 


R. Periodic operating reports & related correspondence 


0008220226 Monthly oporokrg ropi Inr Ju‘ 1988 lo' Hcpu Crook Gonnralr.g Siatio.n Ur.u 
1 W/880016 Itr 

JENSEN. H , lABRUNA.S Pubic Sorv.co Eluctnc A Gas Co. ol Ngw Jorsoy 00/07/31. 
1 4pp 46601.071 46601 004 


S. Roportabto occurrences, LERq & related corrospondonco 

0807260120 LLR 88 016 CO or, 8606 iG.unant clpatud pr.ma7 conLilnn.ont 8 control 
room umorgercy Mbakon m.takon occurred Caused by momnnUiry power loss duo Ip 
mvo/tor nialfurct on during sw, iff. mg. High voilago power supply roplacod W/0007 13 

F.RVINAM IABRUNA.S. Public Service Etocinc 8 Ga* Co ol Nuw Jersoy 8D/0?/ 
13. Opp 46304 330-46304 334 

8808030320 I CR 00 003 01 on 08O?2O.pnmary ccruainrnoni l03kago rata dolorinnml to 
bo m oxcoss of Tccfi Spec mt Causurl by ha-tknu crock on nboard cl.GCk va'vu scat 
& I'rerjulanhos in ouibcard chock voivo soal Va'vqs od.ustod W/000727 \U 
ERVIN AM LABRUNA.S Put>l:c Sorv:co Electric 8 Gos Co of New Jorsoy. 80/07/ 
27 5pp 46427.003 46427 0G7 

8008030312 lER 00 013 01 nn 0QO5O f j.v.hon seco^.dary ccrnlonsatfi pump auxi'iary til 
pump crcuit breaker opened.socondnry concJnnsato (K.-mp A Inppod.Causud by por- 
sonnul Grru' N-ucleaf ha nmq Copt w!l review OvOhl W/000728 Itr. 

ERVIN A M IABRUNA.S Publ-c Scrv.co Elecir:c S Gas Co of Nuw Jersey (10/07/ 
20 5pp 46427 250 46427 254 

8608 1 60296 ICR Q8-O1?00on B0O7l9.pressurn iransmitlcr on 0 roon S'oam fr.u 
lailed Caused by iislrurr.ent falu'0 Transmute.' replaced & roieslcd W/880833 IU 
ERVlN.AM LADRUNA.S Pub'ic Service Elccinc 8 Gos Co ol New Jersey. 69/08/ 
03 4pp 40553 353*46553 350. 

8808250243 LER 80 012 01 cn 00O43O.9puncus pump d.schoign valve closu'OS & puirp 
lops occurred Cause J by ma'funckcn cl ci'cu'uimn waior sys mulkp'oxor Mig of cucu 
lalmg waior boing coniacled to ma nt prackcos W/000310 IP. 

ERVfN.A M . LAGRUNA.S Put>liC Service Efcuffrc & Gas Co Of Now Jersey 08/08/ 
10 5pp 46649.049 46649 053. 

8808250251 LER 00 010 00 on e80725.unankcipaiod isolakon ol RWCU cccuired w / 
plant In Operational Condl cn 1. Caused by blown luso n Channel A of nuc'cai sloam 
supply shuioll gyS.FuSe replaced 8 personnel cOunst/ed W/000010 Hr. 

ERVlN.AM LADRUNA.S. Pubic Sorvico Eiociric S Gas Co of Now Jcrstiy 09/08/ 
10 4pp 46640:039 46648 C42 
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• •8608240015 flo* 1 io NUt S*d NEPO 2. "level I & n Po'sor.-ol Qua'ihcaiion S Ccrtili 
ca'.pn ” 

MANLEY.RA Bcchlel Power Co'p 05/01/20 I3pp 46659 079 46659 091 

-8000240017 Rev l to held Qua'ity ProcecVc FOP 01, PfOCOduro for Qua'iKation & 
Ccft.li'a'on of ir.sp 8 Tesmg Personnel n Accordance W/ASME/ANSI N45 2 6 - 
1978 8 ASWEMHSl NO A 1 " 

PACING n, LARRcW JC Centra L'ectnC Cc 87/ 10/ f 5. f 3pp 46659092- 

•1b659 104 

-0808240029 Re; 01 to F.e’d Qualty ProceJj 1 © TCP 03. ‘ Proccdire for Oua’ilicaiion & 
CertJ.;a:cn cf NOE Personnel n Accordance W/ASNT SNT-Tc 1A & Sechon Xl " 
B9CWN.G FI . LAHRtW.J C General E’ectuc Co B7/1Q/13 2Cpp 46659.105 

46559 124 


V. Operator Examinations 


880B010367 Inlo'ms o' approval of 8. prov.dos comrr.onis on 63-''*" j 
ccoraio.' licensing pxrjram NnC may lako act on it oncec ana 1 !r’ s *i 

Should occur m dual ‘.censing d ' p0 ° Wr. 


iCensmg 

GALLO. R M Region 1. O'C uf the D rector 80/07/ 14 LEllCHGU c» 
iricCo Jpp 46360 037 46360 339 ‘ ' ‘ ' 


X--1* il 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION, UNfT i 
F. Security, medical, emergency & tire protection plana 


-88G024OO33 Rev 10 lo UT FFHRlTlC. Ma-ual UlirasoriC F^am Frccedu'O ter Fornlic 
Stee' P p ng We‘ds " 

MUChEll MJ Rechiei Power Cep 87/04/10 27pp 46659 125 46660 151 

-80O824CO36 Rev 9 to UT ALSTENlTiC. "Manta: lilirasoniC Exam ProcOdjre tor Aus 
tc-fi.tic & Dissiti ar Me*ai P:p ng Welds " 

MllCHtLlMJ Bcchici PoAtr Ccrp 87/03/18 3Gpp 46659 152 46559 161 

-8000240040 Rev 5 tu PT(SR)ASME II /XI. "NCE Std l . q.,«J Peneirant (Sclvcm He- 
rn Svatfe/ ' 

MITCMLLL.M J Bechtel Power Co*p 86/07/30 Upp 46559 102 46659192 

-8000240044 Rev 5 to MT OHY ASME lli/XI. NCE Std Magnet.; ParLc'e Exam ” 
MITCHELL '3 J Oechiei Power Co'p 86/07/30. I7pp 46659 193 46659 209 

-8800240046 Rev 4 to RT-ASVF l l/XI "NUE S‘d Rad>ocrapby " 

MlTCHEiL.MJ Pechiei Pcwer Curp 87/07/ 10 I9pp 46669 210 46669 228 

—8808240050 Rev 4 lo UT RCP STUDS. “Ullra sonic E*am Procedure fO' Recrculahon 
Pump Sluds 

MllChElLMJ Bechtel Pcwer Coro 87/04/10 I5pp 46659 229 46569 247 

-0808240052 Hov 4 to UT-HT-EX-1. ' Man^a' Ulirascn c Exam Procedure fO' RHH MX 
Welds *’ 

M:TCHL T lL.M J Oechld Power Ccrp 87/01/12 2Dpp 46659 248 46659 276 

-0808240055 Rev 2 to UI-HX-N'R. Ma r uaf tWtrasonc Exam Prccedu'0 for FtllR MX 
No/j'e Inner RaduS " 

MrCHELL.MJ uechld Porte- Ccrp 87/04/10 I9pp 46559 277-46559 295. 

-8808240056 Rev 4 to UI AUSTENiTlC A. Autorraic UHrasonc Exam of Smilar & 
O-ss m iar Moral Welds n P.p rn Sys " 

MiLER.WF General Elect' c Co 0//O9/20 ?8pp 46659 296 46650 323. 

—0808240062 Suppl 1 to Rev i lo UT AL/STtNlTiC A. ' Supp* icr UJPasr.v'ic Evaro ci 
Weld OvDr'ayed AuSler,ii:c P-p ng ’ 

M.^LER.W F . O OCNfJELL.F J General Flednc Co 87/08/20 ftpp 46559 324- 
46659 331 


•8808240067 Suppl 2 to Rev 1 to UT AUSTENITIC A, * Suppl 'or Automate Uhasonc 
Exam of 0-ssiT.i'ar Motal Welds.” 

M LLLR.W F Goreraf Elcc’rc Co 87/11/10 9pp 46659 332-46559 340 

■8806240069 S,.ppf 2 to Rev 2 to UT-AUStENlTiC M. "Suppl to* Manjal Urascmc 
Exam cf O.ssirr.-lar Me'al Welds ” 

M LLER.V/F Oechlel Power Ccrp. 87/11/10 9pp. 40659 341-46659 349 


-8808240072 Suppl 1 to Rev 1 lo UT AUSTENiTlC V Suppl lor Ullrosonc Exam ol 
Wyi<j Ove H a>ed Austen tic Pip ng 

M il FR.W F Goncral Elecinc Co 87/05/ 10 9pp 46659.300 46659 35B 

— 0808240076 Hev 6 lo DT-AUSTENJTJC-M 
MLLER.WF General Eiecinc Co 87/07/17 23pp 4G659 359 4C660 027 

-•8808240005 Rev 0 to UTI EVAl UATION. Procedure for Eva'uai'On cf UlUason-*' 
Exam Data ' 

MIlLEn.W F General E<ectnc Co 67/ 10/20 1.5C0pp. 4G66Q 028 466C6.136 

8808 1 10206 NRC fnlo Notice 8ft 064. * Repcru;g F-rcs m Nuclear Process Svs a! Njc'e- 
ar Power Plams ” Svc i si enci 

ROSS i, C E C .vi S' on of OporaiKral Events Assessment (Post 0704 in 80/08/18 
Ccnscl dated Edison Co of New York. '^c lOlpp 46643 091 46643 101 

8808120327 NRC info Nohco 89 065. '.'adverlcnf D'a-rages ot Spem Fuel Pools.' Svc 
!i$i ere i 

ROSSI, CE Divis-on ol Operahonal Evems Assessment (Post 870411) 88/08/ 18 
Ccnsoi dated Edison Co of New York, ;nc 123pp. 46528 01 1 46628.133 


0808 f 60392 NRC into Not.ce 08 GG6 "fndusfr a> Radiography fnsp & Enfcrcomeni “ Svc 


!^9^1 AWR £ of industrial S Medea 1 Nuclea- Safely (Pest 070729) 

ba/C0/2? Ccnsoi daied Ed son Co of New York. Inc 90pp 46626.134-46620 223 


8808160414 NRC Info Notice 88 C67. "PWR Auxi'iary Feedwater Puirp Ttrhme Ovor- 
SDced Tup Fo luro " Svc ‘isi end 

ROSSI, C E Uivis on of Cperaiionai Evems Assessment (Post 8/0411) 8B/08/22 
Conso'idaied Edison Co of Now York fnc i23pp 46643 105 46643 227 


S. fieporlabfe occurrences. LERs A related correspondence 

8807270035 inienm Sgn.'.cant Deficiency Ropi 219-2 re discrepancies in PGCC 
wrng Approx 130 acJdl mnor errors out cf 10.000 fermmaiions discovored dunna 
re.nsp F na» rept w II be subm tied ty 880815 

KEmPCR.JS Phiiadelpma Electric Co 89/07/06 RUSSELL.WT Ropron J O'c of the 
D rector 2pp 46306 357-463C6 35B b 

8808090189 Special replon 880C02.s-x tuax.al time history acce'erog'aphs doc’ared in 
operable d:,o lo inadequate cal.b' surveilance tests Tcsis rovised lo -nccrporaio n’t 
tab'g losiing of accelerographs 

MCCORMiCK.M.J Ph.i’adelph a E'ectn; Co. 88/07/12 RUSSELL.W.T. Heg on 1 Ofc 
of the Dirocior 4pp 46477 311 46477 314 


0007060520 Generic Mr U8-10 lo all power reactor l cei)$e*$ & hc'deii cl e- 
prcvals to pu'chaso of GSA approved socu'.ly coma ners Svc l st ex' * r; " 
MIRAGLIA.F J Assccmro Druclor for Pfojocls (Post 87041 n 8H/07/0i Tr*. 
Edison Co of Now York, Inc 3lpp 46388 299 4b30Q 329 ^ 


8000040247 Genonc Llf 80-12 to all power reacto' : cnnsces A a'Dl can’s - - 
hro p'cicciion reqj roniprus from Toch Specs Svc hsi or*cl. 

MIRAGLIA.F J Assoc niu UreUor for P/C|eCLs (Post R70411) b8/C-8/C? C^-* 
Edison Co of New York. ‘nc. 5?pp 40463 291-46403 J42 


H. General correspondence 


080B3 10062 Rcquosis NRC acton to ro'iOvo uncfjo risk posed by BWR •. 

Ic inshtulily NRH sf’-Oj'u .ssuo ordur rr.-qunng pH GE BV/R 'i;en'«tes to sV ' • • 
NRCw.thn i yr cfomonsiraium complnr cc w/CiDC 12.Reia’ec) n'o cr c 
HIAll.SL Oho Ciliio.ns for Respoost4o Energy 88/07/22 Olke "l N. >• = 
tor Hog jtat on. Director (Post 070411) 12pp 40727 025 46727 050 - “ ‘ 


P. Operating license stage documents & correspondence 


80081 10024 Reqt/osis NHC approval lo uso Y/asloChorn Co*p vcl redjc*iCTi< • , 
i«on sys fo' processing pass B & C ocodox & head resm waste Tesi resJ:i% ■ • 
lied wasto oncl 

Mll.TENBERGEft.S Pcblc Snrvco Eloclric & Gas Co. ol New Jersey 83'v: O' -v 
t.mont Control 0? finch (Uocumunl Control Desk) lOpp 46499 334 4^499 ir. 

BB08 160055 Subin ls daily hiuhlighl Notifion of 880810 mcokrg w/ull n Hyi«. ’>•. ;■ 
discuss licensing act.v.iy scroJu'os 

RIVEN13AHK.G f J ro|oct Oruclofdto 1-2. 08/00/09 MUPlEY.T . £‘.fcr:* 

MfRAGLIA F NRC ■ No Doim'od Afhl aliOn G:vun 4pp 46589 118 45555 121 

8608190194 Forwards roMihmttal of fl807?9 response to Generic lir 85C ;y ■ •; 
allidav.l Info ncludos IGSCC m.lig^lion. nscrvico msp program Tech Ssc:^ A •: - 
luct on 

MILTENBEHGEH.S f J ub‘ic Sorvco Eleclr.c & GuS Co ol New Jersey q C r - 
umoni Control Branch (Cccumcnl Coniroi Desk) 1 5pp 40596 C5I 46556 06‘ 

BB0B240172 Forwards Sopplomontnl info ro 070813 reqjost lor amend ’olCr' -J. : 
57, changing Tech Spue Tab'o 3 3 3 3 lo Incroaso rosponso lir.o Icr HPC s,s ’ 
s fo 35 s 

MiLTENQLFtGEn.S Pubic Soivicu Coctric & Gas Co ol New Jersey Sfi'CS-U (r 
umont Conircl Of arch (Oocument Cont/ci Dusk) 4pp. 40630 C6 7 46630070 


Q. Inspection roports, IE Bulletins & correspondence 

0805200295 NRC Info NoliCu 08 032. "fVCmpl RopCftr.g to NRC of Sigr f :4“* '< > - 
frivofvmg Racf.oactivo Maff. 1 Svcfsfor.cf. 

CUfjNiNGHAM.f^ E D vision ol lnduslr.nl & Med cal Nuclear Safely (Post 6 '■>*<: 
0B/Q5/25 Ccnsolidatod Edson Co ol Now York, Inc I20pp 4636ft 175 46jcrcr> 

8800020191 Ack roceipl ol 880229 Scbmitial of addl docu nortaf'Oh su^pO'i S " 
moni loop ci'cuit analysis calcuiat ons on affects of LOCA envron c.~ ‘‘F'-'Ft 
accuracyjfur Insp Repi 50 354/80 03 

Dur-in.JP noaon l. Ole of iho D recto*. 09/07/11 Mll.TFNbERGER S PjbcV. 
ico b’roerne & Gas Co of Now Jersey 2pp -W392 J 3.1 46383 J39 

BB08020199 Disrnssus onforcoir.onl con'uronco on 080609 & forwards ra’iec 1 ■ ; j 
lion & proposed miposit-cn of civil penally 

RUHSELL.WT Rogon 1. Ofc Of the Cueclor 80/07/14 MIL IENBFHGERS ^ • 
Service Elec ir«c & Gas Co of New JorsOy. 3pp. 46302 2C0 46382 212. 

-88Q802020B Nolicu of v.olaiicn A proposed imposihon of civ.l pena'ty NcrJC.”(’^ 
noied A Francis demoiod Irorn suporvisoiy posdion 10 techn cian posi'-ion 'c r • 

m profeclod activities 

RUSSELL.W.T Rey on 1, Ofc of the Duccior 88/07/14. 2pp 46382 ?1 1 ^ 

8B07260324 Requests Gxlonsion fo submt 00 day inservreo msp rept u-i 
lo extensive roviows H 

MfLTENBEHGER.S. Pubhc Sorv.ce ElocUic & Gas Co of New Jersey 68'07' - ^ 
umoni Connol Branch (Documoni Coniroi Desk). 2pp. 46289 303 46289334 

8807200162 Suppl l lo NRC Info Notice 88-040. "Licenseo Hepf c" Oe'eC 
bishod Circu t Breakers " Svc fist oncl _ .. 

ROHSl.C E. Division of Oporaiional Evenis Assossmoni (Post 8704H) c- - < 
Consolidaied Edison Co of Now York. Inc. 125pp. 46368.054-46389 178 

8007280336 Responds lo NRC BullOlin 87-002.Suppl 2 re proviyon 0< l-St d J 
mfgs irorn which fasloners purchasod for both salety rolaird S no°saiety re-t- v 
plications. . .. 

MIL T ENBERGER.S Pubic Sorvico EfOCfnc & Gas Co of New Jersey BB'd/'? 1 ^ 
umpnt Control Qrarch (Documenf Coniroi Desk) 7pp 46336: 123 46336 1x8 

8B08Q20054 Requosts relief from ASME Sociion XI roqurement 10 use 
order to uso Natl Board Form NR- 1 10 document repairs 8 rop l acerre'>-5 ov.-g 
servico insp program Fug paid zQ.niin Dc-: 

MILTENBEHGER.S. Public Serv.-co Electric & Gas Co ol New Jersov^B/07/Ji lx.v 
umom Control Branch (Document Coniroi Desk). 9pp. 46399 35?'46 jj9 jou 
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P operating license slag® documents A correspondence 


Q Inspection reports, l£ Bulletins & correspondence 


A6f SO 10054 Tnp tcpl Q* 880627*20 v,s.l 10 uM headquarters A silo v.s:l fo Icensng 
° A 10CFR50 59 reviews. 

TRAMMELL CM Prc|ed O.rectcraie V 80/07/13. Project Directorate V 3pp 
46361 359 48361.361 


8005200295 NRC Into Noiico 0B-032, "Prompt neporting to NRC ol Signbcanl Inc.donls 
Invoking Radioed, ve Mall " Svc 'isl end 

CUNNINGHAM, fl E Oivison Ol Induslral A MoCiCal Nudear Safety (Posl 870729). 
80/05/25 Conso'idaied Ed son Co ct New York, lr.c i?Qpp 4&308 ) 79-46380 298 


Fma 5 response lo FCIA request for documents Forwards App A documents 
* fart a , ’y w ‘hhe'd App 0 documents (ref FOIA E*orr.pLons 5 A 6) 
friMSlEY O H NRu - No Oo'ai'od Ad.liation Given 00/07/14. FELTON.J M Nuclear 
L,c e rs ng flepcns 4pp 4650? f 49-46501 164 


0807260326 S‘.bm fe rovisod schodulo re ver.f car on A vohdot.cn ot hea'th physics com- 
Pule* programs per not.co ol v.olation 

SLAGLE, K A Southern Californio Ed.sonCo 8B/07/0B YUHAS.G P Region 5. Ofc ot 
the D;rccror 2pp 40293 024.46293,025 


SS&H)4O2*0 Pania'iy withheld trip ropt ol 800209*11 mgt team visa to Rog.on V & San 
Ono're A Troian s«ios re integrated assessment of mgi effectiveness associated w/ 
r^r^na'i/ed NRR 8 NMSS programs 

OK'CQ of Nuclear Rcaclor Regulation, Director (Posl 0704 U) 80/02/ 
24 MLHLEY T E OMicq ot Nuclear Reactor Regjfeuon. Director (Post 8/0411) 
THOMPSON. H L otfee ol Nuclear Material Safety A Saleguards.Drecior 3pp 
46501 171 46501:173 

$$$6070269 Summary of 080708 rntretry w/C*E Owners Group ru Conor, c l lr 07-12 
Less ol RHR Wr/e RCS Papally Filled " 

TRAMMELL. C M Prc|OCl Directorate V 08/07/15 Proust Cmcferofe V 4lpp 
^t374 20? 46374 244 

$$3/2$0J»$ Con 1 rrns lhal GE AK-2-25 reactor hip breaker insp ad,usimenl A losing 
procedure requres that UVTA armature be held n energized posilcn when measuring 
arma'de lo rivet doaranco. 

MEUFOROMO Southern Ca'iferna Ed-son Co QB/07/Ui Docutreni Lonirnl Oranch 
(Uccjment Control Desk) Ip 46327 108 46327.180 

8808010247 Forwards prioritized list ol pending hconsmg flCliorisUM wi.1 be updated 
rr.orihly to relied changes in pr oMios & progress on specified iS3uos list Mm tud to 
fe rresf srgrnkcanr 'SSuCS 

WFCFORD.MO Soulhern Calfernfe Ed.son Co 08/07/20 Document Control Branch 
I Document Control Do 9k) 3pp 46370 275 4G370 277. 

8668010343 Forwards response to roqj©9t fer eddi ,olo ro util 0DU6M epplcotferi fo* 
Amends 50 & 36 fe Liconsos NPF-10 & NPF-15. r respectively AppUiit on SOurjht m* 
crease m Tech Spec hml on CEA drop hmo of 3 s 

MEQFOflD.MO Sculhern Califern-a Edison Co 80/07/25 Oocumnnl Control Uranch 
lOocumenl Con'rof Desk) 3pp. 46363 273*46363.275 

80O81BOO57 Adw9©s Jhal Generic Iff 83*2D.1fom 4 2 closotVpor ulJ 8007 ID Hr which 
cor/.rms lhal prccodu'6 requ.res that undervoltayo trip ntiachmont armaturo bo huld 
n ene*g zed position whon measuring armaturo to nvot cloa'nnco 
HiCKVAM.D € ttciocl Orocforato V 60/00/03. UASKtN.K P Southern CVifernu 
Ecson Co COTTON.GD San D ego Gos A Electric Co 3pp 46567 251 46557 25:1 


08080 IQ400 Part Bl responso to FOIA request lor documonif. Forwards App I 
documents App J & l available in PDA App f< documents parfioffy w.fhheld (ref F’OtA 
Exomphon 5) 

nniMSLEY.DH. NRC • No Dole led Allilai-on G.von 88/07/11 Pubic C-ti^en’s Cnll 
cal Mass Fnergy Pro;ect 7pp 46327 240 46327 259 

*0802270890 Forwards SALP Ovahatian fe' I0CFR5049 Im.Vurnertroaon fnsps 60 2C6/ 
05-30,50*361 /85 29 A 50 362/05 28 on 850923 27 Enel pama'ly w.thhold 
GfTlMES.OK O-V of OA.Venilor & Technical Train.rg Corner Programs IE (850212 
07O-U3) 86/02/14 KIRSCHOF Royion 5. OlC of Iho Duccior. 3pp 46327 290* 
46327 301 

-0600010402 Forworris draft SALP report lor fOLi'ily for rovinw A common!. Requests to 
bo proparod to commom on subj ropt ai Board mooting on 860715 in Region V 
ofc W/o oncl 

KIHSCH.UF Ftogion 5. Ole cf the Director 86/07/10 CHAFF EE, A . JOHNSON.P , 
NARQUT.P Region 5. OlC ol Iho C.recfef lp 46327 256 46327 2b0 

-0QOB0 10407 Forwards d'alt SALP ropt for ulil for review A reuuusls to bo prepared 10 
comment on sulJj rept at Board muof ng on 07 r 1 1 7 n Region V ofo tV/'o or:cl 
KIRSCM.U.F. Region 5. Ole ol Ihu Di'cUo' 07/11/13 CHAFFEE, A , 2lMMERMAN.Fl , 
SCAHANO.R Peg cn 5. OlC of the Director Ip 46327 259 46327:250 

8807200162 Suppl t lo NRC Inin Notice 88-046. “Liconaco Hept ot Doloct.vo Rofer 
b,sf>ud Ore. ml Breakers " Svc f sl end 

ROSSI, CE Division of Ouorolional Evonls AssOSSmunt (POSI B704U) RB/07/21 
Consclidalcfe Ed.son Co ol Now Yo*k. Inc l25pp 4GJ08 054-46308 170 

0807200246 NRC Bulolin 00 009. ' Tfvmbio luho Tlvnning in Woylinghoufiu Roaciors " 
Svc lisl oncl 

ROSSI. CE. Division of Oporolional Evonta Assossmeni (l J osi 070*111) 80/07/20 
CcnBclidoled Edison Co ol Now York. Inc 123pp 46348 Q 70 46318 RJ2 

8000020358 Fo'wards rosponso to Suppl 2 to NRC Ro'felm 87 C02. 'Fasloner Testing 
to Dotorm rio Confehnanco W/Appl cable Mail Specs " List of q^ahkod supp'icrs oncL 
MEDFOnu.MO Soutl'orn Ca'iloma Edison Co B0/O7/26 Document Control Branch 
(Cocurr.ont Conirol Oosk). 28pp 46302 360*4638? 2DG 


8808230223 Forwards Amends 65 A 54 to liconsos NPl *10 A NPF-15, rospncl.voly A 
safety evaluation Amends revise Tech Specs 3 1 3 4 lo increase o.'owablo tmo for in- 
sert.o.i c? conrrof cJement asiOmb'res. 

HCKMAN.DE Project Dirnctorato V 00/00/10 BASKIN. K P Soulhom California 
Ed-son Co. COlTQfj.UG San Diego Gas & Electric Co 4pp 46625 213*46625 233 

-8808230226 Amends 65 A 54 to Licenses NPF 10 & NRF ■ 1 S.rospcciivoly . rov.Slng 
J“Kh Spec 3 ) 3 4 jo Increase aHowai'le timo tor irwctUnn ot conjrof olnmonl essOT)* 
t es 

KMIGHTON.GV/ Pro|ocl Directorate V. 88/08/10 0pp. 40625 217 46625 224 

-8808230229 Safety evaluation supporting Amends 06 A 64 to liconsos NPF-10 A 
NPF -l 5. re spec lively 

■ Cffce ol Nuclear Reacior Regulation, Oiroctcr post b/0411). QO/OB/lO 3pp 
46625 225 46625 227. 


QB08030100 Informs that util porfermod prelim nory roviOw ol atluquacy ol run flow 
bypass I .no s fer safety related centrifugal pumps per NRC Quifelm 08 004 Rov.ow mii- 
cnia ifial Nont,f.e<l concerns roi opplicnbfe lo p'arit. 

MEDFORD, MO Southern California Eikson Co 00/07/26 Documont Control Grouch 
(Documon) Control Dunk). Ip 40428 257 40420 257. 

8G0721021B NRC Info Noiico Bt) 052. “Fclum (H Inlrmitcmo Tpn<1om of Flotclmr Sul 
AppiicfllCf Uracljytnorapy Devices Ou'mg Poiioni Troaimeni ' Svc list oncl 
CUNNINGHAM.R E 0, vis on of Industrial A Modicol Nuclear Safely (Posl 870729) 
8B/07/27. Consol dated Ed.son Co Ol Now York, Inc 108pp 46397 020 46397 1 39 

0007220034 NRC info Noiico 80 053, "Uconsco V.oiations of NRC rtogu'al'Ons.Wh.ch 
Led to Medical Diagnostic Mismfm nitrations " Svc f.st ur.ct 

CUNNINGHAM.R E D.vison ot Induslr ol & Muilcal Ned ear Safely (Post 07O72D) 
88/07/20. Consolidated Ed son Co ot Now York. Inc. lC6pp 40390 283 46397 020 


■ 6808239232 Envron assessment supporting proposod amend to roviso loch Spec 
3 i 3 4 io increase a'lowablo t.mo fer insertion ot conirol olnmoni Bssomblios 
KN'GRTON.G W. Projecl Oirocioralo V 00/OB/O4 4pp 46625 220 40625.231 

*•$$08230230 Notice ot Issuance of Amends 65 A 54 to Liconsos NPF* 10 A NPF T5 
respeci.vely Amords revise Tech Spec 3.1 3 4 io mcroaso allowablo lima (or insert on 
oi cor.voi elemenl assembles 

HfCKMAN.DE Pro|ecl Directorate V. 00/00/ 10. 2pp 46825.232-46625 233 

6 B08 150350 Forwards Amend Applications & *33 fo Ltcensos NPF*t0 & NPF* 
1 5, respectively. revising Tech Spec 6.5 3 fe delete nucloar eofety group review respen* 
sibiht.es outlined m Tech Specs 6534a&6534g Foo paid 
SA-Kifj.K P. Souihern Calfernia Ed.son Co 88/00/11 Document Conuo' Oranch 
(Document Control Desk). Ip. 46552.276 46552.290 

*' 6008150352 Amend Appl cations 47 & 33 lo Liconsos NPF-10 A NPF-15, 
re spec lively, rev. sing Tech Spec 8.5 3 to delete nuefear 9afely group review response 
dac G J Ou,,f S 0j ' ech Specs 0.5 3.4 a A 6.5 3 4 g. 

BA5KIN.K P Southern CaUorn'a Ed.son Co 08/08/11. 13pp 46552 277*46552 289 


8007220192 NRC Info Noiico 08 054, •‘Fuiljfe ol Circuit Breaker Fol'owjr.rj IrsieFalon 
of Ampfecfor Dtrocl Tr^j Altachmonf " Svc 1st end. 

ROSSI, C.E Owiycn ol Oporat-cnal Cvont9 Assossmom (Post 0?O4U) B&/O7/20 
Conso'idatod Ed sen Co of New York, Inc 1 2lpp 16417 020 46417:140. 

6008160175 Forwards Insp Ropls 50 361/00-18 A 50*362/88 10 on 000627* 0701 A 
notice ot violation 

PATE.R J Reij'cn 5. 01c 01 iho Oirocfe'. 00/07/29. BASKIN.K.P Southom Cal.lorrla 
Edison Co 2pp. 46560 153-46556 172 

*0008160176 Notico of violakon from insp on 00062 7*0 70 1.Vio'alon noted Tram A A D 
cobles m Penoi CR50 wore n tiueci comaci w/oach olher at bollom oi cab-nob 
PATE.R J Region 5. Ofc of iho Director 00/07/29 2pp 40556 155*46556 156 

-8000(00179 Insp Ropts 50 36f/C8 ?0 & 50-362/08*19 on 030627*0701. Viofahdn 
noted. Major areas inspectod representative subsystems ol po9t accidont rrcn.icring 
sys at lac lity. plant co'dorma'.co w/Rov 2 to H09 Guido 1.97 

MElFUF, RlCHARDS.S A. Rogion 5, Ofc Of Iho D rector 80/07/20 16pp. 

46556:1 57-46550; 172 


p toposed changes to Tech Spoc 6.5 3,doloiing nuclear safely groi 
rcv.ew responsib hues outlined in Tech Specs 653da&6534q 
houJhem Ca'itomla Edison Co. 08/00/ 1 1. tOpp 46552 290-46552 209 


^^mentB^on da°es ,arClS liStS 0f P lant s P ec ' f ’ c sctjpns requesh-ng confirmation ol imp'o 

Edion' Oiroeiotalo V. 80/08/11. BASKIN.K.P, Southern Californio 
to son co. COTTON.G D. San O.ego Gas & Efecfnc Co 33pp 46630 328 46630 360, 

8 TcdSi « rS fds su PP° rtln 9 evaluation of Llconso Conditions ?C(12) A 
oower svs failures caused by high energy In© break A by fe'lures of any 
Hickman sensor impulse lines providing power to two or more sys. 

EdSSr Cfe ,0 rnT^ffy ^toraia V. e8/OB/t7. BASRlN.KP. Southern California 
son 00 c O T rON.G D. San D.ego Gas A Electric Co 6pp 46819:169 46619 177 

i^l SUFPOrtin ? Llconso Conditions 2C(12) A 2 C(10) rn eva'ualion of 
sources sensors o/ S cftn US0 ? bv , hl ^ h eflGr 9 y |,no br ©a k A by failures of any power 
' " kj_ ifn P u ’ se J,n£>9 providing powor Jo two or more sys 

^ Ro Detailed Afhl.ation Given. 88/08/17. 3pp. 46619 175-46619:1?/. 


8807260019 NRC Inlo Notico 88-055. ’ Potoniial Problems Caused by S ng'e Fm'uro of 
ESF Swing Bus ” Svc list oncl. 

ROSSl.C E. Oivis on of Opera f *ona1 Evonls Assossmunl (Posl 8704 M) 88/08/03. 
Consolidated Edison Co ol New York. Inc. 121pp. 46437 121 40437.241 

8808030289 Suppl 2 to NRC Bu'lolm 88 005. ‘Nonconlorm.r.g Mails Supplied by Pipfep 
Supplies, Inc at Folsom, Nj A Wesi Jersoy Mlg Co at Will'omstown.Nj ’ Svc list oncT 
ROSSl.C E. Oivisfen of Oporat'onaf Events Assessment (Post 070411). 08/06/03 
Consol-dated Ed.son Co of New York. Inc 149pp. 46538.121*46530 269. 

8806190064 Forwards Insp Repls 50 361/8B-10 A 50-362/08-10 on 880510*27 A C606- 
10 A noticos of v ofeilon A dovialion. 

MARTfN.RG. Region 5. Ofc of (ho Director 88/08/03 POGARTY.D J. Souihom Cali- 
fornia Edison Co 5pp. 40597:128 46597 190 

-8808190068 Nobco of violation from insp on 800502 0610 Violation noiedas ol 
80O6lO ( llcenseo tailed to repi hsiod conditions A dos:gn of valve mo tor *op or a ted con- 
trol circuits fer surge tank ouffei vafvo did no r mcluc/G analyses of earthquakes 
MARTIN.J.B. Region 5. Ofc of Iho D-rector 00/08/03 2pp 46597:133 46597: 134. 



provals re purchase ol GSA approved security conla nets Svc list encl 
MIRAGLlAFj Assccat© D.reclcr fer Projects (Posi 070411) 60/07/01 Consolidated 
Ed son Co of New York. Inc 31 pp 46380 293 4638B 323 

8808040247 Qananc Ur 88 12 10 al. pc we' teaclcr hcensees ft app‘ teams to removal ol 
fi'O p'otection requirements from Tech Specs Svc list end 

MIRAGLIA.F J Associate OireciO' lor PfCjSCtS (Post 87041 1 ) 08/08/02 Conscl doted 
Ed.SCnCo of New York. Inc 52pp 46463 291 46463.342 


Q Inspection reports, IE Bulletins & correspondence 


8605200295 NRC Info Nonce 88 032. Prcrrpl Reporting lo NRC ol S:gm1icani Incidonis 
Involving Radioactive Mall.” Svc !isi er.cl 

Ct.VNJNOlAM.R E. Orv.s/on ol l^slrial 8 Med cal NtXi ear Safety (Post 870720) 
88/05/25. Ccnso'idaiod Edison Co cf New York. Inc 120pp 4G3B9. 179-46308 290 

8B07200162 Suppl 1 lo NRC Info Notice 88-046. "Licorsoo Rept of Defective Hofur- 
bished Ci'Cul Breakers ” Svc hst e~ci 

ROSSI.CE Division of Operational Events Assossmcnl fPo&J 0704 M) 00/07/Pl. 
CcnscUated Edison Co of New Ycrk. Inc 125pp. 46388.054 46383 170 

8807200246 NRC Bu'lei n BB 003. “Thimble Tubo Thnrvr.g In Westnghause Reactors'* 
Svc l.$f end 

ROSSI.CE O.vision of Operabcnal Evcnis Assessrrom (Post 67041 1) 08/07/26 
Consol da*ed Cd;scn Co. of New Yg-k. me I23pp 46340 0 ?q. 46340 1 92. 


6807210218 NRC Info Nonce 86 052, “Fai'u'O Of Intrauterine Tarrtum ol Mc'ChOr Sul 
Acp! color Brachyihe'apy Devices Ou.'ing Pat oni Treatment “ Svc list or, cl. 
CUNNINGHAM. RE Division oi industrial ft Modes' .Nudoar Safely (Post 870729) 
86/07/27 Consolidated Edison Co cf Now York, Inc lOBpp 46397 029 46397 136. 

8807220034 NRC into Nobce 89 053. “t-consoQ Violat-ons o* NRC Regulations. Which 
Led to Medica 1 Diagnostic M sadm n.stratiuns " Svc list encl 

CUNNINGHAM.H b 0.v s on of Indusinal & Med cal Nuclear Saloty {Post 070720) 
88/07/28 Co n so “ida cod Ed son Co of New Yoik. fnc lCF>pp 46396 263 4639 7 028 

8807220192 NRC Info No'ce 80 054, "Faljro ci Ci. cu t Groaknr Fellow .ng Installation 
of Amplecto.* D roct Trg Attachrreni " Svc I st and 

ROSSI.CE Divison of Opera! onal Events Aasossmert (Post 070411) 06/07/20 
ConscMafed Ed*scn Co oi Now York. Ire J2fpp 464 17 020 464 1 ? MO. 

8807280019 NRC Info Noice 88 055, "Polortial Problems Caused hy Snn'o Failure ol 
ESF Sw.ng Bus, 1 Svc l>st encl 

ROSSI.CE Divisxn of Operational Events Assessment (Posi 8704 hj. 09/00/03 
Consolidated Edison Co of New Ycrk. Jnc 121pp 40437:12} -16437 241. 

8808030289 Suppl 2 lo NRC Bu'lei n 00 005. 'Nonconforming Matl3 Supphod by Pip-nn 
Supptes.mc at Foisorn.Nj ft West Jersey M<g Co at Wi I amstown.NJ “ Svc list oncl. 
ROSSI.CE O.vsion of Operational Events Assessment (Post 87041 1) 80/00/03 
Conso'idaied Edison Co. of Now York, Inc H9pp 46539 121-46530 269. 

BB0729000B Suppl 2 to NRC Ru'letn 89 008. Thermal Stresses In Pip no Connected lo 
RCS ” Svc list encl. 

ROSSI.CE O, vision of Oporat-onai Events Assessmoni (Post 870411) 8B/08/04 
Consol.daled Ed.son Co of New York. Inc 12 1 pp 46504 001-46504:121. 


8807290111 NRC Info Not ce 98-056. “Potential Problems W/Stficone Foam F ro Oamer 
Por.otrat on Seals " Syc list oncl 

ROSSI.CE Divison of Operational Events Assessment (Post 870411) 09/08/04 
Consol dated Edison Co Of New York. Inc i23pp 46569 175 46569 297 


8808020095 NRC info Notice 86 057. ‘ Potential Loss Ol Safe Shutdown Equipment D v o 
to Prematura Silicon Coniro'led Rectilier Fa luro " Svc list encl 
ROSSI.CE Division of Opera' onai Events Assessment (Post 8704m BG/Ofl/Ofl 
Consolidated Edison Co Ol New York. Inc 122pp 48459 125 46459 246 


8608020102 NRC Info N'o’ ce 08 05B. ' Potential Problems W/ASF A Drown Boveri ITE 
51 L Time-Overcurrent Relays Svc I St Gncl 

ROSSI.CE Owision of Operational Events Assessment (Post fl‘/04in 88/08/00 
Consoidaled Edison Co of New York, fnc l2Cpp 46530.001.46530:120 


80060301 12 NRC Info Notice 88-059. "MSIV Guide Ra>l Failure at Watortord Un.l 3 " 
bvc i Si encl. 

ROSSI.CE Divison of Operational Events Assessment (Post 870411) 80/OO/ng 
Consol dated Ed-son Co of New York. Inc. 121 pp 46467.011-46467:131 

8808040062 Suppl l lo NRC Info Notice 88-004. “Inadequate Qual.f.cation & Documnn- 
tation of Fire Barrier Penetrat on Sob's. “ Svc list oncl 

ROSSI.CE. Division of Operational Events Assessment {Post 870411) 8Q/0B/Q9 
Consolidated Edison Co Of New York, Inc I21p p 46558 205 40550:325 


6608050 T35 NRC fnfo Notice 88-060, “Inadequate Oeslgn & Installation of 
Penetration Seals ’ Svc list encl. 

ROSSLC. E D. vision ol Operational Events Assessmoni (Post 870411) 
Conso idaied Edison Co ol New York. Inc 123pp. 46569 298 46570:060 


Watertight 

88/00/11. 


0800120327 NflC Info Notco 00 065. “inadvertent Dranages cf Spent Fue‘ P< 
l.sl encl 

ROSSI.CE D.viSOn of Opurational Evonts Assossmont (Post 870111) | 
Consoidaled Ed son Co of Now York, Jnc 1 23pp 46628.01 f -46620 f53 

0008160392 NRC Info Notico 00 060, “Induslrial Had-ography Insp & Erlorctr 
list oncl 

CUNNlNGff AM.R E Divis on of indu&lnai & Modical Nuclear Safe‘y (Pos* 
88/08/22 Consolidated Ed sen Ca ol Now York. Inc l/Opp 40028 134 45 ^ 

8808160414 NRC Info Notice 06-067. “PWR AuxIiary Foerfwator Pump Turt 
spoed Trp Fa luro M Svc list oncl. 

ROSSI.CE Division oi Oncrahonol Evonts Assossmont (Posl 87041 1) 1 
Consoidaled Fdson Co 01 Now York, fnc. 123pp 46643 1 05 46643 227 


DOCKET 60-381 SAN ONOFRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & lira protection plans 


0807280345 Forwards IniGSl ruv to Stale ol CA r.ucloar power plant env 
sponso pfon did 86Ol20.W/o encl. 

MEDFORD, M O Southom Caiilomia fldiscn Co 00/06/17 FiSR.H Regies 
tho D roclof. ip 46337 256 46337 ?50 

6007060520 Gonenc Ur OQ-lO lo a'.l powor ronctor lennsoos & folders of P 
provals ro purclmso of GSA opprovetl aocurity containers. Svc 'isl encl 
MiRAGLIA.F J. Associate O rector for Projects {Post 070411) 80/07/01. C01 
Edison Co Ol Now York. Inc. 3lpp 46300 200 4G386 329 


8007200320 S‘.,bmil3 rov.sed scfiodulo ro vorif caiion ft vaL-dairon of hpa'lhph; 
puior programs pnr notion ol violation. 

SLAGLE, K A Southern Calilorn-a F.d-son Co 80/07/08 YUHAS.G P Reg:C'’ 
tho D.roclor. 2pp 46203 024 46203 025 

0808010242 Supp-'s DE HJckmart 000519 mo/no nr allegation concerr.r>g I -e 
delic:encies at facilities S roluclance lo ropt Inlluros ol salofy sys 10 me 
basoe ALogatinn NRR-80 A 0020 under ova'uaton hy NRR 
HlCKMAN.o E. Projoci Dirocloratu V 08/07/13 Project D-rectomio 
46372:137 46372:130. 


0808010246 D-scussos 800415 anonymous allogaton re fai’uro to rc| 
clolic ondos Allognd dohcloncy ro failure to perform comprehensive evaHa-'Q 
down cooling sy9 suchon isolation bypass valvos erroneous 
HICKMAN, D.E P/oiocl Dimciorato V. 98/07/15 Project Drocic-ate 
46363.132 46363.137 

-8808010248 Informs of ongoing violation concerning failure 10 rept tnai shUc 
inn sys oporalod ouisldo des'nn basis noied in Branch Tochmca 1 . Pos.id 
1. Issue nol proporly evaluated for roportabiLiy whon raised mierna'iy in Oci 
* AUthaion Nol Assrgnod 88/04/ 1 5. Region 5, Ofc 0/ me D-rcctO' 2pp 4 
46363:137. 


8808040247 Generic Ltr 08-12 lo all power roaclor I ennsoos ft appl-canis rer 
lire protection roquYaments from Tech Specs Svc list oncl 
M1RAGUA.F J. Assocato Dimcior for Projects (Posi 87041 ij. 6 6/C6/02 Cc 
Edison Co of Now York. Inc 52pp 46463 291-46463:342. 

8808090136 Rev.sed emergency plan Implemonhng procedures.includmg 1 
Change Notico 9 5-1 to Rev 5 to SOl-Vlli-1. "nccognlllon ft Oassificatioo 0 
ctes" & 4 -1 10 S0 123 -VI II -30. “Operations Loader Dutios " W/8Q0803 fir 
WHARTON.MA Soulhorn CaMomia Edison Co 8O/G0/O3 222P2 4 
46460 165 


8808180405 informs lhat Liconse CondiFons 2C(19)d ft 2 C(l7)a re eme'ger 
dure based on guide’ines approved by NRC mot 

HICKMAN.D E. projoci Directorate V. 83/00/03 BASKIN. K P. Southern 
Edison Co. 3pp. 46556 211-46556:213. 


8608190064 Forwards Jnsp RopJs 50-361/08-10 & 50-362/80-10 on 890516-2 
10 & notlcos ol violaiion ft deviation ^ 

MARTIN, R B Region 5. Ole Of the Diroclor. 88/08/03 FOGARTY.D J Soul 
forma Edison Co. 5pp 46597 1 28 46597: 1 90. 


- 8808190072 Insp BeplS 50-36?/88-70 ft 5 0^362/98-10 O-n 880502,16-27 
lO.Violalions ft deviations noted Ma|or areas Inspected engmeenng.ma nt.si 
testing.oporailons.hGfltih physlcs.OA ft administration „ Q , n ai 

RlCHARbS.SA.. flARR.R, MYERS, C Region 5. Ofc Of the Director. 89/™' 
46597:141-46597 190. 


DOCKETED ITEMS 181 


-8608)90072 Jm/> Hep's 50 361/80 10 & 50 362/88-10 on 800502.16 27 & C0C6 
10 Violations A novations e.olod Major areas inspeclod engmoe.'.ng.mA nl.surve Marco 
losing. cptfai ons.hpa'.th phys-cs.QA & adm.n 9 ifar. 0 n 

RICHARDS. S A . 0AU.J. MELFJ.J. Region 5. Ofc Of mo D.'UCfor H8/08/02 59p,n 
46597; 1 41-46597 190 


>0608230409 SER supporting License Conditons 2C(12) 8 2 C( 10) ro ovalufd'on ol 
conuol sys fa l iros caused by bgh energy ire break & by Injures ol any power 
sources, Sensors or sonso' impu'se I nos providing power ro two or mere sy9 
* rjRC ■ No Dola.'ed Aff.'uilion Given 8B/0Q/1? 3pp 46619 1 75 46019 177 


P. Operating license stage documents & correspondence 

8609010054 Trip repl Of B0G627 20 v>S'l to ut. 1 headquarters A sites v.sn ro licensing 
process & 10CFR50 59 roviows 

TRaMMElLCM Propel Oroclo-ato V 88/07/13. Project DimUorato V 3pp 
46361 359 40361 JG 1 

8008150177 FHaf response 10 FOJA roqjObl iot Cocomonls Forwards App A rJPCu'npnfs 
& pS'tal.y withheld App B documents (rol FOlA Exemptions 5 & 6) 

GRIMSL.SY.DH NRC ■ No Gotaled Alli ianon G.von 88/07/14 FEUON J M N^'orr 
L can s r?g Ropo'fS 4pp 4657/1 M0 40501 f64 

-6803040290 Parlial.y Wilhho’U trip ropl of 880200 - 11 myl team v.S-t lo Region V A Kan 
Or.ofro & Troian silos ro integrated assessment of mgt effectiveness ns-iocralod w/ 
regional ved NRR A NMSS p'ograrvs 

SNifcZEr'.JH Oifico ol Nuclear Hoactor nuuiibiLon. (Hector (Pcsi 8/04 U) 88/02/ 
24. MUHLCVJE Oflico of N.xloar Reactor Mogulonon, Orucicr (Post 870411) Jpp 
46601 171-46601 173 

06OBO2O269 Summary of 880/08 mnuf.ng w/C E Owmers Group ro Generic Hr 87 12. 
•‘Loss ol RhH Wh 10 RCS Pan ally F lied ” 

TRAMMELL.CM. Pro;oci Directorate V 88/07/15 Pro/Kd Drocioratc V. 4lpp 
46374 202 46374 244 

08072003)8 Ccn'rms Jhai GL : AK-? 25 luaulO' mp brooko' insp ad,uMn.unt A icsimg 
procedure requires that IJVTA armaluro ho ho'd in enorg-^od position when moasur rvj 
a*niatuffi ro rivet dea'anco 

A'ECFCHD.MO SoJhorn Caliotna Ert.s on Co 00/0// 10 Document Conrro' Branch 
(Document Conirol Dosk). Ip 46327.180 4832/ 180 

80060 1024 7 Forwards p.'.onfizod f.3f of pond.n<j frceftvng actions Lu>l wrif to t.pd»rtOd 
monthly to rohccl changos in priorities A progress on spucJiud issues l.isl limited fo 
10 most significant issues 

MEOFOROMO Southern Ca'iforma Edison Co 08/07/20 Oocu-ncnl Control Efeflftcff 
(Documo.nl Control Go 9k) 3pp 46370 275-46370 277. 

0600610343 Forwards response to requost lor art ill info ro ut. 1 80C614 app.icaiion for 
Amends 60 A 36 10 Lyonses NPF-H) A NPF -15, rospoc.livofy. Application sought n 
croaso in Tech Spec limit on CEA (Fop iimo ol 3 s 

MErFORD.t/ O Southern California Edison Co 08/07/25 Document Control Urnncn 
IDccu:nonl Ccntrot Onsk) 3pp 4Q363 273-46303 275 

8809160057 Advises that GonmiC Ur 03.2fl.ltem 4 2 closnd.per util 080718 Ur which 
confirrr .9 that prcteUu f o roq..iro9 ihot undorvoitago trip alfnchrr.ent nrrnatmo l;o hold 
n enc-rgwod posrtior) whon moasu^-o armaiue to nvot clonrpnco 
HICkMAN.de Proioct D.rcclormo V 88/08/03. BASKIN.K (> Southnm Cal'ornta 
Ed son Co COHON.G D San D.ogo Gas & Electric Co 3pp 46557 251 46557 253 

8808230223 Forwards Amends 65 A 54 to Liconyos NPF-10 & NPF 16, respectively A 
safely ovaluat cn Amends revise Toch Spors J 1 3 4 m increase allowable i.rnn tor in- 
sertAin of cornrcf efemenf asscmbfws 

HICKMAN.DE Prelect D.recloralo V. 80/00/10 QASKlN.K P Southern CrtMoma 
Edison Co COTTON.OG. San G.ego Gas A ElocUlc Co. 4pp 46020 213 4CG25 233 


Q inspection reporla, IE Bullellns & correspondence 

8B05200295 NHC Irdo Nolico 09 032, "Prompt Reporting to NRC of Si^n-licam '.r.cidcnls 
invo'.v.ng Had nnciivo Mati " Svc i.&t encf 

CUNNINGHAM. R E Division of Industrial A Medical NuCloar Satoly (Post 870729). 
08/05/25 Consol. dated Ed son Co ol Now York, Inc 12Cpp 46369.179-46308 298 

6607200326 Subm.is rov-sed schodi.lo ro verification A vaidation of healifi (ihyscs com- 
puter pronrarns pur nolico of v.olal on 

SLAGLE.K A Sculhom Ca.-fcm a Ed.son Co 88/07/08 YUHAS.G P. Hog on 5. 0!c ol 
Iho Oocuor ?pp 46203 024 46293.025 

0808010400 Partial rosponso lo FOIA rcquo&l lo- duCuironts Forwards App I 
documents App j 8 I availab'e in PDR App It docirnonls pait'a‘'y w.lhhold (rol hOlA 
Exemption 5) 

GRIMSLEY.DH NRC - No Doialod AHilotion G-von 68/07/11 Pub'ir. CU'^en’s Ci.1i- 
cal Mass Enc'gy Proioct. 7pp 46327 246 463?? 259 

-0802270090 Forwards SALP evaLal-on lo- 1CCFR00 40 imp'cincnla 1 . on Insps 53-206/ 
85 30.50 3G1/D5 29 A 50 3G2/65-20 on 850923 27 End pariia-ty w.itihokJ 
GRIMES R X Drv o> OA.Ve'td.'.v A Tochntca* T taring Cooior Prcr/rams.lF (8502 J2> 
D/04 13) e6/02/l4 KIRSCH.DE Rnrpcn 5. Ole Ol ihe DreclO' 3pp 46327 299 
46327 301 

-8008010402 Forwards drafl SAl P report ler faci <ty for rov.ow A comment Reqi.09l9 lo 
bo prepared lo corr.monl on sub| rept al 0r>ard meeimi) on 860715 in Rog.cn V 
ofc W/i> oncf 

KlRSCH.D f : Hoy on 5. OlC ol ihe Dioctcr 86/07/ 10 CHAFFEE.A . HuLY.F R 
Region 5 . Ole or iho Drecior DUDLEY. R OU.cn ol Nuclear Rnactor Regu'ahon. Oi- 
recior (061125 87041 1) Ip 4632/ 255-46327 258 

- 0000010407 Fo'wa'ds drah SALP repl for utl lor rovow A ro^uiosls lo t;o p'O pared to 
Commonl on suh| ropl nl Board mooi'r.rj on 07 1 1 1 7 in Rcgmn V ofc W/O onci. 
KIRSCH.OF. Ruy.on 5. Ole ol ihe Drodor 87/1 i/t3 CHAFFEE, A. JQHNSCN.P . 
HUEY.M. Roy on 5. 01c ol Iho Bifocior tp 46327 259*46327:250 

B007200162 Su;)j)l 1 to NRC Into Nut.CO 08 046, "Uconsoo Repl of Doleclive Refur- 
bished Ci'cuil BrnaVors " Svc lisl crxl 

ROKSI.CE Div.sion Ol OpcratCnal Evenis Assosvnent (Posl 8704H) 86/07/21 
Conscliilaiod Edison Co of Now York, Inc 125pp 40300 054-4G3B8.1 7ft 

08072Q024G NRC Buliol-n 08 COO, "Thlmblo Tube Th'nnmg m Woslinghnusu Roaclurs.' 
SvC Vsi end 

ROSS/CC. D-viSiOn Of Cpe.'jbooaf EvenJs Assess/noni (Posl 670411) 08/07/26, 
Consoidaled Ed-bOn Co or New Ycrk, Ir.c I23pp 40346 070-4G34D 102 

8000020350 Forwards respjnsr? to Suppf 2 fo NRC Ih.'luUn Q/ 002. "Fasicnot 1 osimn 
to Doiorm.r.n Conformance W/Applirah’.o Mail Spocs “ Lisi of r/ral.lidd supp' ers cncl 
MEDf ORD.MO Souihorn Cal-fornn Ed son Co. 88/07/26 Cocuinonl Control Branch 
(Pocumont Control Oesk) ?ypp 46302 2fl0 tfl302.20G 

0007210210 NRC Inlo Not;co 00-052, Tnixre ol Introulorino Tamfom ol Flolchur Sut 
Applcator B'Hchytfiofopy Dov.cos Curing Patient froaiment *' Svc f sc enc< 
cUnNiNGHAM.R-E. O.vist on ot Indusir.ai A Mod cal Nucloor Sofoty (Poal 870729) 
80/07/27 Consolidated Eason Co. of Now Yo‘k, Inc lODpp 46397 029*40397.136. 


-8800230226 Amends 65 A 54 to Liconsos NPF 10 A NPF*l5.fospocliv0ly, revising 
Tech Spec 3.1.3 4 lo increase allowable t/no lor insertion of control o*omoni nssern- 
fc'es. 

KN'.GHTON.GV/ Propel Direciorato V 00/08/10 (Jpp 46625 21 7-46625 224 

-8800230229 Safely ovftluato-i SuppoMiny Amends 65 A 64 to Uconscs NPF 10 A 
NPF-IG.respect-voiy. 

' Olhco of Nudogr Roacior Renulat.on, D.rectOf (Post 0704 H) 60/00/10 3pp 
40625.225-46625 227. 


0807220034 NRC Info Nolico 69 053, “Llcer.soo V'Otnl'ons of NRC Hog, j'oUons, Which 
Led to Mod cal D:apnost.c M.&odmm'slrol ons ** Svc li&l oncl. 

CUNNINGHAM. R E 0»vls:cn of Ir.d-JSlual 8 Mod;cal Nuclear Safety (Post 870729) 
88/07/20 Consolidated Edison Co ol Nov; York. Inc lOGpp 46396 203*46397 020 

0807220192 NRC info Nol-co 80 054. "Fai'.ufO of C'rci.it Oroakc' FoPowinp tnslai'ollcn 
Ol Amptocler DiroU Trip AUachrr.onl " Svc list oncl 

ROSSkC.E Dwison of OperalJOiml Ovonis Assossrr.qnt (Post 070411) OB/O7/20. 
Consol tl«TlCd Ed son Co of Now York, Inc IP 1 pp 46417 020 46417.140 


• 6608230232 Environ assossmeoi suppprlmg proposed amend to revise Tech Spec 
3 1 3 4 to -ncreaso allowable) Hn:e lor msori-on of control olnmoni assomb'ios 
KN.GHTON.G W. Projoci Direclorate V. 00/08/04. 4pp. 46625 220-46025 231. 

-6608230236 Nolico ol issuance of Amends 05 A 54 to l-consos NPF-tO A NPF-15 
respociiveiy Amends revise Tech Spoc 3 1.3 4 lo incrooso allownb'o kmo for nsoriicn 
of conirof element assembf os 

HICKMAN.O E. Project Direclorato V. D8/O0/1O. 2pp 4GG25 232-46625 233 

8808150350 Forwards Amend Applications 47 A 33 lo Liconsos NPF- 10 A NPF- 
15. rasp oc lively, re vising Tech Spec 0.5 3 lo Uelolo nuclear safely group review rospon 
sitiii Hos ouli nod m Toch Specs 6 5 3 4 a A B 5 3.4 g Foe paid 

BASKtN. K P Souihorn CaHorn a Edison Co 80/08/ il Oocumont Ccnirol Branch 
(Document Conlroi Desk) ip. 40552 276-40552.299 

^6608160352 Amend Applcaiions 47 A 33 lo Licenses NPF-10 A NPF-15. 
res pecUvely, revising Teen Spec G 5 3 10 doioio nucionr safety group rov,ow rosponsi- 
billies outimed in T och Specs 6 5 3 4 a A 6 5.3 4 g 

GASKIN.KP Southern California Edison Co 00/08/11. 13pp 46552 277 46552 289 

-B0O0 150353 Proposed changes 10 Tech Spoc G.B.O.doJoFnrj nvcloar solely g /cup 
review respons b.I.Fes outlined in Tech Specs 6 5 3 4 a A 6 5 3 4. q 
‘ Sculhern Cal.'Orn a Ed, son Co OD/OO/H 10pp 46552 290 46552 290 

8800240283 F'crwards I 1 S 13 ol plant- specific actions requesting confirmation ol implo- 
ir.nntailon daius 

HfCKMAN.OE FVofecf D.recferafo V. 08/00/ fl. 6ASK(.Y,K.r. Souihorn Catena 
Edison Co COnON.G D San D.ogo Gas A Eloctnc Co. 33pp 46630 320 46630.360. 

8600230407 Forwards SCR supporting evaluation of f.icenso Condikons 2C(f2 j & 
2CflO) re control sys faiuros caused by high onergy lino break A by failures of any 
power sources.sensors or sensor impulse linos providing power to two or moro Sy9 
KCKMAN.OE Project Directorate V. 88/08/17. BASKIN.K P Souihorn California 
Edison Co. COnON.CvD San Diego Gas A Eiociric Co 6pp. 40619 1 69 4661 9 177. 


8000160175 Forward? Insp ff cpi9 50 361780-10 & 50 3D2/A8-10 on 880027 0701 A 
notice ol vio'alion 

PATF R J Rog.on 5, Ole of the D.rouur. 08/07/29. BASKIN. K P. Southern Cal forma 
Ed.sonCo ?pp 40556 153 40550.1/2 


0800160179 insp Ropl9 50-3QI/8Q-10 A 50 362/00-19 on 000627-0701 Vdlaiion 
noted Major areas Inspected roprcsonfdf.ve subsysiems of pasf acc/denf mcmrputg 
sys at fac I ty, plant conlormanrro w/Rov 2 to Reg Girdo 197 
MELFIJF RlCMAROSS.A Region 5. OlC Ol iho D rector. 88/07/20 I6pp 
40556 157-46550:1 72 


8807280019 NRC info Not'co 08-055. ‘Potonual Problems Caused by S.ngie Fai'u'e ol 
ESF Sw pg Bus “ Svc list oncl 

ROSSI.CL D.vis-on of Oporatonol Evenls Assoasmenl (Post 870411) 80/08/03. 
Consolidated Ed son Co cf New York. Inc. 1 2 1 pp 40437 121 46437 241 

8008030289 Suppl 2 to NRC Uu'.lot.n 68-005. “Nonconform ng Malls Suppled by Pip.nq 
Supp ies.lnc ai Folsom.Nj A West Jersey Mlg Co ot W.liiamstown.Nj “ Svc ibi oncl. 
ROSSI.CE O.viSion ol Operailonal Evonl 9 Assessment (Post 670411) 8B/0B/03 
Consolidated Ed>aon Co. of Now York, Inc 149pp 46538.121 4G538 ?69 

8808190064 Forwards Insp Ropts 50-361/88-10 A 50 362/00- lG on 800516-27 A 0608- 
10 A not-cos of violat on A deviation 

MARTIN RO Regron 5 Ofc 0/ the Drecior D8/0D/03 FOGAni Y.D J Southern Oil'- 
lornia Edison Co. 5pp. 40597.128 46597 190 

—0008100068 Notice of relation from .r^p r.o 800502- 06 JO. Vrp'ahon noted as of 
OOOGlO.'iconsoo faded to repl listed cor.diiions A dosign ol va'.ve moio'-oporaiod con 
Irol cl'cuils for surge lank outlet valve did nol include analyses ol oar ihq jakes. 
MARTfN.JB Reg- on 5, Ofc Of the D.recfor, 08/08/03 2pp 46507. 133*46597 134. 

-0808190070 Nolico ol deviation from in9p on 080502-0610. Covmlion noted operation 
of componont coo'mg wate^ Sys currently d s r.co starfq) of (Jn:t 2.por S023-2- f 7 
MARTIN.JB Reg'on 5. Ofc of the D.reclor 08/08/03 6pp 46597:135*46507 140 
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•'0800190070 Not ce ol deviation from msp on B80502 0610 Dov.aliDn no*ed ope/ahon 
of comjone.-r cco r.g wafer sys cut tent y A s nze startup of Uctt 2 pet S 023 2-1 ? 
MART.N.J U. Regan 5. Otc Of the Crecicf. 60/08/03 Cpp 46597 135-46597 140 

-'880B190072 Ins? RoplS £0 361/68 10 & 50 362/68-10 Co 600502.16 ?7 R 0606 
lOViolatcns & (Te/ialcns noied. Major a-ocs n spec led o-g r.oe<i.''g.inanl.survo 1‘ancc 
»csting.opcrauo‘ , s.h(?ailh physics, OA & adminj^ation 

Rlt'HAnOS.S A.. BARH.R . MYERS.C Reg:on 5. O'c Cf Iho Dreclcr 08/06/02 50 pp 
46597 1 -1 1 46597 100 

8007290006 Sippl 2 lo NRC n cretin 68 GCU ‘Thermal Stresses m Ppn^ Conceded to 
nCS ' Svc l st orci 

ROSSi.C f Division ol Cparaiicnal Events Assessment (Post 870411) 0O/C8/O4 
Ccnscl hated Edison Co cl Me* Yo f *. Inc I2»pp 46504:001 46504 121. 

68072901 1 1 NRC Info Nohco 86 056 Po’oniial Problems VV/Sl ccnu Foam Fro Pa*nc.f 
Pcnni ratio > Sea's." S/c I si end. 

ROSSI.C F. 0 vis on cf Op-era' onai Evenis Assessment iPosl 070411) 0G/UO/f)4 
Co~so dated Fd f»on Co Ol New York. Inc 123~p 46569.175 46569 297 

6806020096 NHC Info Not to 06 057. ' Pote.it al Loss ol Safe Shutdown Equprr.un Oco 
lo Prerraiuro S I con Control dd Rectifier P ai'uro ” Svc I st ere' 

ROSS'. C: E Civ is ton ol Opera lie rial Events Assessment (Post 0704 U) 83/00/08 
Ccnscl dated Fcis-cn Co cl New Yok. ire I22pp 46459. 125 -16459 240 

8808020102 NRC Inio Node© 8b 050, "Poioniiai Problems W/ASEA drown Oovcfi ITE 
51 L Ti-rr, Cvercurrenl Relays Svc i<si e-'d 

ROSSI.C E. D vision cf Oporai onai Evenis Assessment (Posl 07041 1) OO/C0/O8 
Cort?o1.daicrJ Edison Co of New York, l-ic 1<?0pp 46536 001-46539 120 

0800030112 NFIC le/n Notice l'8-059 VS'V Gude Rail Faitr© al Waleifo*d Unit 3.” 
Svc I St cncl 

ROSSi.C E Division ol Operational Evens Assessment (Post 07C4I1) 09/08/09 
Consckdatod Edison Co of NcwYo'i, Inc. I2ipp 4646? 01 1 46467.131 

8806040062 Supp! 1 to NHC Into NoiCti 09-004. "Iradoquato Qja'ilicalon & Documen- 
tation cf Firo Oarr er Por.Ql rat-pi Seals " Svc I SI end 

ROSSI.C E O.yis*on cf Operational Evenis Assessment (Post 87041 1) BU/08/09 
Corso'claicjJ Ed son Co Ol Now York. inc. 12ipp 46566 205 46558 325 

8800050135 NRC Info Not CO 08-OCO. Inadequate Des-gn & insialaion of Wnierlighl 
Pore trji ion Seals " Svc f»si urcl 

ROSSI.C E D.v.sion ol Operational Evenis Assessment (Post 870411). 80/08/ li 
ConsoV, Jared Edison Co of Now Yoii*., Inc >23p? 46509 29U 46570.060 

8000050240 NRC Info NctiCO 68 061. ‘Control Room HaU tabi'ily • Reconi Reviews of 
Op o rainy Expononco.” Svc list encl 

ROSSI.C E. O, vis on cf Opoiai onal Events Assossmoni t Posl 0704 li) 06/03/1 1 
Consof dated Ed son Co of New York. Inc 125pp 46594 3T2-46595 076 

0000050295 NRC tnlo NohCO 68 062, ' flccnnt Findings ro 'mp'ornontatijn ol QA Pro 

g rams by Snprlors ol Trnnspcrl Packages ‘ Svc li&l oncl 

.GRNETT.RF Division of Saloguards a Trenj.po'tailon (Post 0704 13 ) P0/C8/12 
Consolidated E diScn Co ol Now Yo'k. Ire 109pp 4658 1 155 46501 263 

0008090204 NRC Inlo Notice 88-063. Hnjh Had at on Hararcfs Ficm friadi/itwl In-Coro 
Dotocicrs & Cahfos " Svc l si er.cl. 

ROSSI.CE D vis-on o' Ope/a t 0 nat Events Assessrnom (Posf 87041}} 00/08/15 
Consol daiod Ed son Co of New York. Inc HOpp 46569 C65 46569 1 74 

6800 1 10200 NRC Info Noflco R9 064. "Ropnmr.g F res n Nucle«T PiCCOSS Sys al huclo 
«i Power Plants." Svc I si ond. 

ROSS' C E Division ol Cperaiicngl Evonis Assessmom (Post 07041 1) 80/08/16 
Coiiso'idated Edison Co of Now York. Inc. 10-ipp 46643.001 466-13 104 

8600120327 NRC Info NohCO 86 C65. ir-adverlonl Drainages of Spool Fcol Pools " Svc 
I st end 

ROSSi.C E O-vlS-on of Operational Events Assessment (Posl 670411) 0R/OB/10 
Consolidate d Ed son Co ol New Ycik. Inc b?3pp 46020 01 1 40620 133 

0606240007 Roq'Jnsis add r'o re MSIY root cause analysis & msp results nor reepmd 
000713 si.hm tial coocemi-'g root cause analyses fo-* gudo rail / Lev- n Lock interaction 
p'Ob'em for MSlVs 

HICKMAN, OE Prciect O rocio'afo V eo/08/18 0ASKIN K P Sculhcirn CaUcrna 
Edison Co 6pp 46623 129 4G629 134 

06082404 IS Natilicatan of 800030 & 31 meo w/ufrf m San Cfemonte. CA to con- 
duel audit of pipe war ti,inn pq insp prog'am 

TRAMMELL. L M ProjOd Dnectoraio V 80/06/10 KNIGHTON. G W Pro;ocl Dtocfoi- 
atoV 7pp 46020 347-46020 353 

0608160392 NRC Info Noi.co B8 060, ’ Industrial fladography Insp & Enforcement.' ’ Svc 
list end 

CUNNiNGHAM.n L. Division ol frdjsinal & Medical Nuclear Safety (Rost 070729) 
96/06/22 Consolidated Edison Co ol New Yo'V. Inc 90pp 46628 1 34 46620.223. 

6008160414 NRC tnlo Notice 68 007, “PWR Au>f l ary Foodwator Pump Tuiblno Over- 
speed Trip Fa lure " Svc ‘isi enrl. 

ROSSI.C. E Division of Oporalionai Evenis Assessment (Post 67041 1) 80/00/22 
Ccnsol dalod Edison Co of New York, tnc 1?3pp 4GB43.105-46843 227. 


6008050330 LER BHO'SCOn-i 8B0629.SpnfOJS acu.ai-an ol cjr 
lien sys Iran D cccurwf Caustx} i>r >r<j*co0 vcHfttj" 

alien ir’0‘‘*:fo.' L/passoc ir. proveru l^/ihru snur o.js a:tcrs W/Gfli 
MORGAN. H F Scuit crf'i Ca ifcrma Edison Co RH/07/2D 4 

0808100263 Fo‘iow-^p RO f re-rated asserrh os (lire noors) rou 
June 1988 rou* no su'vei'iarcn Fire watches Ost.hblshcd K m ul'i 
P<?‘ sor.no counseled 

MORGAN. H F Soumem Ca ifcrna Fd vm Co u»i/07/?n MARI 
ol u,e CVcr to* 4pp 4e600 357 46500 J60 

8BOB09Q1 1 1 LFR 0P C17.*iGc<' fi«070i defermi-icn dial rti-rrfbili'i 
Unis ? R 3 re MO^crimj f-cin spen* fee. pod C ?i.. 
procedures P roc ecu* > uOitlroRrg aUjn , 'ionr ievise<: to prc«.Lilo 
in 

MORGAN h F So-t?i?*n Cal.lomn ( (Ison <-C 8b-'06/0l ?;»;i -t 

6806120194 LFR H6 Oil) 03 or 8d062'J.d scOvO-u: duly tirkm 
samp'o discarded Caused hy nsulliriont cju rfaiM* rjivo i lo <* i 
complei»0*i ol shift icrju »enienis sheet la. ceased g.irlan.i* prun . 
MORGAN H E So',ir;o*n Cal.lo'n-a Fiiisjki v.ij fiP/try.'O 1 6pp -i 

8808150147 Ra'f ?1 r rp* prnvuJng aJ:1l info ro better A •Irumlii-tl 
qiado equipireni Liil ol OMiOf uhls suppl:o.'i w/Peltnr A Rm"i' ekl 
SCHFREHAC Currhusiion Ergneerrg ir.c 66rC8/05 MtjRI I 
cloar Rear, lor Roqu'ai cr Urecloi (Must u/041 1) 2pp 46553 33: 

6808250028 HOfio docis fOui.d noporah o i*ii*in,') Ju 1966 thIi 
f«ed m atiachmm.i & mcluji* lb lalchmy inecfianism faitur'SCsn 
os osfat’f shod & w. rocia n m effoof u Wil doc-r rus'oied 
MORGAN. H E Som-.e n Ca.'orna Fdson O, 811/00/ *P MAH I 
ol Iho n.rociO* 3pp 4rVV.8 084.46649 006 


V. Oporator Exomlnallona 


80OB 190203 infcrms c* NRC i-iicpreialion of Secern lOCFRh:) /-i 
o'alor o* son or epemro' stalus 

PATE.R J Region 5, Cfc ol If >0 Oi'Utlcr 68/(16/ 1 1 GASM-M.K I 
Ed son Co 1 p 46595 352 46500 362 

08002*10150 NciWios lhat RF Mi or e nploy/ror i w/ulil lom-mle.l 
oxpi-od ol lore, vo as of 580729 

MORGAN, H.E So^thnin Caiforrna Edison Co IWlW/lG Dm i 
fUocumnnt Ccnirql Desk) Ip 4fi6?6 144 40626 14 


DOCKET 50-362 SAN ONOFPE NUCLEAR STATION, UNI T .? 


F Security, medical, omorgoncy & lire protection plena 


8007200345 For words latnsi rnv to Slate ol CA mclum powi» 
spensu 0‘en did H83 129 W/O Of'Cl 

MFDFORO.MO Sjnlhmn Cdfifornm L'dssn Co 60/Ch/i? US' 
lh,(* Director Ip 4633/ 256 46337 266 

8007060520 Goner c Llr BB-10 to all powe* reactor comees A i 
prove is ro pjrcfiaso Ol GSA approved security co'iimrinrs S/t: II * 
MtRAGUA.F J Assooatu U.ructcr <0' Prciectb iFost 0704 1 1) !*f 
Edison Co ol Now YO'k. Inc 3ipp 46300 P9'1 1G308 37*3 

8807260326 Submits revised schooiiln n; vonlicaiion & valiMimn < 
pulcr oro^rams per rohee ol vol-dun 

SLAGLE. K A Souinorn Ca-'orna Edison Co 06/07/011 YUilAS 
JboDi/ecfrv 2»p 46^3.1 024 46293 025 

8808010242 Supp.s CE Hickman 83U51U mnmo ro oilogaiiun rui> 
del.cioncios at laci'mcs & roluctanco lo rt-pl fnii.ns ol suleh 
bases Al og alien NnR 69 A 0020 under ovali, el-on t:y NRH 
HlCKMAN.De PrOjOft Dirocioraio V O'J/07/13 Pr0)0::t 

4G372 137 46372 130 

6000010246 Discusses 890416 anonymoe-s a eye' on ru In 
dof.aor.c oa A-'oged dolic;oncy ro fa lure lo perform comp'r’he-s 
down ccolmg 9y & suet on .sclflt:on bypass vn'vos ononuoiiH 
H.CKMAN.DE Preiecl Dmctoratp V. OO/O?/^ Pro.ecl 

46363 132*40363 13/ 

-80080 1024B Info-rms ol ongo ng violation concern rg fan-re lo rui 
mg sys oporated oulsidn dasgn basis notod m BmnCh lv-lv 
1 Issue not grope- 1 v evaluated for /epo'iab lily when raised mlon 
* AffilaiiOn Not Assigned 08/04/15 Rogon 6. Die. ol mo fW 
46363 137 

6000040247 Generic Llr 60-12 to all powor roacio' Icensncs A n». 
fro prolQCticvi fuquromonts Iron Tech Specs Svc list oncl 
MlRAGl IA.F J Assoc olo D.rocto' for Pro.octs (Post 07041 1) Of 
Edson Co ol New Yor*. Ire 52pp 46461 291-46463 142 


R. Periodic operating reports 8 related correspondence 


0800100122 Monlhty operating ropts lor Jut 1980 for San Onofre Station Umls 2 & 3 W/ 
680012 Itr. 

SIACOR.ER, MOHGAN.H.E Southern Califcma Ed.son Co 00/07/31. 1 1pp 
46590 1 49 46590 1 59 


3. Reportable occurrences, LEFs & related correspondence 


8800090136 Hevised orrorgercy p’an implnrr.enl rg procedure* 
Char'go Noiico& 5 1 lo Rev 5 to SOI-VilM, ’ Recogntion & Cirt*i 
Cies" S 4 1 to SO 1 23 VIII-10, "Oporatons Loarter Culios " W/O 1 ! 
W'HARTON.M A Southern CaMorn>a Ed, sort Co 08/08/ fM 
46469 165 

8808160405 Informs inai L'conso Condilona 2C(l9)d & 2C(l/)a 
dJm based on guidolir.es approved by NRC rr.oi 
HICKMAN.DE Project Dimolomle V 08/00/03 3ASKIN.K I 1 
Ed, son Co 3pp. 46556 21146556 213 


6007260054 LER B0 015 00 on B80S11 & 23,fuel hand ing sys inadvertently actuated 
wh-le atiompting to realign koy-icck bypass sw*tch to conla nment pjrgo iso'ation ays 
mo niter. Caused by porsonnul error. Technicians counseled.W/000714 Hr. 

MORGAN.H F. Southern Cal fornta Ed.son Co 80/07/14 6pp 463CQ 129 46300. 134. 


6608 190064 Forwards Insp Ropls 50-361/80-10 & 5C-362/80 10 < 
10 8 notices of violation & deviaton 

MARTIN, R.B Rogcn 5. Ofc Of Iho Ci'ector 08/06/03. FOGAR 
fernia Edson Co 5pp 46597 128 46597 193 


ac i on utrni vo ui cosoe om 

HfEi/ES E.A. Project D. rector die il l 80/07/22 H AlHSTOKW.G Alabama Power Co 
2Q? 46353 320 <56353 325 

•*3907290281 Safety eva’uaiion accepting uM H51031 response In Goncr-c Ur 85-1? ro 
TMl Act cn Item ll K 3 5, "Automate Trip of Reactor Coolant Pumps “ 

• OHce of Nuclear Reactor Regulation. O.rector (Post 07C411). 98/07/22 4pp 
46353 322-46353 325 

8606090093 Roq.;osis maoi r.g w/NRC & appropriate staff ruprosomativos to discuss 
Horn 2 22 cf Generic 1 Jr 03-20 te need hr periodic vendor conJacls Jo/ aU safely 
ccrrpenenls. 

MCDCNAIO.H P. Alabama PowO- Co 88/07/20 MUHLEY.T E Oflico ol Nuctoar Ho 
aclcr Rogulairon. D rector (Posl 871)411) 2pp 46478 101-46476 102 

8806050272 Adv.ses that review of issue ro l:cnnsa Ccnrfit.on 2C((2)(h) cor.co'nmg 
salely grad© backup means of DCS dop'Ocsunzalion commoted, m response to 
85 1 » »0 Mr i;ir‘ posrffO-n aocepfab'e 

REF.veS.E.A Project Directorate II 1 06/08/01 HAIRSTON.WG Alabama Power Co 
2pp 46448 244 46448 245 

6008180150 Informs lhal Q605C8 clanlicat'ons/corroclions Lo C»enor;c Ltr 83 2Q.Uom 
2? 1 n orror & correci rol shou'U bo Horn 2 I.Suhseclions 2.1(h) & 2 1.2(4) 
HA.iRSTON.WG A'abama Power Cn 80/08/12 Documonl Control Branch (Docu- 
ment Ccrttfcf Oesfc) fp 46576 301-46578 301 

6908190014 Foiwfi'Cs proprietary Rev 0 to WCAP-8G07, “O.jBl'ficahon of ATWS M fail- 
ing Sys Aciuaiion Orcu try in AMCO Cab.nol A Wall Mounted Hoffman Relay Er.c‘0- 
sure iComb.ncd Testing A Analysis) 1 

HAIRS TON.W.G Alabama Power Co Q0/0Q/1? Documonl Control Rranch (Docu- 
ment Coni ro* U 6 sM 2pp 46599 085-46599.1 13 

**080019001? Application for withholding proprietary info from repi, "Cuulilicakon Of 
A7VVS Mihgot.nQ Sys AcJual/on C'lCiiiiry in AMCO Cubinol A Wa/ Mounted HoJJman 
Relay Enclosure* (Combined Test.r.g 8 Analyse) ” 

“AlUSE M AN N.R A Woslinghouso Electric Corn. 68/06/16 OHIco of Nuttour Reactor 
Rogjlation. D.reolcr (Post 87041 1 ). 9pp 46500 007-46509 095 

-8808(90026 Suppf 1 lo EQDP CSC 60G. "ATWS Mitigating Sys Aciuaiion C-rcurtry in 
AMCO Cabn-ol & Wail Mounted Hoffman Relay Enciosuru. 

RYGG.DE. OERR/NGt'R.R W.. JAQS.H H Wo slr/rff house CfcN.Wc Carp. 86/05/31. 
10pp. 46599.096 46599 1 13. 

8BGB2J0418 F'orwa'ds environ assessment & fndng ol no s ; gnif-cRnt impact m G80Q22 
requost for ■exemption from certain lCCFR50.55a(g)(4)(n) roqui'ornunis 
nEEVES.E A Project D.rectorato II- 1 68/06/10 HAIRS TON, W G Alabama Power Co 
2pp 40625 347-46625 362 

-8006230422 Environ assessment A finding of no significant impact ro utH 080622 ro 
Quesi lor oveinpUon from J 0CF R 50 55a fa) (4 )(r) rpqurontonis lo m/lba-rfo program 
update to ASMt Cocfo for facility -.naorvicu loshng & iiisp programs 
KlNTNER.L L. Projoct DToctoralo 11- 1 88/00/16 4pp 46625 349 46025 352 

0808250141 Adv.sos lhal 870508 proposed clarification & correction of NRC sofoly 
rjvaftation concem.ng uf/ subm-ttofs in response lo Generic Ur 83-26,ltem9 2.1(b) & 
2 1.2(4) acceptable 

REEVUS.E A. Pro/nct Drocforoto Jl f 00/00/ 10 HA IRS TON, VV G. Alabama Power Co 
2pp. 4664B 236 46648 237 


O. Inspection reports, IE Bulletins & correspondence 

8805200295 NRC Info Notice 68 032. “ Prompt Reporting lo NRC ol Slgnlf cant Incdonts 
Involving Radioactive Mah” Svc list or tel 

CUNNINGHAM.R E Division ol Industrial 8 Modral Nuc'.oar Safety (Post 870729) 
89/05/25. Conw'tdatod Edtson Co of Nuw York, fnc f20pp -16300 t SO -16306.200 

8807260412 Confirms loJcon re 800707 myt maoimg al pJanl lo /Ov.ow results ol SALP 
program Regulatory porlormanco was evpiuoiod for period Aug 1986 - Mar 19QQ 
C.RACE.JN Region 2. Ofc of tf.o Dirocto' 80/07/06 MCOONAID.RP Alabama 
Power Co. 2pp 46304.1 10 46304:1 ll. 

96060 10207 Acfv rocoipf of 080624 f(r fnform ng NRC of steps taken lo correct vtofal'Ons 
noted in Insp Ropls 50 340/09 10 & 50 364/00. 10. 

COLLJNS.DM Reaon 2. Ofc ol Iho Drocior 00/07/ 1 5 HAfHSTON.WG A'abama 
Power Co Ip 46361 162-46361:162. 

0607280295 Prov.des corrective actions necessary fo: bob Sample SO 10. por util 
880421 response to Insp Ropts 50 348/87-11 & 50-364/07- n 
HAfRSTON.WG Alabama Power Co 89/07/10 Documonl Control Bronch (Docu 
morn Com rol Desk). Ip 46336 091-46336 091 

8807200209 Advisoa lhal summary from 9team generator oddy current Insp repi bo 
modilied as tisted.per NRC request. 

HAIRSTON.WG. Alabama Power Co 80/07/19 Documonl Control Branch (Docu- 
merit Control 009k) Ip. 46336:131 46336:131 

0007200162 Suppl 1 lo NRC Into Notice 08 046. "Licensoo Rept ol Defective Refur- 
b'shed C rco it Breakers." Svc f.sf enef. 

ROSSI.C.E Oivis’on of Operational Evenis Assessment (Post 870411) 00/07/21 
Consol deled Fd.son Co ol New York. Inc l25pp 46383 054 <10380 170 

8007280369 Responds lo 060617 comments & perceptions in response to nnforcemoni 
action 4 order imposing civ.l penalty Commercial grado procuremoni poi.cy nof 
emerging Issue since NRC po9illon unchanned 

MURlEY.T.E. Office of Nuclear Reactor Regulation, Oirector (Post 870411) 88/07/ 
21. HAIRSTON.W G. Alabama Power Co. 3pp 46344 273 46344:275. 


-uuuauauub^ insp nopis au-jou/ua is uu-Jt4/tiu-<r J on uyuoiiuriu vioiai.cns 
noted Mo/O' 6'eas inspected monthly survef'fanco ob^e/vat.on.oporatronat safety 
verilicailon.enginoored safety sys -nsp ra(!iclcn:cal protoct.on & physical security 
BRADFORD.W H . MIUUR.W H. DANCE, H C. Rogjon 2, Ofc of the DJ'ecio* 80/07/ 
21 Opp 46433 263 40433 270 

0007200426 Adv.ses lhal response to IE BJIolin 05-003, "Moior-Oporatod Va-ve 
Common Mode En.luros Our.ng Piani Trans oms Ouo lo Improper Switch Soilings" wll 
bo bubmiliod by 0800 1 5. due to limmg Ol dale receipl A rr.gr review ol ccmp'otoU 
work 

HAtftSTON.trV G. Alabama Pcwor Co 08/07/22. Docurnonf Control B'anch (Occu- 
mont Control Desk). Ip 46345 304 46345 304 

8007290065 Responds to NRC Bu'lehn 8/ Q0?,Suppls 1 & 2, “Testonur Test.ng to Do- 
term't'.o Conlormance W/Appl'Cahle Mail Specs’ 1 Tablo 3 tost olfcrt list ol suppliers 
A mtgs of nonsofoiy- re'ated fasioners discussed. 

HAIRSTON, W G Alabama Powe: Co 08/07/22 Documonl Conirol Branch (Docu 
mont Control Desk) lOpp 46343 348-46340 357 

8007200246 NRC fludotn 80 009, 'Thimb'Q Tube Thinning in We9lir.ghouso RoaclO's ” 
Svc lisi enc.i 

fiOSSf.CE. Dwison of Ccemfronat Events Assossmem (Post 80/07/26 

Consol datod Edison Co. of Now York. Inc l23pp. 46348 0/0-46348 192 

8807210216 NRC Info Not«ce 80 052. "Fa lufO ol Intrauior no TanJom Ol Fletchor Su-t 
Apnl-caior Brachythorapy Dev cos During Paliom Tmatmont' Bvc l.sl oncl 
CUNNINGHAM.R E. D v.sion ol indusl/Tai A Mod ; cal Nuclear Safoly (Post 6/0729) 
08/07/27 Consolidated Edison Co of New York. Inc. tOBpp 463D7 029 46397 136. 

8000150214 Ack rer.Oipl of CQ0706 ltr Informing NRC of slops taken to correct violalmns 
holed in fnsp Ropts 5(J 340/B8 09 A 50-364/06 09 

CLINE, WE. Rogon 2, Ofc Cf the Diroctor. 80/07/27 HAIRSTON.WG A'abama 
Power Co fp 4 85 >2 076 46542 070 

0007220034 NRC Jnfo NoUca BB 053, “ LiconsOD VtoJaJtons of NRC DoguJaf 0ns,V/h)ch 
Led lo Medical Diagnostic Misailm-nistraiions '* Svc hsl oncl. 

CUNNiNGHAM.n.fT Division ol Imfuslnai A Medical Nucioar Safoly (Post 070729). 
80/07/20 Consol dated Ed.son Co. ol Now York. Inc lOUpp 46306 283 -16397 028. 

0807220192 NRC Inlo Not.ce 88*054. "Faiiuro of C-rcuit Qreokor Follow ng instai'ailon 
ol Amptccicf D.recl Tr.p Aiiachmom ' Svc list end. 

nOSSf.C e Crv.sfon gf Oporaffonof Events Assossmenf (Post 0/041 f). 06/07/28. 
Conso'idated Edison Co cl New York, Inc 121 pp 46417 020-40417:140 

0008040162 Responds to violations nolod >n In&n Ropls 50-3-18/06 20 A 50-364/8B 20 
o;> 800516 20 & 0606-10 Concciivo OClrons FNP 1/2 STP-9 0 revised to ir.cludo cor- 
rect consianl 

HAIRSTON W G Alabama Pewor Co 8B/07/28. Document Contro' Dranch (Docu- 
ment Contrcl Desk) 3pp 40423 344 40423 340 

0808040170 Forwards response lo NRC BullOln 88 008, "Thermal Stresses in Piping 
Connected io RCS " Rov.ow ind:caiod poiom-al for dosenbod ihormai co. , '.d lions lo 
oxist on hof & cofd fog safety ir.focfion ^ne9 

HAIRSTON.WG Alabama Power Co 88/07/28 Document Conirol Branch (Doru- 
monl Consol Oe9k) 4pp. 40432 195 46432.190 

0008000140 EN 00-064 on 000903. nolico of proposed impos.lion of civ.l penalty In 
amounl ot $100,009 will bo issued to lico.nseo based on la-lure to dolormlr.n sys opor- 
ahil ty ol high lovOl safety inaction sys upon evidence of dos-gn deficiency 
LUfc'HMAN.J. UEOERMAN.J Ofc Ol Enfo'comonl (Posl 070413) 08/07/29 ip. 
46450.240 46450.240. 

00081200 10 Forwards comments on SALP Board Ropls 50-340/08 04 & 50 364/00- 
04. por NRC 080600 fir Commonis sloukJ bo considered in NRC Inal 
conclu&'on Requests ihot discussion from 890707 mealing bo lakon into consider- 
>ili(?/> 

HAIRSTON.W G Alabama Powor Co 80/08/02 Document Control Branch (Docu- 
ment Coniro! Dosk) 4pp. 46525:191-46525 194 

0807280019 NRC info Not co 8B 055. "Poloniial Proliloms Caused by S.nqto Fai'urt) Of 
C£F Swing Bus ” SvC 1st oncl 

ROSSVCE Division of Oporatonal Evonto Asso9smonl (Posl 070411) 08/C8/O3 
Consofidafod Gdrson Co Of Now York, fnc f?fpp 46437 121 46437.241. 

0808030289 Suppl 2 lo NRC Bu'letn 00-005. *’ Nonconforming Mads Supp'iQd by PipinQ 
Supplies, Inc at Folsom.NJ A W0&1 Jersey Mfg Co al Wi.iiemstown.Nj ” Svc l.st encT 
ROSSI.C E Div-Slon of Operalionol Evenis Assessment |Posi 870411) 60/08/03 
Conso'idaind Edison Co of New York, Inc. 149pp. 46538.121-46538 269. 

8800170053 Forwards notice ol violation A proposed impos'tlon of civil penalty in 
amount of $100,000 for violation noted m insp Ropls 50 348/BB 05 A 50-364/60 05 
on 080222 031 1, transmitted by 000518 Hr 

GRACE.J.N. Rcg.on 2, Ofc of the Dimclor. 80/00/03 HAIRSTON.WG A'abama 
Power Co. 4pp. 465 7 1 003*46571.009 

*-0808 f 70058 Nol.co of violailon & proposed imposition ol civil penally "> amount of 
SlOO.OOO Noncompl once noted. licensoo operated reactors In Modes 1,2 A 3 A failed 
lo maintain two independent ECCS subsystems oporab'o por Tech Spec 3 6 2 
GRACE .J N Reg, on 2. Ole of iho D.roclor 68/08/03. 3pp 46571.007-46571:009 

0807290008 Suppl 2 lo NRC Bulletin 88-OOB. "Thermal Stresses in Piping Connected lo 
RCS," Svc list oncl. 

ROSSI, CE. D.vision of Operational Events Assessment (Posl 87041 1). 68/08/04. 
Consol.daied Edison Co ol Now York, Inc 121 pp. 46504:001*46504:121 
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**8000190072 Ir.sp Repts 50-361/86 10 & 5C-262/G8-10 cn 680502,16-27 & 0606- 
lO.Volahons & deviations noted Mo,or areas nspecied: engnocring.matnt.survoiiar.co 
testing operat ons health phys'Cs.QA & ndm nlstratiQ'x. 

RlCHARDS.S A , BARR.R . MYEHS.C Reg on 5. Ole of iho O rector 00/06/02. 50pp. 
46597 141-46597 160 

880729000B Suppl 2 to NRC BuS'elm 08*000. " Thermal Stresses, n P p ng Connected to 
RCS." Svc fist end 

ROSSl.Ce. Dviscn cf Operaicnal Events Assessment (Post 0704 1 1 > 89/08/04. 
Consolidated fcdsonCo cf New York. Inc 12>pp 46504 001-46504.121. 

8007290111 NRC into Notice 86C66 Potential Problems W/Slicone Foam Fire Barrier 
Ponoiralion Seal9 ” Svc t si end 

HOSSl, C E Division of Ope-atione 1 Events Assessment (Post 8704 Hj 88/00/04. 
Cor.go'idaled Edison Co or New York. Inc I23pp 46569. 1 75-465G9 297. 

8808020095 NRC info Not co 88 057. "Pole.'-t a< loss cf Sato Shutdown Equp mant Due 
lo Prcmalue Si icon Ccnfroror) Rectifier Fai'u:e " Svc 1st oncl 
ROSSf.C.E D.v/scn of Cp&a)>cnai Events Assessment (Posl 8794)1). OB/OB/Ofi 
Consolidated Ed son Co O' Now York. Inc 122pp 46459:125 46459 246 

8806020102 NRC tnfo Notice BO 058. “Potential Prcboms W/ASFA Brown Bovou ITC - 
5 1 L T-mo Overc u*ienl Relay s ' ’ Svc list oncl . 

ROSSI.CE Division of Operat onal Events Assessment (Post B70411) 88/00/00 
Consol dated Edison Co. of Now York. Ire l2Cpp 46538:001-46530 120. 

0800030112 NRC Info Ncnr.e 06 059. MSiV Gude Ra l Eel-re at Waterford Unit 3 
Svc tisi or.cl 

ROSSI.C.E. Dv.son of Cooretional Events Assessment (Post 8704 1 1) BB/Ofl/09. 
Conso idelGd Ed.scn Co of New Yo'k. Inc l2lpp 46467.011-16467.131 

6608040062 Suppl I to NRC Into Not co 06 004. ‘InaJeqjBto Quelf. cation & UOCumon 
tation of F ro Barner Per.elreton Seals *’ Svc list end 

ROSSI.CE Division of Op-orai cnal Events Assessment (Post 87041 1 ) 88/08/09 
Consoldatod Edison Co of Now York, Ire I2lpp 46558:205 40558 325 

0800050135 NRC info Noiso 68 060. “Inaaequaie Design & instaMaicn of Watertgtu 
Penoiration Seals. '* Svc 1st encl. 

ROSSI.CE. U*son ot Cparahoaai Eels Assessment (Posl 8704 11; 08/00/1) 
Conso ldatod FrJ son Co oi Now Yo'k, Inc I23pp 40569 290*46570 060 

8808050240 NRC Info Notice 08 051. ‘ Ccnirci Roam Habitflb/ity • Recont Reviews of 
Operat mg Experience Svc list end 

ROSSI. C E. Division of Oporai onal Events Assessment (Post 070411). 80/08/11 
Consolidated Edison Co of New York, Ire 125pp. 46594:312 40595 076 

8808050295 NRC Info Notico &8 062. "Recont End ngs ro Implementation of OA Pro- 
cm ms bySuppiiars oi Transport Packages/" Svc list cncl 

BURNETT. R F O.v-S On of Safeguards 4 Transportation (Post 070413). 09/08/12 
Consol da* od Edison Co of Now Yo*k. Inc I09pp 4650 1 155 46581 263 

8000000264 NRC Info Nct.c-6 08 063. “H gh Raciahon Hazards From Irrad filed In-Corc 
Detectors & Cables '* Svc list er,ct. 

ROSSI.CE. D.v.sion of Ope-allonal Evoms Assossr.ont (Post 070411). 80/00/15. 
Consolidated Edison Co. of Now York, !nc 1 lOpp 46569 065*46560 174 

8800110205 NRC info Nobce 80 064. "Report ng Free n Nuc ea' Process Sys at Nucle- 
ar Power Piants " Svc hsi oncl 

ROSSI.CE Diviscn oi Opoiationai Lv-enla Assessment (Post 0704 11). 88/00/10 
Consolidated Ed son Co. ol New York, Inc 104pp 4664 3 001 466 4 3 104 

08DB12O327 NRC Info Notice 0B CG5. "inadverteni Dromagos oi Spem Fuel Pools."* Svc 
I si oncl 

HOSSVCE Division of Oporabona 1 Events Assessment {Post 8704 11). 80/00/10 
Consolidated Edison Co. of New Ycrk. Inc 1?3pp 46628 01 1 46620 133 

8008240097 Requests add Info ro MSlV root cause analysis & insp resulls.po: roc-plent 
880713 subrr.illat conce*nng root cauSO an&'yfis fer flu do rail/l.ev- R Lock mte'action 
problem fo* WSlVs 

HICKMAN.DE Pro.ect D.reciO'Oto V 88/08/ IB BASKIN.K.P. Southern California 
Ed son Co. 6pp 46629: 159-46529:1 34 

6008240410 Not f- cation of 880830 & 31 mootings w/uM In San Glamonlo. CA to con- 
duct aud.t of p.pe wa.l INnn ng msp program. 

TRAWMELL.CM Projecl Directorolo V 8B/0B/18 KNIGHT ON.G.W. Project O rector- 
ale V 7pp. 46029 347-46629 353. 

0608160392 NRC Info NoFco 89*066. industrial Rad ograpby Insp A Enlorcemonl " Svc 
Jrsl oncl 

CUNNINGHAM, R £ Divisnn of Industrial & Vedcal Nuclear Saloty (Posl 870729). 
00/08/22 Consoldatod Edison Co of Now York. Inc. 90pp 46628 1 34 46620 223 

6808160414 NRC Info Notice 09-067, "*PWR Auxlary Feedwater Pump Turt.no Over- 
speed Trip Pai'uro '" Svc l.sl encl 

ROSSI.CE D-vIsion oi Opsraional Events Assessment (Posl 0704 11). 88/08/22 
Ccn&ol dated Ediscn CO of New Ycrk. fnc 123pp. 46643. 105 4 6643 227. 


0808150147 Part 21 repl prov.dmg addl info ro Potior A Brumfiold ro'ayS u 
a'ada equ pmont L.sl of othor utils suppled w/Potler 8 Brumfield roiavs c 
SCHERER. A E Combjslion Englnoonng, Inc. 60/00/05. MURLEYJ G ' 
clear Reacto* Regulation. D.recfOr (Post B7041 1) 2pp 46553 333 46563:: 

8608160064 IER 88*000 00 on eB0707.COniainmon1 purge isolation sys 
at;on occurred when baggnd radwasto transparted post conta rmon* e 
man- tor Caused by inadequate commun cot on. Personnel instructed W/98 
MORGAN, H E Soulh.ern Cal.fornia Fd&on Co 88/00/00. 5pp 46658:13 

0000250020 RO.lire doors found inoperable djr.ng Jut 1988 rcul.rie servo 
hod in attachment & include 19 laicivng rrechan.sm fa/ures Corrponsa‘c 
es o&iabi st-ed & w II rema n in otfod until door restored 
MORGAN, HF Soulhorn California Edison Co 80/08/12 MART.N J B F 
of iho Director 3pp 46048 004-46640 006 


V. Operator Examlnation9 

8800190203 Informs ol NRC inteprutation ol Section l0CFR50.74(a) to cl 
eralcr or senior operaior status 

PA1E.R J Region 5. Ole ol iho D rector 83/08/11 8ASK1N.K.P. Sou*h 
Ed son Co ip 46596.352 46596.352 

0800240150 Notifies that RF Mi lor employment w/ulil termnaiod A Ucen 
expirod elfeclivo as ol 880729 

MORGAN. HU Soulhern Ca'ilorn>a Ed.son Co 08/00/16 Doc u mom C 
(Cccumont Control Desk) ip. 46626.144 4G026 144 


DOCKET 50*363 FORKED RIVER NUCLEAR STATION, UNIT 1 


A App[icatlon/con8tructlon stage documents & correspondence 

8007270157 Appl.cahon for termination of CPPH-96.Surr.mary ol silo 
bes end W/ono oversize thawing 

CLARK.P R. General Publ’C Utlii.us Coru • GPU Service Curp. 88/07/ 
Control Bfanclt (Document Control Dosk) 4pp 46326 054 40326 057 


DOCKET 50*364 JOSEPH M. FARLEY NUCLEAR PLANT, UNIT 2 


F. Security, medical, emergency & fire protection plana 

8007060520 Generic Llr 80-10 to all power reactor hconsoos A hcldors . 
provals ro purchase of GSA approved security containers Svc list ore'. 
MiRAGLlA.F J. Associate Director lor Pro,ocis (Posl 87041 1). 98/07/01 
Ed son Co. Ol Now York, Ire 31pp. 40399 290 46309 329 

0800100099 Partial response to FOlA req.jost for docurronts App P dcci 
avai'able tn PDR 

GRIMSIEY.DH NRC ■ No Dotalod Aff.liahan Gwen. 88/07/18 JONE 
Not Assigned. Opp 46579 032 46579 039 

-0305050274 Responds 10 Region II 030317 request for conrnents ro 1 * 
aorn.ul phys col exams A failure ol util lo spoc-fy oxpi:ei.o:i date on hot 
VOl.l.MER,R.H D.v.sion of Engineer .ng (pro 051 125) 83/0 4/22 FlSENl 
s'Cn of Llcens'ng (800426 051 124). 2pp. 46500:158*40590 1 59 

0800040072 Forwards Insp Ropts 50 348/90-23 & 50-364/H0-23 on 89 
notice Of violation 

VERHELLI.D M. nog on 2. Ole of the D rector 88/07/21 HAIRS TCN,' 
Power Co. 2pp. 40433 259 46433.270. 

-8008040082 Insp Repls 50 348/88 23 & 50*364/98-23 on 900611-0; 
noted Major areas mspociod monlh'.y surveillance obsorvaiion.oper 
vor.ficaiion.eng noered safety Sya msp.rad.o'ogicel protection A phys co' 
BRADFORD.WH. Regcn 2. Ole ot tho D rector 80/07/21 Dpi 
40433270. 

8008080192 Revised emergency plan implementing procaduros.ircli.Uing 
O EiP-30. "Post Accident Coro Damago Assessment, "‘ Rev 1 1 to FNP t 
vatfon of Emergency Operations Facnty "' & Rev i 7 to FNP O CfP-f W/8 
* Alabama Power Co. 80/07/31. I60pp 46453:094-46453:253. 

0800040247 Generic Hr 88-12 lo a’.i power reacior licensees & appl-canp 
lire protoclion roqu rements trom Tech Spocs Svc 'isi oncl 
MiRAGLlA.F J. Associate Director for Projecis (Posl 6704 tl) 88/09/02 
Ed son Co. Of Now York, Inc 5?pp. 46463 291*40463 342 


R. Periodic operating reports A related correspondence Antitrust correspondence 


0800100122 Monthly operating repls fer Jul 190B for San Onofro Staton Unts 2 & 3 W/ 
680812 IK 

SJACOR.E.R., MORGAN. H E. Soulhern Catilorna Edison Co 00/07/31. 1 1 pp 
46590 149 46599 159. 


S. Reportable occurrences, LERs & related correspondence 

8808080095 Summary of Operating Roactors Events Meeting GB 33 on BBO720 List of 
attendees & summary ol reactor scrams end. 

IANNING.W. Events Assessment Branch 08/07/26 ROSSI.C.E (Division o( Opor* 
atonal Events Assessment (Post 670411). 13pp. 46482 169-46462 181. 

8000100263 Followup nOfre-raiod assemblies lliro doors) found inoperable during 
June 1900 routine survo .Pence. Fire watches ostablshod & in effect until doer restored 
Person r.o I counseled 

MORGAN.lt. E Southern Ca'iforna Edison Co. 8G/07/29. MARTIN.J.B Region 6, Ofc 
of the D.rector. 4pp 46500 357*40500 300. 


8808050157 Informs that sneo 080617 sor.ous soiilement negotiations h 
tinuously In progress Part' os will submil further repl to NRC by 883315. 
BOSKF.Y.B Volpo. Boskey 8 Lyons 88/07/27 GILLESPIE.F.P Pro 
ment, Policy Development & Analysis Start (Posl 070411) ip 46445 ' 

800808001 1 Provides update ol status on settlement negotiations bet 
Power Co & Alabama Electee Cooperative Requests addl oxtcns'on c 
tale possible iru.ilon of negotiations 

GREEN.D.G, Newman & Hoflzingor. GREEN.OG. Alabama Power ■ 
GILLESPIE. F P Program Management. Policy (Development & Ana'y 
670411) 2pp. 46462 288 46462 289 

8808170125 Advises that response lo 8007 1G llr re Southern Co dea'ngs 
trie Power Coop.lnc In tignt Of NRC ongomg invost-galion of entitri 
being tor mula ted. 

FOGEL.C Duncan. Weinberg. M Her & PembfOku, PC (formerly Clhc* 
Miller). 88/00/02. GILLESPIE.F P. Program Management. Polcy Devoic 
ys.s Staff (Post 870411) Ip. 46571:056 46571 056 
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Forwards response to NRC 870819 rgq-jest lor mfo ro physical security 
ids ft search renwremenis Response withhe'd. 

N.WG Georgia Power Co 08/O8/C8 Oocumenl CorHrol Branch (Cccumom 
3sk) 2pp 46505 1 32-46505.133 

Revised emergency p'an implementing procedures mclud ng Rov 1 to 
^-OOl-OS. "Handing Expesod &/or Coniamnatnd Casualties' ‘ft Rev 0 to 
> ■003 OS. Transporting Injured Personnel to Modicat Ctr." W/8R0808 Itr 
N.WC» Gecrg.a Power Co 68/06/08 43pp 40567 017-4656/ 059 

* Fo-'Wdrds rovs to phys.cal socunly 8 training & qual licalion plans Rove 
roi 1CCFR73 21) 

•fNl. W.G Georgia Power Co. 88/08/ 12 Oocumonl Control Branch (Oocumonl 
osk) 2pp 46564 360 46564 36 1 


correspondence 

2 Requests NRC act>on to relievo undue risk pnsod by BWR ihorma! hyd'au- 
My NOR shoo'd issue order roqunr.q nil GF UWR iconsoos to sobmt ropi to 
i in 1 yr domonsvaling compliance w/GUC 12 Rolnlcd m'n end 
l_. Oh.o Ot'/ons for Rospons«b!o Energy 88/07/?? Otter; of Nuclear Rear- 
ali-on. D.recior (Post Q7041 1) l?pp 4672/ 025 4672/ 05U 


-e & indemnity Information 

O Advises lhal 080729 subm-ttai ol financial into to* 1909 sal sl«os requ'to 
*OCFR140 ?1 ru paymonl of dotorrud p'oin-ums 
A Po icy Developmoni & Technical Supped Branch (Post A7C411) 86/08/ 
NfSTQN.H 8 Georgia Power Co. ip 46630 125 46630 i?5 


-Inal Safely Analysis Report (FSAR) & amends 

J2 Forwards Rev 6 lo updated FSAR ft Rov 3 to h'O hazards analysis ft tiro 
>r* program lo.' Hakh IJrvls 1 ft 2 

ON.VJ G Georgia Power Co 60/07/18 Uocumonl Control Branch (Rocuiv.rmt 
Flask). Spp 46330 098 46334 354. 

tB5 Hov 6 to updated FSAR for Hatch Unas 18 2 
ia Power Co. 0B/U7/10 1,200pp. 46330.103 4G333 100 


inQ license stage documents & correspondence 

54 Forwards nolico of dumal ol amends to liconsos OPFi-57 ft NPF-5 ft op 
y tor kcn ri .ng on 070501 request tor amends. ruviamg Tech Spues to allow use 
rnorviored ro'oaso points tor gaseous ollluonis 

EWS.OG Projoci Direr.loraio 11-3 08/07/10 HAIRSTON.WG Gcoryia Powo' 
». 46345.001-46345 006 

1 357 Nolico of derVol ol amends to Licenses DPR-57 & NPF-5 ft opportunity 
r*r".g on 870501 request for nmomls. rov.s-ng Tech Specs to allow uso o? midi 
od release points tor gaseous ullluenls 

CER.L P Project Dirocloraio 11-3 88/07/10 3pp 46345 004 46345 038. 

470 Responds to NRC 880511 roquosl for addl into ro ull 861024 proposed 
spec amond concorn.ng romoto shutdown panels Deferral of appl.cnt:On re 
rf unhl issue resolved as part of Toch Spec improvurnonl program 
TON.Wfi Goorgia Powor Co 00/07/ fO Document Conirot Branch (Uocumonl 
I Desk) 2pp 46314 3-13-45314.344 

035 Summary of 063710 mooting w/util ro fieonsoo rospon&os to portions of 
c Ltr 63-28 Auondeos '.1st oncl 

KEB.LP Proicct Dirocloralo 113 08/07/?/ MATTHEWS. DO Projoci D rector 
i. -fpp 4fl-N2f7T46-n2.f?4 

105 Forwards UCRl 21015. "Rev.ow of Seismic Analysis ol Hatch Un,l9 1 ft 2 
iaturo Response Spectra " Repf resi/ifs show fbai Unit 2 floor responbo spectra 
-svolopo ILL spectra 

KER.L P, Project R.roctorate It 3 80/07/2Q HAIRSTON.WG Goorg-a Powor 
tp. 46426 149 46426,284. 

10112 " Review of Seism c Analysis of Hatch Units 1 & 2 in-StrLCturo Rosponso 
r*i*" 

SON.JJ. MASLENIKOV.OR . DOYLE. D j EOF.. Inc UCRl-21015 87/11/30. 
». 46426.152-46426 284. 

J295 Forwards nohee of consideration ol issuance ol amends lo Licunsos DPR- 
NPF-5 ft opportumly for hearing on 800902 roquosl ro MSIV Toch Spec 

ICS 

^KER.l P. Project Directorate M-3. 88/08/06. HAIRSTON.W G Guorylo Power 
pp. 46501 001-40501:006 

00303 Nonce of consideration of issuanco of amonds to Licenses OPR-57 ft 
5 ft proposed NSHC determination & opportunity for hearing Amends roviso Tocfi 
s re MStVs. 

3KEf1.L P. Project Directorate 11-3. 80/0//P7. 4pp. 40501 .003-46501 COO 

O 166 Forwards summary of 800725 meefng w/ulil m Region 111 ofc ro uanslilonnl 
►or operafrons organization. List of oftonefoos ft handout atso Ohct 
CE.J N. Rcg.on 2. Ole ol tho Diroctor 00/08/11. HAIRSTON.W.G. Georgia 
sf Co 4pp. 46649.298-46649 301 

10437 Forwards updated listing of outstanding licons-ng requests for 
.labulaied chronologica'ly by util submiUal date 

tSTON.W.G Georgia Power Co. 00/00/ J 2. Document Confro! Granch (Document 
<ol Desk). 3pp. 46584 312 465B4 314. 

90047 Advises thaf errata ft addenda sheets lo NEPC-31376P si/hnuUod on 
i?>0 w.tl bo w.mheld.per tOCFR2.7gO(b)(5) 

>CKER,IP. P/ojocl Director a 10 U-3. 88/08/16 HAIRSTON.W G Georg-a Power 
3 pp. 4 6628 264 -4 6628 266 


8808240216 Fo'wnrds An.ond 65 to License NPF 5 ft safety evaluation Amond cna^gos 
wording of Action Siaiemeni a 4 of Tech Spec 3.7. t 2 to stale that prov.siuna of Toch 
Spec 3 0 4 not applicat/o to siandhy sve water sys 

CROCKFR.L P. Projoci D reeicraiu 11-3 08/08/18 MCDONALD. R P Georg a Power 
Co 3pp 46626 240 46626.257 

-0800240219 Ainend 05 to License NPF -5. changing wording of Aclion Slaiomont a 4 of 
Tech Spec 3 7 i 2 lo sialo provision of Toch Spo? 3 0 4 not app’icabio to standby sve 
water sys 

MATTHFWS.DQ Proioct DroctorHle 11-3 00/08/18 4pp 4CG26 251 4662b 264 

-0800240229 Satoly nva’uahon supporting Amend 95 to Liconso NPF-5 
' Office ol Nuclear Ftoaclor fleguiaton. O.roctor (Post 070411) 08/08/18 3pp 
46626 255 46628 267 


Q. Inspection reporls, IE Bulletins ft correspondence 

8BQ5200295 NRC Info Nohce 88 832. "'Prcmijt Rupo't ftg to NRC ol S'gn * canl Inci !onta 
luvolv/in Rarlioactivo Mali ” Svc l.st or*. cl 

CUNNINGHAM.R E U.v.siun ol Irvj^stnal 8 Mod cal Nuc oar Safely (Posl 07072'Jj 
68/05/25 Consokdaioil Edison Co of Nnw vo»k. Inc 12Cpp 46388 179 46306 ?9Q 

0607260284 forwards repl Summarizing NRC actons ro rnsiart lo'low.ng hcensco sell- 
imposed shut down cn 880419 

VARGA.S A. Div.s on ol ftoaclo* ProjuCls 1/11 (Posl 870411) REYES. 1. A Region 2 
Ofc of Ihu Droclcr. 88/07/14 MlJRl EY. I E Off co of Nuclear Reader ReqJaiio''. Oi 
rodor (Posl U7041 1) 3«pp 46202. 1 59 4C2-3J C03 

0008010364 Ack roceipl c< 880/05 rospense lo v.olaliuns r.oloiJ m Insp RoplS 50-321/ 
00 f«t ft 50 366/CQ t4 Ho*»Monsu found fO moot roqu.romonfs of fOC.'FR? SOI 
OROVVNLFE.V l Reg on 2. Ole of tho D.rocicr 00/07/15 HAIRSTON.W G Geo-gia 
Powor Co Ip 463/? 164-46372 164 

860B0100Q1 Hospords 10 NRC 08C617 Mr ro vio'aiicns noied in Insp Ropts 50-321 /BH- 
15 & 50-366/08 15 Corrective actions Mnnl Work Ordo's 1 -88-2349 ft 1 80 2350 m-ii- 
afed fo toottO! ii two ASCO sotonct:} valves ft loci) -Specs nmcn.-ls/cifar.QOs incotpo 
rated 

HAIRSTON, W.G Georgia Power Co 88/87/18 Uocumonl Control Umnch (Document 
Ccnl/CJ Desk) 9pp 4 63 70 2 M 463 70 219 

0007200162 Suppl 1 lu NRli Info Notice 08 IMG, Lic.onsnu Rcpt ol Oofeciivo Rofcr 
hi shed Ci'cuii Breakers “ Svc iisi unci 

ROSSl.CE. Hiv.son nl Operational Fvenis Assessment (Post 070411) 88/07/21 
Consoiidaied Edison Co Of New York. Inc I25pp 46388 054 40380 170 

0007290076 Responds lo NRC Qullolm 07-002.Suiipl& 1 ft 2. '"Fasienur Testing lo Do- 
termino Conformance W/App!icnt;lo Mall Spoc9. Spocilicat ons " List ol suppliers fqr 
lorrous lastunore 1/4 inch .n diamomr ft rjroalor encl 

HAtn8T0N.V/G Guoryia Power Co 88/07/21. Docuinont Comro' Orpnch (Document 
Comro' Desk) ?0pp 46357 291.46357 310 

0807290214 Forwards addl info roquosiod ro IF UuHniln 79-14. "Soisiruc Analyses for 
As-Guilt Saloiy-Rclfded Piping Sys.” Stutus for Uni 2 end Info on Unit 1 wi'l bn com- 
plulcd by end of 1090 rofuo'.r'rj oulago 

HAIRSrCN.W G. Georgia Power Co 09/07/21 Docunionl Co.nirof firancfi (Documnnl 
Control Desk). I4pp 46341 122 4G341 135 

80072902 20 Roquosls oxfonsron of response mm for response to fnsji Ropfs 50-32T/ 
QU-1? ft 50-368/08 1? In order to a'low all involved panins lo havo cloar cndorbiand- 
mg ol d.roct.ons <jf corroclivo acl ons 

|fy\inSTON.W<i Gocrga Power Co 00/07/21 DocurnorU Control D'onch (Document 
Control Desk) 2pp 46357 149 46357 150 

8808040188 ForViardd fnsp RcpfS 50-321/80 f 7 ft 50-360/00- f? on fl0052f- 0624 ft 
noiices ol violation ft dovialion 

BROWNl FC.V L Reg on 2, Ole ol tho Droclor 00/07/21 HAIRSTON.W O Georg a 
Powor Co 2pp 4 6421289 46421399 

-800B0401G9 Noiicn ol vio'at'On from map on 8B052 1-0624 Violahon nolodsys oporat- 
mn proccOuo (D f d,o^ol QL-neralor b'dg vonUiation &y» lound lo bo inadoquaioly estab- 
lished ft rnp'umeniod 

13ROWNI EE.V.L RoQ'en ?. Ofc ol Iho D rector 00/07/21 3pp. 46421 291-46421 203 

-8806040192 Nobco of doviat-Oti from Insp On 880521-0024 DovlQlicn noiod varlous 
thormosiat soilings for liko controls of diosol goneratcr room oxhausi Ians 8 healers 
ft swiichuom roonis fans found 

BROWNLEE .V.l Region ?, Ofc of iho D recior 80/07/21 ip 46421294-46421 294 

-.8608040195 Insp Ropts 50 321/08 17 ft 50 306/00-17 on 8Q0521-C624. V«olatcns 8 
deviations noted Major areas mspociod operat.onal saloly vo nf cation. ma nt observa- 
Hons, sunai.llanco testing observations ft phys.cal security. 

HOLMES nAY.P.. MENN1NG.J E , ROGGE. J Rog'on 2. 01c of the Orocior. 06/07/21. 

1 5pp 46421.295-46421 309 

8808030260 Conlirms 000715 lolcon conco/n.ng 800720 mgi rneoling lo be held In 
Rogion II ofc to discuss emergency oporolmy procodu'os ft procedure upefflfo pro 
grom at plant Praposod meoimg agonda end 

GRACE.J.N Region 2. Ole Of tlio Dirocto- 80/07/22 HAIRSTON.W G. Georgia 
Powor Co 3pp. ^6405 140 46405:142 

880Q0103B0 Forwards response lo NRC 80032D Ilf ro violal.ons noted in Insp Ropl$ 50- 
321/60 Off ft 60 3C6/60 00 Encf withhold 

HAIRSTON.W G Georg a Power Co 89/07/25 Documnnl Control Branch (Document 
Control Desk) 2pp 46360:350 46360 369 

8B07200246 NRC Qu'lolin 80 009. "Thimble Tube Thinning in Wosfinghuuso Roaclors " 
SvC II si oncl 

ROSSl.CE, D.wsion of Operational Evunfs Assossmonl (Posl 870411) 66/07/20 
Consolidated Ed son Co of Now York, Inc. I23pp 46348 070 46346 192 

6B0721021B NRC Info Nonce 80 052, "'Fn-k/o of Inixauienno Tandem ul Fiolcher Su«l 
AppllcalOf Brachvthorepy Dov.cos Ourng Pai'onl Troaimonl " SvC list enci 
CUNNINGHAM.R E Div.sion ol Indviatnal 8 Med cal Nuclear Safoly (Post 870729) 
88/07/27 Conspl.daiod Ed'son Co. Ol New York, Inc 106pp. 46307 029 46397:136 



184 DOCKETED ITEMS 


680729011 1 NRC mlo Njl-CQ 90 056 al Problems W-'SI cnc Foam F r© Bame* 

Peroiraiicn Seals " Svc l si en'i 

ROSSi.CE C-vSoi Ol O^efrtlcr'a' Lvoms AssOssnumi lPr$* Q7(H11| 0O'Uh/C4 
Co , '^cl dated Ed sen Co of Now Yc-*. Inc l?5pp 46lf-9 175-46569 297 

8008160447 Responds lo v Cl3* ons noted r Insp Rcpls 50 -318/08 19 & 50 364/00 
l9Ccn©cti(«* flClionaali cover slates & flargus cn unit 1 pos* occder.i coiiarmonl 
voting h ter unil inspected A l.gniensd 

hA RSTON.WG Aabama Po*er Co 08/Q9/C4 LkCuir«?nt Control Branch fDoru 
rrtnl Ccn'rol Desk) 4pp 46056 311 46556 314 

8008240135 F na 1 response to FO'A rcquosl ler do-urpnis App K cco.-neois err.' App 
L documents pa-t.aiy delated as ouisco seep© o* request App M dci-jmcris pariia'iy 
wiihhe'd Pol FOIA E*©mphon 0) 

GRlMSLEY.DH NRC No Delated All. ai cn G-v*** 83/09/04 BCLFv K Puu.c Un 
zen's Cm cal Mass Energy Pro.eci 6pp 4665 330 4f.5B 1 342 

••0608110018 Forwa'ds l-l^R SALP nrut bSsnd C<» fin c ,AlP ovVual cr*$ < “C w/S.Vc-ty 
©valuat.cns prepared durmy SALP Oci >004 May 1955 p<-‘ cu Rcl<ii*<: doc .men l a 
1:cn oncl 

DbDLEY.HF PWR Pro.oci Decelerate 1 Pe'08'0' KRbCM.Dr Pegon 6. Ofc ol 
Ihe CVecior 85pp 46081 343 46592 112 

6808020095 NRC inlo No’co 08 007 Poicm <j' loss ol Sale Sh„tdown Eq.omnni Duo 
lo Premature S ‘icoi Cor'-o ed Reriihor 1 ii»V© S.c list enci 
ROSSI, CF Divisim of OporaiiDnal Lvcr.% Assostmnr.t (Pcsl 670111’ Ht©09/C0 
Ccnsal dated Posen Co cf Now Yo-. l:-t V2:>p 46159 125 46409 246 

8808020102 NRC Info No’C© 08 058 Potemui Frcrve-is W/A5FA Grown Gove'i i r F- 
5U lime Ovcrcurrenl Hclays“ Svclst #*'.o 

RCSS'.CE Dr.iscn ol Operational Events Assessmenl (Pc.sr 9704 111 80/08/1)6 
Ccnscl dated Ed son Co o< N’cw Yc'i'. l-c i20pp 4603R GO l -465'jft i 20 

0808030112 NRC Info No* CO 88 009. MSlV Gy <Jo Rail Fate'O at Watr lord Urn 3‘ 
Svc ist enci 

ROSSI.CE n.vis.cn of Cpe/atcnal Evens Assessment (Posl 87C4M) 80/C8/G9 
Consd dated Ed sen Co ol New Yu*fc, Inc *2lpp 464G/ 011 -46-16/ 13 1 

8806040062 Suppl 1 to NRC ln‘o Njlco B8 C04, * iraceqjaio Gua'ikcai-or A Don. nun 
tai on ol Fir© Garner Pctel/alion Sea’s ” Svc list e^cl 

ROSSi.CE Duiscn of Ope.'ai cnal Fvonis Assessment (Post 070411) eo/O'j'OO 
Ccr.sol dated Ed.scn Co cf New Yo'k. Inc t?lpp 46553 205 46‘.S6 325 

8808050135 NRC ’nlo Notce 80 060. “Inadeq jaie Design & InsiaHaiion cf Waien gni 
Penetrahon Seals “ Svc I St er.d 

flOSSf.CE C.vscn of Op&taicnai Events Afsessmenf (Rest ftT’O-t i */ Od'Od/i ; 
Conso'ioaied Edison Co cf New Yo »', inc *21pP 460611 299 46070 060 

0800000240 NRC Ir 'o Noi-Cfl 86 051. "CO'iIrcl Poem Habfabuty • Roconl Reviews Q* 
Optratng Ejfper.enco " Svc ’isi enci 

ROSSI.CE O.vision ol Opcrafcnal Events Asscssrrom (Posl 870411) 08/00/11 
Ccr.scf dafed Ed^on Co of New Tori', fnc f2fpp 46094 312-46595 0 76 

8806850295 NRC Ir.'o f.’Ok'B 00 002, "Rocort F.nd.'gs ro Implomeniahon ol QA Pro 
grams by Supp’ crs Ol Trar.spod PacKageu S.c 1st en;i 

RlJRNElT.R F Division ol Safeguards A Trar.sp:rtai‘on (Pcs* 87Q413) 88/09/12. 
Consol dated Ed.son Co of Now York. inc. lOUpo 4650 1 105 46561 263 

8008240356 EN B6 066 on 86081 5. not ce ol vClalon & P’oro^ed impos i.on ol ov I pan 
ally n ameuni ol $400,000 wl. be issued based on violators Ol eq.:ipmeni quai»ca 
bon roQuiremenis of )OC C R50 40 

LUEMMAN.J . UEBERMAN.j Ofc ot Enlcrcemenl (Posl 870413) 88/08/12 lo 
46627 360 46627 360 

8808090264 NRC Iota Notice 69 063 ’ Hgh Rad alien Hazards From lr/8d<3icd In (lo'G 
Coiectors & Cab’es ” Svc I si enci 

HOSSI.C E D.vis on of Operaiional Events Assossrr.enl (Posl 8/0411) 011/06/15 
Consol dated Edison Co cl New York. Ire 1 10,np 46089 060 4656D 1 74 

8B08230303 Responds to vcial ons roiod n Incp R 0 pt 50 364/flR 23 Co'rcciive 
actions csn siers removed Pom li ter pentriralion venh’atior 1 equipmorit room 
FiAlRSTON.W ti Alabama Power Co 66/09/10 Documem cfomro’ 6rar.cn (Oocu 
ment Control Desk) ?pp 46614 309 46614 360 

8800230323 Responds fo IE Go. e&n 85 CQ3. Mo to * Ope 'a fed Valve Common f/ot'o 
Failures nur.ng P'ani Transients DuO 10 Impropor Switch Sellings ‘ Tr.ro© va'vOs d.d 
roi sal sly osiab'ished swiich sclt r.g acceptance erne* a al'er test ng compleied 
HAIRSTON. W G Alabama Pcwer Co 88/00/15 Oocumenl Ccnbol Branch IDocj 
menl Conlro' OGSk) 26pp 46607 330 46607 360 

8808240402 OrSCuSSOS i.ispa on 6703f4. (fl.uo; 06 & me 20 & forwards roiico Ol 
viol a l >on a preposed impos-tion o* Civ.l penally n amounl ol $400 000 
GRACE J.N Reg on 2 01c ol the Drocior 88/09/10 HAiRSTQNWG Alabama 
Power Co 4 pp 46626 282 46626 290. 

-8808240405 Notice 01 vio'aiion 8 proposed impost-on ol cm, poraity n amount ol 
S450.CGO Nonccmp'iance noted uli h3o V typo elacir.cal components meudru sclo 
noid & motor-ope/ated valves 

GRACE. J N Region 2. Cfc ol Iho Di.*©ctor 89/08/ 15 Opp 4C626 266 46626 290 

8008240252 Forwards corrected pages lo insp Ropls 50-340/69 19 & £0 394/80 19 on 
880511 0610 Duo 10 admn sirahve Overs ghl Pages 8 ihrough 12 cootamod sovo/af 
g^ammat cal errors & incorrect pamgraphs 

VRRRELLI.OM Region 2. Cfc of ihe D-reClCr 69/08/17 HAlRSTQN W G Alabama 
Power Co Ip 46626 241 46626 247 

-B80B240370 Revised Pages 8-12 lo Insp Rop*9 60 346/06-19 & 00 364/89 19 co*roci- 
mg gramma* cat errors A r c erred paragraphs 
' Region 2. Ofc of the Di/ecior B8/08/1? 6pp. 46026 242 46626 24 7 

8608110206 NRC Inlo Nolice 8B C04. ’ flcpo'tirg Fires m Nuclear Process Sys at Nu lo 
ar Power Plants '* Svc 'isi enci 

HOSSI.C F Div.son ol Operational Events Assessment (Posl 8/0411) 86/08/18 
Conso-'idaiod BOxon Co of No* York. Inc fCMpp 4604 3. CO f 46643 104 

cnc! 27 NH ^ lnf ° fN,0l ' cc " lfla dverient Cra nagos of Sponi Fuel Pools " Svc 

ROSSI.CE Division of Opcraiional Fvenls Assessmioni (Post 0704 til B9/08/18 
Consol dated Ed son Co of Now York, Inc I23pp 46620 01 1-46028 133. 


0008230418 Fcrwa-ds envi'en assossmenl A Imd.ng ol no si(ir.iricani 
fuq-csr lor rxcmplic-n boin curiam 1CCFR50 00a(g)(4)(i) req , rements ,e 
REEVES.F A Pro, ©ci Droc?rr«tlo II- 1. 68/00/ IB HA 1 RSI ON VJ G aiaSj. 

2pp 46625 :14 7 46620 352 ' 3 

-8808230422 Env ren assossmont & fntiirm ol no significant impact re y 
cuesl fer uxnmororr bom lCCFR50.b5a(cj)(4)(n) ruquiremor'ts to acT yn*** ’’ 
update *© A. SMC Code lo* locuty mserv ee losimg A msp p-omams ' 6 
rviNTNER I L Prcieci Droctcralo II 1 . 86/06/ 16 4pp. 46620 349 46020 35 ? 

0808 160392 NRC Info Nojirc 8B 066. ”)ndiisr/iaJ Rad og/aphy fnsp & En'orcc-T« <>• • c 
isi nnc ‘ • 

CUNNINCil-AM R E D.viSiO't of Induftina 1 A Medical Nuclua' Safety iFos- fc’ft"- 
66 /no/ 22 Const » iJ/llOd hd-son Co of Now Yo'k. Inc 93pp -16628 134 46FJ 0 ^3* 

0008160414 NHC 1'ifo NoluO 69 C67. "PWli Aux liary Foedwaicr Pur-p T ur .-,-> 
spend f'lp Fa< cro ’ Svc isi encf L v * r ‘ 

f30SSI.CE Div.son M Opuratonai Evenis Assossm.cri (Post 870411) pa ;f . t 
Ccnso'idAiutl Cnisn i Co cf New York, Inc I23pp 46643 ICO 46643 227 ? “ 


R Periodic operating reports & rolbted correspondence 


0008190054 MortMy oporai ng ropl for Jul 1986 for JM f e-ley t,rn 2 - 

MCRF.Y.On -lAinSIOM WC, A'ntjama Power Co 89/C//J1 Odd c 

46090 208 M V ' 

8808170054 Forwards moni-.'y oporatmg ropt ler lot 1988 A Rov b io o"« tc -c s ? rj 
c-.lanor n ariuil 

HA.HSTON.vV G Alabama Power Co flfl/00/05 Oocu-nertt Co:*t*cl Era Dor 
rnoni Co'il-c,l Hns^l *ti 465/1 144 46571:155 

-8008170090 Rov F> io OHste dose cafculaf on manual 
’ Aabama dower Co Gfl/07/05. 7|>p 46571 149 46571 155 


S.' Reportable occurrences. LERs & related correspondence 

0807280299 LCn 80 004-02 cn 071 1 13,-nsp ol non-pfugged tubes m stoa^ cwso-i 
confrmotl rfug-ndal-on ir cicaf o:is m loboshcol A support plpie 'ccal c'isCoj^j t, 
a-.uvbralion bar woa^ A siress corrosion cracking Tubes plugged VV/P80719 :r 
MORFY.D N . HAiRSlCN.WG Alabama Power Co 88/07/19. 7p p 4013? i*e 
46336 1 22. 

0800180126 ^o'wnrrls summaiv of NPDLS r.onco.mp’iances ler Second Qua*ic-< T-6-41 
ifarsm.tiod lo Sialo of AI Dcpi of Environ Mgt 

HAiRSlCN.WG Aiptian-a Power Co 80/00/01. Document Cont'Cl Br&r,;h 
menl Con*-o1 Dosk) Jpp 46584 139.4650*1141 


U. Congressional/ Executive Correspondence 

8808240180 Ir.fomis lhat hoiirrg hold Oil 660031 lo rosolvo Ihroo issuus, nc‘ v 4'qp» v 
lion fi'od by ailys ruprusontnj Alabama Pownr Co omp’oyoes lo qja<.h'fr.D:'r s/> 
popnn i? issued by NRC Motion domed Protective order oncl 
«fECrl l. W Comm ss oners 08/08/15 SHARR.P House of Rep Er.o-gy 4 Co* 
mere© 5(p 46629 253 46620 257 


DOCKET 50-3Q6 EDWIN |. HATCH NUCLEAR PLANT, UNIT 2 


F, Security, medical, emergency & fire protection planB 

8807060520 Genoric Ltr Bfl 10 to all powor reactor licenscos & holdO'S 01 Pa l 95 
firova's ro purchase of GSA app-ovoef sor.unty ccnta-nors Svc 1st cn.Tf 
MlRAGL»A,f i Associate Director lur Hrojecls (Post 070411) 66/07/01 Conso cTfl 
Ed son Co ol Now VQfk me 3 1pp. 40388 200 46380 329 

8807260182 Forwards Hov 6 to updated FSAR A Rov 3 10 lire hazards ara‘,as & u 
U'Oloclion program for Haich UnilS 1 & 2. 

HAIRS 1 ON. W Ci Goorn-u Powor Co 00/07/10 Documonl Conlrol erar:MD0'-~->*' 
Ccnlrol Desk) 5pp 46330 090 46334 J54 

■8807260100 Rov 3 to Updated Tiro Ha?a'ds Analysis & Fi-e Pro1ec r '0 i Prcgiu"' > 
Haich Jnis 1 & 2 ‘ 

* Goo-g* Poncr Co rjfi/07/lf) 5QOpp 16333. IO I -46334 354 

880720016a Forwards rept ol changes to phys cal socurity plan for fac lit,- 
assossmon* survoi lance. olarm/inuus'on doloction sys. fa's© & n.nsa~co 
rate.defmiiicns & compensatory moasu'os Ropl wilbheld (roi 1CCFR73 21) 

HAIRS1 ON.W G Goorga Power Co. 00/07/21. Documonl Control B-aicn iD^' 1 H * 
C.ont'cl Ocsk) 2pp 46336 169 46336 170 

8800040108 Forwards Insp Repts 50-321/00 17 & 50-366/88-17 on 880S2I OM* * 
not-cos of violator) A rJov.alion - , 

DROWNlEE.V L Reg on 2, Ofc of the Direclor 88/07/21 HAIRS TON.WG w-** 1 
Power Co 2pp 46421 289 46421 300 

-8808040 105 Insp Rept9 50 321/88-17 & 50 366/00-1 7 on 880521 06?4 V , C , *-5« 1 
ceviot ons noicd Ma|cr a-eas mspocted: oporat-onal safoly venf'canon m n* o^ 
lions survoi’ anco toshnn obsorvations & physical secuMy 
HOLMES RAY P , TROCINE.L . S1NKULE.M V Region 2. Ofc of Iho D'CCD' ' 
?f *$?p 4642 f 295 46421 300. 

880B03014Q Reviaod omorgorcy plan imp'emontir.g procedures nc C/ /!' 

73EP FIP 015 OS, ‘OffsilO Doso Assossmonl," Rev 0 10 73EP*E<P 022^ 
r*afo Emargoncy Operaiions Facility Aciivaiion,” A Hov 2 IO 63EP tiF-u 
6007 27 lb 

HAiRSlCN.WG Goorgia Power Co 08/07/27. 93pp 46420 287 46429 Of 9 

880B040247 Generic Hr 83 12 to all power reactor licensees S appl-c an15 
fire protection requiromunts from Toch SpeC9 Svc list enci 
MiRAGLlA.F j. Associate D.rectcr for Projects (Post B704H) 80/05/02 Co 
Ed Son Co ofNewYo/k, Inc 52pp. 46463.291 46463342 
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amum) 200?4 RoQUords ono-limo Oxomjdion Iron. 10CI H5U./ 1(u) roquiromnnls lo oluw 
c Sml of 196Q SAR updolo on mil 020 Ton paid. 

H^ROOn Afhonsas Power A l .yl.l Co 00/07/ to CAlvO.J.A P.o|oel Director 
e'O IV. 3pp 4B399.34fMG3f)9 36 1 

ABQ00 10293 Forwards proposod ngonda for 0HO024 mauling ro nu«Jlnry loodwater Qyb 
0 rel ; at>d tV evaluation Generic iMuO 124 ropiH fer Oyhtal Uivoi Arkansas Nuclear Ono 

k a? V ANG ^ ^ oiocl 1 C^C(?tornlo V. D0/0//20 FifUir.J. Saemrverdo Municipal Ulil.ly 
Disincl 4pp .16303 200 40301:203 


0007270003 Nolico uf v:olntcn Imin insp *;n B60229 UQlO.Violalion noiod: socket 
hands instn'Jod winch (lid nol moot sc/isnvc design boiling roquiioir.onls A Uful 2 
Giuuruoncy d.osol gonornio/ fcpar lackrjd docuinenlod accept ah .My 
* Roy.un 4. Ofc Of thu Omretor «H/07/f3 2pp 4010/ T 04 ■10107 100 

•000/270005 Imp Repts 50 313/00 05 A 50 300/00 05 on 000220 CfllO Vif.lill.OMH 
anted M □ | c r areas Irispeck'd fol owup In Insp ftopls 60 313/07-23 & 50 300/07 23 A 
f .cons no rosponso lo Gar, at. c Ur fl.'f- 2ii 

tlOAf IDMAM.J H . GAGUAHnO.-J E . IHCLAND.R L Hoq-ori 4. Qfc ol IN> O.roclo< 00/ 
07/00 22p;> 4030/ 100 4030/ 107 


Info 

lor 


AKCt?2Q0D44 Fonw/fJs M>v*Od Toth Spec 3 n 2 3.pw NHC 000120 roqumd for ad 

66 CM^ntLL.T.G Afkansns Power & light Co 0U/0//22 CALVOJ A. Pro|ntl Dree 
atQlV I5pp 46355 I /O 40355. 1 0H 

.-«AO7290045 Proposnd Tocli Specs 3H23 re hnlUjiy I rml.iui ccndlion lo: Ofvcnl on 
* Arkansas Powur A l i(|hl CO fln/07/2?. Gp|) 40,155 104-40356 fl/fl. 

AftnnnsoCGI Forwards environ assossmont A f.n:liny ol r.o munilit nnl livpacl uxompimn 
Item 10CFR60 7MO).f»pcci1icni;/ ono-timc* 00 <1ay ■u.lmduliir oxlonvon Iro-u 000/22 
date rcaured try lift' for submission ol annual tov lo rSAHft 

HARUUCK CC Pfolor.l Piroclorntn IV 00/O//2O CAMPRI M .f D Arkansas Power A 
L,ghl Co 5pp 40430 120 40430 336 

-8800050030 L’nvron nssussrnonl A finding of no sigivlirani Impact phon from 

10CFR50 7 1 (o> Icr OPn-lmO il£)-<fny SChuifufiH mdnnsion of required dire dale tot 

annual rov lo FSARs . „ 

CALVO.J A Project Uiroctoralil IV 00/O//20. 2pp 40431* 334 404311 433 

8008040099 St/Omds background info fur meet-ng w/uM lo dneos'. Minins of p'f.yrnms 
10 mprovo onglnoer.ny activihor. <0' p‘anl S-gnif-cunl wonknuHims identified 'r> <m;j 
r.oo.'.na OCl.vil.os, QS doscr.bn.J by listed po.nlH 

CAIVOJA. Pro Inc l D.roclcroto IV U0/O//2H MAUI IN. I r A<v;i:cinte fl.ni: Inf for In- 
SpOCt-Cn A Tcc»incill Assossmoill (f'oM 0/041 I) l Ipp 46422 1146 411422 060 

8008000163 F o 1 wards ' Primary Runner Contanunmil Inlcpr.ilod I o.iknipi HnUi to-.r* 
1 nnl repl.po: T och Spoc 4 01 2 

HOWARD. 0 R Arkansas Power A Lli|ht f^)- 0H/O//2H llouinuinl Ccmircl llmnili 
(Document Con uof Dusk J 4fM6l I6.6-4U4M 32A 


-8800000172 "fhimary Reaclo: Conla-nnH.nt Inhnimied l oaknpn Huh. lost.' final repl 
' Oochlol C3foup. me nil/04/30 1/3pp 4M61 I50 4U4M32H 


8808160321 Founds Amund 00 lo 1 teenso Nf’f h A naloly ovafuaf.r>n Aniumf ii.odi 
f.DS Toch Spues lo ilccfonso rr-quo-fj dillornntml pfosnom pm.lurjal hy I II 'SI pf.inpn 
dj'ng survf.i'lanco losi-rq Nut:cu of if.yiiar-.ro also uocl 

HARDUCKCC ProK-cl ll mclomlu IV lm/l)//2d CAMHflk M .1 O Arknosiri Puwi-r A 
Li^rrCo Ipp 46500 I02-4050« 2<J.I 


D0O/2O0 162 Suppl 1 1u NRC^ In'o Noi co nf* 04l>. Licunsoo ffnpl of Unfurlivo Relur- 
liiHhml Circuit nrtinkors " Svf. list find 

Hf)SSl.(Ui D.v.sion of C)i >o:ul>onal Rvunto Asaosymonl d’ont 117041 1) 00/07/21. 
(umsoVdatud fid. son Co ol Now Ycrk. Inc l?fi[>p 40300 064 ^0300.170 

0007200176 A.,k ror.upl f.l 11110614 llr nfcrmnq NfU^ ol ulo|>s laknn lo covnicl v.ofm.uns 
noiod in Inop 60 113/6(1 00 & 50 360/60 Oil 

CALLAN.l J Hcjon 4. Ofo ol H.0 DrocUir 00/07/22 CAMI’IU:U C ArkanSa-i Power 
A l.-qhl Ci> 2pp 40363 305-46363 300 

00011020165 Rosi-ornh lo NflC Uullnirt U/nt)2.S:.p[:l P.dlil 61100 lO.provid nj *is1 of 
namos A addiessny ol supploru A nilqs fu)fi. wl‘.li:li fiafuly nr uamnfnly rululeil iffr 
runs fasltnu'fs hnvu hnun pmdinsod w.llm past 10 A f» yru,re*>pect.vnly 
MOWAlin.lin Arkansan Power A l.qhl Lo 00/O//2 2 Do: uive/il UorUrnl fhrtin h 
iDorumenlCnnlfol Honk) 35/pp 463/1 I K) 403/4 100 

0006000039 Ack rcronfil ol 6/ 122 1,000201 .06011 A 1/ lira iflum eg Nil*, of hlupn Inkon 

10 r.o.rer,l viulaliarv. r.olnd in Insp llupls 6t)-‘.U3/U/-31.50 300/0/ 31.60 313/00 00 A 
50 360/011 00 

CAUAM.l J Muq.on 4. Ofc ol Ihu llnui.Uit 61I/0//26 CAMlMlEil l .('■ Aikanr.as Power 
A I iqlU Co 2pp 40403 It'll 40103 11111 

-0600000040 H.i'iporirff fo v,olrifijr.s r.ulo.f ,n fr.sp Hepfh 6.^ 3 f 3/0/ 3 1 A 50- 
3l on 0/U021 ?6.rnc I carreclivf. m.liO'iH wilhlmlil huf 10(3 (12 /0£l) 

1 1 VINC.J M ArkimsAn Power A l i^hl Co hh/QU/ 17 CAI l AN.l J Roh-om 4. Ole of 
Ifui f)i:i:<-lo: 2pp 40463 I OH 4641.3 I0l> 

0007200240 NflC Eh.lluiiii 60 003. ■ Ihrnb'n li.lni Th'numg .n Woslimjhmifio floaaarn “ 
Sv<: led or.cl 

HOSSl.Cl Divs'on ol nporai.oMAl I vtinls Asstni.iir.onl (Post 6/04 11) 6H/0//2U 
* 'nreailidat.nl lirhson r;.> of New York. In:: l!?3|>p 46340 0/0 40340:102 

0007 2 1 02 1 0 NIK’. Info Nolan H6062. f mluro of Inirmilnnrm Tfiirjmu of f :, utrf'ar Sml 
Applicnlof Hr a i: f ly 1 f -i apy (Juveus During Patiuni Tfoatmunl ” Svc le.il oriel 
CUNNINGIIAM.IU’ Hivejlon of IrnlusUmi A Medical Nocluar Safety (Picil 0/0720) 
tfVt Consofirfdle.l f.dudn Co of Wuw York. Irrc. fO/ff.p 4fl:ifl/.O20 403!!/ flffi 


-8800160323 Amnnd 06 lo Licnnw. NPf 6.nmd.ly.nq f .u li Simicn In He* maw MNiiiimd 
d.lfcronl.fll p/nsscro produced hy HPSI fu.inp'i d.innn Mirve ll.m; o to'.lnii 
CALVO.J.A Pfoluci Directoralo (V U0/O//20 6pp 46660. 106 411660 11)0 

*•6008160324 Safety evaluation fail. polling Amend 06 In l ii.nnsn NPI 6 

• Office of Neclonr Mooctcr fleqelahnn, Oirmilor (Pool 1*704 II) IIII/D//20 2pji 
46560 200.46500 201. 

■0800160337 Nolicn of Issuance of Arn(»nd 06 lo l ii.niem NPI 6.md .« In;] requred d.l 
loroahal pressure produced by IIPSI pum|i'» cliinng t.uiveillnrye ler.tmg In enhanMi 
oporaiional I:e*hi!i1y by allowing lor emnhir van. .lion m |nimp peilnrmam n 
HARDUCK.CC Prelect D.recioralo IV. im/07/20 2pp 46560 202-40601)203 

8008040313 Requests addl Info re (100/01 nropn-md Iici-Ii-uj amend fur Sya l nergy 
Rcsourcon.iec lo a&suaie rusfiousihi'iiy (or plant npnralinn 

HAnBUCK.C.C l^o.uCt IJi'ecinram IV 00/O//2U CAMi'IUll 1 . f C i Arkhte.iPi Power A 
f.rg‘dCo 5pp 4643 f 04/ 40431.651 

8800160390 Noldicaiion ol 061)1)20 rneol.nq w/ulh in Rm.kvillivMO In de>< u-e. sialus nf 
I cons.ng aclioss A mel arrnngomt'nhj 

WlGGlNTONOL Project Drocloraiu IV 00/00/01. C.HlJfCHl 113 D.l) Division nl Hu 
actor Pro;ocis • lli.lv.V A Special Projects (Post 0/O41 1) / pp 466!, 4 040 4fdi64 066 

0808250)55 C'arihos A currocis control otornenl assemtily drnf> limn in 000603 npp'cn 
uoa lor omornuncy Tech Spec cfmugo Info nncutamry dim to . (implex rmalyS s review 
HOIVARO.DR. Arkansas fVlwor & l.rjfit Co UH/OH/tl, CA(VO..fA O.v.S'Orr of Hear 
lor Projecis • Ui.lV.V A Spociat Pru|u<;Ui (Po:d U/04 II) 2pji 40640 2|U -Ifdi tti 26-1 

8808240432 Forwards FR biwookly nolicos for amende ru NSIICh for min Heqnn'il*i cn 
ordnahon of oct-vihos lo oimtilo avmtahii.iy ol min W/o oneln 

CRUtCHFlELD.D Giv<Slon ol fluar.Uir 1’m|ec1S • Ui.lV.V A SpuL.d Pro^'r.la (Post 
870411) 00/00/16 KINGSLLY.OD System I norny Moaouff.uy, Inc 2pp 46030 Jill 


0. In&pectlon reports, IE Oullollns A corrospondonco 

080812004 1 Informs of stomn yonorolor tuba oV.iggnu) during b->rlf» roluolmu ouiagn l ive 
of &)* lulws sishUiCd w/lut) o staku spur >>rciiffy uesrgncd fur iiurpusu M**f n/ Infids 
plugged in stoum (jonerafor during ovoni oncl. 

HOWARD, D Arkansas Power Alight Co 00/04/10 CALVO.J A Pro.ed Difucloidin 
IV. 2pp 40525:120 40525 1 20 

8805200295 NRC info Notico 00 032. “Prornid Hajinri-ng lo NI1C of .Sion.liranl ImidnnlH 
involving Rad oaciivo Mali " Dvc l si end 

cfl/nt!n GMAM n E D vlSl °P of Industrial A Medical Nuclear Snloty (J’ost 070/20) 
ou/05/25 Consolidated F.tiison Co of Nuw York, Inc 120pp 403(10.170 463(10 200 

0088180305 Rosponds to Uov.ations noiod in Imps 0O 313/00 10 A !i0 360/00 it) Ccr- 
rociive actions convont.on ostohl stiod to mdicato valvu positions far MrxJo 1 /power 
operations 

LEVINFj.M Arkansas Powor A Llglit Co (Ul/00/27 CAL! AN.l J Hug«nn 4 Ofr. ol 
IhoOraclor 3pp 46505 144-40505 140 


0000030200 Conlimvi T|H0Hlf> uuUm umutii (Otdefur.cn it) llef|inn IV oft: to dKcuvi up 
parnnl vinlatiiiii'i ru r.-(|iii|imunl (iiulilicntiou ns r.oted in ln ( i|i fluids 50-313/011 U0 A 
•M l)i)\n>t flHO/22 tnh rfnlfrvbed titof) used mimur-g iigeriilii ur:d 

( , A1 I AN l J fluqioii 4. Ofc nf Hu) Dmc.lnr 0M/C)//?/ CAMPRt I l ,U Arkansas Power 
A l lyhl Co f-|:p 40404 200 40404 211* 

0007220034 NHC lulo NuIt.U 66 063. "Mi.nrrmo ViOlat-oD'i nf NHC HOgniat fif*s.Whk h 
l nd to Med.nO f),.x|rio‘it c Mrvadm iih1rm.ous " Svc I f.l mid. 

f .llNNlNCl IAM.H (• Uivisipo ol Imlu'.lnol A Med.c;il Nm.lon* Saluly (Pusl 0/6720). 
00/O//2I1 Coosnhdatrirl Cdison Co of Nuw Yuik, In:; HHipp •1011)0:263 4li:W/;U2U 

000/220 10? Mill- Info Nolir.u 0)1 064. * f'niLrn of Circuit ffrenknr CoffOw.Mg frisfii'fat.on 
rd Anipledur Dim - cl 1n|) All.u.limonl " Svc 'nl un::l 

ft()6Sl.(‘! Division of Ocorat.onal I.vonl‘i Aiisossmunl iPesI H/0411) 66/07/20 
C.oi isd'h Litud l (Ison <a> of Nuw Yuik. I tic 17l|i|) 46-11/ 0?l)*4641 / 140 

0000120077 f cr wards Insp Ih phi 60 31 3 /mi 20 A 50 36H/00 20 un 000001 30 A riothru 
ol viohit on 

CAM AN l J Hn(|ion 4. Hfc nf Iho U rector H0/O//20 CAM1 111:1.1.0 Arknng;n f»ownr 
A l ighl Co 7|ip 40fi30 700 40630 ?t)J 

-OBOQI20000 Insp HufHfi 60313/00 70 A 60 360/00 70 on HftOlibl 30 ViMdlOfiS 
uoh d Major amir, mspeclod opernlonal safely vurdicat nn.ri-anl serve llartcu A lompo- 
rnry insirudions 

jnilNSON.WD. IfACiCt.HC, ( t lAMRf'HI AfN.fJ ffr*g.()0 4. Ofc <)f flm f/irucfnr /Iff/ 
0//20 lOj.p 405:10 704 46510 ?»3. 

0608 100292 Ack rocmpi of 0f!O/Ot IV irdom'Jnii NHC ol alcps hikon lo (.priori violntorifi 
no fed trr Im.p Hep/s , r ,{/ itVHfl 12 A SO-.ffdl/iJfJ. »2 

CAI l AN l J Hoi) nn 4. Ofc ol llio Oiredor 06/00/(12 CAMPDFLl .Ci Arkansas Power 
A Ughl Co ?p|> 40516 243 46616 245 

-8000100203 Hof*pOndo 1<> vio’ahons noiod in Insp Hojdh 6O-3i:i/ft0-l2 A 60-300/00* 
12 Loci withheld (ml U)CrH?3 ?1lbH3H0) 

LCVINF JM Arkansas 1’owi.r A ln|ht Co 06/O//O1 CAI. | AN.l J fleqlun 4. Ofc ol 
Ifm Dnector l p 465)0 244 40616 246 

08081 10330 Infnnrs that re^jiunso tn NHC lUi.'ulin 06 001, ’Dcfocis ;n We M-rig house 
C-rcint Hrnakeru. " satisfactory 

irAniUJCK.CC Projoci Diructnraio IV 00/00/1)2 CAMPHEl.l ,T C Arkansas Ppwni A 
l ighl Co £pp 46613 002-46513 006 

00072800 19 NHC Info Notice 00 066. "RolonM Prub'urm faiuced by S'nglQ Fa lure ol 
I:SF Swnq Hus" Sv<: list cucl 

HOSSI.C E D.vis on ol Onornl aiuil (iveuty Assessment (Pov.l 0/0411) (Hj/Cft/Ol 
Cpnsfj'iiJalud l:i J SOm Cm of New York, Inc 1 2 1 P| ) 4643/1214043/ 241 

0000030280 Suppl 2 lo NflC llullnin 60 006. Nuncordorm r g Malls SuppLoil f*y Piping 
Sujiol.es.lnc nl Folsom.NJ A West Jersey Mfq Co nl W l lainslnwn.NJ “ Svc lol omF 
HOSSICF Division ol Oporaiinnal Events Assessment (Post 0/O411) (10/00/03. 
Consolidatod Edison Co nf New York. Inc I4«pp 46530 12 1-40530 269 


8807270002 Forwards 
not co of v.olat.on, 
CAJ ) Afj i i 


Insp Hopts 50-313/00 05 A 00 360/06 06 on 000220 06610 A 


0800120120 Noiil’CoLon of 600615 S'qn.hcanl iicensno meoiing w/ufl in Hog on IV old 


ro cneijjfnonl riual»ficnlion *ssijuh 




186 DOCKETED ITEMS 


8007220034 NRC info Nchcg 60 053. “Licensee vo'atiops of NRG Regu'at'ons, Which 
Led to Medical D agnoshc Misc-cm nitrations “ Svc l si encl 

CUNNINGHAM. ft £ Q. vision of Industrial & VeJ teal Nuc'ea' Safety ( Post 370729) 
80/07 ?2ti Consolidated Ed son Co. Of No* YofK. Inc, I06pp 46396 283-46307 028 

0807220197 NRC Info N'otce 08 054. “Failure ol Circu4 Bleaker Follow ng InsfO.lation 
of Arr.piector 0 rect Tnp Attachment “ Svc hsi one 1 

HOSSf.CC. C.vision of Opa.*at Onai Events Assessment (Po3l 07041 1). 86/07/20 
Co.nsolidaiorJ Edison Co. Cf Nov/ Ycrk. Inc 1 2 1 pp 46417 020 464 17 140. 

0808160003 Forwards 'nsp Hepls 50 321/68-10 & 50 366/BB 19 on 86062/ 0701. No 
v. pi a lions a* deviations noted 

COLUNS. D M. Hog on 2. O'c of In© Oiroc’pr 68/07/29 NAIRSTON.W G Georgia 
Power Co 2 pp 46552 C94 40552 1 10 

--B80B1 50004 I nsp Repts 50.321/66-19 & £0*306/68-19 on 08G627 0701 No violators 
O' dovfaiio^s noted Major aroas .nspetled hqj.d & gaseous radwaste mgi & 
monitor ng reactor coclanl cho.m.stry & ©nv.ron mcn.loi ng. 

STODDART.P. KAHLE.JG Region 2. Oic ol tr© D rector 88/07/26 I5pp 
40552 096-40552 1 10 

8800 100272 Notification of 680610 meetny w/uli' n AlUr.la.GA to discuss siaius of util 
response lo NRC Bullebn 86-003 ro moior -operate J valve) common modo fa.'ures duo 
to im prone* swiich siding Ayor.da encl 

CROCKER.l P fYo.ect Directorate 11-3 80/00/02 MATTH6WK.DE3 Proper Director- 
ato ll-3. 4pp 4648 4 367-16484 260 

88072BQ019 NRC Info Nct'Co 00 055. "Potential Problems Caused by Sir.gie Fa.lu'O of 
ESF Swing Bus " Rvc 1st enc< 

ROSSi.C F Ciwsmn u! O pemionat Events Assessment (Post 87041 )) Sfif/08/03 
Consolidated Ed son Co o' New Yor*. *nc 12lpp 46437 12146437 241. 

0000030289 Supp! 2 lo NRC Bu’leiin 0B 005. “Ncr.confcrrrng Malls Suppled by P png 
Suprlfos.it *<: bi Folsom. N j & Wo9t Jersey Mfy Co ai W 1 l.arr.stown.NJ ” Svc 1st er*c< 
ROSSI, C.E Division of Operai.cnai Evonls Assessment (Pcsi 87041 1) 08/00/03 
Conso' .dated till son Co of Now York. Inc I49pp 46530:121-46530 260 

0807290000 Suppl 2 to NRC Bu.lel n 8B 008. ‘Thermal Sbesses in P plnq Ccnneclod to 
HCS “ Svc b$f u/ic) 

ROSSi, C E. Div.s-on ol Cperoiicnai Events Assessment (Posi 07041 1) 8B/08/04 
Conso'idfllod Ed.son Co of Now York, Inc 12tpp 46504:001-46504.121 

80072901 1 1 NRC Info Notcu 08 056. “Potor/.ial Problems W/Si'icone Foam F ro Barrier 
Penetration Sen s." Svc isi onci 

ROSSI, C E. D.vslcn of Operouonai Everts Assessment (Po3t G70411) 8U/0B/O4 
Con sol .da tod Edison Co of New York, In:. I23pp 46569 175 46569 297 

0000240135 F net response to EQlA request let Occt.rrenis App K documents oncl.App 
L documents fflrualiy doietod as oulsido sccpo ol rogues? App M documents parha'ly 
withhold (ruf FOlA Exomphcn 5). 

GRIMSLE Y.L) M NRC - No Delated Aflr'iaiion Givon 80/08/04 QOIRY.K Public Cili- 
/on's Critical Moss Energy Prciocl. 6pp 46501 335-40581 342. 


0808120327 NRC Info Notice 08 065, “Inadvertent Oramagos of Spe.ni Fnc'. 
list encl 

ROSSKCE D.wsfon of Operational Events Assessment {Post 8?QiU[ 
Conso'idated Ed son Co of Now York. Inc I23pp 46620 011 46620 133. 

BBO0 160392 NRC Info Not co 08-066, “Industrial Radiography Insp & Er.‘r': 
list Onci 

CUNNINGHAM. R E O.visicn of Industrial & Medcal Nuclear Solely (Pi 
68/08/22. Consolidated Ediscn Co of Now York, Inc 90pp. 4662Q l34-4( 

8BO016O4I4 NRC Info Notice 88-067. “PWR Auxiliary Feedwater Pump T 
speed Trip Failure Svc f«9t encf 

ROSSI, CE Division of Operational Events Assessment (Posi 070411 
Consolidated Edison Co Of New York. Inc. 123pp. *46643 105-46643:22/ 


fl. Periodic operating reports & related correspondence 

0000230001 Monihly operaimg repis for Jul 1900 fer Hatch Umls 10 2V 
BEARO.RM. HAJRSTONWG Georgia Power Co 6B/07/31 I2pp 
4660/ 103 


S. Reportable occurrences, LERs & reiatod correspondence 

B8O010O446 lEFt 87-010 01. on 070818. fai'ed mslrumonl :me leakaqe Oj*cur 
I mils rosuTing »n reacioi shutdown CauserJ by hgh cycle tvib.*aton) faiig 
down & weld overlay insiallod.W/09C8l2 Ur. 

TfPPS.SQ.. HAIRS TON.WG Georg-a Powor Co 00/08/12 9pp. 
46584 311 


DOCKET 50-350 ARKANSAS NUCLEAR ONE, UNiT 2 


F. Security, medical, emergency & tire protection plans 

8808 150104 Rev i2 lo Emorgoncy Plan Imp'err.onl ng ProcodjfQ 1933 04 
Emergency Rad alien ToarrT' 

' Arkonsas Power & L'ghl Co 88/06/20 4pp 46550 338 46650 341. 

0007060520 Generic Llr 08-10 lo a'l powor ruaclcr liconscos & t'o‘d*?rs 0 

C fovai ro purchase ol GSA approved socuf.ly containers Svc I SI end 
tlRAGLIA.K.J Associate Director for Prc|fids (Post 07041 1) B8/07/0' 
Ed.son Co Of Now York. Inc 31pp. 46388 299 463U8 329 

88072D0175 Ack receipt of 080614 llr Informing NRC of slops lekon to con 
nolod in Insp Ropls 50 313/00-09 0 50-360/00 09 
CALLAN.L J Region 4. Ofc of fho D.roclof. 00/07/22 CAMP3ELL.G AH 
& L'ghl Co 2pp 46353 335 46353 306 


•06001 10018 Fcrwards NRR SAl.P input basod Oi m n- SALP ovokiohons or.cl w/satoly 
ovti'uationa pruf:o»ud du'.ng SALR Oct 1984 - May 1986 period Rolaled documor na- 
tion onci 

DUDLEY. HE. PWR tooflet D.rvctcraic t 86/CB/Ot KlRSQt.OF Region 5, Otd at 
lho Oi'ocior. 85pp. 46501 34 3 46502 1 12 


BB08000037 Adv.sos that portions of (18052? Rev 13 to SQCi.nty p‘n-i < 
l0CFR50.54(p) & accepiablo.Corluin othor portions docroaso plan o' J 
unaccoptablo F.ncl wilhhoid (ref 10CFR73.21). 

CALLAN.L J. Rog on 4. Ofc ol iho Director 00/07/25, CAMPBELL. G An 
& Light Co 2pp. 40462 277-46402 279 


0008020095 NRC Inlo Notice (IB 057. Pctoniial loss Of Sale Shutdown Eqj,prr.ent Duo 
to PrcmnlU'n Si'.con Coniroled Roclilior Fa tu'o '' Svc ■ si onci 
HOSSl.C E Division of Opcrotonal Fvcnls Assessment (Pom 070411) 00/00/00 
Ccnsoildaind Ed son Co cf New York. Inc l22pp 46450.125 46459 240 

0600020102 NRC Info Notico 00-050. ‘ Poio^t-al Problomr> W/ASEA Brown Boven ITE- 
5 f L 7 into Ovorcutront Finlays " Svc f sf onef. 

ROSSl.CE D.vscn of Oporatonal Evonls Assossmonl {Posi 0704 1 1 ) 00/00/00 
Consol.riniod Ed sen Co o< Now York. Inc. 120pp 46530 001 46530 120. 

8800030112 NRC Info Notice B8 059. "MSlV Gu do Rail Fa Lra ai Waierlord Unit 3 “ 
Svc Lst -onci 

IIOSSI.C.E. Oiv.s on of Oporaionai Evonls Assessment (Post 07041 1). 08/00/09 
Conso'idalod Ed-son Co of Now York. Inc. 121pp 40467.011-16467:131. 

0008040062 Sunp! ) to NRC Inlo tioi CG 89 CtO- J. "InatUtquate DuahttcaUon & DocuTicn- 
milon ol Fire tJou.or Penotrono'i Soals' Svc list encl 

ROSSI. CE. O'v.son ol Cr>ora:onai Evonls Assessment (Post 070411) 88/C0/O9 
Consol Kin led Ed.son Co ol Now York. Inc 121pp 46550 205-4R55B 325. 

BQ00060 135 NRC info Nolico 06 060. “Inadequafo Ues gn & Installation ol Waiertghl 
Ponoiroiioa Soals" Svc l.st onci. 

ROSSI. C.E D.vson of Oporatonal Events Assossmonl jPosi B70411) 00/08/ it. 
Consofldalod Edison Co of Now York, ire. 123pp 46560 298-46570 060 

8008050248 NRC Info Notice 80 061. "Control Room HpbtabiMy - Rocuni Reviews of 
Operating Exocuonco “ Svc l.st unci 

ROSSI.CF. b.v-s:on of OporaUonni Evoms Assossmonl (Posi 0704 11 ) 00/08/11 
Conso li-da led Edison Co o-f New York. Inc. I25pp 46504 312 46595 076 

0008050295 NRC irVo N01 co 60 062, “Reconl Findings re implementation of QA Pro 

B rams by Suppliers of Transport Packages “ Svc I st onci 
URNETT.n.F Division ol SafOgjardS A Transportaiion {Posi 870413) BB/08/12. 
Conso/idarort Edrson Co of f*Gw York, fnc 1 0i*pp -?658f f55 *1658 f 

6008090264 NRC Inlo No'.ioo 83 063. “High Rodialion Hazards From Irradiated In-Core 
Dotcclors & Cabins ’ Svc ‘ist encl 

ROSSI.CE Divlson of Ororabonal Evcms Assossmonl (Post 07941 1) 00/00/15 
Consolidated Edison Co of New York, in: 1 iopp 40569 065 46569: 1 74. 

6008100010 Not'fication of rescFoduTed 800010 freeing w/uU m At'ania.GA 10 discuss 
NRC RUlotm 05 003 to motor -operated valve common mode fa-lu'o due 10 improper 
swfch self mg. Aqnndaenc*. 

CROCKEH.L P. Pro;cct Diroclcraio tl-3 0B/C8/16 MATTHEVVS.D B Project Director- 
alo l'-3 4pp 46503 129 46586 123 


B8080D0039 Ack receipt ol 87122 1.000201.0600 S 17 Itrs -ntormi^g NRC < 
10 correct violations noted In Insp Ropls 50 3K3/07-3 J.50 J6G/G7 31 50 
50-368/CB Ofl. 

CALLAN.L J. Rogon 4. Ofc ol the D.rnclor 08/07/25 CAMPDElL.G Arl 
A Light Co 2pp 46463:106-46463 109 

- 0008080040 Rospor.rfs lo violalions noted in Insp Ropls 53-313/67-31 
31 on 87092l-25.Er.cl correclivo actions withhold (rot 10CFR2 790). 
LEVINE J M. Arkansas Power & light Co 00/06/17. CALLAN.L J. f\0{ 
lho Dirocior. 2pp 46463 198-46463 19D. 

0808040247 Generic Llr 00 12 to all powor reactor llcenseus & apphcnnis 
tiro protection regui'err.enis from Tech Specs Svc list onci 
MinAGUA.K.J. Assoc ale 0 rector lor Projects (Post 0/0411) 68/08/02 
EdsonCo Ol Now York, Inc 5?pp 46463 201-46463 342 

0800100292 Ack rece pi ol 860701 Itr inform.ng NRC of slops taken to cor 
noted in Insp Ropls 50 313/00-12 & 50 368/88-1? 

CALLAN.L J. Region 4. Ofc ol the D.roctor. 80/00/02 CAMP8F.I.L.C1. Ar 
& t ight Co. 2pp 46516 243*46516:245 

--8808 100293 Responds to vlulai-ons noted in Insp Repts 50 3I3/UB-I2 
12 Encl withheld (ref 10CFR73.2l(t>)(3)(i)) 

LEVINS JM. Arkansas Powor & Light Co 80/07/01. CALLAN.L J. 
tho Director lp 46516:244-46516 245 

0808180296 Ack receipt of 880320 Ur Informing NRC aciicns lo covo-1 do 
In Insp Ropls 50-313/87-14 & 50-368/07-14 Response does rcl ,usl I 
ve llances ol cerla.n f.ro barr.ers. 

CALLAN.L J Region 4, Ofc of lho Duecior 08/08/10. CAMPBELL, G. Ar 
& Light Co 4pp 46585 090 46585.093 


H. General correspondence 

8806120316 Comment opposing proposed rules 10CFR170 ■& 171 re let 
fees. NRC fjortron of cooperative programs shoufcf be fakorr from cgoh 
funds appropriated by Congress. 

HOWARD.DR Arkansas Power & Light Co. 80/08/04 CHILK.S J. 0 "k 
retary ol lho CommiSS'Cn. 2pp 40479:087-46479. 008 


P. Operating license slage documents i correspondence 


8600 110206 NRC inlo No: co 8B C64. ’ Hepomrg Fires in Nuclear Process Sys at Nucle- 
ar Power Planis “ Svc Lst encl 

ROSSf.G.E D.v.sien of Oporatonal Cvents Assessment (Post 8704 11). 88/08/18 
Consol dated Edison Co of New York, Inc. 104pp 46043 001-46643:104. 


8808020269 Summary of 880708 mooling w/C F. Owme.-s Group ro Get 
“Loss of RHFt While RCS Partially FYled ” 

TRAMMELL, CM Pro|Qcf Drecioraio V 08/07/16 Projoct D.rcciC' 
46374:202-46374 244 


DOCKETED ITEMS 189 


APnA(]R019» Foiwa'rts Rflv 36 to 9hu»nty pfnri.iUfdc cssing unpmi/rH omd < fidrivu.snvmmf 
«dlc'.3l ch8r.(i05 A COSH)" o-'ij 'luur-nji uilc .jlnimm. cn i sponl h.el limn ilepi-filor.i 
a i JQS a |, sling ol vi 10 1 om-ip't’Otil llov wdtilH'ld (ml KK-I H ?d 21 » 

7?jTK^nHU L’ukO Pnwor Co 0U/Oll/o:i Ol1i:n of Nji lo.w Readur iJi 

rec^cMPoSl B70411J 3|>P 404 02 ?3fi JMW 2JH 

ARfiai701 10 AdvSOS Hull 000701 Rev 25 ki enmmriry |ilan mmils Md« nl 

lC^FR5tM?(fj) A /G^jfon toots ul App f- 1t> IllCrHOO CHdngm limy In* Hindu w/o 

r<vnm ss on approval if such (Juvigns do nnl iMcma* livor » us ul |>'an 

COlllNSUM Hng art 2. Ole ol llm CimiJnr ftfl/OH/00 fUCKIll.Hil M.An Powi f 
Co ip 465G4 337*46604 33/ 


0608230250 ArWiSOS Ihal Oncl revs 10 umn«|un<.y filnn iirplnn'enlimj priKednm- il"d 

on 080004 for u;i:Ja1.r;q W/o one's 

lEO^ARD.R. Cuko f J owor Co 00/00/00 llo;|n;:i 2. Oft id Mm Hmdm Ip 
46607 ?77-*»6G07 27? 


f. financial Info/ mo lion 

8900190153 Forwards Ouko Pownt Co.Nntlh Cum inn Mi.n« ipn' IIwh Agency Nnn-.U i 
1 North Cnrol.r-n Eloctrn: MoirJiur sluji Cuopijalivu. Pnvlrnunl Mmiilpal I'uwer Ai|rr.<.y 
& Sh.uJh River floclr.c Ciwifjr-raUvo Mill/ unnu.il h*fil?,.pnr KICHIMI / 1 C*>> 

TUCKER.H.B Duko Power Cal. 0I1/0H/U0 NuCnmnni llunlnv Mmin h tllui.rr I Cun 

IfCl Desk) 2pp 4C004 OM -41)004 ltd 


GGGGH0G63 t'awtiH pfau provifft) ftydmqe.i A shram rpfcmst* twiar-oa hi canhiin 
morn (or sf.i’cirum o( act deni snquniicns i<S'ii|| MAAP ler iiicr.han she poii.on til iAl- 
r.iilatmn 

TUCKL'H.I 1 It Cukn Power Co HH/0//2H Doberman Control P'nnch (Uociimunl Con 
del Dusk) f,2p;i 4f,6i 1 CMi 1 • 4G a > 1 1 109 

0008050209 Notilms r>i closecm ol 1 ACs 6/76?, & O//?>0 ro |i:iMun;itumnnla? r,n fe'ijw 
up /t*v.o«v of «;<•!/( hn defer, 1.00 X)/ r'r/lderpiuJn r.on* rarity 
IIOOIJ.O Pru|ud Umctmatn II 3 H0/O0/O) Proeu Umctrvrttn II 3 Ip 4G4:ifl 0n:i- 
46430 003 

0000090250 t orw.ml’i rosptriso lo liennrt Hr 0ft 06 ‘Hone And C:orrosk) r uf CAiliDri 
Stool lluaein 1 IVos'iiim no'.iniln'y {'.mi|»oru>n?ii >n l J wi( Plants 
r iK:k(;I t.i i n n.iku I'ojvui Co f(0/0n/ni noi .ninni Cooiml Itrandi (Coeumiinl Con 
I'oltfiisU) !;i/t 4(1471 W? -44.4/1 02l» 

0000100U03 ( oiwnni-, WirV.lir-ghon'M) ‘Anulv'iifi o' Ceolmil .it MihIiii:Iio:I CJhv- ve<l ill 
M;. (turn Unit 2.” to r.uppl tlllO r 09 mr,oi'd ft'tjimvt to l.icntnlti goruiin 1 irukrM.mJ r,ij 
of fjiiftii I HT.tfnil Mf'ii li |*ri'U|) !Mn:| Tticli f'pnC 

nn;Kl.M,HH n.itui l J u*ur C:o muou/oi liaiai'notii C.oolM;i U*nn:.*i (Co.: uni Con 

uoi Dnsk) ;'|ip i yim Hi r /»i v \? 

*■001)0 1 60009 "A'Hiiyss of I’Ool.Til at ltud.):.1u:ri OS'aiivi.d at MiXiiim Ui*.il !? 

Ml Uf IlM.Xi tl .lArj‘>( rj.lt I . IYMAN.WI, W.*illi«ijlu.-.|M! Iln;1fn. lUllp fft/lt)/3:i 
2 t|>;i 4(,V.1 .MO Ifi'.M 2 (2 


p. Operollno llconso slogo documoiua & coiruftpondonco 

8807260312 Prowins loow.ifual'on of <r4<ina A *v.*.o; .ifod i .i\ nfafiorr. fi»r hniiikrr A 

relay coo-tlmnlion lor uloe1r;rnl *,y .. r inr.ly»ni| i •■rla.n slid i»:.idi: m HmiHhUI »ir 

TUCKQl^ H U OiA.o Powo' Co ftH/0// 14 I ha.iiO'unt ( ainirn 1 Hnru.h U lin e rfiil Con 
Iro 1 Ooskj ?pp 4G200 12I-4CWWI 1^2 

8007200100 Foiwards Arnonds 0(J A /U to I it.oiv.n*. Nl'l 0 .k Nl'l I 7. nn.iiin.Uo'.y A 
Sa'oty ovpluaiion Amuf'.tl riivisu*i T«ch Spuni l»y iiKloridnq .i|;p r ’.itciii nl “( slip' 
sfeam nanorulct Julio p.'Offp Oi; cij Ip/iimi for jij* ■ ol in.1 

MAlIMEWSD.n Projuci Oiroclnmlo II 11 tm/u//lfi IMCrdM.ltM U.ku I'owi r c.t 
4pp 4C336.057-lG33r> 0/2 

**0807200102 AiidiNh 00 A /() fo f ft onso*. Nl'l ') A Nl'l I /jirifvf'kvfty. orwvrvf hvl i 
Specs try OKtO^img pfip'iemion of ■T-al.v" Mimiii iiiif.or.por John r>‘ugpini| uiti rio:i fi r 
l fo nl urM 

MATTHEWS.D0 1»r<i|uU nirodomto II 1 illi/li// m /p|> Hi MiUmi -KeHfMm/ 

•*6607280185 Snloty uva'ual'on siiipiifirinm Airn;ni1 , i tup A /i) to l h rrc.o*, Nl'l 'I A Nl J l 
l7.respoctivoiy. 

' O'ficu 01 Nuilu.ir Hone tut I Iii;juln1i:m, Mri.ilor (I’tril 1170111) HH/D7/PI i'/p 
<16336 060 46336 C60 

-8607280189 Not.Co nl clonal nf Anmtul*. Il'i A /(Hot omsc, Nl'l ?l K. Nl'l 1 7.ri>‘.(.m 
? vofy S opporij'tily hr hc<mn:\ 

POCD.n. Projcci nri-ciomtu It :t iifi/u//i<i :tpp umii U7ii -iimo 0 7.* 

6007260027 AclviQOS Ihal wa.vor ol r cimp'i.iiir.i! v»7i Ihnuijh Ol l .li7;^ , Alt In 

ARC compfu(09 proco'isiui) of oinrifjiim y IihIi Spin: i tinngo ri i|m i.t u> .udumafu 
i:.eso! yoneraiur InpH 

lA'NAS.O.n Asvsiant nrocUjf for Mosiinn II MonMotr, HH/n7/;>d lUCKlM.MH l)..k u 

PoAO/Co 2pp -sn3?fi 243<4»:i WM* 

0003020010 Documunlb 8110721) lo'oin w/NHC rn limn Imn ill li ti Sp<-r. 
40 11 2 0.6(c) rnq jrinij that vnnous ilun.ul qnoniatur Lnp Inn: linn'i 8 poiH c.iio* hroak 
er lnp luncimns vr>';)juiJ h> J>o l>yjwj'i*<o») in ',aJ»*ly rofr r.iioii «u tunl no * ifni.il 
TUCKER, ll O Cuko Powot Co. //J^ I llcr.umnnl ( .oulrol Hr, mi h ((Inr nnii nl (.mi 
irol Dosk) 2p;i 4biau.l3l-4G:um U? 

6608010000 V(t(nar<h Arrmr clfr f HI K 7f fa Nl'l fl 74 Wff t7. r.j-.pnrfrvciy A 

safety ovnlunlion Arr.umls tormc.l lnrh Spin; 4.11 1 1 ? ini(c.) In rnt c qm/n mat fra. 1 
Oiosol nonoroior tr.pu nut aulornnt.r nlly lryp.i*,M il dnrin:| lii'.ln 

IA.NAS.GC. Ass .9ioni lluoetor for r lug on II llnauuni HU/07/22 HJf.KI Mil ll h.ikn 
Power Co. npp 1 1 1*403(13 12‘i 

*•8800010067 Amends 90 8 71 In Lnensrs Nl’i i) H NPI • I /.msperlivi'ly. i ling 
Tech Spoc 4 H 1.1.2 0 6(c) to roPoj;n>/u Umi inur.rnUmr ihitn U.rrn.iJ:n'.H ip rinrah r 
laps not automatically bypassed d.irSnii tusis 

LAIMAS. GC Asvstnnl [Jimctcr lur llisj'nn ll tin, idem flll/tl/722 (i|'|> 4filir3ti<t 
46363 1 19 

-8808010070 Safety ovoluniiori <ui|i|>(jrtinu Amnr.ds DO K 71 In L'uoiimi-. NPJ '1 A Ml'! 
17.rospoctively 

Olfico ol Ni.cloar Ronclor Munu'mrCu, (aniLlnr (I ‘not H704H) HU/0//22 4 |>ji 
( 6363.120*46363 f 23 

**8808010071 Floquoslfi Fit p*.t»! cahtm of nrrlic.o of issuance i nf Anirsulu Of) A /I to ti 
Censos NPF‘9 A NPF- l/.rospuct.vcly Anneul'i (orrodnd Toi;h Specs 411 1.1 ?oli(c) 
!?r[^ C r?5L n 20 l,,a * fouf guroialor irips iu>1 nutomnl.i n'ly Uyjrasserl 

HOOD, D. 5 Projoct Drcuomln If.J 110707/22 NMC ♦ Nu Delailed Alf.'i.ition ('»in?n 
?PP- 46363 124 -40363.126 

8806020139 Forwards propriotaiY OAW-HlUiHP. “llAW l OCA LviHa.iImn Modal frn Hu 
c-rcelaiing Slonm Goncroior f’lonls “ 

TAYI.OHj M Datrcock A Wilcon Co HR/07/25 NOimCfKiJA l). v e..on oMdig rnmr 
r fl & i>Y3lom s Tocfmo'OOy {(‘os ( Q704 f f) fp 4f>.‘|'P/ 14 f-4f>.CJ/ 14 ( 

8806090097 Confmne orrongomnnls w/ulil re* HUOfllO injil rmsil'tin in ftrrnun ll ok. U> 
discuss past nnrlcnninncu nf plant 

? R[ N 0n Qlc of 1fl( ) Hiructor HH/07/2(i riJCKF.H.IIH Ouko Power Co 
‘P 46471.001*46471 001 

8808030231 Discusses util 080715 tolcon ro verbal t(*mpmnry wa.ver of loinplumci 1 i>h 
t iAQnr5 f !r r l 0ra i 0f 5ufv0l, 'Ancn roquiromonl Waiver (jranlud 

^7n, U ,H HK - N Pf °l° c l Oirocioroto 113 G(\/0f/2 f Prnioct Dredorato II II to 
46404 161 46404:161. 

^^in?o enc?*^ Summor Y *180718 mcol-ng w/ ulil ig staixm snleiy rnvioiv groups Related 
464^? ’n , Pro;ocl D fOC, O f a1o 113 00/07/20 \'to{uct D.ruciumlO M 3 10pp. 40430 0% 


080(1110106 I ctw.mh K'duly i/.iiujlion rn reqimM fur mini Irvin AHMI: ('win luMr.g 

rudiiimmenls ler nn: li»tii svr; wilier sy>, R» t|,iii*.fud fnl:nf u hyil’tislnl- 

v lust hi) nl Cl.r.s WC i ompv'.vnib iiul rnuMird 

MAT tlU WS.l) il Pfn/ri'.l li.rrclu'fkti; II 3 fm/OM/0:i 11.CKIM.IHI Ihikn Power Cr> 

I 1 pp 4b4 f H 14/ 40490 1‘./ 

• BflOGf f027l H.r'rrfy rwif .drm (Yrrn.'uff nj (7i.it rrrfuf frnrl /V*iMf f.'dfrr lu'.lnj rtJ.f-i/i- 
ir.vn(s fu' r.'.xli-'ie Svc walm A gmuuilwali'r mnr.ildiir.p sy. i.ol leiii.iied 
* NMC Nn l)elni!ml AIMmIhhi (».vr*:i mi/dfl/dfl ll| p 41149') 151) 41 >4 (HI If./ 

0008100238 l Jurnrui.nis ub 1 r o“.< l..s'Ufi it ut( VX < ; y i ; luiniuns tap.ih u id pnrlurni'rg 
iIhsikm li.mis liiiudun 

ftlCKl lt.MI1 Uukn I'owrr Co 1111/00/0!) DuMimnnl Ccvilml Uunir.li (Mn iimcitl Con 
l»i»J I.Ve.k) Upp 4fi. r f!lfi I IV) 40590 I 1 J 

0000 100 142 Hv.piiiiK in DM I 'ond htlfhi Hi tuqiiusl leu nddl Inin m plant |itn.p A vidve 
■nwiv fii lust'-g program In* U) yr in'.p lnlt.iv.il NMf'. rippruva 1 Maiqhl tiy mid nl yniir 
in ur wjid.in. o w/ (i.‘u|if>M , l * cfwi J.T- 1 uiitl.iuiil in llllDMfti f.i.lilirlln 1 
f Ilf :K| M.HH DuVi* Power Cn im/nit/ 1 1 llm ument Cnulml llnmrii (|liK.nru>t (’iki 
I ml l)i’*.h| /'.|.;i 41159 7 011.4669 7 12H 

8000100270 Nnlilii ai on ol 11119914 nu-nlmij w/UAW A nlil n Ikickyi.'n.MI) 1i> il'.r us'. 
HAW Inis: .4 mpl cn US'i plant (•(ifuty an.i'y'.is upph .limn 

M'iII.Y I Imn U.' Hy'.te'iiu hrii'M h 1111/00/12 I l()lKilf>,M W Rtsli.lur Syalmin Hr.li'ili 
2pp 4t»5!jti 1 in 4059(1 f f / 


CJ Inopoctlon rcporie, IE OuKcllna A corroepondonco 

0005200295 NIK- Inin Mnln r 00(132, I’rnii.jil Rii|iiidini| tn NIK' nl l'ii|illl li.tidenls 
Inyriv »nj H.idi'i.ii.l.vn K'.ill " fwr h r .l r*n 1 

( A IN MINI. I IAM.H I M vis. I Ifi IhMm'H A Mi'O'iill Nm Inar Salnty H'i:*it II/H72H) 

1IH/0S/2S CniiM>‘i.1,i1< d I il. ad) Cn nl flnw York, li'.C 120|ip 46100 1/9 41)140 29H 

8007200 l ?G f (>r«vnrrf‘. frr-.p ffr pl', Ml :M/«tl- M A f.O 3/0/1111 |.) nj# H»I>W I OI#4 A 
nnlii.n nl vinltil<r>'i 

tmOWNlf I ,1/1 Hihikhi 2. OI< id If hi Il.ri-t.kir HU/0//0H IlICKl 11,1111 U.ikn I We' 
Ctl i'rp 4(191)4 2M) 46 104 20/. 

* 0007200 13? Nnli: n nl vnlalmn (mm Insp nn 11110621 (J624 V ulalinti ruled rnnml pf-r- 
i.omiul luljiisled lur:! rrti.t*i, rm d <“.nl i|niHira1cr 2A in inr:ru,i a .a nulpnl w/n wmk m 
ij'U'Sf i:t \:wt. i*di»m 

IllUlWNl t.l.V l Mn(it:n 2, Olr: nlllni Mirndiit 011/11//DU 2|>f» 411904 262 40904 263 

- 0007200140 Iti'.p HnpW MJ :Hi0/l)ft*14 A !.U 9/0/011 14 tm 11110521 0624 Vcllll-nin 
(mind rmnl t;imd vuaikMtvi .n prtx.nii comp itiiicn Miijn' rt*eao tni.pedud !.,Vnly vuf* 
da alum surveillance tnMnii) A re1uvlmi| oulagn ie.|ivit.O'.i 

(JMDLHS.W, NlflSOff.l), CROM.AlJ.H Hngltjti 2, Oli: nf llm llircmtur. (IH/0//UH 
1 4 1 ip 40904 264 4(190120/ 

0808040205 inlomn Unit pln'di <lr> nnl ut.fj any of Ol Mf'A f«9aya w/ lairh,:u) mnclia- 
iiimo'i in imy Jialnly mlatcil atJ|iluil'uiis.lir>r II: llu'lnlm Mil 003 
Tuavf;f(.rifi f.’iifm (Mwer Cn Htt/OV/ili (ifiM.lijN fkg/ori 2. Of C at ffrrr ftftxUK 
2pp 40491 211/ 46431200 

000803013? forwards limp Hi -pis 60 31.0/8017 A !.() 370/00-17 nn 0H(:(>?1) 21 Nn vm 
lal nns ur dovl.il ons r-.nloil 

COI.I INS.OM Rrq tin 2. Ole nl llm Oin-dur (U1/0//20 Uli:Kf- -11.1 1 II (Hihn Power 
Cn 2pp 46403 1/4*46409 102 

• 6808030141 Irif.ir Rupl'i *iO 30970(1 1/ A 60 370/110 1/ On 00:1620 24 No viointnns \y 
r!nv«it:uns noted Mii|ur (irons impeded li(|u.d A naseoirs olllunrits 
MAMSTCN.HH Roy on 2, OfC Of Ihu Umdnr 011/07/1?, /|>p 4<i4lH 1/6 46403 U12 

0807200102 Su|i(»? 1 tn NfW* Info Nnlirn lift 046, "Licmi'.fjfi Repl nl (liifeciivn llutiif* 
lushed latf.ii t ! beaker S " Sv*. Iisi unci 

RO.S.Sf./; 1: N/wsrm nf Opera Cm.? I LvofOh A'.sns srnem (1/1)41 1) Jlft/U//;M. 

CoHSU'iilati’il Fd sun Cn of Now York. I«c 12(>pp 46300 054 *UVj Art 1 7H 

0808040240 f onvarill pjram Mopl 50 363/01. 001)1 nn 00041ft 21 Urdu mu;im unit'd 
diirirm r otufnCl Ol inmulntcr porlmn ol operahng u»am 

JUl.lAN.C A (logon 2. OfC ol UiO Um’flor 00/O//2I TuCKl'Mllll Uukn Power Co 
2pp 464?6 001*40426 020 

-8808040250 Fx/im rti?|il 60 360/OL »0 01 on 01)04 10 ?i.f;xftiii msnll!. ll ol 12 raiuh- 
dalos passed wnllon lests & 0 nf iP caruii<Jaios passed ofairallmj tur.ls 
MOOUMAN.JH. HHQCKMAN.KE Hngmn 2, Otr. ol Ihu U-ffCUrr 00/07/10 326pp 
4042?, 003 46425 320 



188 DOCKETED ITEMS 


8807290008 Suppl 2 to NRC Bg'loho 88 008. Trerrral Shesses m P.p ng Ccr.r.eciod to 
RCS 1 Svc list erd. 

ROSSl.C E Div.^ion of Cpcuatonal Events Assessment (Post 8704 11) 80/08/04 
Ccnso ioaied Edison Co of New Yo*k. :rc i?1pp 46504 OQi 46504 121 

8807290111 NRC Ir'o Nonce 86 056. "Peter: a' Prob'ems W/S I cone Foam Fue Darner 
Pe-ef/aJ^.o Sea's Svc f si arc) 

HOSSl.C E Division ol Cptratcnal Evonis Assessment (Post 87C4tl) 08/08/04 
Ccnso icaied Ediscn Co Of New Yo’k. Inc I23pp 46569 175 46669 297. 

8806100005 Forw.vds Insp Rep's 5O310/RB22 & 50 369/88-22 on 80071 1-1 5 & notice 
cf violation 

CALLAN.l J Rog on 4. OlC of iho C.reciCf 88/C8/04 CAMPBELL.G Arkansas Power 
A light Co ?pp 46479 01 7 46479 029 

-8008100006 Not co of vio'ahon from insp on 89071 MS Volat on r.cled tai'ure 10 
ova uaio 8 cfccurronl power ascens cn test resells & fa-ljro lo have cor**oi:ing proce 
dote ler power ascons on tesh-'g apprep* alo to c rcumsiances 
* Rocj cn 4. Ole o' Ihe Duectci 80/00/04 ?pp 46179 019 46479 020 

-8808100007 Insp Roprs £0 313/08 22 A 50 368/08 22 on 88071 MS Vio'alions 
noted Major areas inspected Cyc‘e 7 startup test.no lor Umt 2 A survclanco proce- 
dures & records fd both tao’il es 

BLNOYHF . MURPHY.ME . SFlClE.WC Rog on 4. OlC ol iho D rOClor 80/00/01 
Qpp 46479 021 46479 029 

8808020095 NRC Inlo No'cc 88 057. Pc’*.- a' Lois of Sa'o Ste,bto*/> Equipment Djo 
to Frematu'e S.'icon Control ed RccMku Fai u'O " Svc list nncl 
ROSSl.C E Civ.son Ol Op<*iatij''a' Everts Assossmo'.l (Posi 870411) 80/O8/CO 
Conso' dated Edison Co of Now York. 'no I22pp 46459 125-46459.240 

8B08020102 NRC info Nct-co 80 058, "Poiennal Prob'oms W/ASEA 0fG*n BOven ITG 
51 L T rre Ovcrcurenl Relays " Svc list end 

ROSSl.C E Civ.son of Operational Events Assessment (Post 870411) 08/00/09 
Co-.SOl dated Edison Co of New Yo*k Inc l2Gpp 46538 GO 1 46536 120 

8808030112 NRC Inlo Notice 08 C59. MSlV Guide Ral Failure ai Watoilcrd Ur.it 3" 
Svc I si end 

ROSSl.C E D.v.son ol Ope-ahonal Events Assessment (Post 870411) 08/08/09 
Cor.so! doled Fd son Co ol New York, inr I2ipp 46467 0) 1 4040? 131 

8008040062 S^ppl 1 to NRC 'No Notce 88 034. Inadequate Ojahlicabon A Doormen- 
lahon of Firo Dan. or Penetration Seals ” Svc I*s1 encl 

ROSSl.C E Div.s on of Opeiai onal Evenis Assessment (Posi 8704M) 00/08/09 
Consol dated Ed.son Co ol New York, Inc I2ipp 16558 205-46558 325 

0808 180296 Acfc race pf of 600328 ffr .nfo'mrg NRC of actions to correct dOvations 
rotod <n insp Rcpts 50 313/B7-U A 50 369/87-14 Response doos r.01 justly lack of 
su'vo l anens cf cerla n h'e ba-ners 

CALLAN.LJ Region 4, Cfc cl the Di'ecloi 86/Ob/lO CAUPBELL.G Arkansas Power 
& LiQhl Co 4pp 46505 C90 46505 C93 

8008180318 Ack receipt ol 880627 Itr inform ng NRC cf sieps lakon to correct devi 
at.nns noted m Irrsp Repls $0 313/89 10 A 50 368/88- 10 

CALLAN.l J Region 4, Qtc of the Credo' 60/03/ 10 CAMPBELL. G Arkansas Power 
SllghlCo ip 46588 313 46588 313 

8800050135 NRC Info Nohco 80 060, "Inadequate Desgn & Insial ahcn of Watertight 
Penotrat on Soa’s ” Svc i.sl end 

ROSSl.C E Drvi&on cf Opc/afcnaJ Events Assassmer.) (Post 8704 J); 88/08/ if 
Conscl dated Ed son Co of New York. Inc. 123pp 46563 298 46570 060 

8808050248 NRC tVo Notice P8 C61. “Control Room Hab.iab iity • Recent Revows 01 
Cpe rating E»pef er.ee Svc l.&t end 

nuSS1.CE Division ol Cpe'aticnal Events Assessment (Post 870411) 88/08/11 
Conscl dated Ed son Co ol Now York. Inc I25pp 46504 312-46595 076 

8808050295 NRC ’r.fo Nckce 88 C62. "Recent Fmdngs ro lmpierr.ontal.on of QA Pro 
g'ams by Suppliers of Transport Packages Svc l si end 

BURNETT. hf. Divis-o.n ol Safeguards & Transportation (Post 070413) 89/0B/12 
Conscl dated Ed son Co of Now York fr.c I09pp 46581155 46581 263 

8808220027 Ack recoct Ol 871231 Itr inlQ'mirg NHC of steps lakon *0 corroci v.oJat'Cns 
noted m Insp Rcpts 50 313/87-32 A 50 388^07 3? 

CALLAN.L J Regan 4, Cfc ol the Dreclor. 80/OB/12 CAMPBFJ.1 G Arkansas Power 
A tight Co ip 46600 059-46600 G59 


8808090264 NRC Info Notce 88 053. "Hgti Raaiahon Hazards From Irradiated In Coro 
Detectors 8 Cables ” Svc I si encl 

ROSSl.C E. D-wscn Cl Cpetabcnal Events Assessment (Post 070-fffJ 08/08/15 
Ccnsoiidatod Ea.son Co o' Now York. f rc 1 10pp 46569 065 46569 174 

88081 10206 NRC Info Notice 8B 064. "Repoimg F res m Nudeor Process Sys ai Nudo- 
a* Power P.ants " Svc l st encl 

ROSSl.C F Dw.S'On ol Operato^al Evenis Assessment (Post 870411) 88/00/10 
ConsG’idatod Ed-son Co of Now York, Inc. 104pp 46643 ODi 46640 104 

8808120327 NRC Inlo Notce 68 066. “Inadvertent Drainages of Spent Fuel Pools “ Svc 

ROSSl.C E Division ol Oueiahonal Events Assessmenl (Post 870411) 88/08/18 
Conso idaled Ed.son Co of New York. !r.c I23pp 46628 011-46628 133 

8800250107 Forwards Insp Repls 50 3 13/88 23 & 50-360/88 23 on 880701-3) & npixo 
of v c'ation 

^ LL M N r!; J n nO0 Jcc J ,o 91* 0f l? * e OtGCOr 80/08/19 CAMPDEU.G Arkansas Power 
& Light Co 2pp 46648 183-46648 193 


01 v<olat,cn ff 0 m ' rt sp on 800701 -3 l.Viola f on roied Manjal Valve 
2 SI 1042A found open.conuary to Tech Spoc 60 1 & ProcedurG 2104 39 "HPSI Svs 
Opo/at'pnai ” ■ 7 

• Region 4, Qfc Ol the Director. 68/08/ 19 Ip 46648 185 46648.185 

-8806250115 Insp Repls 50 313/06 23 & 50-3CR/8Q-23 on 800701-3) V.ola'on 

o^nlnt.'corApiant?^^ »enhc*lo n .m«nl.wr«rtls„eo.lo-lowup 

0 ^f^^Lh A 6 c i^aaT M8EfiiAiN ' u rg3iot o,c 01 


6808160392 NRC Info Not-ca C8 0C6. I'rJjsir-ai Radcgiaphy insp A 
hsl one 1 

CUNNINGHAM, R E D,w sicn of Industrial & Medical NTr'oar Sal 
80/08/22 Consol datori Edison Co. ol Now York. Inc 90pp 4E628 

8808160414 NRC Inlo Notico 09 067. "PwR Auxil ary Foed^aie.* P 
speed Trip Fbi’u'O ” Svc ‘is! oncl 

ROSSl.C E CivisiOfi of Cporoiional Evonis Assessment (Post 0 
Conso'.daiod Edison Co 0< Now York. Inc I23pp 46943 105 46C4 


R. Porlodlc operating reports & rofaied correspondence 

8008160446 Final tosponso 10 FOIA request for documents re fo*a' 
riiurber ol violations for non on IV plants for CY0?.Fcrwa*ds App 
docuirnni a'so avaiLib'o in PDR 

* NRC - No Dolm'od Aflilaion G.von 88/07/21 WILLIAMS Of 
2pp 46523 273 46523 275 

♦■8008160452 "loJd Fmdngs A Homs lot Earn Region >V P’ant for 1 

* NRC - No Dora-led Alh'ialiOn Given 09/07/21 tp 46523 275 46^ 


S. Reportable occurrences, LERs & related correspondence 

86080401 15 LEn 00 012 00 cn 0OO43O.sotpcini discrepances c'isco 
leslmg of pressun?f>r ..ct.'o solely valves Cause re dflerenc 
methods Ad.usimonts marJo 10 valvos 2PSV-4633 & 2PSV 4634 w/ 
ROGERS, PC . LLVINF.J M Arkansas Power & Light Co 89/07/2 
46424 202 

B008050254 LER 86 003 01. on 00001 2. inoperable fro dampers rc 
vro'afrcn.Caospd by r actoquatn funrticrfll tosrng of rnsraffod fee 1 
dampers ropairod & succosslu'ly tosiod.W/08O7?l itr 
TAYLOR, t. A, LEVINE.JM Arkansas f^wnr A Light Co bd/07/2 
4644 H 2ft? 

0800050244 LER 08 010 00 cn 800223,Topo.'nh!o RCS h-h poni vi 
sn..bber found CfljSOU by porsonn.oi error I rans'liyn tube mod ‘ ed 
a'.cy & snubbor rop'acod W/090722 Itr. 

JACKS. j D , LEVINE 3 M Arkansos Power A Light Co 88/07/2; 
46445 110 

8800030064 PNO IV 08-069. on 080724. un? shul down 8 coo'down 

C !aco 'oakmg gaskets lor two llangns cn prossun?ur Pianl res'.a'i 
y BU072? 

CHAMDERlAIN.D Region 4. Ofc of U10 Dreclci OB/07/25 
46400.148 

880B 100147 PNO IV-80 062 on 8 00001, unit manually 0 pporf bom 10 
coivng conirolled bloodolf high /low flow a' arm on rea~fo' coo'art 
'oak.rm sonslnrj Ino wh cli rosuliod m ‘owor 8 midd’e seal stages fa 
CHAMRERLAIN.O Region 4. Ofc oi the Oeoctof GQ/C8/02 
46483.360 

8808110296 Summery ol Operating HonclOr9 Evonis Moei rg 80 03 
yaphs & l.st of ailt>ndeos on.cl 

LANNING.W Evonis Ass0S9mnnt Branch 88/00/03 ROSSI C E 
aliona 1 Evonis Assossmnni (Posi B?041 1) I7pp 46556 2 1-1 46556 

8808180402 LEM 85 007-01 on 05031 Mb lure of fun UoCf 448 10 mo 
criteria d scovorod Cnusnd by high usago. Dcor rcpai'od Fioquonc 
for high use doors implemented W/00081 ? IU, 

TAYLCM.LA. LEVINE.J M Arkansas Pcwor A Light Co 08/00/1 
46590.124 

0008190208 l.ER 07 003 01 on 070424/oacior shul down duo to Su 
sure boundary leak Caused by ruptured p'essurizer healers rosu'hr 
damaco A'l hoatora nifg by Wat‘ow removed & boater locat or.s c : 
TAYLCR.LA. LEVINE. J M Arkansas Pcwor & Light Co U0/O8M2 
46595 176 


DOCKET 50-389 WILLIAM B MCGUIRE NUCLEAR STATION, UNl 


F. Security, medtcni, emergency & fire prolectlon plan9 

8607060520 Gonoric Ur 8010 to all power reactor licensees & < 0': 
provnls ro purchase ot GSA approvnd security containers Svc list n 
MIRAGUA.F J. AsSCCiatO D roctor lor Projects {Posi 07041 1) 88/0 
Edison Co of Now York, Inc 31 pp 46398 299-46308.329 

8807280076 Advises lhal 080620 Rov 35 to physical security plan 1 
sons ol 10CKR50 54(p) & acceptable* 

CLINE. W E nogion 2. Ofc Of iho Director. 00/07/15 TUCKER. H( 
2pp 4C325 234-46325 235. 

B8080100I6 Expresses apprecial-on for proving scenero for p'ant 
goncy proparodness oxorc so schoriuled lor 800914-15 NRC ccrm 
m:U0d to corporate emergency preparedness coordmaior by lelepht 
COLUNS OM Region 2, Ofc Of Che DuGCfcr 86/07/18 TUCKEf 
Co Ip 46360 011-46360 011 

8808 120120 Rov 25 lo emergency plsn W/080801 Itr. 
MCCONNELl.T Dukg Power Co 80/07/31 10pp. 46531 085-4653 

8608170087 Reguosts cancellation of security mtorlace meoling w/l 
8800l0.Charls 9howing new gnnoial ofc sccunty oigamrahonaf Shu 
TUCKER.H.D Duke Power Co 89/U8/01 GRACE.J N Hegon2. ( 
5pp. 46572.047-46572.051 

8808040247 Generic Llr 00-12 to all power reactor licensees A appii< 
fue proieciion roqu foments from Toch Specs Svc 1st oncl 
MJRAGLJA.F.J Assoc-afe DiteclOr lo.' Protects (Posi 87041 1) 8970 
Ed-SOn Co. of Now York, Inc 52pp 46463:291-46463.342 


fianm00?6 t f£R 6R-OI0-OO on 8UUG2/.conia'nmoni ismurun v.nvu u uuu ^ 

I?, l.n-'Of Plato nsiaHalion.Oauwd by duloct.vo procorjjio & purscnnel error Mn.nl 
f aviso flcoroDnaio procedures to address proh'em W/QftOfldf Hr 
tEflOV.SC P TUCKtn.H B Djko Power Co 60/00/01 »Pf) 46550 215 46550 2?? 

LCF 00-013 01 on 00O6?O/c»l cont/o! li'fjonf fniJu/i> alarm received in con 
room causng ccnlrci rods to drop into coroCnusod hy failed m.x.iary & primary 
r ...p, sioo'ios Fa.led power suppl.es roplncod W/H0O8OO Hr 
ftno/.s^ TUCkER.H B D;*ka Power Co 00/08/00 7pp 46554 257-46554 ?t>3 

AA082S0197 LER 86-017-00 cn 0006l0.soveral lim-l switches dent-find w/ ilot cluncms 
sub that switches did rot moot equipment qualification roquvcmunls Caused by do- 
tect.\e procedures A'f sw.rcbcs tvpnsc rJ W/ 8800 15 hr ^ . 

lEROY^S E . TUCKER.H B Duko Power Co 88/00/15 Bpjj 4664(1075 4064R 0H3 


V. Operator Examinations 


8908010240 Forwards Exam Rupl 50 3G9/OL-B8 01 on 6B04 18 21 DoLcioncios noted 
dung conduct 01 s mu'ator porlion of opcni(.hU exam. 

JULIAN C A Region 2. QfC of tho UrrclQr 86/07/i! 1 TUCKER,!! 13 Duke Power Co 
2pp 46425 C01 46420 020 


-8808040250 Exam Ropl 50-3G3/OL-D8 01 on 060410 21 Exam reWls 11 of 12 ennd 
dales passed wuton tests & 9 of 1? candidates pflsso.1 operating tests 
MOORMAN.J H . BROCKMAN. K.E. Region 2. Clc of tho Ui'uclor 110/07/ 18. 326p;i 
46125.003 46425 326. 


-8908040252 Forwards communis on roactor & senior reactor opornlo' written Oxnms 
asnxn^je/pcl on DB041B Dependence ol sovornl quuSHms on rote* momon/alion of rof 
mails cntiCi/ed. 

MCCONNELL.T L Duko Power Co 00/04/21. RROCKMAN.K (legion 2. OfC of H'O 
OireClCir 53pp 46425 321 46421)020 


DOCKET 50*370 WILLIAM 0. MCGUIRE NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency 8. tiro protection plana 


8807060520 Gonenc Ur 88 10 lo a'l powor reactor liLOrntuen A ho'dnrs ol Part 95 op 
provals ro purchase of GSA npprovo<J seemly containers Svc: I .at ercl 
VIRAGL‘A,F J. Associate Di'CCtor lor Projects (Post 67041 l) 66/07/01 Coni/i'Klnied 
Eds on Co ot Now York. Inc 3fpp. .ffi.'Wl 290 -16366.320 

6807280076 Adv.sos dial 600620 Rov 36 to physrea) security p‘an cons-sUml w/provi 
sens of 10CFR50 54(p) & nccopiab'o 

CUNE.WE Reg on 2. Ofc of tho Droctor 66/07/15 lUCKEfl.li B Ouko Power Co 
2pp 46325 234-46325 235 

0809010015 Expresses approciabon for providing scenario for pfnnf rudnUguaV outer- 
gency preparedness oxorc-so schodj'cd for 080014- 1 5.NRC comments will tin linns- 
rr Itod to corpo ato emergency pxpflrodncss coordinator t>v telephone 
COlUNS.O M. Region 2. Ofc of iho D.roctor 8U/07/16 T UCKF.U.I I B Duko Power 
Co Ip 40360 011-46360 011 

8608120120 Rev 25 10 emergency plan W/0006Q1 IU 
WXONNEU.T. Duko PovWJr Co 08/(77/3 f. lOpp 4053 1 Glib 4<if»3 f 094 

8806170087 Requests cancellation of security miorfaco rnuoling w/NllC schudulorl lor 
68O810 Charts showing new gonorai ole security orgum/aiionot structure oncl 
tUCKER.HB Duko Power Co 88/08/01. GRACE JN Ranion 2. Ofc Ol iho Uroclnr 
5PP 46572 047 46572.051. 

880B040247 Generic Ur 00-12 Jo a'f powor reactor ficonfioos & dpp'iCrtiHs ro rorrovnf of 
1 e i protechcn rnqu.remonts from Tech Spocs Svc hsi oncl. 

MIRAGLIA.F j Associate (Director tor Prn|ocls (Post 070411) 88/08/02 Ccnurtrialod 
Ed 1 son Co of Now York. Inc. 5?pp. 46463.201-46403 342 

8808080191 Forwards Rov 36 lo aocuMy plori.addrosslny organisational chanao.scvcral 
editorial changes & dos.gn ongmnonng calculations on spoilt luul l<rmi dtpondonl 
values & nmg O! v.fcil equ pmcnf Rov wrJhhoU (rof 1CCFR73 2\) 
lULKER.H.B Duko Power Co. 80/08/03. Ofhcu of Nuctonr RcaclOf Ronulalion. Oi- 
rectcr iPost 870411) 3pp 46452 236 46452 238 

88 ?rrcDc!f Advises thal 800701 Rov 25 to omorgoricy plan meols planning sids ol 
iu.FR50.47(h) & rOQuiromonis ol App E to 10CFR50 Char.gos may ho mado w/o 
rn?NMpT« 0 ova ' ,f such changes do nol docromm olfoctivenoss ol plon 
^ULLINS D M Region 2. Ofc of iho Dirocior 88/08/05 rUCKEH.H 0 Duko Powor 
Co Ip. 46564.337-46564.337. 

Advises that oncl revs to emergency plan implementing procedures malod 
^ r npdalmg W/o ends 

46607 27 7*4rr(? 7 J 37 Powef Co 88/00/00 R ^9'on 2. Ofc ol IfiO Dimcior ip 


safety ovq:uoi cn Amunc) rov.sos Tech Specs by oxtonring app! icat on of "F-slor 
stearri genomto.' into plong r.q cnlwon to' htv of untl 

MAiniF.V7S.Dn Pro;OCt DircctO'Qln 11-3 8U/07/10 TUCKliR.H.U Duko Pnwe' Co. 
4pp 4G33G 057-46336 072 

-0QO720O1O2 Amends 80 A 70 to Lronsos NPF-9 & NPF- f 7 rospOtllivofy, rovisnig Tedi 
Specs hy oxicnj-rig app'icniion of F star’’ sloam goneralor tuhu P'uiign.g < nloujn lor 
hlu Of unit. 

MAT H IFWS.D 13 tVojucl D.rccloraio 11-3 88/07/H) 7pp 46336' 06 1 40330:067 . 

--80072G0185 Saloly ovo'.unt.on supporting Arnonds 89 A /(> lo NIT 9 fi NPf r 

1 /.rospnnt.voly 

* Of/rco of fc’.ir.'oj' nouclfit Pefju.’aHon. Citoclnt (PosJ 8704 J 1) 80 '07/ ID 2pp. 
40336 068 40:138 069 

♦8807200109 Nolico of clonal ol Amends 85 A 70 lo Liconsos NPF-9 8 NPF Prcjspcc* 
lively A oppcrluruty for hearing 

HOOD.D Pro/:ct Di'ecioralo H 3 BD/07/U) 3pp 4G336 070 40336 072 

0007200027 Advises thal waiver of comp’iunco wil, Cm offuclivO ll'<rou(]h B60722 whin 
NRC ccmplules piocussing ol oaicrgency loch Spoc cliantju req.iosi ro nuloinnl<c 
diusol gor-ornlcr tnjis. 

LAINAS.G C Assistant Droctor ler Rog on II HonUors 80/07/20 TUCKER, H H. Duko 
fW;r Co POP 463^5.24.1 40325 244 

0000020010 OoniunnlH 8R3720 lo!con w/MRC ro ciwiocl'Pn of Toch Spoc 
4 ft 1 1 2 o 6(c) i«jur.ny tf*at various diesol goRcrntci trp Hmciicns A ganoralor break- 
er Hip foncl ons vonf.ou lo ho bypasses In safety Injection nefujf on siqndf. 
riJCKEn M.O Uuku I’owor Co. 88/0//2 1 Doaimenl Control Brnnch {Docurnonl Con 
irol Desk) ?pp 4631)0.13 1*463flG 132 

0QOOO1OO6G Toiwurils AmonUs 90 A 71 to Licenses NPF-O & NPF-17. respectively A 
safety ovaliiQl'On Amentia correct Tech Rpoc 4 8.1 t 2 0.6(c) to rocOt)°i20 lliot fwu' 
dr-set ijonernio' tnpa not (Uilornniicu'ly tiypusser) during tests 

l AINAS GC Abvsfa/U Dr/r.-UO' to' Region t) Rear lm 5 80/07/22 TUCKLR.H U Duko 
Power Cio 3pp 46303 1 1 1 46963 125 

-0000010007 Amends 80 A 71 to licenses NPF-9 A NIT 17 Mispuclivo'y. corrccfnil 
Tech Spue 4tM.(2i>6(c) lo roCGifr'ue thal fm.r.Mfhur «uw l^o u.c’h/So: fltirtorafar 
tups not automatically bypassed <Kirmn tesla 

LAlNAS.G C Ass ‘.tnnl D:roctor lur nog on It Reactora 08/07/22 Cpp 46363 114- 
4G303 t'lfl 

-*00000 10070 Rafc'ly evaUirtt on Mipporiing Amends HO A 71 to L.consoa NPF-9 A NIT* 
l7,fUSpi!Clwii!y. 

* OfJrco of Nucfi'h/ f fear. irv RopaMtion, D-ruclor (Post 070-111) 68/07/22 4pp 
I63G3. 120 40363.123 

-0000010071 Rnnuiiais f-M pnti'icnhon of r-gt-cu of issuance of Aninnds GO A 71 to U 
consos NPF-fl A iVPf' f 7.r dSpect.vefy Amertrfs corrected Titch SpccH 4 a l.I.HotHc) 
to recoqmzo that lui.r diosol geumatar if pa ml autcrnahcnliy b/f>assed. 

HCOtD.n S ProjuCl Daoctorato it 3 88/07/22 NRC • No Doldi’od MMiaiion Given 
2pp 46369.124 46363 125 

0800020139 Forwards prop»ir>luiy BAW-KJlfilJf*. "f)&W LQCA Iiv^ujiI on Mcdol tor Re* 
circelilli?Hj Eltoam Gonurator Planis " 

TAYI.OIUH Rahrork A Wi'cox Co 80/07/25 NOHUERG J.A. Division ol rrgi'',oer 
i r.q A Syaloir.s lectmclogy (Post 070-1 1 1) ip. 40307 141-46397:141 

0000090097 Confrms arrangomonls w/ulil re 0811010 mgi mnohng in Fk-gUn II ofc lo 
discuss past poTomianci] of p’anJ 

(iRACE J N I legion 2, Ofc ol Uin Droctor. 06/07/26 TUCKER.H 0 Ui.ho Powor Co 
ip 46-171 001-46471.001 

000003023 1 Discusses uni 0807f5 tolcon ro vorbn 1 temporary waivor of compfianco on 
d.usel eonorator s-.<rvei‘.lnnco roqu romoril Wa-vcr grantod 

JA0UOUH.KN Prn|oct U.roctorotci 11-3 88/07/27 Profocl UroUnralo 11-3. Ip 
40404 161 40404 101. 

8008050103 Summoty of 080/ 1ft mooting w/ulil ro siohon snfoty rov:Ow groups FlololOd 
info oncl 

HOOU.O PrOfOcf Drrrrcjorato fl 3 08/07/211 Pro.ecl OttnciorMoll O. >6pp 46438 096- 
46436.1 1 1 

80081 10063 f orwards plan providing fiydrogoii A sloarn roluaso MslObos to conmn- 
rnord lor spectrum of acc-donl soquoncos usT.g MAAP tor moc lion. she portinn of cot* 
cutolien ^ 

TUCKER 110 Duko Power Co 08/O7/?8 Dccernuni Control Branch (Document Con- 
1/of Dosk) 62pp 4G511 061-4G511 189 

8BO011O125 Forwards sepp'cmnnlQl rcpl ro seventh valid lai’ero in Iasi 100 valid lusi 
starts on Un4 2 ftiosol generator sols 

TUCKER H0 Duko Power Co. 80/07/20 Documonl Conltcl Drench iDecumonl Con- 
trol Dosk). lOpp 46511.204-46511 213 

8000050299 Noiilios ol closnoet ol TACs 67756 & G775G ro pOSl in-plomontallon follow- 
up reviow ol 'nsUemeniatlon lor Uoiocf.on of modequoto coro cooling 
HCOOO Pro|od Droctoraio 11-3 08/08/01 Project D.roclorain 11-3 Ip. 46430 003- 
46438 003 


-*hbu» 1 1U44U insp i-iepis auoo^tn-ia a du j/urao*iu ui o«.Dc> wfui hu viuwi un» 
cr de wakens noted Ma;ci areas nspociedNCF aciiviiios re resistance tc-mp dotojio' 
sys mods A nservice insp & preservire nt»p beirg accomn ishcd djnng cuiage 
NEW SOME, R.W . BLAKE.JJ Reg on 2, Ore 0 * iho Drector 00/07/21 l2pp 
4649 a 316 4G499 327 

8007200246 NRC Bulletin SB 009. Thimble Tube Tnrnin;) m Wostir.ghcusu Reactors" 
Svc I 3 si cnc I 

ROSSI. C if D v.scn of Oporaiionnl Everts Assessment (Post 870411) 8B/07/26 
Conso idated Ed son Cd ofNewYork 'rc I23pp 46348 070 46348 19-2 

$0072 102 IB NRC info Notice 88 052. ‘Talure of lrHraule'«ne Tan-Jem of Fletcher Sul 
Acp'ica'o' Brachytherapy Dev. cos Curing Pahoni Troaimeni * Svc 1st er.cl 
CLINK NGHAM R E. Di/.son of ineluslr-al & Mod col Nuc’ear Sa'Gty (Post 070729) 
88/07/27 Ccnso'ccfaiod Ed sen Co of Now Yoik, ‘r.c l08pp 46397 029 46397. 136 

0007220034 NRC fnfo Notice 68 063. Licensee ViD'aiiors o 1 NRC ReguloliDns.Wh ch 
LOO to Medical Ola^nostc M sailfrvrisrrarioris ' Svc l, si oncl 

CUNNINGHAM R E. Oivisicn of rdusinal & Med cel NuC'oar Safely (Post 070729) 
00/07/28 Ccnso'ic/atcd Ed son Co of New York, !rx 106pp 46396 283 46397 028 

0007220192 NRC Info Nebco 83 054. "FaiHro of Crrcuit Broader Fcl'owir.g Insta'lni.on 
of Amptector D.roct Trip AltachTQrtl.’* Svc fist oncl 

ROSSI CE Dv.scn of Ope 'ft* anal Events Assossmo.'T (Posi 070411) 8Q/07/2H 
Co.nso idalurj Ed son Co of New York. Inc l2lpp 46417 020 46417 140 

8000000124 Forwards ‘."Sp Rc-ptS 50 3G9/8816 & £0.370/88 16 cn 60C620-24.No vo 
lations or deviatons noted 

COlUNS.D.M. Reg on P, Ole Of the Director. 08/07/28. TUCKER H B Duke Power 
Co. Ppp 4Q452 268 46452 278 

..0008080127 *nsp Ho pin 50-369/88.16 A 50 370/00-16 cn 960620 24 No violations or 
doviai ons ro‘e-d Major areas nspected occupational u^poscra du*ng extended cut- 
aces 

V/RIGH r.F N . GLGERSEN.W.B.. HOSEY.CM Hog cn 2. Ofc of Iho Orector 80/07/ 
PC PpP -10402:270-46452.278 

8808080135 Ack rocopl Of 8807C6 Hr ro violaticns noted n ’“.sp Hupt 50-369/88-12 & 
50*370/08. 12 informs cf NRC disagreement w/ lennseo response to VicUHon 
369, Insp 50-370/80 -12. Exarr-p'o 3 

RE YES. 1. A Region 2. Ofc of tr.e Director 88/07/26 TUCKER. H 0 Duke Power Co 
tp 46451 345-46451 345 

8807260019 NRC Inlo Nolice B9 065. "Poion'al Pro-b'ems Caused hy S nglo Failure of 
ESF Swing Bjs" Svc l .si encl 

ROSSI.CE O.v.son of Cperal cnal Events Assussino. 1 {Post 8/0411) 80/06/03 
Ccnsoi dated Ed son Co of New York, In: I2ipp 46437.12 1-46437.241 

0808030239 Suppl 2 1o NRC Outlolri 88 006, 'No"con*oriri ng Mails Supplied by Pip.ng 
Supplies, Ins at FcISom.NJ & Wo$l Jersey Mfg Co ai Wi I emstown.NJ." Svc lisl oncl 
ROSSI.CE D.v.sion of Cperai onal Events Assessment {Post 8704 11) 88/08/03 
Consolidated Ed.scn Co of New Ycrk. Inc. I4‘jpp 46538 121-46538 269 

8007290000 Suppl 2 to NRC BU elm 08 006. ' Trurma' Stresses in P.p rig Connected to 
RCS " Svc I st or.cl 

ROSSI.CE Division of Cpeiai onai Fvonis Assessment iPost 8704 ii) aa/OB/0-i 
Co ns o'i dated Edison Co. of New York. Ino 121 pp 46504 031 46504 121. 

80072901 1 1 NRC info NoliCO Bfi-050, 'Potential Problems W/Sl:cono Foam Firo Barrie: 
Pone trai ion Seals. " Svc ;ist oncl 

ROSSI.CE Division of Cporaf 0na r Evonls Assessment (Post 0704 11). 88/C8/U4 
ConsoLdaiod Edison Co of New Ycrk, Inc i?3pp 48660175 46569 297 

8008240135 Final response to FClA request for documents A pp k documents oncl.App 
L documonls part a ly deleted as outside scopo ol request App M documents part-ai.y 
w.tl’hold (rof FOIA Enompf on 5) 

GHIMSLEY.DH NRC - No Deiailod Allil airon Given BB/C0/O4 BOLEY.K. Public Cm 
2 on's On l cal Mass Energy Project. 6pp 4G581 335-46581 312. 


ROSSI.CE Divisun ol Cpornlicnal Events' Assossmont (Post 870 ill). 

Corisofidatod Edison Co cf Now York, inc 126pp. 46594 312.46595 076 

6808190142 Responds fo DS Hood 880 6 If) request for addl inlo ro plant pur'c & viva 
mson/ico losi ng prog'am Icr 10*yr Insp niorval NRC opprova 1 sou-ghl b/ ond cl y^ar 
in accordance vv/ proposed schedule onflr.od in 880508 submillgl 
TUCKER, H B Duko Power Co 80/00/ 1 1 Docui'-Onl Conlrcl Brarch {DoCJirC^I Cc-"- 
IfOl Desk) 7£pp 46597 OH -46597. 1 20. 

0000050295 NRC info Noir.o 08 062, "Hoconi Findings ro Implomvrlalio of OA Pro- 
gvima by Supp icr& of Transpoil Packages -> Svu list oncl 

BURNETT. R F D.v.s-cn of Sofegua'ds & Iransportmio.n (Pcsi8704l j] 89'O0/‘2 
Conso’idafoU Edison Co ol New York. Inc 10!)pp 46581 156 46581 203. 

8806290006 Submits supp’omcnial responso lo 870010 X 800229 responsos lc vwrj 
tons noted m Insp Ropls.includ.rv) 60 269/07.24, 50 270/87 74.53 207/9? 24. 5C' 
369/67-20,50 370/07-20 50 4 13/07-22,50 4 14/67 22 £0 269/87-50 & 60 27C/6T-50 
FUCKER.H □ Duke Power Co. 80/08/12 Ooumiurd Coniro! Rraacn |U:)Ct.'i9'1 Cbn 
trol Desk) 3pp. 46GR6 046 46660 050 

080B090264 NRC In'o Nonco 66 C6'J. "High Rndaiion Hazards From ‘rre: ated ir. Cera 
Detectors & Cablos “ Svc list end _ 

ROSSI.CE. D. /is on of Oporafonal Cvunls Assossmori (Post 8704 ll) 68^09/1 £ 
Conso’idafed EtJ.scn Co. of Now York Inc. 1 lOpp 4F.5G9 C66 46569.1 74. 

800B240294 Nollies Of mtont on to lnc«rpO*Alo ASMR Co:1j C‘asu M-4C1*I* B-b-C^ l 
Prosf.u'o Vossnr into insenrico map pp-egram L^rcfo case end 

TUCKFR.H0 Duko Power Co 66/06/15 Document Comrcl Branch iL'ocuiionl C<x- 
trclDosk) 3pp 48830 097-40630 030 

8008240 177 Ack re- eipl of 000706 l?r .nlonr.ir-q NRC of slups taken lo corroc: vO*ai«X1 
roicd in Insp Ropls 50 360/66*13 A 50 370/1)6* 13 Add I commcn'.s re caTur ol h\OQ- 
walchos ccnsirJcred ns mnor pari of v:o'aiior> I slCd 

HERDT AR Rogcn 2. Ole of Iho Credo' 66/Od/lG TUCKER. H B Duke Power Co 
Ip -16629.156 46620 156 

0808110206 NRC Into Nonce 09 064. Meporlirg Firos In Nuclear Process Sys 61 NvdC- 
ar Power P ants " Svc I si oncl 

ROSSI.CE D.vivcn of Oporahonal Events Assossmont (Post 870-111) 03/00/10 
Consolidated Etfison Co of Now Ycrn, Inc I04pp 4(1843 00 1 •6643:104 

8808120327 MHC Inlo Not co 08 065, Tnndverlunl Dralnagos ol Spunl Fuel Poob ' S*c 
ksl or.cl 

ROSSI.CE. O.vision of Operatonai Events Assossn.unl (Post 870411} 
ConsoiidaicU Ed son Co. of New York. Ire 123pp 46620.01 1-46G73 133 

BB08 160392 NRC Inlo Notico 66 066. To:J.*sirirtl Mad oyrnphy Insp & Erbiccmcra " S*; 
’i9l encl. ^ . 

CUNNINGHAM.RE Divison ol Induslr.ol & Medical Nuc’ca' Safely jHosl 973729) 
89/00/22 Conr.ol.dated Edison Co of Nuw York. Inc 9Cpp 4CD20-134 46C23 

8808 1604 1 4 NRC info No' co GO 067. ‘ PWR Auxilary Feedwafo: Pur p Tu t^no Cve*- 
speed I rip Failure " Svc I si oncl. ^ 

ROSSI.CE Division ol Cpe/aliora< EvunK Assussmonl {Posl 070411) 6fl/08//2 
Ccnscidatnd Edison Co ol Now Yo'k. Inc 1?3pp 46043 105 4C643 227. 


R. Periodic operating reports & related correspondence 

8808190004 Monlh'y operot ng repis for Jul I960 lor McGu re Nuc’ocr Slallon Ur ts 1 A 
2 W/0RC815 Hr 

REAVIS.JA. TUCKER. H B Duke Powor Co 80/07/31. l2pp. 46593 23 1.465C6 245 


S. Repayable occurrences. LERs & reioted correspondence 


-06081 10010 Forwards NHR SALP npui based on rmri-SALP eva'uat ons oncl w/safety 
eva'uations prepared durng SALP Oct 1094 ■ May 1986 period. Related documenta- 
tion oncl 

DUDLEY, R F PWR ProiOCl Oirectoraio 1. 86/C0/O1. KlRSCH.O F Reg on 5. Gfc ol 
tho D.roctor 65pp 46561 343-4658? 1 12 


8007280035 LFR 80 012 OO.on 880203 & OO.valvO Insps rovualod moior la fen oil ado- 
aior on valve 2UO-2ARHR p-.m\p ? A sur.hon vaNo Caused by imp top*:'* ns'aVd 
motor mounting screws Washers added undor cop screws W/880/ 14 lb 
LEROY.S E . TUCKER.M B Duko Power Co 88/07/14. 6pp. 46337 232 4 6337 236 


0808120124 Rospcnds lo viclehon noted in Insp Rept 50 370/6B-14 Correciive 
act-on individual involved counseled & me doni rev owed w/all mochancal mainl per- 
scnnel 

TUCKER.HU Dtko Power Co 60/08/05 Document Conlrol Branch (Cocumont Con 
trol Desk). 3pp 46525 338*46525 340 

0808020095 NRC Info Notice 86-057. ‘ Potential Loss ol Safe Shutdown Equ.pmom Due 
to Premature Sdccn Conlro'ied Rectifier Ffli'uro" Svc 1st encl. 

ROSSI.C E. Division of Operational Evonts Assessment (Post 870411). 88/00/08 
Consol dated Edison Co. ol New York, ire l?2pp 46459 125 46450:246 


B8O0O1O227 LER 88 013 OQ on fl80620,rod conlrol urgont la lure alfl'm rucOivOd .n cen 
trol room causing control rods to drop into coro Caused hy laU'O of p* m3y po^er 
supply for rod control sys Recovery procedure implomonied.W/0n072O :ii. 

LEROY.S E . TUCKER.H B Duke Po^or Co 00/07/20 7pp 46370 201-40370.297 


8807270110 Special ropton 880519, diesel gonorator 1A siaded for oporabi 4y teal A 
alier operating for tO minutes, auiomahcaily sioppod A declared inope*6bfo Caustxl 
by failure lo maintain lubr.cafr.g levo! In valvo 1LD*7 

TUCKER.H B Duko Power Co 86/07/22 Document Control Hmr.ch (DocuTior.l Coo- 
tiol Desk) 2pp 46305 345 46305 34B. 


0808020102 NHC Info Notice 88 058. "Poiont.al Problems W/ASEA Brown Boverr ITF. 
511. Time-Over cur rent Relays." Svc hst encl 

ROSSI.CE. Division of Operational Events Assessment (Post 6 70 411). 88/08/00 
Consolidated Edison Co or New York, inc 120pp. 46530 001*46538 120 


8808020246 LER 80 014-00 on 8B0624.ESF actuation & LOackOJl eccyrod d.Q to pOf- 
sornei taking wrong action Caused tiy slow rosponso ol dosol floncraioi 2A ol 
pressure swilchos SwilChos rocalibr S procedure w.M be rov.SOd.VV/Q30735 It. 
LEROY.SE . TUCKER.H B Duke Powor Co 08/07/25 9pp 46376 219 -16376 227. 


DOCKETED ITEMS 193 


Notifies of I 'iianl'Oft to Incotpotnio ASMb Code Cnso MOM, "DoiU-'f A 
Pressure Vessel ’ 1 mio msorvice insp pprogrem Codo cose oncl 
Srhr nuke Power Co. B 8 /C 8/15 Documont Control Branch lOocumnni Con 
t-olOesM. 3 pp 46630 0 n 7 . 46630.009 

AcK rcce.pl of 6 R 0 /CU Hr ■nlordMng NRG of slops tnkon l 0 corroci violations 
no*cd '•» 'nsp Repts 50 - 369 / 06-13 & 50 - 370 / 00- 13 Adril common!* ro CQi.Lr of slop- 
Jairbos considered as m r.or part of vio’ulion KtOil 

^nDT A R Regcn 2 . Ole of the D rector «B/ 0 tt/)G TLJCKEn.H 0 . Duke Power Co 

Ip 46629.156 4 C 629 156 

680 $f f 0?05 NRC info None o 09 064 . ■Roport.ny Fires in Nuclear Piocoss Sys ol Neele 
, f PAwflf Plants Sve ti«i oncl 

WOSSICE Division ol Operational Gvonie Asso&sinont {Posl 070411 ). 00 / 00/10 
Ccr.so' Wed Edison Co olNuw York. Ir,c l 04 pp 46043 001 46043 : 104 . 


8508120327 NRC Info Notice 00 065 . "irmdvortonl Drainages of Spout Fuel Pools " Svc 

ROSSI CE Div.sion of Oporatonal Events Assessment {Post 070411 ) 00 / 00/10 
Consol tf a led Ed-son Co of New York. fr.C. ( 23 pf> 46020 0 1 1-16620 (33 


8808160392 NRC Info Noiico 08 COS, ’‘Industrial Rndogrophy lnsp & nnltveomont " five 

CUNN'NGHAM.R E Division of industrial A Medical Nuclear Safely (Post 070720 ) 
08 / 09 / 2 ? Conscl doled Edison Co Of Now York. Inc 93 pp 46020 134 40020.223 


$800760414 NRC Jrdo Noiico 00 067 , “PWR Atumufy FuftUwntor Pump hiilrnci Ovor 
speed Tr p Fa lure.” Svc 'iSt end 

ROSSI.CE O. vi s' on of CporukCrwl Events AsbOssmunt (Post 070411 ). 00 / 00/22 
Ccnso'idaiod Ed son Co ol New York. Ire I 23 p|> 400 - 13 . 1 0 b - 4 fift 4 3 22 / 


R. Periodic operating reports 4 folfilod coriOBpondonCQ 


8000240201 Furwa-ds Saloty lnsp R 0 pi 50 - 373/00 10 A 50 374 / 00-17 on 003621 
0000 No v oiolions holed 

FOMNEY.W L Reg on 3 . Ofc of iho Director. 00 / 00/16 FlEF.D.C (Common wealth 
Edison Co 2 pp 46029 00 1 46629 0 1 3 . 

-0000240270 lnsp Htjpls 50 373 / RB - 18 A 50 - 374/09 1 ft on 000621 Oftrft No vio'otons 
notod Major uroa 9 Inspected 1 consoo action on previous lnsp f r.dings.cpornticr'.ni 
safety voriflc Alien, monthly riwvnl observation A gonoric Hr followup 
H 1 NG.M A Rogron 3 . Ofc of Iho Dreclor. 88 /Ofl/lG 1 1 pp. 46620.003 4 O 0 PO.O 1 3 . 


II. Oenoral correspondence 

9909310002 Requests NFIC ackon lo relieve untlno risk posed by RVVR ihornml hydruu- 
Ic: nslaln’ily NRR Should Issoo order reuuinnn all GE 11 WR iCrnisouS in suljn.it repl In 
NI 1 C wilhn i yi (h>nrcnsirat.r.n co-np'iancn w/GUC i? Rolnied mlo oncl. 

IIIA 1 F.Sl Ohio Cili/ens for Ruspuns l;lo Energy. U 0 /O //22 OII:t*« ol Nuclear Hone- 
tor Rfiijv/ation. Director (Posl 0704 It). 1 ?pp 46727 026 40727 0611 


P. Operating llconao singe documents & correspondence 

0900150177 F.nal response to I'OIA rogjusl for drtn.mnrils fo-wimls App A docun'cn's 
A paRia'Iy withhold App II documents (rul FOIA Exemptions 6 8 C) 

GHIMSLLY.UH NRG No Dolaiod AMi'iatitm Ci.von B 0 /O //14 f-ll.TON.JM Nuclear 
Ucofiaing Repodb 4 />/i 46501 149 4661 H 164 

-0711 120130 Pnrl-aiy withheld summary of NRR Myt Team ft/lCOh 0 !) v.sils lo Region 
111 oles Region III woll managed 

SNU /I.KJH Office of Mjcfonr ffeatfer ffcqtr/a/fcn. Oi'ocfor {/Yrsf ff /04 f f) il'S/il.' 
06 MUIU.EY.TF Olfit n ol Nuclear Rnaclor RiiguMlifsu. l).r<x.!or (I'oM ft /04 11 ) :ipp 
4661 H 166 46601 10 / 


8808190004 Menihly oporftt.ng ropls for Jul IDUO fr>r McGuru Nucluar Station Un is i A 
2 .W /680815 Hr 

PEAVIS.JA. TIJCKER.H.EJ Ujkft Power Co. Utt/ 07/31 I 2 pp 46600 234 46500 246 


S Reportable occurrences, LERe & rolatod correspondence 

9807270066 Advises ol doloy m Sulimilinl ol U:R ro lire door hlorkauu until iHlOndtt 
TUCKER MB (Jukn Power Co 00/07/21. Document Cordrol Uranch (OtiCnmonl (;<>»- 
Ire I Desk), ip 46307:227.4030/ 2?7. 

8808050341 Special replon 9110602 A 24 > <!lnmil goner Plot J>U Hlartud lor r*:uornonty 
salegeauls feolura losl.lorm'naiod <lue lo oil coo'or loakCinusud hy fni'urn of tul:o 
sheet lo shell asbestos tjaskot Gaakoi roplaced A oil cooler lonsGnrrb'ud 
TUCKER HB Duko Power Co dil/07/22. fkUMincot Carutol lUooch (Document Con- 
trot Desk) 2pp 46445 002-40445 093 


0009160330 Oonf.nus ircoUim on OftOftlO Al NftC nuy.on HI In G'onn Ellyn, ll to <t.-» 
cubs util poliy on Uic.i'ily siafl working firs pur 0110905 <lis(.i.ss‘i:n belwooii fM Ki.ru 
Owski A N Srn.lh 

NOREI IUS.G F ftng-cn 3 01 c ol llru UaiTfo* ftft/Oft/Oft HI ED.C Ci>fnn-.onwo.V.:h 
Edison Co. ?pp 4661)0 020 4661.0 032 

*-9900160341 Nol'f r,i|.(;n ol flflUftlll iruelir'ij w/Icimis<mj In Ginn Lliyn.il lo d Sujhs j* 
Cfirviou prUcy on nuc.turr powur pfaul staff vwirk.ng fiot.rri 

' rurg rin 3 , Ole ol ifru Riroclcr ftft/Oft/ 0 » Roy on 3 . Ofc ui Iho Director. Ip. 
4 (j r >C 0 03 ?. 406 Gn.U 32 . 

0008260102 f crwtirdn Safety ovaljulion rc{i‘Ct.ng ull rurjnuM lo* ruLuf from insoiv i.u 
loskny program Insorv cn loslmy prog- am covers f.rt.l Ul yi .niurvnl <rom B 40 lt)|. 
040101 

f,MJ:MANSKl.PG JVo/n fJjpcio/iitu IH 2 Oft/Oft/lO R| ISG.I I L Go-tnnoiiwoftltn 
Edison Op r »pp 46643 22 fl 46643 346 


8 B 08250172 LER 8 H 006 - 00 :on f) 9071 ft.L 5 F ucloaiion occurred Gnnsurl hy pofsonrs*! 
faftre (o (oko appropmiio QCfion.Cfmngo In Piocodiirus Ol V f ,?/A/ 0 ? 5 O/o 3 A A OfV 
1 . 2 /A/ 6100/01 ;mplnm(jraad W/ 000 ftl 7 Hr 

IEROY.SE . TUCKER.HD, Cuko Power Co tm/«ft/l 7 . 7 pp 46047 172 4664 7 . W 9 


OOCKET 50-373 LASALLE COUNTY STATION. UNIT 1 


-G 8092&0 190 Sululy ova'nalion rn itiscrv.cro lesliny pronram A ruriumihi lor n.-liof. 

* Offico of Ni.rti<v fftiacmr ffcg.Aiton, Crrc-cfur (rout d/d iff) im/Uf)/ 1 ft. f fpfr 
46643 233 4064 3 ?43. 


-0007080332 "Pt.mp A Vniv.' liisiuyK'n losing f^Ojirarn.t aSs'lO Gou^ly Slailnn.Unlls 1 
A 2 " 


CnOK.TL. llCCKHOlO.lli; EGAG Idaho. Inc (rml* of HGRG. Inc). EGG-MI A- 
796 / 86 / 06/31 NRG • No DuUnlmJ Afhliallon G,von tOJpp 46643 24-1 4 ( 3043 : 346 . 


F. Security, medical, emergency a |ir o protection pinna 

8898190052 Rev 60 10 emergency p'an linplenionllng prucudum:* l-siing of lahlns 
* Co ir.m on wealth Ed-sorr Co. 00/03/31 20()P 46605 335 46695 llfjO 

8808220199 Rev 7 lo Err, urgency Plan Implcmonling fhoceduro I.XP* 1210 1. “FtejKirling 
Haiardous Mail Incidcrua & Other Mojor Trouhlo ’ 

' Comx.onwoaiih Edison Co Oft/OO/2? 9pp 46603 226 -40603 234 

6607060520 Generic Llr flft 10 to all power ronctor licunsiios A f-.o liters ol Purl 95 Ap 
provais ro purchase pJ GSA apfxovnd socu/ify cnnlmnotn Svc f.Bl nncf 
M.RAGUA.F J Associaio D rocior for Prefects (Post (17f)41 1) 89/07/01 Consol duled 
Eoison Co of Now York. Inc. 31pp. 40369 209 46388 320 

8808040281 Revised emergency plan fmpturnojiting proccufuhMi.fncfiJLf.ng ffnv 7 fo iZP 
1330 2i. "Doiormmat.on ol Reactor Coolant Chloride Concontraiion at Miyti Had alien 
Sarnp'mg Sys” a Rov 6 lo LZP*l330-23. ■'Duioirninm.on of Ruacior Cooloni 
Commonwealih Edison Co. 00/07/14 U4pp 46444.001 46444. 1 14 

8008180099 Radial response lo FOIA roquesl lor docurrionid App P documonls Oncl A 
ava/ab'e m PDR 

GFUMSlEY.DH NRC • No Doia-lod Affiliation Given 68/07/10 JONES C AIMakon 
Nbl Assigned 0pp. 46570.032-40570 039 


Q. inapecllon reports, IE Uullollna & coriospondenco 

0005200295 NRG Info Noico lift 632 . Pron'pi Roport.ng to NflC Ol Signific.ini IncKJonts 
Involving RniliPtiClivn Mali " Svc hsl nncl 

CUNNINGHAM. R L. Division of IndofMnu' A Mr.dicn' Nuclnur Salcty {Post 6 / 072 'J) 
88705/25 f.‘o/i 50 l-d. 4 J».'d L'diSOJ) (,*0 OJ Nt>w Yoik. Ijit 120 pp. 40300:170 40301)200 

0007280195 l orwauls ovcrvnfw amir,* of plant porlornmnco nxnoi ned hy SALf’ fwocoss 
ovahintivn Cr.lor a usnd in 680021 prosonlalion ol SAl f 1 7 fi.-jJl 

fJAVfS.A (J. fkfgion 3 . Ofc of ffin Oucfor 6 {t/ 0 //?n ffEEff.C Conmuinwontfli Ec’facn 
Co ?pp 46845 305 40345 390 

0007200102 Suppl 1 to NRC Inin Noiico 08 046 , * 1 .icuih»<U) Hopl Of Dofociivu Rhlur. 
hi sh eel Circul Uroakers ” Svc I si nnU. 

ROSSI.CE D.v.sion of Opernhonnl EvOnls Assnssrnonl {PohI 0 / 0411 ) 06 / 07/^1 
Conso'idotml Ellison Co ol Now York. Inc 125 pf) 46308 . 054-46368 170 

0907200246 NRC Uullolnt 80 0 UH. “Ihlmhln luho Thinning In Wualinghouso Ruuctore “ 
Svc list oncl 

ROSSI.CE Division ol Oporat-onctl Events Assuasmonl (Post 8704 11 ) 08 / 07/20 
Consofidalod Ecf-son C,*o or Now York, fnc f 23 pp 463 -tfl.O/O 403 -ffi. f 02. 


-8808180170 Forwards revised prop OSOd STS tor liro nrofoclron for roviow. 

HMLE W.S. Region 3. Ofc ot ff>o Duoctor. 03/H/O4. SPESSAHD.Ff L Div of Emiv. 
gency Preparedness & Oporalional Support, R3 6pp 46679 1 14 46570.1 10 


8808040076 Off -Silo Procedures including Rov 14 lo 12 P -1310 1 ,, No 1 ificaiions.'* 
V? lo L?P ) 320 -f, "Augmentation of Plant Staffing. " Ruv 5 fo LZP-f 330 - 25 , ”S 
plmg of Reactor Coolanl at High Rud nlion Samplo Syu " 

UUnmonwea'ilh Edison Co 98 / 07 / 20 . 56 pp 46432 . 004-40432 lift 


fusses util abbreviated silo accoas training program for NFIC por- 
r. t.o corn P , °^ [l n 9 R°g-on 111 ira-nlng in gononc aspects of rad'Mion snfoly.pl ly&lcal so- 
nSiSfc? cmo, 9° nc Y fGsponso 

UAVIS.AB Reg.cn 3 . Ofc ol iho Dirocior. 80 / 07/27 ALExiCHM P inrJjano Michigan 
rower oo. (formerly Ind-ana A Michigan Elucmc Co). 4 pp. 4060 1 24 ft 40561 251 


8880180400 Revised ornorgoncy plan Implomonlinn procoduros lahlo ol conionls 
'-ommonweaith Edison Co. fia/ 07 / 3 ) 2 pp 4 U 596 37 t- 4 C 5 £W 372 


8880040247 Generic Ltr 89*12 to an power loader licensees A applicants ro removal ol 
K?S' V G > i,orT ’- onls from Toch Spoce.Svc list oncl. 

Assocrato Oiroctor for Pro(ocfs (Post 670411 ) 

CO. on Co. of Now York. Inc. 52 pp 46463 291*46463 342 


. 88 / 08/02 ConROluJatod 


9007210210 NRC Into Nrjlico 08 052, "Fn iuro Ol Intrauterine Tondcm of Flotchor Su-1 
Ajjnl.caior Rrnthyiiuirnpy Devices During Pniieni Troatmcra “ Svc 1st end 
CUNNlNGHAM.nL Division ol InJublnai A Mcrhcal Nucloar Safety (I'osl 670720). 
U8/07/27 Conso'.itlaled Edfton Co ol Now York. Inc lOftpp 46397.(129 4039/ 136. 

0009 769244 Dtscussos vU a }AriQvial*xl frJ« ftcco.va ira-nnu program for NOG rf>sp per 
sonnol complolmg Reg on ill irainng In gonunc aspects ol rndiaiion snToly.pl tysicul so 
curily A ornorgoncy rosponso 

DAVIS. A U Region 3, Ofc ol tho Dirocior Hft/07/?/ AlEXICh.MP I ml ana Midugan 
Powor Co (formoity fnc/iona & MidVgan L'fOCtnc Co J 4pp 4G56f 24ft 4«56l 251 

6008230260 Forwards loiesl rov of NRC Mnnunl Chaplor 05 1G. “SALP," Region 1)1 w.H 
beg n using p.e« (uiicl-oral oroas sol lonh In rov lor Oil SAl.P topi periods wt-ich 
oxlond beyond 98000ft olloclivo dale of procedure 

NOnEUUS.CE Region 3. Ofc ol Iho Drocior ftft/07/27. ALLXtCH.MP Imlano 
Michigan Powor Co (lurmorly Indana A Miclvnon Eloc1r;c Co) TAY.CW. Wiscnns.n 
EJoc/nc Power Co. SYLVIA.OR DoHOJf son Go 39pp 4 DD2P 090 46620:) 2D 

8807220034 NRC Inlo Nokco CO 053. "Ucunsoo Vio'alions of NRC ncQulalionu.Wh-ch 
Lod to Med'ca) Diagnostic M. sadminlsHm ons *’ Svc lisl oncl 

CUNNINGHAM.R L' OiviSion of IndusHiaf A Modicnf Nucroar -Safety <7*001 670729) 
00/07/28 Consol-dalod Ed-scn Co ol Now York. Inc lOGpp 40300 293-46397 028 
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0808090256 Forwards respor.sc 10 Generic l" H0 05, QO'c Acd Corrosion of Carbon 
S«no1 Reacto.* P/ossum Boundary Compo-er-s m PWR Planls " 

1UCKtH.H R Ouko Pgao.' Co f!Q/0B/0 1 . Docurnoni Consol Brpnch (Document Con 
uol Onskl 5gp 46471022 46471 026 

0608150083 Forwa-ds Wcs'mghcuso * Ana'yS S of Ccolani ai Red-ic:cn Observed ai 
McGu re Urvt 2 ." 10 Supp’ 080509 amend request lo facnlalo go^oral undemanding 
of Do'ia-T incident which pronpiiaicd Tccii Spec change 

TUCrtCn.n a Ouko Power Co 88/C8/01 Dccjmer.i Control Branch (Document Con 
tro' Do si* ) Ppp 46551 203 4 6551 232 

8808190238 Documents ulil contusion dial VX sys remans capatlo of per1ormr.g 
design basis ft.nciion 

TUCK EH. H B Duke Power Co 83/08/03 Document Conircl Branch (Document Ccn- 
irol Desk) Opp 46500.103 46595 1 1 1 

8808190142 Desponds lo DS Hood 6806 1 R request fO' udcl mlo re p*am pump A valvo 
■ nsorvico les'ng program for lO-yr nsp interval NRC approva* sn^ghl by onj ol yGflf 
i*\ accordance W p'opcsod schodu’e ojllaeii in 880606 suhmtml 
TUCKER. H □ Ouko Power Co 00/08/11 Documcnl Control Branch {Document Con 
irtl C osk) /5pp 46597 011 46597 126 

8808190270 Nctifcahon Of 000313 meelirg w/RSW A util n Rockv l!o.MD lo rl.scuss 
BAW topical repi on RSG p‘ar.1 safely analysis app ical cn 

HSU.Y. Reactor Sysioms Grancn 88/08/1? HODGES.M W. Reader Sysiems Branch 
2pp 46506 116 46506:117 


O. Inspection reports, IE Bulletins & correspondence 

8805200295 NRC Info Not-CO 3b 03?. ‘ Prcmpl Rppn'lmg io NRC ol Sign.i cant Irc-doms 
Involving Rac'ioact.vo Wall " Svc ii&t orci 

CUNNlNGHAM.R E. 0. vision of Induslr-ai & Meefcai Nuclear Safely (Post Q70?2G) 
03/05/25 Consolidated Edison Co ol Now York. Inc I20pp 46300.179 4&'JL‘0 290 

8607260120 Forwards Insp Rcpts 50 369/88 14 & 50 370/80-1-1 m 800521-0624 & 
rot c© ol v clat on 

OnOWNLb'L.V 1. Region 2 . Otc of ifo Director ea/07/OQ TIJCKFn.H 0. Duke Power 
Co ?pp 4630-1250 46104 267. 

-•8807260137 Nolico ol vutaUon (rom irsp ca 800521 GR24.V clal'on notQUrrant per- 
sennet adjusted fuel racks cn diosol generator ?A lo incroaso ojfpjl w/o werk ro- 
QuOsI or procedure 

BROWNLEH.V L Reg on 2. Ofc of Iho D ructor GR/07/C8. 2pp. 46304 252-46104 253 

-8697260140 tn?p Ropis 50 369761114 8 50379/90 14 on 800521 0624 Vo'atuns 
nalod continued weakness in procedural compliance Major areas m.spectod sa'oty vor- 
.f tat on. serve l“ance tosi no A rcfuo’mg cuiago activities 

ORDERS, W . NELSON.D. CROTEAU H. Reg on 2. Ofc of iho Ducctor. 88/0?/08 
14pp. 40304:254 46304 26? 

8808040205 Inlorms lhal p'anfs do ret uso any of GE UFA ro'ays w/ latch rg mocha- 
n ams .n any sa'ety rololed app'-cailons po: IE B.il olin 88 003 
TUCKER.H B. Duko Pcwor Co 30/07/13 GRACE. JN Region 2. Ofc ol Iho Director. 
2pp. 46431:29/ 40431 293 

8008030 1 37 FcmariJs Insp Repfs 50-369/8817 & 50-370/08-1 ? 0 n 009620 24.No vro 
fol-ons or deviations noted 

(‘OLEINS, D M Region 2. Ofc of Iho Direcicr. 0&/O7/2O TUCKCR.H U. Duko Power 
Co ?pp 46403 174-46401 162 

-8808030141 Insp Repis 50-369/36 1/ & 59 370/33 1/ on 380620 ?A No viola tons or 
rtovabons noted Ma o.- amas mspccteil 'iquief & gaseous ollluonts. 

MARSrCN.RR Region 2 . Otc cf the Oiroclcr 33/07/15 7pp 40403 1 76 46403 1ft? 

00O72OO162 Suppl 1 to NRC info Nolico 89 046. *'lironsoo Ru|)t ol Defoct.vo Refur- 
bished Circuit Breakers “ Svc list oncL 

ROSSJ.CF (Jv.son of Oparaiional Evonis Assessment (Posl 0704 11 ) efl/07/2t 
Conso'idatcd Ed son Co. ol Now York. Inc 1?5pp -1G300 05 -1 46333.173 

0800030303 Respond* to violations noto-J m Insp Repis 50 309/06-12 & 50 370/80- 
i2Correcnve acilons station opo'CTons wii piaco (fra n<ng ol steam supply I nes on 
shilt rounds shoots to ensuro I nes rhamed twice da ly 

TUCKER. H B Duko Power Co PB/07/22 Doci.menl Conirol Branch fOocumoni Con- 
irol Desk) 3pp 46403 359 46403 360. 

0008110238 Forwards tnsp Repis 50 369/89 19 & 50 370/06 19 on 000327- 0701 No 
v:olaiions or <Jev«ahons noted 

hLHDT A R. Region 2. Ofc of iho Dree tor 60/07/25 TUCKER, H B Ojko Power Co 
3pp 46-199 3 14 46499.32/ 

-8800 110240 insp Ropls 50 369/08-19 A 50 370/38 19 on 0QO62 7 0701 No violalions 
or doviohons ro led Major areas inspected NDE activities ro rosistanco tump rJotcctor 
sys mods & msorvico insp & p<oscrvico nsp be ng acccmpl shed during outage 
NEWSOME.R W . BLAKE, JJ. flegon 2. Ofc of iho D rector 00/07/21. i?pp 
46490:316**6 4?G:32 7. 

0807200246 NRC BU'oim 83 009, “Th rnblo Tube Th nnng m Woshr'gho.iso Reactors " 
Five 1st onol 

RDSS1.CE. U-vision of Operational Events Assessment {Post 8704 11) 68/0//26 
Consolidated Edison Co of New York. Ir.c l?3pp. 46340 070 46340 192 

Q0O721O210 NHC Info Notice 09 052. “Feiiu-o of Intrauterine Tandem ol Fletcher Sul 
Applicator Brachylhorapy OnviceS Djrtng Patent Tmatmonl'’ Svc list oncl. 
CUNNINGHAM.R.E Division of Industrial 8 Med cal Nuclear Safety (Posl 87Q72D) 
88/07/27. Conso'idatccj Edison Co of New York, Inc lOBpp 46397 023-46397.136. 

0007220034 NRC Info Notice 89 053. ’'Licensee Vio'otions of NRC Regulations.Wnich 
Lori lo 7/eUcal Diagnostic MisadminisiraLons " Svc list end 

CUNNINGHAM.R b Division ol rndusinal 8 Med col Nuclear Safety {Post 870729) 
&a/07/26. Con SOlitla led Edison Cn. ol How York, Inc 106pp. 46396 263-40397 0? 8 


8803000124 Forwards Ir.sp Rnpts 50-369/80-16 & 50 370/80 
lai Ons Or dOviaiiOns noted 

COLLINS. D M nog on ?. OlC Of Iho D rector 80/07/20 1 
CO ?pp. 46452 263 46452 270 

--83080B0127 Insp Ropts 60 369/Rtl 16 & 50 370/80 16 cn 0 
doviat.o.'is noted Ma.nr nruar. mspociud occupaiiona' oxpc« 
ages 

WRlGH7.FN GLOERSbN.WB. h'OSFY.C M Regcn2, O 
26 Opp. 46-152 270 40-;5? 270 

80OBOBO135 Ack race pi ol 3B07L6 m vo'aiions nPVc-i) m ) 
50 3/0/80- 1? Inlorms ol NRC d sag'comont w/ Ice-'se 
369. Insp 50-370/00-12. Examp'o 3 

RFYES.l. A Region 2. Ofc of iho Director 80/07/pfi TuCl 
ip 46451 345 46451 345 

8807280019 NRC Info Nebco 88 055. "Potential Prob'cms Ct 
ESP Sw ing Uus " Svc list oncl 

ROSSI. C F D.vis’cn ol OncrHlior'nl Events Assessment { 
Conso’idrtted Edison Co of New York. Inc I21pp 46437 1? 

8008030269 Supp' 2 lo NRC BuNQim 88 005. Nor.cpn'o.*n.m; 
Supples Inc at Fo'som.Nj A West Jersey Mhj Co ai Wi'l.m 
ROSSI. C E Division ol Operational Lvonia Assossmi.nl ( 
Ccnscldfllud EdisonCo of Now Ycrk. Inc 149pp 465JG 12 

8307290000 Supp! 2 to NRC Bul'otn 00 008. * I hernial Sliub- 
HCS ’ Svc list ord 

ROSSLCt G.v^ton of Operational Evonis Assossmoni I 
Conso'idaiod Ed son Co of New York, Inc. 121pp. 46504.00 

83072901 1 1 NRC mlo Nolice 08 05A. "Poronr-al Prob’en s W / 
Peneualioo Scats "Svc ksi cc.cl 

HOSSi. C E. Civis'o.i of Oporahonal Evenis Assessment i 
Conso'idatocJ Ed sen Co. of Now York. Inn I23pp 40569 1 7 

6003240135 F-nal response lo FOlA roquosl for documnnls A 
L documonis pariiaily deinied as outs do sccpo of roquosl r 
vviihhokJ [rof FOIA Examphon 5). 

GRIMSLEy.DH NRC • No Doialod Afhl.ation G.vcm 88/00 
run's Critical Ma*»s Energy Pra|r.ct bpp 46501 335 4658 1 3 

-8600110018 Forwards NHR SALP mput based on mm SALf 1 
evaljatio.'is prefiarcd during SALP Ocl 1904 - May 108ft f 
hen orcl 

DUDLEY. R F : PWR Pro;oct D-roctoralo 1 8G/0Q/01 KiflS 
Iho Director 05pp 46501 343-46582 11? 

08001 20124 Responds to violaiicn noted in Insp RcpI 
action mdiv dual involved counsulctf A incident mv.cwod w 
sonnoi 

TUCKER.H F) Duko Power Co 00/00/05 Dcciiment Cont'i 
irol Desk) 3pp 40525:338 46525 J40. 

0008020095 NRC mlo NoliCO 00 057. ' Poinnhal Loss Ol Sn'n 
<o Promaiurn Silicon Control'ad Rociif:or Failure ’* Svc l>s* or 
ROSSI. C b D.vis on ol Cpernllnnal Evonis Assessment 
Consolidatodi Edison Co of Now York. Inc I22pp 46459.1/ 

8808020102 NRC info Nonce 80 056. ‘ Polentml Problems V\ 
51L Time Ovorcurrcnl flolays ” SvC list oncl. 

ROSSLC E Div-sion of Oporalonal Evunis Asaossiruni 
Consol daiod Edison Co ol New York. Ire 120pp 4&53N0V 

0803030112 NRC Info Nolico 88 059. "MSIV Guild Rai' Fn 
Svc list unci. 

ROSSi.CE Div.sbn ol Operational Evonis Assessment 
Consol dated Edison Co of New York, Inc. I2lpp 4646/ Oi 

9606040062 Suppl 1 to NRC Info Notice 08 004, ‘Inadoqualr 
talion ol Firo Bomor Penotrehon Seals ” Svc list end. 
ROSSLC E Div.sion of Operational Evonis Assossmnnl 
CoMsol rfaiod Ed-son Co of Now York. Jnc 12lpp 46550 21 

8303050135 NRC inlo Nolico 08 060, "Inacfoqualo Cusgn < 
Ponntraiion Sea's ” Svc liSl oncl 

HOSSi. C E Dwis on ol Operational Evonis Assossmoril 
Conso'idufccJ Edison Co. of New York. Inc l?3pp 46569 21 

6808050248 NHC info Nolico 88-061. “Conirol Room Hahh 
Operating EKponorco " Svc fist oncl 
ROSSI.C E. D vis on ol Operational Events Assessment 
Consolidated Edison Co of New York, Inc l?5pp 46594 3 

0008199142 Responds to DS Hood 0006 1 6 request tor flddl 
msorvico teaiing program for 10 yr insp inlorval NRC appr< 
in accordance w/ proposed schedule outlmod m 800506 su 
TUCKER.H D Duko Powor Co. 80/00/11 Docurnoni Conir 
LrOl Desk) 75pp 46597 011-46597 126 

8808060295 NHC info NoilCO 80 062. ’ Hocenl Findings ro 1 
n-ams by Suppliers of Transpori Packages " Svc list oncl 
BURNEn.RF Div.sion of Safeguards & TransportaTori 
Consol daiod Ediaon Cn. of Now York, fnc 109pp. 46501 h 

8808290006 Submts supplomonlal rnsponso lo 870810 & f 
lion9 noiod in Insp Ropl9,incluUing 50-269/07-24, 50-2 
369/07-20.50 370/67-20, 60 41 3/0/-22.5O-4 14/07-22.50 2 
TUCKER.H D Duke Power Co. 00/00/12 Docurnoni Cord' 
trot Desk). 3pp. 46606 04 0-4 6006 .050. 


6007220192 NRC info Noi:co 09 054. "Failure ol Oicut Breaker Foliow.ng Insta’lation 
ol Amptecfor Direci Tup Attachment. “ Svc fist oncl 

FIDSSI.CE, D-vision of Operational Evonis Assnssmeni (Post 070411) 88/07/28 
Consolidated E dr son Co or Now Ycrk, Inc l2Ipp 464 17 020 464 1 7 140. 


8803090264 NRC info Notice GO 063. “High Radiaiion Ha^ai 
Retoctors 3, Cables “ Svc l.sl end. 

ROSSl.C E. D.vis on ol Operational Events Assessment 
Consolidated Edison Co of New York. Jnc I lOpp 465G9 0i 
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eaftR^Q023 Responds to B80728 iff lequosl-ny response lo P Brno 000705 Ilf re event 
8B a°i B LaSa” rrLX™ tooted on pump NRC responso lo P B-mie did 800003 rdonii 

So ^Executive D.rocior lo? Operations 08/00/15 MIKUISKI.B A 
Senate 3pP <6826 258-46020-262 

flAnft? 4004 1 Forwards P Birnie 080705 Ur re Poach Bottom subsequent to ronclor 
nnwe’ o^ci/anons fo'lowmg 8B0300 1.0 Salle event 

KJ.,, cki n a Senaie 80/07/20 BRADBURNE ,J C. OHico of Governmental & Publ-c 
Allars IPOSI 070413) 2pp. 46626 261-46020 202 

P. operating license stage documents & correspondence 

RBQB260156 FOIA request tor IE Ph.'hps 080407 maino to MA FJ-f'.g 
HARlOW.S J Afli'iaiKm Not Ass gnuil 06/07/01 NRC - No Ootoi'.od Afliliat.on Givon 
Jp 46606 260 46606.260 

8808150177 Final response to FOIA roq.jost for doCumoniaForwards App A documents 
A oart ai'v w.thheld App 0 documents (rot FOIA Exenipl-ons 5 S G) 

GRIMSIEY.D H. NBC ■ No Dolailod Aff.lialmn Given 88/07/14 FClTON.JM Nuclear 
licensing Reports 4pp 46501.149 46501 164 

-8711120130 Partially Withheld summary of NRfi Mgt Tflftm 071006 00 vr<ws to Reg on 

• \ q[ C s Rag on lit well managed 

SniEZFk JH Cilice ot Nuclear Reactor Fton-j'ahon. Director (Posl 070411) 07/11/ 
06 MURLEY.T.E Off CO of Nucfoa' RuacfOr Rofli/fafron. Occfor {Post 870411) 3pp 
46501:165 46501 16/ 

8008160330 Con'.rms moef.ng on 800819 <31 NRC Region JU ir> Glenn E'lyo. JL Po dis- 
cuss util polcy cn fao'ity stall workmg hrs per 800005 dscussion bnlwoon MA Kun 
owsVi & N Smith. 

KQREIIUSCS Hcgijn 3. O/C of Ihc DrccKt 08/00/06 REFD.C. Corrmonwoanh 
Edison Co 2pp 46560 0?9 46560.032. 

-8908160341 Notifies I on ot 080819 mooting w/lcnnsoo in G'.on EHyn.ll 10 discuss li 
cer.see polcy on nuclear power plant staff woik-nn hou-s. 

* Reg on 3. Otc of Ihe Onoclor 00/00/08 Region 3. Ole ot Iho Dircclor. Ip 
46660 032 46660032 

0808180293 Applicaf'On lor amend lo Liconsn NRF- lO.modifyny Mlo ol primary con 
tammont iso'otion valves io identdy now excess How chock valvos bolng instance! 
durr.a second mfuGling oulagn Koo paid 

ALIEN. C M. Ccmmonwoallh Edison Co 80/00/00 Documenl Control Branch (Oocu 
rrenl Control Desk). 2pp 46508 274-4G68Q-279. 


8007220034 NRC Inlo Not.ca 88 053, "licensee Violations ol NRC RoCjUlalions.Wh ch 
Led to Medical Diagnostic M sadm nitrations ” Svc list cncl 

CUNNINGHAM. R E Division of Industrial & Modcat Nuc’onr Safely (Post 870729) 
80/07/28 Conso'ldaiod Edison Co ol Now York. Inc lOGpp 40396.203 40397 020 

8B07220192 NRC Inlo Noi.ce 90 064. ’’Failure ol Circuit Breaker Fo.'owing Installation 
ol Ampiuctor Direct Tr-p Attachment “ Svc list oncl 

ROSS1.CE Divison ol Oporatonal Events Assessment (Posi 070-Hl) 80/07/20 
Conso'idatod Ed.son Co. of New York, Inc I21pp 4G41 7 020 4641 7 140. 

8000090125 Forwar<l3 rospor.sn lo Gonor.c Ur 86 01 request ng Curreni plans ro pip’ng 
roplacomonl 1 .nsp.ropair 8 IcQkago doled on Noxl rQfuuf.r’.g outage. stated ASMC Code 
Classes 1-3 piping lo bo scb.octod to augmented msp program. 

MORGAN.W E Commonwealth Ediscn Co 06/07/29 Document Control Branch 
(Document Ccntrof Oosk). 34pp 464 7 f . 1 5 7-4G4 7 1 f 00. 

0807200019 NRC Into Notice 00 055. ’’Polonirai Problems Causod by Sing'o FAi'uro ol 
ESF Sw.ng Bus ” Svc fst Orel 

ROSSI .C E D, vision ol Operahonnt Events Assessment (Post 070-111) 80/CO/OJ. 
Consol datod Edison Co of New York. Inc i2ipp 46437 121-46437 24 1. 

0000030289 Sup pi 2 to NRC Bu'lotin 00 005. "Nonconform ng Matts Supplied by P.pr.g 
SuppHes.lnc at Folsom.NJ & West Jersey Mlg Cq ai Wil.iHmslOwn.Nj ” Svc list «ncl 
HOSSLC.C Division of Ocoralonai Evonts As snssmem (Pom 0704 ))). 60/00 /Q3. 
Consol dated Edison Co or Now York. Inc I49pp 46530 121*46530 209 

0007290000 Su(r,il 2 lo NHC Om'elri 00 COfl. " Thermo) Slressos v> Piping Connociod lo 
RCS ’“ Svc lit oncl 

ROSSl.CE D.v.s;on ol Oporai.onai Events Assossmont (Post 0/0411). 0y/oa/U4. 
ConsoJ daiod Edisc/i Co of Now Yp/k. Jnc )2 Jpp 46504 COi 4 6504 1 21 

8007290111 NRC Info Notice 00 05G. ’Tolonnal Prouloms W/Siliconu Foam Fuu Bomor 
roneJffti.on SoaJs” Svc Lsf ond 

ROSSl.C E Oivis.on ol Cpemtonal Events Assessment {Post 870411) 00/00/04 
Consol datod Edison Co ol Now York. Inc I23pp 4G569 175-46569 297 

8800020095 NRC Info Notice 88 057. ‘ Potential I.OS9 of Sale Shutdown Equipment Duo 
to Promaturo S'l ccn Conirci ed Roctihcr Fo.iuro ” SvC I'M end 

ROSSl.CE Division of Cparatonnl Evonts Assossmonl (Post 070411). UO/OO/Oft. 
Consol dated Edison Co of Now York. Inc I22pp 46459 125 46459 246 

8000020102 NRC Info Noico 80 058. ’ PoUmiml Problems W/ASEA Brown Bovort IfE 
5H. Timo-Ovcrcurroni Relays’' Svc I- si encl 

ROSSI.C.E Division of Cpuratonol Evonts As'iossmonl (Post 870411). 60/08/08 
Consoidntod Edison Co ol Now York, Inc 120pp. 46530 001 -46530- 120. 


-0808 1 803 1 1 Preposed Toch Spucs.modifying table ol primary conUEnmeni isolfll.on 
va'ves to Identify r.ow excess Mow efiock valvos being .nsiallod during socond rotuol* 
ng ouiage. 

• Corr.monwoaHh Edison Co. 88/08/09 4pp 40508 276 465P8 2/9. 


8000030112 NRC Info Noico 88 050. ”MS1V Guido Rail Fn.luro at Waterford Uni 3" 
Svc l at or.cl. 

ROSSl.CE Division of Cnorotonal Evanl9 Assossmonl (Posl 070411). 08/08/00. 
Consolidated Edison Co of Now York, Inc I21pp 40407.011*46467:131 


8000250102 Forwards safefy ova'uafion rO/i»:(rng ufrf ruqudSf for ro/.of from fnsorv.CO 
teama program I nsarvico logimg program covor9 first 10*yr Iniervrtl frorn 040101* 
940101. 

SHE MANS Kf.P.C Pro/ocf Drocicuilo W*2. 90/09/16 UUSS.N T CwHmor>wej/J/) 
Edison Co 5pp 40643:228 46043 346 

*-8800250 196 Ss/efy ©vatuaJron msorvJc© lOSf^d prnuran) 8 roquosts for ro'iOl 
* Office of Nuclear Roaclor Rugulalion. Director iPost 070411). 00/08/10 1 1 pp 
46643 233 4C643 243 

•-88O7O0O332 "Pump & Valvo insorvicn Testing Program.LnSallo County Stat.on,Uniia i 
& 2 ." 

COOX.T.L. ROCKHOLO.HC EG&G Idaho. Inc. (Gub8. of EG&G. Inc ) EGG NTA* 
7967 86/05/31. NRC • N 0 DotOCod Afhhation Given I03pp 46043 244 46643:340 


8808040062 Sunpl 1 lo NRC Info Notico 00 004. ' Inadrxjuaio Oual.ficalion A Oocumon- 
lotion of IVu Barrier Por.olration Seals ” Svc I si oriel. 

HOSSl.CE Div.slon of Uporntonol Evnnls Assossmuni (Posl 070411). (10/00/00 
Consolidator! Edison Co Of Now York, (nc t2lpp 4655A 205 4G55A J25 

0800050135 NRC info Nr>l.co 00 060. "Inadniiuaio Dosign & Insiallbf-on ot WatOft.ghl 
Ponelraiion Son'e.” Svc f.M enef. 

nOSSI.CE D:vi 3 ,on ol Opcralional Evimts Assossmoni (Posl 070411) 06/08/11 
Conso'idaluiJ Edison Co of Now York, Inc I23pp 46560.260-46570 000 

0800050248 NRC Info Nobcu 00 061, ‘Cenlrol Room Hnbllobl.ly • Rocont Reviews ol 
Oporoting Exporlnr'-co.” Svc Ii9l oncl 

nOSSf.CE Division of Oporjtrona/ Evonts AssoSOTO-if {Post B70-1M). 00/Off/M. 
Conso'idatod Edison Co of Now York, Inc I25pp 4G504.J I2-4U505 076 


Q. inspection reports, IE Bullellns & corroapondence 

8805200295 NRC Info Not'CQ 08 032. "PfOn>pt Reporting lo NRC of Sign.ficanl Incidents 
Involv.ng Radioactivu Mall.” Svc l.sl oncl 

CUNNiNGHAM.R.E D.vis.on of Industrial & Modicol Nuclear Safoiy (Posl 070720) 
88/05/25. Consolidated Edison Co ot Now York. Inc. 120pp 46300 179 -4 0300 200 

8807280195 Forwards ovorviow matrix of plani performance examined by SALP proco99 
ov3'.ualiva criteria u9od .n 000621 nrosontat on of SALP 7 ropl. 

OAViS.A B Rcg on 3. Ole of ihe Director. 00/07/20 REED.C Commonwealth Edison 
Co 2pp. 46345 305 40345:306. 

8007200162 Suppf 1 to NRC (nfo Nofico 80 040. "Liconsoo Ropt ol Oofociivo Rofur- 
bished Circu i Breakers ” Svc list end. 

ROSSI.C.E. Div.slon of Opurailonal Evonts Assessment (Posl 070411). 00/07/21. 
Consofrdafed Edrsan Co. Of New York, fnc T25pp 46300 054-46380 f 76 

8807200246 NRC Bollolm 00-009. "Thimhlo Tubo Thinning In WC 9 lmghouso Roaciora " 
Svc list end 

ROSSl.CE Division of Operational Events As 9089 mom (Post 0704 M). 88/07/26 
Consolidated Edison Co of Now York, Inc. 123pp 46340 070-46340:192. 

8807210218 NRC Info Notice 00 052, ’’Fa'luru ol Intrauterine Tandom ol Fletcher Suit 
Brachythorapy Dov.ces During Patient Troaimonr’ Svc list encl. 
LAJNNINGHAM.R E. D.vis-pn ol JndusinaJ 8 Medical Nuciea/ Safely (Posl 870720) 
88/07/27. Ccn sc I daied Edion Co. ol Now York, Inc. 100pp 46397.029 40397:136 

8808160244 0.scusse9 ulil abbreviated Sito 0 CCO 9 S training program for NRC Insp por- 
sonnol corr.pleimg Region III traln.ng in generic aspects of radiation safoly.physlcal se 
Cuety & emergency response. 

DAVIS.AB. Region 3. Otc ol Ihe Director. 08/07/27. ALEXICH.M P. Indiana Michigan 
r'Ower Co (formerly Indiana & M.chlgan Electric Co). 4pp 40561:240*46561:251. 

8806230260 Forwards latest rev of NRC Manual Chapter 0516. •■SAIP.” Roglon ill will 
cog™ us ,n 9 new functional areas sot forth In rov for ell SALP rupi periods whxh 
k: IS? , SX on<J 660606 Relive dale o I procedure 

L c E Region 3. Ofc of the Dlroclor. 86/07/27. AlEXICH.M P. Indiana 
Mrcwgan Power Co (formerly Indiana & Michigan Electric Co). HINTZ.DC. Wisconsin 
Hubic Service Corp 39pp. 40620 090 46620 129. 


6606050295 NRC into Notice 80 062, "Roccnl F^ndng^ ro ImplcmoniQUon of OA Pro 
grams by Suppliers ol Transport Pockngos ” Svc 1.91 oncl. 

BURNETT.RF Division of Snloguards & Transport©! on (Post 870413). 80/00/12. 
Conso'iifatod Ec Peon Co Of Now York, Jnc 709pp 4650). J55 40501 263 

8808090264 NRC Info Nonce 00 003. "High RarJiOllon Ha^ardSi From IrradatOd In Core 
Dofecfors S Cobles *’ Svc J,s) one) 

ROSSl.CE. Division of Operational Evonis Assessment (Post U70411) QB/08/1G 
Consoiidatod Edion Co of Now York. Inc. 110pp. 46569 065.46569, 174. 

8600240261 Forwards Safely In9p Ropt 60*373/00 10 & 60 374/06 17 on 0OOG21- 
0600 No vioiol on9 notod 

FORNEY W L Rojj'on 3. Ole of tho Dircclor. 00/08/ 1G REED.C. Cornmortwoelth 
Edison Co. 2pp 46029.00l-4662U.0l3 

-8808240270 Jnsp Bepis 50 373/00*10 50 374/00*10 on 08OG2 1 *0000 No v.otallors 

notod Ma|or areas Inspected 'icensoo act on on previous msp findings.operationnl 
safety vo/ilicalion, monthly mo'nl obsorvat.on 8 gononc Itr fo’.lowup 
RING.M A Rog-on 3, 0‘c ol Iho D rector. 08/00/16 11pp. 46629 003 46620 013 

8800110200 NRC Inlo Not co 03 004. "Hoporting F.r09 in Nuclear Process Sys at Nudo 
ar Power Plants " Svc lit end 

ROSSl.CE. Division ol Oporational Evonts Assessment (Po9l B70411) 00/06/ IB 
Congol dslod Erliscn Co ol Now York. Inc 104pp. 40043 001-46643 104. 

8808120327 NRC Info Nolico 88-065, "Inadvertent Dronogos ol Spent Fuol Pools ” Svc 
list encl 

ROSSI.C.E. Division ot Operational Evonis As90ss»ment (Posl 070411) 88/00/ 10 
Consolidated Edison Co of Now Yotk, Inc. I23pp 40620.01 1*46020 1 33. 

0808160392 NRC Info Notico 00 ObG. "Induslnal Radiography Insp & Entorcomoni " Svc 
llsl oncl 

CUNNINGHAM.R E. Division of induslnal & MocHcel Nuclear Safety (Posl 070720). 
BO/OO/22 Consolidated Ed.son Co of Now York. Inc. 00pp. 46620:134-40620 223. 

6008160414 NRC Info Not-co 80-067. "PWR Auxiliary Foodwaior Pump Turb.ne Ovor* 
speed Trip Fadure" Svc hsl oncl. 

ROSSI.C.E. Division of Operational Events Assessment (Posl 0704 fl}. 00/00/22. 
Consolidated Edison Co of New York, Inc. 123pp 46643:105-46643 227. 



floUoUJUZUy SL-pp £ 10 rvm, ou m co wj ^ -r- v 

Supp! cs.lnc at Fo'som.NJ & West Je'sey M!g Co at W.l lamstown.NJ SvC l-9t oncl 
ROSSI. C E D.viSfCn Of Operaioial Evonls Assessment (Posi 870411) 08/08703 
Cansd.daied Edison Co of New York. Inc 1 49pp 46S3B 121 46538 269 


6807290000 Supp 1 ? to NRC Gu letn 68 C08. Thermal Stresses n P.pno Connected 10 
RCS " Svc >st encl 

ROSSl.CE- D.v.sicn ol Ope.'alicr.a' Events Assessment |Posi 87C411) 08/08/04 
Consol dated Ed. sen Co. Of Now York. Inp 12fpp 46504 001-46504 121 


800729011 1 NRC Info No* ce 08 CS6. ' Poten* al Problems W/Sncono Fcam F re Bamc* 
Penetrat on Seals ” Svc list cncl 

HOSSI.C E. Civ .son ol Ope'at.cnal Events Assessment (Post 87C411) 63/08/04 
Cor.so' dated Ed sen Co of New Ycrk. tnc I23pp 46569.175 46569 297 


8800028095 NRC Info Noi ce 88 CS7. Potent al LOSS O* Sato Shutdown Equ pT.eni Due 
10 Prcmatu-e S l con Coniro‘!ed Rectif or Fa^'uro " Svc 'isl encl 
ROSSl.CE Oivison ol O^eraional Events Assessment (Post 870411). 8B/CB/0B 
Can&a‘ dated Ed-son Co Of New York. lr.c I22pp 46459 l?5 46459 246 


0808020102 NRC fnfo NolXft 68 C58. Potential Procters VV/ASEA B'own Boveri ITE- 
51 L Tirr.o Overcu renl Relays ” Svc 1st oncl 

ROSS'.CE D.visicn of Cperahonal Eve.nis Assessment (Post 670411) 88/08/Q8 
Consc idated Ed'SOn Co o* New York. Inc 120pp 46538 001-46538.120 


8800030112 NRC Info Noi-ce 88 059. MSiV Gude Rail Faljre al WaierfO'd Ur.1 3.” 
Svc l.sl e**cl 

ROSS’ CE Dvisicn ol Ope-'aticnal C vents Assessrrenl (Post B70411). 8B/C8/09 
Conso’idaied Edison Co ol New York, Inc i2ipp 4646/ Ot 1-46467.131 

0800040062 Supp! 1 10 NRC inlo Noltce 88 00-1. ■nadeq-jale Cual * cat on & Documon 
iai:on ol Fi'O tJa'r ef Penetrat on Seals ” Svc kst encl 

ROSSVCE Dv.von ol Optra*. C-nal Ever/s Assessment (Post 87Q411> 63/00/09 
Consc’fdaied Fd sen Co ol New York. ‘nc I21pp 46558 2C5 46556 326 


0800050135 NRC inlo No* :e 80 060 "inadequate Dos gn & lostallahon of Walorlighl 
Penairation Seals ” Svc ’ist end 

ROSSl.CE Div.son of Operaional Even’s Assessment (Post 870411) 68/08/11 
Consol dated Ed son Co Cf New York. Ir.c iPJpp 46569 238 46570 060 


0808050248 NRC inlo Notice 08-061. 'Convcl Room Hab labi'ity • Recent Rov.ews ol 
Operating Experience ” Svc I si encl 

ROSSl.CE Divison of Operal cnai Evonls Assessment (Posi 870411) 88/08/11 
Conso' dafed Edison Co of New York. Inc. l?5pp 46594 312 46595 076 


8008190202 Forwards Safety Insp Rept 50 373/80 20 on 0BO7iB27No v.olauons 
noted 

WRIGHT.GC. Region 3. Ofc of iho Dvccior 88/CB/11 HEED.C Commonwealth 
Edison Co 2pp 46599 005 46599019. 

-0808190291 fnsp Repi 50 373/08-20 on 850718*27 No volat ons or deviates 
noted Major areas inspected action on prevous Indmgs.cal b' ol nje'ear instruments 
tion sys & shutdown ma-g n & reactvity anomaly surveillances 
WET2EL.8A. PHM.llPS.MP. Regon 3. 0!c ol Iho Dreclor 88/08/11 13pp. 

46599 007-46599 019 


8000050295 NRC Inlo NohCO 8B 062, Hoconi Find.r.gs re fmplomoniai on ol OA Pro 

g rams by Suppl ors ol Transport Packages " Svc list er.cl. 

URNEfT.RE Oivison of Safeguards & Tran c portation (Post 870413). 83/00/12. 
Conso' dated Ed son Co ol New York Inc I09pp 46531.155 46581 263 

880B090264 f.RC info Nonce 68-C63. "Ugh Radiaion Hazards From hrad-ated In Coro 
(Detectors 8 Cables " Svc list end 

ROSSl.CE Oivison ot Operational Events Assessment (Post 8704 1 1 ) 08/08/15 
Consotida'ed Ed.son Co ol New Ycrk, Inc 1 iCpp 48569 065-46569 174. 

0808240261 Forwards Safely Insp Rept 50 373/88-10 & 50-374/88 17 on 800621- 
OB08 No violations noted 

FORNEY.W 1 Reg.on 3. Cfc ol the Droctor B8/C8/1G REED.C Commonwoa'th 
Edison Co 2pp 46629 001-46659 013 

-8008240270 Insp Repts 50-373/88 18 & 50 374/80 18 cn B8C62l-06C8.No vio’ahons 
noted Ma f or areas inspected licensee action on previous insp f. no in gs. op amt onal 
safely vei.VcatiOn. rr.onMy rramt observatcm 8 generic 1U loilowup 
RING.MA Region 3. Cfc of iho Director 88/00/16. 1 1pp 46629 003 46629 013 

8BO0 110206 NRC Inlo Notice 88 C64, "Reporting Fires in Nuclear Process Sys al Nucle- 
ar Power Plants " SvC I si encl 

ROSSl.C E D vis.on of Operational Events Assessment (Posi 670411) 88/08/18 
Consol da led Edison Co ol New York, fnc I04pp 46643 001-46643 104 

8006120327 NRC ln‘o Notice 88-065. “Inadvertenl Drainages of Spent Fuel Pools " SvC 
Ijsi encl 

ROSSl.CE. Division of Operaional Events Assessment (Post 87041 1) 88/08/18 
Conso! daied Edison Co. of Now Yo.’k. Inc I23pp 46029 011-46628:133 

8BO018O392 NRC In'o Notes 88 066, "Industrial Radiography insp & Enforcement " Svc 
list encl. 

CUNNlNGHAM.fl E Div.sion Of Indusiria' & Medical NuC'ear Safely (Post 870729) 
8R/08/22. Consol da’ed Ed son Co of New York. Inc 90pp 46628 134-46628 223 


8008030103 LEH 88 014-OO.on 880403.soloty-relaied slubbers fa id 
lest accoplAPce I mils Causes l sled Snu v jbor9 dismantled 8 <*spec 
800722 llr 

KELLER. K P., D EDERICH.G.J. Commonwoailh Ed son Co 
46423086 46428096 

8608120142 Spoc-8 1 roplo.n 870915 & 2l.lomp sensors 11E-VP21! 
caied abovo sotpomts.No causo dolormnod Torrporarv 
nspocicrt.repa red 8 funciionaily lostod 

DlEOERiCH.GJ Commcnwonllh Ed sen Co 8B/08/02 OAVIS.A3 
IbO Oireclor 2pp 46537.293 46537 294. 

880B 100299 LER 8B 0l5-00.on 880/12.RCIC lurb.ne remotoly U.ppe. 
larce proroquiSiLO Caused by msuflic Orit engogorrom ol 1r p > rkage 
aied io rope r i nkogu & ovor9pood inp linkage rope red W/8PCK38 
LYON DM DlFCtFllCH.GJ ComrnonwoaMh Ediscn Co 80/08/0, 
4 65 GO 066 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 


0800190052 Rov 60 to emergency p'an implomonling procedj'es lie: 

* Comrronwoallh Edison CO 88/63/31. 26pp 46595 335-46565 3t 

8808220199 Rov 7 1o Emorquncy P.en fmplonr.omrg Prccodure L2P 
Hazardous Mail lncidoni9 & Oinor Major Trouble " 

* Commonwealth Ed son Co BB/Ob/22. 9pp 40603 226-46603 224 

B0O7O6O52O Goner c Ur 80-10 lo a I power reocior licensees & bo! 
proval9 ro purchaso of GSA approved sccuniy coriiai' , ors S.c < si i 
MIRAGUA.F J. Associate Droctor for ProjOCl9 (Posi B7041 II t!H/i 
Ed sen Co of Now York. Ir.c. 31pp 46388 299-4630B 329. 


0800040201 Roviscd omorgorcy plan implementing procedu'os r:=. 
1330-21. “‘Doiormination of Roacfor Cooiani Cfilondo Cor.comra*" 
Samp'mg Sy9” & Rnv 6 lo LZP-1330-23. "Detorm nai.on cf Reac'.c 
* Commonweallfi Ed son Co 00/07/14 1 Mpp 46444 001 46144 


880B 100099 Partial rosponso to FOIA requost fer documents App f 
available In POR. 

GRIMSlEY.DH NRC - No Doiailod Afli'iofon Given 63/07/ 18 
Not Ass^nod 8pp. 405/0. 032- 4657 0.039 

-0800 1B0 170 Forwards rov.sod nroposotl STS for Ire prctecion for 
LITTLE.W S Rogion 3. Ofc of Iho O.rocior 83/11/04 SPE5SAR 
gor.cy Proparodno&s & Operational S-,.pport. F)3 6pp 46579 1 '4-4 


8808040076 Off*S40 Procedures hcludng Rov 14 to lZP-l3'0 V 
20 lo LZP-1320 1. "Augmenlailon of Plant Siaffino." Rov 5 lo t 
plmg of Reactor Coo'anl al High Rad alien Sample Sys " 

* Commonwealth FdsonCo 00/07/20. 55pp 46432 C64 4b432 l 


0808160244 Discusses uiil abhrovialod site access training prograr 
sonnel completing Region III training In goner.c aspects of rad aio 
cuUy & mv.Gt eyoncy t asponso 

DAVIS.A B Region 3. Ofc ol Iho Droctor. 08/07/27. ALEXlCRV 
Powor Co (formerly Indiana & M.chigan Electric Co) 4pp 4B5bi 

8608180400 Revised emergency plan imp’omonimg procedures tat* 
1 Commonwealth Edison Co 88/07/31 2pp 40596 311-465963 


8808040247 Generic Ur 8U-12 lo a‘i power reacto.' Icenseos & B?P 
fire protection roquiromoni9 from Tech Specs Svc list end 
MiRAGLiA.F J Associate Orucicr for Projects (Post B7041 H 
Edison Co. Ol New York, fnc 52pp -16463 291*46463.342 


B0O824O261 Forwards SafOty Insp Repl £0-373/86 18 & 50-37' 
oaon No violallons noted 

FORNEY.W L. Region 3. Ofc of the Director 06/08/ 16. Hut 
Ed son Co. 2pp. 46629 001 46629.013 


■8800240270 Insp Repls 50 373/0B 1« & 50-374/06*10 on B3vbr 
noted Major areas inspected llcensoe action on previous .' w 
salely verification, monthly maml observation & generic lb 
RING.M A Region 3. 01c ol Lhe O.rocior 88/06/ 16 1 ip P 


H. General correspondence 


8808310062 Requests NRC acnon lo relieve undue ^ posed by I 
He Instabl'ity NRR shou'd Issue order requiring ail Gt BWH ’ 
NRC within 1 yr demonstrating compliance w/GDC 12 Heia 
HIATT.S L Ohio Cilizens tor Rospons.b'o Energy. 88/07/?/ 
tor Regulation. Director (Post 870411) I2pp 46727.025*46/4/ u 


ip 46606 260 46606.200 

AB0aiS0l77 Final response to f'OlA request leu ilonrmmils ImwnrdH Ap|i A Horn 

o rartidl.v withhold Aop 0 documents (n*1 I'OIA Exemptions 6 A it) 

GRIMSLGV DM. NMC • No Deiallod Aflii'.illnn Given 66/0// 14 f fl.fON.JM ftudenr 
hcors'ng flepo'tft- 4pp. 46501.149-1(1601 M34 

-07JM2O13O PfirtiAV w.lH'OliJ nummary ol NHl i Mijl T tm?i» H/ 100009 vMl'» Lo Megicri 
ill oles Homo’i HI wall inanaqud 

SNiE/E^JM 00 co of Nudonr Hoantn* Mumilntnm, Drorlor (lYi-P H/04II) II//IW 
06 MURI.EY T F. Office of Nuclear heartor huuiilnlion, IMui'tor (Most H/U4 1 \ ) :i|«p 
46501.1 65-46601 .167 


0006160330 Confirms mooting on HOOdli) m NMC Hi-mon 111 in (‘.limn l.i.yn. U lo d-u 
Cuss ull polcy on InciUy BtnH working hit. per 000005 iIIhi.uhvimi between MA Ken 
OtvsJo & N SfU'lli. 

NOREUUSCF Hog on 3. Hlr. oi Ilia HiMUiliif m*/00/tlH IK H).C < <irnm:mwiMlHi 
Edison Co 2pp 40660 020 46660 l>3? 


•*6006160341 NOJiJrcoUon of UAOBIfl •niuillinj w/licermtu ,ti Glim I'llyaU tn disc ms li- 
censee pehey on nudonr powur pi. ml Midi working Iiouh 

» Region 3 Ofc ol Iho L).f nclor. im/0H/<!H Huglivi 3. Ole of Ihu U rector ip 
46560.032 46660.03? 


8000180293 Appl colon lor rimoiwl In 1 tconr.e NM( -10,rnndtlyir.u liildu ol primary con 
lahmonl isolation valves lo hlonlily new mccosn l!< w check valves IsHeg iiiMu'luil 
Puma second reducing nutnqo Ton paM 

AilBNCM Conuntnwvnmi 'iUimxi (Y> IIM/Oli/CW Dm.mvmil Centml Hoim fi (Dm u 
monl Control Cu9k) 2pp 46660 274 4Cir.HH 2/0 


PS1 Swine (Jus ” Svc l'..1 unci 

MOSSl.Cf* t>iv sli>:i ol CrM.rut.unni Eventf. Asnossnuml (Post 670411) 6H/0U/03 
(a>uscl dale. I Edison Co Of New Yoik, Inc I21pp 40437 121*40437 241. 

0000030200 Suf.pl 2 to NMC ilt.UcsIiri R« 036. ’ Nencon'omiin;) Malls Suppl C3«l hy 1>i|i. r «l 
Sufipl (i'i.lr.0 nl loi-aan.NJ A West Jersey M(g Co at WHamstownNI ‘ Svc I is I unci 
UOSSI.Ci: Oiv.bn ol CpemConni Events Assussmiiin (PoM 6704 1 1) 66/06/03 
OmnfiltiUNl f.'ifisnn Co of No* Yoik. fnc MUpp 46VJH t2f*4lW3H.?fl(f 

0807290000 Su|i|i1 2 lo NMC Hu'luim im ijrm. “(herm-H Suossm -n Piping Conendi'il In 
I ICS " Svc 'ihl end 

MOSSI.CC Division n! (Wriitioenl Ivonla Assessment (Peal f1/fJ4ii). Gfl/CR/04 
Cnn'.oiilaU d FiJison Co c>( New Ytxk, Inc I2l)i|> -10604 00 1 46604 1 ? 1 

00072001 1 1 NIK'. Inin Noli: « (10 066. “ PolunHal P<nt>lnm'j W/Si'icunu Fnft-il I Ire llarr.t)i 
Pannlmt oii Sonlfi “ 5wc list unci 

ROSSI,(* L Uivisirai of Op. ml mini Kvnnlo Aftsus?in;mU {IVisl 1)70411) HH/0H/04. 
('cnsu'iilahsl i:d.'.CJii (‘o nf No* York. Inc 1?3pp 40660 1 76-4(1500 ?A\t 

0000020006 NIKI Info Nulico 111) 067. ‘ PoKmtni l oss nl Kola Shulduftn Lumpmunt Onn 
lo l J rumntu»o S-:-r.i:u Conlrollnd Muclil.of f fnl-.ni ” Svi: Hot end 

riOSSl.C r of Opurnt-onnl CvunlR Af.snr.siiiont (Post 1)704 11) HiUOU/tlll 

ConMi'nl.iIrrJ 1.'d-:,un Co nl Now Yo*k, Irs: 1?2pj) 464')6.12f» 4D4!>9 ?46 

0000020102 NMC- Info Nut:ur HH 0?.n, * PoUaitial ProtiVmn W/ASFA (I town Hovml 1TL- 
fill (mu) Ovnrcurrnnl Mo'ayn " Svc I si nnrl 

MOfiJif.Cf D.vr.mn o I i)nnrnlt)nstt f:\nml4 Asso'/'imanJ (IV>‘*J fJ/04JI) 08/P0/0H 
CcH'sn'nlati'd fid son Co <>f Now York. Irm I2()fi|i 466311(101-40036.120 


■0008100311 Propusnil Tnch Sjua^.innilifylud 1<U>!o nl jinmnry uni uinlalinn 

ve f vOi f:> Motility t'<:w oxt:OtiU iUi tY #J«.-r:h f>»iJn*f fn-)1«)JJi*;J rJur n<) ■).»: o/‘d odunl 

i no oulflgo 

• COT.mcnwoallli Fd.son Co. IHI/OO/OU 4jifi. 4()!>l»ll 276 460611 ?7'.l 


0000030112 NMC Info NnUci 6IJ 0M1. * MSIV (Wnln Mail Fnluro al WnKirlord Unit 3.*’ 
rive fst and 

MOSSI.Cl- (i.viMon ol Ojirnd'Oiml Ivontn AtiscWiuml (I’ijrI 070411) HO/flH/Oi). 
ilidatuil f il:;onCn of Now York, Inr: 1?lf>ji. 46407 (11 1 4646/ 131 


0000250 f02 hOrv>nt<l<i fiafufy uvilUlMtin trinr.Uim »6f rumu>!>\ U)i /r>J.r.’1 limn I mi'/vli n 
losi ng p'og'arn tnnnrvico 1<islin(| protrnm rnvr rr. IuhI 10 yr iiUrfvnl frnm 640101* 
040101. 

SMEMANSKI.PC Pro|nol Dlmclornlu III ? 611/06/ 10 miHS.N1 Ccnnmonwii.dlh 
Fdrson Co 5p;;. 10043 2271 40043 MO 

• 8008250106 Saloly ovoLiallrin ru insmvirn loslmij firuniam A rurjun-.l'i fur rulnd 
* Olfico ol Nudunr Monr.tor f1«(|ii!alion, Omrclur h/o-iii). nn/06/tii 1 1 p j > 

466-13 233 4CG43 243. 

*-6807000332 ’ (^urnp & Volvo Innoivinn Tunllhf] IVmpnni.l nSnllu Cnnnly Slnllon.lJn in 1 
& 2 " 

COOK.Ti, ftOCKHOLU.ttC CCi&O til.ilu*. Inr. <r,ulri nC t.C,K(i, fru: ) f.Cfi NfA 
7967. 80/05/31. NMC * Ho Doln lod Alfi'inlion (iivon 103pp 4tifl4'l244 460-13 346. 


60000400Q2 Suiipf ) to Hflc fnfn Nntlcu HO-tftM, "fiu«ftMpi.'if<» /Jiu^/icdliuo A (X'iiarrii/*ri- 
minn uf f iro (lnmt:r I'unuirallnn Snnlfi " Jwi. la, l uiilI 

HOSfit.Cl Mivi'.-un nl njiuraliorml Lvotiln Assueymunl (Pml 1)70411) RH/OH/OO 
CniiMilitliilml ( ’ 1 1-sun Co ru Now York. Inc I2lf>fi 4 IJ 556 205-46556 

Q0OOO5O13G NMC Inlu Nntcn Ull 060. ‘ Inadnii'iriUi Mu-.lgn A InsHYlnlori ol Wn1ur1l[|U1 
Pminirailtirt Sim's " Svir IhI hiilI 

M( lfiSl.l 1: Miva.'Ch nl Opuialiunnl fivi'til'i AnffOiMjinenl (f’osl 670411). 66/011/1 1. 
i:i)‘tsril.i1:iltnl I dinnrt Co of Nr*w York, Im: l?11f>fi 405611 2I>6 46570:060. 

OOOQQSQ24Q NMC Irifu Nolen 66 661, "Conlml Moom Mali'lDlrMy Nnca.nl Moviown ol 
Oiu rnlm/j I -yruriuncu." SvC li'Jl Oiu.1 

hnSSI.Ci: fl.vitilfin of Opefplionnl (ivnnlR An r .iiS 9 innnl (Pod (1/0411) 66/06/11 
Consol i lain: I fMif.un ('c> of Now York. Inn l?!ififi 4(3504 Ill2*46!/Jfi 070 


Q. Inspection reports, f£ Duffollne & correspondence 


8805200205 NRC Info Nokco 66-032, “Prompt lloimrlipij to NMC ol S i|mf;cani Iru i.lruU'i 
Involving nodioact.vo f/ail *' Svc list <jr:cl 

CUNNlNGMAM.n C. O.vlsion of lmiii‘»trial A Muilaial Nucloiir Safety (Pud H/U/j’ll) 
86/05/25. Conso'.idatud Ftlison (iu nl Now York. Inc l20pp 463116 1 70 463H6 2l>6 

6007280105 Forwards ovorv.uw mnlrix of plnrit porlnrmnru'.u oxom noil 6y J>Al.P firocuRS 
eva'irativo cr.iorla uscrl in 6M0G21 nroBonlntion of SAI P / rofil 
DAVIS.AU, ftny.on 3, Ofc of llio lJ rector 60/07/20 fJUCO.C' Comrr.oriwt!(lllli l:disnn 
Co ?pp. 40345 305 4G346 300. 


8807200162 Suppl 1 lo NMC Info Notice 66 046. “I icunstHi llopl of Dolor live Mofur- 
b'shod Circu.i Qroakors ” Svc t»«t oncl 

ROSSI.CE Divi&ion of Ojinrniionol Evonis AHSO'^munl (Post 670411) 66/07/21- 
Cor\so:idaiod Edrson Co o / Now York. Inc f2 r »pp 40:6)6 054 46360 )70 


0807200246 NRC Bulloln 00 009. “rh.mhlo Tuho Thim-nn In Woulinnhonsu f Junctors " 
Svc list end 

ROSSI.CE Divls-on of OpotahonM L : v©nH Assossmon! (Post «/04)J) 6H/0//26 
Con so! dated ErJ.son Co of Now York. Inc 1?3pp 4034 R 0/0 463411 io? 


8807210218 NRC Info Notico 00 052, Fai'uio of lnunuler.no Tamjirm of Hotelier Suit 
Apd caio/ BracbyHHvapy Dovrcoa Ditnon Pnhonl Jroaunotil " Svc f.sf u«cf. 
CUNN'NGHAM.R E DiviS:on of Industnal & Mmlical Nucloar S.ifrrly <1*01*1 6/0720) 
88/07/27 Consolidmod Edison Co of Now York, Inc. lOOpp 40307.029*4030/ 130 


8008160244 Orscossos u W atibrowoted S'W access frainfrrq proqrarn for NRC frrsp per- 
sonnel completing Region lit irolmnu in nonoric nspocln of rudiniion snfoty,pUyn:cnl bo 
curily A omorgonry rosponso. 

DA VIS. A U Region 3. Ofc ol the OiraClor 60/07/27 ALEXICM.M P fndmno MxhlQnn 
^Owo/ Co ilormorty Indiana A Wcfnian Cfocfric Co) 4pp 4fi5(D 240 46561 25 1 


6908230260 Forwards latnu rov ol NRC Manual Chapter 0510, “SAIP.” MoQion 111 will 
oegm using now funciionol mens sol forth m rov lor nil SA1.P ropl ponods which 
Mnoci 580606 olfoctivo data of procedure) 

u h UU5,C E Ro 0 ion 3. Ofc nl ttio Director 06/07/27 AlEXICH.M P. Indiana 
n.KlJi 11 Powe ' Co. (formorly Indiana & Michigan Eloclnc Co) HiNTZ.DC Wiscons-n 
' uW ' c Serv.co Corp. 30pp. 46620.000 40620 120 


6006050295 NMC Into Nnj.cn 66 Or)?. ' Mnruel l inrlngn re ImpVtnenUil.on of QA Dio 
«*nnw l.y SrjpjVirur. of frannimrl Piinknyoa *' Svc 1.51 nncl 

nUMNLll.HI- Divisnn of Snfeguanls A Trnn-.!f:orla1lon (Most 6/0413) 6ll/t:6/12 
Corr.rt'idaled Ed. son Cn of Now York, If*. C 109p|) 40061:155 46501263 

0000000204 NMC irifu Nulico 66 063, 4 High Mmlialiun Nn/mil‘i f ro-n Irradiaiod In I/O m 
DetocUirs A entries “ Svc H9l mul 

MOSSI.Cr Mivivon of Opnralionnl Evuntn Assennrnanl ((>usl 0/0411) 66/66/ IS 
ConWkfrtUrd Fibsan Co of Now Yoth, I PC J fUf>p 41)569 005 -10560: J 74 

0000240201 forward 9 Safely Imp Mept f»0 973/f!f)*l0 A 50-374/06-17 on EI6062I* 
0666 No viulnlihns nolod 

f'OMNCY.W( fion-on 3, Ofc of tfm l/rucfur QH/Ofl/W UCF.O.G ComatonwunWt 
ft risen Co ?PP 4t)62!) 001*40629 013 

-*0008240270 Irisp MeptU 50 373/66 1ft & 50 3/4/60-lfl on 66062l*0R0n No vloMHnna 
noted Mn|or nruas inr.por.lod licenser* ar.linn on provo;* msp findr-.gs.opomCuruif 
riafnly vunf.calion. niunitily malnl oliyervallcn A generic Hr followup 
MlNCi.M A ItuQion 3. Ofc of lha D.rocier 60/06/ 16 1 1fi(> 4G02U 003 4(1629 0 13 

8808110206 NMC Info Not-co 66 0fl4. HepOrlng ( iron In Nuclear IYocot.fi Syft nl Nude* 
nr f’owor fMoniH 41 Svc 1-31 end 

MOSSl.CG Oi'Mion of Opor;ilionni Events Agsrrssmrmi (Pod (170411) 60/06/16 
Consoi daiod Eihson Co. nl Now York, Inc I04pp 46043 001*46643 104. 

0000 120327 NMC Info Noiico 60*065. 'Inniivorleni Dromarjoi of Spent fuel Pools " Svc 
list end 

nOSSJ.CC Divis<on Of Operational Evonis Assua^menl (I’osl 0704 11) 06/06/ Ml 
Consolidated Fdoon Co of Now York. Inc 123pp 4G026 01 1*4062(1 133. 

8008160392 NMC info NoilCO 66 060, “Induslnnl MarJIography Inbp A 1‘nforcoMnml “ Svc 
lisl oncl. 

CUNNlNGMAM.fi E OiviSlOn ol Industrial & MaiJical NuCloor Safely (f^sl 070729) 
00/00/22 Consolidniuil Ed.son Co of Now York. Inc 90|)|) 40020 134*46026 223. 

8606(604(4 NHC tola NoVco BO 0(1/. Vtyll AuxUary Foixiwnlor Rurrp Iwhinu Ovnt 
S(>ood Tr.p Pn luro *’ Svc list end. 

MOSSl.C H Div.sion of Operational Evonis Assossmont (Posl C/0411) 06/06/22. 
Consolidated Edison Co ol Now York. Inc 123pp 46643.105 46043 227. 


8807290008 Scpp' 2 to NRC Bulem 88 008. "Thorrral Stresses h Pip ny Ccnr.eclod Io 
PCS Svc I si enc! 

ROSSI.C E D.vision o-f Opo'et-onal Evenly Assessment (Post 070*JM) 80/C8/04 
Con so! dated Ediscn Co. of New York. Ire I2lpp 46504 COt 46504 121 

8807290111 NBC Info Not.ce 88 056. "Potential Prot}lonr>s W/S Icon© Foam Fire Darner 
Ponelial on Seals *' Svc I st or.cl. 

HOSSI.C E Oi vision of Operational Evonts Assossmonl (Posi R70411) 00/08/04 
Consol dated Eason Co. of Now York, “nc I23pp 46569 175 46669 297 

8808020095 NRC into Nolic© 09 057. "PoieuKil Loss of Safe Shutdown Equpmeni Duo 
to Pre/ratur© Silicon ConVo i-od Rocuficr FaiVo * Svc l.sl encl. 

HOSSI.C E Oiviscn of Operational Events Assessment (Posi 070-til) 86/09/OB 
Consol dated Ed.SOn Co. of New York. Inc. 122pp. 46453 125 46459 246 

0808020102 NBC Info NoliCO 00O5B. Pcfont'al Problems W/ASEA Drown Eoveu ITE 
51 L Time Cverturrent Belays-” Svc I si encl 

ROSSI.C E. Otvscn of Operational Evonts Assessment (Posi 87C411) 66/06/06. 
Conso 'iddled Ed son Co. Ol Now York. Inr I20pp 46530 001-46530 120 

8008030112 NHC Info Not CO 06 059. "MSlV Gut'o Bail Faluro at WalorJo'd Un.t 3 
Svc lisl oncl 

ROSSI. C E D.v.sion of Gporaiicnal Evonts Assessment (Post D70411) OP/08/00 
Consol dated Ed.SOn Co. of New York, Inc 121pp 4G467 01 1 4G467 131 

0608040062 Sv.ppl 1 to NHC Into Ho; cb G0.C04, “ lnadocuaio OoaU.cnUon & Oocutren 
tat on cf F re Berner Pane* rat on Seals " Svc I si or.cl 

nossi.c E O. vision ol Oporaiona 1 Evonis Assessment (Post 070411). rjo/08/GO 
Conscl daicd Edison Co. of New YO‘k. Inc 121 pp 46558:205 46550 325 

8008050135 NRC inlo Ncticn 0B 060, "Inadequate Dosgt & fnsia'labon of watertight 
Pone t< at on Seats ” Svc list cnc> 

ROSSI.C E. Oivialon of Onoratoral Evonts Assessment (Posi 070411) 0P/C0/11 
ConscUatod Edison Co. of Now York, lr.c. I23pp 46563 208 46570 060 

8008050240 NRC Inlo Not co 68-061. "Centro! Room Hnb liability ■ Recent Boviows Of 
Opcrat ng Fxponor.co ” Svc I si or.c1 

ROSSIC.E Division of Operational Events Assessment (Post 0704 n) 68/08/11 
Consolidated Eason Co. of Now York, Inc 125pp. 46594 312-46595 076 

8808190282 Forwards Solely Insp Bepi 50-373/08-20 on 800718 27 No violations 
noiod 

WRtGHT.G.C Regicn 3. Cfc Of the 0 rector 80/00/11 BEED.C Commonwoa'lh 
Ed-son Co 2pp 46509 005-46599 019 

••680B190291 Insp Re-pt 50-373/88*20 on 630716*27 No violations or dov.ahans 
noled Major arena nspecled acnon cn prevous find ngs cal br of nue’ear nsu^rrenla 
lion sys & shutdown margin & reactivity anomaly survo fiances. 

WETZEL.BA, PHlUIPS.Ur. Regan 3. Cfc of the Oiroctor. 68/06/11 13pp. 

4G599 007-16599:019 

8008050295 NRC into Norico 86 062, "Recent Finings re Implementation ol QA Pro- 
grams by Suppliers of Transport Packages” Svc l.st end 

BunNETT.R F Oivislcn of Safeguo'ds & Tronsporiation (Posi G70413) 08/08/12 
Conso'idaled Edison Co of Now York, Inc 109pp. 46581 155 46581.263 

8808090-264 NRC info Not ce 06 063. H gh natation Hornrds From Irradiated in Core 
□electors & Cab*es“ Svc list end 

ROSSI.C E (Division ol Oporehona 1 Evonis Assossmcnt (Posi 870411) 80/00/15 
Consolidated Edison Co of Now York. Inc HOpp 46569 065*46569 174. 

8000240261 Forwards Safety Insp Ropi 50 373/88-10 & 50-374/GR-17 cn 660621* 
0B08.No v O'alicns noted 

FORNEY. VV.l Hog on 3. Ole Of ihe Director, flfl/C0/16. REEO.C. Commonwealth 
FdiSOnCo ?pp. 46629 001*46029 013 

-8608240270 Insp Ropts 60*373/06.18 & 5Q 374/801G on 060621 0800 No violations 
noted Major areas inspected I censen action on previous insp find ngs, operational 
safely vent caVnn. monthly me m observation & generic Ur lo'owup. 

RING.MA Begaon 3. OiC Of tho Diroctor. 0B/0a/16 1 1 pp 46620.003-46629.013 

88001 10206 NRC Info No'ice 86 064, "Report ng Fjres n Nuclear Process Sys at Nucle- 
ar Power Plants ” Svc l.sl oncl 

ROSSI.C E n.vision of Operfllona 1 Events Assessment (Posi 870411) 80/08/18 
Consolidated Edison Co ol New York. Inc i04pp 46643 001-46643 104 

8908120327 NRC Info Notice 60 065. "Inadverioni Drainages of Spool Fuel Poo's" Svc 
list encl 

ROSSI.C. F D.vision ol Operational Events Assessment (Posi B70411) 88/08/18 
Consolidated Edison Co of New York. lr.c. 1?3pp 46620 01 1 -46623 133 

8808160392 NHC Info Notice B8 066. "industrial Rad ography Insp & Enforcement ” Svc 
lisl end 

CUNNINGHAM, R E. Divis on of Induslrial 8 Medical Nuclear Safely (Posi 070729) 
88/00/2 2. Consol dated Fcfrson Co. of New York. Inc. 9Gpp 46620 134 -46626 223 


40429 086 46420 096 

8808 120142 Spcoa‘ rept on 070910 & 21 . temp sensors HE 
caiod above sotpents No cause dotorm ned To 
mspociorl.ropairod & funcimnally lesled 
DIEDERICh.G J Comn.onwoalifi Fdson Co 60/00/02. 0^ 
tHO Director 2pp 4G537 203-46537 294 

8808160299 LEH 88 015 CO cn 8Q07l2.BCiC tu'hlno renoml 
lance proroquiS.ie Caused by insuMiCier.l engagomonl cl tr n 
atfid 10 repa r I rkage & uverspeed 1r f) I r.kago repo rod W/G 
LYON.DM. DIEDERICH.G J Commonwoa'lh Ed sen Co 11 
46560.666. 


DOCKET 50 374 LASALLE COUNTY STATION, UNIT 2 


F. Security, medical, emergency & llro protection plane 

0800190052 Rov CD to emergency p'an implcmeniing prtxodi 
' Commonwealth Ed son Co 80/03/31 26pp 46595:335 4 

8000220199 Rov 7 to Emurgoncy Plan Implement ng Procoil.. 
Ha/ar<lojs Mali incident* &. Other Major TroutVo " 

' Co n “monwoalth Edison Co 80/06/22 9pp 46603 226 4t 

0807060520 Generic Ur 00 10 to all power roaclor leunsoo 

K rovols io purchase of GSA epprovod security coniamo-sS 
IIRAGLIA.F J Assoclato Ui.'oclor for Pro.ecls (Post 0704 1 
Ed SO.n Co of New York, fnc 31pp. 46306.209 46360 32J 

8800040281 Revised emorgor.cy plan irrp'o.moniing procr’djr 
1330-21. “Doierm.nali jn of Roacfor Coo’anl Chiendo Court 
Semplng Sys” & Rov G io L2P- 1330*23, "Oeiorminaiicm a 
' Commonwoami Ed son Co 60/07/14 114pp 46444.001 

6800160099 Pariiol rosponso 10 FOIA roquosi lor dcci-rnonl 
ava lalilo ;n PDR 

GHlMSLtY.DH NRC • No pnrailod Affiliaiion Gwuu f>ff/( 
Not Assigned Qpp 46570 032*46579 039- 

**8800180170 Forwards revised proposed STS for f<ro poirr: 
UTrLE.WS Rogon 3. Ofc of iho Director. 03/11/04 SH 
goncy Preparedness & Oporat onal Supporl, H3- 6pp 4607! 

0806040076 Off-Site Procedures mclurfmn Rev 14 to L7P 1 
20 to l.ZP 1320 1. “Augrroniat on of Plam Staff rg,” Rov 
p'mg of Roactor Coolant ai High Radialion Sample Sys ’ 

* Commonwealth L-d son Co 80/07/20. 55pp. 46432:064 4 

8806160244 Discusses uM abbreviated Site access Iru nng 
sound! ccmplellng Reg cn III tra'ding In gononc aspocte of i 
entity & emergency response 

DAVIS.A D Region 3, Ofc ol Iho Diroclor 88/07/27 AlL : 3 
Power Co (formerly Indiana S Michigan Elcciric Co) 4PP 

8000180400 Revised emergency plan implementing procmiur 
* Commonwealth Ed son Co 00/07/31. 2pp 46596.31 1*4C 

8806040247 Generic Lir 00-12 to all power reactor licensees 
lire protection requirements Irom Tech Specs Svc l.st encl 
MIHAGLIA.F J Assoc'ato Director lor Projocts (Post 07C41 
Edison Co. of New York. Inc 52pp. 4G463 291 46463 342 

8806240261 Forwards Safety Insp Hept 50 373/00 10 & 
0806 No violations noted 

FORNEY.WL- Roylon 3. Ofc ol me Director. 00/08/16 
Edison Co 2pp. 46629 001 46029.013 

**6006240270 Insp Bopts 50 373/08-10 & 50* J 74/86*10 on 
noted. Major areas inspected licensee achcn on provot 
safoly ver.ficalion. monihly mainl observation & coner iC Ilf 
RING.M A neg on 3, Ofc Of the Director 60/08/16 1 1pp 


H. Genera) correspondence 

8808310062 Requests NRC action lo relieve undue risk pos 
lie Jnslabi'ity.NHR should issue ordor requi'ing all GE DWR 
NRC wiihin 1 yr demonstrat nu compliance w/GDC 12 Re'f 
HIAlT.S.L. Ohio Citi2ons for Hesponsib’e Energy. 88/07/i 
tor Regulation, D. rector (Posi 67041 1). I2pp, 46727 025 4( 


j-no-nl Cor.t'Ot Oesk) 3pp 46304 309-46304 311 

07200150 Ack receipt ol 880330 Or InUymmg NR C ot sh.-pa Inkers U> uutoa * oIiiik;ii-i 
need n ipsp Hopi 50-3&?/87*31.1lcm 2 adurpjftto'.y ndilKWtotl n ronponsu Action-. lo 
correct d*aw.ng & item 2 ol violation wi.‘ bo addressed in fuluio •' ■ #i l» 

C ALLAN, l. J Region 4, Ole of Iho Oircclor. flB/07/10. PLVVl: A*d ..J G Houston Myhl 
n< I & Power Co 2pp 46345 243 46345 244 

07280162 Sbppl 1 to NRC Info Noted 00-UnG. "Llcoimoti rtujit uf Nedo-iwo Hutu' 
bished Ci-cu.t Breakers *' Svc list oncl 

ROSSI.CE Division cl Cperatonnl Events Assessment n/114 1 1> 6U/<i//2l 

Conso .dated Edison Co Of Now York, Inc. 126pp 4 6300.01(4 -4C3flf) 1 /II 

107280313 Forwards Insp Ropt 50-382/88 15 on 8805 10?0 * OIKJIIIWNo violations 
or do via t.ons noted 

CALLAN.LJ Re-g-on 4. Ole of ton D.roctor 00/07/22 DEWl ASI.IM l iMSMf.t 
Po*er & Light Co 2pp 46337:109-46337 1 1 7. 

9807260314 Insp Kept 50 302/88*15 on 89051 G 20 ft CMCh-OUNo voMlmrfi nr tfovi 
at an9 noied.M-a;or areas inspector! inscrvico lasting (irournm f(>r jMiirps ft 
valves, Including tracking methodology tor insorvico testing, tool pruruilumn ft msulp. ft 
OA aud is 

STEWART, RC , BARNES, I. Region 4. Ofc of 91Q Olrectof. flll/07 / 14 /|J|> 46113/ 111 
46337.117 

BO0O2O2S3 Response to NRC Bulletin 87-032,Suppl t in fiviloiv r to ilnlofovou 

confo'manco w/applicab'.o moll speC9 List of Hupplure from which witniy minted A 
non safely -rot atou fasteners purchased. oncl. 

BllRSKl.RF. Lou.slana Power & Light Co 80/07/25. Dcctiiminl Control Itmnili it foe 
c moot Control Desk). I0pp. 46375 194-4037 5 203. 


ctniMiirliig than u» peeled 

lltJHSKI H 1 l oi.is.HM f'owur ft I :<|li1 tin 119/08/09 Coc.uir.onl ConliCl Rutrxh Jl)jc 
uii'onl Control Unsk) Ip 4l>!>9', 183 -IhVlft 163 

0000170202 Ack noi.pl ol 8/1723 ft 1160101 tire infer rinm NllC of slops token lo cm- 
rod violations nhluil iii 'insp Mopt !>■> 3M2/H/ 27 Hovisml con'plulian dnki In* c;<rrm - 
livn nr In ii iu rx ruplnhln 

CAUAN.l J Region 4, Oti: ol Urn O.mr.lof AH/OA/Hl DliWliAfit 3<i. I omsian.i 
I *0Wi r ft 1 UllH Co 2|ip. 4li‘i04 356 46664 35/ 

0800050135 NRC Info Noliro MU gn>, * In.idugunto IVn.g i ft insiniMi nn of Wnicit ijlil 
1 , i , r > r.4Mli:m Seats " Sve lisl Mru l 

MOSSl.C l IJivivisn of ( Ip'raknotil ivouls Ansossir.o'il (Post 6/0411) ftlt/OU/11 
Corif.o , nJftln;l I d son Co of New Yoik. In:; I73|lp 46560 796 465/0 060 

0000050240 NRC ln*(t AV/lieo Oft-WM. "Uordfril Hoorn n.ii iUithiy Huron) Huwows r>J 
C'porRlinii r.Ktx'iifncii " Svc I Si not 1 

MOSS', CE l)iv slnn of CijininiKHsil l.voiila Assnsr.iiioni (Pout 870411). 86/06/11 
Coir, r:l.d tied ruir.on Co of Now York. Inc 1?ftpp 46V.M 312 -46585 0/6 

O0OOQ5O2O5 NMC Into Nnln‘»i 66 067, llcc.nl f mrliiy. ro lug i'.o*i.cnlftlli)M of OA Pro 
grnnrt tiy Supplem of Tmri'.tpotl Packages " Sve h:%1 one:! 

rjunNPl T.M.r Uwisoe ol Sn1<H|imrds ft lr urn, porin' Oil (Post 6/U4 13). 66/08/12 
Con-io'i In (ml Cd.*iii'if:i) O/Nrjw York. fmj fO!tp;j -KiftH I:IV. -IW5HI ?«.'/ 

0000000204 NllC Info Metro NU lV.'l, ' high Itarliaiion I In/.irrh f rran IrroilinUal In Cairo 
llclor.lora ft CnUin " Sve 1st nnr l 

MOSSf.Cf. MiviSkm of C)j:i a rru.on;ii t vonlo Assosumi.rii (Pnt»l 6/04 If j. 88/06/ 15 
('(iiisi>l:rl.lhsl l (fisnn Co of Now York, hir 1 1()|>p 4t.5<i6 06ft -IL. !.(:•) 1 /4 


807208246 NRC Bulloim 88 009, "lli.mbfo Tuhn 1 lilr.n : r*ij ri Wo:»lin;j1inii'.r» tti idorf. " 
SvC ist oncl 

ROSSI.CE. O.vison of Oporational Eventn AoftOtfSmuni (f’nnl fl/0411) H8/d//7r* 
ConsoSdaled Ed-sonCo of Now York. Inc t23f>P ftf>:MlL<l7CMti:i4U 167 


607210218 NRC] info Noiico 88-052, "Fni.ura of Iniraulorinti Turn Join of f IoIcIhh Soil 
Appl-cato: Brachylhorapy □ev.cos Curing Patient Trontmunt ** J'.vr; lr»1 uml 
CUNN'NGHAM.R.E O.vls'on of Industrial & Moil cal Ni.dOilf Htifniy (Po-d n/tl/.M) 
68/07/27. ConsoLdatod Ed«son Co of Now Yr^rk, Inn lOflpp dti.ti)/ 07U 4t»'i9/ 1:t6 

1-807220034 NRC Info Noiico 88*053, "Llconaoo Violntions ol NUC Itr.ip.'ations.WMi h 
Lod to Med-cal Diagnosis MisoUmlmsunfons " Svc lisl <mc1 

CUNNINGHAM. R E. Division of Induslnal & Modicni Nuclonr Sufoiy iPont U/tJ/79) 
38/07/28 Consol-datod Ethson Co of Now Yurk. Inc. 106(1(1 4U;|W» 263 4636/ (1?6 

1807220192 NRC Info Noiico 88-054, ‘Fa'luro of Circuit Breaker 1 n'luwing Insinllnt r>n 
of Amptector Direct Trip Altachmonl *’ Svc list oncl. 

ROSSI.CE Division ot Operational Events A&soBsmont (1*001 n/Oiit) 66/0//7M 
Consol dated Edison Co ol Now York, Inc 1 2 1 pp. 4041/ 020 41 * 41 / 14(1 

S807260019 NRC info Noiico 00-055. "Potential Probloms Cnusoif iiy S-nn'o 1 mluro of 
ESF Sw ng Bus." Svc I .si oncl. 

ROSSI.CE (Division of Operational Evonts AssoeBitiom (I’oal 87(1411) mi/UM/Ol 
Conso'ldaterf Ecjison Co. of New York. Inc. I2lpp *1643/ 121-4(340/ 24 1 


6908030289 Suppl 2 to NRC Bulletin 88 005, "Nongon forming Math Suppled by P.pinii 
SupphcsJnc at Folsom, Nj & Wosl Jorsoy MfQ Co m W.ll amn'owrr.NJ A Svc li(.1 end 
ROSSI.CE Division ol Operational EvOntn Auscssmoni (f’oal 0/0411) nu/tlfl/03 
Consol dated Edison Co of Now York. Inc 1411 pp. 46ft3Q i'tif). 


680/290008 Suppl 2 to NRC Bullotin 88-008, "Thormnl Slrossua in Piping Connected to 
RCS ” Svc list end. 

ROSSl.C E Division of Oporailonai Events As^os&moni (Pool fi/04li) 66/06/04 
Consolidated Ctiison Co of Now York. Inc. t21pp 40504:001-4(1504 171 


8807290111 NRC info Notice 88-056. "Potential Prcjtilorrm W/S-liconn f uiOo Tiro limner 
Penetrat.on Seals Svc list end. 

ROSSl CE. O.vis-on of Oporaional Events Asso&smont (Pool 6/0411) 68/08/04 
Consol dated Edison Co of New York, Inc. 123pp. 4650(1 1 75 40569 70/ 

Ba ™ S0 G 3 C S2/0?!25 00 ‘ 2a l, ’ ,0 '"’' n9 NnC °' S ' 0,,S 10 “ 01,11,0,.-. 


CALLAN.L J. Rcg'On 4, OIq of tho Diro-cior 
Power ft light Co 2pp 46478 172-46478 173. 


80/00/04 DLWEASG.JG Lou'slana 


81 "’ ,0, ' n ' n9 NnCo1 8,Uf>8 ««" 10 cixiocl violaiion9 
P^ A aU^^ 9 1"pP^G°7»MM6«9^^ 8O/0D,0 ' , DEW ^ SEJG ^'"^"0 

88C9D20095 NRC Info NePca 88 057. “PolGniinl Lo«>a of S/dn n. lrt 

to Vromaium S.'.con Contro-led Rocl.f.ur Faiiuro • Sv o list or|l Equipmont Duo 

nOSsi.C E, Divslon ol Operational Evonls Assossrnoni flWi oynan* 
Consof.daied Edison Co of Now York. Inc. 122pp. 4645^120-40,159.2^ eQmm 

Notice 08-058. Potential Problems W/ASTA drown Hnvon ITF 
51L T«me -0 ve r cu r rent Relay s.“ SvC list oncl. W urown uovon ITE- 

ROSSf.C.E. Division ol Operational Events Assessment n?nm» nn/nn/nn 

Consa' .dated Edison Co. of Now York. Inc, 120pp. 46530 ^00 1-4 6538 00/00/0n 


0000220 1 70 I N mum/ MM f!60Ht6.o<itK;u nf propo' toj iiiipiviilKjri ol r.ivil puiHilty in 

ml of $'ifi.ntlii ivaiud to llr.nii'.uo li.isod on iivi'nl in w»vdi inner i. rule loaoltjr 

vu'.’jol Wider lovi I Iml cniiori Iwh.n oi*',iilli;:l in iMv.tnliPii ol coal op pump 
llllUMANJ, Itlttf MMAN.J Oft: of I nlurciiria nt <Po'»t 8/0413) Hlt/Oft/lft l(i 
4M>03 72ft 4lT|>o:i 77ft 


8090240 1 7 1 Mrft(irrtils tn NMC Hr ro vmlitllno'i nulctl in tir.p ltrv.il 50 :162/68- 13 

live act <in*i hikun Ma.ni IlirciliVK 76. "Tnuiblo'.liuii? nil." dovnlnpi :il & trolii rg iiitO'iitin 
tin /jltimlliih to fjnlails pn^molrvl lo in r .;»i-r loiu 

MlJHSKI.MI l o*iP r .ian.i Power ft light Co. Mfi/OH/W Dor nmonl Cunlfol llriinch 1* Jos 
uii.r-ni Coni lot Desk) tl|i|> 4liU31.fllift 4(ifi’M 607 

0000MO2P0 NMC Into) No »«> 66 064. "Mi-pivt oj f ro& in Niir Jnni P/ni rffH) S yr, nl Niir;Jt» 
nr I'owur f'litnls " Svi: list I 

Mf)!iSl,l*f: D.yi'.'On of Opi'rntiniinl l.vmilu AlsosiiV.Pnl llfti^t 8/0411) 66/Ull/ 16 
Conso'i.latoit f"(l ■.inn Co of Nuw York, 1m: 164pjj 4(Ui4!HU)1 •4<1h43'1f)4. 

8008120327 NMC Info Noll mi pri dtift, "Irmdvorlont Oralucgue of iiptril foul fftmls' Svc 
Iml cmrl 

MOSSM'f: Divi<»lnn of Oriutfll r»iji l vunls Ansut^niunl 6/0411). HU/06/lfl 

Cunsofiiffllod f.'iftsorr Co of Now York, fn.7 4G028 (1 f f -4fl(J2fJ KJ3 

0000230217 iJ.souSSi’S Insp Mo(>1 56387/88-10 ft foiwpnh nulcu Ol vlelniicn ft prci- 
[>u so if upposilion of civil penally. 

MAR11N.il f) ffoijon 4. Ofc of Clio (Jructor 66/06/18. OEV/CAfif-.J (?. touhmtM 
Power ft t Iplil Co 4|>j) 46010 1 76 40819 160 

-0000230222 Nul.co of v.o'iilion A proppf.od ImiuiMloo of civil (XinnUy In nnuiml of 
$50,000 Noncomji'iaoco no tud failure to tnko adrrtuolu corrociiva ni:boi»i lo iirodudo 
rujjolilion of t,igr.if-uinl Lomlillpn driver su lo (]ud:ily 

MARTIN, RD Rfiyion 4. CJfc ol Iho iMuctor 66/08/16 ftpfi 4011161(17 4 Oft Ul 168 

OOOQ 100302 NMC Info Noftco Ul) 066. "Ind.i&winl Mrtdi(j(irn[>hy lna(> ft Enforcorminl.' Svc 
I ftl oncl 

CtJNNlNG If AM .11 C ll.vls.on Of Indosirml A Modcal Ni.duor Sdloty (Pom 070/29) 
66/00/27 nousolidaiiHl luJiSon Co ol Now York. Inc HOpp 46628. 134*46028 223. 

0008100414 NMC Info Nol-co 611067, * f'WH Aux'kiry FouilWritet Pu-np Turtmo Over- 
snood Trip f p.lurn " Svc l.ftl end 

JJOSSJ.Cn D/wstV) ci Opmanooril Evnrdr, Assuftsivenl fl/04 11) 6I1/0H/77 

t'onsoluJnled EfMion Co of Now York. Inc i23pp 46f 14 J. 105-40643 22 7. 


R. Paflotlic opwallnQ reports ft tolalad carrospondonco 

0000180440 Final fefiponso to FOIA rggur^sl for ducmT-eolB to lulid :r»Sf> liourft ft lotnl 
number of v-Ofations for Roman IV plnnls lor CY07 FotwauJft Ajip A dotemonl.App A 
document olso nvailablo m RDR 

' NRC • No l)nl ruled Alf.kaUon G.vcn HH/97/21 WILUAMS.OG Jl(A Assoc nlub 
2pp 40523 273 40523 275. 

”0000160452 "Total Finding* ft Mourn for Each fh.-cion iv PUnt lor 1987 " 

’ NMC ♦ No Dotai’cd Alli'iation G-von 60/07/21 Ip. 48523 2/5 46573 2 /ft 

B505 100327 MonlJrJy opuKU ng rop J tor Jul '988 J ot WefOrJo/rf 3 W/flf)08 1 6 Ur 
AILLONA.l. A . nUMSKI.MF Lo»ismnn Power ft tight Co 60/07/31. /f)p 4115/0 1 14 ■ 
46570 120 


iyb uuuftt i tu 1 1 tMo 


R. Periodic operating reports & related correspondence 

8008170100 'Monthly cperahng ropis lor Ju‘ 1980 lo f LaSalle COjMty Nucloo' Power 
S'ahon Unis 1 & 7W/880810 !!r 

SAMQUNSKI.S J . OIEOFRICH.GJ Commonwealth Edison Co 00/08/10 3Spp 
46971 263-46971 296 


S. Reportabfe occurrences, LERs 8 related correspondence 

8008260161 Final tespo-vso to FOiA ieq.,asi tor documents. App A document encl & 
ftva lablo in PDR 

GRIMSLEY.OH NRC • .No Delated Altnauon Given 88/C0/O2. HARLOW.SJ AMI 
fit cn Not Assigned 2pp 46600 261 46606 285 

•0808260167 Forwa'ds "SlatvS Repl Evaljahon of Lasa'le Ir.siabRy Eveni.” for use n 
prepar rg Augmonied Insp loam repr 

PHlLLlPS.Lt Division of Engnaerug A Systems Tochroloyy (Post 8704 it) 88/047 
07 RrNG.M A NRC ■ No Defiled AfN-aticn Given ip <16606 265 4663*3 265 

-8808200172 "Staius Rcpt Eva’uaicn ol t asale .‘nsidb-My Event." 

* Diviscn ol Engineering 8 Systems Ttxhno'cgy (Post A70<ni). BH/04/08 20pp 
46GC6 266 46606.285 


DOCKET 50*376 NORTH COAST NUCLEAR PLANT 


S. Reportable occurrences, LERs & related correspondence 

8008230378 t.FR 00 016 GO on 8BO?l7.CCnlrol room HVAC sys mlako rail at Oh mcnior 
instrument ln;:ped Caused by random no so o* unknown or gin in electron cs Mod in v 
a ted to perform log c rov cf ramat on rr.on tors W/880016 Itr 

WATFORD.PS. DIEDERICH.GJ Commonwealth Edison Co 88/03/16 Spp 
■16010 31 1 46619.315 


DOCKET 50*382 WATERFORO GENERATING STATION, UNIT 3 


F. Security, medical, emergency & fire protection plans 

8807060520 Generic llr BB 10 lo all power reactor hcuisoes & holders Of Part 95 «lp 
provals ro purchaso of GSA approved security coma no'S.Svc Lst end 
MlRAGl.iA.F j. Associaio Drecior fer Projects (Post 070411) 88/07/01. Consolidated 
Edison Co cf Now York. Inc 31pp 46383 299 46308.320. 

B0O8O5O12O Rcspend9 10 800701 proposed Iconso amend for Sys Energy 
Roscu'cos.lrc to assume rospcnsblity for operation of piani.pnr 880615 meeting UN 
should respond w/mlo ro issues discussed n Itr or w/spoobc hroposod changes 
WlGGliNTCN.D L Projeci D rcctoraio IV 88/07/28 OEWEASEjG Lou slana Power 
& Light Co 5pp. 46445 220 46445 230 

88DB040247 Gener. C Mr G0*i 2 lo al power roacior licensees & app'icanis ro removal of 
lire p'Otect cn retirements from Tech Specs Svc I st enct 

MIRAGUA.F J Associaio Oiruclcr for Pro.octs (Post 0704 1 1) 88/00/02 Consol doted 
Ed son Co ol Now York, fr.c 52pp 40463 291 4G463.342 


P. Operating license stage documents & correspondence 

BBQ802O269 Summary of 060703 mooting w/C-E Owmors Group ro Gonorlc llr 87*12. 
“Los9 of RIIR wh 10 ncs Pan-ally f.l od" 

TRAMMELL. CM Project Drccioraio V 00/07/15 Pro|eci Pi'OCtorato V 41pp. 
48374:202*40374 244. 

8807270064 Apni.cauon for amend to Licenso NPF 30,ccri9i$1lng of proposed Tech 
Spoc Change NPF*38*04.rovisirg Section 5 3 1, “Fuel Assembles" Fee paid 
LJEWEASE.J G Lou-slana Power & L:ghl Co 00/07/10 Document Control Bronch 
(Document Control Oesk). 5pp 46320 329 46326 336 

-B0O727OO55 Proposed Tecti Specs 5 3. "Fuel Assemblies." 

* lou.slana Power & Light Co 88/07/18 3pp 46326 334 40326 330 

8807290308 Forwards Amend 4D lo Liceneo NPF-38 & saloty evaluation Amend 
changes App A Tech Spues by removing opo/abi'ily & survoi'lanco requirements for 
Ion power chamois when reactor thermal power above 1 0E 4% raiod thermal power. 
WIGGtNTON.O L Project Oiroctorato IV 88/07/19 DEWEASG J G Louisiana Power 
A L-ght Co 3pp 40354:258*46354 268 

-0807290309 Amend 40 lo Uconso NPF <38. changing App A Tech Spocs by romovinn 
opcrabi’ity & survoi'lanco requirements for log powor channels when reactor thermal 
powor above i. 0E*4% raiod thermal power 

CAIVO,.) A Prc|OCt Directcrato IV 80/07/19 Spp 46354:261*46304 286 

-8807290310 Solely evaluation supporting Amond 40 to license NPF-30 

* Office of Nuciea f Roacior Mogulaion, D.rector (Post 870411). BB/07/19 2pp. 
46354 267-4635-1:260. 

8888010056 Requests ihai util investigate aiternaiivos In onplyas & methods & propose 
more lasiirg change to support 880527 roqjost re emergency Tech Spoc change to 
increase comral element assembly d'OP Lme 

WtGGtNTON.Ol. Pooled Directorate IV. Gft/07/19 OEWEASEJG lOjisana Power 
& Light Co 5pp 46359 19B<46359.202. 

8808010110 Forwards Amend 41 lo License NPF-28 & safety evaluation. Amond 
charges loch Specs by removing organization chads from Sochon 6 per Generic Ur 
88C6. 

WfGGlNTON.D L Proieci O.fecioroie IV. 00/07/19. DEWEASE J.G. lou. 9 lana Power 
& light Co. 4pp 46372 055*46372 0/0. 

-8808010118 Amend 4t to LlcensQ NPF *30 .chang; eg Tech Specs by removing organ*. 
?Qlion charts from Section G.per Generic Ur 88 06. 

CAIVO.J A Pro.ect D.roctorate IV 88/07/19. 9pp 40372 059 46372 067 

-68080101 17 Safety ovotuai on supporting Amend 4 1 to License NPF-38 

* Ofllce of Nuclear Reactor ftegulaicn, Director (Post 8704 tt). 88/07/19 3pp 
46372.008-46372 070. 


0800050210 Forwards SF.R ro control sys s r.g'o Ifli'uro study pe' 560702. 3^23 S 
670708 Itrs Basod on ruviOw.uM cierr.onslratert no la lures ol corl*ol S/S a* 
sources or sonsors whch would result in consequences ouisrte Cnagle» 15 Dcu r 4$ 
WIGGINTON.D L Pro ocl D rectorato IV 00/07/21 DEWEASE J G Lou sisna 
8 Light Co. 4pp 46449.158-40449 163 

-860B050212 Saluty evaluation re conlro’ sys single fa lure 9luby 

* Otfico of Nuclear Roacior Regulator Croctor (Post 870411) 36/C7/21. 
46449.162*46449 163 

8806059120 Responds 10 600701 proposed llcorso amend t*y Sys Dk-j. 
Resojrcos.lnc ID assume rcsponsib 1 1y lo' oporaton ol plant per 6e36‘£ ^colvjUt 
sheu'd respond w/mfo ro issues discussed In Itr or w/specif c proposed charges 
WIGGINTON.D. 1. Pro|OU Uiroclo'otu IV 00/07/28 OEWLA5E J G Lc J$sai a 
SLIghlCo Spp 46445 226-40445 230. 

8808090104 Fcrwa-ds supplemental info ro DCRDH.oor 080501 & <1617 lofcors 
dresses open iiom.s.lncludir.g add rood for radai.un monto* nslrumcfitaiio** Ju”v; 
Sioam yo/ieralo.' lube rnplLre 

BURSKI.R.F. Louisiana Powor 8 light Co 00/C8/03 Document Coni'ol 3rantt,U/x 
umonl Control Dusk) 47 pp 40467 249 46467 295. 

0000 100097 Forwards addl into ro chango to Tocli Spec 3 2 1 9 on bornn ci u'icnwlc' 
assumes morn rostrictivo water voi» m Modos 4 & 5 duo io possifciMy of How s'a; j 
t on under serno conditions 

BURSKI.R F lOuiaiar'A Powor & Lighl Co 68/08^01 DoCumerU Co.Yrol ft*ar<h i>>: 
ument Control Dosk). /pp 46 82 334 46402 310. 

8600240086 Fo;.rlh pa*t*a* rusponso to FOfA roquost lor documents App U djcjne'S 
end & available .n POH 

GF1IMSIE Y,U H NRC • No Doiailed Affiiaiion Given 08/00/03 OOLEY.K P.iL>lcC‘ 
zon s Cnilcal Mass Energy Projocl 4pp 46582 208 46502 219 

-0808240093 Providos soquonco of info rncn.vnd from uir re alngalcn yl c'n.q HA* 
CONSTADLE.GL Rogion 4. Ole ol Urn Dlrocio-'. 03/07/00 .VACSEN G. R^g ; :4 i 
Ofc ol thoDrector 6pp 46502 214-46582 21U. 

G608160399 Nohfiraton of 080920 muulirig w/ulil9 in RccV.viro.MD lo i: scuss stat ic' 
l cens-rg actions & mgt nrrongcmunls 

WIGGINTON.D L Project Diroctcmto IV 80/08/04 CRU rCHFlElO D. Oivi< on ol F: 
actor Pro.octs ■ III.IV.V A Kpocial Prelects (Posi 8/0411). 7pp 4655-1 C19 4.C554 05S 

0806180 1 25 Forwards roquosi fo.' fldiJI info ro GonurSe Ltr 63*20, Hon 2 2 (F t vl 5 kv- 
cemng vendor interface prog'nm fer all oihor saioty rotated ccnponc.rils Prolan i 
script on sfiould establish that inlorlocos irlllalorJ w/NSSS vondo.* 

WIGGINTON.D1 Projjct Dirodorato IV. 00/08/00 DEWEASE.JG louslinDP^” 
&L:ghlCo 6pp 4G690 314.46500 319 

G0O019OO56 Informs of ulil mieni to teko credit for lochn col iusblicaiian |irov.1cc < 
CEN 367. ,, LoakDoloro*9roak Evaluation of Primary Coo’anl Loop pip mj m CEO? 
signed NSSS.” 

BUHSKI.R F. Louisiann Powor A L-gtil Co 00/O0/C0 Documcmi Con'rq Fir, inch IW 
ument Control Dosk). 2pp 40508.163*46598 164 

B809 190009 ClarifiOS basis lor bypassing low RCS flow Inp bolow 1 Od-O'l*!* *i I fOOtfjr 
power Supports insta'lolion of low pr.mary coolant ilow inp bypass 
BURSKI.R.F. Leu Slana Powor A L'ghl Co 00/00/00 Document CoiYrc Branch 
utnont Control Dosk) 2pp 46590. 1 09 4Q598 1 10 

8B08 180260 Forwards safety Ova'ualion granf-nq G month, tumpor ary cnnngu to Tech 
Spoc Bases B 3/4 7 6. "Control Room An Cordihonmg Sys" unti' app' 0 |:*ia*o cl angs 
incorpo rated mio liming conrhlions fer opevabon A survoillanco root re-iorls 
WIGGINTON.D L Projoct D:roctoraio IV 08/08/09. DEWEA5E J G lot siqna 1 
& Lighl Co. 3pp 46500 343 46586 350 

*■8806180267 Saloly uvpluotion supporting proposed rev to Tech Spr:c Oiruk B 3/4 76. 
‘'Control Room Air Condition ng Sys " 

* Office ol Nudon' Roactor Regulation, Dirocior (Post 070411) R0/C8/CO tp 
46506 34D 46506 350 

8808250038 Forwa'ds Amiir«i 42 lo llcoo&o NPF-38 ^ safely ovaleatien AT,i.“d -o- 
places 31*<fay ctiannol funchonol tost A 90-day LhAnnol ca’iD? Ol hydrogen analyze} 
w/31 day channel ca'ibr. 

WiGGINTONDL Projoct Oiroclornto IV 00/00/17 DEWEASE.JG loc s'rr-a Pc^ r 
A Light Co 4pp 46647 0D1 -46647.0 11 

••BB08250048 Amond 42 10 License NPK*30.roplac r g 3l*day channol fund onb* ted 4 
90 day channel ca'ibr of hydfogon analy/ot w/31-day channel cal i;r 
CALVO.J A Proieci Diroctoraio IV 00/00/17. 5pp 4664 7.005-46G47:00<J 

-880B25D061 Safely ovaluaiion supporting Amond 42 to Uconso NPr*38 

* Offico of Nuclear Roactor nogu’Dlion, D.reclor (Post 07041 1| 80/08/ W. <#> 
4664 7.010-46047.011 

8808240432 Forwards FR biweekly nolice3 for amends ro NSHCs lor In’o MiquesiS co- 
ordination of act.vitios to unablo ova labi'ity of info w/o oncls 

CRUTCHFIElD.D. Division of Roactor Projocls - III. IV, V & Spocal Pfojocls tF-i‘ 
070411). 00/00/18. KINGSLEY.OD System Energy RosOLrccs. ‘nc. 2pp. 46650 3 1£ 
46030 319 

8808250292 Forwards requOSl for addl info ro roacior coolant pump fup to ccmd^fi 
review of TMI Action Item II K 3 6 

WIGGINTON.D L. Project Direciorato IV. 08/00/10 DEWEASE.JG Lot s ana Po*ei 
A Light Co. 6pp. 46640.315 46640 320. 


Q. Inspection reports, )E Bulletins & correspondence 

8806200295 NRC Info Nolice 88*032, "Prompt Roporimg to NRC 0< Significon) Incidorv 
Involving Radioactive Mall " Svc 1*91 oncl. 

CUNNINGHAM. R E. Division of Industrial 8 Medical Nucfoar Solely <Po5t 67072^1 
80/05/25 Conscl dated Fd.son Co of Now York, fnc 120pp 46383 1 70*4632 0:23^ 



DOCKETED ITEMS 197 


8807260390 Forwards "1 987 SALP Progress Repl UpdalOd Juno 1988" Kept indudes 

SSStfISf 1 JG’uSJsSna'Pwef & Ughl Co 80/07/12. MARTIN, R D. Rog.on 4. Gfc 
d ,h 0 Crec:o' 3 P P 46301 261-46331 332 


8808120337 Ack rocopl ol utl 689? IB Ilf informing NRC ol Slops taken lo correct vela- 
lions I.otod m Insp Ropt 50-382/86- 1 7 

CAL LANA .1. Roy on Ole of Iho Director. 06/C8/O8 DEWt ASE.J G. Lcu.aiano 
Power & Light Co 2pp 46537 041-46537 042 


-8607260402 1987 

■ LOLiS'ana Power 


SALP Progress Ropl Updated Juno 1988 ” 

& light Co 8B/0B/30 64pp 46301.266 40301.332 


RAO7360429 Ack recept of 880622 Hr Informing NRC of slops lakon to coned violations 
ra’edinlnsp Repl 50 -302/80*11- ^ 

riiLANLJ Reman 4, Ofc of Iho Diroctcr 80/07/14 DEWCASF.J G Louisiana 
Power S light Co 2pp 46297 2 ID-46297 219 


AB 07260270 Responds lo vio'olions notfid m Insp Dept 50*382/08-17. CcrrodivQ 
ariorsTasl Procedure NE 02 CGO wi'l bo rovi$nd to clarify inconsistencies totwonn 

BUflSKI FI^LCU-Siano Power & Light Co 80/07/10 Document Ccntrci Branch (Dec 
u-nent Ccnirol Dosk). 3pp 46304.309-46304 31 1 


8607280150 Ack reCOpl Of 880330 IW mform.ng NRC Of slops inken to correct viO'atons 
CiC'edm ln?p Repl 60*362/87 31 Horn 2 adoquatoly add'OSSorl in rosponso Actions to 
correct d'aw.ng & Item 2 of violation w-'l bo addressed In future insp 
CALLAN.L J Region 4. OlC of Iho Oiroclor 80/07/10 OEWF.ASLJG Houston Light* 
ng & Powsr Co 2pp 46345 243*46345.244 

8807200162 S^ppl 1 to NHC Info Nolico 08 046. "Liconsoo Ropt of DolOClivu Refur- 
t shed Crcul Breakers " Svc (iS( enef. 

ROSSl.CE Division c< Onoratonai Evonts Assessment (Post 8704 it) 0O/O//21 
Ccr'sol dated Ed.son Co. of New York, Inc l25pp 46380 054-46308 I /O 


8807280313 Forwards Insp Repl 50*382/00*15 on 800516 20 & 0606 09 No violator* 
ot deviations noiod 

CAUAN.LJ Region 4. Ofc of tho Di'oclor 00/07/22 OEWEASE.J.G Lou&'nnn 
Pon or & Light Co. 2pp 46337.109*46337 1 17 


-8807280314 Insp Repl 50 382/80*15 on 080516*20 & 0606 09.No volaiions or dovi 
atons noted Ma, or areas mspociod insorvico testing program for pumps A 
vaMs.mcluJ ng hacking molhodolOyy tor insurvmo fesLr.y.fost procedures A roSu»(& <$ 
OA aud.ts 

STFWART.RC, BARNES.I. Rngion 4. Ofc ol tho Di'OClo.' 00/07/14. 7pp 40337.111- 
46337. 1 1 7 


88Q80202B3 Response to NRC BeJJotn 57-002.Supp.' J to toslom* losr«r*£j lo doio/m /io 
ccnlorm.ance w/app'icable mall spocslist of suppliers from which safoly related & 
nonsafety -related Fasteners purchasod.encl 

BURSKI.RF. Louisiana Powor & Ughl Co 80/07/25 Document Control Branch (Doc- 
ument Control Oosk) lOpp 46375: 194 46375:203 


BB08030112 NRC Info Noi.co 00 059. "MSlV Gu-do Ra-I Failure at Watorfcrd Uri.t 3" 
Svc I si one l 

ROSSl.CE D.vison ol Opcratona' Events Assessment (Post B7041 1 ). 0O/CU/O9. 
Consolidated Ed son Co or Now York. Inc I2lpp 46407 01 1 -46467.131 

8808040062 Sunpl 1 fo NRC Info Nonce 00 0C4, ■‘jnadoqjalo Gua'if-callon & Documi.n- 
lotion of Fro uamer Punolrnl.on Seals ” Svc list oncl 

ROSSl.CE. Division ol Operational Events Assessment (Post B70411). 00/00/09. 
Consoldatod Edison Co of Now York. Inc 121 pp 4655B 2G5 4GGSB 32b. 

0008100188 Advisos that comploticn dale fer ova'uation of vonhlation sys root velvo 
documentation rescheduled lor 801 I30,per insp Ropl 50 392/00 OORov ow more imo 
consuming ihan expected 

BURSKI.R F Louifi'ana Power A Ughl Co 80/00/09 Oncumonl Control Q'anch (Doc- 
ument Conirol Desk) Ip 46595 103 46595 183 

8800 170202 Ack reccpl ol 0/1223 & 890301 Ilfs infcrmjry NRC ol steps Lakon to cor- 
rect violations noted in Insp Ropl 50 302/67-22 RoviSCd comp lotion dale for correc- 
tive actons nccoptBh’o 

CAL1AN.L J Reg on 4, Ofc Of tho Director 08/00/10 DEWE ASE.J G Locis-arn 
Powor & l ight C O. 2pp 46564.356 46564 357 

0000050135 NRC tnfo Nouco OH CEO. ‘ Inadequate Dos yn 8 instailai.on of Watoriight 
Ponetrat on Soais Svc I si end 

ROSSl.C E D, vis on of Oporatoto' Evonis Assessment (Post 0704 11). 06/08/11 
Consolidated Ed.son Co ol Now York. Inc I23pp 46569 290 465/0060 

6800050248 NnC Info Not ce OH-OGl. "Control Hoom HfUHabJUy - Rucerl nov.ews ol 
Oporfltmg Experience " Svc 1st end. 

ROSSl.CE Division of Operational Events Assossmont (Post 8704 11) 88/08/11 
Consoldatod Edison Co of Now York, Inc l25pp 40594 312-46595 070 

0BOQO5O295 NRC Info Nol'co 88 062. "Roconl Fmdngs ro Imp'omentaiion of OA Pro- 
grams by Supplors of Transport Packages ‘ Fvc list oncl 

DURNETT.R.F D-visnn uf Safeguards A Transportation (Post B/0413) BU/O0M2 
Con&olkJatod Rd:son Co of Now Yo'k. Inc. I 09 pp 48501.156 46591263 

8608090264 NRC Info NoUCO 00 063. "figh Hhdanon Hazards Tfcin liralalird lr» Core 
Uotoclors & Col /os " Svc list or.ci 

ROSSl.CE. Dwis:on of Ope/atoiwt Events Assessment (Post 8/0411). fiO/CH/ib. 
Conso'ldaied Ed son Co. of New York, Inc 1 lOpp 46560 005 43569 1 74. 


6807200246 NRC Bulloim 08 009, "Ihlmblo lutio Thinning In Wuslinghouso Reactors " 
Svc I si end 

ROSSl.CE Division ot Operational Evoms Assossmunt (Post 8/0411) 00/07/26. 
Conscldalod Ed.son Co. ot Now York. Inc 123pp 463-10 070 46340 U »2 

88072 10218 t,'RC inlo Nouco 00-052. "Fai'Uu ot If rtratuemo T nntloru ol Flotohor Suit 
Applcaror Drachylherapy Dovicos During Patient Trcalmoni " SvC 1st end 
Cunningham. R E. Division of indu&inai & Medical Nuclear Safoty (P 091 f)70?29). 
68/07/27. Ccnsolidalod Edison Co. ol Now York. Inn. lOOpp 46307 020 40307 136 

8807220034 NRC Info No Lee 08*053. “Liconsoo Violat.ons of NRC RuguIntions.Wfvch 
Led to Mon cai Diagnostic Misadmm s balions." Svc list oncl. 

CUNNINGHAM, R E Oivision ol Industrial & Mnd.nal Nuctoar Safety (Post 070720) 
89/07/20 Consolidated Edison Co of Now York, fr.c 10Gpp 46300 203-46307 020 

6607220192 NRC Info Nobco 00 054. "Fa/uro of CircuJ Uroakcr Following Irtsin'lat-ort 
ol Amp:ociO( D.recf Trrp Affachmonf " Svc fr9f oriel. 

ROSSl.CE Division ol Operational F.vonis Assossmunt (f’ost 070411) 00/07/20 
Corsdda f ed Ed.son Co of Now York, Inc. I2ipp 40417 020 46417 140 

6807280019 NRC info Nohce 00-055. "Potential Prob'oms Caused by Single Failu'O of 
F.SF Swing Q u s." Svc list oncl 

ROSSl.CE Division of Operational Evonts Assoasmnnl (Poal 070411). 80/OU/O3 
Consol dated Edison Co of New York. Inc, 12 ipp 46437:121-40437 241 

8808030209 Suppl 2 to NRC Bulletin 80 005. “Nonconlonn-ng Malls Supp'icd by Pip.ng 
Supples.lr.c at Folsom.NJ & West Jersey Mfg Co at Williamstown.NJ." Svc list oncl 
ROSSl.CE. O.vfs'on of Ocorat.onaf Evonts Aasossmunt (Post 070411) 80/00/03 
Conso'idaiod Edison Co of Now York. Inc. 14Qpp 4G530 121*46538.269 

0807290008 Suppl 2 lo NRC Bulletin 88-008. "Thermal Strosses In Piping Connoclod 10 
PCS " Svc list oncl. 

ROSSl.CE. D.vislon of Oporarional Evenis AssossmonJ (Poaf 070)11) 00/00/04 
Consolidated Ed.son Co ol Now York. Inc I2lpp 40504 001*46504:121. 

8807290111 NRC Info Not<co 88 056. “Poiontiai ProWoms W/Silcono Foam Flro Boff«o.' 
Ponotrai.on Seals " Svc list oncl 

ROSSl.CE Division of Operational Evenis Assessment (Post 870411) 08/00/04 
Consol dated Edison Co of Now York. Inc I23pp 46569 1 75 46569 297. 

8008100241 Ack receipt ol 080129 Hr Informing NHC of Slops lakon lo corroct violations 

noted in Insp 50 - 382 / 07 * 25 . 

CAlLANij. Region 4. Ofc ol the Director 89/00/04 OEWFASE.JG. Louisiana 
Power A UgSl Co ?pp. 46478. 172 464 70:173. 

8806100251 Ack receipt of 600701 Itr inform no NRC of steps lakon lo correct violations 
noied m Insp Ropt 50- 362/08*08. 

CALLAN.L J Rogion 4. Ofc of tho Diroclor. 80/08/04. DEWEASE.J.G. Lotiwana 
Power 0 Ughl Co. 2pp 464/9.001*46479 002 

0908020095 NRC Info Noiice 88*057. "Poienlial L 09 S of Safo Shutdown Equlpmont Dud 
p°ncci l 'rr f0 Sl!con Controlled RecM.or Fa-luro Svc l-st end 
MUbbiCF. Division of Operational Events Assessment (Post 070411) 88/00/08 
r^onsoi dated Edison Co ol Now York, Inc. 122pp. 40459:125 46459.246 

8806020102 NRC inlo Notice 08 058. "Potential Problems W/ASEA Brown Dover* ITE* 
Rncc?r O ; OvefClJf,0nl Relays." Svc list end 

riSSJj ^ J D ' vls,on o1 Oporailonal Evonts Assossmom (Post 870411) B0/O0/O8 
‘-onso -dated Edison Co. of Now York. Inc. I20pp 46530 001 46538:120. 


0008220170 CN.BB*t:8?on HQOH ID.nokca of propnsud imposihcn of c.vil ponalty in 
arno.inl ot $50,000 .ssuod to liconsoo bosod on ovont m wh J Ch rmccuroie reactor 
vosso'- wator lovel md cahon twice ruSultod in cavilat-ori of coding pjnr.p 
LUEHMAN.J.. UEQERMANJ Ofc ot Enforcomonl (Pom 070413) 00/08/15. Ip 
46603 225 46603 225 

8B00240171 Responds to NRC Ur ro violations noiod in Insp Repl 60 102/6B- 13 Cqrrcc* 
i iv o actons taken Manl Drocuvo 20. "Trov-hloshoo* ny.'' dovnlopod & ira ning sess'on 
on altonlion to doiai's prosonlcrf lo inspectors. 

BURSK1.FI F Lcu.biaro Power 8 l .ghl Co 80/00/17 DoCumonl Coniro'- Branch (Dec 
umonf Con l/o) Dosk) Upp 4663 1 005 46631 092 

OOOB 110206 NRC Info Not co 00 004. "Roporhiig Fires ir> Nuclear fhocosa Sys al Muclo 
or Power Pl.mlS ” Svc I si end 

ROSSl.CE Division of Opuraiional Evonls Assossmoni (Post B/0411). 00/08/10 
Consol datod Edison Co of Nov/ York. Inc. I04pp 46043 001*46643 104 

8B0B 120327 NRC into Notce 88 065, "inadvoaonl Dranagos ol Spool Fuel Pools’' Svc 
l si oncl 

ROSSl.CE. D.vision ol Onoratonnl Evonts Assessment (Post 07Q4H). 00/08/10 
Consolidotod Edison Co of Now York. Ir-c. 123pp 4GG 20 011 46020.1 33 

0000230217 D.SCUSSOS Insp Ropt 50 302/00-10 & forwards not-co of violation A pro- 
posed Im.positicn of Civil penalty 

MARTIN. R D Hog cn 4. Ole Of tho Director. 0B/O8/10. DEWFASP.JG. Lou 9-nna 
Powor & Light Co. 4pp 46619 1?8 40610 106 

— B608230222 Notice of violation & proposod imposition of civ. I ponulty in amount o( 
$50.000.NonLomplianco noiod. fa>luro to takg adoquolc ccrrochvo aclcns to produdo 
lopotilion ol s aniliconi condition oilvorso to qua'ily 

MARTIN.n o ftog on 4, Ofc of Iho Director. 68/00/10. 5pp 466 10 102 46619 18G 

0000160392 NRC info Nolico 00 C68. "Irduslrlal Rod og'Ophy Insp 8 En'orcomont." Svc 
list oncl 

CUNNINGHAM. R E. Division of Industrial & Mud.cal Nuclear Safely (Post 870720). 
00/00/22 Conso'idaiod Edison Co. ol Now York. Ir.c. 90pp. 4 0620 1 34 4 6628 223. 

0808160414 NRC info Not'CQ 08 007. "PWH Auxil ary Pcudwator Furrp Turblno Ovor 
spnod Tr.p Foiluro" Svc l si unci 

nOSSl.CE. Dwison ol Oporatona 1 Evenis Assossinont iPosi 070*41 1 ) 80/CB/22 
Consolidalod Edison Co. of Now York. Inc I23pp 46043:105*46643 227. 


R. Periodic operating reports & related correspondence 

0908160446 Final rosponso to FOlA rcquosl for documents ro total insp hours A total 
number of violations lor Region iv planls for CY87 Forwards App A docuinoni Ap;i A 
cfocumonf a*so ava fabfo m FOR 

• NRC - No Doio lod Alf.hation Givon 08/07/21 WIU.IAMS.OG. JR A Associates. 
2pp 46523 273-46523 275 

-8009100452 'Total Find rigs A Hours for Each Rug on IV Plant for 100?." 

* NRC ♦ No Doiaileti AMiauon Given 06/07/21 ip 46523 275-46523 275 

0806180322 Monthly operating repl lor Jul 1908 lor Waterford 3.W/0OO615 Hr 
KILLONA.L.A., BURSKI.RF Louisiana Power 8 Light Co 00/07/31. 7pp. 46570.114- 
46576 120 
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S. Reportable occurrences, LERs & related correspondence 

8 BO 8040325 LER 86 020-00 on 800701, diesel generator Kiel Oil not analyzed hy speciliO 
procedure Caused by personnel orror Tech Spec change requested to roqjhe that 
fuel o:1 cua'Hy meet Specs ASTM D375 but rol requio tests W/66C801 ltr. 

ALLENRE, CARNS.NS. Louisiana Pcwer & Light Co 00700/01 7pp. 46431.306 
46431 312 

8000040332 IEH 83 019-00 on 88G03O.d scovered that backup ovo'current protect-on 
not ptov.ded tor ptessunzor hcator backup banks 3 & 4 since initial plant 
startup Caused by personnel orror. Trans'or c rcuits corrocily rawi'ed W/860GD1 Itr 
GAINES. CR, CARNS.NS Louisiana Power & Light Co 88/C8/01. 9pp 46435 340- 
46435:356 

&80B150M7 Part 21 rept prov d ng add! nlo ro Potter & Brumheld relays tsod in safety 
grade ocu pment LIsi ol other uli's suppiod w/Poiie' & Qrumheid ro'ays end 
SCHCRtRA E Combusilon Engineering, fre 00/08/05 MURLEY.T E Olfico of Nu 
clear Reactor RfiaU'ation. Ui'ectcr {Post 87041 1) 2pp 4 6553 333 46553.334 

8800120224 LER 83 021 00 on 8807H.p'ant operated In condton proh.fcited by Tech 
Specs lor appro* 5 h rti.o to oir.orgency diesel gonoiatoi ma’nt Caused by psisornei 
error Evo-nl d-scussed w/personnel W/080610 Itr. 

STARKEY. R S . CARNS.NS leusi&na Power & I Ighl Co 80/00/10 4pp 46523 353- 
46523 356 

6808190286 Special Repl SR-88-008 00 cn 6B0/26.plant stack ofLuent accident wido 
rang© gas monitor declared inoporab'o Causod by pump fading Stop 04 2 IQ whch 
chocks h gh-rango sample few w.tkn specified tolerance Transmitter ropiacod 
CARNS.nTs. Lous ana Power & Light Co 08/OS/16. Document Control Branch (Cocu 
mont Control Desk) 4pp 46596 032-46596:035. 

0808190305 LER 85-049-01 on 851 126.calCulat on onor d f scovcrod m wot cool-ng tower 
basm level instn.monlai:on Das n water ’evo! restored above Tech Spec level & dccu 
mentat.pn reu sed W/083B16 Itr. 

ViNCl.DW.. CAHNS.NS Louisiana Power & L-ight Co OB/Oft/16 4pp. 46596 024- 
46596027 


V. Operator Examinations 

0800100128 Dscusses requ.rumonls for operator l censrg o*arrs ai faci’ity during wk of 
601024 Ulii should lunish appiovetl rtf malt listed in End 1 by 000822 
CALLAN.L J. Region 4. Cfc ot Ihe Director. 08/07/28 CEWEASE.J.G Lcuis-ana 
Power 4 Light Co. 1 1 pp 46-178 161 46478 171. 


H. General correspondence 

0808310062 Requests NRC action lo ro'lovo undue risk posod by BYVR thOMT»a.fby 
I'C instability NRR shOJ'd issue order recu r no all GE BWR Icenseus to sub^n-l ** 
NRC wilhn 1 yr demonstratem compliance w/GDC 12 Rotated trio tncl 
HIA1T.SL Ch.o Citizens for Respons-b'e Energy 80/07/22. O'Ve ol Nuclei I 
tor Rogu’ation. Di'OClO' (Posl 07041 1). 12pp. 46727:025 46727 058. 


K. Utility Final Safely Analysts Report JFSAR) & amends 

0307290264 Forwards Rev 39 to updated FSAR lor Susquehanna SlOtim ElOCtiiC 
t on Un.ts 1 & 2 per 10CFR$0 71 . . , 

KEISER.HW Pennsylvania Power & Light Co 88/07/19. BUTLER. W.R Projo^-I t 
tcraie 1-2 tp 46354 020 4635-1.053 

-8B07290267 Rev 39 to FSAR fo.' SusquOhanna sleam otelrlc station 

KEfSER.HW Pennsylvania Power a Light CO 00/07/19 I6pp 46354.02 1 

6807290077 Rev 39 lo updated FSAR lor Susquehanna Units 1 & 2. 

■ Pennsylvania Power a L ighl Co 00/07/22. I.OCCpp 40350 062 46363 220 

8BO00 10300 Rov 39 to FSAR for Susquehanna Sioam E'oclr.c Staid Units > & 
19 _ 

* Pennsylvania Power & light Co 80/07/31 3t2pp 46475 18 1-4017G. 132. 


P. Operating license stage documents & correspondence 

8806030202 Forwards plant rent summarizing safety oval-jnhons apprc/tMi lor 
KEISER.HW Pennsylvania Powe: & Light Co 05/12/31. MURLEY.TE lloyon 
of iho Director 285pp 46427 32.1 46428.247 

0807200320 Fo.words approved vurson 0 * Topical Rep! PL-NF-&7 001-A. 
of Steady Slate Core Physics Methods lor BWR Design & Analyst ’* por SoOA 
KEISER.HW Pennsylvania Power & Light Co 08/07/19 BUTLER. W.fl IVojOCt 
lorale 1-2 ip 46336 183-46337 106 

— Q8072B0374 'Qualification ol Steady Siato Coro Physics Methods for llWfl Oos 
Analysis." 

* Pennsylvania flower & Light Co. PI. NF 87-001 -A 08/07/31 282pp. 

46337 106 


DOCKET 6Q-397 SUSQUEHANNA STEAM ELECTRIC STATION. UNIT 1 


F. Security, medical, emergency & lire protection plans 

8808120163 Rov 6 IQ Procedure EfMp.010. “Nearsile & OJfsto Emorgonsy Mcn,lonr.g 
Teams” 

’ Pennsylvania Powor 8 Lighi Co 68/06/01 27pp 46521.317 40521 345 

0007060620 Gonenc Ltr 83-10 to all power reactor licensees 8 holders of Perl 95 ap 
provais ro pjrchaso ol GSA approvod security containcrs.Svc list enct 
miraGLia.fj. Assooaio D.rocto' lor Prcjocls (Po3ib?0<m>. 80/07/01 Conso idaiod 
Gcf.aon Co of New York. Inc 31pp 463B0 299-40188 329 

6007200397 RoviSOd emergency plan imp lemon ting procoduros.mcLd ng Rov 3 to EP- 
IP-C06, ‘ Soarch/Rescuo/FifSi Aid" & Rov 4 to EP-lP-OiG, "fn P-an« (tndaj Team 

Mur- v//aao7ii iw. 

TABOR, W.F.. KEISER.H.W Pennsylvania Power & LiQhl Co 80/07/ n. 49pp 
46292 GB5 46202:133 


8008010030 Rosponds lo NRC request for add! info ro Generic Llr UNI fd 

changed proventotivo mamt prog'am to test backup scram va'.vos qvofy LO mot 
adtll tic powered solenoid volvoa irtsUillOd B9 pari of ARI &ys 

KEISER.H.W Ponnsylvana Pcwpr S Lighl Co 00/07/21- UUTLER.W H. l*fO[oci 
tom to 1-2 ?pp 46359:104 40359 165 

8008010216 Fonvards OF. topi. “Sxr&qubUwia UrU 1 CRD HO'j&mg Cap Screw 1 
slon " Repl compleios action on item 

KEISER.HW Pennsylvania f’owor & Light Co 88/07/21. RUSSELL .W.T 
Ole ol tho Dirocfcr Ip 46360 218-46360 325 

• 9800010219 "Susquehanna UnA 1 CRD Housing Cap Sc<cw Cortcsb-t ** 

A’GHIEM MX., GIROEY. DEAVER.G A General Electric Co [W/07/31 1 

46360 220 46360 325 

0808050079 Forwards nonco of consitiorniion of Issuance of anion J to U<:oi>so3 N 
& NPF-22 IG change in Tech Sp°c 3/4 3 7.1. "Rad'ftUoo Mon tot-cj Iry^lruifKint 
□UTI ER.IVR Project Diroctoralu 1-2 00/07/28. KEISER.H W. Poninylvania Po 
Light Co. 3pp. 46437 036 46437:042. 


8008040053 Procedure Change Approval Fonti 1-00-04 B0 for Rov 10 to Emergency 
Plan implemaniiriQ Proceduro EP-lP-030. ‘Aclivaiion & Fund onal OperaMon of Emor 
gancy Operations Fac/ity A Transfer ol Control Rocm From Techncai Support Cir " 
* Pennsylvania Power & Light Co 08/07/18 I6pp 46424 327-46424 342 


-0OO8O5OOB6 Nonce ol consideration of issuance of amend lo Licenses NPi ? - 1 4. $ 
22 proposed NSHC dnlartTUnatton & opporiunlly lor hearing ro chpnqo tri Toch 
3/4 3 7.1, ’ Radiation Monitoring Instrumental on." 

FJSCHF.n.D C Project Oroctorato I 2 08/07/20. 4pp 46437 OG9-4C-13/ Ort 


8808040065 Forwards ccrnmanls lo each spcol.c SALP catoycry.po' 00070 7 mooting 
w/NPC Presentations from moelmg also end 

KEISER.H W Pennsylvania F'ower & l-ght Co 89/07/2? RUSSEH .WT. Region 1. 
Ole of the Director. 50pp 46696 265 46691.020 

0006040247 Generic Llr 08-12 to all power reactor licensees & appl.cants re removal of 
firo protection requirements from Tech Specs. Svc list and 

NflRAGLlA.F J. Assodalo 0.<ecvor tot Projects iFost 67041 R B6/Q8i'02 Conso'tdaiPd 
Edison Co of Now York. Inc. 52pp 46463 291-46463.342 

0006 100 157 Nctif cation of 060900 mooing w/uli: In RockvIlO.MD to discuss rovistfd 
l.ro proteciion rept ter laci'itios. 

THADANI.M C. PfOiOCl Dueclorafe 12 88/08/02. BUTLEH.W.R. Pro|OCf Dirqctorato I 
2 3pp. 46478 153 46470 155 

6606150332 Forwards Safety Insp Repts 50 307/68-11 & 50 3S0/B6-14 on 88GG05 
0702 

WIGGINS JT Region 1. Ofc of the DrectO'. 88/08/03 KEISER.HW Pennsylvania 
Power & Light Co. 2pp 46550 202-46550 214. 

-680B150337 Insp RopiS 50-387/88-11 & 50-308/00 14 on 880605-0702.No violaiions 
noted Major eroas inspecled pianl opo'ations. physcal security, pianl ovenis & surveil- 
lance. 

BLOUGH.A.R Re&lon 1, Otc ol the Dwecior. 60/08/03. Upp 40550: 204- 4 6550 214 

6008150050 Forwards applications for proposed Amends 113 & 64 to llconsos NPF-14 
& NPi -22.respocfiVely.roviQing Llconso Condihon 2.C(6) Fee pn‘cf. 

KEISER.H .W Pennsylvania Power & Light Co. 60/08/05. BUT LER, WR. P#o|ecl O.roc- 
torate 1-2. 3pp. 46552; 11 a 46552.122 

-0808150051 Application for proposed Amends 113 & G4 to Licenses NPF-14 & NPF- 
22 .respectively, revising License Co nd if on 2.C(6) 

KEISER.H W. Pennsylvania Power & Llghl Co. 0B/08/05 2pp. 46552 121-46552 122. 


06081 10200 Confirms G00729 tolcon re enforcement discrotioi lor rrntn stoan^ 
difiGfential tomp instruments Grants reliol from Tech Spec9 ro plac IQ ono trip 
trip condition. 

jDHNSrON.W.V Region 1. Ofc of tho D.rector 80/07/20 KEISRR,II W. f*Om 
rla Power 8 Llghl Co. 2pp 46513.020 40513:030 


0800150163 Noiihos that annual malm drodning ai siation w.ll comtr.cnco tfurirwj 
OB0815 Stago ?,dredgng of intake hay.w.injeg n on or around 081010 & lako a 

FiELDS.JS Pennsylvania Powor & Llghl Co 08/08/01. CGUNSiL ,£.!=. f’ennsy 
Commonwenlth of ip 46551:304 46651 304. 

8800050127 Notification of 080826 mooting w/util at site lo revsow iconsing f 
schedules _ _ rt ^ 

THANDANI.MC Project Dlrocloralo 1-2 08/08/02. 0UTLER.W R Project Oiroi 
1-2 3pp 46445 223-40445 225 

8808150050 Forwards applicahons lor proposed Amonds 113 8. 84 io Llconso a b 
A NPF-22 rDspoclively.rnvising License Condition 2.C(6) Fee pa:d 
KEISER H W Pennsylvania Power & Light Co. 08/00/05. DUTLER.W.H, >>fCjoc| 
lorale 1-2. 3pp 40552’ 1 1 0 46552 122 


-8800150051 Applicaion tor proposed Amends 113 & 64 Vo Licenses fsJPF-lrt $ 
22,rospGCtivoly.revising License Condition 2.C(6). 

KEISER.H W. Pennsylvania Power & Light Co 00/08/06. 2pp. 4655*?: 1 2 1 -46S5 


0808170844 Responds to Generic Ltr 80-01, "NnC Position on IGSCC in- RWH Ai 
ic Stain'ess Steel Piping” Stall position on malls, water chomtslry^'.^ck ovatui 
repair criteria & Insp schedules among topics addressed Flaw evaluations cncl 
KEISER.H.W. Pennsylvania Power & light Co 88/08/10. MURLEY.T. Olfico ol 
ar Reactor Regulation. Director (Post 070411). 3 1 pp 465/2 066 40572.0 0 5. 


88OB2B0336 Rev ? io Emorconcy Plan tmf/ementing Procedure EP-iP-009, "Fmergentry 
Offsite Dose Calculations, cover sheei 

SHANK, K.E, 01 AKSLEE.J A Pennsylvania Power & Llghl Co. 80/00/17. 4pp 
4664 2 2 1 / *4 6642 220. 


800622011 4 Forwards app’icahon (or amend to Cleanse NPF-l 4 .evlQ ruling Of> 
dur.na Cycle 4 w/one circulation loop out ol svc. Fee paid 

KEISER H W. Pennsylvania Power & Light Co. 86/00/10 Project Ditocioralo I*; 
46605:130-46605:139. 
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-8808290020 App'icahon for amend TO Liconso NPF-I4,chang ny Tech Specs to allow 
* operation durng Cycle 4 w/one recirculabon loop out ol service 

REISER MW. Pcnnsylvana Powor & Light Co 83/00/10 ip 46005.135*46005 135 

-8808220 J33 Proposed Tech Specs.o* tending opn/ahon during Cycle 4 w/ one rocrcu* 
i 3 hcn loop oul ol sve 

■ Pernsylvan a Power & Light Co 08/08/10 4pp 40605 136-46005:139 


O. inspection reports, IE Bulletins & correspondence 

8605200295 NRC mlo Nol-ce 88 032. “Prompt Reporting lo NRC 01 Sign’ficont Incidents 
tovotvuto Radioactive Mall “ Svc tisl or.cl. 

CUNN'NGHAM.R F.. D.vis-on ol Industrial & Medical Nuclear Safely (Post 870720) 
B0/O5/25 Consolidated Edison Co. ol Now York, Inc. t2Cpp. 46380 179 46380 208 

8808H0315 Nonlicalion of 890707 Llconsoo Moot.ny 80 061 w/ul.l In Rogton I ofc lo 
discuss SALP for Aug I960 - Jan 1088 

BLCUGhAR. Rcgon i. Otc of I ho DJccto.' 8 8/06/08 Reg-on ), Ole of ihu Dimrlor 
2pp 46513 001 46513 002. 

8808120049 NcMicafcn of 88063 0 licensed Mooting 00 OOP in King ol Prusste.PA to 
d scuss cQu-pment qualification ©nlorcumoni conteroncG. 

BLOUGH a.R Region i. Ofc of the Di'eclot 00/06/ to Region 1. Ofc of iho 0 rector. 
2pp 46531 233 46531:234 

8806010400 Partial response lo KOIA roquosi for ducumunis.Forward9 App I 
documents App J & I avfi.lablo In PPR.App H documents parliaffy wiff-hold (rot FOlA 
Exempt on 5) 

GRiMSLEY.OH. NRC * No Dotoilod AIM at on Given 88/07/11 Pub'ic Cibzon's Criti 
ca'i Mass Energy Project 7pp 4C327 246 46327 259 

*•9006020137 Forwards O valuation of Iconsoo porlormanco for satorparda t-cons-ng 
port on of SALP roview for Fob 1982 ♦ Jan 1983 per 030104 roquesl Encl partially 
wJhhsid 

MCCORKLE.GW Power Reactor Safeguards Licensing Branch (Pro 050707). 03/01/ 
20 PERCH.Rl. Licensing Branch 2. 2pp 46327.276 4632/ 277. 

880726023 J Responds fo NRf* 0u:toim 08-003 to GG UFA >elch.nq typo /cloys used In 
C'ass lE appIcallonsRovlew of dos-gn documnntQiion.discussions w/pnrsonnol & 
review ol SG-eciod vendor equipment reveal no sub) rolaya 

KEJSERHW. Pennsylvania Power & l/glti Co 88/07/ M. RUSSEl.UV T. Region *. 
Ofc Ol the Diroctor. 2pp 46291:327 46291 326. 

86C801O T65 Ack receipt of 0000(5 ffr revising G7U30 rosponso to vnofaf.oris noted In 
msp Rept3 50 387/07*19 & 60-380/07* 10 Ccrroct.vo actions & control moasums 
adequate lo permit curroni individual lo continue position until qua'iliOd 
6ELIAMY.H R Region t ( Ofc of Iho Oiroctor 00/O7/f5 KCfSER.H W Por*nsyfvar.Li 
Power & light Co 2pp 46360 020 40360 023. 

6807200162 Suppl l to NRC Info Noiico 88 040. "Llccmoo Ropt of Dofcctivo Rotor- 
bi-shed Circu t Breakers " Svc list oncl 

ROSSi.CE 0.vls:on of Operational Events Assossmonl (Post 070411) Qu/07/21. 
Consolidated Ed.son Co ol Now York. Inc. 125pp 40380 064 40300 170 

8608020057 Responds to IE Bulloiln B7-C02,Snpp! 2 ru listing of safety rolniod tnsionor 
vendors/ Suppliers w/curtunt addressos List of nonsntoly related testonar vondnr9/ 
suppliers & curroni adc fro 5303 on cl 

KEiSEFLH.VV Pennsylvania Power & LlghJ Co 80/07722. RUSSEL L.W T. Reg on ). 
CfC Of tl'O Director. 22pp 40376 204*46375 225 

8807200246 NRC Ou’lei-n 88 909, "IbimOlo Tube Ri.nn/ny in Wcstinghouso Reactors 
Svc 1- si encl. 

ROSSI.CE Division of Oporailonal Evunlg Assossmunt (Post 070411). 80/07/28 
Consol dated Edison Co 0/ Now York. fnc. f23pp 40348.070 46318102 

6807210219 NRC Info Notice 88-052. “Faluro of Iniraulorino Tandem ol Flotchor Suit 
Appl.cator Qrac tty therapy Oovices Ouring Potiont Treatment “ Svc list oncl 
CUNNINGHAM, R E Divis-on of Industrial & Medical NuCloar Snfoty (Post 870/20) 
80/07/27. Consolidated Edison Co ol Now York. Inc. lOfipp 46307 020-46397 136 

8608040085 Forwards commonla lo each Spocilic SALP category.por 800707 mooting 
w/NBC Pre3eniat.ons from meeting also oncl 

KEfSER.HW Pennsylvania Powor' & l.iqlil Co 88/07/27 RUSSELL W T Region 1, 
Ofc of iho D, rector 50pp 46690.205*46691020 

8807220034 NRC Info Noiico 80 053. "Llconsoo Vio'atlons ol NRC Regulations/ Which 
Led lo Medical Diagnostic Misadm ma trail 0 ns ” Svc list encl 

CUNNINGHAM, R.E Division of Industrial & Mod cal Nuclear Sp/Ofy (Pegi 870/29). 
3B/07/28 Con solid a lod Ed.90n Co of Now York. Inc. I06pp 46396 283*40397 026 


8607290008 Suppl 2 Lo NRC Bulletin 88-O08. “Tnormal Stresses in P.p r.g Connoclod to 
RCS." Svc hs\ oncl 

ROSSi.CE. Dwison of Oporationa 1 Evonts Assessment (Post 070411). 80/08/04 
Consolidated Ed son Co of New York, Inc t2lpp 4650 4. CO 1 -46504 121 

8907290111 NRC into NoliCe 80*056. “Potential Probtoine W/Si'icono Foam F-ro Bnrrior 
Penetraiion Seals ” Svc l si encl 

ROSSI.CE Division of Operational Events Assessment (Posl 8701 M) QQ/OQ/Qd. 
Consol dated Edison Co. of Now York. Inc. 123pp. 46569 1 75 46689 2Q7 

8000020095 NRC info Nouco 06 057. "Polonliai Loss of Safe Shutdown Equfpmonl Ouo 
to Premature S ncon Controlted Rectifier Fa’luro M Svc list end 

ROSSi.CE Div.sion ol Cperat'onal Evenis Assessment (Post 8/0411) 68700/00. 
Conso'idatod Edison Co. of New Ycrk. Inc I22pp 46459 125 46459:246. 

8806020102 NRC info Nolle u 80 050. Potenhal Problems W/ASEA Brown Bovon ITL*- 
51 L Timo Overcurrent Ro'ays " Svc Lsl encl 

ROSSi.CE O.visnn of Operational Evenis Assos&monl (Posl 870411). 8R/CQ/Q0 
Co/vsix'jd9JOd Ed^on Co 0/ Now Yo*k. Inc l$0pp. 4Q538 00) -46538 120. 

0800030112 NRC Into Not'co 88 059, “MStV Gu do Re l Fflitoro ai Wotorfo-d LJn.l 3 ” 
Svc f nl end. 

ROSSi.C E. Division ol Operatonai Evonts Assossnr.onl (Post 870411) 68/00/09 
Consckdalod Ed-son Co of New Ycrk, Inc. 1 3 1 pp 4640 7.0 u *40407 131. 

8008040062 Suppl 1 to NRC Info Not -CO 00 004. “IrAdequaio Goal f icat*o.‘i & Oocum.on 
tation of F<ro Bamer Penuirat on Saa'-s “ Svc i.si oncl 

ROSS l, C E. Civ-slon ol Operalional Cvente Assossmcm (PoM 870411). 00/08/09. 
Consolulatod Edison Co of Now York. Inc t2lpp. -1fi5£8 205 46558 325 

8008170044 Responds to Generic Hr 08 01. NRC Po&ll'On on IGSCC In 0WR Austonl- 
ic Stolnloss Steal P.ping “ Stafl posit on on molls, water chomisiry .crack c/al notion & 
regan c riioria A insp schoduUjs among topics eddmssod F/aw equations oncl 
KElSLR.H w Ponnsylvaniu Power & light Co 8Q/00/10. MljnLEY.T, Office of Nucle- 
ar Reactor Rcgulai.on, U-roclor (Post 870411). 31pp. 46572 065 46572.005. 

8808050135 NRC into Noiico UG 060. "inarJequalo OoslQh & Instol'ot-oo of Watertight 
Pc-noualion Soais " Svc i-si oncl 

ROSSI.CE Owis-on ol Opuroilcnol Evonto Assossnronl (Pod 070*11 1). 68708/tl 
Consolidated Ed son Co or Now York, lf»c. 123pp 46560.290*46570 060. 

0800050240 NRC Info Noiico G8-061. “Control Room ItabiUlbl ily * Roconl Revlowp ol 
Opnraling Cxnofion.co ” Svc list oncl. 

BOSSJ.C E Division pf Operational Events Assosameni (P05I 07041 )). 80/08/ 1) 
Consol dalcd Edison Co 01 Now York. Inc 125pp 4 8504 3 12*46596 076 

8806050295 NRC into Nofico 88 0G2. “Rcconf Findings ro frrpfoTperifadon of GA Pro* 
grams by Suppliers of Transport Parkngna ’’ Svc i.&t oncl 

BunNETr.RF D.vislon of Safoguards & Transporlntion (Posl 070413). 8D/G8/12 
Conao'ididod Ec/.9cn Co of Now York, (nc 109pp 40581155 46561263 

0000090264 NRC Info Noiico 08 003. “High RuUlal-Oh Ma^arda From Irrodialod In Coro 
Doluciors & Cables.” Svc llsl encl. 

ROSSI.CE. D.vislon ol Onorniional Cvont9 Assossrr.Cnl (f’nsi B70411) 80/00/10 
ConsoLdated Edison Co. of Now York. Inc. 1 i0pp 4G669 C85 46568. 1 74 

B8O0 110200 NRC Into Noiico 8B-CG4. '‘Roport.ng Fi*03 in Nuclonr Process Sys Ol Nuclo* 
or Powor Ptanls " Svc l/s) one* 

ROSSI.C E Div.son of Oporntonal Evenis Assessmoni (Posl 6704 U) 06/08/10. 
Con8o'.idHtotl Ecliscn Co of Now York. Inc. I04pp 4C043 001 -46643. 104 

8000120327 NRC info Noiico 08 005. “Inodvortom Drainages of Spont Fuel Pools." Svc 
list oncl. 

ROSSI.C E Ovision of Operational b voids Assu9smenl (Posl 870411). 88706/16 
Consolidated Edison Co ol Now York, Inc. l?3pp 46628 011*46628:133. 

0908160392 NRC info Nonce 80 000, “industrial Rad oyraphy Insp & Enforcement ’* Svc 
list oncl 

CUNNJNGHAM.R E Division of Jr >dus trial S ModraJ NtifJoar Safely (Posj 870729). 
00/08/22. Conso’idatod Edison Co of Now York, Inc. 00pp. 48620 134*40626 223. 

80O6 76O4f4 NRC into Notco 88 067. "PWR Auw.'iary Feodwdtor Pump Turfc.no Ovor- 
spood Trip Fo.luro “ Svc list oncl 

ROSSrCE. Division ol Operalional Evenis Assossmonl (Post 0704 ll) UB/Ofi/22. 
Consolidated Edison Co. Of Now York, fnc I23pp 4G043 106-4 6643 227. 


R. Periodic operating reports & related correspondence 


8007220192 NRC Info Kotico 80-054, "Failuro Of Circuit Oroakor Following installation 
ofAmptecto 1 Direct Trip Atiachmont “ Svc list oncl. 

ROSSI, CE Division of Operational Evenis Assossmont (Post 870411). 00/07/28. 
COr^oJ dated Edison Co. ol Now York. Inc f2lpp. 46*1(7 020 464 (7 140. 


8 ^cc fi e 019 lnfo Nc,l 'ce 88-055. "Polonliai Probloms Caused by Slnglo Failuro ol 
ESP Sw/ng Bus “ Svc ff$( onef. 

ROSSi.CE Division of Oporailonal Evonis Assessment (Posl 070411) 88/00/03. 
con so .id a led Edison Co. of Now York. Inc. 121pp 46437121-46437 241. 



e8 0702° 332 Forwards S a f 0ly 'nsp Ropts 50-307/80*11 & 50-300/08 14 on 080605- 


Reg, on i. Ofc of tho DJroctor. 50/00/03 KElSEH.Il W. Pennsylvania 

Howor & Light Co. 2pp. 40550:202*46550:2 1 4 . 


““JUS? 7 ln8 P Rf, pts 50-307/00-7 1 S 50-308/00*74 on 880605 0702 No violet ons 
lance 8J0f aro0s ins P° c,Gd P |anl dpo rations, physical securliy.plent ovems & survoit* 

BLOUGHAR Region ). Die of tho Director. 00/08/03 Tlpp 46550:204-46550:214. 


B806Q80002 “Discharge Mon.tonng Ropt for Juno 7900.” W/860725 ffr. 

FlElDS.J S Pennsylvania Power & Light Co 88/06/30. BREZiNSKl.n Pennsylvania, 
Commonwealth of 13pp. 46463.074. 46463.006 

8608190145 Monthly operating topis for Jul 1998 for Susquehanna Un ; ts i & 2.W/ 
880015 Ilf. 

HiriT.J.A. KEISER.H.W. P©nnsylvan-a Powor & Light Co 80/07/31. 10pp. 46595:2GB* 
46595 300 


S. Reportable occurrences, LERs & related correspondence 

8007260235 LER 08 012 00:on B0C621 .unanticipated ESF actuation occurred wh-lo in 
normal operahon ai 100% powor.Cauaod by lifting wiro in wrong panpi.ca using coro 
spray loop A Inoperability Technician counselod.W/00072 1 Hr. 

SHERANKO.R.G . BYRAM.R.G Pennsylvania Powor & Light Co. 88/07/21 4pp. 
462B0 155 46288 150 

8008150203 LER 00-014*00 On QB07l6.iigh1n!ng sinko on 230*kV offsite Iransmission 
sys caused startup transformer T*i 0 ro doonorgrzo.Unrte stabf iod & affocted sya 
reatorod.W/ 800809 lu. 

WEHRY.R R . BYRAM.RG. Pennsylvania Powoi & Ugm Co 80/00/09. 3pp 
4654 f 202 4654 f 284. 



6800040005 Forwa'ds comments lo each specific SALP category .per 890/07 moolrg 
w/NRC Presenta' ons from meoi ng a^o enci 

KFJSER.H W Pennsylvania Powo' & Lighl Co 08/07/27 RUSSELL W T. Reg'on 1. 
Ole cf the Doctor 50pp 466S0.265 46691 020 


DOCKET 50-380 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 2 


add dc powered solenoid valves installed as pari oi ARI sys 
KEISER.HW Pennsylvania Power A Lighl Co 80/07/21 BUTlFRwr p„^.. r 
lorato I P 2pp 46359 lb-146399 1f>5 * ' - 


& NPF-22 ro Change .n Tech Spur J/4 3 7 1 , ' Radiato n Mcnto.no 'ns'' 
UUTLEn.WH Project Directorate 12 88/07/26 KEISERhw Poms', 

L-ghl Co 3pp 4643 / 036 4643/ 04? 1 a * c 


F. Security, medical, emergency & fire protection plans 

0808120163 Rev 6 to Procedure EP IP 013. “Nears, 'a & Olfsilo Emergency Mcn.ionng 
Teams' 

• Permsylvana Power & Lighl Co 80/06/01 27pp 46521 317.46521 345 

8807060520 Gonor.c Ur 88 10 to all power reader licensees & holdam of Pad 95 ap- 
provals ro pu'chaso of GSA approved seemly container Svc ii3l onci. 

MIRAGLIA.F J Assoc-alo Orecio' for Pro.ects (Posi 870411) 60/07/01 Conscl dated 
Edison Co ol New York. Inc 31pp 46388 P99 46389 329 

0007260397 Rovised omorgercy plan Imp! omening procodu'OS.Inc ud.ng Rev 3 lo EP- 
IP 006. ‘Scarch/Rescue/Frsl Aid" & Rev 4 lo EP IP-016, 'fn Plant (India) Team 
Mgi" tV/fifJO/f f dr 

TAUOR.WF. KEISER.H.W Pennsy.vana Power & Light Co 88/07/11. 49pp 
46292 005 46292 133 


-880B05006C Not cu ol cons'dcrat on of issuance of amend lo Licenses W M i 
22 proposed NSHC doiorminaiion A opporluUy lor hearing ro chance m V- 
3/4 3 7 1. ’Radai cn Mon,lonng Inslrumonlnlicn “ 

FISCHER. DC Prcjecl Dirocioraio I 2 B8/0//20 4pp 46437.039 4643/012 

$0001 10260 Confirms 800/29 inicon ro onlorcomenl discrehon lor rr.a-n siaar t 
difforontal temp insm. men Is Grants rof.of from loch Specs re p'acrq cr.e "pi 
tup condition 

JOHNSTON. W V Roglon \, Ofc Of tho Difocior 80/07/29 KF.iSERHW P^r< 
ma Powor & Light Co 2pp 46513.020 4651 J 030. 

0808100177 Ciscussos compensatory muasuros taken to ,uSl/y 600729 req*<* 
relief from ad on rngUromonlr, ro ruaclOr bldg man steam I ns lurnel a:**', 
ioirg hU;h insin.monuilion tnopocabStiy. 

KElSEPi.HW Pennsylvania Pcwor A Lighl Co BB/08/01 RUSSEUWT 
Ofc of the O rotifer 1f> 46484. C01-464U4. 001 


6808040053 Procedure Change Approval Fo*m 1-68-0460 for Rev 10 lo Emergency 
Plan Imp'ementmg Procedure EP IP-030. “Aci.vai.cn A Fueclioeal Operation ol Emer- 
gency Operations Facil.ty & Transfer ol Control Room From Technical Support Cir” 
Pennsylvania Fewer A Light Co GD/07/16 J6pp 46424 327 46424 3*2 

8808040005 Forwards comments to each specific SALP category, per 880707 rr.aoi.ng 
w/NRC Presented ons from meeting also or.cl 

KE1SER.HW Ponnsylvamo Power 8 Light Co. 88/07/27. RUSSELL W T Ron on 1 
OfC of the (Sector 50pp 46690 265 40691 020 

8800040247 Generic Ur 08-12 to of power reactor licensees & app'icants ro removal of 
dro pro feet; on requ remenfs from Tech Specs Svc fsf onci 

MlRAGLfA.F j. Associaio Orecto r for Projocis (Post 870411) 88/03/02 Consolidated 
Ed.son Co ol New York, fnc. 52pp 46463 291 46463 342 

88CB100157 Notification of 080900 meotng w/ut4 in Rockvi’le.MD lo discuss rpvsed 
f.ro proieciion rent for laci t-n9. 

THADANI.PAC Project D reclorato 1-2 80/08/02 BUTLER.W R Project OreciGra to I. 
2 3pp 46478 153-46470 155 

8808^150332 Forwards Safety Insp Repis 50-3B7/B8-11 & 50 308/88-14 on 880605- 

WIGGINS.JT Reg.an 1. Ofc of the Cirocto* 8B/0B/O3 KEISER.H.W Ponnsvlvana 
Power & L-gh! Co. 2pp 46550 202-46550 214 

-0808150337 Insp Repts 50 367/08 1 1 & 50-368/08-14 on 0606C5 0702 No violal.ons 
noted Map( areas Inspected plant operafions. physical socunty.p'ant events A survel 
lance 

□LO'JGH.A R Rogon 1. Ofc ol tho D-reclor BB/00/03 llpp 46550 204 -46550 2 14 

8800150050 Forwards appl c3lons for proposed Amends 1 13 8 64 lo Ucon90s NPF-14 
& NPF.22.rospectively,rovis ng liconse Conn, ‘ on 2 C(6) Foo paid 
KEISER.H.W Pennsylvania Power & Lighl Co 80/0B/O5. BUTLER.W R Pro ect Cirec- 
toralo 1-2 3pp 46552 116 46552 122 C 

-8808150051 App'icat.on for proposed Amends 113 & 64 lo licenses NPr-14 & NPF- 
2 2. re spec lively, rev, ^ng License Conddion 2 C(6) 

KEISER.HW Pennsylvania Power & Light Co 88/06/05 2pp 46552 121-46552:122 


H. General correspondence 


M . < ? 3 J22?. n fS2 81 ! acll0n ,0 feleve unt/u0 risk posod b Y thormai-hydrau 

lie msiab! Ity NRR should issuo order requiring a‘l GE BWR licensees lo subm.l root lo 
Jl yr d ® mo -'' 9lfa1 n 9 compliance w/GDC 12 Relalcd info end 
MfATT.S L ° h, o Citizens for Responsible Energy BB/07/22 Office ol Nuclear Reac- 
lor Roguiat on. D rector (Post 8704U). i2pp 46727 025 4672? 058 


K. Utility Final Safety Analysis Report (FSAR) & amends 


8008150163 NoKos that annual mnlnl rlrodgirg at Station wi’l commence durrg r 
0OO815.Siage P.d'Oilcjlng of ntnko bay.will boo'n on or around 081010 8 laVeat- 
wks 

FIELDS.JS Ponnsylvamo Pown; & Light Co 8 8/C0/O1. COUNSiEE Fers s f *. 
CommonwpalUi of ip 4G551 304-4G551 304 

6000050127 Notilicaiion ol 080820 muolmg w/utl ai silo to review icons ac 
schodulos 

THANDANI.MC ProjOCl DfOCUyaiO 1-2 88/08/02 BUTLER.W R Prc *ci C ‘ed 
I ? 3pp. 40445 223 40445.225 

8000150050 Forv/ards applicaiong for p/oposerf Amunda 1 13 & 64 io Licenses N? 
A NPF-22,rospec1ively.rovislng Ucnnsu Condllon 2.C(6) Kuo po d 
KEISER.H.W Pennsylvania Power & Llyfit Co 80/00/05 BUTLER.W.R Project C 
tcraio 1-2. 3pp. 46552 1 10-46552 1 22. 

-8808160051 Appl.cniion lor proposed Amends 113 8 64 lo L censes NPr 14 S 
22.rospL’ctivuly.iovising License Condit on 2 C(6l. 

KGISER.H W Punnsylvama Power & lighl Co 08/00/05 2pp 46552 121 45552 

0008180355 Noiilios NRC ihat mods rncossary lo meet roqu remcm9 of ATW3 n j 
staiiud dunno rofuol rg A Insp outage 

KEISER.H VV. Pennsylvania Power A Lighl Co 08/08/09 BUTlER.VVR Protect f 
lorato 12 ip 46504:302-46504 302 

0806170044 Rospor.ds lo Gonor,c Ur 80 01. "NRC Position on iGSCCin BWR Ajs 
ic Slamluss Slool Piping " Staff poailbn on malls, waior chom s^.crack eva j 3*. 
ropair cnlena A msp schedules among topics addressed Flaw evaluations end 
KEISER.H.W Pennsylvania Power A Light Co 08/08/10. MURLEY.T CTiceofh 
ar Roactor Hoguldlicn. Diroctor (Posi 070411) 3ipp 4C572 065 46572095 


G. fnspeeffon roports, IE Bulletins & correspondence 

0805200296 NRC Info Notice 80 032, 'Prompi Report, ng to NRC of Sign f carl l f «» 
irwolv.ng Radioaciivu Mail ” Svc I si onci 

CUNNlNGHAM,n E Division of Industrial A Medical Nuclear Safety (POSI 6 A 
80/05/25 Ccnsolidatod EdiSPr^ Co of Now York. Inc 120pp 46388 1 79-453SI 

8608110315 Notifcalion ol 080707 Licensee Meoiing 88 081 w/u!,l in RegonH 
discuss SALP for Aug 1906 ■ Jan 1908 

BLOUGH.A.R Region 1, Ofc ol iho Drecior 00/06/08 Region 1, Ofc o' thatw 
2pp. 46513.001.46513.002 

8808120049 Notif cation ol 000630 Licensee Meonng 03 082 m Kng of PmiSia. 
discuss aqu pmont qualification enforcement conference _ 

BLOUGH.A.R Hogion 1. Ofc ol the (Director 08/06/10 Region i .OicottneiM 
2pp. 46531:233-46531.234 


FSAR '°' Sleam treCac S,a 

S l ' Qh ' Co 88/07/19 auuER ' wn p -i-' 


8807290077 Rov 39 IO updated FSAR for Susquehanna Un is 1 & 2 

Pennsylvania Power A light Co 06/07/22 l.GOOpp. 46350:062-40353.220. 

8800010360 Rev 39 to FSAH i 0/ Susquehanna Sieam Electric Station Un.is i A ?,Vol 

* Pennsylvania Powo/ 8 tight Co 89/07/31 3l2pp 46475 181-46476 132. 


0 BOOO 1 O 4 OO Partal response lo FOIA loquest for documents Fonva'ds J 
documonis App j & i avaiieblo In PDR App H documenls parl'a’ly wlhheW (rei 
Exemptions). 

GRIMSLEY.D.H NRC No Detailed Alf.liat on Given 80 / 07/11 Pub’C &->« .s 
cal Mass Energy Project- ?pp. 46327.246 4632 / 259 

*•8800020137 Forwards eva'uahon ol Iconsoo performance for saforjuards -I k* 
portion of SALP rev,ow for Feb 1902 • Jon 1903 per 830104 requo sited p 
withhold. a 

MCCORKLE.G w Power neactor Safeguards Licensing Branch (Pro 85070 \ 
20 PERCH, R.L Llconslng Branch 2 2pp. 46327:276-46327:277. 


DOCKETED ITEMS 201 


flfi07260231 Responds 10 NRC GuVul-n 60*003 ro GE HE A latching typo rolays used m 
° Das-s lE applcaiions Hov.ow of design documonlai.on. discuss ons w/pcrsonnol A 
f 0 i selected vondar equipment rovoal no subj relays 

KElStRHW Penr.sylvan a Power A L :yT»1 Co 00/0 7/14 RUSSFll.WT Region l. 
O'c 01 Iho C rector 2pp 46291 327*40291 32B. 


BB08010165 Ack reco.pl cl 600615 Ur rov.sng U71 130 response lo vio'OUcna noted *n 
insp Gepts 50 387/07*19 A 50-300707.19 Corrective acCons A confroi measures 
adeaue'o m permit cu'rent individual lo com nuo position unM oyahl.od 
g-LLAMY.R H Ronon 1,01c of lha D.roctor 80/07/15 KElSfiR.H W Pennsylvania 
Power & l '0*11 Co 2pp 46360 020 46360 023 


6687200162 Suppt l 10 NRC Info Notice 06 046. “Licensee ftopf ol Uufocfivo flefiir. 
b shed Crcut Breakers " Svc lisl or.ci 

ROSSl.C F OiviS-on of Operational Evonls Assossrnoni (Pusl 670411) 89/0//2'. 
Co-'isol Jaiod Edison Co of Now York, Inc 125pp 46380 054-46300 170 


6608020057 Responds lo IE flu'of.n 8? -002. Suppt ?. f<i fr$r,ng ol notciv- re 'a led fastener 
vendo's/suppl ors w/< urronl oddrossns Usi of r.onsotely re'atod losfrnor vur.d?rs/ 
suppers A ciirreni addresSOS oncl 

kEISERhW. Pennsylvania Power & light Co. 88/U7/2? RUSSEU ,VV T Hey On 1, 
Ofc ol the director 22pp 40375 204 40 J 75 226 


8607200246 NHC Bul.olm 88 009. "Tlnmtlo Tube Tfvnn.ru) in Wosi nqhonsu Floaciors ’ 
Svc i is l end 

ROSSICF Div.sion ol Operational Events Assessment (Post 870411) 88/07/26 
Cons o' dated Edison Co of Now York, Inn 123pp 4G348 070 48348 102 


0000050135 NHC into Notco 80 060. "Inadequate Cns rjn & tnsla'lal.on of Watertight 
PoncPalion Seals " Svc list end 

ROSSl.C E Division et Operational EvOnls Assossmunl (Post 070411) 88/08/ M. 
Cci’SO'idatfd Ed sen Co ol Now York, In c I23pp 4G560 29B-40570 CtO 

8806050240 NRC Into Noiico 08 C61. “Conlrol Room I labitabi'lty ■ Rocunl fteviows Of 
Operating Exnct once Svr lisl end 

noSSi.CL D.vison t : f Cporaiionai Events Assessment (Post B7Caii). OH/CB/il 
Conso idaieil Ed son Co of New York. Inc I25pp 46504 312-46595 070. 


8800050295 NHC* Inlo Njhco 88 062. "Rocani Findings re lirp'o/nantalion ol OA Pro* 
0'oms <jy .Suppler s of Tiar.spcrt Packages ' Svc Isf on::f. 

nilHNEI F.n K. Div.sicn ol Safeguards & Transports lion (PuM B70413) 83/00/12 
Consolidated Edison Co ol Now York, Inc 109pp. 4656 1 155-46591 263 

890B090264 NRC lnh> Nol.oo 08 063. Hign Radiation Howards Prom Irrac'ifilorj ip Coro 
Dotoctorr. A Cnlilos' Svc 'ist ond 

FIOSS'.C L Division ol Operational Evonls Assnssmont (Posl 0/04 11). 83/08/15 
Consol dated Edison Co of Now Yoik Ire 1 1 0pp 46680 065 46509 1 74 


880323029? Haepondu fa NHC 800708 i lr (O vro/uf errs noted in lr.$p Flop f 50 288/QU- 
10 Corrective act ons preventive maini aciiv.lies w/lroquoncy ol 12 monlhs in f ated lo 
ca! bf end h’owdown liow control valve position Inrj caiion icops 
KElSLn.llW Pennsy.vona Power S light Co OB/Qft/15 GAll,0,H.M Hog on 1,01c 
ol Iho Di'edor 5pp 46607 356 46607.369. 


0607210218 NflC info Nolico 08-052. ol Intrautor no Tondom of I lelchcr Su-t 

App'.ca’or Brachylheropy Dovicor. During Palionl Troahr.ont ” Gvc hsl end. 
CUNNINGHAM. H E Div.sion ol Ind-iSlr.al Medical Nuclear SalOty (Post 870723). 
08/07/27. Consolidated Edison Co. Of Now York. Inc 10Bpp 40307 020 46397 136 

6008040065 Forwards comrr.onis to oadi specific GAl P ciitegory.pi-r 890707 recolny 
v^/NRC Prosontations 1mm moelmij also end 

KElSEFl.HW Ponnsylvar-io Power A light Co 08/07/27 RUGSEU.W.1 Hegon I. 
Ole ol iho Drocior 5Cpp 46000.265*40091 020 

0607220034 NRC Info Notco 88 053. “licensee Violalons ol NRC Roguliit:ons.Wli:cli 
Led to Med cal Diagnosis Misadmmislrotions “ Svc isl ortd 

CUNNlNGHAM.H eT D vision of Indusirial A Modcnl Nuc'onr Gafoiy (Pusl 8/072U). 
P8/07/28 Consolidated Edison Co Of Now York. Irx. I06pp 46396 283 4G397 028 

6607220192 NRC Info Nokco 08*054, '‘Failure ol Cireuit Gronkor I clhwr.rj Insla'lahon 
o' Arr.pieclor Dirocl Tup Attachmonl “ Svc list oncl 

ROSSl.C E Div.sion of Operational Evenly Assoasmonl (Post 8704 11] 88707/2H 
Ccnso' dated Edison Co of Now York. Inc 121pp. 46417 020*46417 140 


6807200019 NRC Info Notco 80 050. ’Potential Problems Caused by Singio En.'um of 
ESF Sw.ng Bus." Svc list oncl. 

ROSSl.C E Div.sion ol Dpi. rational Events Assirssmuni (Por4 870411) 68/OU/O3. 
Ccnso:.dato<l Edison Co ol Now York, Inc. IPlpp 46437 121 46437 241 

0800030289 Suppl 2 to NRC Ruitel'n 60 005. "Nor.Con1orrn.ng Mails Suppled l)y P*p:nij 
Supp‘:os.lnc ai Fo'som.NJ A vVosi Jersey Mlg Co nl Wil lamsiown.N.I “ Svo isl oncl 
ROSSl.C E P.viS'on of Oporailonal Lvoms Aasussmonl (Pusl 670411) H8/00/03 
Conso‘ idated Ldson Co of New York. Inc. 149pp 40538 12 1 *46538 269 

8808160332 Fo-wates Safety Insp Repts 50 367/08*11 A M)*:in»/UB-l4 on 080605- 
0702 

V/IGG'.NS.J T. Region 1. Ole of Iho Director 06/08703 KElSER.MW Pennsylvania 
Powe' A Lighl Co. 2pp. 46550 202*46550 214 


-8808T50337 Insp RoplS 50 ;J07/OG-I1 & 50 300/88*14 on 800605 0/02 No violations 
noted Mapr areas inspected p'ant oporations. f)ltyA:cfll si'Cunty.p'am ovonts A survol 
lanco 

BLOUGH.AR Region 1, Ofc ol iho Drocior 80708703 11pp. 40550 204 4G550 2M 

880729Q8QB Suppl 2 fo NHC Guffofm 6B-006. “Tfmrrnai Stressor* in Pipng Connected lo 
RCS " Svc l.sl oncl. 

ROSSl.C E D.vivon ol Oporolional EvOnls Assessmcnl (Posl 870411) 88708704 
Consolidated Edison Co of Now York, Inc. I21pp 4G504 001*46504 121. 


0807290 f If NRC into Nofco 08 056. “Pofouliof ProGfnrns W/Sdicone Foam Eire Damer 
Penetranon Seals " Svc I191 oncl 

ROSSl.C E. Oivision of Oporailonal Evonls Assossmonl (Post 870411) 88/08/04 
Consolidated Ed.son Co of Now York, Inc 123pp. 4G5G9 175 46569 297 


8008020095 NRC info Notco 08-057, "PotooOol loss of Safe Shutdown Equipment Duo 
nr«ln maluf0 ^' l,con Coniroiiod Roclihor Fnlluro " Svo fin! oncl 
n0SSl.CE. Division of Oporaional Events Assessment (Post 0/0411). OO/OO/OQ 
Consoldatod Edison Co of Now York. Inc I22pp 40459:125-46*150 246 


8808020102 NRC JnJp Notco 00 050. "Po tonfrsf Proh'o/ns VV/ASEA flrown Qovon ME* 
5il lime Overcurrem Relays " Svc llsl oncl 

ROSSl.C E Division al Oporanonal Evnnls Asrossmoni (Posl 070411) 00/00/00 
consol dated Edison Co of Now York. Inc 120pp 46538 001-46530 120 


6808030112 NRC Info Notice 00 059. ‘MSM7 Guhte Ha-I Poituro al Wote//o«J Dmf 3" 
Svc list oncl. 

ROSSI C.E. Division ol OporaHonal Evonls Assossmonl (Post 070*111) 68/C0/09 
consol dated Edison Co. of Now York, Inc. 121pp 46467.01 1*46467.131. 


Seppl 1 to NRC Info NoMcn 80 004, “Inadcrii/afo Quohhcahof) & Documcn- 
nnc*e°^ lfQ ” arfl0f Poneiration Sonls’ 1 Svc list Oncl 

ri?. .. D ' v,s,on 01 Operational Events Assossmonl (Post 070411) 00/08/09 
wnso' .dated Ed.son Co. of New Yoik. Inc I2lpp 46550 205*46550.325 


Nolifies ihai mods nnc ossary lo mce! ierju«/cmenls ol ATWS ruio 
f ® fuehn 9 & ln ^p outage 

i«roT L . o . Pennsylvania Powor & light Co 08/08/09 GUTLER.W R. Prolcct Dm 
tcraie 1*2. Ip. 46504 302-46584 302. 


8 T£°!?il 4 10 Generic Ltr 00 01, “NRC Posil.on on IQSCC in (3WR Aviston.l- 

.. P'P'hQ ” Stall position on malls, water chomlslry .crack ovaiuailon A 


fBfiP 0 0 yvcjiui uiiijiiu^n uvn'uc 

schodulos among lopiefl odd rossod Flaw ovoiuations oncl. 
a nT, . h Pennsylvania Powor A lighl Co 08/08/ 10 MURlEY.T. Otl.co of 
neactor Regulalion. D.rocior (Posl 070411). 31pp. 46572 065*46572 095 


Nuclo- 


G0OO1 10206 NRC inlo Nolico 80 064. ‘Ropcring Fi'os n Nuclear Procuss Sys al N.;ciu* 
nr Power Plants " Svc list oncl 

ROSSl.C l Division c:i Opomiennl Events Assessment (Posl 070411) fi8/()8/ifl 
Conso'idfttccJ Ed son Co ol Nuw York, Inc 104pp *16613001-40043 MJ4. 

0000120327 NRC inlo fJoRu 08 065, "Inadvertent Drainages of Spnnl Fuel Pods “ Svc 
1st crcl 

ROSSl.C E. Division ol Cporaiionai Events Assessmonl (Posl 076411) 8H/0B/ 18 
Conso'idaicd Erl son Co of Now York. Inc l2Jp;> 466^0 CH 1-40020 133. 


O0OO1CO392 NRC Info NoFco 08 006, "Industrial Rodography Insp A Lnlorcomonl " SvC 
■ist oncl 

CUNNlNCHAM.fi L Division of Industrial A Mod cal Nuc'oar Safety (F’ost 070720). 
08/08/P2 Conscl doled LV.'rsorr Co of Now York, fnc 03fip 40020. 134 46020 220 


0000160414 NRC Inlo Nolicu OB 007. PWR Aum'inry Ecodwalor Purrp Tiirlmo Cvo. 1 - 
speed Trip Fu'luro." ^vc Nsl oncl 

ROSSl.C E Dvlsirjn of Opcralional Evonte Assossrponi (Posl 070411). 80/00/22 
consol daiurl Edison Co of Now York. Irx. 123pp 4GG43 105 40043 227 


R. Periodic operating reports A related correapondonco 


0000080002 ‘ Dschamn Monitor.nij nopi for Juno 1900.“ W/8H0725 Hr 
FIELDS. J.S Per m sylvan a t’owor A Lmhl Co 08/00/39. QRf:2iNSKI,n Ronns/ivan'n, 
Commonwcallh of. Upp 46463 0/4 40463 080 


0800190145 Monthly opornimg ropts for Jul 1900 for Susquehanna (Jute 1 & 2 W/ 
HU0UI6 IK. 

Himj-A, KEISLH.H W Itenn&ylvnn a Powor A l.iylil Co 00/07/31 10pp. 40595 203* 
46595 300 


S. Reportable occurrences, LERs A rolntod corrospondonco 


8G07260rQ4 LEM GOOlOOOon 80O3O5,ddlim nafng la.i ort Insu'olloi In primary enrt- 
Uiinmont d SCO vc rod Caused ur .known All pijmin-om Inmnalod Alpha Mnrilox st/ci lr* 
bergiass cloth romovud Irorn drywul? dur.rig rofuolmg Oultino W/D807 1 5 Ik. 
WEHRY.HH. GYRAM.n G Prinnsylvanlii Powor & lighl Co 80/07/15 4pp 
46209 2(10 46289 293 


8800110099 I.ER 08 012 00 on 0OO7C6 A 21.RWCU sys D.v I iso’ations occurrcul whon 
pump A was started A on 8OU710.D.V 2 iSO’at-on occurrurl wtion pump D was* 
started Caused by row R>tey ftWCU bloom look detection tornp mod. .fos.W/0 00804 
ltr 

HYDFR.TS, GYRAM.n G. Punnsylvama Power A I'ght Co 80/00/04. Cpp 

46504 353 46504 350 

8B081604Q0 LER O8O11OO on 6t3C6lO,IirowatCtr rour.tls late for sovoral firo zonos n 
reactor b’dp.CauSOd by pursoonoJ error Proreduro A fi/uwalcb rou^tia fOvJovvr'd w/ 
omployco W/00C8U) lu. 

DAVIS.SE . RYMAM.n.G Pormsylvanla Power A Liyhl Co 00/CB/1O. *lpf» 40553 349. 
40553.352 

8808180300 (.Ef? BO 013 CO.on fl007l2.mfVCU sys Ofv f iso’allon nccurroil when ponu* 
iraiion room high lomp trip signal actuated Caused by o!ovoh>d amt.tent punulraiion 
room tompr* which have boon running 5 F • 8 f higher then riormol.W/0OOBn iir 
HYDER.TS, DYRAM.R G ( > onnsylvar.l;i Power A Lighl Co 00/08/11. 4pp 

40593 090 46593 003. 

BGOB 190171 NPDES concern pi mneo not.lication on 88 0*007,3,300 unl’ons ol conconirat. 
od sulfuric ac.d dschargod into stomi dra.nsBnrjs ol soda ash durrprid over affected 
p po area A ateo into various locations along siorm drain 

FIF.LO.J S Pennsylvania Power A Light Co 00/OBM2 2pp. 4659/ 230 46507 291. 


V. Operator Examlnmiona 


8608040085 Forwards ccmmonts 10 oacti specific SALP catouory.por 800707 mcoUng 
w/NRC Presanlalions from mooting also oncl 

KElSF.R.HW, Pennsylvana Power A light Co 80/07/27 MUSSEll.W.T. Region i, 
Ofc of Iho Director 50pp 40690 205 4 G69 1.020 



8807290065 Advises fdai o') iv J conduct emergency plan QxetC 60 on BbD927 n coop- 
e ration w/Siaio ol FL & St Luce 8 Mart-n Counhes Exe*cise v. II involve !ocal agency 
pariicipano-T hut will noi bo evaluated by FEMA 

CQNWAV.W F Florida Power & tighl Co 89/07/20 Oocumoni Conirol Branch (Docu* 
moot Control Desk) 6pp 46357 039 46357.044. 

8808040001 Revised emergency plan implementing procGdcres.inc'bd ng Rev 16 lo Pro 
cedure HP 93. ‘Emergency Equipment." & Rov 0 to Procedure 1202, 'Activation & 
Uso cf Emergency Operations Faci'ty." W/880726 Itr 

CONWAY.W F Florida Power S light Co 80/07/26. 22 pp 46433.23? 46433 258 

8806040186 Rov 0 lo Emergency P'an Imp’emontmg Procedu'6 1202, "AcUvaiiOn & Uso 
of Emergency Cperai.ons Fee l ty (St Lucie)." W/883726 Ur 

MAlSLFR.J . CONWAY.WF. Florida Power 6 L-ght Co 80/07/26 7p p 46432 182* 
46432.108 

8808160437 Submts brief deserphon of changes made to plant security 
croan zation.pef NRC request 

CONWAY.W F Florida Power & light Co 88/07/29 GRACE.J N Reg on 2. Cfc of Ihe 
Direc'Or 3pp. 46556 208 46556 210 

8008040247 Generic in 88 12 Lo all power reactor licensees & applicants re removal of 
fro p'otection req.,iremom9 from Tech Specs Svc 1st end 

MIRAGUA.F J Assocate D.rcclor for Pro.eclS (Post 8/041 1) 88/08/02 Conso’idaled 
Ed.son Co of New York. Ir.c 52pp. 46463 291 46463 342 


TOUftfGNY.E G Project Drrocforafu il-2 80/08/ 04. CONWAY WF 
L ght Co 2pp 4G4B3 236-46403 240 

-8608 100228 Corroded Pago 3/4 0 1 lo Amends 08 & 33 to L ccrsos 
iS.rep'aclng word ‘un'oss w/wotd "when” 

* Projecl Dirodcrato U-2 00/08/04 3pp 46403 230-46483 240 

8808250247 Roqi.osis ass-stanco in Uos'ng out open items ai locliiy l 
end, including Inatlcnlivn security officer security event 8 co lection c 
moasuro.T.ont results 

REYES. L A Rog on 2. Ofc of the D rector 80/08/ 11 CONWAY WF 
lighl Co Opp 46649 087.46640.004 

8808190233 Responds lo 000510 & 0622 requests ter add) rnfo re ATI 
detailed concopluai cfos gn into covering power supplies. failure mode 
s.s 

CONWAY.W K, Florida Power & L.ghl Co 86/08/15 Documont CO'itr 
moot Conirol Dosk) 20pp 46596 C02 46596.021. 

8608250033 Informs of inlont to use C-E molhodology doserbop n I 
"Roai she Smol Broak LOCA Evaluailon Model ” Methodo'oyy ompic 
use w/preposod rov to 1QCFR£0,App K. 'ECCS Evaluation Mode's ' 
CONWAY.W F Flo* do PowGr 8 Lighl Co 00/00/16 Document Con'.i 
rronl Control Desk) 2pp 4064 0 217-46648 210 


8808160445 Forwards Insp Ropls 50 335/88-14 & 50 309/88-14 C n BG3508 0702 No 
voiatiQns o f cfevations noted 

WILSON.BA Reg cn 2. Ofc Of Iho Ciroclcr 88/09/03 CONWAY.WF. Flo* da Power 
8 light Co 2pp 46554 274 46554 292 

-8806160448 fnsp Repls 50 335/00-14 8 50 389/88*14 on 08C509 0702No violations 
noted Ma.cr areas r spec led p'ant operahons.Tech Spec comp iar.co.momi 

observation, LEH review .physical protect cn 8 reader trip rcviow 
PAUIK.G P nog on 2. Ofc of Ihe C rectcr BB/07/28 1 ?pp 46554 276 46554 292 

8808190210 Informs of emergency plan exercise fer planl set edJed for 800927 b'»Or- 
ciso scenario package be.ng ferwardod to TR Oocko'.por 8/0403 request 
CONWAY.WF Florida Power & Lighl Co b9/08/!5 Oocumoni Control Branch (Docj* 
mem Control Desk) ip. 46596 355 46596.355 

8808230069 Forwards Rev 16 lo physical security plan Rev withho.'d (ref J0CFD? ?90 & 
73 21) 

CONWAY.W F Florida Power & L-ght Co 88/08/17 Document Cod'ol Branch (Docu 
mem Conirol Desk). ?pp 46619 130 46619 140 


G Adjudicatory correspondence 


6808090038 Provides NRC olfcal hours 8 procedures for f I nns m proceed ngs Served 
on 880004 

SHOEMAKER.C J Atom c Safety and licensing Appeal Panel // 388 6853 88/08/03 
Office of the Genoral Counsel ip 46401 266 46401 266 


H. General correspondence 

B808240182 Responds lo 880719 Itr indicatmg that J Fi'onow.c? expressed concern ro 
rcracking ol spent fuel pool.lorg term storage & nsng ocoan I ovol 9 Concludes bldgs 
adea-jotety protected 

STELIO.V otc Ol the Executive Drector lor Operations. 88/00/15 GRAHAM B 
Senate 4pp 46626 230 46626 240 

-8808240184 Forwards Hr from J Fi'cnowicz re concerns about spool fuel tods ai 
facility Rev.ew 8 commenis requested 

GRAHAM. B Senate 88/07/18 KAMMERER.C Congressional AMa-rs 5nn 
46626 234-46626 240 


P. Operating license stage documents & correspondence 


8B08240100 Accepis response to Gonnrlc Llr 00 05 re hone add toi 
stool reactor boundary components n PWR planis 
EDISON.GE. Product DiroclOraiO 11*2 00/00/10 CONWAY.WF- F‘oi 
Co. 3pp 46642 101 4GQ42.U)3. 


Q. Inspection reports. IE Bulletins & correspondence 

0806200296 NRC Info Not co 00-032. "Prompt Roporling to MIC o' Sir 
invo'vmn RadloucUo Mall " Svc l-si end 

CUNNINGHAM. R E Div.s:on of Industrial & Modical Nuclear Sslnl 
80/05/25 Consol dated Edison Co of Now York. Inc I20pp 403IJ 

8B07200162 Suppl 1 to NRC Info Not-co 00 04G. "liconseu ftopt o' 
bjshed Crcuf Breakers." Svc irsl vnei 

ROSSI.CE. Diviscn ol Opor atonal Fvonis Assossmont (Pest 67( 
Conscl-daiod Edison Co. ol Now York. Inc i25pp 46388.054 46388 

B808020230 Forwards rosponso 10 NRC Bui'et.n 87.002.Supp 1 2 ru U 
doierm no conformance w/app'icable motl spocs. cr.nshi 1 
sjpp'iers.seconda'v suppliers 8 r.on-safoiy suppliers hsts 
CONWAY.W F Florida POwOr & Light Co 80/07/25 Documont Ccnli 
mom Control Desk). 50pp 46399.2B9-4G399 338. 

8B072G0246 NRC Bu'lolm 08 009. "Th mblo Tubo Ttvnnng in Wcslnq 
Svc list onc> 

ROSSI. C E Divis on of Oporahonal Evonls Assessment (Pcsi 87< 
Consolrdotod Ed.son Co. ol Now York. Inc 123pp 46348 070 4G34fl 

8007210218 NRC Info Notico 88 052. "Faluro of lntrauter.ro Tendcn 
Applicator Brachylhorapy Dovicos Dunng Patent Treatment " Svc ISI 
CUNNINGHAM.R F. D-vi^on of Industrial 8 Med cal Nuclear Salul 
8B/07/2 7 Consolidated Ed son Co ot Now York, Inc 108pp 4039 

8807220034 NRC Info Notico 00-053, "Uconsoo Violations ol NRC F 
Led lo Med cal Diagnostic M>sadminlsrrations " Svc i.si oncl 
CUNNINGHAM.R fT Division of Industrial 8 Medical Nuclear Sa^ 
08/07/28 Consol dated Edison Co of Now York. Inc. 106pp. 4039 

8807220192 NRC Inlo Nolice 08 054, "Faluro ot Crcuil Broakor Fol 
of Arrpluctor Direct I rip Attachment " Svc list oncl 
ROSSI.C E Div.sion of Operat-onal Events Assessrront (Post 87t 
Conso'idatod F.d>son Co. of Now York. Inc. I21pp 46417 020 46117 


8808020269 Summary ol 800708 meolmg w/C*E Owrr.ers Group re Generic Ur 07-12 
"Loss of RHR Wh le RCS Pan ally Fi lea " 

TRAMMEL L.C M Project Dueciorate V 0B/O7/15 Projoci D rectorate V 41np 
46374.202-46374 244 


8607290300 Forwards Amends 98 & 33 lo Licenses OPR-67 & NPF-16. respecllvoly & 
safoty evaiuahon Amends change Tech Specs & bases siaioments in rosponso lo Go* 
noiic Ur 87-09 8 upgrade Ur.ii i Tech Spocs 3.0 1.3 0 2 & 3 0 3 io STS cement 
TOUHIGNY.EG Project U reclor&io ||-2 88/07/19 CONWAY.WF Florida Power & 
Light Co. ?pp. 46342 289 46342.3 18 


8808030367 Responds to NRC 860620 Ur ro violations noted in 'nsp 
06 Conocuvo action normal /isoialo switch for Valve HCV-2510was 
poslhon duo lo operators misread ng control diagram for valve 
CONWAY.WF. Florida Power & Light Co G8/07/29. LIE BERMAN J 
morn (Post 070413). 4pp *16404 163 46404 168 

8008110060 Responds to NRC 800615 requost for addl Info ro used I 
technique 

CONWAY.W F Florida Power 8 Light Co 88/00/01 Documont Com 
moni Conirol Desk) 3pp 4651 1 229 4651 1:231 


-8807290303 An ends 08 8 33 to Licenses OPR-67 & NPF-ie.respoclivOly. chang nq 
Toch Spocs 3 0 4,4.0 3,4.0 4 & 3 0/4 0 bases siatementg m response to Generic Ur 
87-09 8 upgrading Urlt i Toch Specs 3 0 1.3 0 2 8 3 0 3 to STS content 
UERKOW.H N. Pro.oct Oireclorate 11-2. 86/07/19 25pp 46342 291-46342 314 


8807280019 NRC Into Nobco 88 055. "Poient.al Problems Caused by 
ESF Swing Uus " Svc list oncl 

ROSSI.C E Division of Operat-onai Evonis Assossmont (Posi 0/i 
Consolidated Edison Co. of New York. Inc I2lpp 46437:121-4613/ 


nn^iC^E D vision <jf Oporalionnl llvunls Assosvr.nni (Post *1 /fM 1 1 > 
Cense idaiocl Ptf^cr* To of Now Yo'h. Inn 1?1pp 46504 03 M05O4 1? I 


''Potential Pfobinmr, W/Sncoriu I nam IVu Ran < 


66072901 U NRC Info NOt*:»» HO «-**. 

Pcroiraiion Seals ' Sve f«M uncf 
ROSS' CE D.visoo c»1 O|i0fill Oiml fvords ASM'v.munl {I’csl H/fl-llI) 
Consol "a led Edson Co o' Nuw York. inr. l?:ipp 46569 1 /’i 46509 V\U 


00C824O135 r.na 1 rusponso lo FOIA rr RuuM 1r:r dourmnnls Ap|i K drcmnenls "<■< I App 
t documents pariio 7 dnlu!n;l as ouKdO *,cupn of rmim-st App M diKunmnl'. IM’lmlly 
w.T.hefJ trot FO>A Ext'trpl to b) 

GRlMSLt'Y.U H NRC ■ No Ootu.'od Alf« 'nii:m G.vnn fll!/(m/(J4 UOII.Y.K Putilr: < »l< 
/CM'S Cr.* cal Was s L'no'yy Pr OjOU fj| p 465»1 JJb 46MM 342 


.06OB1 10010 Forwards NRM SAM' mpul h:jsod cm SAl P mv.'i'ihiUiiik nr-iJ w/snluty 

eq uations prepaid dMiOy SAl.P <U P.1H4 May 191)6 p.aiorj M.* , alo:| lira 

UUDLEy.R F. PWH Pfo;oct iJifocicmlo i nO/uh/Ol. KIUSt3i.ni I ti*g i:n \ Ofe of 
ihoD'octor 115 pp 4651)1.343 46562 HP 


6608020095 NRC Into Nolico tin 05/. PnUmliu) Los** of Side Sluitilcsuwr* l.gup ^‘*‘ J 

*o Premium Snten Co'itrciliid Rudder 1 .rlu'o " SvC lisl nnU 

ROSSI.CE. DivhIom of Cfiorniioool Kvunlt. AvaivatK-nl (Post 0 /P 411 ) itll/Ull/iiO 

Consol dflUid Edison Co of Now VorA. fr;c f PPpP 4/M 5 3 (2.6-46459 24(1 


8800020102 NRC Info Nolen Ml 0611, 'Poiontinl Prolili.mn VWASl A Ihuwn Hewn IH- 
Oil T no Ov'jrcu'ront Riilnys." live; list one I 

ROSSI.CE OviSicn of Opo'himnnl f vimis Av»i>'.'iM‘.uhI (Pusl H/lMII) lifl/tJfi/Dfl 
Cor.so‘ dated Eejisen Co of Nuw York. Inr lPdpp ■HiVninni 4Ij‘> HI I2d 


0000220044 ‘Miir-r.o TerHo Him.ovnis Si l uciu Ininno Canal for Second Quarter KWlll’* 
W/BRGUPi Hr 

CONWAY .W 1 l lumla I’nwnr A U:jh1 Co 00/06/39 I0|:p 46600 11)5 46660 194 

Q8Q8230QQ7 I’crwat'k mod/dy CfroWto;} for .Ail IJWfl tor lu'koy Pcwil V» .1 A f. 
A Si l nr ii: U'i is 1 A P 

CONWAY ,W I I o* dfi Power & I c;*U Co nfl/nn/15 Dccnn-uol CcnlrU IWinJi (Our;u 
n ml Control (JrsM l|i *1C:r*o/ ?H'j 46607 ;?99 

-Q008230140 Wonll ly o;io/nnru| topis it? J.n I HUB *o' Si l i.cu Ursls 1 A 2 
ffNfHfi S t) . GNAN1.MV Huctu H. Ujht Co /pp 4 P00 7 P‘JP 

40(10/ POO 


ROCKET 60 390 WATTS UAH NUCLEAR PLANT, UNIT I 


A. ApplIcnllon/conBlruellon singe documonte & corrospondonco 

0007290136 In'f/trm 11 ml nil n;sfionfu: lo Gorujr c lir Bll fn sni nlOClo-V 8 na IwrUnir 
ai;liun mn uss.ify Sululy nvnSiat on iihlI 

MLAf-K.S Ole <>\ S)ht alPrejmls HH/0//20 WillTp.SA T orr« ism m> Nfiin-y Anil lOhly 
Ppp 4liH‘jfi :iQ4 4ii1M> 31 1 

■’000720014 1 Salnly i»v.ilaa1i:in s(.(>p;)rlmt| Lennsm* »nspon‘m lo Or re in HMH. 

' SIcniH II ruJrtJ nl Ail* li.'iry rwrjwakf 1’uir.p‘i " 

* Olr uf Spot ini PfOj<Mds IH1/0//20. Opp 4 i>’iri(» 'W)n-4(j;iijfi 'll I. 


6006030112 ffTK, Info Nolleo Jill OSH. ‘WS1V (iiarln Mini I nilnfu nl Walt ‘frail Uiul a 
Sve i<si our; 

ROSSI.CE Civison ol Opnrni'unal Lvnnt-i Av.nv»mi'i , l |Pir*l 11/0411) H!i/|lll/cm 
Ccnso idaiod Ed Son Co. of Nuw York. Inc, IPipp 4R4(>/(n i-4fi4R/ i:u 

8800040002 Si^ppl 1 to NRC Info Noliro till 004. “Iim;l( :inatn O-ndilu ulnii R Uix:i«n.i>ii- 
lnl.cn o< F aG Da'nor Purolriihori Sf;«ils ‘ Sve lisl nru.l 

ROSS'.C E Divsior» ol Gjiiifal.onal l vfmin A'imiv.iih nl (Po .l fl/0411) Mll/lJlPtj't 
Consclidaiod Edison Co til Now York, li*r IP Ipp 4flSS!i pdS 4dS‘ fl :ipFi 


0000020210 I'rowi.ln-i mMi»| id I SAM < Ivniyns A nmrkod «|i I SAM pnijos. Ii'juroi, A 
lali'o'i ro npllnw ro-ivi>r>j;oii A In-. id ri/a:ii:ni 

(iHICI IY,R Vu.oy Anil .only tm/117/pii. l)o< uirnni fajiilrnl l!rfli;ch (l'<a:n- 

incut Control Uusk) 2 f t.lpp 1 R r . UKlIilj 11/ 

0000030333 f p'waripi frnpkiyou Cor«,nrus Sf ureal If OA/Ct. Cnlcc, o'y ' ‘ 

MANSI N.C-M fiinrns-iuo Vilify Aultirmly Hll/OZ/pli Doi.u'nont Cr:ntit:l lir.inch 
(t;r:cuim*‘it Conlfol MiViK) Spp 4P414 I 411 4f»4 14 Ifi3 


6608050135 NRC Info Not.Cn «fl Orid, “HSii1it|natii Mosiijn A Inslid' U-nii of WaU!H0l 
Ponovai-oa Sonls " Sve tst one 1 

ROSSf.CE Ovisfort at CnouVlntuil f-vonl', AwnuHntui (ibr.l MMII) ifU/Cdi/fj 
Consol dat«!U Edison Co of Nuw Yo'k. In:; iP’ipp 4t/;r.'j ptm 4i»‘>/0 r;(/j 


6908050246 NRC Info Nolico IIH- -051. “Control Room Midnlribi'ty Moroni Huv.uwti ol 
Cporai ng Expononcu." Svn I *.l nnel 

ROSSI.CE Divison ol Oporaliona' rvonts A*.?a*'iwnnnt (I'nM M/D411) (Hi/Olt/11 
Ccnso'.datDd Ed son Co. of Nuw Yoik, Inc iPSpp 4iiVn :MP 4fiV) , J i)/(i 


8800050295 NRC Info NoIk.o OH OliP. floecnl I ir .. In n ) a i rn lru|;loinuniaiir:n ol OA Pro 
craT’s by Supj)!:of5 of Transport Pachrujon " Svt: list on: I 

BURNETT. R p CiviS'Cn c>1 SofoyurirdR A 1 mnsptirlniian (I'oM H/IJ413) tili/0»/12 
Co'iso'idaiod Edison Co of Now York. Inc KJ'ipp -ibVM IS*. 2fJ:i 


6608090204 t'/MC frdo Noticu UfJ 0(T3, ' IfljjU MrnhaCK:n l'n/.lid!i f r*:tn Irrmfndud inT.uio 
Doleciors A Cablos " Sve I &l cncl 

nOSSt.C.E 0 vision ol Opornticmd Evonit. AsMn.'inujnl (Pcir.l d/0411) lin/dll/l!j 
Consol dQied Edison Co ol Nuw York. Inc i lOpp 4»j*,f,«K:tif. 4ii!.(»'i r/4 

0008240152 Forwards Insp Re-pis £rO JllS/IM Hi A r :0 3n*t/mi 1f> on HHO/1 MS A noli: o 
cf rfov ai ion 

HERDT.AR Region ?. Ofc Ol iho 0«r«r.lnr fm/0»/ lit CiONWAY.WI* Honda Power A 
Lighl Co. ?pp 46G30 001 4GU3U 000 


■0808240160 NoliCO Ol doviaiion Irom Insp on HB07I MG Ocviabon noluif r.u'vni.'iinru 
losing la'Od lo domonsiraio dosol yof.<;ialn:r. cnpabNi ol fadislyimi TSAR (ftisujn ro 
qu remonls 

HER0T.A R Region 2. Cfe ol llio Ci'ucior fm/0«/1l> Ip 4003(1 Obj 40f>:i0 003 


-8006240162 Insp Ropls 60 335/00* Ul A 60 31)0/111)* 10 on H!)(>7 11*15. Dovirjl on 
no1edWe|or aroas inspccieil.emorpuncy d.osul gonoinior wirvuii'ancu inramg A nuiml 
A inienroiod ESF iosi>ng indor 6'rr.ulnUid l.OCA conn iiuns 

bPARKS.S E . JAPE.F Mugmn 2. Ofe ol Dm DruUor hO/OB/l? fipp 4f.r.3O0U4 
4663O.O0i7. 


8808110206 NRC Info Notice 00 004. “Fleporting l : irr*s in MnC'oar Proenss Syfl rtl N t .clo 
ar Pewor Plants ." Sve list cncl 

ROSSI.C E. U.vision ol Opuraliori.il F.vunls Assessment (l’o9l 1)704 II) «11/Clj/If) 
Lmso idaitd Ed son Co. ol Now Yoik. Inc 104pp 40043 00 1 4Cl»*,:i 1 04 

6808120327 NRC info Nolico f)8 085, “InaUvurlonl Uia-natius of Spont Fuel Pools ’’ Sve 
I si enci 

ROSS' CE Div.sion ol Oporoticnal Evonis ABsusamom {Posi 07041 1) BB/OB/lfl. 
^cnsohdaiod Edison Co of Now York, Inc 123pp. 40020 01 1 -10020 133. 

08 ° s ® l *?°ij 92 NR C Info Nolico 80 006. 'Industrial Rnd oyrapUy Insp A Enlorcumom “ Sve 

E u,v| 5'-on ol lndustr.nl A Mod.col Nuclear Safely (Post 0/0729) 
88/00/22 Conso'.daiQd Edison Co. Of Now York. Inc QCpp 4G020 l34-4fiO?0 223. 


-0000030339 Impluynn l.oricurns Prui|ram Vol fl. *OA/(Xl Tai1nr|::ry 
• ronniiMsno Vft'luy Aullmrily RH/d'J/i-1 24Mpp 4U414 164 464 1 !> 04 1 

0000030310 tOwards ^.miliary iln ,cr pliun of rt an.jns to OA p‘<»uram vv/ If^ntahvii mi 
plmiH'iitnton doles Hull ul'l Ini rfnvnlrrp'r'O A irnph'fr.t:niii<r) (‘.hOfties w.'l lm li.rll«r*r dn* 
ncnbnd in iu>»i rev to OA lopxnl rnpt 

(ifliniEY.n. Irn-.<V,«MIU v.|l|uy Author ily Hll/07/29 Oocirnunl CodroUiranrh ((lneu* 
n-onl CouUOl Dn'.k) f.pp 4(M2/ (1/0-4(34^/ l)/4. 

0000100172 I orward'i NIK; rovmw A uvul,mt r>n of wultj ovft'unl on prt-|uet repl for 
Inr .61 y W/o cva'uution 

PAH ROW. JO Oil. nf spec nl Piu/sHu llft/OIJ/12 WHITE.SA rirru-.so,) Vfl Yiy An* 
ll.or.1y 2(:p 46600 1)66 40600 067 


K. Security, modlcnl, omorgoncy A Uro protection plans 


6007000520 Ciunent l.lr 88 U) to a’ 1 f)uwur ruaeUa 6viiriflt-ns A ticNorei Ol I’ft't 96 np 
iirtivu's ro p..n:lmon of <iSA apfiroved snct.r.ly contninora SvC 'isl onrl 
MfHAOUA V J A nouM'D fvaiy ter Projoflv (Posi 870411) Pfl/OZ/Ol CcrmcHlaU'd 
Ed.sun C,0 91 Now York. Inc 31 PP 46388 209 48:108 320 

O8O0IOOO99 Pailiiii resjmnsu lo I OlA rur^osl for ducurnunta Ap(> P dncu'iiunla er.cl A 
Qvai'abio if i PDR 

GMIMSIEY.I) II Nf)C * No Coin lm! Affiiauon Gwen 08/07/H) JONES.C AfMmiinn 
Not AwiQtujd /!;>;; 40570 032-40679 1)30. 

..6000180209 Forwards Insp Mopls 60 300/64 55 A f, 0*30 1/04*43 on 040710 2l) No 
violai on-r noted 

VEMMELU.t) M Mog im 2. Ofc oMhn Oirocior 04/00/2? I'ARRIS.MO lunnussnu 
Volloy Aulhonly 2pp 40500 000 40000 010. 

.*0008100303 Insp Refits 50 390/64*55 A 50 391/04. 43 on 040716*20 No viclmon9 
noted Major areas mspucicd corr.plor.co lo 1CCFM60,App M.SociiOns IMG A III L A Ii* 
c unsen irlenliliud ilorus 

HUNI.MD Region 2. Ole of Iho D-roclOr 04/00/21 ?2pp 405110 0114051)003:1 

600804024 7 Generic Ur 00*12 to off powor re«actor f congees & app ‘■Cants ni rnntovof of 
lire prouicl'on ruqu remuntg from Toch Specs SvC l-si oncl 

MiRAGUA.r j Associnio Grueior lor Pioiocls (Posi 070411) 06/06/02 Consol dnuKl 
Ed son Co of Now Yoik, Inc 52pp 46463 201*46463 342 

0006090 131 Revised oniurnoncy plan irrploir.ont nij procoiluroa.incLiUuiy Hdv 2 to EPlP 
1 Cf>urniiong Duly SpuCio:iSl Procedure (Of Gunurflf Gmorgoncy ' A Rov I fo fc'PfP 6. 
■ fMiint Assussn.ont Siolf Procedure lor Alort.Sito Area Emcffloncy 
GRIDLEY.R l . Tennossoo Volluy Aulhordy 00/00/02 GOpp 4047100146171 146 


204 DOCKETED ITEMS 


Q. inspection reports. IE Bulletins & correspondence 

8605200295 NRC Ir'o NV*:G 63 032. ' PfCTpl lo NRC Of S rT'I'^nt hcrconis 

in^cU.ng Raicactive Vail Sv: • si e~: 

CUNNNGhAVAE D /<s cn o' ir.d jsr*«3i & Mod :ai Nodear Safety l ;> ct,r 6707/)) 
B8/05/25 Consc da’ed Fd.scn Co G* New Vor- Ire l2Cpp 46309 • ?j *.6368 299 

8808160099 Par: al response ic FClA fugues’ ter docurre’S Af p ° docurr.t: ’s erJ & 
a. a lab e n PUR 

GRiVSLEY.Dh NRC No Dela eo AM C.vcn BB/OZ/'fl JCNEs.C A'fnatiO'i 
Net Assigned Ppp 46579 032 46579 033 

-6808 180299 Forwards 'nsp Repls 50 330/8* 55 A 6 Cj9W84 43 0“ 9*t07'fi^0Na 
v o'ahcns roied 

VERRELU.DM Regon 2 Cfc of Lie C'ec’Df 64/99'27 FARHS.HG Icnessoo 
Va'cy Aul-OMy 2;p 40650 C09 46550 0 1C 

-8308100303 Insp Pcpls 60 390/84 66 6 *C .;91/64 4'J on 8J<j/l6?CNc vioUlcns 
roied Va,cr areas nspccied ccrrp a' 1 :© lo 1CCFRS0 App R Soclo* s 1 1 G A l l A '* 
censeo idem *<ed iicts 

KJNT.MD MAOnEN.PU. MILLER W M Region 2 O': ".I ihc Crude' 64 'OB'? ■ 
?2pp 46530 011 46690 033 

0007200162 Svppl I to NRC inic Notcc 36 046. L*cc ns-'e Real ol Do'och vo RcM 
frShed C-fCLil Breakers " Svc I si encJ 

ROSSl.C r Cw.scn Ol CperalOnal svenis Assessment (Pest 6/f4r) ea.'C7,3l 
Ccnsc'Jaied Ed son Co cl New York. l**c i25pp 40363 364 46398 178 

8808020245 Supp s response *0 v.c'ai'Y's n F'ep:s 60 227/86 27 6 53 226/ 
86 27Ccifeci *e acicr$ Drawxa 473CD1 ID tc rev sea to relied prooaJ va’utfs 
GRlOLEY.R Tennessee Val:y Au’"o ity 86' 07 '22 L v j;-n e~i Cov'd -j'an.'h (Roc,, 
rrsn Centre I Desk) 9pp 46375 247 46375 266 

0807200246 NRC Bj lo* n 63 009 Thrb'e Tuce Thn-r.g n Wos'.nyho^so Readc'S “ 
Svc 1st end 

ROSSl.C E Divivcn al Cpera’ anal EvCms Assessment (Prst 67C1H) 86/07/26 
Conscl Jaied Ed son Co cf N'Gw York. Kc l23pp 4f-340.O7C 46348 192 

8800020254 Towards updated response lo vcaiiq- r»oied m nsp Ftet'ls 50- 390/ B 7 95 
& 50 39VB7 06 to Status update tr. c‘&SSOl» Cl c'ear.necsNav'tP & ANSI vOirlcaLO“ 
program Activhes IC' rose ut on Cl CAQR VVS" B7f 856 Cn.;c*.nj & p*c:edu.*os rov scu 
GRID.EY.R Tennessee Va ley Ai.'ronly 80/07/26 Cor^rneni CO“t*ol Uran.h iDocu 
mem Conlrol Desk) 4pp 46403 054 46J03 05? 

8807210218 NRC rilo No 1 co 89 052. Fa *u*t> of Intraylcnne r a~dcm o' Fleichor Sut 
Appl cato/ Brach,ih6rapy Cevcos Dj'.rg Pa* enl Treatment ” Svc 1 si ore I 
ClfNN NGHAV R E Dvisicn ol InouSlrai S Ved :al Nj;luar Sa'cr^ (Posi 87072J) 
08/07/2? Consc'idaied Ed sen Co ol Ng* York. Inc lC8pp 46397 929 46397 136 

0807220034 NRC ln 4 o Nctico 68 053. ‘ .icensoo V>cl3* ens c* NRC Rog Jaiions.Wr ch 
led lo Medical D:2g''CSt c M sadm 1 isirai ons ' Svc l st end 
CUNNINGHAM. R t O-irscn O* li'd js*'»ai A Medical Nuc.ea' Saloty (Posl 870/29) 
60/07/28 Co-sol dared Cdison Co cl Now Yo'k Inc I05pp 46396 283 46 3<l 7 026 

8007220192 NRC Info Noiice 88 054 "Faljre Ol Crcu' S'c-aker f orowx.g Insifi'laicn 
ol Ampler ter D rod lf-p Atiachre / 't ' Svc !.sl engl 

ROSS'. C E C.vr.sicn ol Opera’ onai Evenis Assyssircm (Post 0704 in 60/07/28 
Ccnso dated Edson Co of New York, Pc i2'pp 46417023 4641? HO 

0808050173 Forwards addl resco*’SO ro 890510 onfertunor* corferi.-rii:o cn al'eged 
ha'assmem ol auii’O'-zed n jc'oar nspoctcrs at lac 1 ty 

GR'DIF.Y.R Temessoe Vd'.ey Ajihcr.ty 08/08/01 PARTlOW-G Ole ol Special 
Pro;oclS 4pp 46449 228 46449 231 

0800080053 Forwards Case 2 05 034 & 2 86 034S. 'Hepi of Invest gabon Walls Dar 
Njc'ear PJani Alleged Coercon cl Aulhcved Nuo’ear Inspec’Ors by ANI Mgi Ih'Cugn 
TV A Mni " Waiter w. i be evaluated for approx ale e 1 ** C‘Ce.Te r ’ act cn 
PARTLCW.JG Ofc ol Spec-a Pro.ccts 89/06/0? WHllE.SA I enresseo Va Icy Au- 
thority 2pp 46459 262 4Q461229 

*-8808080057 Repi ol lnvestigat.cn Wat’s Ra r Nuclear Plant Alogcd Coo/osn ol Au 
ihon;ed Nuc'oat ir.specb's by ANI Vqt th'ougn TVA Wat ’ 

WiLUAMSON, E L oif.ce ollnvestiga'pns 67/05/26 43pp 46469 P64-4G4F9 307 

-8000080090 Invest gal on Repl 2 85 034. "Alcged Ccerccn ol Aulhor-?uc N^clce* In 
spocrors by ANI Mgt itrougli TVA Mgt " A'lceai ens jnsuostani aled 
WILLIAMSON E l Cilice of '“'vcsi-gai ors 06/1l'20 f;42pp 46459 JOB 46461 223 

8807280019 NRC Info Nolce 08 065, Potenna Probems Caused by Si'.g‘u Fa u*u of 
ESP Sw ng Bu9 " Svc 'ist encl 

ROSSl.C E C v.sicn of Oprraioral Fvenis Assessnrbnf |Posi 670411) 08/08/03 
Conso'ioaied Ed son Co of Now Yo/k. Ire l2lpp 46437 1?1 46437 2*1 

0808030289 Suppl 2 10 NRC Bj let.n 08 006 “Ncrccnforrr ng Mails SuPD tod by Pip,r.g 
Supp ieslnc at Fo scm.Nj A West je/soy Mfg Co a' W l -ams’own NJ ” Svc 1 si e-rl 
ROSSl.Ce D.viS‘0-1 of Cppratonai Ever's Assossme-t (Post 8 70-4 1 1 ) B8'CB/C3 
Conso' dated Fcison Co of New Ycrk me 1*9pp -16538 121 46530 269 

8808150384 Ack receipi cf 000711 supplorrert.nl response lo vo'a'ons roted m 'r^n 
Rcpts SO 390/87-13 & 60 391/87-13 

MCCOY.FR Ofc ol SpOC-al Pro;ocis 68/08/03. WHITE.SA Tennossoe Valov An 
Ihority 2pp. 46551 074 46551 075 

0807290098 Suppl 2 lo HRu> B.ilot n 89 008, T normal Sirosscb n PiCirg Ccnncc’od 10 
nCS.” Svc 1st encl. 

ROSSl.C F Divison ol Cperahcna' Events Assessmom {Posi 070-111) 88/C-8/04 
Consol datod Ed.scn Co of Now Yo'k. lr.c l21pp 46594 00 1 46504 t2i. 


6000240135 F nal response to FO A request fo' decu.nenis y ^ 
l (lecn'irmis p**’ al > do ciei: as culs de scope ol request Adi» if 
w ihhoM ire' FO'A Lromolcr 5| 1 1Ct * T ’ 

GRMS.r7.D:' t NRC • tJo Oolaifed Afli iahcm G ven 8b/C9/04 F^ir 
/on'!- Cr.tc.nl Mass Lt ergy Proicd tpp :t>60l 335 46502 r? ’ 




■8606110010 c erw <i*ds NRR SAl P '•p.it based Cn rn n Sa l p t , rl uV 
ova ,,ai-cris p*e;»vej curing SAl.P Oci 146*' May 196A pc*ib )i*. 
1 cr e**r 

CCD-L "/.H ; P»VR Pro.ocl Omciuraio 06r08/0l KlPSCh U 
r .0 Di-ncto* 86pp tfiCHl 34 J 4650? 112 


••vifvd. •: 
tixc-J 

P'*.,C-n‘. 


GBO0 160100 Responds 10 Nf^C 80070/ Hr ro (jev al ens nq:ed n ln<- rw r* iF*’- 
01! A 50 391/08 03 ('O'rect wo actions oh w.i sunlit .'ov.^r-d Inn" /it. 
luns r-c’eJ ri Irsp ^u-p’s 50 340 '86 25 A 50 391 /B(> 2f. '* ' 

GR Ut F *.n rerrf;i?dO V.t 0/ Aoif;onty 8B/C8/C5 Docun or ( ir‘.v n,„.. —* 
rr.t)*ni Coniro' OcSh) 4pp 46656 13* 16668 1.34 

8808 170032 Cocu nnnis basis to* e*rers*^r ol tesperse io vu’rcns <*'* » 
rsp rt'pVPU* -v D.nrr 80060? rcri«.osl To .uprovO tin dross cl yn- ly^V 
pc/unseii mji rtik-ihon cevolcc 10 p-eparaho*' & ro. uw o* %»/;* * 

GRID. G Y R Te'nossori Valley AuPicr.ty 6Q/O0/O5 Dcc^rrorr Co. ■ >1 D,. * '*• 
r-ent fsriVM Uus^) ?<>:> 46564 070 *6564 j/t ' 

8800 1 7C069 Ack re< 0 pi of H7C??0 If mfcrnrq NRC ol steps la- c *.*<>' • . • -3 
• oi-.nJ n -,sp «0|>ls 60 3U J/G? 36 & 60 391/6/ 05 ' ‘ 

MCCO v ,F H G'c ol Spo'ial P< quels fiiJ/ca'Ofi WHITE.SA ’cr- r «v* ‘ 1 

’hcf.'.y ?P.r I6‘.7| '76 46571 1 ‘ ' 


G80B 170075 Ac^ 'cccol o< lt» f looring NRC of sie;*s l-» l cr 1 • * • t " 3<‘ 

nolo. I -n Ir sp Runts 60 393 '68 U 1 S 50 :>Ri/06 Oi NRC tc n.v *' *:w 4 : 
icrions rr; eal'e hay rlMwng updates 

MCCOY.F H OIL Cf spocal P^;uus 00 O9/C6 »VH. TF SA Ti?-. ,s-ro J - 
If OMy ?PP 4667 1 UJ6 46571 09/ 

0000170079 Ac- recepi of 000613 if nbvmnj NRC of slups ia*.<>r lo c k 1 
roied n nsp Repls 50 390/1)7 07 S 6:0 391 /07 07 

MCCOY.Fn O'c of Special Projecis 00 X0/05 WHITE S A lew* 1 . t , 1 
tliCfity 2on 46672 '85 46572 166 

8808020095 NRC nfo N;»ti(lO 08 057. "Pctonta* LOSS c' Sa'd S , i.I;*oa , i ! f” fv? 
lo Pfmitiinu: Si icon Ccnl'fdle J Re:iif or Fa lu-'O " Svc *<Sl 1 rcl 
ROSSl.C L (iason ol Oiurabrrai Evorts Assessmo-’i (Post fi/OP'i 
C onsol Jaicc L‘.l.sufi Co of I.oa York lor '52pp 46459 125 16*59 2 */• 

0008020102 NRC ln*o N0I1CO 66 050. f'oicrtal Probfuns V//ASGA !lv*.i .’’C 
5 1 L ' P i , 'in Cvc-eu'roni Rt.lays " Svc I si ere 

RCSSICG INmsh of Cncra'onal Fvenls Asf.ossnicm ’Post 6/n:“! :- >■ t 
Ccr^o'stf.itfj Lrl so 1 1 Co of Nu* Yo'k. n: 1?Cpp 46538 C3 1 -40 W 29 

8808230263 Ac- rrropl Cf 8G39J4 S, 15 drs mlorrrmg NRC oi sle/v h-.'irh 
vo'uiurs rm'ed r; insp Repts 50 393 /«6* 14 A 53 301/80 14 fli'yc’i'c 
s:nbi“.g Slops *.i-^on to co'rocl voninn nctod n Insp Rup! 50 J 31 #50 '•! 
HCf'ARCSON.SD Ofc c* Spec nl Prciecis 08/Cfi/Ofl WMI’FSA lr.,i.o .\j v 
A i,:h( nty 5pp 46625 101 1G625 165 


800803011? N"C Ir.lo Not-co 66 059. MS V GmOo Rn I Fa Vo r,1>V.v,.V o !*• J 
Svc '.sl encl 

HQSS CF Divis on of Operational fcvonls Assossrnenl iPcsi U/0-i ■ *-l H 5 J *i 
Co.‘is*j‘i laii.ii Fdiscn Co of New York. Ire I21pp 46467.01 MO'-b/ i n 

8808040002 Suppl 1 10 NRC Infp Notcc B6 OC-1. "ma'lcq-ato CjJ 1 -' c.il - *‘ 
taler ol Pro Parnor Penuirotrn Seals ' Svc 1*51 er.cl 

ROSSl.C G Dv.s.on ol Ope'alural Events Assessniont |Po$t 9/C-i < * » f’T?:: 
Consel (l.nuxt Edscr Co of Now Ycr-v, Ire 1 2 1 PP 46559 205 40558 325 

8008050135 NHC Irlo Nof-CO 66 060 loadoduHlo Dos <jn & hsi4l iitc-. :■! «•.*<!, 
Por.eiralion Son's “ Svc l.sl oncl 

f^OSSi C F Uivivrr c< Cporahonal Events Assessment (Post oW’ 1 p ' ^ 1 ; 
ConsD idaion Fcison Co of .New York. Ire i23np 46569 295 4L'5?0f‘C 1 '' 


8808050248 NRC Infe Net co BflCfll. Co-Hrol Rocni Habiafrty l»cir 
Opo'Atng Lxpo'.onco ‘ Svc «sl unc‘ . 

ROSSI CC C.visicn o' Cporato iai Fvenis Assossrr.onl (PoSl o/Ji'n « .5 V 
Ccr.so idaie.J f-u son Co of Now Yo'k. .nc l?5pp 46694 312 ***5635 0 ? t 


BB08050295 NRC nfo Nol.co 60 06?, Recont Finings fo l*n;u-mui’ | aW“ - ^ Fi: 
grams by S^pp iors o' transpod Packagos " SvC l si encl . . . 

n'jHNEn.n { ' DviS‘dr Of Salociuards & Transportal cn (Fes! J. 

Consul Jaico Edison Co ol New York. Inc i03pp 46691 155 466HI A i 

8QQ81B0339 Forwards “ago 2 madvertom.y cn-rllcd hom uU F0O6O6 ■-» U 0 ■ 
lions & uov>atcns roiOU m ‘nsp RopiS 60 390/88 03 & SC 39'/fHM)J . 

C.RICLE VR Tonnesseo Valoy Auiro'ily 80/C0/12 Dccu*niml Ccrho hm * 
rr.eni Control Dos*) 3pp 46576 140 46576 142 


8808090264 NRC info Nohco 09 003. H:gh Rad m Oi Hazards FfO.~‘- Vl ' J v Z : > 
Detotio-s a Cables Svc l si end „ , 

ROSSI CE D vS:On ol Ope/ahonal Events Assossmuni (Pcsl 3/u4f 1 •• Li ^ 
Ccnsol tiated Ed sen Co. of New York, Inc 1 10DD 46569 C66-45 jjJ f i 


0B0B250302 Suppls response 10 v o'aliors roied >n Insp Repls 50 JuO Bj 
00 01 Ccrrochve act O'is when gononc review is late a lvtl 
sai>sfaclO. , .ly,co‘'dilion adverse quality ropis wi'l bo oscalatod # 
GRID.EY.R Tcn-ossco ValOy AbibOMy 08/C8/16 Docufort CO*»JCi 
monl Conhol Desk) 5pp 46646 207 46646 211. 


Cl 45'-., 
n « 


0807290111 NRC fnlo Not ce 89 056. ‘ Poierhal Problems W/S!i:o*-e Foam Fee Ga'rer 
Penoirat-on Seals ” Svc 1.91 encl. 

ROSSl.C E D.v.siCn of Opcrat-onal Events Assessn enl (Post 87041 1) HQ/CBmI* 
Consolidated Edison Co of Now York, ‘nc 123pp. 46569 175 46569 297 

8008110121 Responds lo NRC 890510 llr ro v O dlio^S noiod m Irsp Repls 50 390/07 
19 & 50*39 1/07*19 Corrective acnons.wo'd lask group formulating delai s lor u«.i ? 
we'd no re nsp plan 

GRIDLEY.R. Tennessee Valoy Aumoniy 8B/03/04 Documeni Ccnirol Branch (Do-V- 
rr.ont Ccnirol Desk) 18pp 46504 160 46504 177 


8808250270 Responds lo NRC 09O3C9 & 0429 Urs ro devA».on$ W?e.* 

50 390/0/ 20.50 301/87-20.50 390/00 01 & 50 391 /88 01 Ccwd ^ Uf 
Scct-cns 8 15 3 w.n ua rov.scd.per Reg C»u>de 1 B9 & Chapin 3 , V 'i.V-*^ 

GHlDLEY R Tennessee Valloy Avjlhonty 63/00/ 17 Docuir.eil Lcnhu ‘ 
mnnt Control Desk) 9pp 46649 074 1 6649 08^ 


0808 1 10206 NRC Info Not CO 88 064. ‘nopo'l.ng Firos in Nude©/ PrC-OSS * f 
ar PowO' Plants " Svc list encl ’ rt , e^.<r 

ROSS' ,C F C.vision of Oporatcna' Events Assessmonl (Posi 
Consoidaled Edison Co of Now York. Ire 104PP 46643 001 468 J 


V •» 

, a 



6808120364 Forwards weekly Mhuunln cm i va iic.Uviiios lor wh-, oi mmiuji a dm 
KEILY.I.L 0‘C 1)1 SpcT.inl PrO|m Is 6H/0//2U lHACK.fi <)1i, 'll S|u?i; .il I’roji'C.K 
npp 46556 231-40056 241. 


S Rcporlablo occurroncoa, LER8 & rolntod curroapnndenco 

8608160171 Second frya-ed trail tUtUnot wy rr>jd in Ki'U\l htfh pms-urn ten fifnUn.Lon 
Run p ?b 0 linn, fly rt»poMf*il on IIM1/15 Ccnlulnitinji l.u In", ii\U*ilA,i fan (inni|i!t n> 
bj!‘l w/now purl* ns rc^mn’d 1 ml of imw romm-lrnnnls ore I 

GRCLEY.R renntiSSiHJ Varcy Arrfficirdy Wl/lHWli't D:n. (armed Cor dm) Uttim.h <fk:rn 
fr.onl Coiiro! DusM 0p|> 40554 33;M0Vi4 ‘MU. 


V. Operator ExamlnoUons 

8B0BO3OQ9O Hoq.-cStb parnassian lo employ TVA ii'Hilicd sonai rn.ir.lnr uixualur to 
prov do mslfuclion to licunsij c:nr a .d-dnU a ‘» A hMmvici'i aL 1m -lily SM iiu.ilifi; a 

j^ns I sled lor podium id Inslhitlor 

GniOLF-Y.fl- le'innsv.oo Vulluy Aiilhrmly HH/Cl// 1*1 MCCOY .1 U flnuiim 2, Ole. r.l 
ineDroclOf 4pp 41MP7UVT 4642/ i)i>2 


OOCKET 60 391 WATTS HAH NUCLEAR PLANT, UNIT 2 


A. Appllcatlon/construcllon etAQO tlocninoitlb & correspondence 

8807290136 Informs ll ml util itmponsu li> limumi: lit ill! <j:i ftnirdar Imy A no Imil.f * 
action nocimft'y Sulnly ovalnnliart cut* I 

liLACK.S Ole of Special IVisluctb flll/ll//i’(l WlllH.il A I i'mmismmi Vailny Aulhotily 
?pp d03SG 304 1 

•-6607290141 Safely uva'ii.iuon t.u'ipD ting Hoin.in loHpmt'.n In (ui'inru: I tr till U:i, 
“Sloam 0 a n<l rig ol Ayxiiaiy FnedwaUii f'limim" 

' OlC ol SpOlXll f’tQjf'ClH 00/O//2O l»;))> 4l.1\b 100 4b IM> 111 

8806020210 ProvuJos lisimp of PSAH c hangn't A marked up ISAM pager.. Iig a . A 

Iciblctb ru upllow convent unr> ft Iu'.jiJ rip a i h,m 

GFIlULFY.n T«>Jt a H , sr»oo Vailny Anil uinly I hx iimuni < \*nirn1 llramli 1 Mlm.ii 

mom Comrol Desk) ?u3pp. itiimi,. ms -liV.mn 1 1 / 

8808030333 Foiwauls “Employeo Conrcms Special I'rophim.Vol U ’UA/fJC ( i.iliunty 
IIANSFN.CM TunruiBHCi) va'lc.y Aulhnfily 00/O//26 Ihiiunu'nl Con1rt>! Hraruh 
(Dace/coal Conirnl Doth) 5 (:{t 4<Mf4 MlMlMM I!,.! 

**8808030339 Employon Cuncum'j Propiam Vol 0, 'OA/QC OaUgmy'’ 

' Iomosscq Valley AuffmMy nti/QU/H ztn pp .ifili'i (mi 

6608030318 f owanls ftummnry ilt><U'ti|>1lim of rl»aimo:i lo (JA program Inmnlwo im 
pfemonfafnin dales fhaf oh; ()U ifovoiDprni A impf(>in«’ri(.nn CTMnm-'i fti:i Un fnrllinr dr 
senbod in noxi rev to OA lcjgisc.il ropi 

GRlDltY.fl lonnosyco Vnlloy Auilioniy mi/()//i?0 Honiruinil Control Uramli llkn u 

mem Conirof CoskJ f>pp n<J4^/o/0 nii^/O/a 


F Security, medical, emergency & lire protection pinna 


♦-uuutJ liniJUJ msp iirpis :*u juo/n-i » on ihumii /v no wamions 

iwiloil Miy>f arras iru r pis tn;| i cn>;i! .H.cn lo 10CI Uf.O.Afip M.SriJinns III Li A ID I IL li 
irfi ii itifu ;i I iIotis 

IHJNt.MU. MADII1 N.P M . Mil 1 l ll.W.H IU-;|JUM OK; n| Ihn t)iru;;tr ; r 
w\*\i ati'jitooi i -n.siioo i i 

0007200102 Sni p! I lo NHC tn'n Nohu- till ()4<1. I h rnscjii Mepl ol Drlnclivn Hnlni 
hi .Frd i'acul linsiko/s ’ Svc 'i:.l nni.l 

HOSSI.CI l),vii.nn of 0|mra1i(ni.il ( vnnl-i AbsrhSnn.nl (I’nsl 117041 1) 1UJ/07/21 
r .o'IsdIh lair J FiJ -inn Co ill Now York, tnr I2».pp IhHlMt H'j l 40:iRH 1/M 

0000020246 Sa|i|il'i rubpiinsu In viulnlhinti ooti'il in Imp Hrpts Ml S/ A !*0 3211/ 

M(> 2/ Ctinnuhvo aokons I ]| awing -1/HOOl lO wi.i l:u ruv«s«r«| lo rrllot:! pro'otnl valuns 
HNIHH YJl Ic'ciafrssrr Vcdfry Aolfior.fy /W/U//22 (7i:Mirr;an( Coritn/f Nran'/i (H^rco* 
MHifU (.onlful Dnsk) tip;) -in'I/S /• -Ifill /li 2!>‘j 

B007200240 NIK, Hulloi-n mi on ), ' thni'.h'u Tubo f liinn ni| in WMSlini|linu a ui Mr.u.lorn' 
Svr: ti‘«| fn::l 

H()SS|,(‘I | JiviS'nn of Opi irat.on.il f.vrrtls AS'.UbMiiunt (I'ust <J/IM11) IIH/0//20 

Conr.ol rfatcsl tahsOM Co ol Now Yt>?k. Inc l?‘tpp 403111.11/0 Ui34M 111? 

08000202&‘J f on»<)nh i/pijalrj touf: oii»a* Jo vO'aJi.ai jii?Ji. a i> id J«:-p fl/pM J.f) 300/0/ l>^ 
A SO :i!H/JlM)!i ra t.lalnf. uinlain cm c.lnsson of A ANSI vuihriiUai 

pr( a i;ram Acfivilnm foi msrliji o a i ol CACH Will* ll/OAMi oi>i|Oln|] A proLi-durii!. rt a viso:l 
OHJf>fl Y.H H>;i«r ssr m Va'Uiy AtilJuwiJy Di.vunUi’il ConlH)) Hnif't h (t)UUt- 

tr.util Control tJnsk) 4|i|i 40403 <lf>4 UM():i O'v/ 

600/210210 NHC lnK> Nnli^n OJl-OSP, 'I nlnrn ol In1ru*jlc*rnu» ranijoin ol Hulchar fvnl 
App'icilor Uiarliyllmnipy IJuvH ns Damn Paiirnt Troalnmni " Svc l.sl i.r;cl 
CllNNlNI<HAM.Ii f I Jivii. or) of IniJaSUm! A McmIhiI NncUsir Snloly (f»ost 6/0/^ii). 
HI1/U//2/ Ctinsol ilatuil l : d,*.fin Co ol Now York. Int Kifipp 4ii:1iJ/0?n 41130 /.K*ii 

0807220034 NIIC Info Nolif.o nil 0 J >:i. ‘I m»nsnn VmMMwiS ol NHC Hn:),i*at or^WfH) 
l i f! tr> MriJu al lliri<j a KJ a ilic Mmailimrvstralion!) " Svi: list card 

ClIMNtNliHAM.M I ll.viS’iin of Imtuolrial A Mc ilirut Nuclear Snfnly {l'o , .il ll/U/20) 
HM/0//2H Cimimi'jsUiiiJ f ilson Co of Now Ymk, In: lOFj'ji 4l»:l|l|i ?\\H ■40:ii»/ U2H 

0007220102 NltC Info Holier Jilt fl*>4. f rn'iiro of Circuit Hruaki-r 1‘oHcivving Ituiiallnlian 
of Aii'plet for Oiu i ( fri|i Aren; fmiurif ” fivi: list ijn.'f 

HOS!0,C1 Divn.on of Oimraluinal I ynils Assov.im-nl (I’nst 117041 1). IU1/U//2M 
CnuMshilniuil lal. ain Cd ci1NnwYc.ik.ini: 1?lpp 4C.4 1 7.021) 4(1417.140 

6COOO. r <Oi7J f n'watipj «ii|ill rc a *-pt)ii*iii »n (titOMO nnlrirc c-mniil c'cmlarunuti no a'lrnuil 
liatav.inrul of aulhon/uil rua traT inspunlom al lau'ily 

(miDll Y.M Turuirmsui) VnLoy Aullior.ly im/Dfl/tj |. PAMTl GW..J O Olu -dl Spue. a! 
f’JlV'ctM 4|>p 4(144112211 46440 231 

0OOOOQOO53 loiwauls Comi 2 OS 034 A 2 6 r j 034S. “Mopt of Irivnslitia'um Watl:i Uur 
Nucli'ar flanl Allngi>:l Coer r on of Aull a on/oil Nuclror Iric.pmlorn hy ACM I M.gt througli 
7 VA Mrrt “ Mailer wff l:ti ovH'tai Uui It* uwitOunulti viilofCnnv'nl OC):ot> 
f J AHII ()W,.in Ole of Spcu Ml t*ri)|ur.lfi iUl/qtl/02 WHIH-.SA Toc.fm^oo Vollny Ao 
tlmrily 2p|) 4()4 r .!l 202 41)401 220 

0008000067 ' lk a pl of Irivosl'iintiOn Wnllr> Hnr Nui.k-nr Plnni AllngcuJ t'onri.ioii ol An 
ttioo/ial Nutlertf luaiKicinra by ANI Mgi Ifcrougfi 1VA M(ji “ 

Wll 1 1 AM SON. 1 : 1 Oflicu oMnvraligillion^ 67/00/20 4Spp 40400 204.404GU.30/ 


8807068520 fiononc L ir 06 10 in n'T ju>wi.'/ n\ir lot IcvtiT.ton A 7a.4i7i.‘/a ot Pa. I i). r > op 
crovals to purcfiaso ui GSA npprnvcat auniMy conla nnrs Sv*: ‘. a sl nncl 
MRAGUA.FJ Assocmio Dirocior Igr Pro.ortn {f’osl 670411) im/l)7/i)l CousoliclalctJ 
Fd'sonco pi Now Ycth, be :ii pp 4&am u?» 

8808180099 Parliai rusponso 10 I OlA n\\\n si for rlncurpanls App P rlnuimunts unci H 
avauab'p «n POP 1 1 

GFUMSLEY.DH NHC * No Di'tpiloil All.lmlion (iivun 66/07/10 JONI.S.C Allihuiion 
No l AasiQp.nd Opp 460 71) 032*40571) 0311 

-6808180299 I erwanJs Icisp Hoplfl 00 tlOO/64.00 & 00 301/64 43 on 640/10 20 No 
v.O ell ons nolocl 

Pogon 2, are Ol Urn U.rucior 64/06/2/ PAUftlS.ll <» Tnnnuv.no 
Val.oy Aulhosty 2pp 46560 001146060 010 


-*0000080090 liivc’f.hpaiion flc»pl 2 65 OtM. ’ Allagod Coc-rniO*) ol Anlliufl/c?f1 NuClonr In 
spuUory by ANI Mgl Ifirougb 1VA Mgl “ AlloncUlons inmul)Slnnt>ntcU 
Wll l lAMSON.l: L. O1f.co ol 1nvc*«.lioa1ious 66/11/20 64? f :p 40460 306 40401 2211 

00072000 10 NHC Info Noiia> 60 065, '’Poioniml Pinb'ernt* t'nusocl liy Sr.yln Fn-lufcr of 
I ’Si* Swma Uos " Sve l.sl oncl 

HOKSf.CF Oiv^in of Opcr.«ror«pf Fvcnls Astroeomont (Pool fl/O-IN# llfMM/OJ 
Consolulalc?<J Edison Co of Now Yoik. trie. I2lp|> 404'3 7 121*40437 241 

0800030289 Suppl 2 10 NIUi HuNmIim (JO 006, “Nnnconloim r a g Math Suppl.oil Uy (*11)11111 
Su(>p!ii'4.lno ot i QlsunvNJ A V/cal Jorsoy Mfg C^o at Wil lOrnstown.NJ “ Sve l.sl crwl 
HOnSI.C C Division of Operational livunle Msossmunt (Peat 0704 11) 06/00/03 
CODHC/Kjaied Edison Co or Now York, luc I4llpp 400*30 121*40030 2G0 


* 0a il 8 !^ 303 ' fl<5p nop1s 00-300/04 05 A 60 301/64 43 cm 640/10 26 No v.olabons 
noted Major arons irtspock-d conipVan-o lo lOCFHBfl.App H Snciomt MIG A III L & h 
Lensco idcit.t.od Homs 

WN7.M O Reg on 2, Ofc Ollho 0;rrctor 04/00/21 22pp 40660 011*40600 033 


00 j°i*^n^^^ onoi:<: 10 A 11 POwor reactor liamsoos A appi c.inls ro rc'movpl ol 

Mm a r Mif, ’ J * f om c n " s from Toch Spucf Sve list oncl 

ph. y A,h J As *ocmLu Dirocior for Projocts (Post 0704 1 1) 60/00/02 CnnsoiiUalocI 
to»son Co ol Now York. Inc 6?pp 40403 201 40403 342 


4 yv?o?J n ° v, ^ ot:J emergency plan implumonlmg procacJ.ires.mclinlinn Hov 2 10 CPU 
■ Pfsf£°A?l ons Du( y Spcc.aSsl P/occduru lor Gonr/aJ tmc/gcncy" & Rev 1 ro I; P)l' 
GHm c3 S ^ Sf1 l om 81,1,1 Pf OC0d a jro lor A'on.Silo Aren Enumioncy ’* 

^HHJLtY.RL. Tennessee Va'loy Auilioniy. 00/00/02 66pp ‘40471 091 4G471 MU 


0608150304 Ach /Otc.'^f ot 0907 U lospnnqo lo vroJahr/ns na'.uri ;.o J/>sp 

Hopis 60-300/07*13 & 60*301/67*13. 

MCCOY.r n Ole ol Spocnl Proiocis 60/O0/U3 WHI1 M.S A Tonsossua Vniluy An 
Parity 2pp 4655 J 0/4 40551 07.4 

0807200008 Suppl 2 l» NRC Uullulm 0H 000. "i normal Slrossea in Piping Connected lo 
RCS '* five hsl oncl 

HOSSI.C r: Division of Operononal Events AsiiOSSinotil (Pot 3 0/0411) 00/00/64 
Consohdntm! Ed oon Co ol Now York, Inc. 12lpp 46504 001*40604. l?l 

060729011 1 NHC info Noiico 00 056. “Potorihfll Prnlilonns W/S a l*conc Poam Fun (tamer 
Ponetmlion Sonls ” SvC list enci 

n0SSl.CE D.vd, on of Oporat.onnl Evonis Asuossmnnl (Post 6/0411) HA/OR/QA 
Consolidfttecl Ed.sonCo ol Now York. Inc I23PP 46569 175 40500 ?97 


mt j nt Control Desk). 10pp 465C1 160 46504 177. 

0808240135 F:nal response lo FOA request for dcctrrepis App K docnmoMS c" cl App 
L documo^s pa'hal.y do'cted as ot/sirta scope or /eq.,ost App M docuronfs partialy 
•withhold (rof FO'A Exemption 5) 

GniVSLCY.OH NFtC • No OMa.ed AlMmicn G.voo 08/09/04 UOLLY.K PuLLc C«H 
?en's Cr.'.cal Mass Energy PfCiCCl 6pp 46591 335*46561 34? 

-0608 110018 Forwards Nnn SAlP rpjl based on nn SALP ova uaiions oriel w/sa*f?ty 
eva'ua^ons prepared during SALE Oci 1034 May I'jflfi pe* cd Related rJoc incnla 
1 on end. 

D'^DLFY.R.f PWR Pro|ocl Di.*oc*rat© 1 RG/Ofl/Ol KIHSCm U F Hegcn 5 Ole of 
tho D.rer’p,* 85pp 4658 l.3-i3-46582 1 12 

8808160180 Responds 10 NRC 88070/ ,:r m duv.alions nolcrl in Irsp Ropis 50 398/06 
03 ft 5O-J91/H0 03 Corrective* ac lions u hi w.ll $.jt>:ri! revised tma response lo vio*a 
nans roic<J m l~sp Ropis 50 303/86 25 & 50-391/80 25 

GRlDLEY.R Ternosseu Vnl'ey AuthoMy 80/C8/05 D-jciimunt Conlrol B'anch {Docu 
monl Centre l Desk) 4pp. -16058 131 16550 134 

6008170032 Documents basis lor extension ol response lo v.oldiions noiod in istoJ 
nsp /©pis, per K Garr 880G02 request. To improve trrelni.ss ul Sub.ni*as lo NRC.uM 
i"cro«isrfJ mgt attention doveted lo pruparahon A revow of suo-ntmis* 

GRini CY.H fennessen Vaiey Authority 80/08/ C 5 Doc.nrcnl Ccnlrol Orarc'i (Docu 
monl Control Oosk) 2pp. 46564 070 46584 071 

8808170063 Ack receipt ol 870726 IP nfcrrr-ny NRC ol slops lakon lo ccrreci violahons 
noiod m Insp Ropis 50 390/87-05 & 50 301 /87 05 

MCCOY/. R. Ole cf Spcc-al Prcjccis. GB/C8/05 WHITE S A T©n~esst?o Vdl oy Aj 
ll’ only 2pp 465/1 1/6 465/1 177 

B60817007G Ack rece pi of 86C600 Hr mlo»ni ng NflC ol slops taken lo ccrrcci vio-lahons 
roied in Insp Hepts 50 390/89-81 & 50*301/89 01 NRC to roccns’der & clarify ulil in 
lent ens ro cab‘0 Pay dr/iwi'p updates 

V.CCOY.F.rt Ole of Special Pro.octs. B0/UG/05 WHITE S A Tonro»svo Va‘ : oy Au 
1 r i o r 1 1 y ?pp 4657 u>35 46571 037 

6608170070 Ack rece pi ol 060613 Hr nlcrmr-a NRC cf stops taken lo corn. cl vio'atcn 
noted m Insp Ropis 50 393/87 07 A 50 301/0/ 07 

MCCOY/.R Clc ol Special Pro,eHs. 08/U9/C5 WHITE.S.A Tennesson Val’oy An 
tho My ?pp 46572 165 4 6572 160 

8800020095 NRC info Nniioo 0ft 05/, “Polunhai tnsn ol Solo Smidown Equipment Cue 
to Pfumolure Si'icon Coniro led Hocfliu Fai'uio." Svc list end 
ROSSI.C.E Division ol Opc'alcnal Events Asscssmotil (Po$l 8/0411) (18/09/06 
Consol tiHU-d Edison Co ol Now York. Inc I2?p;> 46459 125 46459.246 

8600020102 NRC Inlo Notice 06 050. Poicnt-al Problems W/ASEA fjrowr Goven iTE 
51 L Tut© Over cu'roni Relays " SvC I si ©nj 

RQSSl.C.F. Oivition ol Qpcf«itonal F.vcntb Ass/is*s'ivciht (Post 07C4UJ 66/06/00 
C easel cJatod Edison Co oiNoa Ycrk. Inc 1?0;.p 46530 C0 1 4653H 120 

0808230263 Ack /ecopt Ol 0l'C93l & 15 It/s mlormi-g NRC- ol steps taken lo conocl 
vio'ations noiod n Insp Rcpis 50-390/66 1 4 & 50 :191/00 H Response ^equusluJ ife- 
scr-Linj slops laken in correct vio’anon noiod a msp Rcpt 50 391/06-14 
RICHARDSCN.SD Ole of Special Propers im/OH/Ob WMITE.3A Tonnessce Vallov 
At.UioMy 6pp 46G25: 161 -4GC25: 1 G5 

0800030112 NRC Info Notico 80 059. ' 'ASW Gurdo Ral Fa luro at Wnlorlord Uni 3' 
Svc tisl cnrl 

ROSSI. C E D.v.son of Oporalicnal Events Assnssmont (Posl 8/0411) 40/08/09 
Consolidated Edso.n Co ul Now Yo.‘n. ‘nc I2ipp 46407 01 ‘ 46467 131 

0800040062 Stpp: 1 to NRC Inlo NoiCO 68 034. ‘ Inadcqualo O.Mktcat on 8 Uocunsofi- 
irtilon ol Firo Ran O' Ponolration Soa's ’ Svc 1st yncl 

ROSSI.C.E. Division ol Orn.'aJonal Lvon*s Assobsmertl ll’osi 6704 11) 08/08/09 
Consciidaied Edison Co of Now York. Inc I2ipp 46556 205 46558 325 

0808050135 NRC 'nlo Nol'ce 89 060, ir adoqua'e Dovgri & ifvtd lalien ol Wateriigtd 
PerelMhon Seals ” Svc libi end 

ROSS I. C E Divison o? CpcratO-'al Evenly A&sossrrervl {Post 8704 M) 80/00/11 
Consolidaind Edison Co o? Now York, Ins 123pp 40569 298 46570 060 

8008050248 NRC Info No1:eo 08-061, Control Room HaDtAtM.ty • Rcce.m Hovows ol 
Operating Expanonco.” Svc ‘isl er.ci 

ROSSI. C E C\»cn ol OpeiaVicnM EvoMs Assossmonl trosi ft?04U) 0BJO6/U 
Cnnsol’dated Ed son Co al Now York, fre I25pp 46504.312-46595 076 

8G08050295 NHC Info Nolico 88-062, Rocent F:rtfiiuj9 ro ImpOrroriat on ol OA Pro 
grams t>y Supp'iers of Tronspo. l Packages ” Svc list cncl. 

nURNEf T.R.F Division of Sn'cgua'ds 8 Transpcrlalir-n (Post 070413) 60/00/ IP 
Consol daied Edison Co ol Now York, Inj I09pp 46581:155 46581 263 

6008180330 Forwards Pago 2 na<Jverle<'t:y crriitcd Poti ul I 860005 Hr lo NRC ro viola- 
lions & (loviat ons r.oted i.i lnS|) Rcpis 50-390/06-03 8 50-391/88 03 
GRIDI EY.R Ter'nossce Va'ioy Author ty. 08/00/12. Uocumani C'ontrol G'anch (Dory- 
munt Conirrl Desk). 3pp -10576 140 4t>576 14? 

0BO6O9O284 ^RC Inlo Koi.co 084)53, “H:gli R&daiiOh Hdaft'ds From InadiaRd In Core 
Detectors A Cabins." Svc I>s1 end 

ROSSI, C E Division ol Ororaf onai Events Assoasmoni (Posi 0704 ll) 60/08/15. 
Consol dared Edison Co. of Now Ycrk. Inc i i0pp 46569.065 46569 174 

0000250302 Suppls fosponso 10 violalions noiod in Insp Ropis 50 390/80 01 & 50 391/ 
00 01 Cor/oclive nci ens^on generic rev ew is Into & nor progress r g 
sat staciori 5 y.condtion adveise quaity repis wVl bo escalated 

GRlDlEY.R Tennessee Val'oy Aulhor.ty 00/C0/16. [focemenr Conirol Drancb(Docu* 
rr.eni Conlrol Desk). 6pp 46646:207*46646 211 

0608250270 Responds lo NRC 860300 & 0429 Itrs ro doviaions noieri in insp Ropis 
50 390/07-20,50 391/8? 20,59-390/00 01 & 50-391 /BO-0 1 CorrndivO act ons:FSAR 
Sections 8.1 5 3 will ho revised. per Rog Gudo 1 09 & Chapter 3.1 1 changed 
GRlDLEY.R Tennessee Vallny Authcrily 60/00/17. Oocum-Dnl (Control dranch (Ddcu- 
ment Conlrol Desk). 9,?p 46649 074-466*19 082 


0808120327 NRC In'o Net:* u Q8 OG5. “Inodve'tcr.i Drarngos cl Spot 
is* ore' 

HOSSl.C E Div.smn cl Oyi.rai onnl Fvenis Assossrntni {Post fk 
Corisokdalod Ed son Co ol New Yo'k. in: l2Jpp 4GG20 0U -IGGPI 

0608160392 NRC irlo Nor co 8(1 06f>. "lr,diis‘nal Ramcg-aphy In*;, A 
iist end 

CUNNINGHAM. R E D.v son ol Industrial & Medical N.rrljar Silt' 
88/08/2? Corso'iJaled Edison Co of New Yo*k. Inc OCpp 46021): 

8808160414 fJRC Inlo Notice (1(106/, ‘PWM Auxilary Fendw.ur * f> 
spcod Trip kai'uro " Svc l«Sl or.cl 

ROSSI. C; F Divi&:on of Opernticnal Evonts Anso^srronl iPost fk 
Ccnscl daied Ld son Co ol Now Ycrk. Ire l23pp 46043.105-400*1: 


R. Portotllc operating reports & related correspondence 


B60Q 120364 Forwards wookly schedule of TVA nci-vitios lor wk,S o* 1)1 
KELLY. J L Ole ol Spec al Pro.ecls 88/07/28 QLACK.S OV O 
llpp 46556 231 46556 241 


S. Reportable occurrences, LERs & related correspondence 

0008160171 Second revised krai dolicoi'Cy icpt ro fa-led h.|l' |.rtj*-i 
Punip ?R Q n«ai;y rpporir.d on 010/15 C»intfilHitirig f«ictc*S list<?< 
Uu l w/now pans as requrort usl ol nnw coicmamonls onj 
GRlDLEY.R Tocf rossou Va uy Aulhcr.ly 00/08/05 Dnci.rnrj.il Ooi 
rnoru CoMrcl Uosk) 9pp 46564 332 4055*1 340 

0000150306 m|( nm Del c.ency ftofd WON 6490 f© COnlrol o 1 nlhdin 
feaiures lr,iiia'ly icpurlcri on B6l??/.Ell0Us ol Unt ? fdowdOAi' on 
under invoskgahcn Roviscd sct.udu'o icrUiCO't'ing 
GRrDLEY.n Tnrvu’ssno Valioy Auther-ly 08/06/10 Docu^riK-or 
rnont Conl'cl Desk) 3pp -16548 399 46640 341 


V. Operator Examinations 

6000030090 Roquosis pormissi in lo employ TVA cotliliod srpior i 
provdo insIruLlion lo lironr.o candiifnios 8 licensees Ht lac lily 
Hons lisle- 1 lo* pos4ion ol nsl/uclor 

GRlDLEY.R Tonnorr.co VnIVy Authority. 00/07/19 MCCOY. 1 f) 
Ihn Oiroclo* 4f:p 464?/ 050 46427 002 


DOCKET 50 395 VIRGIL C. SUMMER NUCLEAR STATION, UNIT 


F. Security, medical, omorgoncy & fire proieciion pinna 

0807060520 CT©r,e; t l.lr 08-10 lo all pnwo.' reactor hconsi.t -s fs hoi 
prova s re p:ircnaso of OiSA approved bOCu*ily coritniners bvc n 
MiRAGUAF.J Asbocaio Cruder (or Prciecls {Post 8/0-111} Hll/C 
LdsonCo ol Now York, In: 3l(ip 46380 200 46300 32?> 

0000020136 N<u '“eat on ol 000017 meolir’g w/ut.l in Roikv.KVI) In 
i ro protoci on lobles Iro n Toch Spocs 

HAYES JJ Pto.eci Oroclot ale u-1 80/07/25 AOF.NSAM.L C« Vi 
1 3pp 40304 145 4630-1 14/ 

0808030225 Rev 5 10 Fmotnoncy Plan Piucodu'O LRP 007, 'lin/ roi 
daiod lablo o’ confenis W/000725 lu. 

13RADMAM.O S Scuth Ca'O'mn Lloclnc 8 Gns Cn 00/07/2 f> 
4H403 0/1. 

8808050002 Forwards Amonrl 0 lo Irmning & q.ia'if caiion pla*i Awn 
BRADHAM.OS So.iln C.iroimn Efnctnc & Gns Cn 08/07/20 
fhanch (Docu.nonl Cto.ntrol Desk) ip 46437.1 18 4643/. 1 18 

8008090109 Huv 2-1 to EP-10J, ' Riidiat-on Lmeryor-cy P'an ' VY/tiflO 
RRADHAM.O.S Soulh Carolina Eloctnc & Das Co 
464 70 303 

8800040247 Grnnric Ltr 00*12 lo nil power roaclo* Irconseus A pppli 
hro p'Oieclion reqeirorr.onls from Toch Specs Svc iisl one 
MiRAGl.lA.F J Associiilo D-roclor for Prcp-cis (Posl 07041 1) HH/I 
Edison Co of New Yoik, Inc 52pp 46463 29 1 -464GJ 34? 

8808170131 Adv.sos dial 893715 Rev 13 lo umorgcrc/ i»l«- 
10CFRF.0 4/{b) & App F. to 10CFR50 & accoptablo 
COLLINS. D M Reg on 2. Cfc ol mo Oireclor 08/00/05 NAUMAT>). 
EloClric & Gos CO 2pp 46564.358-46504.359 


K. Utility Final Safety Analysis Report (FSAfl) A amends 

8B08 1 10032 Amonrl 4 to updated FSAR lor Virgl C Summo* Nnclonr 
IU 

(3RADHAM.OS Sculh Carolina Llecirc & Gas Co 8 8/07/27. 
46509 013 


P Operating license slage documents & correspondence 

8807260433 Forwards no sgml.canl bayards Cfoiormi.'iat on lo* pr 
charges to dosol generator losiing.pcr 080712 U-lcon 
BRADHAM.OS South Ca-clma Electric S Gas Co. 08/0//14 M/i 
Control Branch (Oocumonl Conlrol DosV) 3pp 46297 21 3-46297 


880802CO 59 Aftp‘ic»tcn let amtr'iJ Jo I.i'cwh NW- J?.ieyi3‘V) £cn:Jj:)-'i r> u of Tech 
10 rolled two 0'Qdniz«ii.or'al t.i-o changes prujicusly discussed w/NRCF’do 

pal 

URAtjHAM.O S South Caro’ na L'O'lnc A Gas Co 86/07/16 Document Ccnircl 
S'«nrfi (Cjvuircr.r Cont/uf OoskJ :ip(/ 46-fOO 001 46:001/10 

-0808020060 Pfoousud Tech Specs »ov.s ng See hoi G o to roUh'.i two organizational 
tee changes previaus'y discussed w/NMC 

‘ Scuih C 3rd na E'ecir c ft Gas Co 88/07/ fti 7pp 46400 0:J-S -4 <m00 0 tQ 

8806020243 Advises that u!rt win revise Survoi'anco Tost Pioceduf© STP iGODOl. 
"Co Marine si feridcn Tost. " ns cordiim for app'Ova 1 of 6609 16 lech Spec change 
rcqi os l 

DR/VJHAM.OS So. *th Carol SA Flcctnc: & Gas Co 66/07/22 HAYtS.JJ Dor.umnffl 
( on'ro 1 Branch (Dournoni Control Desk) Ip 46-103031 46403031 


8807260371 A< n tore pi ol 680609 Itr nlormih;) NRC steps luken hj correct v olahifs 


rntoJ m iup Rept 59 305/06 10 

vERRCU.I.DM (legion 2. Ok ot Ino Urndor 06/()7'nG 

ra Llocir c 8 Gas Co ip 40233 07f> -45233 076 


NAUMAN.P A Sculh C.i'ijli 


06D72603G5 Responds to volalions noted .n Insp R<i;il f-C 305/UN n Corrod-vo 
anions Sjjj .cciv.fl.mis received required Irn.-inr; <lo‘ng wk cf flbOJd)* > A i !*' my C-sli til- 
ed a'roptablu kr.owlorJ.iO level 

BRADMAN OS Soslh Caro ma LYo: ir u A Gas Co (iO/CI?/08 CtfiACl:../N H<ijen 
Ole ol I ho Reveler ?p|i 40269 355 -10260 15fi 

0607260362 Ack receipt ol 6UC603 Hr info rm g NnC ol step') Ulktm to oarreU vialat fifis 
ruled m Inr.p Moat 50-395/f'8-0b 

COLLINS L) M Hogen 2. Ole ol iho Drociur HH/U7/12 NAUf/AN.D A Soulh t briilrm 
Lloch.c & Gas Co 2pp 46269 24?46?«9 2-13 


6606020136 NoM ration ol U8QH17 muring w/uiil m Rockville* MD to dLcess deletion ol 
hre piofcc'. on lab'es from Tech Specs 

HAYCSJJ. Prqoct C.ruelo-am II- 1 66/07/25 ADENSAM.E G Pr(>|utl DrccICr.llc I 1 
J 3pp 3WB4 >45 46J84 M7 

0808030276 f orwards safely tvalut.cn supporting <ilil mq iost to dcvialo Iron) rocom- 
nKTidaiiens ot Moj Guide 1 97 ro inslrumeniaiirn lo ironilcr contarunnm len.o A uln 
/af'o of Category ^ ifistnfrnonMf.cn LG&G fdnno, fre FCG-NM-/iV)f rcpl nli>o ctKi 
HAVFS.J J. Prcicci O rector ate ll ' bb/07/27 unAOt‘AM.0 S Scun C:arol ‘in Eiunlr c 
6 Gas Co 2jip 46457 024 4(i4<)7.0‘.3 

-860 8030276 Safety ovnLaiio i sup;K rl.iU| uf.' ur.i.ost 10 cfovmto from roeomniurnta- 
hens c* Hey Cm do l ‘j/ ro ni&irumonlat.oo lo rr-omior eoiil.’nr'mpnt to rp 

• Gt'rn cl Nue'ear Header nocjulnlioo, Ci'oeto* tPost *j 704I1) fJd/07/27 ?pp 
46^)7 026 4640/ 027. 

- 8608030280 Confcmvinco 10 Mo<] (juide 1 97 Jiinnirer." toelinionl cvafcation r opi 
SrOFfLl.J W CC.AG Idolin. Inc (subs or EG AG. In:.) STOFFF.LJ W Idaho fi.il-onnl 
Grrjnpfrf n:j Lob oratory FIN A G403 LGG-NTA 72J1 HfJ/04/30 NMC • No n.nniud 
Alhiial on ti-von 26pp 46407 026 4040/053 

8800030120 r o r wards safety uvaljalion baser) on ru%ncw nf ut-' ()*upO«et) Tp't mr.nia- 
ion of ATWS Hj'e iCCFTtoQ 6? Uconsoo a> con^V'co ptinihng fi>a) tvso'nhcn ol 
Tech Spec issue concern ny human factors ena/meriey reviews 
HAYES. J J Pro|oct D.reclOfaio IM 60/97/26 nflADMAM.OS Roulh Cruolna Froclr.c 
d Gas Co 2pp -16490 242 46100 252 

•B60B03Q121 Safely oval mlion s.ipjiori ny util proposed miplomoniaiioii ot AT VMS ru‘o 
peid : y rosolufon ot Tcmli Spec issmo 

• OMico ol Nuclear Reacior noi|iilation. LJirodo: (Post U7041 I) f)8/o//2U (l(i|> 
-'.c-'.wO 244 46400 252 

8808030360 Korwivds Tech Specs snpuraMi) Su-'vei. nriru ncti./immrnt 48 1 l 2 a 3 
inip iwo reqirromonls to ijrcc'udo unnecessary loadny ol unil.prr NRC Ufl07l5 
tel: on T ypo .donlihe-d K corrociio-'i made lo bases 

BnAL)HAM,0 S South f/arnlna Electr.c A Gns Co 06/07/28 Dccumr-nt Control 
‘Jr arch (Document Conirol Cosh) ip 46429 170-46420 m2 

•B80B03036I Proposed Toch Spfrcs m snparal on ol S'.rvc I'lnr.cc* Hnqij remorit 
4 6 i 1 2 a 3 into two rr.<iulrorr.ori1a to preclude unnocnastiry lontJrij ol unit 

• Sc-uili Caro ma Elticinc & Gas Co. 00/07/26 l2pp 46429 1/1 46421) 102 

8808050113 Applcalo.n lOf nn.ond to Liconsu NP( - 1?. revising Toch SpnpQ Srchen 3/4 
4 5. ' Sloam Genoiatcrs in n'low ler allotnniivo in luho (iluyg/iy or sloev-nq in slnarn 
au'OraiO's lor .'Vficai-ons in luhosheot aroti 

6MAOPAW.O S Scutn Curof.na Cfcctrn: & Gas Co (M/GtvOi. HAYdS.JJ Oorvruonl 
Cci'ilro'i Branch (nccuinent Conirol Desk) 6pp 40450 031-40450 117 

■ 8608050114 Proposod Toch BptiC 3/4 4 5. " Steam tiunoratora," al!ow.ng Ollomalivo 
to lubo pliigyny or s'ooviny in sloam yor.oraiorh lo' Indications .n U.bcshuOl nroA 
1 South Carolina Elocinc A Gas Co 68/00/01 7pp 46450 037-16450 013 

**68080501 15 Subm.is applical-on for withhold ng prepr Olory VvCAP- 1 1657. "‘luhosnool 
Reg on Tube Alletriaio P.uyy»*ig (I.*) Croatia lor Stnam GencraUir9 in vC Suir/ner Nu- 
cha' Siaiion ” 

W ESEA^ANN.n A Wosimyhousn Elocinc t,orp Q8/Q//15 Ollico Ol Nuclear Hone lor 
MegjtaliOh. Direclcr (Posl 870411) J Op/’ 46450 014 464 W> 023 

--8Q06050117 TtLt'ShoOl Royion Tulio AUernatO Plugging (L‘) (‘Mena tor SUiam Gon 
oraters in VC; Summor Nucloor Sluhon "’ 

1 IVost n^hoosn E'cclt c Cot{) WCAt' tHibQ 80/06/30 f)Spp 46450 024-46450 J J / 

8808230251 Suhrrits rosulis ol radiothom.cnl nnalysos in ccr|ur.iion w/ NI1C conlirma- 
lory rroasuromonifi p-ogram Analysis lor M-3. Po 55.Sr-l)9 A Sr-90 pcdomiod 
BRAGMAM.OS Scuth Caro'mn Gfectric & Gas Co 60/06/04 KAHt.tJ B Regron 2. 
Ofcol thfi Director 2pp. 4CG19 119 46b1U 120 

8808160426 Forwards ulil rosponso lo 9iaM corcoms ro NMC SEH lo WCAP 10444 . 
' Wesl.nghmiSO Mol Coro Rnpl.VANTAGC 5 Fur>: Assembly,’" to suppl 680520,0620 & 
0/00 ltrs.reouost.ny rov to ulil Toch SpOCS ra VANTAGE 5 improved luol tios.gn 
QHACIlAkf.OS Soutn Carol na E'ocinc & Gas Co 80/00/05. Document Control 
Branch (Uocumoni Control Desk) 7pp 46555 355 46555 361 

8808160250 Nolifcar.on of UU0901 rnooting w/utl in Rockvil.Q.h'd to d.scuss status <)l 
t co^sTg aciivit.es 

I^AYES.J J Pro.oci Direr tpi'ain JJ 1 80/08/08. ADEN5\AM,E.G ProJncJ Droctorato II- 
1 . 3pp 46556.359 46556 361 

8898220171 Forwards responses lo NMC 880627 quusiions ru s.ralo Coll bailery chary* 
fng sys.Ufr/ has no loratol Uo nr hng program rhaf resows ind vKlurf cq'I do in 
BFtAOHAM.OS South Carolina Elocinc & Gas Co 08/00/15 Dccumom Control 
Stanch (Document Control Desk). 15pp 46603 144-46603 157 


O. Inspection reports, IE Bulletins & correspondence 


0000020101 Co di'rns cr:n.pfn|i;:n of ler.y lutm mspH.pnr NMC (lul aim 88 0U1 " DHacin 
n WuMinghcusu (:.rcu»1 Bruakc-rs " ll<'ii s r<-;iuuslCil in lui-Mn ru rest ol COii'pl,r ij w/ 
bin ai-n istetl 

AHAOHAMnS ^oulfi Cnro'ma E.ocinc A Gas <-\i 88/07/12 G HACV JN I h tjriii 2, 
OlC ol ihu 'Jrr.-Clo* 7pp 46386 21:2-46386 7t>3 

000727004 1 na<.;iri*.ds 10 Supuls 1 A 2 <d NMC (H.llnl n 6/ 032. ' I nsic.ny Tfslrvi lo 
Lk-io'rnno ConlcrmaiKe W/Af>pl.col la Mall Ep^-cs” Lists q«,n.il c:d M.pi lu's lt:r 
sa'ely rolaU-d t<isinru:rs 6 f„.pp<o's lor ronsohrly-frilatr.n (nslcrii-rs 
BRADMAM OS Soul i ■ Carol f a l ; l.t:;ir c A Gas Co UH/C7/2i> l):;n. nnnt C onirol 
B-.i/'th (CWv-'iiliuJ Conl'p* Desk) 2'3fP 4t>;i;i/ 259 4630/ 28 1 

0B072001Q2 Sii;i;i‘ I la NHC Inla Not-t a hbo«» I iccnsuo Repl of Unleclivu Huiur- 
h shod Circa t Bruaknrs " 5vo list onrl 

noSSf.CE O.viiion of Oper.1t cm? Events Assessment (Post ft/A-m) I 

Conso'iJntoJ Ed sun Co at New York. Ire. 125pp 463f!fJ 054 4G‘U!fl I /H 

8800030174 Fo'wanis suimvnry of 880824 imlrnoi'icnl ounlmuncu ro inupirraht iiy of 
sve water sys & madcguaiu post ir p n/v uw pur .tif.ji Mr-p! 60 ,hJ6/8H 13 l .-.t uf •itli , o- 
dnas 6 t ar .dO'.l also ur'U. 

GHACL JN Hcg.on 2. Ofc Of t»m D-molcr 88/07/2? NAUMAN.D A Fo.illi Circil-r>n 
E ecJnc H Gas Ci> 30pp 46404 hk» 46401 22/ 

8007200246 NRC BUIflm 86 904 "Ttviulilg Fiiho 7|-.mr-lu;j j\ Wn« pyt-ouMi Himclom *' 
SvclsUmri 

RCJSSf.C E Divbo i of Cporof'CiMf Evorifs As-iussnidPil ff'ost 87(MHJ. H!i/tl7 <ti\ 
Cunscldatod Ldison Co of Now Yoik, Inc 1?3pp 40346070 46311)192 

0000090 1 10 Ack rccnipt ot 660806 lit irdoim/.y Nfl(' al bt« ■; i¥» Uhoii to ccrmrj viuMIum 
nulruJ in Icis'i flop! 50 3U5/88 1 1 

COLLINB DM Mayan 2, Ole ol ihu axetor IUWO//2U NMJh'AN.O A South Carol o;» 
Eluclr.c A Gos CO Ifi 46463 2/9 -16463 2/0 

8807210210 NMC Inin Ntit.cu 881)52. Fail.ru of Inti.lufaiinu Inf tlmii ol l"lc»lC*‘or Soil 
App cilO' Urachylhr rapy Devious During f’nl'i.-nl I runhr.onl " Svc i*.l <-n.'l. 

CUNNING HAb*. It E Div.vcn ol In luslrioi A b'oiac.il Nuck-ar Ba'ely ll'nsl (1/117/9) 
66/07/2/ Ctu’sof iftifiuf Edison Co of Now York, friu IfWpp (WU-VilViY 

0007220034 NFIC In'o Noi-co Hfl-05:i, “ilfonsoo V o'.ilujnn ol NHC. Moyu'at cnn.Whir.h 
led to Wed ral Dingnast.c Misadm. lshatons " 5*; list one’- 

CUNNiNCiHAM.fi I: D vis.on <lf IruJuSlna 1 & Moil cal NuC'nar Safnty ll'osl 1170/29) 
86/07/26 Conso’ulaiod Edison Co of Now York, Inc IC6|i;i l nil if » 283-lfi:ilJ 7.028 

QQ0722Q192 NHC Info NoU -0 86 654, ‘ frilcrre Of Cpcut IlmaS Of rr;H;;wr:<; 
of Ampfucior D.racl Tr (i AUartunuiit "" Svc l« c .1 oncl 

ROSSl.C E U.v.sbn ol Opurat-onal Evc-nls AHnnssir.orn ll’osl 8/0-1 1 1) 66/07/28 
Const) idutud Edison Co of Ni w Yr.rk. Inc l?lpp 40417 020 4041/ 140 

0008120335 Forwards Insp Ropt 50 305/8615 nrv ftUOhin i? A roilc<-S of v chalk in ft 
dove lion 

IIEMDTAH Rug on ?. OlC Ol tho Parmer 68/07/2") NAtJVIAN.I) A Sot. Hi Carol no 
bloctn- 8 Gas Cn ?PP 46525 224-. 16525 ?3H 

--Q0OB12O34O Noii-.u of viohkon Item insp on Hl)9ll 13*1 /.Vin‘ali:>n fiiAml planl pruco* 
durus rol tvamlacod to prov.u'o .nsfrcrcto'is for operation of sve w/dor tk.irp A scr.mrr 
wasti pun p ft travo’iny screon 

HERDT.A M Reg on 2. OlC ol If , o D rector 86/07/29 ?hp 40525 2?X> ■4RC2f. 227 

-0000120346 Noi.cu of iloviat on from msp on H60G13 17 Uoviat-Ons mitdl rentier l/ilp 
coo nig units tl u noi moot o.r (laws requi'ad 

HEHDT.An Region 2. Oh: otllit* Crectcr H6/0//29 ip 40525 ?2»i *46525 22 H 

-8008150005 insp Repl 59 165/68*15 cn 86661 3* 17 Viii a <it.oiK> A [In/inLOnfl 
noted Major amos .nspociorJ rcviow of cnrnr.l kvc walur sys 8 dosgn hasos A p'rinl 
aclions token in respond to curroni NRC' sve wdtrr conuims 

BEMNt/ARD.M.N, JAPE.F Rcrjon 2. Qlc Qilhti Crcctur M/07/20 fflpp *U)525 ??-> 
4Q525 23B 

00072000 19 NMC Info NoiiCO 88 056. "Potontial ProLleriis Caused by Sin.jlu Fnluro of 
ESF Sv/ing Ous “ Svc l.sl onc : 

ROSSI.C E Division of Onerahonol Even is Assussuiont (Rost 8/04 1 i) OtJ/Ou/Ol 
ConsolidrtlOd Friison Co nf Now Yo»k. Inc. I2lpp 464H7 121 4f»4'J7 241 

0808030209 Suppl 2 to NRC B‘Jlul.0 68 005. Noncon'Crm ng Mails Supply'll I iy Mipmy 
Suppl os.lnc at Fo'som.NJ ft Wosl Jersey Mfy Co at W.l.i.imstown.NJ • Svc MSI oriel 
ROSSI. C£ D. vi s- on ot Oporafonnl Events Assossmoni (f'osi 117041 1) 66/08/03 
Consot dated F.dsori Co ol Now York. Inc MPpp 465 -IH 121 *46538 ?MU 

0007290000 Suppl 2 10 NHC Hullot n OH 006. 1 hernial SlreSSns In I9p:r() Cnnnt'clu'd 10 
RCS ” Svc I si oncl 

ROSSI.C E D:v.sion ol Oporaiicnul Evnnts Asyessmoni (f J OM 0704 li) 8U/06/f)4 
Conso'idoiod Edison Co of Now York, Inc 12 1 Dp 40531 601-40504 121. 


0605200285 NRC In/o NolTo 08 032. “Fronipt Hopo/lmg to NRC of SignAjcant Incidontb 
‘nvolviny Radioactive Mail ” Svc li$l oncl 

CUNNINGMAM.R E Division of Industrial ft Medical Nuclear SafOly (Post B7072D) 
86/05/25 Conso'idatod Edison Co of Now York. Inc 1?0pp 48388 179*48396 298 


8807290)11 NRC In'o Nofiru 69 050. ,, PoJcnJ»«il (VobJo/TfS W/SW cono Fno fiarrr<>; 
Ponotiaiion Soais ” Svc l.sl oncl 

HOSS1.CE. Division ol Opumiunai Evonls Assoasrr.onl (Posi 1170-111) 80/06/04 
Conso'idatod Edison Co ot New York. lr.c. 123pp 40599. 1 75-4R5GU 237 



208 DOCKETED ITEMS 


8808240135 Final response io FOIA requosi for dOCwenls App K documonis one' App 
L documens parlidily deleted as ouis de scope ol roqjosi App M documents pan aiy 
withhold Pef FOIA Exemp: on 5) 

GRIMSI.EY.DH NRC No CoiSlod Afhiatcn Gven 88/CO/Ol BOLEY.K Pub!:e Cili 
zen'S Cf.tcal Mass FnerQy Projocl Cp? 46581 335 -16501 342 

•-B6081 10018 Forwards NRR SALP <npul based on nr in? SAL P ova'uaUjns end w/safoly 
ova’uahons prepaid during SALP Oci 1984 • May 1906 ponod Related document© 
l on oncl 

DUCLEY.RF FWH Project Drcclo-ate 1 66/08/01 KlRSCH.DF Region 5. 01c ol 
the HircdO 1 . 85pp 46501 343 46582 1 12 

8808020095 NRC Info NobCo 88 057. Pcionlol LOSS ol Sa'G Shutdown Equpmoni CV© 
1o Premature S l:ccn Coniro led Rechl.er F a lute " Svc liSl oncl 
ROSS I, C E C.v.son of Operational Evenls Assessment (Posl 870411) 86/08/08 
Consul dated FdSCn Co 01 Now York, Inc I22pp 46459.125 46459 246 

8808020102 NRC Inlo Noico 86 050. Poicm-al Problems W/ASEA Brown Bo vc*« IIE- 
61 L Tirro Overcurrort Re'ayS ’ Svc list oncl 

ROSSI.C.E Civ-sion of Operalion&i Evonis Assessment (Post 87041 1) 06/68/06 
Consol daled Ed sen Co ol Now York. Inc 1 20pp 46639 00 1 46538 1 20 

8008030112 NRC Inlo Notce 06 059, "MSIV Guide Rail Fgiljro al Waterlerd Uni 3 " 
Svc 1st enci 

ROSSl. CE Oiv.s:on ol Operauona* Evonls Assesurnunl (Post 870411) 80/08/09 
Conscl dated Fd sen Co of Now York. Inc 121pp 46407 011-4046/ 131 

8808040062 Suppl 1 to NRC Info Not CO 66 C04. "Inadequate Qua'ilicat-on A Decuman- 
lahon ol Fire dame' Ponoirat on Seals ' Svc ‘isl oncl 

ROSSI, CE Division ol Operational Evonis Assossmonl (Posl 670411) 09/00/09 
Consolidated Ed.son Co ol Now York. Inc I2lpp 46558 205 46558 325 

8606230244 Forwards Insp Rep: 50 395/09 14 on 6G3G01 0731 No volotons or dnvi 
ations nolod 

vennEUl.O M Region 2, Ofc o 4 the C.rccter 80/08/10 BRADHAM.O.S Soulb Caro 
ma Etoclnc A Gas Co 2pp 46G25 2 01-46625 212 


0007260163 Pad 21 ropl re steam propagation path a"o~tnn 
etiupmonl Applicable scormru> involved rram sioamlre h-cak W 

OYivaLcn of intermediate bldg Plate sl-uldown nhaieo Doors »a n St 
opor.ed g ,&or 1 

SMLER.WF Gi bntl/C.ommonwea'm. Inc. (Icrnwly Git;er1 A&sn- i 
15 MURIEY.TE OIIilu ol Ni.dnor Moncter Rugutet on. Ui'ocior 
46304 106 46304.1 OB or |i o>. 8704 


0808 190044 Forwards fo. ownp repurl cnr.corning Im.lod fisii kfl n fa-i. 
Canal bUwoon 860/30 A 0901 Oliuvos lhal nltecfod hsh wuro Ira-W,© V- 
roluijo areas A I rgorcxl too ter-ij in dischnmo A killed hy li.erma‘ 6io% 
flflACHAM.O 5* South Carol r-j £ tec Inc A Gas Co 68/06/09 MCDQlA 
Caro'inn. Slain of 7pp 46805:117 46505 323 


VCOOWEU £ 


OOCKFT 50 397 WPP5S NUCLEAR PROJECT, UNIT 2 


F Socurity, medical, emergency & fire protection plans 


8006010089 Uov 7 to emnrqoncy i:n purodross plan W/ (100520 Hr 
HOOD.GM. SORFNSFN.GC; VVnsl-irrjion Public Power SupVly Svs-c-m fi 
MAfWN.jfl Hoy on 5. 06: oMnu (Jrcctcr .tpp -;6J63 107 46^63 110 

8007060520 Gunmir I if 11(1-10 to all power tuaclo: icor.sous A hc'cers of Pz 
provnls ro puTbasu of GSA approved security containers Svc I si er:l 
MlRAGL'A.I J Associnu? Dure to: fur Pro.ecls |Post 0/0411) (>8/07/01 CO" 
Ed. Son Co ol ffew York Inr 3lpf) 46366 ?11‘J 463QB 329 


8007270179 f : orwiviis uilcii'alicn nrvdy^mg slruriuru* iniegnly ol specie s-?i 
conlivjurniions for inslii:nunt HOnsiry Imos <o fro proioctcn A sale shudc'wr 
ity ror.ponsn io S( ; I1 

SORENSEN G C Wns’i nylon Public f’owur Supply System 88/07/15 ( 
Control Brnn'h (Cocnrne. ii Conic el Dusk) 01pp 4G307 070 46397 J3D 


••8808230248 Insp Ropl 50 395/69-14 on 80C6O1 0731 No v.o'alions o' cioviat:ons 
noted Major arans nsportod monihly sunrei la r co A maml obsorva»;ons.opnfaiionn‘ 
safety verification. ESF sy$ wakdewri & Goner:c Ur 03 20 Icllowup 
PRF.VATTE.R L , HOFKINS.PC. DANCE. HC Region 2. Cfc Ol ibo Diroctor 69/08/ 
0Q 10pp. 46G25 203 46625.212 

8606050135 NBC Inlo Nol.co 80-060. Inadoquaie Design A 'nstpLolicn of Wamrlighl 
Poneirat on Seals." Svc i-st ord 

ROSSl, CE Division ol Operatio ,x al Evonis Assossment (Po=.i 870411) 86/00/11 
Consolidated Edison Co of Now York, Inc 1?3pp 46569 298 46570 CCO 

8808050248 NRC tnfo Nolr-ca 30 061. 'Control Room HaMaUi rfy * Recur if Ruvows ol 
Opc'aimg Expe:ionco. ,, Svc !isi onc> 

ROSSl. C E Division of Operational Evonis Assossmom (Post 870411) O8/C0/11 
Cc n sol :da led Eds on Co of Now York. Inc I25pp 4G594 312 465U5 076 

80060S6296 NRC Info Notco 89 C62, “Roconl F ndmgs to In’plomoniat.on of OA Pro- 
'oms by Supp! ors of Transpcrl Packagus " Svc hsl oncl 

URNETT.n F. Division ol Sofog-'Aibs A Transpor lotion (Posl 670413) U8/C0/12. 
Consolidated Edison Co of New York. Inc i09pp 46501 155 40501 203. 

8B0B090264 NRC Inlo Notco 06 C63, "Ugh Radiabon Hazards From frrndiaiod In-Coro 
Detectors & Cables.” Svc I st oncl 

ROSSLCE Oi vision of Opcranonal Evonis Assc-ssn'enj (Posl 0704 U) 00/00/15 
Consolidated Edison Co of Now York. Inc 110pp. 46569 C65- 46569 174 

8606240110 O-scussos Insp Ropl 50 395/00-13 on 800501 31 8 fonvards noiico ol 
v.olaiion Add t on of 1‘ush cornuckons on I no3 sub) lo bifou mg or.couratiod 
GRACE.J N. Region 2. Cfc Ol ihe 0.roc1cr 88/C0/1? DRADHAM.O S South Carolina 
Electric & Gas Co. 3pp 46627.186 40627:192 

-6608240117 Norco of v.claticn from insp cn 880501 -31 V olahon noted, onlry mio 
Mode 1 A 2 made 01 specified daios A Iitqs w/bolh reactor b'du coo'mg umls inoper- 
able 

GRACE.J N. Region 2. Ofc Of Uie Droclor 00/08/17 ?pp. 46627 191*46627 102 

08001 10206 NHC inlo Not ce 68 064. 1 Reporting Fi:©9 m Nuclear Procoss Sys 01 NjC'O 
ar Power P.onis." Svc 1 91 enci 

ROSSl. C E Oi vision ol Operahonal Evnr/s Assossmonl {Posl 070411) 08/08/10 
Con90'idatod Edison Co of Now York, Ire. 104pp. 46643 C01 -46643 104 


0807290282 Ack m<:o,f)l of MGL'OHi Hr furnishing NRC w/ob;Ccl.vos A !-nv., 
WNP-2 198b emoryoncy onoroi'Sd A informs Ihnl sub) ob|nci-vo9 S fcMttfc 
appronrialn 

FiSM.h f- H(>n on Ofc c.t Uio Diroclo: 88/07/15 SGRENSENGC Vi 
Pubic Power o.ipply SysUmi Ip 46364 001 4GJ54.U01. 

6608050063 f o w/inln compluioil OxoCulivn summary of Ap(> R f-g'i i.rpedf 
nrxi'yt.is.por NRC 0HO6OG mrjuost. 

f^WEHS.C M Wiislilnglori l 4 uli!ir Pownr Supply System 86/07/15 MA 
Region 5. Ole of Ihu U.rucUir 6pp 46440 3311 4G449 342 

8808050 128 Prov.dus s:;huil,/u fer complni-nn of fro jrroiuciicn ssces tren 
50 307/60-10 inslallniipn ol scuppr-r** o,-i soulli doors loadry (uis-de d>esel 
bldg w II (>u comitlL'Iod liy B0U8U 1 

POWCnS.C M WAsliinglon Public Powor Sun()iy Sys'om 66/07/15 MA 
Region 8. Ole of Ihu D meter 4pp 46443 356 46443 350 

8808100310 Fonivards SALI J Rnpl GO 31J7/H8 08 for Jure 1097 Way 1988 
formarco found accoptnlAi.Caloyory 3 assigned in nroa9 oi p'anl operaLC' 
noorinn/tochnical flupporl 

MART IN. J B liny on 5, Ofc of iho D’roclor 80/07/20 Wa&hng'on Fvt: 
Supply System. 3f)j). 4G405 058 46485 003 

-0600100312 SALP Ropl 50 397/08 06 for Junu 190/ - May 1906 
* Region 5, Ofc of Ihn Director 00/07/20 33pp 46405 061 *46485 093 

0008 100 13 1 Forwards Safety Insp Ropl 50 397/130 10 on 09C6O6 10 Violate 
ro failure to provirlo adot;ualo f.ro bomor proloclion for sala 
1ra.ns.(:nlorce:noiil action will Uu M.bj of separate corrospondGnco 
KlF^SCH.UF- Rogion Q, Oh; ol 1l‘>u Ulroctor. 09/07/25 SORENSEN G C W 
Pubic Power Supply Syslom 3pp. 48584 289 40504 301 

-8000180136 Safety Insp Ropl 50 397/80-16 on OOOOOG-lO V.o'ai ons not 
areas inspected forowup on Fro protocliun pregram corrpf'anco & p'eviou$‘i 
open items 

RAMSEY.C. JOIINSON.A. ROD.K Rogion 5. Ofc of me Droclor 89/07/ 
46584 271-46504 30 1 


8808120327 NRC info Notice 88-005, "inadve.'ioni Drainages of Spool Fuel Pools “ Svc 
list er.cl 

ROSSI.CE. Division ol Cperatonal Events Assessment {Post 070411) 88/08/18 
Consolidated Ed.son Co of New York. Inc 123pp. 4C628 01 1-40620 133 

8608160392 NRC In'o N0HC0 88-066. "Indjslria? RadOgrapby Insp A Enlorcornonr’ Svc 
fist enci 

CUMINCiHAM.n f Orvrsion of I'nduslnaf A Medical Nuclear Safely {Post 87Q720) 
80/00/22 Conso'idaiod Ed.son Co of New York, Inc. 90pp 46028; 134-46620 2?3. 

8606160414 NRC Info Noiico 00 067, “PWH Aex-liorv Feedwater Pump Turbno Over* 
speed Tnp Failure ” Svc I st oncl 

ROSSI.C.E Div.s:on of Operational Events Assessment (Posl 070411) 00/00/22 
Consol doled Ed son Co. of Now York, Inc 123pp 46643. 105-1G643 227 


R. Periodic operating reporle & related correspondence 

, Womrdy oporai.ng repi lor Jui 19B8 for VC Summer Nuc’ear Slallon Unil 
l ,Y*f 83 Qoi 2 i^r, 

VAnc^ NG c E e nc^ ■■ ® RADHAM .O.S South Carol.na Eloclnc A Gas Co 00/07/31 5pp 
46605: 1 13 46605:1 1 7. rr 


0006030079 Submiis clftrihcation of flpprovod f»ro proiocl on prog'a.'n po: Ef 
mooi-ng.covonng p'anl dosio'ufoor openings, f ro bnrriors.fim darrpers A do* 
shutdown copnui.ly , 

SCRENSFN.GC. Washington Pub'ic Power Supply Sysiem 88/07/26. KN.i 
NRC ■ No Dntailod AfhliQl-on Given Gpp 46420:283*46429 26B 

0608030266 Rospor.Js 10 NRC 890/2U Hr ro violations noied m 'nsp Ropl 5 
1 9 Corrociivo aciions Insi/umoni Rack Torminalion Procodure PPM 10 25. 
fovisod by 600315 lo include uxamplos of nccopiablo crimp conkgurai on 
SORENStN.GC Washington Public Pow'or supply Sysinni 06/07/29 
Control Branch (Document Conirof Dosk) 3pp 4G4 12 101 46412.163 

0608040247 Goronc Ur 00-12 to fill power reaclor Hconsoos A opp’icanis re 1 
f ro proleciicn roqu romonis Irom Toch Specs Svc hsl oncl 
MIRAGLIA.FJ Associaio Dirocior for ProjOCTS (Post 870411). 89/03/02 Co 
Edison Co. of Now York. Inc 52pp 46403 291*46403 342 

6006250104 Ack rocoipl of ulil 800722 Hr ro droll sconnno package for annvsl 
cy OKurasu Package adoquaro 10 permit utif ro moor 0 xoros Sj^focfrves 
FISH.R.F. Rogion 5, Ole ol die Dirocior. 08/08/10 SORENSEN.GC V 
Public Powor Supply System 2pp 4C040 275 46040 278 


S. Reportable occurrences, LERs & related correspondence 


H. General correspondence 


0608030433 Spec al repi on 08C826.diGsel f.ro pump faded to start in rosponso to va 
test s-gnai Caused by some connoclors noi firmly seated Control panol removed 
taken to m ami shop A all conn oc tor 9 roworkod to ach'evo po S' live connection 
0HADIHAM OS. South Carolina Electric A Gas Co 00/07/13, GRACE.J N Ron on 
Ole 0l tho Director. 2pp. 40403 249-46403 250 J 


6806310062 Requosls NRC acbon to roliovo unduo risk posed by 8WR iHern 
lie Inslabll.ty.NRR should Issuo ordor requiring oil GE BWR licensees to sub 
NRC with n 1 yr demonstrating compliance w/GOC 12 Rolaicd inlo enci. 
HIATT. SL Oh o Citizens lor Rnspons ble Energy 08/07/22. Office of Nuc 
lew HoguJaiion. Di/octot (Posf 8704 U). 12pp. 4dv27.025‘A6727 058 
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P. Operating license stage documents & correspondence 

8-808040229 Forwards environ assessment & liihjry ol f»o sign!, cam impact ff« ul«l 
660510 request for exemption io 1CCFR20. App A *ool‘ioto d 2(c) Alices use ot p*u 
leci on lac'or of 50 for mno safety appliance GVR-l Carlisle's 
SAW WORT f|,RB Pro.oct D reciorale V. IIQ/07M9 SORFNSEN.G C Washnglon 
Pubic Powor Supply System 3pp 46434- 146 46434 1 f> 1 

-B8Q80J023& Lrntron assessment & brxJir . g o* no S grits ant rnpoci tv 80/) 6 ■ 0 o*vnp 
ten bom lOCf n20.App A. to allow use of protection factor 50 for nwo safety appli- 
ance GMHI can sters for rail o od.nu otmospheros 

SAMWORTH.n.D Pro.ect Directorate V. 0O/O7MQ 3pp 464114 149 404:14 Mil. 

8B36050091 Appl-cat cn for amend io I iconsu Nf’P -?1. charging lutn Spec InbV 

3 3751 re acc.dent monitoring instrumental, or nr.d J> ' c -r crqem.y conditions f eo pad 
SORENSEN, GC. Washington Public Power Si,p;iy System 84/0 / /?S DiMaur-Oiit 
Co'iircl Branch (Documoni Centro! Dosk) 4pp 46446 ?i 4 464 -It. «V0 

*♦880805000? Propasod Tech Specs re arciderl mon'd'ing ii'sli , ''Oi*nli :n i. Her rn.er 
□orcy r.ifcurvsiances 

' Wasbmg’on Puhl u Power Supply System Of Jpp >i(j.*4 r i2in *ir>-1*i f. 2?L> 

88C8040002 Responds fo Generic Ur M0 01. "NRC Posit on on 'GSCO n RWR Ansld.l- 
iC Slanloss Steel Piping. " did 080125 Uhl will Comply w/slifl ii;:; j dHre.iled in 
goriLf.c Ur to extent duscr.bed m response 

SOHENSEN.GC Woshmgion Pufo'iC Power Si.nj.y System 88/0 7/ 26 Ik^unicr.l 
Conhcl Urar.ch (Document Control Desk) 7pp 46432 ; /f. 41,4 )? ‘.81 

8808040244 Fo'wards Amond 0l to License NI’F K s.Vi’ty evrdj coo An end revises 
Tech Specs Tables 3 3 7 5 1 & 4.3 7 5 \ to allow pl.tr l k> ot* Viilu */ t v -ousii* rno;vt,>; 
noperablo tor safely relief valve uni-l next ref.inl, |; | njr.tgo 

SAWWCRru.fUt. Protect DucclCMlo V B8/0//2/ SOfiE\S‘.N,G : W.isn nylon 
PlI/Iic Power Supply System 4pp 464?? 101 464?? ltd 

-*88f>8f)40245 Amend 0J fO LKunvu NPF Ti.vJ) Spin •> T ; Ui.'m, ,3 3 / h J 71 

4 3 7 5-1 lo allow plani to operate w/acousU mno'er .nopi.ubln li,r sululy mu' v.iivu 
ml I next refuel rig ouiago 

HOlAHAN.GM Assisianl Director for notion Ml & Minjun V Ria.in't, i!i|/(J7/27 
fpp 464 2? 105 45422 109 

*■0008040246 Safely evaluation supposing Amor (J 61 in I corse NPf -21 

’ Olhco Qf Nucloor Roacto' Flegj'atio.i. (.ti‘«?clor (Post M/0411) aft/«j//2/ 4pp 
46422 1 10-40422 113 

0808030299 Provides repl ro actions tnKon l>otwi;<'ii l-'.rv 10H? A J.mi: I'dltft to 

dial instal-aiion of qualified monitor ho oorrp\Hi,ii er cstr nsl possibln date ?Jo»l re- 
q jrod qt-artarly rept shall ho submitted by «U1(;07 

sSOPtNSEN.GC Washington Puhlir. Powrjr fi.ppy S>sH“n MM/0//20 lKit.nini«ni 
Conlrcl Branch (Document Control UesK) 2pp 46412 '.65 46112 ILO 

8000190024 Koiwards Amend (12 lo Llconr.o NPf -21 sa'idy evnl.vV or ArrricJ n.wiKcs 
l<mlr.g LOr.dit-cns for opoml-on & iiistrurnunini or snip^inls t<; penml epeMiKtr <U tip 
10 75^o power w/uno fOC'fCulat tin loop cpural nq 

SAMWORTH.nn Prcierl Diieclor.no V llB/fm/df* SCini : NShN.l> C VAr hi glnn 
Pub c Powor Supply Sysiom 4pp 4650b 061 uoi 

-8000190041 Amend 62 10 Licenser NPF-2 1 rrv.smd Tech Spurs *n ‘ini'tinq 
fer oporation & inshumenlotion j>ntpoints lo allow operation i.p lo /f>°o f>owia w/one 
rcc rcu'ai.on loop oporaimg lo design buinup ol rrlond luul. 

KNIGHTON.G VV. Pro.OCl Directorate V lUl/OH/US dtpp 4 t,5btl 055 40506 0»5 

--8BO019O187 Sofoly evoluabon supporting Amer r| 62 to I t.onso MPT 21 

* Offco of Nuclear Flooctor Regtilation. Oi-cicr (f J osl m/ 0-111) iin/fifl/05 fipp 
46599 08S-4C590.091 


O Inspection reports, IE Bulletins & correspondence 

8805200295 NRC Info Nolico 09 032, "Prompt Mopcrt-ng to NRC of S(|nf.rant lucidonls 
Vwclvnn Fladioaciivo Mad “ Svc tist end 

CDNNIt.GHAM.R.E, Division of IndoHlnnl & AVdtal Nuc'rvir Satoly (Post 07072*1) 
Gti/05/25. Ccnsolidatod Ldicon Co Of Now Ynr*, ir.c iPCpp 46j«U I /g-4tidOR.29H 

8808160243 Partial response lo FOIA fory.osl lor doc .munis Towards App M 
d<’:umonls Anp L docurr.onls moinhunud in f^R App* N & O ooairnonts parli.V y A 
toial.y viiiihhold.rospeciivo'iy (rol FOIA Fxompioh 5) 

GRlMSLEY.DH NRC • No Detailed Allilmuon Given (13/0//05 .IONES.C AlMaiion 
NcJAsyflnod Mpp 4650 J 104 40501.1 00 

-8692050102 Rcquosis Identification ol dv coniacl lor ron-onal in«p tonm loaders fo 
arrange NHR allor native shutdown & fuo protect on ruviowor techneal assstanco on 
region ba sod post tiro safo sbtddown msps SUunlulo ol >nsps sv.t;mitiod 
PAHTLOW.J G, D.v of Inspcct on Prog*ams.lE (05021? fi 704 1 3) 06/01/20 

BF.R.NERO.R M. Division of Bo.’inn Wator Renuor (BWR) Licons.r,g (05 1 125 07041 1) 
2pp. 46503 310-46503 319. 

8008010400 Pattmf rosponso to POfA ioqnosf to: clujumunts PorwanK App t 
c'ocuTionts App J & I available in PDR App H dcuumurits parhal.y wibihold (rof FOIA 
Exemption 5). 

GR.MSLEy.DH. NRC ■ No Doialod Affdiatcm Given 00/07/11 Public Cihren s Cnti 
cat Mass Energy ProjOCl 7pp 46327 246-46327 259 

-8503210274 Forwards NRR input to SALP revow lor Aug 1903 - dan 1905 DC' NRR 
Ofc Llr 44.0vOra'l Iconsing performance ral ruj of Category 2 ass-grod Enel part>a"y 
withhold 

AULUCKR Liconsmg Branch 2. 05/03/ U KIRSCH.D Region 1. Ofc of iho Direcior 
4pp 46327 302*46327:305 

-8609040288 Forwards SALP input for Insp Ropt £0 397/80 12 on 060420- 0502 ro 
1OCFR5O.40 implementation Er.cl parlially w.Uilield 

GRIVES.DK Div of OA.Vcndor & Techmcal T Mining Cnn'er Programs. IL (050212- 
070413) 06/00/28. KIRSCH.D F. Region 5. Ofc ol the Director 3pp 46327 312- 
46327:314 

-0712070034 Forwards draft NRH evaluation ot ulii performance tor icons r;g ochvilos 
portion Ol SALP review for Feb 1905 • Jan 1906 hrvcl parha'ly wilht“.o'd. 
QRADFUTE.J.O- BWR Pro|ect D.roctoralo 3 86/03/17 KIRSCH.DF Regon f>. Ole of 
the Director. 4pp 46327 306-46327.309 


-8800020166 Fo'warife SALP repi fo* tdi. for Aug KJfi3 Jan 1005 per roquusf fcn;f par- 
lm ly w lhho d 

MCCCRKlE.GW Power Roactor Safrgua'ds Liconsmrj Branch (Pre 050707) 05/04/ 
02. B'SHOP.T Reg on 5. Ofc ol tho Droc'cr 2pp 4G327 204-46327 205 

8808010265 Rospcrds to NRC Bulotm 80-031. "Doleds in WOSt ngticuso Circuit Droak- 
r,rs " Results ol roinSD of nnu breakers after removal of spr.ng provided 
SORLN^FN.GC Wast nglon Pub. C Power Supply Syslem. 00/07/13 MART IN, J B 
Regirn 6 O'c cf \U> H-rrcfor 2pp 46363 301 46363 30? 

8800050126 Provides Schedule lt:r complot on of Jru proiection *ss.;es from Insp Rcpt 
50 39 7/ >»G lb ins'al <V on ot scuppers on suulli uoors leading outside diesol generator 
ti'dg will ho completed by GftOOOi 

POWERS C M Wiishnyton Pumc Powor Supply Sysicni CG/07/15 MARTiN. JJ 
Rogon 5, Ofc of me DuOutcr 4pp 46443 366-48443 359 

8808100310 Forwards SALP Rcpt 50-3‘J7/Gb 00 fer Juno 1967 • May 1908 Ul I por 
lommn:o lourd accoptat)k> Category 3 assgned *o aroas of plant operatons A on-. 
ur>('rin;j/ U-clu’ieal Mipp Jrt 

MAR TiN., I H Region 6. <J'c of the Drucior Ufl/07/20 Washrglon Public Powor 
Snyp.y 3pp 46405 066 46485 093 

080G100312 SAl P Rep! 53 397/88 Rfl lor Juno 190/ Vay I960. 

* Rngidh 6. (V c t:l the Dimr.utr 8B/D7/21' 33;>p 4C480 001-46405 0J3 

8V07200102 Swpp, 1 f lo NRC Info .N'ofier? «0 f>45. 1 cyitSr.O Rt-pf of OofOChvu RoJu'- 
ti -,f‘Od (" ft ,i ! RnrhMi'S " SvC l>Sl OOCl 

IKiSfi'.DF O.vs'on ol (tpefrilcr.fi' Fvenis Assossmcni (Post 070411) 80/07/21 
Co .vddJiod FdM.nCn of Now York Ire I25pp -183(10 054 46300 178 

8008020034 IJosc bu. actions taken by supply sys lo onsu'O offociivft lovcl ol person 
mil Sii*<»|y dvrej peifcrmar-uu of irant ac'ivd es.n rospCMSO lo ccnuorn roto<J in Mgl 
Mrolicg Insp flcpt 60 -397/(18-23 

SDRENSLN.GC Y/ashingiun f’.ih * i Powor Supply SyStom 0B/O7/2? Do'unonl 
L'onl'o. Rmrch (Jucumcri Centio! Desk) 2pp 4639D 249 46339 260 

0008020203 Ruspor.dj lo NHC 800623 lb ro v.-jMliuhs noted i-i Insp nopl £0-397/88 
?:) C.orruulivn acinns at'di v* va'vu motor cpc'Ulof lorqi.o sw tc';os roplacod A Plant 
Iroi'lonis ^rcceiJu'd f >;, M I 3 12 ro vised 

SCMLNSI.N.G ( Wasf.-ngton PubLc f’owor Supply Sysiom 08/07/2? Cocumenl 
Ojnhol Rrarieh ll'oc .monl Ctvdrol Desk). 4pp 4(3302 125 46302 120 

8000100131 Forwards UMoiy fr*s(r H< pi 50-397/(10 fC on m)$0S-)D V/ofat-ocs no'.ot) 
ro failin' lo provide? nilr.qunto Ire bavicr proiociicn ler aafo shuldown 
tram:) I Jifo'CfOt r .1 fiction w.'l bo sub, ol scparaio corrospondnr.co 
KiRSUl.nr Itupi-n 6. Ofo ol tho D-reclor 08/07/25 SORENSEN Ci C. Washington 
Puli ic f»c'.wu' Supply SysU-ai :ipp 4G5U4 ?C8 465U1 391 

* 0800180135 snfnly Irsp flopt 60 3U//H0- 10 un CB06D6 10 Vio'fllions noiod Ma.or 
nrcab ui r .;)i>«:iu , .l lo lc«M» tin Iro proiPf.tian f>roginin cornp'ianco A previously Idcntif od 
u t mii itnm-i 

RAMSEY/:, JOHNSON A, HOD.K Region £. Ofc of tho D.rccior 0H/U7/?4 32pp 
46664 2/1 46*84 J0 1 

8007200240 NRC U.i'lohn 00 009. "Tlvrnb'o Tubu Thnrlrg In Wesiinghouso Readers ” 

SvC I Si i -in' I 

nossi.cr Di« is on of Operational Events Assessment (Pod 870411) 00/07/26 
Conso 1 d.iiod E'fison Co of Now Yo*k. Inc 1?3pp. 46348 070 16340 192 

QB0602Gt?4 forwards 7 si of seppfors A mf<j H'M litifuly- (clnUtd A non safoly- ml a UK) fas- 
tnnnra p-.rt l-asnrl.darific.ilicn of info on fasteners A boiling matt specs, in rosporso lo 
NRC Rn '(,* n b/ 002 Suppls I A 2 

SDRENSf N.CiC Y/ns‘mgion fA.b'iC Power Supply Syfltom 08/07/26 Documont 
Control Oran Ji (Documont Control Desk) 14pp. 46999 030 46399.043. 

0007210210 NRC info Notico BB 052, ‘ Fai'i.ro of Inlrautenno Tohdum of Flcldier Suil 
Apple htcr nradiylhtrupy novices During Pa tier 1 Treatrr.onl ’ Svc I si or.ci 
CUNNINGHAM R F Divis-on of Industrial & MetJiCal Nuclear Safuly (Post 870720) 
Mtl/07/27 Co-'sol.nated Ed.son Co of Now York. Inc 100pp 40307.029 46397: 136. 

8807220034 NRC; Info Nolico 00 053, "licoriSL'o Vio'allons of NRC nogulal'Ons.Wnich 
l erj lo Medical {Jmqnost c Misadm nlslral ons ’* Svc list er.cl 

CUNNINGHAM R E Divivon of InduSlfial A Mod cal Nuclear Safety iPosl 0/0/29). 
88/07/28 (;onsol rlatod Ed.son Co of Now York. Inc 106pp 46396 283 46307 020 

0807220192 NRC Info Nolico 80 054. "( Oi'u/n ol C fCuit Breaker Fol'owirg Instal'a* on 
of Arnptector (/i-ucl Tr.p AffacPmonf.’* .Svu frsf onct 

ROSSl.CF Dv.sion ol Onoratonol Evonis Asso^smonl (Posi 070411) 88/07/20 
ConSO'idatud Edison Co of New York. Inc 121pp. 464 1 7 020 46417 140. 

G00B0302G6 Responds lo NRC 800729 llr ro violations noied In insp Ropt 50-397/00- 
10 C'cirruclivo ad'ons Insirun-.enl Rock Termination Procedure PPM 10.20 19 w.ll bo 
revised by 600315 10 includo oxamplo9 of occopiab'o crimp conhguration 
SOnENSEN.GC Wasf’lngtor» Putl.c Powor Supply Sy6tom. 00/07/29. Oocuniunl 
Control Brarcti (Occumeni Control Dusk). Opp 46412 101-4641? 183. 

0000030292 Robpords 10 NRC 080620 llr ro v.clai>on3 noted in insp RGpt 50-307/00- 
22Corruciivo acimri door allowing access lo aroa closed S locked immediately after 
dulern-inrn mot Tech Spec 6 12 2 Incorroct & tndv.dual invo'vod counsolod 
SOnENSLN.GC Washington PuMiC Power Supply Sysicm 00/07/20 Documonl 
Control ti<arc.h (Oocumcni Conlrol Desk) Opp. 46429.226 46429.230 

0807280019 NRC inlo Notce 60-055, ’"Potential Prob'oms Caused t>y S.ny’o Fai’uro of 
ESF Sw ry fiuS ' Svc fist oncf 

ROSSI.C E Div.sion ol GpcraliOnal Evonis Assessment (Post 870411) 80/00/03 
Consolidated Ed.son Co of Now York. Inc 12lpp 46437:121-46437.241. 

8B00030289 Suppl 2 lo NRC Oullet n 80 005. ■"Nonconfornilny Mails Supplied by f l pin.y 
Supplies Inc a l FcNom.NJ S West Jersey Mlg Co ot Will amstown.NJ " Svc I SI oncT 
ROSSl.C F Oiv.slon ol Operational Evenly Assessment (Pom 0704U) 80/08/03 
Consolidated Ed.son Co of New York, Inc l-'.Opp 46530 121 46538 269 

8B0729Q008 Suppl 2 lo NT)C Bellotn BO 00B, "Thermal Stresses in Piping Con-cxtod to 
HCS ’’ SvC list end 

ROSSt C E Oiv.sion ol Operational Events Assessment (Posi 870411). 80/03/04. 
Consolidated Edison Co. of New York. Inc 1 2 1 pp 4 6504 00 1 46504 . 1 2 1 . 
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00072901 11 NRC Inlo Nfolcc QG 05F>, F’oiO’iaAl PfObTerrs W/Siiccn© Foam t- re Bamor 
Fmrmirat cn Seals *’ Svc isi end 

MOSS i, C F O, vis-on ol Opo;ai onal Events Assessnon <Posi 0704 11) 85/08/04 
1 OnSCl dated Edison Co ol Now Yo-i Ire I23pp 46559 175-46559 ?97 

8808020095 NRC lr'0 Notice 88 057, Pole'itial Loss of SalO Shjdown Eqjpment Out 
n/icc lna,l,ro S br ' on ^i>cl. 4 or Fai urn " Svc isi cncl 

nOSSI.CE C, vision ol OneiAliOr-fli EvorM Asscssmonl (Post B/04 1 1 1 80/00/00 
Con so. dale U Ed.scn Co. of New Ycik. Inc i?2pp .*.6469 125-46469 246 

9B08020102 NRC Info Noti.'o 06 050 * Poioniial ProUfoxs W/ASEA b'cwo Oovon ITF 
51 L fdiio Overcurron: Rn'ays ” Svc l si e-cl. 

MOSSlCE Division o' Cpcralonal Even is Assess rr.cnt (Post 0704)); 80' 00 7 08 
Cor.sol dared Edison Co cl Now York. Inc 12Cpp 46538 001-46536.120 

8800160063 Nofi'icaiion of Sqn-fican! IccrSeo rnuol nq on 08C81B in Rcqcn V ofc lo 
cl.scuss SAl P for Ju'io 1907 . May i960 

* noy.c:n 5 Ofc of t!;o CVnaioi BtJ/CU/CG. Regcn 5 C'c cl Iho Oreclor 2p? 
4GS59 ?66 46550 256 


V. Operator Examinations 

68061QQ204 Informs of ARC infer pro hi tun ol S 
eraiO' Cf sen.o' oporaior siaius 
PA1E.RJ. Ray-on 5. Ofc of Iho Pirocicr FI 
Pud C Power Si, pp'y SySLem Ip. 4 0596 320 4 


DOCKET 50-4QQ SHEAPON HARRIS NUCLEA 


F. Security, medical, emctQcncy & fire proto 


8007060520 Goner, c Hr 86 10 lo nil power roc 
provols re purchase of GSA approved sea.nly 
MlRAGLIA.Fj Assoc ale Ci'eclo' f<v Piojech 
EdsonCo 01 New York, lie 31pp> 2ni 


0800160248 Con' rrr.b 0GO??'J te“(‘u*‘ ro fiflOB’O mgl mcolng in RociOi V to d.scjss 
SALF-> ler Juiv* 106' May 1088 Nol fi:,il'on ol s«gn 1 can l irunseo meet r-q enc* 
KlRSf'Mi>;' 5. Ole at rthf D.r.c:o-. 80/00/00 SORENSEN GC. Washington 

HiUc f'cwcr Sjppy Sysiom 4pp 46566 259 46656 262 


8807260027 Advises lhai ul.< 06OBP3 A 27 llrr 
duros i' , .advc , flonlly uni 060723 A v.l 
WA7SCN.H A Caro) na Power & Uqhf Cv til) 
umoni Co:'iro! Dosk) Ip 46304 I(j4-4fc:'04 1( 


8808030U2 NnC IrYo Nohco fif! 050. "M5lV G.u.Jo Rai raijro <il Water lo'd Uni 3 ’• 
Svc hoi i.-nui 

flOSSl.CF D, vision cf Opuial-onjl Lvonls Assoss-wit (Posi 0704 1 1) 60/06/09 
Ccr »%<>:< joled Emscn Co nf Now York. In: I2lpp 46467 01 1 46407 131 


8B07270024 Revised crnt-go'iCy |>!nn impouu. 
Flev 4 lo PEP-224. AsbiilniM to Emorgency 
2 to PLP-221, Technical Analysis Mur arj ?r.” 
WATSCN.n A Ca'omn Power A Cr> 8U 


B008040062 Eiip t “l ' to NRC Irvlo Nolice 86CC4. "•nadcquaio Ojaificaion & Doornet 1 
laiion of F ire Ban. o' F’enevalnm Sva's Svc ‘isi cori 

MUSS' c: f- Divisio-i. o' Cperatcnai Cvenls Assessment fPosl U7C411) UU/CQ/OO 
Const! ido led Eiason C<> c‘ New Yov Inc 12lpp 4655B 2C5 4H558 325 

0000050135 NRC Inlo Notco 86 O60. 'inarlrcunio Design <4 insiaMalun cf WaiOM^ht 
F’crioita* nn Sca'fc ” Svc .si tmci 

F70SS CE L)i.-i«vnn ol C|iera1cra‘ Even’s Assossmeni (F a cst b?o<ui> 88/06/11. 
Conso'idAlod Co r>* New Ycrh. Inc t23pp 4056'J 208-46570 060 

8080050248 NRC Inlo Njhcg U9C61. Cd^.iioI Roo'ti HabMaLuiy • Picconl Rov.ows of 
On stating Exec' t nco " Svr. l.st nnc 

MOSS C(i Division ol Ope 'alio oil E veils Asses^n-cnt (l>os1 (J?U411) 80/00/11, 
Co isn’i faied Rc-isoa Co o' New Ycik. Inc I2£pp 46594 3 1 ? 46695 076 

8800050295 NRC* Inlo Nctco 08 hf>2. "Reco il F ri:ui<js ro lirplomonialion i;f OA Pro- 

H rams ny SupjY ets cf Tier spurt Packages " Svc i$l cnc> 

UMNF- Tl.n r. Division cf Safeguards & Trftr ^sporiat cn (Pest Q/0413) 08/00/12. 
(-O.ISD Idntul Ediso'i Co ol Now York. Inn lOftpp 46561 165 46531 203 

8BO0O99264 NflCi Inlo Ne' ::o Fib-06;i, "Hign Riidnlmn Hazards f rom liradaicd in Coto 
Muiet lrrs & Cal/es " Svc Usi r-:il 

MDSSi.CF 0.vi-,cn of Opcr.i*cn:il hvofs Assossmeni (F'osl 0/0411). 6U/C8/15. 
Cnnsnijdntod Ed son Co ur Now Yo*". :r.c 1 1Cpp. 46660 066 46569 174 

88001 10206 NF1C Info Nolico 88 064. Repn.‘|in<) Fires m NuCloa* Prccoss %Sys ai Ncclo- 
ii' Powc F J lar‘.1s ” SvC 'isi Oncl 

MOBSI.C.n Division Ol Hu c ratio 'ini Lvonls Assoasrrenl (Pcsl 0/0411) G0/UUM6. 
f.unso'irjftlnd Edison Co of Now York. Inc I04pp 46643 001 -461)43 IC4 

0808120327 NRC In'o No lien 63 005. “Inarlvt.rlcnt Ora nagns o' Spent Fu(tl Pools ” Svc 

fnil one-’ 

MDSS'.CE Oiviscn of Operatcnal F.venis Assnssment (Post 070411) 80/08/10 
Consolidnicid l:U son Co of New Yo'k. Inc I23pp 4CG28 0 1 1-46620 133 

BBD01QO392 NflC In'o Nohce 08 060 indjSlnol Had oyaphy l«is|i & Cnlorcomoni.’ Svc 
l.sicnrl. 

CUNNINGMAV4,H E D.visipn of InsJ.ist* a 1 & MeiJica’ Nue oa' Safety (Post 070720) 
RH/C3/2P C ousel dtT.iid Ed *cn Co O' Now York, lr,c. 90pp 46620 134 46620 223. 

8808180414 NRC Inlo Nctco G9-067, ' P'Arf-l Auxlary Feodwaler Pu;rp Turt ino Ovoi- 
speed Trip Fa l„ro " Svc lisi end 

ROSS' .0 E. D,v .5 on ol Ocoiauena; Lvt*‘ ‘s Assossmnf.i {Posl 0704 11) 80/08/22. 
Consniidnlod Ftl son Co ol Nuw York. Ir.c 123pp 46643 105 4G043 2 27 


8808160218 Foiwarrjs Irsp Hupl fit)- 403/00- I 
dtiur.s noted 

COLL INS ON* Rrricr 2. Ofc of ll:n Di'u^lor 
Li^hlCa ?pp 40552 13/ 40562: 15/ 

-080BF50219 :nsp R(.(>1 50 400/0(1 12 cat 
noted h'a.cr areas in^pf'Clud r'rnorgoiu.y rnsf 
di.ros A represent, 'iiivo rerorUs & oriK-K/ir'cy 
SARTOR.WF/. DECKER, T.M Mugbn 2. ( 
4656P 139 40552 157 


8008040247 Gerur.c Lit G!1 12 lo nil power ron 
fire protcohan requirements from Tech Sprco 
MIRAGLIA.F J AssdCMlo Director lor Pro|ocl? 
Edison Cp ol Now York. Inc 52|>p. 46-163 21) 

B800 19009? Confirms 080610 onforenn'ont c 
OCCOSS CCnlrcl proUleTi.per IJ0O/27 Kitcnn 
GRACE,! N Rujon 2 Ole of thn l)ir<Tlo*. ( 
light Co Ip 40690 366 4fif,‘)l>.:iTd> 

8608120014 C hange 2 lo Vol P.PnM 5 nf IK>v 1) 
CocreJ nator - Control Room 1 W/ 0001135 »lr. 
HINNAN'T.C S . WATSQN.R A Coru! tia Powc 
46531 210 

8808230312 Forwards losp Hopt 50-4(U)/mi- 
»t:ons rcled 

CO‘,1 INS.DK* Rogon 2. f)ln of the D.recier. 
UgJiJ Cn 2rp 46620 J JO 46620 M! 

•-8QOD230310 Insp Ho[:f tO4c;CF/0U 10 OH 
nolnd Ma|0' «ireas inspocied lo n;;sr-ss yptjr* 
parednoss program & io doiorinu.n il change! 
GOODEN A . DFC^KER T Ronon ?, Ofc Ol 8 
46620 141 

8B08250219 Advises lhat Ruv U lo II0O61O 
10CK H5D 47(h) A requ remo.nts 1(ir.FM5(J,A/j; 
COLUN5.D F,f Req on 2, Ole ol Iho Dimeter, 
l ight Co 2pp 46640 1 97-4064 0 1 1)0 


n. Periodic operating reports & related correspondence 

8000190262 “Wash ng!on N.iclnar Project-2 Som annual Elf'ucnt flopl Jan- J u rie 10U8 
w/BOomo nr 

PGWbHS.C M. W/tsfirr rjlcn 1>lU C Pnnct Sopp y System 00206/30 5«pp 46595:104- 
46005 241 


P. Opezalinfl llconae singe documonle & coi 


G80B020045 Forwards propr.otri'Y NEDl- 27' 
Mohthndelogy,” did Nov 1085 A nuit-cr 04 
add inlo ro oxlondod burnup fui>j cppraimn D 
CHARNLEY.J.S Gonornl Elocirii; Co 80/0/# 
filiation Given Ip 46403 C03 4 64()3 004 


S. Reportable occurrences, LERs & related correspondonco 

0806090192 LER 86 023 00 on DB06?9,Tcch Spec vio'stion of secOnopry conta nmonl 
urcuvod to o.its'do d flcrenhal prossuro Cacsod liy sys conhgurniion o ro;. Signal 
so'OCl dovicus HEA-LWS 1 A A IQ mcdiliecl.W/080729 Ur 

WAS! »lNGTON,S l. , F^WERS.CW Washluglon Pubic Power S:.ppy SySlem 00/07/ 
29 6pp. 4 64 77 242 4047/ 247 

00001 10018 LEM 110-024 ton 000/Ot 20. vrg'o p- rnary ccntam-noni mentor CMS TF-39 
inlurm Hontiy oxceodod 150 f : li;ml lo« more* than 0 h.por Tech Spec 3/4 7 0.Tahiu 
3 7.0 1 Causo;! Ii/ mrrease of avorega iwrp Ol cool ng wnior V//80Q9O2 Hr. 
WYRiCK.TR. I’OWLHS.C M Was.hr.glcn Public Pcwcr Supply System 88/03/02 
?pp 46509 04 G 46509 052 

8 BO0 180374 LER 08 025 00 cn 6Q07C8.ciscovtrcd ■nstrumontation charme: moperab’o 
diG to ui correct w>r,ng A personnel error Ceased dy fa Jura ol shifffy cha^net cneck to 
promptly cfolornuno mopomb'e slnlcS Ol Channel W/8GC80Q Ur 
WASllINGlON.S l . POWERS. C M. Y/asIrnqtcn Pubkc Power Supp’y Sysiem. 03/08/ 
06 6r-p 46509.093-40589 096 

8008230413 LER 86 026 00 on 8907 lG.doterm nod that sensing lino support hangers 
would rot Withstand (fosign basis fro w/o mod or protect on Caused by nadoquaio 
ifur.'H! by nrcr.itoct eng inner Areas p'actdJ on hourly h'o tom W/B8C815 itr 
AnDUCi<LE,J D. POWER S,C M. Washngton Public Powoi Supply Syslo.n 88/00/15 
6pp 46625 234 46625 239 


8808160113 Submits Rinmary Slainment of ut 
corccjms rased al Brunswick Sloarn Electric 
Rob nsen P'ant 

UTLEY.E E Carolina Power A Lmhl Co 80/< 
D hector 3pp 46558.107 46550:109. 

QQ08U0245 Conf.rms olecironicol iransfr'r to f 
meni payment ol NRC FY6Q annual fnos 
LOFLINLI Coro'ma Power & Linhi Co 80/ 
n: oni Coniro! Dosk) Ip. 46409 344 16499 34 

8600090120 Forwards environ cinsoss-meni & 
operat cn w/highnr er.richod U-235 ( U (4 
BUCKLEY, BC Projoct Di'eciOfalo H-1 68/01 
Co 2pp 464 78 042-4647B 053 

•♦8908090123 Env.ron assossrr'.uni & hnijriu ■ 
higher on- ched U 235 A Oxtondod rrodolior 
gical env.ron impocis associaied w/ proposed 
REEVLS.E A Projecl Drecloralo ||. 1 88/00/ 

6808170224 Forwards oxompbcn ro UG0130 rc 
menls ol l0CFH50.71(o) 

BUCKtFY.OC. ProjOCl Droctorato H i 88/01 
Co 2pp 46561 343 46561 340 
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aMM?Q?2S E*en'pl-OJ> I/cm 10CFR50 7i(o) roqui'Ofnont lo* updating FSAR 
JarGASA D.vision of Reactor Pro.er.rs ■ l/ll (Posi 87041 1) Hfir0fl/09 Carclna 
PcAef & L Co 4pp ■16561 34 b 46661.340 

8603220150 Forwards Arr.ond / to L cenuo NPF-G3 A Saluty Ovnl.iaiien Amend rovisos 
00 T , C H g pC r 5 io change co-Uro'. rod Bark D confiyu'alon.fn rcmano radial & lolul 
or^v ra faciO'S & r n introduce boron dAjl on/s‘. d.r.g Vuirlown margin 
6iT*lt Y B C Proticl D.rocfo.'afa » I t)Q/Oiinb UTLfcY.G E Cntoma Power Lrgbl 
Co~2pP 46602 001 46602 062 

-5303220191 Amend 7 lo Lcenso NPF 63,rovisr.g Tech Spocs lo change control rod 
~ B^ o con' g„rat cn.m'roas r.g radial & tolol peaking faclo/s & inlroducmg bourn (W 
•on/s rkno shutdown margin 

ADF.N5AM.CG Rro.ecl C.'ccicraio II 1 03/06/16 40pp 46002 003 46602 050 

—6608220193 Safely ova'uahon supporting Amend 7 to License NPF 63 
• Qff ice ol Nue’ear Roactcr Honulflinn, Director (Posi 070411) U8/0U/1G t?pp 
■16602051-46602 OB2 


O Inspection reporls, IE Bulletins & correspondence 

86052G029S NRC Info Nebco HR 032. ' Prompt Hopoilinij lo NRC of SgmliLfl'it Inrtfonis 
inching flal relive Mail ’ Svc lisl err : i 

CUNNlMoHAM.R E Dwision ol Inc'unliial & Mud CAi N.iclou' Safely (PoSl 670720) 
8&/05/2S Consol dab?<J EdsonCu of Now York, In- <20f>p 46361)170 403118 200 

6806010177 forwards fr?*>p Rupf DO 4CW/J9- ffl on fiQlittf I *22 Ho v.uMhOfrs Of devr 
ai cr.s roied 

h'RDT.AR Ru*nn 2. Ole of tho Director. 00/02/ m UTlKy.F F Ca'O'ma Power A 
l^Mfo ?p/> 40:</o 278 46370 287 

-8808010106 Insp Hcpi HMOu'BA-lf) on 880621-2? No violators or iiov.al.ons 
r;iedMa.o* areas inspected Gi.Uoim U8C05. ncludnuj inierviuws w'lcuitsrro 
persennei cosorvat on of involved nial<s & rovn>w of tosi records 
G'RARD.R H. BLAKE J J. Reqo.n 2. Ole of Ino IkrocUir H»/07/l r . 8pp. 46370 280 
46370 287 

8807290126 Responds to NRC 880622 Hr re vio!ai«m I'Ofud -n lrv,p Ropl 50 403/88 
II Ccue-livo actions opnrahny p'ocednros revsud lo hlyhlcjlit need lo cOnsMur opr:r- 
aNly of ecupiruni & personnel trano'f 

WATSCN.R A C8rof ro Power a Light Co 88/07/20 Document Conirul Branch (Doc- 
u-rieil Coni/ol Desk). 4pp 46341 053 461111 05b 

8807200162 S~PCI < 1,3 NRC Info Noiico HfJ OiG. ''f.ir.onsoo Hcpl of Uufnchvo Refer* 
b sV-d C icul Croakers " Svc list one) 

ROSSl.CE D.v.sO.n ol Operational Events Assrv.smcnl (f’c.sl 070411) (10/07/21 
Crrsu'dafod Ed snn Co oi Nc,\ Yc/k. Inc l?5;>p 460Mfl 054 46300 170. 

B9C8020304 Hespcnds to NHC Hullotn 6/ f)02.S-jpf)t 2 rn laslorifr lesiing to dulonmno 
cor.Vmanco w/appV.atilo mjtl spues 

EURY.LW Caroima Power & I uj'il Co 8l)/ti//?2 Docun'.or.l Control Rmnch lD-c;o 
rrorl Conim 1 Oosk) 2lpp 46374 107 40374 1?7 

3S07200246 NfiC Uui'u/Ti 00 GO'J, "Tfnrn()‘o Tube Tf’irinnig in WnstirigiicusQ Rr?a<:fCfS ” 
Svc I Jl Orel 

ROSSI.C E Division of Opufijl onal EvonlR Assonsmont (Posi 870411). 08/07/26. 
Ccr.so' dared Edison Co «f Now York, Jnc 123;>;» 48340 070 40348 VJ2 

6807210218 NRC info Nol CO 08 002. “Fai'uro ol Iniov.jluririo lnrdo n of Plolcher Strt 
App: caio? Braciiyihoropy Dov:r,os Du'ing Pnliont Irenirronl '* Svn l.si oncl 
CUNMRGHAM.RF D.v.sion ol Ird istno' A Modca' Nncloar Saloly (f'OM 870/20) 
88/07/27 Consolidated Edison Co. Of Now York. Inc 100pp. 46307.023 40397 136 

86081502)3 Fo/riiarda fnsp Repl tO 400/00- f? on 8»05ffi f0Nd vrnfdfrons Of </uvr- 
ai ons noiod 

COLL'NS.D M Rogcn ?. Ole of iho Ducirlor 08/07/27. UTLEY.F E Ca'Chna Power & 
LighlCo 2pp 46552 137 4055? 157 

“8808150219 Insp Repl 50 400/80*12 on 000510 10 No viclal-cns cr doviaiions 
noted Major areas inspected emorgoncy rospenso faclilirs appraisul.includnui proco* 
tf0 fQCGfcJ 5 & emurgoficy ruv-pjnso facililien A ro'aled cguipmoni 
SARTCR.WM, OFCKF.R.T ft ftcG'OH 2. Ofc of Mw UruLiO' 80/07/21 l firm 

4555? 139 46552 157 


8807220034 NFIC Info Noi:co 80 053. ' Liconsoe V.o'aiions ol NRC Mogj'al-ons.WfvcIi 
Led to Med cal Dmgnosli^ Mismlmm.stidl ons " Svc list ond 

CUNN'NGnAM.R E. Div.sion of IntJasinal & Mod cal Nudi-.v Safely fPosl 070729) 
06/07/28 Consolidated Edison Co. of Now York, Inc lOOpp 46306 203 4039? 028 

6807220102 NRC Info Notice 00 054, "Fa liao ot Cfcml Dreakor Following InsUi'l&tion 
cncc? ,ecl0, ^ uec( Tr p Aiiachmonf ” Svc hsl oncl 

ROSSI.C F Divison of OperaiiOnal Fvonis Assns^menl (Post 870411) 80/07/28 
Conscidated Gdson Co. of Now York. Ire 1?1pp 46417 020*46417 140 

8607280019 NHC inlo Norm Of) 055. -Poldniiol fVcNoms Caused by Single FaLru ol 
Enec rQ Bus ” Svc ,lSl uncl 

ROSSI CE o. VlS i on 0( oporar.onai Events Assossn*.oni (Posi 8704 11) 00/Oy/O3 
co.isofidaied Frl.son Co ot Now York. Inc I2lpp 46437 I2t.46437.?41 

^’FP 1 2 10 NRC Bu'lelm 60 005, “Non conform rig Mails Supplied by Pp:r.g 
R-T^cfr- c n Fc,SG 8i.NJ & Wcsf Jersey Mfi) Co at VViffiRmsIown.NJ “ Svc fisf oner 
S' . , ; vs ' 3n of CnoiRtioral Events Assessment (Host 070411). 88/00/03 

v-cnsoi daicd Edison Cq of Now Yoik, Inc H9pp 46530 121-48530 269. 


Supp! 2 to NRC BullOhn 80-COB. ' Tliormpl SaossGS m P ( pinn Conr“,ociod lo 
MLb Svc l-si oncl 

r™' 9 E , Clv,s,an Gl Operational Fvont* Assoasmcnt (Post 870411) B8/0Q/O4 
eerso aMeO Edison Co of New York. Inc 12lpp 46504 001 4G504 121 


85 pJn^i!l 11 ,r,fG Noi'co nn 056. ' Potonlial Problems W/S hcono Foarn Firo Darner 

RfSSS r °c F '* ah " SvC ial ercl 

rnrcw^T P'vison of Operational Fvnnt^ Assossmoni (Posi 070411) 88/08/04. 
^er.sa mated Fd scn Co. of New York. Ir.c 123pp 40569.1 75 46569 29? 


VFRRPm. n°.? o dS lnsp R£?p1 SO 400/08*20 on 880627*0720 & notiCo of v.O'almn 
& hn ? rl o n ^ ,on 2 0[c 0( lh ° Diroctor 08/08/04 UTLEY.E E Carolina Powo: 
* 1 *931 Co 2pp. 465/7 032*4057/ 090 


•88DB1B02D? Nrfcr? Of v.o'ai on i/un m.ip on 850627-0720 Vio'^r cn ncied IwD urre/- 
ijoncy svc wator 'cops npi demonsrraled nperab'o at least crco per 31 (lays 
VERRELLI.DM Rogcn 2. Ole ollho Director 00/00/03 ip 46577:004.4657 7 004 

•08081802G8 Insp Ropl 50 400/80 20 on 88062/ 0720 V oSaimns holed Ma.O* areas 
irispucted lollowup on Ron's ol ronccrnpi-ar.co, oporaiional saloly vorificahen.rnonihly 
s,.rvcl arco observaii^n ESF walkdcwn & fc»OwuP n' tr>sitc evonis 
MAXWELL.GF. SMANNON.MC. FREDRICKSON, P HegiOrv 2. Ole of Iho Dirocior 
80/08/04 epp 40577 C05 46577 090 


GC0B 190092 Conhrms BOOB 16 enforcement conlnrcnco m Rogcn || ofc re socerdy 
occoss conirol fi'Ob'cm.per HH0727 tnlcon 

GRACE JN Renon 2, Ofc of the DiroclOf 08/00/04 UTLEY EE Carolina Power 8 
Cigm Co ip 46590 356 46590 356 

0808240135 Final rnspnnsu to FClA reguost lo* docuimnls Ap|> K dun.jrr.oniis end App 
l docurr.enis parral.y do In led os o-isijn scope o* regunst App M (iocuirords pa*l a”ly 
wii»ihn'd (ref I C!A Extrrpiion 5) 

GRlMbLEY.DH NHC No Uoiai’crl AUhahen Given HH/00/04. BOLFY.K. P,,b|i( QH 
Ofifrc.if Muss Fne'gy PrOft'Cf 6pp 46581 335 4058 1 342 

**860B 110018 Fciwards NHR SALf J inpui l) t isod nn rri-.i SALP cvak.aliDr s r>-\cl w/safety 
nvafuar or<s prep.i'ud d.r r-g SalP Otl (904 * May fU86 Puno l Ro'aiod djcum-f'd.v 
lion enc 1 

CUDLEV.RF PV\rR Prneci Ui'ecioraio i Ob/oB/m KIRSCM.DF Reg on 5. Ofc of 
the D-mrrcr Blrp 4F50J 343 4659? ) )2 

0B0B020095 NRC Info Noiice 80 05/. Poionhfil loss rsf Sale Shuldnwn EtiJipmoni 0„o 
to P/oTialwo $»ccn ConUci-nO Hochi-vt f ai'ure " S/e f..si end 
ROSSI.C L Dvs.on Of Onorahenal Fvonis Assossmonf {f>od 076411) 85/00/08 
Consa idaicrl Edison Co ol Now York me. )2?f.p. 46459 I26 4D459:?46 

080B020102 NHC Inlo Nebco 08 050, "Potonlial Problems V//ASF.A Drown Rovori ITF- 
5H. Tm e Ovo'cirrent Re\iys ‘ Svc list end. 

ROSSI.C E. Division ol Onorahona! Evonis Asscssmonl fPosl 07041 1) 80/08/08 
Cgpm:I daied Cd-son Cn ol New Yo<k. Inc I20pp •Hi5'J0 00 1*4653© 120. 

8008230312 f rnwards Insp Hepl 50 403/08 19 on 60071 M5 No vcidl'Ons or dew 
aliens noiod 

COLL»NS,D M Rogcn 2. Ofc of tho Oro-lO' 80/08/00 UTl F Y.L : F: Claro'na f^iwer S 
LighlCo ?pp 46620.130 46620 141. 

- 8000230310 Insp Ri.pl 51)400/08*19 on 00071 i iSNo violations or doviat-uns 
noiod Mal'j* areas inspnclud lo assess opufal-ona 1 road ness of silo orr.crgency pro 
pa red *.ess p.'unram & to dnlorm no < f Changes rroul NHC roqu rcn>jpls 
GOOCFN A. DFCKER.T Region 2 Ole cMho D rector 00/00/05 I0pp 4GG20.132 
4G020 141 


0000030112 NRC Info Noiico 80 (159. MSIV (im:1n Rail FaiE.ro :il Wntorlord Un.! :i “ 
Svc I St oncl 

ROSSI.C F 0.v.s:on of aporni-onaf Evenis Assessment (Pnsf 670411) 6G/00/0-1 
Conso’idaiorJ Ed son Co ol Now York, Ir.c I2ipp 4046 / 01 1 -46487 ijl 

0000040062 Siipp! 1 lo NRC Info NOlico 00 034. ' inadequate CuaH caiion & Doeuinmv 
falien of Fim Qairin; I'ountraiicn Seals " Svc 1st en;;l 

nOSSI.CG Ow.sion of Opurniiona 1 Evonis Assuss*noPt (f'od ©704 H) flB/OU/dd 
Consol daiui Crtrson Co. of Now York, loc I2lpp ACS £8 205 I65$n 325 

8000050135 NRC tnlo Noiico 80 050. lnadnq,aio Duiayn S lustHI'aticin of Wotedighl 
Ponafraf cn Seals " Svc frsl urel 

ROSSI.C E Uivivnn rjl Oijeraiionnl Fvitnls Assessmonl (Posi 870411) 06/08/11. 
Consolidalod Ed.son Co of Now York, Inc. 1?3pp. 40509.298 4657O.06U 


0008050248 NRC Info Noiico 08 061. ‘Ccnlro! Room Habilnt Hlily Recnni Reviews of 
Operating Exper i.rco.' Svc list cncl 

ROSSl.CE Drvjs.on of Cpwal-cnm Evenks Assoasmonr (Pos) 0 7O4H) 88/0.0/ JJ 
Consolidated Ed.son Co of Now Yo?k. Inc 12f>pp 48594 31? . 16596 070. 

B0OBO5O295 NHC Info Hoi cn tiQ 062, "Hectvil fntjtrq s / n hnpkKnoniji.on ot DA Pro- 
grams by Supp'Kf.'s of Transpcri Packages “ Svc l jI unci 

BURNEm.RF Division of Safeguards & TranspO'takcn (Post 070413) 81UCB/1? 
Consol daiod Edison Co of New York. Inc H)9pp 46501 155*40501 2G3 

8000110206 NRC info Nol co 00 034, ‘Reporting Firos m Nucloar Procoss Sys nl fiuclo 
nr Po wer Pianis ” Svc I si oncl 

ROSSl.CE D, vision ol Opcraaonai F vents Assossmunl (Post 0704 11) ©0/0B/18 
Ccnsohdaiod Edison Co of Now York. Inc 104pp 4G643 00 1 -46643 104 

8800120327 NRC Info Notes 89065, “InarWorloni Drainages of Spenl Fuol Poo's" Svc 
lisl oncl 

ROSSI.C E Civisen of Opo.'al.onal Fvcnis Assossrronl (Post 870411) 89/08/18 
ConsO'idnlod Ed sen Co of New Yo ( k. Inc l?3pp 46620 01 l-4£G2d 133 


8800 10O3D2 NRC Into Noiico 06 066, ' Industrial Had ography Ir.sp & Enfnrcernoni “ Svc 
list unci 

CUNNlNGHAM.fi E Div.won of Ind.jsmal A Mcdeol Ntcloa' SafOly (Posi 8/0720) 
B8/O0/22 Ccnsoldaiod EUsonCo of Now York. Inn f JGp;j 4E620 134 46628:223 

00001G0414 NRC Info Noiico 00 C6/, PWR Aum’iary Feedwater Purrp Turbine Cvor. 
Speed Tr p Fa lu:0 " Svc list oncl 

ROSSl.CE 0 vision of Oporahonal Evonis Assbssmo.'U (Host 670411). 88/08/?? 
Consolidated Edison Co of Now Yo*k. Inn 123pp. 46643.1 06 40643 ?27 


R. Periodic operating reports & related correspondence 


$008190274 Monthly operal«ng ropl for Ju! 1900 for Shoaron Hams Un.l 1 W/ 0800 15 ilr 
HALL.M W, WATSCN.R.A Caro'ma Powor & L-ght Co 80/07/31 Upp 4659G094- 
46596.102 



212 DOCKETED ITEMS 


S. Reportable occurrences, LER9 & related correspondence 


6007260076 LEn hfMnS-CO on fth06l4.verl 9lock sample* noi oW&rod wh'o tad alien 
mcniicr mope ratio Caused ty lecbnioan nvolvod w/boron sainplny m cherncal 8 vol 
control sys importance cl componsalory sarnp’ing slrossod.IV/O0O7H Hr 
HOWE A., WATSON.R A Ca*Ol ri3 Power & l ighl Co 68/07/14. 2pp 46287 2 42- 
4628? 243. 


8807290137 LED 88 1)16 00 on E80620Jecf> Specs voided duo 10 OH HCS loakoqo do 
led on sys mop era* 
liOAS wll bo duve'o 
JOHNSON. J H . Y 
46367 26 4 46357 257 


r:io Cause aUiiUulod lo lack t>? procedure n\i Janco wwwn msuu' 
pod leaking valve will bo repai'Od W/GB0/20 Hr 






>8800240346 Notice of cons deration of issjqmco ol ai 
posod NSHC dotorm nation & oppo'tun ty (or hoar m 
term possession only license Ihfll o*p;ios 030329 
MIUEn.C l Sfondard./aiion & Non Power Rooclcr 
3pp 46630 122*40630 124 


Q. Inspection reports, IE Oulfotlns & correspondenc 


8805200295 NRC Inin NtA co OB 03*2. "Pron.pt noporlr 
involving Rad i one live Mail “ Svc list oncl 
CUNNING! I AM.R.F Div.s-on of Industrial A Med.cn 1 
06/05/25 Consol 1 (Mud Edison Co. of New York, 


8808160292 LEM 87 C59 02 on G 7 10 1 1. incoming ‘.no banker inppod ■nl>ah'*g safety 
bus b 1 a Ck Old Caused by hammering & ‘dril.n;j ol in rt^ay cabinol by 
©mv 1 b/fee Sw/ci’.ypul b'caker loclosod & cfl-Srte pcNer ras/Oied 10 t;usW/06Q0G0 Hr 
SCHWA3EN0AUER. WATSCN.R A Cnrolma Power A light Cr> BB/00/G8 6pp 
46557 356 46657 *J61 


8007200240 Responds to NRC Bullolm 0Q 006. Ac c 
ton ol Model SPEC 2*T Mq<J ographic Exposure Dovic 
nor NFtC Info Nolico 66 033 on snm.o sub, applicable 
TAYLOR ,J W Dalrylanrt Power Conpuaiivo 00/07/C 
1 ho Out to.' 2pp- 46345 016 46345 017 


DOCKET 50*404 NORTH ANNA POWER STATION, UNIT 3 
P Operalfng license stage documents & correspondence 


0007200162 Suppl 1 to NRC Info N'ot-co 86 046, Lie 
bis I 'Oil Crcuil Omakur:, ” Svc hsi oncl 
ROSSI .C F. Uiv.sion of Operational Events assossi 
('onso idatod Ed.viri Co Ol Now York. tnc. I25pp 40 


8808250106 Forwards roqjost for add nfo to corplulO Ova'ualion ol wainr soolcd pnn 
clra* or.s par H0O229 llr 

HERDT.AR Hog on 2. Ole cf iho Orec!0.' 88/08/11. STFWART.W l. Virgna Pcwc-r 
(V.rg n a Electro ft Power Co) 3pp 46646 282*46646 284 


0607200246 NRC Rtilotn 88 000. 'TNrrWu lube Thm 
Svc list oncl 

ROSSI.CE U.vision ol Cpuuilonat Events Assossi 
Consolidated Fd: ft on Co. of New Yo.-k, Ire l?3pp. 46 


DOCKET 50*405 NORTH ANNA POWER STATION, UNIT 4 


P. Operating license stage documents & correspondence 

86002 50106 Forwards reqjosr (or add nlo to corr.pl u to cve'i.ahon of wa'or sealed pnn 
oirations per GB0229 Irr 

HERDT.A R Reg on 2. Ofc ol Iho Crocio* 88/OU/H. S I EWART.W L Viryma Power 
(Virgnia Electro A Power Co) 3pp 46640 202-46646 204. 


0807210210 NI1C Info Notco 88 052. "Fnluro of Inlra 
App'icaior Umr.hytherapy Devices Dur ny Pahoril Troa 
CUNMNtiHAM.R E D.visicn of Industrial & Medical 
00 /07/27 Consolrdalcd Fdison Co ol Now York. In 

8800160244 Discussos util Abbwatud sito access Ira 
sonnet cornpinimt) Rcgon 111 iifwurg >11 ge:iot.c aspuc 
curtly & cmurijonuy rosponso 
DAVlS.AH Reg ion 3. Ole of tnc Drocior 06/07/27 
Pownr Co (lo’ruurly Irulpn.i A M.Ch yan Electric Co ) 


DOCKET 50*409 LA CROSSE BOILING WATER REACTOR 


F. Security, medical, emergency & tire protection plans 

0807060520 Gor.oriC Ltr 69-10 to all power reactor kcensoos A holders of Purl 05 Op 
prpvals eo purchaso o? GSA approved f-ocur.'y coolaners Svc 1st or.cl 
VlHAGLlA.F j Associate D rcetcr (nr Projects (Post 879411) 08/07/01 C'cnsolidatod 
Fdi$on Co of Now York, Inc. 31pp 463Q8 ?E>9 16380 329 

8808160244 D.scussfls Util abb'ov.aled sno access iraning progrflrn for NRC msp per 
sonnol ccmp)oii‘4) Region ill tmin'iig in generic as-pocis of radiaiion safety physical so- 
cially & en i urgency response 

DAVIS.A.B Roglon 3. Ofc of tho Di'ccior 60/07 727 ALEXICH.MP Irtdana Michlflfln 
Power Co (formerly !ndana A McNgon FleciricCo) Ipp 465G1 240*46561 251 


0 000230260 t owards fatust iov of NRC Manual Chap 
bogin using now lunclional areas sol forth n ruv I 
oxlond boyend 859000 ullocl-vo Onto ol procoduro, 
NOREUUS.C E Reg on 3. Ofc ot Uiu D.roetor fii 
Michigan Power Co (icrrnojly Indiana & Mch-gan 
46020 129. 


6607220934 NRC Info NoUo 80 033. "Llcunsna VioU 
Leri to Mcd.cal Clannost c Mismlnvristratontt " Svc 111 
CUNNING! fAM.n.L Uiv.sion ol Indusmal 8 Medea 
68/07/28 Consolirfaiurt Ed son Co of Now York. Ir 

0007220192 NRC Into Nolico 80 054. Failuro of C rc 
of Arrpluctor Direct Trip Attachment " Svc I si oncl 
1IQSSI.CE D.vislon ot Onnrat'OfMl Events Assoss 
Consolidated Fd.son Co of Now York. Inc I2lpj> 4G 


8808040247 Goner c Lfr 6EM2 to a I power roacior licorsoos & npplicnni9 re removal ol 
fro protoci on reqj romonis from loch Specs Svc list end 

MIRAGIIA.F J. Assocaic D roctcr lo: Projects (Post 87041 1) 88/08/02 Con so lido ted 
Edison Co of Now York. Inc 52<>p 40403;?D1 *46463 342. 


0800110168 RosjioruJs lo NRC Rullolm 8G-008, ‘'Thorr 

to ncs." 

TAYI.OF1.JW. Dairyland Power Cooperative. 00/07 
(Docbmoni Ccnlro-I Desk) 2pp 48504 276 4C504 277 


8800160253 Forwards safety ovalual Ol accepting & app/ov.ng ulil rov-sod onsiio omur- 
goncy plan lo ret'eci cunenl sio1u9 ol reactor. 

STEL LO.V Ofc ot iho Ex ecu live p.'cclar tor Op orations 88/00/06 MCI OUGHl lN,D. 
Federal Emergency Management Agency ?pp 46560.163 465604/2 

*•8808160255 Safoty ova’uallon supporting approval of uhi Rov 10 U> o-rcrgorcy plan. 
’ Office of Nuclear Hoactor Re&ulation, Creclor iPosi 870411). 08/06/00 tlfip 
46560-165-46560: 172 

6608180129 Revised hdox 10 emergency plan procedures 

’ Diiiryland Power Cooporahvo 08/08 / 1 1 2pp 46504 120 -4G584 120 


P. Operating license stage documents A correspondence 

BQ0726D247 Requests rev.scd Suhnmtal of deccJi.no ol QQ1D01 to Incil.iaiO revlow of 
questions re decorn mission ng plan Pnriiai subm ttal wi l bo made ns soon as possi- 
ble. 

TAYLOR.JW. Oairylard Power Cooperative). 8B/07/10 Documont Contrcl Urdnch 
(Document Con irol Oesk) 2pp 46299.240 4G2Q9.249. 


8607280019 NRC into NG»CO 06 055. Potcnl fll PtcUl 
ESF Sw.ng Dus “ Svc list oncl. 
noSSI.C.E D.vislon ol Ojicrfli-onal Evoms Assess 
Consolidated Edison Co of Now York, Ir.c 12lpp 40 

6808030289 Suppl 2 10 Nf)C UuPutm 88-005, "Noncon 
Sunpl 09.100 nt rolsorn.NJ H West Jersey Mlcj Co a 1 
ROS5l.CE D.vislon ol OpGinV’Onal Evonis Assess 
Consolidated Edison Co of Now York. Inc 140pp. 46 

6808120121 Forwards Safely Insp Ropl 50 409/00 0 
noted 

AXEI.SOiN.W.L. Rogiori 3. Ofc ol the Director 88 
Power Coopor otivo. 2pp 4G5252M 4 6525.22 1 

-6008120122 Insp Ropt 50 409/08-05 on 080501 0 
mspoc tod operation saiGiy.mainl.survoiHarico. transt 
bu'lehns. 

JACKIW.I N. Region 3. Ole ot iho Director 88/08/03 


8808150263 Advises that Go.ionc Ltr 88-1 1 re radiadon ombnlt.'omoni of roaciO' vossel 
m fills napplcab'o lo lac/rty Reactor vessel w.H not bo sub) lo prossunration in piani 
SAFSTOR cord. lion 

TAYLOnj.W. Daryfand Power Coopcrahvo 80/08/03 Oocumont Conircl Branch 
(Document Control Desk). 2pp 46551*302 46551:303 


08072900DB Suppl 2 to NRC; Bullohn 00 008. "Thormn 
RCS.“ Svc list oncl 

ROSSI. CE. D.vislon ol Operational Evo/ils Asscsi 
Consolidated Edison Co of Now York. Inc 121PP 46 


8603240330 Forwards Arnor.d 63 lo Licenso OPR 45 & yafoly nvOluai on. Amond ro* 
visas hcenso to full ie # m possession only I censo 1h.it oxp.ros on 030329 Nolico of is- 
suance ft’so «ncl. 

FRICKSON.P.D. Siandardization r No rt- Power Roector Project Directorate. B8/€B/tO 
TAYLOR.JW Dairyland Powor Cooper ai «vo 4pp 46630 1 14-46630. 124. 

-•8808240337 Amend 63 to l.iccaso OPR- 4 5,ro vising kconso to full lemn possoss'on-only 
l.ccpse that oxd res cn 030329 

MiLLER.C.L Standardization & Non-Power Reactor Project Diroctoraio. 80/08/10 
2pp *16630 UG.46Gia.Uft. 

-8000240340 Safety avalual on supporting Amond 63 lo License DPR-4 5 

' Office of Nucle/tr Roacior Requlation. Director (Post 0/O4U). 08/08/18 2pp 
46630 120 46630 121. 


0B072901 11 NRC Into Noitco 80 056. ‘ Polontiol f’toblr 
Penoirailon Soal9 *“ Svc list oncl. 

FtOSSl.C E Division ot Oporatlonal Events Assos* 
Consolidated Edison Co oi Now York, Inc. I23pp 4t 

8808020095 NRC Into Notice OB 057, “Poionfal LOSS ( 
to Premature Si'icon Contro'lod Rociifior Failure ” Svi 
ROSSI.CE. Division of OporaUonel Evoni9 Asses? 
C-onsofldatod F.d son Co. of Now York. Inc 122pp 46 

0800020102 NRC Info Notice 08-050. “Potential Probl 
511. Time -Over current Relays ” Svc l-sl end 
ROSSi.CE. Division of Oporahonal Events Assosj 
Con 90 l:(fatod Edison Co. of New York, Inc. i20pp 46 
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68080301 12 NRC Inlo Noli-O 86-058. ‘MSlv Guido Hail Fmluro at Wnterlcrd Unit 3 ' 
c v ** I SI (V’C 1 

ROSSI CE Ojyi5on ol Orwnhonal Evonis Assossmoni |Posi 870411) 60/08/09 
Cor solid a led Edison Co of Now Yoik. Inc. 121pp 4646/ U1 1 46467 131 

8808040062 Suppl 1 ,0 NRC lf 'lo Nolico 60 004. 'Ihadc(|iioto Oual licahivi 6 nocumuu- 
»a* cn c? F.ro Garner Ponotraiion Souls ‘ Svc hsi oncl. 

ROSSI.C E D.vis-cn of Operational F.vunis Assessment (Post 070411) 80/00/09 
Consolidated E(JscnCo of Now York. Inc l?1pp 40550 205-40550 325 

8808050135 NRC Info Notice 88 000. 'IcUKluqunUj UoVtji A 'riainHalion Of WulO'lighl 
Poncl r ahon Seats Svc isl find 

ROSSI.C E D>v.s:on of Operational Lv outs Asstit;srnonl (Post b/(J4ll) 88/00/ n 
Consol dated Edison Co of Now Yur* tr.c 1?3pp 45500 206 48570 000. 

8800050248 NRC In'O Nolino H8-0fit. Conirol Room 1 fuli.Uilrl.1y • Recent fUjv.cws of 
Opo.'a ,, rg Experience “ Svc lisl end 

ROSSI.C E Div.^on of Opgraimuni Events Ar.^ossriuint (Post 870411) 60/68/11 
Cersof dated Edison Co of New Voifc, feu. fpfipp 46504 3l<M6505 0/1i 

8800050295 NRC Info Nolico 80 002. "Hoc out Fihdi*'(|‘» re lrP|iVrM>n1mion ol OA Pro- 
grams by Sup;j‘r<?rs of Transport t\tck<vi<i s " Svc frsf on~l 

BURNETT, RF D-vuven of Snfny-mnls A 1 nmsporinlijn (l\vd ti AM 13) 68/06/12 
Cor.so 1 dated Edison Co ol Now York. Ice llJOpp 4056) 155-46561 263 

8808090264 NRC Info Noheo 06 083. * I ll;|h Radiation Hazards f rom hrnif-.ilod In Com 
Catedors & Cab'e* ” Svc hsi unci 

ROSSl.C E Orison of 0;iur«1i:vi.'jJ f : vi>-ifs AKsossrrnuj (J’osf 6/04)1) 80/00/ J5 
Consc idaiod Ed son Co Of Now York, Inc 1 lOpp 46550 i>05 465h!i 174 

8803110206 NRC info Notico 66 00-1. 'Hc.prnlini) Fires* m Nuclear Process Sys at Ni.rTu- 
a.* Rowe.' P’ont^ " Svc list end 

ROSS'. C.E Civ-slon of Opcrnlu'ini Events Assc:,sm»'st (Post 6/fillt) 60/68/16 
Coo sedated Ed.sonCo of Now York, Inr. I(i4pp 46643001 40613 1Q4 

6800120327 NRC Info Nollco fill 065. ‘ InmlvoMoi’.l Drainages ol Spunt Pi ml Poo's ’ V.*i: 
.•si one 1 

ROSSI.C b Div.slsn ol Oporal-tiiMl Lvonlb Assessment (l\.sl 0/(141 1) 68/08/ 18 
Con«si dated Edison Co. Ol Now York, Ir.e 1?3(U> 40020 Ol 1 -100/0 133 

6000160392 NRC Info Nollco 88 OHO. " Industrial llocio^raphy lm?p & I'nlorci .muni ‘ Svc 
list ercl 

CUNfllNGHAM.n E O.v siori ol Industrial ft Mudicnl Nuclear Saloly (Post 8/0/20). 
QH/Cb/22 Conso.’iifntod Fdr.on Co of Now York. Inc DOpp -18628.134 41)020 223 

6600160414 NRC Info Notice 68 067. ‘ PWM Auxi'.jiy I'erdwuinr Pump Tuition Over 
Tap Fqi\ko " -Svc few eru:f 

ROSSI.C E f)ivis:on of Ojicmliunnl Cvenls A*»su‘.bri‘r»>it (Pnsl H/fi-lll) 80/00/22 
Ccnso'jdaioM Edison Co of New York, Inr I23pp 466-13 105 400-13 22/. 


DOCKET 60 410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


F. Security, medical, omorgoncy & flro protocllon plana 

8307060520 Gonorin Hr 116- 10 to all power rear lor Ecoiim us A I'oMcsh of f»nrl 05 up 
ptovais ro purclinso ol GSA apprttvud siaamly corilalnoi;. Svc 351 enrl 
MHAGUA.F J Assocaife D.recfor for fVoj<n:f<i /f/0*fl f) «ff/0//df t-Yuisof-cMlia/ 
Ed son Co ol New York. Inc 3 1 f»> 4fl'J«fl 261) 4 IVJUH 320 

6B0B04D247 Guuo/.c Ur 68 • ) 2 fo all power zeaclor i;wiw«s 71 appfcarrf*» to removal of 
fi.o proiociion fGe,ui'oir.onts from Tnch Specs Svc l. si unci 

M RAGUA.F J Asscciato Di'oclor lor Projects (Posi 8704 11). 08/08/02. Cijnfiol doled 
Edison Co. Ol Now York Inr 52pp 40463 2U) -UKlrJ 342 

6600220205 Roquosls thni t onusponJonco ro me Var aocunty 6u sent to JP UonilUt at 
1 sled address 

MANGAN.C V. Niagara MglMwk Power Corp 86/08 / 11 ()()ce f nuni Control hrur-ch 
ILocu-nont Ccntrol Uusk). ip. 4(>«fj5 112 46605 113 


0800030003 Fonva'iJs Amnnd 7 to Licunso NPI' 65 & safety oval.iat cn AmcrnJ revises 
Toch Spec Tab'o 3.3 9 2 to roduco aJowable value for footlwaier sys/mam luihmo Irip 
Syv toactoi vvaior love* 

flAUGHCY.Mf- Pro/. cl DirociO'flto 1-1. 06/07/25 MAffGAN.C V Niagara Mohawk 
Power Corp 3pp .16400 338 46400 34 7 

-0000030000 AmonM 7 lo l.'Cr.r-.so NPF 09.rov.smp Tech Spnc Tan'u 3 30 2 to ro.L.co 
Qlljwablo voluo fer luedwater syS/mon tuibnu fnp sy9 reactor viator lovol 
CAPRA R A Ptoioci CrvclOtfiio I* J. 88/07/25 4pp 4t}<OQ:'M :0 M l 

•*0000030009 Sufu'.y evaluation seppoitrg An*end 7 to iiconso NPr 60 

• QUicu of Nuclear Reactor Roflu'arun, (7. rue for (Post R7d4ffj. f)6/0//25 5pp 
48400 345 46400 34/ 

0000050 1 50 Fo'wun/s udo ro .mplorrcniidion ol NUREG 0131.FW 2, "loc'mical rtept 
on Matl Scluciion A Precoss Guide mos for liWR Coo'am I'ro^surr* UG;.r.d;i r y Pi;i ng " 
7FRRY.CD. N-ag.'.r,i MoPowk Puwcr Corp 06/07/28 Occur onl nonl'C)! Urnr ch 
(Oacc/mom Cdntrof (jpp *164311 135 46430 f40 

0000100071 Forwanh afip'lcaiion fer nmer.d 10 l.iconso Nf’P dL.rov.sirrj fnrli 
SVoOd SoiiC rvts 3/4 3 3. ECCS Actual on frisfrumefituiion." k 3/4.3 5 flCif> Sys Ac 
luahcn Insit umcninliuu ” Fog paid 

TKHUY.C.n Nuiynm Mohawk Pewor Corf) 88/C0/O3 Docuiuc;hl Conird Urar.cn 
(0.7C«m / }/il Comrcf Rusk), fp *161:00 1 22 1 3d 

•-00O01COO73 App'caf-ni lor nn.cn:l 10 L'cor.so NPr 09.arnorHJ.mj Toch Sj>ors. Sec- 
does 3/4 3.3. ECCS Actual on Instrumental on A 3/4 no. RClC Sys Acluaion in- 
slrumuntntion " 

TERRY.CD NiarjoM f/ohnwk Power Cor|) 88/08/01 2pp 40580 123 4G53 l j 124 

-00OB1OOO74 Proposed Toch Spues Pacjns 3/4 3 32.3 97. J 38.3 42.3 55,3 57. 3 5lMi9/ 
4 3 2 A 3 4 ro ECC^S ncfualun inslniir.nnlauon A nc C sys acti.-al-on mslrunieritnliy-i. 

* Nngurn Mc:f*awk Power Coip 60/08/03 I4pp 46589 f 25 465:59 1 39. 

0000100172 Fo'wurds i>ir corn^parnluncu U> Stain of NY r<Hijosi.nrj clinnijiis to Unt 2 
SPUES permit in eeirpliunru w/App U to li<.unso NPf -(>9,Scci.on 3 2 rurp.iroir.oriis 
VVILl.lSjL Niagara Mchuwk Power Corp 08/08/03 DGcuirr'f't Contro' Unmet i (Doc 
uinunl Control Rusk) 14pp 40504 318 46584 331 

00O012OQ79 Infonrs lliai NIU', auppuil lo ruviow Woslrnghcuso icplral rupta wi 1 r.oi he 
requrnil u sen lAl roconl.y tcrminulaf reload fuel toniraet w/VVost-ngl ioiiso 
I ERR Y .CD Niagara N'ohnwk Powe' Cerji. 86/08/05 t)::ciimu aa .t Ccnirol Oranch 
(Occemonl Centro' Dusk) Ip. 40525.12/ 46525 1 27 


Q. Inepocllon roporls, IE UuilollnB fi> corroapondoncu 


OBO0UO277 Notification ol 860510 L-eonson Mgt Mualing 0fl 057 w/ulil m f.^r lu.NY lo 
disciejs SALP. 

JOHNSON. J Rp^on ). Ofc nf |fw D tocior Ml/0‘,/02 Rea on f. Ole nl Out 0. reefer 
?pp. 46509 050 41,503.059. 

0805200205 NHC fn'rr Nofrco 8/E032, “Pfon pl fft-i>orfm.t fo NRC of Sff/ iif crtnt fnc.donts 
Involving Radionclvo Mall “ Svc Usl end 

CUNNINGHAM. R E Divib on of leduslr a' A Mc.hcal Neck'ar Safety (P051 870729). 
f‘fl/OD/25 Conso'.-diiad Ed/son Co vl Now York. Inc 4638* I 170 0:0)0:2011 

0007200179 Adv.sns U»m iict)millal of NIS-l daia rejilb lor coTipormnl supports will bi» 
itofoyoit unit! oral ol Jul 1 908 

TF;HHY,C.U. Niagara Mo‘mwk Ppwur Corp Bb/0//0/ Uocuniont Conirol liraucii 
tUocumont Control Ousk) Ip 46304.109-46304:100 

0807260310 Rospnndg lo NRC Buloln 88 094, ‘'PotunUol Safoty FTolAied Pi.rnp l eea.’ 
tnat rosfionsti wll bo delayed lo 000030 due lo add I irdo p'ov.ilud liy QWR Owi.urn 
Group & need to perform mam de Unfed ova u.ifhns to iic.Vguacy ol rri'n i/nw Irms 
TERRy.CD Niagara Mohawk Powor Corp G0/O7/O7 Oacunmmt CorUrol Rrorich 
(Oocmient Coolrol Unsk). ip 40233.07/ 40293 077 


H. General corrospondonco 

8608310062 Roqvosls NRC ycfion fo rolove undue risk poaod by OWN thermal hyijrau* 
l.c mslab'lily NRR should iasuo order roqu'rmn all Gf: RWR t«uunsuc.s lo suhmt ropt to 
f Jon ’Ohsunilr.g com;)liarco w/GDC l2nr*V>tnd mlo one! 
mia ri.S l Oho C>li2on3 for Robponshle Energy 0U/O//22 OIUco ol Nuclear Rone* 
iCf Hogulatlon. D-roCtcr (Post 070411) 12pp 46/27 025 4072/ 068 


P. Operating license slngo documents & correspondence 


0007270152 Responds to NRC 880010 Ur re violations noted Insp Rnplh 5O-22O/06- 
09 & 50 410/88 09 CIO rn Hull concerns noted do not conslilv.lo v.olnt.on ol Cntonon 
Xf Of fOCFRSO.App 0 sfrtfod Corrective e>zU Gf is procedure! ro/igod 
TF.RRY.C D Niagara Mohawk Power Corp UB/07/15. Docurront Conirol Urnnch 
iDouimont Conirol Desk) f,pp 4630/ 252-46307:256 

0CO0O2O345 Ack rocuipl of De00?2 Hr informing NRC of slops laken lo corroct violatons 
noiod In lnsp Ropt 50 410/80 10 

GAI.LO.R.M ncQQtx t. Ofc Of me OruclCr. 80/C//I9 MANGAN.C. V. Niagmn Mohawk 
Powor Corp 2pp 40300. 157-463QG 104 


8800240320 Nol.licat-on of 880518 Mooting 00 071 in King of Prussia PA lo d scuss uso 
ol com mere -a I grado malls. 

fiHNSONJ. Hog-on l. Gfc ol tho Dlruclor 80/05/13 Hrrnlon 1. Ole of Iho ni/ocior 
2pp. 48631.07? 46631.073 

00O0(HO26 1 D.SCUSSOS OlC of Invosilgat-ona Ropt 1-05 020 rp adequacy Ol ut.l Quality 
. -si program invostlgalion ol circurnstuncos asseciuled w/ui9iallali<in of ccria.n nou 
^2™ n -torum sys cablo ai plant. 

W/Ih. l o WT J°0' on 1. Ofc of Iho Drocior OU/O7/O0. DONLON.W Niagara 
vofiawk Power Corp. 4pp 46372 031-463/2 004 

Forwards application lor amend to l.iccnso NPF 69 removing ornani/aiion 
cna/ls from Tech Specs 

rrw* Y,C ^ ,a 9 ara Mohawk Powor Corp 88/U7/22 Documunl Conirol Branch 
lUOCumenl Conirol Desk) Ip. 4637B .039-46370 050. 

^Uom^fnch^Spocs! Ca1 '° n ^ or Q,T,0nt, 10 Llconso NPI : -G9, removing orpani?olion charts 

TERRY.C D Niagara Mohawk Powvir Corp. G8/07/22 2pp 46378 040 4G378 0-1 1 

P J[ opoS0lt Torh Spocs.ro moving or{jani?aiion charts from Toch Spues 
'Niagara Mohawk Power Corp 8Q/07/22 9pp. 403 78.042- 46378 059 


0808020207 Forwards Safety lnsp Ropt 50 *110/00 1 4 on 80OGOfMO.No v.o'nhcns 
noiod Unroaolvod iicm noiod m ropt ro changes lo initial startup lost program Slops 
lakcn to cemici vlo'nlion noted in NRC 870805 lu vunl od. 

GAtLO.n.W Rcgfan 1 . Otc ot ino Director . 80/O7/2Q MANGAN.C. V. Nuqarn Mjfrnwk 
Powor Corp 2pp *16302 1 10 46302.124 

-0008020291 lnsp Ropt 50-410/80*14 on 060606-10 No v.oluiions r.oicd. Mu;ur a roan 
mspoclod i-cunsoo ackon on previous msp fnungs & power nsconsion tost program 
foilov^.nq complot-on el tost.ng ochv.iios 

FVANS.M , LANGE.O. flog on f. Otc Of IfiO Oroctor. 08/07/16 t3pp 4638? 112- 
40302 124 


0007200162 Suppf f (O NRC fn<o NotiCO 00 04G. T.icenSOu Repl Of Colodivo Rolur- 
blshod C’fCu.l Groakors ” Svc list oncl. 

ROSSI.C E DiviS'On of Oporaiional Events Assessmonl (Post 070411) *18/07/21 
Consolldeiod Ed sen Co. Of Now York, fnc I25pp 40 3d 0. 054- 16308. 1 78 

8008010369 Forwards Combined SalOly lnsp Ropls 50-220/06*13 & 50 4 1 0/08-11 on 
000411*15 No vio'aiions noiod Mooting w / lic-onsou in FloQ'on I on 6006 1 8 also dis- 
cussed in msp rept 

DURR.JP- Region 1. Ole of the Dirocior 60/O//21. MANGAN.C V Nnonm Mohawk 
Power Ccrp. 2pp 4630 f 228 4030 1 :2*f I . 
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-8808010370 Insp Regis SC 220/08 13 & 5C 4 10/90- 11 On 8004 11- 1 5 No MPla'-cnfl 
norco Ma;c,r a'cas nspacieo current staMS ol Class it S mnr’ass it classification ol 
components n GE ccntro' pane's 

PAOLINO.RJ. ANDFRSON.C J Regcn 1. Ole ol the Director 09/07/18 20pp 
46351 222 46361 ?41 


••8000230275 Insp HuplS 50 220/0(123 A 53 4*0/08-22 m a«Cri-s 
noted One unresolved item ro uiNoreniia’ procure ran os lor JLr 
pumps denhhea Ma or areas inspected iruwto tos* rn’’ol n. n- 
GREGG.H. FAPENPK n.iyoo I. dc of tho Director Ramam. 
46609 0H OUo,,) ? i 


8808020210 Responds lo NRG Bu.etn B7 0D2.Supps i A 2 fe fastener lestnghsi ol 
Soppi e.*s & mfes e-d 

TERRY CO Natja'a Mohawk Power Corp 08/07/25 Document Ccnt'cl R'anch 
|Do:uTenl Ccnircl Deskl 4 PP 46382 005 46382 080. 

8807200246 NRC 8j !ot-n 88-0C9. "Thmh'o Tube Thrmng m Wesi-nghousa Reactors " 
Svr dsi enc 

ROSSI. CF Civiscn of Opo*aicrial Evenly Assessment (Post 07041 1) 00/07/26 
CcrsO dated Ecison Co ol New Vc»k. Inc I23pp 463 :3 070 46340 19? 

8000040347 forwards Insp Repis 50220/88 16 8 50-410/16-16 on 000925 0706 No 
v clalions noled 

WEN7lNGhR.EC Reg cn \ Cfc o' the Oroc'cr 00/07/26 MANGAN C V Nag.va 
Morawh Power Co’p 2pp 46434 271 46434 26b 

•8808040349 tetu Repis 60 220/88 lb 0 50 4 10/ 0B- 16 on OBJ 52 5 07 CO No v plaice', 
cok'd Ma.Cr a'eas inspocted Uni ‘ cuiaye 6 Uni 2 power npnraiions. iCtnsoo aJi::n 
cn pro v-cus y dentilied items plant leers safely Sys walk new rs A bn! e: n ruv.cw 
JCHNSCNjn Reg on i. Clc cl the D reclor 59/07/22 l6pp 46434 27046434 200 

8807210210 NRC inlo Nohco HB 052 Fa Vo ct lf”rajlo-'.ne Tan Jen o* Flvlcbcr Swl 
Appticaia' UMChyihoiapy Uuvces During Paiicri Treatment " Svc 1st end 
CUMi*lGHA*/Rt D.v.«on ol lno u s*ual A Uodcot Nui’oar Safety (Pcs’ 070729) 
50/07/27. Censol rfak'J t(J<scn Co Of New Yo'k. ("c iCbpp 46397 029 4630/ *36 

8807220034 KHC Inlo Notice 08 053. Lc.ex’sGO VolavonS ol NRC RoguMt ors.W-rh 
Led 10 Medral C agnostic M sauni n siras ens " Svc I st errl 

CUNNIN5HAM.R E Duision ol Indus’ridl 8 Med cal NuC'ear Safely (Post 07O/2J) 
00/O//23 ConscUafed uc'iSCn Co of Now York, ir.e l06pp 463% 203 46397 0?fl 

8007220192 NRC Inlo Nohco 08 054. FoUe o' Circuit Dreader Fo'lswirig Install** on 
of Amp lector D.»ecl Trip Allachmont Svc ‘ist Orel 

ROSSl.CF !).vi$on p* Oporatcnal Fvenls Assessment (Post 870411) 80/07/26 
Ccnsol dated cdiicn Co Pf New York, ire l?lpo 46417 020 464 17. HO 

8808120009 Advfios of do^y *n sulmt* ng ASME XI NIS 1 data repts lor pro service 
msp ol compcnoni si.ppcrts enii* ond ol A-jg 1900 Mi; o- dcsaepanc os found 
TERRY.CO Niagara Monawk Powe' Ccrp 09/08/01 Documonr Control Brarcn 
(Dccumcnl Ccruro' Desk) Ip 46525 343 46525 343 


0008050135 NRC Info Nolen 88 C60. “ madonna to A . , 

fMnnlrflhw Seals ' Svc I si one ’’ , ' k ' 

ROSSI C F niv«sirm «f Cporal onal Fvonls Assossmont {P 0 si n/n 
Consolidated Ed.S0*i Co of Now York Ire I23pp 46509 298 465/0 (•■(, 

8808050248 NHC 'nf 0 Notm 08 C)6l ConPol Ffoom Hru.ilai ,- v i> ( -. 
Cporaf ng EnpL-fiunce ’ Svc I si encJ '* 

ROSSI C L Div‘-ior» of Ccorai-o i.il Fvonis Assnssmor.i i;> 0l | 
Consorta: oil Fdson C.o (jf Now Yo^. li e I25pp 465D4 312 16SH0 Q/ 

8808050295 NHC Inlo NoIilo f»H C62. ‘ Hocori Findings ro Irnlo.vcv ( « 
crams hy Suppl n»s ol < Mn^ioM Pack nr jus " Svr l.ul oriel 
BURNETT H F U.vit-cri of Safi gnardf, & lrar sppriaiion if>o-,i n/Ci 
ConsoV Intel Ed son Co c 1 New York Inc 10'Jpp 46581 105 io r jiil ;i, 

8808100237 Fgiwa'fis 'nsponse 10 rkdror e os & e.n'oso von .terns ' 

22U/08-22 A t(>4U)/nd ?J New aduvnisl'ni./o ccriro' e’nv-foj.r i :o 
ciiros ruf by ornnojon. V Cf-er ll r f| procerfuos not el flngoe .v/u jsm v. 
1/ANfiAN C V N-d(j fa Mc.uawk Powiu Ct rp Ooroo/ jp Grrums i 
(Do^.nif r.l Cu'ilatl Desk) 1 2j?p 4bl,h0 0*1 1 -46500 092 

8008090264 NfIC. Ir.lo Nphee 06 ot j. ‘ M-.jii Rndinton Hn?Ard: i re-u l< 
Dnicr.lO'*, & Cnlrlus ** Svc lid errl 

ncssi.c: F TJ.visou nf Oiu.rnliernl Rvents Assossrurni (Post p/ir. 
Crr.srl Uf»U‘d Fifisen t r> of New v o‘k. I*k ' i0:y) 4656*j(:0 f * 4855 J 1 } 

8808250003 forwards Honri-ve l*.f|ijlOJji?;n- Conbos Irtsi) Hopis f .U K 
4*0/80-27 on 'Jb'Jftiil QMcvjp u-v^otuis lo afip.su* 'U vv^uy.i v u« t.xi* 
U‘i l 1 wo'kr-f r i»«| , d ials oceoTiri; longed r. Uni 2 sinam i,i-n.>: 
flFtlAMY.MR fie:ji::n I Oh. < f | ifir> Di't.Clo' 89/00/17. MANfiA 
Vo'mwk Power Corp 2f)|; 46640 092 466411 '00 

-8800260004 Insp ttedts Mi 2 ?‘\ 780 27 A 50 4 10/00 27 0- tSHLirV ri 
noted Major arras inspt.s lod ■ >li-;ra tociarn nah::n ol wcko. A 1.‘i I 
inudont 

1 CFSCM.f? . VVLAUOCiv.A . SI -ANOAKY.M M RoyOn t. O'c nl IH ■ I 
11» 7pf» 46649 654 41646 11)0 


B6072B0019 NRC 'r.'o Naino 09 056. "PolGni.d Prctdens Caused by Sitae Fa lire o* 
FSF Swrg Bjs ” Svc list ene' 

ROSS'.CE Or/iso-, of Cporatcnal Evenis Ascuc^rrem (Post 870411) fta/OB/O’J 
Conso idaltd Eo scn Co of Nuw York, inc t?lpp 46437 121-46437 241 

8808030209 Suppl ? to NR(^ R.iletm 86 005, "Nooccnfour-irg Mai's Suppled by Ppr r| 
Suppios’rc ai rolsom.Nj & West Jersey Mlg Co at Wil'idnvown.Nj - Svc 'ist r.ncl 
ROSSl.CF Division of Cpora’cnal Events Assessmerd (Post 07041 1) 08/CR/O3 
Conso idotod Fd sen Co of Now Yerk. inc I49pp 4653B.121 46638 269. 

8807290008 Supp 2 to NRC BJ'Qln 89 CC0. ‘ Thermal Slressos n Picru Ccnnoctoi) to 
RCS ■* Svc l-sl oncl y 

ROSS'.CF Oivisu*-. of Cperatcn.Hl Events Assessment (Post 87041 1) 08/00/04 
Conso'id3tod Ediscn Co of Now York, Inc I2ipp 46504 00* -46504 121 

880729011 1 NRC mfo Nolico bft 056, ‘ Poienfal Prob'ems W/S 1 ccno I oam r re Fame" 
Penewaiion S*:a's‘ Svc 'isl e-nM 

HOSSl.C E OiviS’on of Cperaicnal Events Assossmon! (Posi 670411) 08/C8/U4 
Canso darod Edison Co Of Ne*w York, lr.c l2,1pp 46569 175 46569 297 

8808120132 Responds 10 vciatons noted m insp Ropl 50 410/08 00 Corroci.vo 
ac’ ons msp ol Raychem spaces on samp mg Oasis perfo/mod 10 ueto/m.no it sm* la* 
cases o' nsutfic on! seal leng'li emsled 

TERRY.CD Niagara Mo"a*k Power Cd'p 08/C8/O5 Cjcumont Control B'S-cu 
(Dccumcnl Control Desk) Opp <16537 174 46637 1 02 


8600170123 Ack rocc pi of 080713 Ilf m'o'mng NRC of steps taken lo Ccrr<tr:l vniai cris 
noled in Insp Repls 50 220/88 07 A 50 410/08 06. 

.OHNSTON.V/ V Ro^dn 1. Cfc of Iho Oiroctor 00/C8/O5. MANGAN C V. Niauara 
Mot'awk Pow or Corp 2pp 46571 358 46571.360 ’ a 


8808020095 NRC Info Notice 08 057. Poionhal Los9 of Safe Shutdown Equ-pmonl Djo 
to Premalu'0 S I ccn Cor^'O led Roct her Fa luro " Svc hsl one* 

ROSSI. C.E C.vscn of Opera' onal Evor.ts Assessment (Post 87041 1) 887C8/08 
Corscl daied Ed son Co of Now Ycrk. Inc I2?pp 46459 125 4645y 246 

8808020102 NRC Info Nonce 88 056. "Poioniial Piobtems W/ASF.A B'own Bowen ITF- 
51L Time Overcuricr*! Relays Svc l si end 

ROSSI. C E Dw.scn of Operational Events Assossmuni (Post 8704 11) 0H/C8/O8 
Consolidated Ed sou Co. ct Now Yoik, Inc. 120pp. 46530 001 46530 120 

8808220212 Responds to 000706 Ur requosmg written statoxont doscrbma co'rcciivo 
acl-ons re NRC Ole of Inveshgahon Ropl 1 85 020 

DONLOM.W J tiiagaia Mohawk Po A. ei Coip 85/C8/C8 RUSSELL W T noonn 1 Ole 
of the D.rector 2pp 46603 205 46603 206 


0008030112 NR(, fn*o Notco 80 059. “MSIV Gudo Re.l Fpli.ro at Waierford Unt 3“ 
Svc list end. 

ROSSl.CF Ov.son of OpGraUona’ Events Assossmoni (Post 870411) 80/C8/O9 
Co.nscl Uflied Edison Co of Now Yo*>« *nc 12lpp 46407 0114646/131 

8808040062 Suppl 1 lo NRC Info Notice 88 034, Inadequate Oja’ifieat on & Docemen- 
tano.u of F re Bamer Pone**aiiOn Seals ' Svc hst end 

ROSSI.C E D v.sion of Operational Evonis Assessment (Post 8704 H) 88/C8/09 
Co-*Sol daiod Edison Co of New Yo*k. Inc iPlpp 46558.205 46559 325 


0800230274 F ouvards Saioty fn*4p Repls 50 220/88 23 & 50 410/89 22 on 680613- 
1 7 No vio'aions noted One un'osclved item ro pginp oifferonhal prossu^e acceolance 
range identified & requires fu'lher licensee review 

JOHNSTON.VYV. Reqon 1. Ole of !he Drocicr 08/08/10 MANGANCV Niaoa'a 
Mohaw^ Power Ccrp 2pp 46609 001 466C0 01 1 ‘ y 


0806110206 NRC IMq Notr n fifj gj-i. * Mopo'trr; F ru:> r. Nuclj.r Pmu s 
a' Pa-Ai r (“arts ' Svi* lisl urn 

ROSSI.C F U.visg-i of Cpuc AU-.ud Lvoti'h Assossme*U f(\\M HfdV 
CnnscldHled F risen Cr. of Nr w v 0 .*k. Inc I04pp 40043001 -U.61 * u 

0800 120327 NRC' info Noticu 00 065 "li*ndverfont Dranaqos of Sj;»mI i 

“iSf CM:* 

ROSS’.C F D.vi'. o-i <d (5f.(-f,ih;.n,il Fv/tIs Assossuienl iPo-.r f.Mi 
Consn'd-ilud Edismi Co of New York, Inc I23pp 46620 01 1 *f>L2il 1 1 

0008160392 NHC IMo Nuh :o 80 OhL. "Indjsina R.id oqm(4iy li-sji A I »*< 
list one I 

CUNN N'ol IAM.R V |)ivision ol IrrJ.isinal A Modcal Nuckr.i* S.ilr'y 
0fl/O!1'2? ('onscIrlnli-J Lcfiftcn Co of Now York, Inc. 99;>p 4Cf*7n 1 M 

08B816O414 Unc. hiln NbUu 09 f.f>7, ‘ P'/JR Auj.taiY FcnvVwa'ci IVw) 
speed T r.p kjn'i.rn ’ Svr .si pncl 

ROSSI.C L D.v.s on ol Operaiiorn Events Assossmeiil |i’qs1 0/0 *■ 
Consul ffaiod Edison Co of Now York Inc I23;ip 46643 ICO 4i;M3 2« 


R Periodic operating reports & related corrospondonce 

0000170334 Mouthy operflhrg rout for Jul '908 fer Nino M'o f > o»:il. •* 
Itr 

lO.Mt INSON.F , wi. 1.15 J L N'a(jar«A Mohawk Power Ccrp ffH 
46563 020 46563 i>37 


S. Roporleble occurroncos. LERa & rolalod corroapondenco 


0000020209 Fo*w<rds rovisud LEU 08 024 03. 

JENKINS. R E Niagara Mohaw* IMwor Co>p 88/07/2? Docurcnl 
(Ccrument Control Dns^) Ip 46336 201 46306 256 

0000030357 LCn 00 025 00 on 80O67?.roPClCr scram d.n In ff« d‘ 
fiOw.Causod dy la'luro o 1 so'oneirf valve m hyrlrad C coof'o 
dehcinocy Srloncad va'ves repiacnri A msiruireniahcn installed W/lM'9/ 
JFNKINS.R E . WILLIS.JL N.ariara Mohawk Power Corp 0y/O7/?7 
46427 037 

0008120284 LtR 80 027 00 On 6b0707.d scovorod spocial mpf w np-‘ 
parts rnoniloring sys n**1 m ccrnpliance w/Tech SpocsCa-nru 
error Arfmm slrahvo proendu'e re repoding vanahcf*9 revised kV/R6H8v_ 
JENKINS, R E . WILU5.J L Niagara Vchnwk Power Corp RR/Oll/U • 
46515 105 

8800160399 TIPDFS nonrom.p ian;e notihcahon lrom 880429 051 ' 
cordo' fer o.rMail CIO inopemb'e-CaL-sod Ey malf.ndd 
compuier.Malh.rcticn rorroclod & rocorder tusted lor prepo' npul cn 1 
WILUS.J L Niagara Vohawk Power Ccrp 0H7O8/OD Docerreal tw'i 
umuni Co.ulrel Desk) 4 pp 46550 183 46550 106 

0800170205 LER 68 031 09 cn 060714 aulo natiC rrriahon of standby (M 
A soconuary containment isolaton occi.rrod during sun/O.llarLe ni re 
alien mondors Caused tiy design doktuncy W/08C8O9 Ur f 

JLNKINS.R F . W-LI IS.J L N.a'gara Mohawk Power Ccrp 06/00/0 * t 
46571 262. 


DOCKETED ITEMS 
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J4 U=R 88 028 00 on 09071 1. manual reactor scram occu'rcd Caused by elec 
u!c control Hud loak duo in looso lilting Work request issued lo perforin 
O'k co turbine valve f lling W/8800C9 dr. 

SRE. WiLl IS J L Niagara Mchawk Power Carp R0/OO/O9 4gp 4G5RS 14/ 
50 

91 Ltn 00 029 GO on 080/ 12. HOC isoiaiion occurred d.:o to failjro of steam 
msmiitor wnch filiated isoiRt or> Signal Wig defect suspected Tronstnllo* 
i Trflosmiler w II Lo replaced W/U800 1 1 Ilf 

S.n E . WILLIS.JI N-agara Mohawk Power Corp 80/08/11 7pp 405/0351* 
57. 

35 LEH 00 030 00 on 0R0700.discov0ror1 bolow rek.Ol Moo' nidation mcrilor A 
tow pump shut Off Caused by pursonnol error & lack of formal rrolncf io 
atus ol monitor F'ow pump rosianod W/880R1? Itr 

S,R E . W LI IS. J l Niagara Mjhawk Power Corp R8/08/I? 5;rp '*.6550 346 
CO 

27 LF.R 80 032 GO on 0807 i r i.dGSCo/orod rtiat rourio' bVg vunlilai ori om<y 
sci'ci.lafcn cnis wo'o no? smgio faiu'o proof as staled n Fi> AH Caused by 
so'ccrcy Sc.ciun of automate alarf ci'co'i mod.fiod W70R3R1? >ir 
S.HE. WILLIS.JI Niagara Mohawk Power Corp 8R/09/12 7pp *165/2 177* 


38 LL H RR 033 00 o*i 8H042'j.diSCOvo*od that uni had poi boon in corr.piarco 
Spec Seel on 3'4.fc> j cn 8RD 42V & 30 lot Irak rain Sj/ve I'a' ci* iosr fe/ ksieJ 
cm Caused Ly personnel error Surveillance rosche*Jijlr>u W708O81 7 ilr 
SHF . SiViU.lS.3l. Niagara Mohawk Power Corp 8H/C0/17 5pp 40828 207 
01 

59 LEH 89 034*03 on DU0/23.ESF mil aliens occurred Cn spurous ir r> 
JatsGd by equpnent ina'k.nelions in reactor tilJcj hLovo l-oo' ranahCn iron - 
R'HF. 14D/n r.rnr.o npuier Fare:! components replaced on dflOHOH W/QRi:ftl9 

TERROR A. WILLIS JL fjiaga'A Mohawk powur Corp 90/OH/19 Spp 
50 46048 254 


50-412 BEAVER VALLEY POWER STATION, UNIT 2 


y, medical, ernorgency A Pro proteclfon pfans 

20 GcnoM-. Llr 88- iu to n>* puwor roacior licensees & noldu's of Pa*i 05 tip 
tepirchase ol GSA approved socuniy coma re's Svc list urc 1 
. I A f : J Assocato Dirooloi lo' Proiccts (Post 8704 1 1 > 08/07/01 Conso idotud 
:o of Now York lr*c 3lp;j 46388 299 4036937?) 

47 Generic Llr 88* 12 fo all powur reader iicensi-os A /ippicanjy ro removal of 
tchon rtKi'iromcnls Ircm loch Spues Svc list end 

IAF.J AsscuaiO D rector for f'rciocis (Poftl B704M) 08/0R/02 ( :on?,ol dqied 
:o of Nuw YCfk. Ir.c ‘.?Op -11)483 201-40403 342 

57 ForwaMs Sfl'ofy Insp Hopia 50-334/80 22 A M) 4 '2/88 10 on 880601 
noiico oi vio at on 

15. J X. Roqcn 1. Gfc of lhi> GireUcr 00/08/12 S'CHfiR.J D Diir,',,osr'(» Light 
465D7 292 -16597 31/ 

177 'nsp Rep'.S 50 334/U8 ?2 A 50 412/88 16 on B30G01 0715 Vio'aliCns 
a.cr areas inspected licrjnson ackuns on previous nsp lir-rt r*.gs planl 
ns.sccurrfy A physrcdf prafocf.on.radu’od cat cordro.’S & fro protocf on 
E Regon l.Olcol iho DiruclCf HQ/ Of!/ 12 22pp 4050/ 20G 46607 3 1 / 

37 Forwards SA<C Rfl/3034. "novOw of Uoavor Valioy.Unt ? FSAR Amends 

16, “ ro fire proferben prugram OngiiM' concfnSio.'is m accopfafifty of 
i.as desenbeti in saloiy eva'uai ons.romam va'id 

1 Piquet Rfoctornie 1-4 08/08/ 17 SIFOERJ D Uuunnsno L g‘U Co ?pp 
10-46647 32U 

286 Heview of Beaver Valley.Unil ? f SAR Arronds 17 A 10 " 

:e Appl cat.ons Inicmoiunal Corp formerly Sciuru:o App'ications, Ir.c) NRC- 
?3 GMC 8B/3034 88/0 7/10 NRC ■ No Deta/od Affiliaton G.vur* 4pp 
12-46G47 315 

227 Safety nval.jaticn ro heunsco 870/31 comments on SSER 5. Sect on 
a proinciion in cotlo roonis & r.onimnmenl ccnstilnios accotitab'o deviations 
inch Techn cal Posdion CMEf] 0 5 - 1 

cal Erg/'toring fiianch 89/08/17 5pp 4054/310 46847 320 


lag license stage documents & correspondence 

9G Nnt i calion o? I iconsoe Mticvlmg 8b 087 on 880512 in K<ng ol Prussia, PA lo 
various I teen see n tiafwos 

H.D F Req on 1, Ofc ol Iho Director. 86/05/05 Region 1. Ole ol the Drocio* 
iCO.299 46530 3C0 

J3 ProwlL’fi rn/o Co ruscNo differontitV SQCftomunf tuned frpos.per NHC 
request lo' adrJl nfo W/orm ovursijo oriel 

J D Duquesr-.o L'ghl Co 88/07/08 Documoni Contro! Branch (Document 
Desk) 2pp 4G307 205 46308 104. 

217 Soillemenl ol SWS P.p:r,g • Inlako SiruCture lo Valve Pil ” V//four over- 
Is 

sno Lig'MCo 87/02/02 170pp 46307.29? 46308 104 

35 Forwa'ds revised application for amends io Licenses DPH-60 A NPF- 
2 >r.g aciion slaiemonis lor reactor Uip breakors in Tccn Spjc Table 3 3 1 
.J O. Duquesno Light Co 8B/07/26 Documunl Control Branch (Documont 
Desk) 2pp 4G541 270 46541 281. 

237 Rev.sed opphcaticn for anvjrvJs to Licenses DPR 6h A NPf -73, charging 
latcmenis for reacloi trip broakers in Tech Spec Table 3 3 1 

.J O. D.quesne Light Co 88/OR/Ot 2pp 46541 272-46541 2/3 

238 Proposed changes to Tech Spec Table 3 3-1 ro roacior Ir p breakers 
isno Lif,h1 Co 88/08/01 8pp 46541 274 46541 281 


8808030053 Dscusscs uoviaron in prcturcmonl ol chomcal acdil cn puirps based cn 
review of u!.‘ 88032B II' Lxcephen to NRC renui'cmunts can be mace in this caso as 
result of m quo probfoins m p'OCu'emenf 

TAM PS Prcioci Oi-eciorato 14 88/07/27. SlEOCH J D Duquesi'e l ghl Co 3p;) 
46412015 46412017 


0808230117 Pariial rpsponse to LOIA recaiOSt lor documents re p'anlApp A dccumems 
unci S availab e m PDR 

GRIWS'.FY.D II NRC No Doia/co Alt.«iaimn Given 08/07/28 JOHNSON G L 
Sw dur A Uorln 4pp 46581 26/ 40581 2 70 

■ 0708260307 Forwards ropi ro licensing A ccsiarl schorin'esper ECO 870727 
memo into wi l hu provided weekly 

FUnOiF.S J L Pnijram Manager rorw Pofcy Oovof^pmon' A -VafySis Stiff (Post 
8/04H) 87/08/21 HAYLS.HB OIIico of 'nvcsii^abucs llpp 46581 312 46581322 

080Q1G0333 forwards summary ropi ol plaril sthdup lusbng.buppl 2 Coirplnticn ol 
slarlup tosi p'cgia'n baa not bunn ful.y acromp! shed dun to some deferred 
rnslmjj S:*;)pk‘ nonial rcpl w<l« bu issunJ within 00 bays io update p.Oy'ess of p-cqran) 
SiFRLUjD O- quesno L gb.l Co 88/OR/02 Cncumcnt Ccntrcl Urarch (Documont 
Control Desk) ?pp 16561 023-40% 1 038 

--800B 160404 "Slnrlup Rcf»l Sup(.l ? “ 

' Ouq-osno Light Co 88/C8/02 14pp 46561 025 46561 OfiR 

0Q0B 100 136 Forwards FR not-co Ol considoraiiqr) ol issuar.cn of amomis lo l 'Censes 
0 ;> R 66 A NPF 73 A Oppnrluriily fqr hoanrg (*u request ?G dirund Su'vcl arco 

roqu'urnonis lc>r 16 enr ia ouiuril isslaknn clu*rk v.i'vos 

TAM.PS Prci-xt Oiinclr.raln 1-4 88/08/09 SlFQER.J O O.iquesnc* L gt i Co 2pp 
4 6503 2/1-46590 7/6 

•8000180)40 Nojir u c' cons ifr*ai nn ol iss,.f»r.cn ol arroujs ?c Limrrsns CPH 66 S 
NPF-7.4 A p'npcsed NSHC dnrorrn nahou A oppoduity lo* boar ny A 'nurds o*C‘..dn 
a l ccriainir.or.i iso al on wo qht A siv. ig-'oadcd chock va'vus 
STOLZ.JF Prciucl Drocicraio I 4 8H/0d/09 4pp 40590 7/3 46598 7/6 

08081 B0 193 Forwards Amends l?9 A 4 to 1.<ccnso'. D^R 65 A N p F-7J. respect. vely A 
salofy evaluation Amonds mr.o'pnraio etianges lo Sociions 3 0 A 4 0 ol Tech 
Spocsas recumme.'ufed m Gor;orc Lb 6/ 0!) 

:am,P s ^rniuct D.n.clouire 1-4 88/UR/09 Sff HFR.J Cl Di.quosno Ligf'i Co 2|>;» 
46596 208 1G5HG2D1 

-0000180203 Aniends 120 A 4 (o Liconsu^ DPR Lti A NFF /:t.resp0ct vely, in-rupo.N li- 
ng changes IO Sncfcu-.s 30 A 4 0 cl Tech Spnrs.ns rccon.rr.e-.GOd m Gcnenq l b 87. 
03. 

STOL2.JF Prcjoct Drocioralo I 4 08/08/09 U/pp 46580 210 465B6 28G 

-000018021 1 Srdely ovalual cr. Suppori ruj Amends 129 A 4 tu L ccnses DPR GO A 
NPF 73 rcspr'cbvo'y 

* Olf-rc.* ol Ncr'ca' Rlmcio' Hogulaion, Dirccior (Post R704M) 88/0R/03 5pp 
465/16 28/ 4658H 701 


G. Inspection roporta. IE Unliolina & correspondence 

0805200295 NRC Ir'n Noiico 89 032, ' PronqH nt.p;jr1.-.g to NRC ol S-rjnhca'ii ;nc.der.1s 
'nvotv r.g Rad oacl vn Matt " Svc. I si ond 

CUNNINGHAM. R E Division ol IndnsiriOl 8 Mod i;n> finclrar Safoly IPOSI 870779) 
88/05/75. Conso' daictl Edison Co ol Now Yo‘r. Inc i?Opp 4631)8 179 46369 238. 

0000150243 Pnriial rospouso fo FOIA inquest lor documents reward* App M 
documents App t doornirnls iTa.nlninoiJ in PDR Appq N A O docemonts parnaly A 
tgia'ly wilhhuld/nspect'voly (rol FOlA EKOmpton S). 

LiRIMSLLY.DH NRC • No Duta‘lo<J Alf/iaticn G-von 89/07/05 JONES.C Allluiton 
Nol Ass gned 14pp 405DM84 4)>£0) 199 

•B602050102 Hc(;uOSts i:Jcn1ifiLai:ou ol d<v contact ler rog orml msp tuam leiidors to 
arrange NHR allernnt.vo shi.ldown A f.ro pmtecticn rOvioWcr lerhneal ass stance on 
reijOh haserf posi fro snfo shnfdowri i.sp 1 , Schcdu’O i)f msps submitted 
PART LOW,.) Ci Div of Inspection Prcgrarvs.lt IH5321? 8?04 13) eG/0l/29 

UCRNEnO.R M 0 vision of Rci'mg Water Roacfo- (RWR) licensing (851 125 87041 1) 
2pp 46503 310 46503 319 

BBO00 10400 Ptvliai response io FOIA request 'or do'uincnis Fuiwairls App l 
ducumonls App J A I avalabiu in POM App H documonis parlun y w.lhh.o'd (rol FOlA 
Exoivphcn 5) 

GHIMSl.EY.DH NRC - No Colo loci Affiaiicn C»,von 88/07/11 Public Cl./ons CUi 
cal Mass Frorgy Projer.1 ?f:p 46327 24 G 46327 250 

-8808020 ff9 Fo wjrds ovdfu.drcn of freonsar? perfouru/ico for sa'eg.ra'vfs iccr.stny 
poll on c' f>ALP roviow lor Coc 1981 - Nov 190? por HC Hayros R21 126 ruquislEncl 
pad ally withheld 

MCCOHKLE C, W Puwo* Roacior Safogunrus Lnons.r.q Dianch (Pro 950707) 82/1?/ 
11 d')YNFR.J Region ». Ofc of mo Or cictor 3p;> 46377 268 46327. ’70 

BB07260267 rTespjnds lo NRC Buloin 88 004. ’ Potonlial Safoty Helaied Punps Loss " 
A l ul p'ant pumps r.onsije'ed ailuquatoty profociud fer m mflow pump 
concerns Calcu'nlOry ova'uaton A rosulling rosponse wll bo p'Ovnied wiftiin 30 days 
CARFY.JJ Duq..osr.o L.ghl Co. 88/07/13 Documont Control Branch (Document 
Control Desk) 4j>p 46280 290 46205 203. 

0807290179 Fon^ards Fqcipn‘.en1 OuD ific.iton In&p Ropt 50412/80*200 cn RROan- 
1 5 No dot cioncies subj to onfo'ccmcnt action r.oiod 

VARGA, S A Prc|ocr Dirncroraio 1*2 88/07/19 SIFBER.J Duquesno Lighl Co 4pp 
46357 3(2 48357 331 

-8007290100 Insp Rcpt 50*412/88 2C0 on 8804 1 i 04 l‘j No vulaiions noted Mnior 
areas inspoctu'l implcmontabon of program lor osiahVjhrq A mainia.rung environ 
qua'if cation ol eioctncal oqcipnr.cni mponani to saloiy 

WILSON ,R C Olfico rif NuCio.v Roactoi Regulation. Oi'cclor (Post 0/0411) 88/07/ 
08 Wll.SON.RC OI1.CG of Nuc : e<r Reader Rcyj’alicn. Dvuciar iPosi 070411) 
POTAPOVS.U Vondor Inspoclnn Elranth I5pp 46357.3 1 7 4GJ5 7 331 


8807200162 Suppl 1 l O NRC Info Nor.ce 38 046. "Licensee Ropi Of OOfCChvO Holuf 
b shed O'CJ ! OfeaKers ’ Svc I sf er cl 

ROSS' ,CE Civ.s«on c' Opera* Deal Even's Ass^ss-roni <Pcst 070411) 08/07/21 
Coisfo -dared fd sen Co Qf Ne.v York Inc I25pp 46166 OS t 463bfl 178 


8808010072 Forwards Ir^p Repis 50 33-1 '88 15 A 50 412/68 10 on 890806 10 No via 
la* ens noied 

CUHR J P Region 1. Cfc cf Ihy LVeclC' 66/07/21. SIFBFR.J D Cuq-esro light Co 
2pp 46363 327 46363 337 


-8008010077 Insp Rep's 50 334/60- 15 6 50 412/88 10 On 060500 10 NO violations cr 
dev-aiiOns r.o'ed Va-c* ama* inspected coroora*u engineering supped prcg*am :n 
c ud rfl o.*gan iahen S siar ng.QA.ira r ng a mgt support A commjn‘c<j? ens 
GRAY F H . WiNTERS n W . STFiOSNlOEfl.J Pgqoi 1. CIC ol Ihe Drecicr 08/07/ 
14 9pp 46363 320 46363 337 

8807200246 NHC Bui ei n 88 COO. Thr.b'o rube 'hrur.<| n Westnghcus* Readers ” 
Svc list end 

ROSS>CE Divs;0n cf Ope*a*'0'i3l Evenls Asv.^s're:‘.i ;Pjsi PV04M) 60/07/26 
Conso 'deled Ed sen Co ol New York Inc I23pp 4G34C 0/0-46:1 i»i 192 


8808040015 Fo/wa'ds response lu NHC Ou ein 07 C02.Si.pp s 1 A 2. ’Fastnn' Testing 
to OGtetrr no Co'forrrarice w/App’icabie Man Specs 

SlEiBEHJD Dj"oc»sr*o t. ght Co 89/07/26 Document Comtek Branch fOocumnoi 

CciY/tf- Desk) '6433 170 40133 720 

8607210218 NF1C “*ifo NCHce 68 05? "Fai-.-'e ot Int'aiA'nno Tandom ol FV'cher Suil 
Appl ca‘0' Brachylhe'apy Dev cos Cum j • m «nt Treatment Sec I st end 
CUNNINGHAM. H E Dw«on ol Indus'-' ■' A Med cal Nuclear Safuty iPos? 070729) 
88/07/27 Consc’idaied Ed.scn Co cf New York, Inc iCGpp. 46397 0?’J 46307 136 


0807220034 NRC inlo Nohco 88 053. "licensee Vio'a'D-'S cl NRC Pegu anors.Wnch 
led Id Med :al DiagnDSl'C M.sadrr n slra'-uns " Svc I s? end 

CLNNlNC.HAM.Rb C vision c* Indtsiral & Medical Ntcloar Safely (Posf 870729) 
83/07/23 Ccn$o‘ dated Edison Co ol New York. Inc I06pp 46396 233 40397 028 


8807220192 NRC Ir'o No* CO 80 054. Fdli.ro of Drcul Bieaker ro'lowieg InsMIlaicn 
ol ATplecror Oirod Tnp AiiachTer* " Svc l si orcl 

ROSSl.C E OiviSO‘1 c* CperaiO'Ml Evorus Assessrent iFcs? 87041?) 88/07/26 
Conscl daled Ec son Co cfNWYo*i in: i2lpp 4641/020 46417 140 

0007280019 NRC :*ilo NY* co 88 055. Poicnl al Prchlo.Ti Caused by Snqo Fmuro cf 
ESF Ssv.ng Dus “ Svc 1st end 

ROSSl.C E Dv.sicn cf Oporjr-onal Fvcnis Assessmecl {Post 670411) BG/C0/UJ 
Ccnso' daVd Ed son Co of New York, Inc I2lpp 46437. 121 46437 241 

880&030269 Scpp 2 to KRC UuVnin 86 COS. "No r ccnlo , rri.ng Mails Suppled by P-pmg 
Suppl es.lnc al FoSon\NJ A Wesi Je*sey Mty Co al Wll.amstown.NM Svc lid? onci 
ROSS.CE Civiscn o' Cperaiora’ Evon?9 Assosvr.eni post 07041 1) 68/08/03 
Corr.o :riaio.i Ed sen Co cf Now Yo*k. ‘nc K9pp. 46536 121 4C538 26‘J 

8807290008 Stppl ? To NRC Bn lei n 68 C0U. “Tt'ernial Stresses .n Pip ng Cueneclod to 
RCS ” Svc i si enci 

ROSSi.CC O.vison oi Operalonal F.venVs 7ss?tes^muv*. (Posl 6704 ? \\ 66/U6/04 
Consented Edison Co of New York Inc I2lpp 46504 001 46504 i?1 

80072901 U NRC *nfo Nol ce 86 0C6, "Pc?ontul PrcblotiS W/Sucono Foani F re B.irncr 
Penetratio"! Seals “ Svc 'isi eecl 

ROSSl.C E D.v’SOP Of Cporaiicnai Even’s Assossoienl (Post 87041 1} 08/0ft/04 
Ccnsn' daied CUscn Co Cf Now York, 'ec I23pp 46569 175 4GS69 207 

8808020095 NRC Inlo Notice 88 067. * Po*er:t.al I oss Of Safe Shutdown Eijupmom Due 
lo Prernaturo St’icon Ccnlrc lod Rod t.nr Faljro “ Svc !isi cnci 
ROSSl.C £ D.v.won cf Ocora*. onal Evonis Assessment (Post 67041 1) G9/C0/O3 
Ccnsol dated Ed son Co of Now York, inc i22pp 46459 125 46459 246 

0008020102 NRC Ir'o Nyt:CO 88 059. ‘ Potent. al Problems W/ASEA Brcwn Bovon ITE* 
511 T.mo Ovorcu'rcnt Relays " Svc hsi one' 

ROSSl.C E Oivis on ol Opcral cna* Evonis Assessrre.-.l {Post 87041 1) 08/08/OB 
Co-isc'idaied Edison Co ofNewYo'k. me I20pp 46530 C01 46538 120 

0808160441 Responds to NRC Dul'eim 08 004 xe poiontial safety related pump ‘oss for 
app icab.lity lo p'ant Safely related pumps adoquaieiy protec led 
SlFGCR.J O Duqjesno light Co 8B/08/C8 Document Conirol Qranch fDocumcnt 
Control Desk). 2pp 4656? 007-46562 003 

8808030112 NRC Ir'o No* CO 86 059. "MSlV Guido War Fai'uro al Waicdcrd Uni 3." 
Svc 'isi ©.id 

ROSSl.C E D.vision ol Cpe'atonal E.onis Assossme.M (Posl 870411) 38/00/09 
Ccnsol dated Edison Co- of New York. Inc I2lpp 46467 01 1 46467 131. 

8608040062 Sjppl 1 to NRC Ir.'o Noi Ce 60 004. "Inddoquaio Oua'ificntion A Documon 
vahevn ol Fua Bait.ei Penoitai on Seals’* Svc usi onci 

ROSSl.C E D.v sen cl Oporai onal Events Assossmonl (Pcsi 670411). 86/C8/09 
Cor.sc’idaied Ed son Co ofNowYo*k .“nc I2lpp 46558 205 46556 325. 

8800050135 NRC info Nclico 89 060. "LnadeQuaie Oesign A Inslal'at-on ol Walortghl 
Penoirahon Sea's ' Svc i-st onci 

ROSSl.C E Diviso-i of Operational EvOMs Assessmor.1 (Post 870411) 08/08/11 
Conso*. dated Co Ol New York, me 123pp. 46569.296 <16570060 

8808050240 NRC In'o Notice 8G C61, Contro' Rocm Hahitab'ity • Recont Reviews of 
Oporat ng E»perienco " Svc list onc : 

ROSSl.C E D.visicn ol Cperaiorai Events Assessment (Posi 37041 1) 08/08/11 
Conso idaied Edison Co of New York, 'nc I25pp 4G594 312 46595 076 

880B050295 NRC Irfo Noi'CG 88 G62. * Heceai Fmdrgs ro implemontat on ol QA Pro- 
grams by Supp: e/s of Transpon Packages " Svc hsi or.cl 

HURNETT.RF D.visicn o? Safegua'ds A Transportation (Post G70413). B3/C8/12 
Consol-dated Ed sen Co of Now York. Inc lOOpp 46581 155 46501 263 

0008190167 Forwa'ds Safety Insp Repts 50-334/06-22 A 50 412/00 16 on 880601- 
071 5 A nonco of violai on 

WiGG^NS.JT Region 1. Ofc of the Oirector 88/G0/12 SIEBER.J O Ouquesno Ha'll 
Co 2pp 46597 292 46597 31/ v 


•8808190173 Nonco of volalion ftem Insp cn 6BC601 07l5.Violat on r.oted outo: ponpli 
ery of cable group in Tray 1TC545 ret separaicd by al least 6 inches from outer po 
r pbery cl redundant cafclo g'oup m Tray 1TC306B. 

* Reg 0.4 1 . Ofc Ofth© Director 89/08/1?. 2pp 46597.291 46597:295 


-8808190177 Insp Rr,pK 50 334/08 22 A 50 412/00 if, on n«i-j. * 
r.olod Ma;cr areas inspectod I icon son actions on p*oviQn* 7 
opcat cns.socur.ly A phy&cal p'otcci-O'i.rad otogcal ct>'iin;“s a i t „!! 
TRIPP. L E neqm” 1, Ole ol W.o Di'octor 6b/nfi/i2 ??pp 46i)'j/ 

8008090264 NRC In'o NoIto 89 1-63. t'.gu Mnd ahor. immms | , 0 ii. 
Doiccro-'s A Cab'os ‘ Svc l si onci 

HOSSl.CE Oivison of Operational Events Assessment |P^> fjj/ 
Ccnsot'daind Edison Co of New Yo'k. luc 1 lOpp 46569 CH5 41/.^ 

0006 1 10206 NRC Info Nolicu 08 064, "RepoMing Fires in NcJenr iy, ( 
ar Power Pia^is ” Svc I .si ercl 

ROSSl.C E Uiv.siun ol Operational Evo<us AssosS'itenl {Pysi 
Consol daiQd Fd son f^o ol New York, Inc lO tpp 1664 3 001 4651:1 

6800120327 NHC Info Nob CO OR CG5, InniJvcflOfii Dra ns:| -s cf Sf-i?., 
I si onci 

ROSSI CE U.vison ol Cncralonol Cvonis Assossmer* /i, 
Conso’-dated Edison Co of New York. Inc I23pp -16626 011 105; n 

8008 160302 NHC Info Notice 08 066. “Indusinol Rauiography i-i^; ^ | 
list one 

CUNNING H AM. H F D.viscn ol irvbsiral A Mrd.eol WJev Mil. 
00/00/22 Consol itatod FU'SOn Co of Now Yoik. In- lOp;: i 

8808160414 NHC Info Notice 00 067. ‘ PvYR Aux liary Fi-etlwili- |\ 
spend Trip Fai'ino ” Svc I'SI Onci 

ftOSSI.C E D.visun ol Operational Events Assnssrr.oil |Pq^i m 
C onsol dated Fd son Co c:f New Ycrft. Inc l?3f>p 4604J *<;5 


R Periodic operating reports & related correspondence 


0808100163 NPDFS disMwmjo monitnnrui repl for Junn 1039 W/!W':/ 
OHUGA.HJ Dt.qi.osno Lighi Co 8U/06/10 VAftGA.S CIV< u 
Hegii'al cn. O.mctor (Post « 704 11) 2 1 pp 40405 004 46-565 1 14 

0808 100433 Monlh'y opera ling rcpl lor Jul ifJRH for Bu.rvcr v.jbiy IV 
A 2 W/6PCHO0 Itr 

WINGER M A. SlLDEO.JD U.utues'm Uyhl Co 68/'J7/ll 
46589 107 


S. Reportoblo occurrences, LERs A related correspondence 

8800110020 I.ER 07 030 01 on 87 10l6.chscovororf smjkn cerri i I 
turbine ercl Fninrgoncy squat J reported fire m vicimly ol tuihn* It 
O'l soaked I'.sulaiion i.n lio.v eg Detlu*:1o.' msUi'IOd W/68J715 Mr 
NOOfMN.T P Ujquosni! right Co G'J/07 720 4pp 4650-1.289 u-vi 


V. Operator Examinailons 

8800260346 Disdisst.s «R0G17 Iclcon w/OW Ife'd re suggoshtn |>n 
?0Ch that He’d u»dmno results 8 any Other mails s;scri:i!i':l w/ 
poriion of ux.irn t>o expunged in Ion ol formal hearing 
ZWOUNSKY.JA D.vison of Ucorsoo Pe/fcrmarcn A Oil/ 
870411) 0U/08/19 SCINTO.J Assismni General Ctuisei I 

46049 2C3 46649 271 


DOCKET 50-413 CATAWBA NUCLEAR STATION, UNIT 1 


F. Socurily, medical, omergoncy A fire protection pfans 

0007060520 Generic Hr GB-10 to nil power roaclor Mco.-seus A lin 
prnvois re pu'chaso of OSA app.'ovod security coniareis Svc list i 
MIRAGHA.F j Assoc-ato Diructor lor Propels (Posi 0704 D b'Vo 
f.d.son Co ol Now York. Inc 3lpp 4038R.299 46388 329 

8600160167 Forwards public vurson lo omeigO'iCy P 
procndurOS. nclud.ng Rev 7 lo RP/O/A/fcOOO/02, "N01 fic.il»0*i ' 
R P/O/ A/ 5000/03. A’e/r A flP/O/A/5G00/04. ‘Silo Aroa Cu rt 
relcaso memo 

TUCKER.H n Duko I’owor Co 08/07/26 Document Conlro 1 nran< 
Uol Desk) 3pp 46554 191 46554 256 

-6808160184 Rov.sod omorgonry plan .mpio.-noniing p'ocCJufCS . '-l 
O/A/ 5000/02. "Noiificalion ol Unusual Gvont." RP/O/''/-»0 fl ' , /u 
A/50C0 y 04, S-ie Area Emergency " . nittt 

SMITH. T . SlMPSON.DP . WAROLlL.H D-ke Powur Co 86/07/ '■ 
46554 256 

8808170087 Roqucsls cnncol'alion ol SOCunty inierlaco /rooirqwf 
800010 Charts showing now gonural ofd socu'ily orgari2ai'n‘ 1 fll s -*‘ 
TUCKER. H D. Duko Power Co. 80/00/01 GRACE.J N Reg'On 
5pp. 46572 047-46572 051 

8800040247 Gonunc Hr 83 12 lo all powo/ re a HO' licensees & 
f ro protection requiremonts from Tech Specs Svc fist orcl 
MIRAGHA.F J Assoc alO D:roc!Or fo.' Pro.oc Is {Post 87041 1) 

Ed son Co of flow York. Inc 52pp. 46463.29 1-46463 342 

8808160014 Forwards Rov 20 to security plan.address ng cgif ; 
changes .record reienticn requirements A Isoiat.on zenes n 

a/ea penetrations Rovw.ihhcYJ (ref 10CFH73 21) 

TlJCKEH. H 0 Duke Power Co 80/00/08 Document Con.rcl u o" 
ircl Desk) 2pp 40550 094 46550.005 

8808230277 Changes O to 8.1ncorporaied.lo Emergency Pian Imf'V 
HP/O/B/1 COO/06. "Emergency Eqn pmenl Functional Chock * "• 

TUCKER.H.R Duko f J owor Co 88/00/15 30pp 46625 2 70 46625 
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I. Financial Inlormntlort 

_ 0 - Wc n lh n (Jfitvor Co North Carolina Mnnrip.il Power Auer 17 fJurnlscr 
8608190153 I Fo wa ( 5 [Jl k M Jwfshf ; i; <:n| n!tn1.vi». I'md'iionl WunMuj Power Aqnrxy 
I.Norlb C^O'na ncicirc wo I » y ^ ^ f<!plsl , |Jf tm . niWJ /111,) 

Co Wl/Oll/IMJ iviuiinoro Coulml Hmudt 0 7on.-n.m1 Con 

I?SSi 5 p Ui4 

M ^AicTcrp * 07/ i 2/ Vi ' *>;* ^ d/o 4,,:k n,: 

W “ «■- 

46501095 46G'J4 10-1 


080004(1089 Forwards Aninmtb 51 A 44 l« Mconso* NPF-35 A NPF*5L>. fosipoMivilly & 
rnloly evaluation Amends moJ-ly Tech Spo-s to permit separnlian of wnsel fjcrw'UlO- 
24 I. Inal run A hot roslnrl w/full ESFs land lost. _ ... .. w ,» 

JAflflOUH K N fVo|i>cl OrnciCfiltu H U 00/07/26 TUCKUUIR U.Au f nwnr -i> 

?pii 4Mji 09/40491 inn 

>•0808040005 Amumfs 51 A 44 to Ln nnsos A NPI ■'■52.fcbpccl.vnly. riurtlfyinj) 

I urii Spues to perinl separation of dosol flonornto' 24 h test run & Im* roslnri w Ml 

WA^MPWS nn Prelect U-foeUifAlo H 1 I1H/0//28 7|J|I 40431090 41)431 105 


8000040000 Sdoly oviilunhen suppurl eg Amends 51 & 4-1 to Lxt.rsott NPf *3S A 
- Offiiio (if Nuclear Reedor nirrju’iilion. Droder (Post 07CM11) HH/07/2H 2f0>- 

■10431 urn -in u i 10/ 


p. Operating license siege documents A corroopondonco 

2907260252 Forwards riwsml fM(jO U> ll/ICIH- 1"‘»' Sp if an r.j -‘UJuu- 

TU''KERl| V n Duko Power C<> UHtiitn:* IM ml f:,sf itrul Hum H <Pi« 

ircfbesM 3pp 4G304 IMMO KM 1511 

.*8808020046 CO'recied propc^M Inch Spri-s IHlij.M M'1/.r.n ml« , ' vt 

• Y CjVo Power Co HB/0//I?. 1|> 41/KM ll." «.;«M V." 

8607270007 OoCirnoriPj virbal g'an1mi| nl mm 1irm*,-l h m* «. l Imni luCll S| « t 

ConZn lor Cpcnni.o-i Ari.or. Slalom, r.l :i id, 1. lu- 1 under, ■,.■ I 

ia A ,. Air i i -niiiK ossnf v Ihurmal of jilnnl 

cnACEJN Recj“l V Oh: ul III.. Df; Ini HHAI//IJ* IAYI.OII .1 M IM'"Y • 

L-ot:« l« m'lWi’w O|«.0l«in:i. IDO |IW Mill II I Y.l I ul NnUn.i 

ReaciO' Rrnu'atiO'i. Uroctn' (l J oM «/*M» 1) HHH HMAN..J Ol<; <> l.rliHOMimru (1 nM 
070-113) 2p;i -103G 7.231)- ■ItiUfi'/ 24/ 

88D7270070 Forwards Utw I'j \« Utvl l A Uuv ti to UrU 2 ' Insmv.. r rnshr p I’royiram 
*r f Pumra & Va'vos “ Terr tianl , . .. 

TUCKER H 9 O iKu Itwi Co flll/Cl// 4TI I Cn .lrul lirani h ll.n; o-i unl ( im 

irolDosM ?PP 46305 0 14 -4C»:K» r . 1/-) 

*8807270071 Uov 10 to ‘IriHOivicir To'.liru Proprnm lor I’ompr. A V/aVu'i 

* Uoko P0AC>r Co »H/07/n. /1ip|J 4li-mf.il 10 4h:U)’.0lH 

*•8807270072 Ru\r 0 1o "liisorvicu luslirijj I'rnjirmn fr>' Ptmi|i:i A Viilv.v. 

• DuKo Power Co Gfl/tl// 1 '1 Wlfip 4h:i'l‘. H'J4 - 411 : 1 : 1 '. \f'A 

8008150177 i rial rospu.V.u to I OIA .1 fo r <h*t mi In I mvvimK Ap|> A dtn iimonV. 

& partly w.1hliol<J A[)p » iJjtummilb (fr-l I <)IA I K.m.plnm', ’> A > 

GRIWSLCY.DH NRC N<i Dulmlml Alr.'iuion T.lvcin HII/0//14 1 I I Tt.J.JA Nnr luai 
L censing Report h 4|;p 411501.14114(2.(11 m3 

**6602100059 Pariinlly wilhluihj n-pl of II/I7HMM m.il I-mmi v.M lo Urn i-.w. k A ( alnw 

b «1 SilOSNccVar l-uel Svcs l rw». fnu'.ty A HMjrmoU 

SNE2EK JH Ollicn ol Nuiln.if Itnadur Mcnul.ihun. Il.'mlnr ll <r>l 11/1)411) mi/OW 
23 MURLFYJI: Officii cil Niulfiir Men. t"f lluj.ilnlmn. ()rni1ni (Pn I H/tMII) 2p|» 
46501 160 40501.170. 

8807290051 l ; orwimJr. Rov 20 In "Olfsiti* Ihvm Cn'r u'utofi MihmhiI ’ 

TUCKER.M 0 UiAq PomirCo mi/n//lli l)o< nny.nl Cm Urol Hrnnr h {I :o. mr.nr.1 ( tin 

irciooskj If* 403S4.Oll1*4(i3J l 4 OHH 


**0800010 1 HO Huiiirv.lH f H p.ihl cut (>*' el nc.lu: r>1 issiifincr. ol AirniUlS f.1 A 44 in 1 1 
c.tm s U'lVlfi A NPf 52,r<a.|:e<.f.vr V Arriomis mad.f nil Tocfi Sjiim.'I lo pnrrn.l 

lot ion i>1 iluvii' 1 iiunrmiki* 24 h l:o1 ustnrt w/li.M f:S[ s loruMoM 

JAItuaURK N 1>ro|.id U-reclo'iilo ll l mi/<>//20 NRC A Ci.v«r. 

2pp 404:i i 100 41)4 11 101) 

QOUB040JU7 !inmmury ol OHO/lf) mnntin;i w/till c.» <1 rui l ounninlion riisi.nimo spedm A 
r.iuihlii r r.vlndirin pmomin AtlfmJ.r.cu isl A plnl c:f tilo sp< < r spoclri.m v:u.l 
JAUUCAUl.KN fVoicd l).f.'<:1orfi*.j 113 00/07/20 I *rt:|nr I Dn.clo i»Ui 113 hp|i 
4t.42«i 30:M642h IHH 


8000050103 Sinniimy cl 000/10 michim w/nl I m hlnlio'i ,,JV ' W i;»Oi«|«» H* I 

MOnn.V) I’rujnct n.rivloraM II U OH/0//20 Prr.|nct l> m^MoU- II 3 Iflpp 4b4*)!)0i)() 
464 JIM 1 1 


0000050214 I O'w.mls As'c iih. ft) A 43 lo l.irnnSi'H Nl’l j5 A 
nispi'i tivnly.tailoly I'vnl.Mllnh A rnlicc of iss.iinuv Antu'Uh ruvis.' foili op. 

'JAHHDlJH.K N (*r (Ti'ortcnUu H 3 00/0//20 riSt.Kl.fl.il II Luh«. f 
ppp 46445 252 40445 2h0 


Nf'l f»2, 

■c 5 3 1 re 

’owi;' C'o 


-0000050261 Ml A 43 10 licenses NPf r. A N»*f ■W.rcspo: Uiiiy 

r imtijin im h Specs 5*1 1 m fu«4 a*,Miii.ti.r;b lo |imviJi) hidculf^l llu»ililily 1 " Mih .1 lo- 
lion nl su‘ •! sin r-.'oss *'lCt;l roil 1 . 


ii a 1 1 1 cf.tAu: nit 


... n 111 un/h//yA rti 






0000050262 Sulcly uv^i-Tlniri ‘.iipperlTg AhilckK 50 A 43 lo 1 ii: unr.Ob NPI 3 * A 

* JI Ufh * « NiiUirar Ituadur lli^if.TMin, D.rudnr (Rost 0/0411) HII/0//2H *U>P 
41)445 200 4f»44l> 2h2 


•0000050203 NuIko Pi i.Minr'm of Aii'Oiuln 43 A 50 to lnumtes NPI .1 > A 

»,y lively ruv. , :i , T| 1n< h Spec f> 3 1 r.i fi.d iissnilil>l.<iU 

JAHIIOUH.K N I'rc.ei 1 Ui'uCtnmtn II tl im/0//20 4|rp 40445 2l> 3 4f]44.i , (ill 


0000110003 
mini Inr 


5 I inwards plun provai mj liydmiicn A dn.im nto-iw f islormt. to co»> In n 
'ipndmin ol m.n lrnl cui'im r-cm. la.'i.g MAM' It/ rm’.f.h;w.iUt prulmti w * nl 


VuckI ’m 1 1 M Uuko I'ownr Co nfi/n//2ll Oon.mcci Ccnlml Uianch (Drx'imwnl Con* 
fti'pp 405110111412.11 103. 


•8807290059 Mov 20 to Oils. In Dosu < olc.r’iUnm A'ur.aal M 
BIRCH, M L , OWGN.T U Duke Pcwnr Oi> *lll/tl//1tl /pp 


411354 0112 41.354 Ollfl 


8808020139 Forw.irdH propriulmy HAW IUIIiW\ ’HAW IOCA r.va'uabun Mu.Jul lor flu 
orcu'eimo Slnam Goriurntor I’lnnls " ... 

TAYLOrUll. Robcodi & m.i» C-0 UfWO//2S UtTlUU IK».3 A Itows of l riryf.ont 
mg & Sysionn) TechnolOfly (I’osl 1)7041 1) Ip 4f.:i!j/ 14 Mi.: lit/ 141 


8808020346 f orwarils mod lO 0HO52/ amornl lo Tech Spue, n> < ’nnlmnl n:i ruimremunts 
lor coniainrronl prossuro conliol syn 

TUCKER, HB DuKo Power Co UII/U//25 (liiiruiiiiint Conliol llmnch mil t on 

troi Desk). 2pp KijOO 02/-4r»:m!) o?w 


-8808020348 PropomU loch Specs for IMgii 3/4 3 20 r« Is of contnlnmeril 

proascro conirol 5ys 

1 Dcko Power Co 0H/O//25 Ip 4(>30tH)2H 4li:i!)<) 02U 

6806040134 Applicaton lor imiomf'i lo Ucuriboa NPI 35 A NJ'F 52, ClarJyini) Tech 
Spec 3/4 / 0 ro emoryoncy power roiiunornoritr. lor conirol room vuntl.Tlion r.y9 in ro 
sponso in correct.vo oclian commitment In l.l’ll 413/11/ 44 I’oc |>al«J 
TUCKER.HB Duko Power C<r ftf)/0 7/20 Doi umonl Conirol Uianch (LTociimont Con 
Iro'OPSk) 3pp 40424.011*40424 023 

~8808040135 Proposed Tocli Spucn.dmng n:( reriu.rmiu.nl a ro urnarguncy power lor 
conirol rocm vonlilnlion cyo 

* Dike Power Co 00/07/20 I0pp 40424 0 14 40424 023 

6808090097 Confirms arrorigemunlH w/ut.l ro HflOfllO mgl meoliMJ In Florjon H ofc lo 
d5Cus9 pasi porformnneu ol plant 

GHACE.JN Ronion 2. Ofc ollhn Uiredcir im/f)//20 flJCKnn.MH Duke Power Co 
Ip- 46471.001*464 71 001. 


6808030229 Forwards Amonds 4f) A 42 lo licctnooa NPF-35 A NfT-52, robiiedively A 
safety evaluation Amends modily TcUi Spot Tnhln 4 3*1. ’ fluador Trip Sya Inslru 
nromatlon Survo.llnnco RoquronmniH ” ^ 

JABBO'Jfl.KN Pro|C Cl Diroclorato 11*3 00/07/27 TUCKlIH.H 0 Duko Power Co 
2pp 46406 311*40400322 


~ 88080 30233 Amends 49 A 4? lo License a NPF-35 & Nf > r*52.rcspoc1ivo!y Amond 
changes Tech spoca 4 31 . ‘ Roaciur Trip Sya Inslrumonmiion Sorvu.Hanco HoQ'iire- 
nr-enis, " lo do!eio requi'ornonls lo losi roacior coolant How rmus 
MATTHEWS.D D Pro|oc1 D.rodoralo It 3. 00/07/27. 7pp. 40400 3 13 4040G 3 10 

“^S030234 Salol^ evaluation supporting Amond9 49 A 42 to licenses NPF-35 A 

* Once ol Nucloar floactor nooulal.on. Director (Po9l B70411) 00/07/2/ 3pp 
46403 320 46406 022. 


'tU>r.c Ac d t-orros.on of Orlinri 


fl80B090260 f orwauls rir.f:on‘.o In (Tonunr l.lr 01) 0 

Sln.il Muadrr f5u‘i‘,i.rti Hounil.iry Conijioruiutn n PWii riimiu „ 

Tl.'CKl H,ll U Duko Powur Co ilfl/OH/Ol Document (.onlrol Hranch (l Jiiciimunl ) 
Irol Desk) 5pp 404/1 02? 401/ 1 1)20 


008160040 Advs.is IImI utJ mcnnliy mr.o.vnd CPfH rnsii'h. <1* r.luily of iiiganl vn 
tnrlfi ii'.os Ul/ wir review rusullu A submit dnsmplian nl p'anno.J irrfVDvonioulH lo 
fierunl SI'DS ilain vald.Hlon mrilhcnfo'otjy «n Into 1 lint] tl 

IIICKUMin Dako Power Co oa/OH/Oi> Docuinunl Conirol (lrnnnli (DocumuriH.ui* 
Im>! Dnsk) l |i 4(>5 r /J 257 4(>r)6'3 ?!./ 

1800240205 liiicroif. llsil niHulto ol emam lioriorntur U.he rnfrUiro Analysis cJninonstniliun 
runs corrifiluledOperaloru tnsleJ on Miiulnlor 10 iiliel ty lo ruspu' d lo rnplufu nvuril on 
tmdtTOO 13 & ?3 nvo lime colirol uClIorm lisiorl ^ 

TUCKf-ilVlU Ooko Power Co Oft/UH/UH Ihitumoril Control Qrnncti lOncmnunl \*>n- 
iro' Unski 2PP 4002/ 350 40027 3G0 

3008100014 Applcnlion for amends lo licenses NPI -35 A NPF riP.rev'S'iin Tec' 1 ■ 
lo rolled cfiiinun •» aciuahon logo fo? eucluar f.vc w.dor bys A fo n low 40 fi wa-vnr of 
comnl nnco to a’low rnplomonlalion o f mod Fee paid 

TlJC KFft H i) Dako Powur Co 00/00/09. Docunioni CunUol Rrnncli (Document f-on 
ho! husk) Upj) 40580 I0U 40500 11» 

*0000180017 Proposed lech Specs Tab'e 3 a-3.re1lrrdin n « nduni.on Inj.O for 

nucVrar avc wAtur syi» 

' Duko Power Co 00/00/09 9pp- 40500 1 1 I *40500: 110 

0808170344 Adv.sns that ul-l 000009 rruiuost 10 dUinQU Tech Spot Table 3 3 3*llom 
M 9 ro nuclear hvc wnler sys swnpnver logT. louml unuccnpioblu for wa.vnr ol ton (.Ii 

S5f TI «WMD. f’roieci D-ronloraio 11-9 00/00/1?. TllCKCH.H D Duko f'ower Co 

?PP 40501:255 46501 ?50 

8800100270 Dot 1ic.TV.Dn ot 060914 nMiubfiu w/(.iAW & uUl in Hotkv.llo.MD lo d-scuSB 

RAW topical repi on FtSG pinni snfeiy analysis app'iCAtion f * . 4 

HSIIY Reactor Systems tlranch flli/OO/l?. HODGRS.M W Roacior Syeiorns Hmncb 
2pp 4fi09(i 110 46500 117. 

8800240003 Applnnhon for pmnnrlft lo Uconsos NI’F-35 A NPF-S2, 
rospocuvu>ly.ol!ow.ng iwo adiJI fuel cydos for roso'uhon of co!d leg occumululor mslru- 

TUCKER l T r 11 Duko Powo/ Co 00/00/15. Documcnl Conirol Uronr.h (Oocumum Con 
Uol Dosk) /PP 46630.073 40030 070 
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O. Inspection reports, IE Bulletins & correspondence 

880520029S NRC ‘r,'j No* CO 80 012. "Prompt Rfipcrhnp lu NRC ol Sigrilican* IrodQnts 
Invclv ny Rao oact vo Ma*l " Svc 'iSl f.nc* 

CoNNlNGHAM.R C U.vs:cn of rdus*sal 8 Mod ca> N\.cle.V Safety (Posl B/0/?9| 
bB/OS/25 Consol :fa*nd Emscn Co 0* New York. Ire i20pp 46359 1/9 46308 200 

8807260005 Ack rccc pi c‘ b30606 m -nfor/nng NRC of steps ia*on to correct vdahon 
m Insp Hep's 50-H3/86 15 & S0 414/&B 15 NRC dons not a;j*eo lhai Violator* 414/ 
86 if> 0/ he r ossified as efinsne identihed violation 

HEYCSl A Reg on ?, 0'“ of the D rono* 80/07/07 TUCKLH.H R Duke Power Co 
ip 4R2B5 297- 16285 29? 

0807260111 forwa'dS Insp Repls 50 -113/80 22 & 50 414/08 22 on 000526 0625 A 
ro* co Ol siiclaron Aitenl on lo umosclvcd iinm roqjos'eu 

UROiVMEC.VL Hoqcn 2. Cfc OH'C- One'* Q8/O//0S 7 UCKfcfiHB Cuk^ Power 
Co ?pp 4f ; noi 247 46301 260 

* 6007260117 Notice c' vio'ahon bom nsp on Bd0526 0026 Violaiion noied porscnnol 
exceeded oven me yj do .ros on r.yisi<vrouS cccavcns during Jan & Toll I960 w/o 
p'.or appeal 

BROWNLEE. V i Hegpn 2. iVz rt tr.e DipcUV 88/07/08 2pp 46301 249 4f.OOJ 250 

8807260121 Insp Ropis 50 413/66 2? A 50 414/88 22 Cn 800520, 0625 Vio'al ers 
roiedMap- areas ns^ecieti plant operations. siirvei: arcc & marni 
obseivaiG-s/ev.ow o' icensen norrcuimc even l rcpls & o'Cv.GuSly doMihod i*en*s 
VAN CCQRN.P K , LESSER. M S PEEBLES. 1 A Reg.-n 2. Cfc nf ihe UrodCr 80/ 
07/05 10pp 4f,3Ql 251 46301 260 

6607260378 Ack ruCCipi ol 080620 rtcuosl fur iclol Irom Tech Spec 06 6 1 ro conian- 
meni sys/ re condenser C $creli0 rt ary onlcrccmont &ciion g^anied to oxien-1 ,iclo:i 
statement ty 4 n 

GRACE, J N Recion 2. O'c of 1^0 C.rcctor 88/07/12 TICKER. H 3 Duke Power Co 
Ip 463C4 246-46304 240 

8608040205 Informs that planls do nol use any of GF HFA relays w/ lotchr-g movha 
r isn.s m any safely related app:.-.a: ens per .h Bu'lu’-n 00 C03 
TUCKER. H 6 Du^o Pcwer Co. 08/O//n GRACE .JN Reg cm 2. Ofc of (no DrociO' 
2pp. 46431 207-46 101 208 

8607260255 Puspnods to NRC 86061/ ffr ro Seventy Lnve> IV vofat-o.ns noted n fnsp 
Hepts 60-4 13/09-18 & 50 414/B8 i 8 Corrective aevens new stopwatches thai car» bo 
ca' brafed bought & pul m Svc & ea ibr sc»edj‘o ostah’ishod w/rr.fg 
TUCKER. H H Duko Pcwer Co 68/07/15 Document Confrcl Urarch (Document Con- 
t'o: Desk) 4pp 46297 055 4620/056 


-8608 1 10010 Fcrwanis NHH SAlP opul based on mn SALPe-pii »■ 
Ovalualibrs prepaid during SALP Oci 1034 May 1906 per n«i I* T 
lien Orel 


UUOfFV.HF. Pi/VR Prujc’ji tVciioruio i 86/ga/oi 
Iho OucLOr. 06pp 46601 343 1660? 112 


KlRSCHfK R.^ ; 


0608020095 NRC Info Noiico 88 067, Poicnl al Loss of * A io Sb- .r** ^ c 
to Pro'naLro S hcon CrnlrollurJ Rccuf o* Ta luro '* Svc I si end * 
HOSSI.CF division of Opcrator-a 1 Events Assessment p C c| 
ConsoMnled CdscnCo o7 Now Yo'k, fr c f??pp 46**59 125 4615*5 ? 


0600020102 NRC fnfo Nohco 80 060, ‘ Poicn’-al Proplerns ‘pV/A c Fa Prr 
511 Ti'rio Ovurcj'fOrU nolays " Svc 1st onci 

fiOSSl.C.F Civ.sion ol Opcrtit:rna. Evonls Assessn.^ni iPc, s * 87 a Vi 
C cnsoidatod Id.scnCo Ol Now Yo'k, Inc 1?0pp 46538 001 4 65 3 5 ft 


880B2 40 1 56 Responds lo NHC 080700 4r 


/o Seventy i evei IV <, o y cs », 


Hepts 50 4 1 3/80-22 A 60-4 14/U0- 22 concerrmg ms ri*orcre‘a* J ' i o 1 T<--^ 
TUCKER. H 13 Uuku Power Co 00/00/00 Document Co“ro‘ ->rar, h ifvl 

I'Ol Desk). 3pp 46695 27 1-46036 273 “ UCv 


0600030112 NRC hifo Nonce QH 0V.\ "VS/V Cede flat Fa: j-a at t'.a-.wf 
Svc I si nncl 

ROSSI C f: Division of Operalora, Lvunis Assessrrem (Pos‘ 87C4‘ii 
Cofso'idnU r J Edscr Co of New Yn-k. Inc I2ip;> 40467 01 1 46^6/ 131 

8800040002 s-ppl 1 to NRC Info <oi cu hn 03-1. ' InadGquaic Cj^V-ca' if 
teiirsn of Fire Uan e* Poroirgiipn Soa‘s *' Svt l>sl ercJ 
HOSSICF Division of Opnr.-tiunal Events Assnssiner'* (Posi 87;mn 
Corso'idaieiJ Edsnn Co of f; w York. Inj I2fpp 46569 2C5 4B55& ift 

B808050135 NRC Info No* co 00 COO 'madoqjato Des:gn & n$*aiaxn' 
Peroirahon Seals " Svc list end 

HOSSl.C.E H.vison of OpoMlio.-iril Fvenls Assessmcnl |Post fl?04iij 
Consol dated ErJison <ai cf Now York, trie I23pp 46569 2‘?8 46670053 

0608050248 NRC Into Nol ce 00 001. ‘ Coniroi Hoorn Habiiab.ily ■ Keren 1 
Oporaimg E«opnorcr; ** Svc 'isl orcl 

ROSSI C L Div.s-o'i of Operational Lvenis Assessmee* fPosi 6/J<ir 
Corso'idaiod Edison Co of Now York. Inc l?bpp. 46594 31? -46595076 

0800250097 Auk rucopt of 000/16 Itr in'orrnr (j NRC Of slops lakc.n to ccn 
r.otcifin Insp nopts 50 413/00 10 R 53 11 4/00 18 
RRCWNl EE.V L fieg-ofi 2. Ofc ol Iho Ci'octcr D8rQb/n TLCKtH H 6 
Co ip 46610 104 46640 194 


0807200 J62 S^ppt 1 to NRC fn'.n tioice 88 046. " L^ense*! H«:f‘ of O^foctive flufur- 
l: shed Ci'cut Sroakots ** Svc lisl enc' 

ROSSl.CF 0,vis:cn of OperaiiD/al Evenis Asscssrnem (Pnsi 870411) 00/07/21 
Conso* dated taiscn Co of New Ycrk. Ir.c 125pp 4G309 054 46390 170 


660606029b NRC hifo Notco 00 Ub2. Heceol Fir.drgs to lrr.p'?T.er!d!:f 
griims by SuppLurs of rrnnuiiorl Pockagos ” Svc lisl O'-c! 

UUHNr.1r.Rr rtiv.sion of Safeguards ^ Tfanspuriai.on iPost 870113 
Consol dated Edison Cn of New York, m lOiipp 46501 155 46581263 


6808100182 Discusses 600701 cn*orceir,e."1 conforence ro envron quaMicahon of o'ec 
local equp.Tenl L«Si Of ailerdoes, sum nary 0 randuui euel 

GRACE 1 N Regan 2. Ofc ol ihe Dreuo' 60/07/25 luCKtHU U Duke Power Co 
49pp 46408 109 46496 157 


6807200246 NRC lisllot n 08 CQ9. ‘ ThiTpio Tubo ltmnmg n Wos1inn*,OjS(* Roaciors "" 
Svc 1 st enc 

ROSSI.CE D.vibcn of Oporaiior-al Evenis Assossn-or.i <Poi1 8/0411) 00/07/26 
Conso' daieri Fdiscn Co cf Now Ycrk, ire 123pp 46348 070 46340 102 


8807210216 NRC info Notice 08 052. "Fai'uro of !nimu:or.ro TaniJem of Uetchor Soil 
Appi ca'or Rrachylhotapy Dnv,cos Dunny Paiiori Troohrenl " Svc list encl 
CUNN NGHAM.R E Division of industrial & Mud cal Nuclear Safuty (Posl 070720) 
08/07/27 Consol dai ed Fdi son Co Of New York. Inc 1G0pp 4639? 029 4659? )36 


8807220034 NRC Inlo Notice 68 053. " Licer.soo Vidaiions ol NRC Retail aliens Whc.h 
Led 10 Metre a I C agnoshc M S3dmnistrai.ons ” Svc ‘isi end 

L u,v ^ on 0? indjslrial A Medical Nuclear Safely iPosf 070729) 
68/07/20 ConsoVfated Ed son Co of New York. f~c I06pp 4G356 203-4639/ 020 


8007220192 NPC Info Nobcu 88 05 *. "FaifLYO of OfCUit Brookor f cffowiTo Inslatat on 
ol Amptoclur Dueci Tr p Atiachmem " Svc fist onci 

ROSSI.CF D.v.sion of Cperat onai Evenis Assessment (Posi 070411) 80/07/20 
Conscl.daioJ Ed son Co of New York. Ire 12fpp 464 1 7 020 4641 7 ho. 


88 ^? 8 5 019 « RC ln J° Nai,c<) 88 055. Potential Prohfnms Caused by Snn'o Faiuro of 
LSF Sw.ng Bus ’* Svc lisl end 

ROSSI.CE Civis:cn ol Ope*al:cnal Events Assossmeni iPosi 8704 1 1) 88/06/03 
Consoidatod LdiScn Co of Now Yo*k. Inc 12lpp 46-137 121 -46437.241 


8808030289 S:.ppl 2 to NRC Ouletm 09-C05. ‘f,'onccnf 0 rrnng Mails Stippled by P.n.rn 
Sapph^lnc ai FolSOm.NJ & West Jersey Mlg Co al WJhamsicwn.NJ *’ Svc ,sf enrl 
HOSS .CE Dv.sinn of Op6rationa‘. Events Assessmenl (Post 070411) 80/00/03 
uonsol daicd Ed son Co cf New York, Inc l -19pp 46530 121 46538 269 


Suppl 2 to fiRC Ru'letn 88 COO. Trerrnal Stresses in P.pi-'n Ccnnoclcd 1 
Hus bvc 1 st onci J 

ROSSl.C L C.viscn cf Cpf-froi-onal Events Assessment (Posi 070411) 6U/C8/0' 
Conso idai^rl Edison Co of New Ycrk. Inc I2ipp 46504 C0l 46504 121 


0008290006 Suuru.ts s,ipf»!omcmal rei.ponso lo 0700)0 r 88022) respon 
fo/>s r:olc<} n in bp trcljJmq b’J2f,q/fi72't, 50 2/O/07-24. 5<?i‘ 

369/87-20.50. 370/07-20. 50 4)3/07-22 50 4 )4/0 7-72,50 263/6? 50 S 5 
TUCKEH.H U D.iko Power Co 110/00/ 12 Ocnureni Codrci Brarch (Co 
irnl Dusk) 3p;j 4(if;nf> 010 4669b 050 


BQ08090204 NRC Info Nolen 00 063. "High Had alien Hazards From had 
CL inctcrs & CabJv* " Svc '/st end 

ffOSSi.CC U vision of Operational Events AsbbSSrr.eni (Posi 8?Cfi1 
Consol r:atod Edison Co of Now York Inc llOpp 4fi5b'i 065-46569 174 

080B240294 Nokfcs cf mtur.tion to incorporate ASME Code Case f. 431 
Prossuro Vossol ’ mio msrfrvicc* msp pprogram Cndo casu ercl 
1UCKEH.HQ Uuku Powor Co 80/00/15 DocLTir-ni Coniro' Urar-h |0j 
Pol Dask) 3pp 46630.00/ 46630 099 

0800110206 NRC Info Nonco HB-064. " Hopoiimg Fees n N.rJoar Process 
fir Po wer Iranis " Svc 1st ore I 

ROSSI.CE Drvison ol Opo/aiicnal Events Assessment (Posi 870411 
Consol rlarod Edison Co of New York, Inc I04pp 46843 ODi 46643 104 

0808120327 NRC Info Nctico 00-C65, luadveitenl Drainages ol Spe<" Fu« 
list onci 

nOSSl.CG D vision ol Opoudional Lvunts Assossmeni (Posl «704i1 
Consul rfatrrl Edison Co 01 Now York Inc i23pp 46628 011-46628 133 

8800160392 NRC Inlo Noi-cu 00 0G6. inousir al nadography msp & Fh'o* 
l.si one 1 

<*UNNINGHAM,n E Div.smn of tndushiql A Medical Ntcieai Safety (f 
00/00/22 Consolidated Ldson Co ol Now Yo-'k. Inc 90pp 46628 13-14 

8808 1604 14 NRC inlo Nonce 86067. ’"PWR Auxilary Focdwa’e? Pump 
spudd Tr p Fa- Lire " Svc fisi ond 

HOSHI.C E Divison ol Operational Fvcnis Assossmur.i (Pobi 8704)" 
Consol Ualud Edison Co. of Now York. Ir.c 123pp. 46G43 105 466-13 22? 


R. Periodic operating reports & related correspondence 


88072901 1 1 NRC Inlo Nouco 88 056. "Potential Prob'Oms W/S-'iCcno Foam Fro Barrier 
PGrieiraVon bca's '* Svc !isl enc' 

ROSSI.CE Division of Operaional Events Assossmenl (Post 8/0411) 8B/08/04 
Cons cl dated Edison Co of New York foe I23pp 46569 175 465G9 297 

01 S,(,PS ,a ^ n 

°* l ” e D,ec,w IUCKenMfi D ‘* e ^ c <> 
8a i 08 HntnmLrroL f | ft a S ? 0 !l S f !°, F0|A f0 ^ uGSl f <?l dCCori.onts App K documents end App 

LmSI?pS ! FoS e^TS? “ ° UlSd9 5CUPa « cocu^s pa. 1, airy 

GRIMSLEy.DH. NRC No DetO led Affuaion Givon 80/08/04 BGLEY K FWic Cli- 

/An sCr.iical Mass Ene-gy p^o;eci bpp 46581.335 46581 342 


8807260039 Monthly operating rents for June 1909 lo-' Caiawba NjcI© 
800710 11'. 

RE AVIS. J A . fUCKER.HG Duko Power Co 88/06/30 i?PP 462832) 

8008190011 Monlhly operaknu repis for Jul 1 908 lor Catawba NtC’ear Sia 
?. W/WffOft 1 5 tv 

HEAV1S.JA, TUCKER.HU Duko Power Co 80/07/11. 14pp 46599 21 


S. Reportable occurrences, LERs & related correspondence 

8808050343 LEH 08 021 OO on 80O623.fi/ft protoci-on console ope'siot c" 
alod hourly lirowaich for lnier,or doqhnuso Caused hy inaccurate ,n o t 
lion nraptnc d splay Firuwalch roesiaol shed W/080/25 U* J ^ , . 
TORRE. JG , TUCKEH.H.B Duko Powor Co 08/07/25 5pp 464)6 3)5- 



DOCKETED ITEMS 219 


0803150216 LER 66-010 00 on HflOHiO.bl'dirg l -iks on sj'oiy cahmois oil m open posi 
r j. n j JtJ io posshk personnel terror Sh.1m») links roijmod Id cancel poR.Uons & a! 
-v-; cav/y cabrois nspeciod VY/P80UU6 Ur 

G . T1JCHEH.H 13 Cuke Power Co 86/09/05 f>eg 4G5LU 048 46560 053 

8SC8230214 PNO >1 80 M47on flHOtiCv.urni shut <Jovvr> duo rr> pn iiaiy lo secondary :oak 
in 0 s*eam ger.eraicr Gemraicr Io.jmiJ in have m/ulr-(VAi:lo nan in secondary s.do 
•dvf rj | s»sl CJldge Ecdy Cvfioni losts ol two gone'nlOfR planned 
PEEBLES r Reg on 2 . Ole Qt l Me Oruclot ftli/OHWi ip 459 '2 f 7t 459T? f if 

88002-10176 lER 68 04/01 or 1 871221 manor Inp signal A fuorJwaler isolator) |Hj 
spiral ccm’tfid & o'* 87 1224 ft noth no tnp vg/kV ac.lunurJ ChuS*:) by dosr/n </<?(. 
C-C'i & to- sonny i e‘ roue Spec t.vely Procedure l volvo: I rov-SOd W/ 1*808 IS Mr 
TCPP= JG. TuCKER.H R D.Ao Pownr Co RA'(M/>5 7pp 466?/ 9i? 46627 318 


00CKET 50*414 CATAWBA NUCLEAR STATION, UNIT 2 


F. Security, medical, emergency & fire protection plans 

8507060520 Gc .Gr.c lit 08 10 ro <k power reactor ironsecs & l. ciders ol Part <)*> ap 
p-ov&'s ro p^fChaso af GSA aaprovej security crriramms Svc 1st end 
•.'iHAGl IA.F j Associate Ri'Octo.' tnr Pru/kis (I’osl 070-1 1 I) 68/07/DI Consol dair.ci 
Fd<&0T Co c* Now York. Inc 31 pp 41.100 2'.)<J 4630U 329 

6808 160167 Forwards pub'ir. version lo emergency plan mpo-ne-ilng 
p ocodjms.inci,;dmg Rev / i(j HF/O/A/fjOdO/U? ' Noiihcaison c' Unusual FvO.M" 
HP/O'A/SOCO/UH. ‘ Amn & RP/O/A/bLUO/O-l ' S.le Area Emergency ' iV/pfftRKi 
'e'ease rremo 

TUC“E^h 8 bubo Co RIISOS/PG UajiftHcr.t Couuc.1 Branch (Oo'umont Cor* 

iroiDt^-l 3op 46564 194 465^4 256 

■50O0160J34 Re*' sort c -nonjoncy (/tin tntplonnohnq iuocodorrs.rox. odr.g Rev <’ JO HP, 
On'^OCD/02, ■‘Noti'cahcn Of iJu.suel Event/ niV(J.'A/5:>00/0;i. "Alcrl' A RP/O/ 
A/5C-C0/O-1, ‘Silo Area E -nemuncy ' 

Ff/ITH.T SlE ,p SCN.DP. WARGLIL R Cuke Power Cu mi/07/15 84pp 465*4 Id? 
45651 ?CG 

8808170087 Her,uns's canoe ‘alien ol scuir ly initrUacu m« oi-r g w/NRf. scheduled f&r 
E8C-810 Claris show'-g now (general ofc security oiqan /at cn.c sin.dury i»*icl 
TLCKER.M 0 Cu«e Power Co tm/Ofl/OI GRACE I N TTomon 2 O'c ol the Ur. -for 
5;.p 465/2 C4 7.46572 G0 1 

8606010247 Geno'.C l.tr 08 1? lo nil power rope lor Jimisu-*; A npp'iMnis ro removal ol 
bo proiect on regurcrnonis Irpm Tocn !>|;ocs Syr hsi end. 

K"RAGUA f J Assoc afo ty.fdcior for Rro/rrfs (Post rt/04i f) 08rOfI/O? Co:iicli;liil(;d 
Ed SOT Co ofNowYo-k lr-(; 52pn 46460 2i)1 4Gi6:J :i42 

69001500)4 F-O'wa/dS Rry 2b lo socwiiy /Av> ^(.Wr-ss.-ng onpmnt on, if A vdttor nl 
■iManjes record fcitnimri ief] v irernr<rds S iso^digr- /ooos in sutilnrranuan p'olcded 
a-ra ctneim! ons Rov w.ihhoM |rn[ lOCFIV/j 2 1 ) 

1UCKFPHR Duke Power Co 80/00/08 Dci.un-i./«l Com/cJ Om/iCIi inoer./nrrrn Con 

?rol Dei,kj 2pp 46550 004 40550.005 

690823027? Changos 0 ro O.i'iccrpcratul.io Err.orgonry P :>r» Irriti'crrohi-r-g ProtOiJ iro 
hP^G/B/ 1000/C6. "Cmc-rgoncy E(;.i prrenl Punchor-al U.eck A Inyr>n1(>;y ' W/08'J515 

TUCKER MU D.iko Power CO 88/08/15 HOpp 46620 270 4titi?5 209 


0807290051 Forwards Rev 20 Lo ‘ Clts.lo Hose C(il:u‘at on Marion' 

TUCKER.HU Diitf? Pew#?/ Co 3 D'C//J9 VOCuflWt CcrUd tOozi.tneiV. Cor- 

Irol Desk) IP 46354 06 1 -4625-1 C88 

♦•0007290059 Rnv 20 ro O/Jsrm Oosn C^'cuio* on KVdru&t " 

R RCH.M L OWEN.T R D>,ko Power Co 08'0?/i6 7po 46054 Cb2»«t>:i!;4 038 

8008020139 FcrworJs pep oipiy OAW )0)C9P. "BavV iCCA Fvaf,«jttjn VfoJa Ajr Ro- 
ri'cuiHing Sioam Gene'atr.r Pi-mts 

TAYLOR JH UaLcOCk d Wlco» Co 88/07*25 NCF13EMG a A 0, v .scr cl Er<;m0C/- 
mg A Sysloms Te:hno:ogy (Post H7041 *) ip .16907 14148397 Ml 

0800020346 I o'wafds mod io 0HO52? amerd lo Tech Spec ro r anlcahon reQ-i'orr.c'ls 
for orjulAnment pressi.ro coni'o 1 sys 

TUCKER. M -J Uuno Power Co 88/07/25 (Jocun oni C^on'.rol flrangh fDommor^t Tor'- 
ircl Uosk} ?pp 46959 02 / 46399 029 

♦■O0Q8O2O348 Proposed Todr Spocs lor Page 3/4 0 26 rn rharumls ol co-dammonl 
P'essu'e (.onlrcl Sys 

’ Duke Power Co 08/07/25 Ip 46390.329 4639J 02!i 

0008040134 Appl car on lo' amerds to L<corsos r,pr J6 A KPI- 52. danlymn loch 
Spec 3/4 / 6 ro erneri|uncy powo' regui'nmcms ler conircl tcoti w.ni'al.on sys n re- 
sp<nse to cor roc live aciion corriiniment m l ER 413/67 44 Foi> p.nu 
IUCKFR.HB Uuko Power Co QB/07#26 Dcci./nerr Ccnirol B'anc'. (Oo-'uiron| Cor 
I'd Desk) jpp 4*424 oi i 40424 li ? 3 

8000040135 Proposed Tech Spots changing req • rr.mnnts re emerge “-tty nnwry for 
Chnlrol room vom lalion sys 

* CnFo Power Co 88/0//26 lUpp 4p#;24 0M-4C424 0?3 

Q808090097 (,cr1.rms arrangnn.onis w/ulil ti» 0800 '.0 mji meelinq in Re;i on ll ofc lo 
discuss pasl pedorma 1 r o ol plant 

GRACE ,J N Roe. on 2 Ole ol ini? U.mcior 00/07/28 TUCALHH 3 G,.ke Powor Co 
Ip 464 71 001*46 • 71 CU 1 

8008030229 Forw»- t 1s Amor.ds 4=J A 42 L tenses NPF 35 & N»F 52 respectively A 
saioly evciLiat 0*> Amends modly Teen Spoc. Tao'o 4 3*1. "Rt-aelcr Tnp Svs :nslru 
rr:cnlof on So vo farce Repu remu-\(s ' 

JAUnOUR.K N Pr^oct U.rocigraio 13 08/O//27 TUCKER h li Dako Power Co 
2pp 46406 311 16406 322 

-0000030233 Amends 49 & 42 ro H- ursos NPI 36 & NP> 52 rospr.c lively An rnnd 
chanyos Tech Specs 4 3-1. "Roacior Inp Sys Insirun-eolai on S..rvellanco nenr i'O 
ire/ds," in do Jure toi^uomonis lo k-sl toacict coo‘i til Itow rates 
MATThF.WS.U It Prc|.?ct U rocioraio H*3 8U/0//2? 7pp 41:406 31 3 4G4Q6 3U> 

-0008030234 SaJory ovtf-MWn supper tm.! Arnands 10 A 42 fj licenses Nf*f #5 A 
NPE 62 foi.pec1.voly 

' OHi.;i> ol Nuc'oar Roar.lor Mc:).il>U>on. Direclcr (Por.l ft/04'1) 8R/07 127 Hop 
16406 920 46400 32? 

0008040089 F onwards Amnum, 5l & 44 rn licenses NPF. 3b A NPP-52. rospcclivO'y A 
bafoty evnl.alion Amtrir)<; nicdfy T t r j# S/>ors jp / at an s npawen oi (bcsci c onor<vor 
24 h lesl run S hoi restart w/lo'l EGF$ load lesl 

lAUnOUR.K N PiC|eci UrcclO'do Ih3 88/07/20 1UCKEFH.ML4 Duho Powcu Co 
2pp 46431 097 16431 109 


l Financial Information 


86 ?i 9 ?k 5? For " a,<j3 Cuk0 f’Ownr Co.Norlh Carolina Municipal Powm Arjor'Cy Numhc 
! c , c i f0,, ‘ tiecinc Mombershp Coopur.U.ve P.odironl Mi.ncpa' Power Auonc 
* Jf™ 'J-, v , Cf pfoc,r c Cooporativo 1087 annual mpls.pnr 10C3 M£D 7l|li) 

. n Y. n t) ’’b t, i >0w0f C<> n<J/ 0U/«» nocum-'d Control Branch {Docu-msni Con 
■'Ol Desk} 2pp 46604 011 -4f:fY)4 164 


•8000190174 “EMC Annual Flnpi 198? - 
HUBHARD J M. EMC Corf) 07/12/31 26pp 46604 070 46604 094 


Ropr.Piod'ronl Mur*m.pa' I ‘owe' Anoncy" 

166-4Q95 4660 ‘^164^^ ' ^ Mt.fucipm Pownr Agency 07/12/31. 22p| 


•*0000040095 Amends 51 S 44 to licenses CPF-35 S NPF.-52 rospoclivoly rnadly.ru 
Tech Spocs to perm.l snparalicn ol diesel jicr.orainf 24 h losl run & k ol /osia/t w//ii/ 
ESI S load tusl 

MAT THEWS. D U Pro;cci Hi'C’Clorato II 3 80/O7/2B 7pp 40431000.-16431 106 

*8000040098 S&kly nvalujlicn suppo-t.nq An.or.dS 51 A 44 lo liccnrars NPE-36 A 
NPF .62,rospnr lively 

* OTIico ol Nuclear MeAClor nrrju'aiioo. Ureclor <Posi 870411). flQ/07/28 Pop 
48411 106 46431 107 

0008040100 Rcguosls T R pub'icato.n ol nolico ol issyarce o( Ari onrts 51 & *14 to Li- 
censes NPF-35 8 NPF 52 fGSpoct.voiy AmGf'ds rr.odilicd Tech Specs to pnrm.l st*;/0- 
muon of dosol Qonarntor 24 h losl lun / hoi resiod w/lull LSF's load lost 
JAUUOUR K N Prcjocl DiredOraio II 3 88/07/28 I IRC - No Oehult-d AH/iaUOf GivOli 
2pp 4643 1 108 46431 iC‘J 


P Operating license stage documents & correspondence 


S8 Svc 2 /mie^sys rWa,d& f0v ' s<itJ P 0( l° 10 fi7,0, C proposal Tech Spec amend ro nuclear 

^ck i^Tr. ,^!ift^rv! C ^ f S. 0 0fl/07/ ' 2 Docurnoni Conlrol U'nnch (Document Cun 
UO Uosk) jpp 46JQ4 166 46304 15<J. 


88G8Q2QQ46 Corrected proposod Tocn Spocs pngo.clar. lying mlo ro r-.i,c!oar sve wator 
' DuVe Power Co 00/07/1? ip 46304. 1 60 46304 159 


86 |°c”pn,rpi S°VaiCcY H Feo |)0il? Uri1 1 8 1,0 ' 6 ,0 u "" 2 l " sorv ‘ to los!,n 9 p,< -U-o 

09ew '• :n, n,i "' Ch 'Occ."^... Co 


00Q8O4O337 Summaiy of 800719 moutiny w/uUl ro <3*<?C1 gone.'nf-on response spec Ira A 
snutter roduCt cn program Attendarco l.si & plot of svte spec.Uc speclrnm end 
JABDOUR.K N Project Drocio-ate ll J 88/07/26 Projed Di-c-Cloraio 11-3 OdY 
•16426 303 46426 300 

8800050103 Summary ol 880/18 mcolmji w/ol»l ro stalicn sa'ety review ijro.rps RelalCil 
mlo end 

/fCOD.D RrOiOCl nr^ciofdlO d-3 80707/28 P/0|UO( Oi'MCtorafe lf*3 innn 4643U 0W6 
4F438 111 

00050502 M rorwa # ds Amends 50 £ 43 fo t menses NPF-.l'r A NPF 52 

fos(:eclivoly.safc4y ovaY/alion & not-co of issuance A morris rnv.se Tech Spoc 5 3 1 r© 
fool assemblies 

JABUOUR.K N Prof Cl D reUomie lid 0W/O7/28 HJCKfR R B (Duke Powar Cn 
2pp 46145 25? 46445 206. 


” 8,8 0u 2 o°Pr!L? r' MS "jfl w,v ' co T '«W*9 Program ter Pomps A VaVos “ 
uu.D Power Co 88/07/13 uopp 46305 094-4690r# 1/3 

8 8 fi plv ? J M h L m S I? c n S r? 10 r0lA ft>| T y0Sl ,ot documents I cm-^rls App a docurnc 
GfllMStEY DR MnrP P S d ^ um , r,nl ^ <mf FO:A 6w».ppU 3 ns 3 & 6). 

L«Cons-nn n'nr H . N , ' N ° n ° 1a,kj;J on Gvon 88/07/14. FELTOM.J.M NuC* 
L'cons.nj Ropcda 4pp 46501 149 46501 163 

88 a 0 skoS?ru a a r< ? l,y ,^ lhhu ? r<?p1 of 04 mol loam v.s,1 lo Orunswick A CaU 

SN F2LK J h a A^ 01 S , VC .? Flw,n l ‘ iC ' 1 ly & reg on ofes 

29 MuriLFY ri nrr 0f N V c J car Rnac10r nonijiaiion. Director (Post 87041 1) 88/( 
46S01 169 46501 170 ° ° NuCl0af Reactor Rog^laiion. Director (Posi 870411) 2 


*0000050201 Amends 50 & Ad io Licenses NPF 35 A NPF-bP/ospcr.tM/ Amends 
change Tech Specs 5 3 I ro fuel assomb'ks fo p,-ovido r.ci(?fisei1 lloxitntity n <%unslit<i* 
lion ol solid sia.nless Steel rods 

MATTHEWS.DB Projecl Dnertor.ilo 11-3 G8/07/20 6pp 46446 25-1*40445 PFjS) 

•8808050262 Saioly evaliiQliOh suppuriing ArrnmJs 50 & 43 to l icenses Nl-F-JB A 
NPF52.rospOCi.vc-ly 

Ollico of Nuc'oar Reactor Rogulanon. Drocio-r <Pr>si 0704 1 n 86/07/28 3nn 
46445 260 46445 262 M 

-0008050263 NOtte 0< issuance ol Amends 43 * 50 lo Licenses NPF-35 & NPF- 
52.mspoci.vo'y. f ovising Tech Spec 5 3 1 ro ko! assomb ios 
JAUOOUR.K N Prcjcct Directoraio II 3 8B/U7/20 Ipp 46445 263-46445 266 



uul/ r\t i tzu 




89001 10063 Fo.-vva'ds plan prCv'd ng hyo'oye-i 8 sloam re'easo l*.i$ lories to conian 
menl for spectrum ol acc-O'ii soquerces using MAAP 4 or nechar.isi c par* on o' cal- 

CU^llO^ 

TUCKER.H U Ouko Power Co 96/07/20 D 0 C 1 . 1 r.em CoMrcl Branch lOocumeni Con- 
dOfCeskf 62pp 46$l t 051 :65l 1 153 

6800090256 FcrvM'Cs response lo Gu-bi C Lir 68*05, ‘ec'ic Ac 3 Co-rosion ol CtVfcon 
Stool Reader Prt>sVj.*o Boundary Compcnd'ils n FWH Plants ’ 

TUCKER HU D.ike Rows' Co eft/08'01 Docunenl Corbel branch (Docjrru'il Con- 
trol DosV; 5p;> -104/1 022 46471026 

0GO816COJ9 Advises lhal uli recent y received E~Hi rosulis cf study o' signal va dal 0-1 
ie:hn q.jes Ut I w.ll iov.cw resu'ts & subm l aoscrp’on of p*a:ired .r'.prcvorr.onis to 
ctiirom SPDS aata vaida'ion muthodo!:^/ in laio i98fi 

TUCKER, HB Cjko Power Co P8/03/02 Dccuner.t Conlro' Branch (Docurnor.i Ccn 
Ir ol Oesk) Ip. 46559 257 46550 ?£i 7 

0800240295 Inlrvms that foiiu'la Ol f,1u»am rjorcfHlc* lube fuotj ‘0 aralyss den ons Italic n 
runs co r.ptolCiJ Operators tos‘ed cn srruiabr in ah ily to respond to fupiuo evcnl on 
600509, 13 8. 23 Five 1 no -k.nl cal aci ons >isied 

TUCKER M 0 Ou*« Pc>\cr Co Q j'03'03 D;n/wn I Cosiltcl Branch (Oocuwil Cot 
ho Desk) 2pp 46n.P/ 150 40827 350 

86001000 14 App lira lien lor amends lo iconics NPF 35 & f;PI-52.rnv shy Tech Specs 
to relk-ci change r 1 aduaton ic^ic 'cr imcioa- sve water sys A lo ai!o<v 4fl n wauor ol 
tempi arco 10 a low rp errenla'or i o' mod t oo pa d 

Tl.'MER HQ DjiO Power Co. 8U/C0'O9 Document Cor.vol Bvirch lOocurnoni Coi 
IrdOftSk} 3pp 46500 108-46506 1 19 

-0800100017 ProooseJ Tech S^ocs TaWq 3 3 3,fC' och g charge h actuation logc fer 
ru'Joar sve wa«H Sys 

' 3u»e Power Co 6d/06'C9 9pp 4650F> If 1 46689' Ut] 

0800170344 Advises Ihol mil 660AC9 reoLCal lo c.ha'*QO Tech Spec Tab'o 3 3-J.Uot 
14 g to ruclna' svr walef SyS swapovor i-ogc lounj unacceptable fer waver O 1 tempi 
neco 

M4J7HEvVS.DB P-ofecJ ClwctcrrtO HO. 89/03/v.? Ti.CKER.HU Dj*o Power Lo 
2C P 46551 255 4056 1:256. 


0807210210 NHC ir*o Nol.ce 08 052 Taiiri; cl Inif a., retire Tanden 
Appl cater Rrachytneffipy D.tv-cos Uu*n.j Pptirjnf T*eatrro r il ” Svr 1 s! 
CUNMNG'^AM.n E O v sion c' l*i<l.isif »a» 8 V.cccal t;-,s:lcar SqIgi 
BU^ 07y 27 Co'so'ieaiod Fd son Co ol New York. Ir.n 106pp. 483^ 

0807220034 NnO ln»o Molxo I'O 05.1 "tjLorsoo Vmlo! uns ol NRD - 
Led 10 Mecical Diagnoslic M SHti'nn sir nl on*-. ' Svt I st one I 
Cl, MNlNGMAM R E Di».son ol lr.iJ.,str.T A Wodinal Nurlua' Sa'cl 
83/07/26 Co ns cl daled EcJscn Lo ol Now York Ire lUfcpp 453 c 

8007220192 NFtC ,nlo Njl co 00 054. Kniu'o ol Crr.iit Breaker FcJ 
ol Arrptuclo - Di'cct Tc p Ati.i^l-rnnr.l * Svt ’isl rtrttl 
ROSSI.C E Divisio". of Opcia'.ciMl Hvi'r.ls As^ossrrcni {Post 87i 
Ccnsol <?alcti Fd.sc,r* Co ol Nr.v/ York, Ir.c 1 y\ pp 404 \ 7 020 40117 

BB0726001 9 NRC lr.‘p Np'w Ad 055. PolonM Prnf:fc-is Ca*,s CJ 
ESP Swr.g Bus “ Svc ‘isi en^l 

HOSS.l.C L Divis.ori ol Cpr*ai nnal Karris Assossmenl {Posi 67i 
Conso daind Ed sun Co ol New ire I 21 pp 4 ti.vj? 12146437 

QB08030289 Suftpl 2 lo NHC H./lnim (111 035 5NoncofHc)*m rg Ma! b £ 
Suprl us. I or. at Fo'son.Nj A We si Jnrsny Mfg Lo a I Wi ‘ia'«*s?nv,n^ 
HOSSl.C E (3 vision ol Gkoraliona' r virus Assossmonl (Pnsl 87i 
Ccn sehdaled Edison Co of New York ln-j I4<jpp -1C53IH21 4GL30 

BQ07290008 Supp* 2 10 NHC Fk.llotin iPVOOb, ’Thermal Srossus m Pif 
RCS ' Svc I r,t oncf 

ROSS .C E Dir.son r/ Opnra liona 1 Fvmls Assnss-n ini (f’oai 0/1 
Consol daioJ Co of New Yo*k I*il I21pp 4ti$g-1 00 1 - 1 H 5 C 4 . 

08072901 1 1 NHC: Ir'o ff.il.i* U8 0f.fi. ' Pr.lcrnti.il Hrcjdkr.ns W/S.'Cd-O 
f’enelrm cn Sea s Svc l.sl ‘nri 

HOSSl C L UiV.son ol CpvnUtr.il Fvitnls AssnSSrront iPosI 0 7: 
Co-soid-ltod Edscrfi Cu of New Yoix. Ire 1 23pp ‘.Ofi/i 175 4b6G9 

0000100279 Ack rccuipl ol 9637 13 lt< •i' , onn.n;| NHC. ol slops la^en to 
notf.rj m isp Hf.pts 50 413/UH 11 A 60 4 14/8!! 14 
GflACC.JN Hecipn 2. Olr ol Hu. Dree l;.r RH/CH/tM lUCHEH .-li 
Ip. 48003 003 46650 00:1 


8000190270 NrHihcal up ol 0009*4 rooing w/O&W 8 ui I n Hockvila.MD tD d-senss 
3AW lopico ropi on RSG £la"i safoiy ana./s«s appl ration 

HSI.Y Reader SyMOrr,? Branch R8/08/1? hOwGES.M.V/ Hooclqr Syslen s Branch 
2pp. 46596 116 46596 117. 

8008240003 Afipl iaiicn fo' arc*r.ds L-oensos NPF-35 & NPF 52. 

respe '.li vely ,al ow.rrj two ndcl Igoi cycles lOr reisoljiicn ol ro'd log accairtlaicr ir.slni- 
noniai cn issuo 

TUCKEfi.H 3. Dukn Power Co fl( J/CtO/15. Coci.rreaf i orVof Rrni’ch {Goarmorii Ccn 
ircl UOSk} 7pp 46630:073-460.10 079 


O Inspection reporla, |E Dullctlna & correspondence 


0805200295 NHC Inlo Notice 80 032. "Promni Hopo i ng 10 NftC hi 5 grulcanl Incidems 
Invclvi'ig KaJ oaclivo f“Aail ‘ Svt list oncl. 

CUNNINGHAM. R E O.v.SiOn Of !n:fu&**ial A MoijiCal Nuclonr Sfifuty (Post 070721) 
RB'05/25 Ccnschdalod Edison Co ol Now Yc'k. Inn 120pp. 4Cr>ftH: 170-461(10 293 

0807260005 Ack rccc pt ol 8806U0 Hr mlcrir ng NHC Ql slops taken lo correct xiolai on 
in insp Ropis 50 4 13/R0. i5 S 00-114/63*15 NRC. (loos r.<;t fiepco lhai Viol a lion 414/ 
86 15 07 bo c'ass as l.ccnsco ldo.ii.5od vulal oi 

REYES.L A fle&icn ?. Ofc cf iho Droctor U8/O7/07 TL'CKEH.M B Duko Power Co 
ip 4G235 297-46265 20? 

88072601 11 Forworda asp Hop's f.0-413/06 22 & 50 414/68-22 en 080526 0625 & 
nctico ol vioiat on.Atten: on lo unresolved iiom reqjosind 

BROwNlEE.V.I Region 2 Cfc ol iho O«*ecio r 80/07/08. TUCKER H D DuVo Power 
Co 2yp. 40501 ?Af. 46301:260 


-0007260117 Notice ol vio'a*-on frem r.sp on 800626 0625 Y/lo'ai on roio<J porscnnel 
oxcoedod even mo gu'dahTos on numerous occpskwis durr-g Jan A Fob tUOG w/o 
p*< 0 ' approval 

BROWNLEE, V L. Region 2, Cfc ol iho Director 00/07/00 ?pp 46301 240*46301 250. 


* 0807260121 in up Repls 60 413/80 22 A 50 414/09 22 on QE0526C625 Vo'fltoas 
noiodMaiof areas inspected p‘ am operator's sjrvo,lanco & mani 

obsewahons rovtow o' Icensoo noruoutino evc“t repts & prr vlousw idoniifiod items. 
VAN DOORN.PK. LESSER.MS. PGE9LES.T A Rec.cn 2. OfC cf iho D.roc!or OB/ 
07/08 ICpp 40301:25 1- 463D1 ?60 


8006040205 inlO'T-s thai plan's do not uso any ol GE UFA relays w / latcfvng rr.echa- 
r.sms in any safety tola ted applicaliors.por IE Bui ol n ao G33. 

TUCKEfl.HU Uuko Powo* Co 88/07/13 GRACE ,J.N Renon 2, Cfc ol fh.o Urecioi. 
2pp 46431 297 46431 296 


8007260255 Respords to NRC 0BOG1? It f re Sover.ty Lovol IV vio’ftl ons r'Otcd in 'nsp 
Hepis 50 413/86-18 A 50 414/afl. 13 C-orrect-vo actlonsnow s’opwalchos that can bo 
caibrated bought A put h svc & co .b: scfiodulo established w/m'g 
TUCKER, HQ. Djko Power Co 00/07/15 Dccuinam Conircl O'anch (Doctmonl Ccn* 
irol Desk) 4pp 46297:005-46207 058 


Q0OO24QI35 Kina 1 response lo I OlA ruguusl lor ilr:c.i a tmri1s Aop K do< 
l. ducumeriis parlijliy Culeb-d «is o-.i«-*i:lr* sro.:o of fuquusl App M <1< 
w.fl»*icKd (foi FQw\ Envm&tjo 5 i 

GniMJiLEY DH NHC • No Urbnhul Aft lint cn C.ivon f!6/Cfi/04 l\Q. 
zor'*s CnliCG’- Moss lirergy Pruh'cl ( | p 106U1 335 4f,5!ll 342 

•♦86001 10018 FoKwards NHH SALI' -rpul basuil on mn SALP ova i.ah 
evaluations prc|m*ud d-riM|| SAt P f)>.i 1'*ii4 - May UUti period Ro 
lion end 

DUOLEY.R.F. Pwn Proircl Uru. loram 1 86/08/01 KIMSCH.D V 
ll rj Gaocior flip;) 46581 843 405'»2 1 *2 

C800020Q95 Nft<* Info l«‘oii::e UH 05/. ‘ i'olfjntml l oss of .Snfu Sf'utj'ow 
fo f^omafiiro S fun Co-ifrcih'd Roof 'i«;* t uiliire " Svr: f st cncl 
ItOSSi.CE. D-visun ol Opi>ifi!i"ial Events Asr.usbiront (Post 8/1 
ConscEflatod Edison ( 0 of Nuw Yum. Ir.', I22p;« 48 ".59 125 46459 

000802010? NRC lulu Nofco 88 058. Potential Problems W/ASEA i! 
6 H. Tmio CvcrCy-oni Relays ‘ Svi: Ki nrrl 

ROSSI.C F. Div.siou l> 1 Opo.-atonnl Evnnis Asst-ssiront (Post 07i 
Cov.sol rlalod Edison Co of Now Yct-v. Ir-c l20pp 46598 001- 40038 

8000240156 Responds lo NRC 90O/8H ih re Sovtinly Envoi IV v.o'a 1 . 
Rop'.s 50 4 13/80 22 S 50 -114/00 22 rorco'n.-ig irisnlorriroiaiicn of 
TUCKER. II B Diiku Powui Co 0H/C0/OO IXuairriuri! Control Qf. 1 inch 
Iro! Desk). 3pp 4G636 271-4(*ti35 2/3 

0800030112 NRC Info NohCO 66 050 ‘ MSIV (Turfo Rail Fu'lu'O m V 
Svc I st oncl 

ROSSI.C E O vtsen ol Opotaiicral Evrvrts Miaumrvnf (Posi V7i 
Coiibcl daiod Ediso'i Co of Nnw York, In- 121p;i 40407 0114646? 

6000040082 Supp! 1 10 NRC Ir-'o Noi-co H0-CO4. Inatfoq.min Cunh'cr 
iftlion ol F ro Be.'fier Ponouaiion Sr.vils ’ Svc i.st oncl 
ROSSI.C E Divsion ol Cporationul F.vnms Assor.sn’ont (Post 671 
Consol'd aiod Edison Co ol Now Ycrk. Inc l?1pp 46658 205 46656 

88000S0135 NRC Ir'o Mot.cu 0O-OhO. "learJuguAin Dosign R inuio lai 
Penctraton Seals ” Svc iisi ou-:i 

ROSSI.C t Divsion ol Coo/ational Evu*r»ls Assossn»onl (Post 07 h 
C cnso'hiared Eti,&cn Co ol Now York, frv i?3pp -16560 208-16570.' 

880005824D NRC Inlo Nofco UO Obi. ’Conlrol Room Ha1>ilAb:lily * Hi 
Opera! ng Expnr.onco “ Svc I, si cncl 

ROSSI.C E D. vision ol Oporaiicral Evonis Assossmonl (Posi 07i 
Consol daiod Erfison Co ol Nuw York. Inr I25pp 4f,5iM 312 4G595 

8800260097 Ack race pi ol 0RO715 Hr nlormng NRC ol slops lako'i li 
nolod in Insp Ropts 50 413/80 10 S 50 414/U8-10 
BROWNLEE.V.L Region ?., Ore ol iho D rocicr. 08/00/1 1 MJCKEH 
Co. Ip 46643 194- 4684 Q 104 


8007200162 Suppl 1 to NRC inlo Nolco Ga 04G. ' i censoe Ropt of Do feel, vo Rolu'- 
b S'-ed C rcuil Brea- ers.’* Svc I Si en d 

ROSSI.C E Division ol OpGrat-onal Evom9 Assossrcrl (Posl U70411) 88/07/21 
Consol daied Edison Co of New York, ”nc 125pp. 46388.054 46388 170 

0800100162 Dscuss-es 600701 Onforccmonl conferonco ro onv ren qual fitalion of dec* 
eliondoos, summary fi haedoul encl 

? rt RACt V. JN Rc fl !0rk 0\c of Ihe Director 68/07/25 TUCKER.H B. Duko Pcwor Co 
49pp. 46498.109 46499 157 

8807200240 NRC Bulletin 88 003. "ThlmfclG TuDo Th nrung in. \V 03 t , r.Q v i£)J 90 Reactors ” 
Svc I si encl 

flOSS'.C.E. Division ol Of era 1 onai Evbnls Assossment (Post 070411) D8/07/26 
Conso idaiod Edison Co of New York, Inc I23pp 4634B 0/0 46346 192 


8008050295 NRC Inlo Not-co Oft 062. ‘Rocnnl Fmdr.gs ro Iniplomonl 
drams by Suppliers of Trnnspon Packages “ Svc list cncl. 

BURNETT. RF. Division ol Safeguards & Transporlalio.n (Posl 971 
Con&olidalud Ed.scn Co ol Now York. Inc IGOpp 4C51H: 155-46501 

0808290006 Sub.-n.ls supplomenial rosponso to 0700 10 & 8R0229 re 
bons nolod in insp Ropts. including 50 200/67 24 50-2/0/87.2 1. 
369/07*20,50 370/07*20. 50 4 13/07-22.50-4 l4/ft7-?2.50 269/U/-53 
TUCKERJi.O. Duke Power Co ftft/Oft/12 Dorun.oni Control Branch 
iro! Desk) 3pp 4660ft 04ft 4bflB6 050 

0806090264 NRC info Notice ftft 063. ‘ Hgti Rad-alion Hazards Frorr l 
Detectors & Cablos ” Svc list oncl 

ROSSI.C.E. Div.siO.n ol Opcraiional Events Assussmeni (Posl 0?( 
Consohdaled Edison Co ol Now York. Inn 1 lOpp 46569 065 46559 


DOCKETED ITEMS 221 


ftftna240294 Natif'OS o f miontion io mcoruo/olo ASME Codes Case N 401-1. Go ter & 
F/essu'O Vessel" <n!o msorvico msp pprogrAm Coda case oncl 
nr Km H 9 Duko Power Co 88/00/ 15 Oocumcinl Conlrol Branch (Document Coo- 
Ifo' OeA) 3PP 4flG30C97.4GW0.0n0 

e8081 10206 NRC Info Notice 89 0b4, "HopofUrtg Fi«o9 in NuC'COf PfOCuss Sys at Nuc’e 
ar Power Plan's " Svc I si onrl 

POSSlCE Uvisicn of Opoialionnl Evonts Assessment (F^osr 87041 1). 60/00/ 16 
Cor-sol daied Edison Co Of Now York. Inc HMpp 46643 091 46643 104 

8906120327 NRC Into Nolco 00 060. “ Inadvertent Dm ringed of Spent Fuel Pools’ Svc 

HOSShCE Ow.slon of OptMiilicvuil Events Assossrr.oni (Posl 070411). 08/06/10 
CoWo'idated EdiSO/i Co of Now York. Inc U?3pp 46628 01 1 '46528 133. 

88-08160302 NRC Inlo Nof cu 88 C66. Industrial Radiography Irsp A Enforcement ” Svc 

SghAMRE Div.son ol Industrial & Medical N-clonr Safoiy (Past 670729) 
06/09/2? Conso'idntod Ld-sOnCo. Of Now York, Inc 90pp 46628 134 46628 223 

86C8160414 NHC lr<0 Nolle** 60 067. * PWR Aux.'inry Feodwato: Pomp Tuibno Over* 
speed Tfp Faljro " SvC list oncl 

ROSSl.CE Divison of Operational Events Assessment (Posl 870411) 80/08/22 
Ccnso' dated Edison Cu of Now York. Inc 123$>p 46043 106 46643 22/ 


r Periodic operating reports & relatod correspondence 

8907260039 Mouthy operating f dpls l(jr Juno 1086 for Catawba Nuclear StatonW/ 
”eS37l6 Hr. 

PEAVISJA. TUCKCH.HU Guku Power Co 88/06730. l7pp 46288 291 46289 307 

680819001 1 Monthly operating rupla for Jul 1080 fer Cntnwha Nuclear Station Unis 1 A 
2 VV/6608 1 5 Hr 

RFAVlS.J.A., TUCKER.)! U Doko f’owor Co. 88/07/31 I4pp 40508 200 4C598 22 1 

6806230285 Forwards seventh ijuurthfly updato to iir.il sla'tup roplpur Tech Spec 
69 13 Sioady stale piping sys upumticnnl v-brntion monsurornoril not compioio 
TUCKER HO Ouko Power Co 80/08/ 1G Documoni Conircl Branch (Documoni Con 
tro Dosk). 2pp. 46607. 1?0 40607 130 


S Reportable occurrences. LERa & rolotod correspondence 

8808010142 PNO II 88 044 cn 8807 IG.renctor hliul down lor repiw of la led Chfl'grij 
pump 2A Shutdown exceeded 48 h.Cftuso ol fn/uro under investigation Os assembly A 
rep'acemenl of pump rotating olumunt nocossniy Startup uxpucioj ori 800731. 
flwNSER.Q Rr>g:o rt ?, die oMho Dimclor 88/07/18. Ip. 40363.324.40363 324, 

9906040103 l EH 88 U?3 80 on 0l3l)62O.mnin hrodwtunr pump h.rbne 2A aulomaVca'ly 
trppod on low buar.nn o.l proasu'o Gmisod by I.Tlod Cui'or Hammer Model E30JY8 
pushbutton sw.tchFm/ly pnslihullori svvilrh replaced by purcoino 1 W/080720 Ilf 
TOnnEJG .lUCKEIl.H-B Duke Power Co 88/07/20 10pp 4G131 160 40131. IGD. 

8908090261 LER 80 024 00 on n88G22,turbind driven flux lm»y fcorJwati.r pump automat- 
ic start duo lo loss of tilturnplo control powor. Cat. so undotorm nod FVoaaLre 
Changes implornonlod VV/800/22 llr 

10RRE.J.G . TUCKEn.ll (i Duke Power Co 88/07/22 7pp 46471 000 48471014 

8809090251 LER 00 025 03 on miG»2<l.nulom«l c ronclor trip occurred duo 10 lo lo 
steam generator iovnl Gai/bOif by pmonnol error. EviStng common cation meihods 
wl bo Ovfl'ualud & improved. W/880726 Hr 

TOnRE.JG.TUCKEn.H U Duke Power Co 08/07/28 7p|> 40478 003 46470 CCD. 

6808240212 LEFT 87 02/ 01 on 87031 5.rnncior trppcd manu«ll y Caused by Icodwater 
ccr.'.rcl vaivo circcil card failure Ur.il Mobilized in Modi* 3,ctcut card roploccd & valve 
returned to svc W/88081 G llr. 

TOnnE.JG. TUCKFn.llU Duke Power Co 80/08/15. Upp. 46636 122-46636 132 

980824Q263 ICH 88 026 Q« on 8807l?,Mmt bhutifown lurried by Tech Spocs duo 10 
■noperablo cMom:cal /I vol conlrol 8y9 centnfunol Cf‘arg:r.O pump ?A Root cause for 
pv,n p laluro not idonliliuil Pump replacement Iniilaiod W/8QC016 Ur. 

TORRE.JG. TUCKEH.II U Duko flower Co 08/08/lfi. 7pp 46626 213 46C2C 218 


00CKET 50-416 GRAND GULF NUCLEAR STATION, UNIT 1 


f Security, modlcal, eniorgency & firo protection plans 


8807060620 Gonoric Hr 88 10 ti> all powor reactor licensees & holders ol Pari 05 ap- 
proves ro pu'Chaso ol GSA opprovod security conlomom f»vc ‘iSl oncl 
MlRAGUA.E J Associalo DifOClOi for ProiOCtS (Post 6/0411) 00/07/01 Conso'idated 
Edison Co of Nuw York. Inc- 3lpp 4G3QU 203 46306 32D 


6807260006 Revised omorgor.cy phm imfilomcniing procotfuros. nclud r.g Rev 14 to 10 
SOI 1 , “Activation of the Emorgonuy Plon“ & Hov 7 IO 10 S 01-7, ‘ ACUvaten ol 
fcrrorgency Far-liiios SafOty- Rolatod ” W/060715 Ur. 

K'NGSltY.OD Syatum Enorgy ftosourcos Inc 80/07/ 1 & Documoni Conlrol Branch 
(Oocumont Control Desk) 3?pp 46300 157^16300 248 


6807260277 Forwards ’’Grand Gulf Nuclear Slat on Exorciso Conducted on 071117 10,“ 
ol fbi: partic-pation joint OKorcise No doficmncios noted Two oroas requrmg corrective 
acion & several areas rocornmcndod for rmprovomeni identified _ _ ^ 

KRlMM.R W Federal Err.orgoncy Maungemont Agoncy GQ/07/15. CONGEL.F J Divj- 
soa of Radiation Proioction & Emornency Prnparodnoss (Post 07041 1). ip 
46291279 46291.323 


-6807260278 'Grand Gull Nucloar Station Eneroso Conducted on 071 1 1 ? - 1 ^" ___ 

Federal Emorgoncy Management Agoncy 80/02/26 44pp 46291 280 46291 323. 


8608040247 Gononc Ur 88-1? to an powor reactor licensees A appkcanis re removal of 
;?J*° ,0ct ' on ^OQuiremonls from Toch Specs. Svc list oncl 

^iPAGUA.F J AssocUie DiigcIoj for Thoiecis (Post 87041 M 63/08/02 Consol dated 
Edison Co of Now York. Inc 62pp 464G3 201 46463 342. 


8808240019 Ack receipt of scope & cb.ecl.ves fo.* plant rad;0'ogca T emergency pre- 
paredness oxer ciso for 801004 

COlllNS.D.M Region 2, O'c of the Director. 08/C8'O8 KINGSlEY.OD System 
Energy Resources. !r.c Ip 46520 252 46629 252 

8806240179 Forwards FEMA exercise evaluation loam topi for 071117-10. No delioen 
cies :denlil.cd 

COLLINS, D M Rogrn 2, Cfc ol Ifce C.rector 88/00/00 Klf.’GSlEY.OD System 
Energy Heso^rces. r c 2pp 46626 197-46616 247 

880824015? Advises that 880531 Rev 17 io emergency plan meois slds of 
10CFH50 47(b) 8 tOCFRtO App E.excepI for noied item re respO'is b l.ty ol ccrpo-eio 
eniergonCy cir comir.urica'cr 

COLLINS. D M Reg on 2. Cfc of Iho Orocfo' 60/O0/C9 KINGSLEY. O U Systom 
Energy Fteso-jrces. lnc 2pp 46527 267.46627 2B0 


H, General correspondence 


6808310062 Requests NHC action to re'icve unduo risk posed by RWR Ihorrnai hydraj 
ho inslab Sly NRR shoo'd Issuo order requ rmg a i GE BWR I COr.sees to subm.i ropi ro 
NRC w.ihn t yi dett^ostiat ng corral ence w/GOC 12 Rclalod into oncl 
FIIATT.SL Ohio Citizens ?cr Respcn$ible Energy 88/07/22 Cffi.e ol Nuclear Reap 
lor Regulation. Orecior (Post B704 11) l2pp 4672/ 025 46727 05B 

680604031 1 Requests change *o disiribjtian 1st used 1o-‘ NHC correspondence io L- 
censoo as sioied.offectivo immouiate'y 

KINGSLEY. O D SysiQm Energy Rosou'Ces. Inc 88/07/2/ Oocumeni Conlrol Branch 
(Docurr.em Conlrol Desk) 2pp. 46435 332 46435 333. 


P. Operating license stage documents A correspondence 


8607270173 App' cation fo' amend lo License NPF ^o.chgngmg plant siaH Organization 
to conscWaio COrttrn engnoeing poisomo'. & functions n njcfaar operations Sfo 
emon zat-on Fee pad 

Klf;GSLfY.OO System Energy Resources. Inc 80/07/15. Documem Conircl Branch 
(Document Conircl Dnsk). bpp 46307 1 50 4630/ 159. 

-0607270174 Proposed Toch Specs chang ng plant staff orgamzat on io ccnso'idafo 
cc-rle n nnn r.eonng personnel A functions 

* System Energy RnsourCOS. Inc 68/07/15 Ip 46307.159 -163D7 159 

66060401 13 Requests thal onlcrcomeni discretion ho exorcised on Tech Specs Section 
6.5 I 2 & 'islod liqurcs te COhSO’ida* cn ol engineering expertise into one depl roeem 
rnordaiicns Of 1907 evaluation 

KINGSl.liY.O O Systom Energy Resources, .'nc 00/07/15 GRACE.J N Region 2, 
Ofc of it-o Direcior 6pp 46432 156 46432.161. 

0808060220 Exp-esses approcation ter part cipotion n 800604 UWR Siarlup & Operat- 
ing Expcnenco Ccn'orenco IV.Agenda end 

KINGSLEY.OD Syslo/n Enorgy Resources, fnc 80/07/19. GRACE.J N Rogcn 2. 
Ofc Of Itio Di'OClOr. 2pp 46437 116-46437 117 

8808030302 Forwards US Supromo Court decision in chse «o Mississippi Powei & Light 
Co retail ratu filry to recover FERC mandated facility costs Decision remuves I nan- 
ciai uncona ntios VV/o oncl 

CAVANAUGH.W System Energy Resources. Inc 83/07/20 GRACE.J N Reg on 2. 
Ofc ol tho O rector tp 46412 333 46412 333 

6006010172 Notil cation of BB0728 meeting w/uti In RockvIlo.MD to discuss llcens*ng 
actions associated w/ihrd reload for fect ilv 

KINTNER.L L Projeci D rt'Cloralo IM 00/07/21 ADENSAM.E G Pro|0Ct Direcicrolo 
II- 1. 3pp 46359 203 40350 205 

BB0G0 10205 Forwards environ assessment & linding ol no signihcanl impact re 660408 
appl cation for amond to license NPF.29. supp’emented on 880621. changing Tech 
Sooc Table 4 0 \ \ 2 i ra diesel <;r,noratcr test schedule 

KINTNER.L L Project D-roctorata 11-1. 88/07/25 KINGSLEY.OD System Energy Re- 
sources. fee 2pp 46371354-46371 358 

.-880B01020B Environ assessment 8 finding ol no significant irrpacl re 080406 applica- 
tion lor amend io License NPF.29.3upp r enr,emod on 80062l,changing onsiie diesel 
qonoraiof lest schecVe by chang ng criterion for moro Ireqjont io3ting 
ADE14SAM.E.G Pro.ecl Oirectorate ff \ 08/07/25 3pp. 463 71.356-463? 1.358. 

8809020126 Forwards notice of consideration of issuance of amend io License NPF- 
29.changing Tech Spec 3/4 3 1. ’ Reactor Protection Sys instrumentation," A associ- 
ated Bases 3/4 3 i io increase surveillance .niorvais for channel funct on 
KINTNERl l Project D reciorale IM 86/07/25 KINGSLEY.OD. Sysiom Energy Re- 
sources. Inc 2pp 46382 224 46362 229. 

”6608020131 Notice ol consideraion of issuance of amend to License NPF-29 A pro- 
posed NSMC dotorm:nai cn A opportunity for hearing Amend revises Tech Spec 3/ 
4 3 J ' Heacior Pro*ection Sys Instrumentation,” A assocalod Bases 3/4 3 1 
AOENSAM.E.G Projeci Orocio-'aie 11 1 88/0//25 4pp 46382 226 46302 229. 

6608040 U? Application fg' amend lo L'COnse NPF-29. luslifyi rt y doleticn of fC|OCt I no A 
region of Toch Spec Figure 4 74 1 A third sample pion of Tech Spnc 4.7 4 e3 Fee 

R?NGSI.EY.O D Sysiom Energy Resources. Inc 88/07/25 Document Control Branch 
(Documonf Control Desk) 6pp 46435 298-46435 306 

-8808040(50 Proposed Tech Specs.|ustilymg deletion of reject I no A region ol Tech 
Soec Fmure 4 7 vi A ih.ul sample plan of Tech Spec 4.7 4 e 3. 

• System Energy Resources. Inc. 80/07/25. 3pp 46435 304-46435 306 

8606020186 Forwards notce ol consideration of issuance of amend to License NPr- 
29.extendirg implementation date Ter Reg Guide 1 97 unti* fourth refueting ouiage.per 
880701 appl canon A 

KtNTNER L l ProjOCt Difectorate IM. 80/07/26. KINGSLEY.OD. System Energy Re 
sourcos, Inc 2pp. 463B6 165 46986 170 
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lCcc..-i. 'l Con-ol Dc('.| Spp 46421 3o5 41.431 370 
.0000040,45 P-opcsod .040 w. -o Wi-Jjcn 0- 34 r, 90.40,0,0. -on !,o-n 

t «£ »* ^1"o «42, 372 4042, 270 

8008030360 WW 0, 8o08,5 nccug *7 k ,4 „ n o :0v. ,0.K-L' » <!*«»» '««*« 

»«»'» «•«*•*« P, 0.4=, 0,0.040,4,0 

I t 3;,p 463?t>243 4U?b?46 


r.y */»>• l IT* Pock . re AID lo d so.s:> uroposed 


8806030000 t.s: ‘ c*' on c* BK051S 

’lI'ftwStt'K, 0-0-4 IM 88,07,27 A0Ef.SAM.E0 P-O.cC OofClCAK: 
tM ‘.i'P 4&«0 2&M64CO 26? 

KtN?N>AL fS'SS M 1" 6^07^2 7 VjNG^ System E<-0rg/ "e 

bCumcs In: irpp 464J9 055 464*'9 C 5V 

8000040361 Fc'wa^s Arsc-nd 46 to hcfnfo 29 ft sa^iy ^a-uahon /i‘ n £ ^ 

. h T 0 -h Qcp"^ hv rca'aCHD FiCIj'OS 6 2 ? 1. OHSilO Orgd 1/3- OH & o2c . 

- UniM>i»'waiV'T ~v.( tCQi,toTcm r-ai capium obsooiiai aspects cf ovja < 'i/ai«>n 
kVnTnKll l4oc?D.'ecic'a-* H i 06 07/29 KINGS- tv on System Energy Ro 

tC‘jfCt'5. In.* ipp 4G4J6 266 46426 301 

-8908040363 Amcr.j 46 to li:en ; e UPr ^.it-vs-'O Teed ^7 IhTi 

6 2 2-t Clis ie C:gar., ? a-0.T' & 6 2 2 1. "Un: 0'ga'.*a‘on w/reqj -omenis ihai 
'arture es?e , v 3 a»pcc*.s ct G'gan rai o*i siructu.e c 

ACENSA*/. f G P'ajct'. Oi'Ciioia'C It ’ 0a'O7/2d 9pp 4642b 288 *»6 *2t> 29b 

-6808040354 Safety eva Uoit.cn support rg Ato-J 45 L-ccns^ NPr-29 

* Ofi.:e ci f^ci^a* fleecier Regua'on. D/ecio-* (Pcsi 0/041 1> 00 i 7/<f J -PP 

46426 - 29/«426'Ol 

8808100160 forv-aus Amend 4o to l ucn$e NFF-20 ft safely ova' tat cn Amend 
changes on<‘e d fcit»t r^r.e'&lri ws' sclvidjy by Chang ng C' ret on for n 0 0 frvui.ni 

KlfjTNEH i l Prp.eci Direjlc'ale II - 1 68/09/01 KINGSLLy.O U System Energy Hu- 

cO',.tces - f, c jpg 46483 289 46463 297 

-8808100171 Air.onl 46 lo l cense N"F 29 charg -g Tech Specs ro O 'SilO u oscl t|0n 
ernio* fesi schrd..V? to req.i to rro-e freQue* ! losing _ rrt , 

ADfNSA'-VEO Rra;c:tDi ecict8 ,, .»l 1 b8/Cft'0l 4pp 46 403 23 1 * 4 6>*63 * 9 4 

-8808 100 1?2 Safety ova uat'Cn suppol ng AmorrJ 46 to UCOOSO ?jPr *29 

• CHto Ol t1u:caT Htactci Revision OiAClfi 1 tPos f 670411) 06 00/01. 3pp 
46403 255 46483 297 

8808150209 Fc-wanis results ct analysis ol samcHis recoivod on U0OGC6 Ip' concents 
ucr.s c‘ n.iium Sr -69 & Sr-90 & Fe 65 pu' 980471 reqjesl S.ibj saTp-es sent 10 licens- 
ee as pa-i ol NRC con' rmatcry measus-menis progfam 

KINGSLEY OD S^lc.n Er.e*gy flescufces. Inc 8B/09/02 KAHlE.J 0 Regicn 2 Olr 

01 11.0 D.reciot 2pp 46661 072 466510/3 

8000090156 ntqjcs's pcrmsscn (u d sco^l-a mcr»!o:mg water level e'ovations A pH 
arojrvci a'lccted eteaAt'ectc'f area nas been stabbed us-ng them- cal sold'ca 
ion process cescrbod n en<l 

R LAVES I E Sys'.em Energy Pescurces. I r c 08/08/03 HOGERS.O W-ss ss ppi 
State c? ’flpp 46470 321-46470 3?B 

8808150232 Sjfcrr isrov to l*IB 71?I6 p*op3SC<J app>CH(i.*n fo-* amend to l.<cor,so NrF- 

2 9. per NPC 880270 requesiAmcrd addresses imp !o manta lion cf rev.scJ 10CFR65 
rjle 

KlNGSl EY.OD S,st6nv Energy Reduces, 'nc 68/08/03 Do^i.mort Control Rranc^ 
iOoct..Te'’t Ccnltol Desk) 7pp 46560 129 <6550 137 

-8808 1502-16 Pov lo 871216 p eposed Tecb Specs re i''dcpe'’iieni saloiy on;jrecrn:| 
greup 

* System Eretg^ Hoscj'ces. Inc 88/08/03 2pp 46650 136 40550 137 

8808160399 Nci.f-ca'-on ol 880928 meeing w/utils n Rockv.lle.MD to il.scuss slntu9 ol 
Cens’r.g actons S rnct arrangomar’s 

WlGGlNfCtl.O L Protect C rectoale IV 88/09/04 CRuTCHFlELU.O D.v.sonolRe 
acior Prciec-S - IIUV.V & Special Presets (Posi 6704 1 1). 7pp 46564.049 46554 055. 

880609016? Forwaf-S safety evauahon seppo'ing uil response to Generic Lir 83 
28,Posilion 4 6 1 re cn line lestmg of reacio' ir-p sys. ncljdmg scram pi‘o* val'/e A 
backup scram valves w/m tial ng circi. *ry 

KINTNlR.L L Prccct Direcioraie II- 1 8B/C8/05 KINGSLEY. 0 D System Energy Re 
sources. Inc 2pp 46471 037 464/1 C30 

-8008090163 Safely eva'ua'.on supponmg Generic Llr 63 28Posilcn 45 1 re on 'no 
testing cf reaciG' t* p sys 

• Ollico o' Nuc’e.ir Heacior Rcgulalon, Dircclor (Post 670411) 88/08/05 2pp 
464 71.009 46471 C90 

0800120210 Su'nmS'y ol 060523 mceing w/Ma*k III Conia nment Hydrogen Conlrcl 
Owners Grov.p re emergency p'oeedure gv> de: nes ResoJul on of issues i.siod 
KlNTKF.n.l L Pfo.oci 0.recio:aie 11 1 00/03/08 Pro)ocl Di'eclorate IM 8pp 
46515 I7?*46515 t&4 

8800 120256 Ss.m*nary 0‘ 880614 & 15 rreetrgs w/util re po'onhal changes 1o Tech 
Specs.a |, Owirg change ,n operaticnal rrodes when h.ni rg ccnd t.ons lo' operation noi 
met l ist ol participant & poieni al Tech Spec changes o.nd 
KINTNERIL PrO.ecf Di‘ectOra:e 11-1 86/03/08 Pro.oct Orectorato 11 1. I6pp 
46537 043 46537 058 


8808160277 Forwii'Hs 10 Cw* [ Xr f(i r ^ r 'aoMcvn OSCr - 

OWH austervt-c siai'.'css stool P p c-n 

kimMiL/OO System Er.C'yy Mo»;o;.icos. Ir'C 08/09/OB. nociiToni Cc'l- a - . 
lOCTiniont'Ccmlrol De-k) 27p ( » 4<. 569 323 40559 349 

6000160204 Forwards corroctoil Rnqo 3/4 B-fl of Aoior.<J 4b lo L ccrse n^f .. 

kinTnCRI L ProoclO.reclo.nio n 1 nii/OU/08 KINGSLEY. D 1 SvcmE'^.F 
sources Inc 2pp 4ti666 112-40558 114 - ■ 

-.0808160295 Corroded R/irin u 0 10 ^ h,01v ’ w> 2V 

• p“ o.ocl 0.roclcrato II 1 aa/OU/t:A i P 4G55U I 14 -4i,55H 114 

8008180104 Forwards UHC pn^l-rvu. «. ^ '"'0 to cot‘SftT.r*i > /f . 

rtilr-na Response requ.ostif.J by WOIilMfi 

Kl NINE HI t rrr:|u‘d l> fot-lomlo IM KlNtiSLFY.OD Sys'tT, En-:-.., =i 

^lutces. Inc 4pp 406/6 240 405/6 243 

080B230l2n ForvwinK 0pmc.1t on ler r»mr.ri ( | \o l icense N 1>r 29 ru P»op:sej jv-i . 
s .rvcJiancc lusts ler Tc-.li Spec 3/4 1 3 ;i when CM?J scram accnmjabr p o^ 5 , 
'oflkB<'o dcioclof cr a'a’in incpcmlilu 

mtjrAi FY on Svslem fnerriY Me somt us, Inc 60/00/12 nccinnerr Coo:ic 2 «*• 
jUccumnnl Ccrilrcl Dusk) ?,;p -lfiC.07 261-10607 20/ 

-0800230122 ApplK.ai.an ic:r an-ord lo l conso NVr.yi /ej'RUscni;! a : u^d‘: 
KINGSLLY.O D System Energy nnsomcob, hie 66/06/12 /pn -1t-?C;;-* 
I6b07 264 

..0808230126 Proposed Tei:h S|>«c Pmje 3/4 16 ft? ccnl'pl rod sc'ani a:cu j '', , Y'.-i 

• Syvetv Lnutgy Hcsomcns me. 66/06/1? Jpp 46007 265 4663/26? 

8800240136 Forward*; nalmn ol co-iside'etion of iss-uncu of <inic*."d to l ;nts ',i- 
29 ciiHr-amn ToCh Rpc.c 9/4 / 4 rr- snuMierb 

K'NTN--nLI Pro,ud I7i‘irdO‘ii1o 6- 1 66/06/16 KINGSLEY. O l) SyflC” F'CiOi 
Screes. Inc 2pp. 4C07H 34 'J 4 lit. 26 36-1 

--08O0240 1 43 Nnl'Ce ol consirlr.-.Mimn rp iSMr<n cn ol around \o iicer-se NVr & op- 
poriun ty fo* hi-anng Amend revises 1ei3i Sf'et: 9/4 7 4 m sntjhhcrs 
KININlVl L ProieCt L>i‘ec?o;ntir II- 1 flft/OH/ it* -ipp *l6t>?rt Jbl*4M28 3.1 

0008240132 Fciwards FR h weekly nonces for amends ru NSHCs 'O' m* 0 Rev:s'-.r> 
crrjina* on of aclivifus t«J enab'e awai.ila'ity of *'i?o VV/o oncK 
OlUKMflFVOD Owisran ol Roactcr l»ir;njuls * H1.IV V & Saocal '’rc.ciS j-e: 
87U-1 11). 6H/O6/10 K'NtiSI liY.OI) Sysicai Hning/ Roso .rcus Inc ?p:i Asij.-j 1 ? 
16630 310 

B0QO26DO79 forwards nuli:.u of cons d».*r<iMri ol iss.i-ince ol amend »o f,rt 

A opportunity for huai.rq.rev sing Tin 6 Specs ro *o ; 

KIN1 NLR.L L PiO/:M 0-mcliiialo H-1 66/(16/16 KlNCiSLE Y O l) SyScinF ^ B ,P. 
SO-lfCOS. Inc 2pp 46f>40 1/4 4l>ti46 1M2 

--8B08230 ICO Notice ol i.ons-nr-Mlio;i ol issoance ol amend 10 ! irons© N-J A '4 
pcmmity ler liP»f.nu»V6pawd animd wimld vluU-ty cct tul-00 m (acil-y 5 ft-^r 
Tech Gooes p*ovcagn ru (|uol licahons A training of nporai-ruj Pt>*so-irc 
KIN TNEffL L Pro.ncl fJ-roUorftUj IM <16/06/16 f)pp 4f>G4<) 176 4C548 b/ 

00082501 14 forwortls nohen of consider at on of issuance of amend ‘n License *" ** 
& Opporlun.ly for rionn~ij.revisiri(| locli Spec 3/4 6 1 ro lie -....r, 

KININF.R.L l. Pro.Cei D-reclOialo II 1 66/06/16 KlNGSl. f-Y. Of) bysks^S'-^/ • 
60(irCOS. Inc 2pp. 4G647 016 4f>G4 / (1?3 

-0800260125 Nolico Of cons duration ol issuonco ol rimuml 10 l icmso NPr 29 S C. 


podurniy for hoanrg.rovisinfj Trch -Spec 9/4 6 I ru ac hOurcos 
KiNTNFR.L L. Projocl Dmctorato II l 08/06/15 4pp 40047 02 C 406470<r3 


Q. Inspection reports, IE QuIIoTIms & corrospondonco 

8Q05200295 NRC Inlo No: 1.0 Oft 032. ‘ Premia Report rg to URC* ol SgrY ^'i r - urr ' 
involving Rndiooct-vn Mall ” Svc lisl ertl , tp . c?o/r,i 

CUNNlNGHAM.fi C O.v.son of lrUuiirr.il A Mod.rnl Nuilunr Sa W /3 

86/05/25 ConsoUmod Gdsrm Co ol Now York. Inc i?0pp 46,89 1/9 4,-36/- 

0807200363 Ack rocc pt nf 6GC602 Hr nlornwrg NHC of slops taken :o cn.<c:i ^ •>;» 
noted m lusp Ropt M 418/80*0/ Mooiimj I wring srl’Oculfld lo disc. 1 -5 u 

V 0 ! a lion 60 07-02. . i/m-r-Aji rvci n ^ii'c 

VERRElLLDM Rogun 2. OfC ol iho Drucicr 66/U//06 KlNGnLEYU u 
Lncrqy Resources, Inc lp 40260 273 46286 273 

600726029 1 Ccnlimis 060722 ingl inuelmg Ql plant a,| ° ' 0 . v o 0 ^vn?' ^ ° S 

prog-am.ir-c-uding appraisal of rorjulolcry perfofrnnnco.p^r HBO.il 0 f 
GRACE. J N Rog on 2. Ole ol Iho Drucior 66/07/07. WNGSt-LY.G L» - 
RosourcOS. Inc 2pp 4G2<‘B 35fi 46200 35/. 


88072601 50 Forwards Insp RnplS 50*4lG/6U-t? & 50 


41 //Off 01 on PU0S2-0624 N; 


violalio.ns or deviQt.cns nufod Alloniion lo unrOAOlvuif r;y n D Si?*"* 

VF.RRLLL1.DM Rugcn 2, OfC of fhn D.roeior 00/07/00- KlNGSl L/.L 
Ena-gy Roso .,rces. in- 2pp 46303 02fl*4b3t>3.020 

-0807260155 Insp Ropis 50 410/00*12 & 50 417/00 1)1 Cn 
or dovioiions noied Malar amas rnspcciod. hcensoo act on on P 
maiiors.oporat-onal sofaty vonfication A survod'anro A mami ojsu ga/o?.:^ 

BUTCHER. R C. r MATHIS.JI . DANCE. H 0 Rogion 2. Ole ol iho Grec.o- 
1 3pp 46303 030-46303 042 

Ropl ol Dafoe I vo P^ r 
86 C7/2> 

Uv'Ston OI uporauonai Fiuras *----.. , 7fi 

Consolidaiod Ed.son Co of Now York, Inc I25pp 4G3U0 05^ 46J86 


0007200162 Supp! 1 fo NnC Inlo N 0 I 1 CO 00*046. “LiCOnsOO 
hishod Circuit Broakors " Svc liSl Orel u . A7 r* 4 l 1 1 

ROSSI .C E O vision ol Oporalional Evcnis A^essmnn^ ^ 


8008040161 Fonwards insp Ropl 50 416/00*10 on 000523-2/ No 


v.olat.cns or **’ 


a ho.ns no tod 
HERDT.A H, Reg on 2. Ole of Urn D.roctor. 
Rosourcos. Inc 2pp. 46431 052*46431.076 
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S. Reportable occurrences, LEFIs & related correspondence 

B008030 1 16 Spec a‘ Repl 67037/lon G7 1210 ome*gency diosei g*>rcr.'»tO' l' p cc 
CirroiJ dcri'g Survolianr.e tJco 10 compcacm maiL-*ctcns vorido* c<>.iid rc 1 . iconiify 
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A. Appdcaffon/consirucffon stage documents & correspondence 
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sources, .‘nc 2pp 46471 Q97-J6i7i 090 


-6808090163 Safety eva’u.ilcn su?pcrti"y Gerem: Hr 63 28 Pcs ton 4 5 1 ro cn l.ro 
les'ng cf reacfO' irp sys „ , 
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F. Security, medical, emergency & fire protection plana 
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hre prelect on rcq-j/emenis frem Teen Specs Src list en:i 
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Q. Inspection reports, IE Bulletins & correspondence 
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VERRELU.OM Reg on 2. Ofc of iho O rector. 89/07/08 KINGSLEY OD Svstem 
Energy Resources. Inc 2pp. 46303 028 46303 029 

-8807260155 Insp Repis 50 4I6/B8-12 & 50 417/68-01 on 880521 0624 No violations 
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Consolidated Ed son Co of New York, tnc 123pp. 46348:070 46348.192 
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Dev5C0S 0unn g Patient Treatment ” S vc list end 
RA/n?!??^ % P^ s '° n of 'Osteal & Mod cal Nuclear Safety (Posi 670729) 

88 0 /27. Consoidated Ed.son Co. ol Now York. Inc tOBpp 4 6397 029*46397:130 
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lo Prematuro Silcon Controi’od Huclihor t mbiro " Svc I.si onc : 

ROSSI C E U. vision of Cnoraiionai Evoida Assessment (Post i'7C4Uj j 
Consoidated Edison Co of Now York, lee 122p() 40469.125 46459 246 

8000020102 NRC Into Noiteo ft9 050, * Pgionl al Proiiloma W/ASFA Brow". 6( 
51 L Time C /orcurrcnt Ro'ayn ' Svc list ontl 

ROSS’.C L D. vis on ol Ouerntroruil Events Assossmoni (Posi 870-111) £ 
Consolidated Ed sen Co of Now York. Inc I20pp 4053ft 001 46526 '23 

0000030 1 1 2 NRC) Info Nol co Ufi 059. “MSIV OuiJn Ra>! FnJiirci ai V/aiodco 
Svc I St CiriCl 

ROSSI. C E Division of Onomlionnl Evonls Assc^sn enL IPom ft?04'1} fc 
CcnsoLdaied Edison Ce of New Yo/k, Inc i?lpp 4B4fi7 0l 1-46467 ni 

0808040062 Snppl 1 lo NRC Info Not no FM 004. InmleqiinlO O.ia'Acdi-on S C 
lation of f : iro Unrr:or f > cno!r«'ihon Seals ” Svc l.st unct 
HOSSI.C E D.viS'on of Onnralionnl Evonls Assossmcnl (Posi 670-111) 6 
Conso’idotod Edison Co of Now Ycrk. Ir.c l2lpp 4ftf.6ft 206 46558 325 

0000050135 NRC Info No Luo Oft-CCO. ‘liitiUrujnaio Doskjii A InsialaiDr o’ V 
Ponoirahon Souls." Svc list oncl. 

ROSSI.C C Div.eion of Oporolmnal Evorils Assossinonl (Post 070 111) £ 
Conscldoior) Cd.s on Co at AV;w York, Inc 12‘Jm 46560 ?9fl 4657C0fi0 

C80B050240 NRf) info Noiico ftft C01. "Conlro! Room MalftehiMy « R«ce , v P< 
Opornling Expormnco " SvC l.st oncl. 

ROSSI.C E Division of Ci>oralionu1 Evonls Assessment (Posi 67C411) 6 
Consolidated Edison Co of Now York. Inc t2f:pp 40594 312*466950/6 

8808050295 NRC Into Noiico ftft 002. "Recent Fmdr.gs ro Imp uinonisi o*i c* 

a toms by Supm urs of Tnmspod Packages " Svc 1 si oncl 
URNETT.Rr U.vl9'0n of SfdoguorcJs A 1 raribporlnlion (Post B/CR3I 6 
Conso'idotcd Ellison Co of Now York. Inc lOUpp 4t'.f.ftl 155 4G50I 563 

0008090204 NRC Into Noiico ftfl-003. "HipU Ma<liat:ori Ho^Hrrl9 From Iradiate 
Oulectors A Cnblos " Svc list oncl 

ROSSI.C E. Div.slon of Opo/fllionnl Evonls Assossiront (Posi 67Cm) 6 
Consol daiod Edison Co of Now York. Inc 1 10pp 46569 C66 4G669 1/4 

6808110206 Nnc Info Notice Oft 0G4. "R*»por1ing Piros in NuClOii' Process Sys 
or Pownr Plants “ Svc lisl nncl 

ROSSI.C E. Division of OporaiiomP Events Assessment (Post 870Ri| 6 
Consolidated Emson Co of New Yo'k, Inc l04pp 40643 001*4G643 104 

8800120327 NRC info Noiico ftft DG5. "IriAdvoriont Dramafies Of Spun! FuelfN) 
1 st oncl 

ROSSI.C. E. Division of Oporalional Evonls Assossmonl (Post 670-1 M) ii 
Consolidated Edison Co of Now York. Inc. 1?3pp 4GG20 01 1 46628 133 

8000100392 NRC Info Notice OR 0GG. ‘Tnduslnul RaiJ.ography Insp A En'C'Cer 
list oncl 

CUNNINGHAM. R E Division of Industrial A Medical Nuctea 1 Snloiy (Post 
80/00/22. Conso'ii Jelled Ld:3on Co of Now Ycrk, Inc UOpp 46628 134 466* 

0806160414 NRC fnlo Nonce ftU-067. “PWR Aux linry Fecdwato-' Pump T u |b 
spood Trip Failjro." Svc fist oncl. 

nOSSl.C.E. Div.sion of Ope/alional Evenis Asscssmonl (Posi 8/041 1) c 
Consoldalcd Edison Co of Now York. Inc. I23p|> 4G643.105 4GC43 227 


R. Porlodlc operating reporta & rolalocj correspondence 

0608040306 Forwards summary ol environ protection program re corsl of !4C 
months ending 880630. 

KINGSLEY.O D. System Energy Rosoumos. Inc 08/0 7/27. Uocurr.eri Cori> 
(Documont Control Dosk) 3pp 4G435 307-46435 309 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


F. Security, medical, emergency & fire protection plana 

5507060520 Generic Lfr 00 10 (0 a'f powor reactor ficonsoes A 
p/ovals ro purchase of GSA approved security coniamors Svc l.st mic : 
MlRAGLfA.F J ASSOC'OIO D-roCtor for Protects (Post 07041 1). 09/07/01 uO 
Edison Co Of Now York. Inc. 31pp. 4 D3ftft 299*46380.329 


DOCKETED ITEMS 225 


1806030008 Forwards SALP Hepl 50 <123/11/ Of) for M«* 1907 * Way 1000 Voulng 
y.-^du*cJ for 600016 lo discuss mpt Communis duo w.ih n 30 days altor moot ng 
Pl.S c EILWT Reyoo 1, Ole of thn Dirccicf 68/07/25 MROCZKA.E J NoMhoast 
N-jCiJd’ Eneigy Co (subs ot Notihoasi U\Mvf>) ?m> WWJ22 4Ct U}3 Of? 

9303080009 SAl P Hepl 50 42J/H7-QD lor Mw 1 1)07 • May 1900 
•Reg Oi 1. Cfc ol iho UmclOf 00/07/12 54pp 464G2 J24 46403 017 

£608040284 Rcv.sed emergency phlti .mpJomunlnig pioCOilurcs. nch;d ng llnv l lo EPIP 
^800 l "F.ri‘C.*t|i’« Ly OpoialsO'is Faclty Cmorncnry Diesel Gen era I or Opomhlty 
8 Rev ? to CHIP 4701 0. Norlhcusl Uli’S Unplanned Rad ojclivo " W/Bl‘0/27 

K'KOCZn'VL J N’erf fio.is* Wir.:/cMf Energy Co (Sufis of .No:ffioj<tf OiHusj. 
MeoCJKA.C J Northeast Uli’ilws 00/07/2/ DocuhhuI Control Grpnch (Uocu'i'uril 
Co-I d Desk) ??op 404311 277 4l»430 200 

88C82402 47 Oi'.** (.*■■? Lit 0H 12 lo nil /sown: reader Iconseus ft app 1 cam* rn xcnjoviiJ r? 
'vpeicdion rcqi. ronenls fmiu Tm.h Specs Svc list tr.cl 

►'■-lACVJA.F j Associ.iln Di.'tvtoi fni Pio;ecfs (Post 0704 M) l)8/(:0/O2 Oon$c.idated 
t^sriCu ul New York. Inc 5?|>i> 111403 20 1 46463 34? 

£8^0120317 flensed lO-pouilO oryji’i/at <n lor rudem .r.<;;dculs |i/occ<fu , os.inciuifi-.ij 
lie, 14 lo CON: i Ol, iVpaMiinn. Issuance ft Control t >1 Pro-rdu'f.-s ft Rov 20 10 
Oo'pCialP Cry ini/.il cn 1i:r NucIim- Inc iloois " W/ttHllH:lH .if 
MFOcZKA.L J. SFARS.C r Nr>r Nur'unr Energy Co (sulis ol NoriluMsl Ul«‘« 
.Y«j SEARS Cl t*f»nnivi>rui Yankee AUvn c iW'i Co 60/U8/OB ??f*pp 
4?.W5 1J2 16036 ri'vJ 


I Financial Inlotniaiton 

3308020276 fJji/rs ol rnri-.pl of Invoice*. GOWD.CiKl :i'..CiUi:iG ft 0103/ lor lu.idh 
V^’fcriy .nsiainvnl of 1003 an uni fee 

MilOl'ZftA.E J Cunee.,1 cut Yankee Alon-i.; Power Co U0/0//P1 Oocunmnl Con If o' 
Q anch (Dcr jirit.nl Cunlrol DesM ?p;i 'Ifi-WJotM tb400 0tl5 


P opernimg neenso singe documents & correspondence 


B8O024O16Q Sugqosis thai isiod .nstiV ors rray bo ab'o lo serve a?, po'erf-al locations 
for new NRC LPDR records co'lccton lot Neons ng ft rogjlal.on ol p'art based on 
listed factors 

MROCZKA.E j Northeast Ni. Clear Energy Co (Subs ol Northeast Utiles) 
MROCZKA.E j Northeast Uti * es 00/08/04 BE6SON.J Ot 1 ce ct ACrr mstraticn ft 
Rosourcos Maragomenl. Drecicr iPosi B70413) jpp 46630021 4GG30 023 

O0OB18O142 Advises lhaJ .ssues raised m MIC 85J0I7 Ui to changes 10 riant equp- 
ir;enl ft proccdjres wticb prcbabh^lic safety study indicated wcUd 'result n overall re- 
duction is nsk 10 genera’ pub «c acceptable 

JAFFE.DM Pr^ect Crec’oralO II 3. B8/0Q/O3 MROC2KA E J Ncrlhoast Nuclear 
Energy Co (subs ol MortfieasUJtr ties) 3pp 465B4 356 465B4 358 

0808250017 Appl.cal on f c r arrend io license NPi 49.rcviS‘ng lech Specs to sdd a'lf.r- 
nato means ol analyrr.g coniai'>mcnl nleg/aiicn leakage raie lest resells Rcqi.cs is 
Onompnon from reqci'emenls ol App J io I0CI H59 Paragraph ill A 3 l ee pa:d 
MHOC/KAtJ ROMBERG. WO Nonhcasi Nicies' Ecorqy Co (subs ol Norihoast 
UlJ.ves) MRCCZKA.t J Nonhoasi Ut dies 80/08/ 11 Docuir.onl Ccniru 1 Bianch 
(Ovrccment Control Desk) 5pp 46648 101 46540 M2 

■0800250019 Piobosod Tuclt Spccs.addng altema^o means ol analysing coma nmenl 
inicQ'titcd f.'dMge rafo test res-j/s 

* Ncriheasi N.iJear Energy Co (subs cl Ncrtheasi UUtiCs}. 88/O0M1 5pp 
4664 B 100 46548 112 

8008230009 Fo'wards supplcmeniai mlo ro los'-ng cf Strulhors Djen relays as isolation 
dev.ru iur culpot orcuns ol AIWS migani'y syS actual cn crcuitry^er NHC 890893 
roquosl 

MROCZKA.E J, OPEKA.JF. Nodheast Nuc*ea< Energy Co. Isubs ol Horihuasi Ut.i 
lies) MROCZKA.E J Norlheasi Ul l ties Rft/00/12 Document Ccnlrol Bianch (Docu 
mow Canto' LVi.V/ 7pp 4591? 354 Vj912 J60 

8000250076 Adv ses that lilnofts lyr-duty progrant dove eped ft irnp'emenlorj that ap 
pliod to mq.viduals obianny unescorted access at plants Prog-am based cn indo&iry 
gt-i Jot nos 

MROCZKA.E J . SEARS.CF Cmnect-jul Yankee A*om c Powc-r Co SEAHS.C F 
Ncrtfieasl Nuclear Lrierny (^o (subs, ol Nortroasl Ull.tus) 0B/C8/15 Cocuirent Ccn- 
liol Dra-ch (Documoni Corbel Desk) 2pp 46649 317 46649 3tB 


0BC31 10128 Kctili.nlun ol S:gn Irani hconseo McoIhq 80000 on 0nO6-lU w/ul.l m 
k.'g ol Pniss a PA in d.scuss nlii m li.il.vos lo: plants 

VijCAfHi.t C Hu.;icn t. Ole ol llm Director 0fl/Ct>/O/ Rugiorr 1, Olr ol b.u Dreclur 
if? 46506 .160 46606 ;i;.0 

0303110025 Nolil L.llcn i>1 003/00 Sig-ifr.ini LurnSi O Mrol-nj 00 000. Hov I .n 
Peg on I lodi^russ ul-l Iii.li,it.vi*s lor plant 

MCCABE.E C Region t. Olr ol llu* IVivir.r 0fl/O(t/?3 Region l. Ofc ol lt*u D rector 
4? 4t!*.y*J 20J 461 4J .liHl. 

8308020297 Inlcmis llui til I rl '.aligns ti> OA p'ogram topjcal n-pl do r.ol leduco con rril 
r ents of p:ovj.,s;y appiovcd prog-ain Ct-anur-s cuns-iloreri acCeplab n.pcr 
iiX*Hf0 64 

JO -NSTCN WV Hen-jit 1. Oh ol lltt» tVtvrior HR/l)//UI MROCZKACJ NcrPiO.lM 
U-. tus Se-vice Uo (subs of Norinousl IJtl.tett) ?pp 40:10? 0'.H» 40302 007 

8303010395 Revi sed <ip;) irjinii tor u-n-bids to liccnsos DPR 01. DPR 21, DPR 65 ft 
hPr d-Vrlinitij.nj lech Specs firmin': ol mnnibers ft lime as mumber of nuclear 
iev rw board 

MROCZKA.E. | Ccnnrch,:,ii Yankee Atrm:- Power t'o 00/07/21 Porumml Conirci 
Praxh (DocLineril Couiu:i Desk) ?pp 46361 25U Uilltit 2h*j 

"E60802000 1 Proposed lecb SjK'cs re na uber ol meirl'ers A Imm as men-UOf Ol rtn- 
Je.tr rcv.ew ho.Vd 

■ OcTiCd-cui Yankee Aiomc Power Co RB/0//2I Cpp 4n.»6l 261-46361 266 

0608020030 App! cat on lor amend io license MT -lO.iluleMiv) LstOd tables from Teen 
Specs irc ud-iig Tab.e 30- 1. Containment PenoifaliPn (tond.icior Overcierenl Proloc 

ive n.iv;Cos ‘ T oo p.li.l 

MRCCZKA.F J Nor II least Nuclear Lrorgy t'u (subs ol Northeast Ut-ilos) 

MHtVVh A E j Noiheasi ui/W ( »i S MW/ 2 1 LkKumeni Coni'o! {It. inch {OoCttmoui 
i Wrul Cesk) !lpp 46376 274 40376323 

• E8O6O2O031 Pioposc'il 1 olIi Specs ro elec meal power sys 

No tii east Nuc ear fneigy t'o (s-..bs ol NorlluMst UliNlios) 0R/O7/21 -i7pp 
46,176 277.46375 323 

8803050292 Forwards add I mlo ro testing qt Siruthers Dunn relays as isclmion covico 
k v cjtpui c.rci.its ol laotily A?WS mbnqiion SyS ncloaicn crcufry.'n response lo 
^0007/8 request 

J Noip-.eost Nuc'enr Enorqy Co (subs ol Nord-easl Ul’iHOS) 

k'ROCZKA.i; J Ncit-.e.ist Ul.MieS 66/07;26 Doaimont Con'ro* Elra'ich iDoCcmcni 
Lciyo 1 Desk! 7pp 46440 163 46440 159 


O Inspccllon reports, IE Bullollns ft correspondence 

8005200295 NRC Mfo Njt>co B8 032. Prompt Repon.rg to NRC ol SgMicar.i sncidenls, 
Involvirg Ra JioactivO Matt " SvC l si cr.cl 

CUNN'NGHAM.n E Divisioi of Industrial ft Medical Nuclear Sa't-ly (Posl R 70729) 
Bfl/05/25 Conso! dated Edison Co o! New York, ire l2Cpp 46388 179-46396 298 

80O72BOIO3 Aovses lf«al eoadd. rclol *rom A$MF Code rcqjfemunls necub^aiy.basod 
on 80040 f subm (fa 1 of Supplomoafaf nfj re proservice in^p 

JAM E DM Proioci Urucioraio 14 88/07/13 MROCZKA.E J Nonhoasi Nuclear 
Cnorgy Co isubs ol Nonhoasi Ut-iliesl 2p;> 46344 32l 46344 322 

8B08020361 Forwa'ds Snloly Insp Ropl £0 423/80 10 on 8B052-1-0705 No v.ulaiions 
rolod 

BE11ENHAUSEN.L Re<|;04 I. O'C O' the 0.rrcmr 69/07/14 MROCZKA.E J Notli> 
east Nuc’ua* Energy Co (subs uf Ncitheasi Uti'il es) ?pp 4638? 186 46382 201. 

-0608020362 Imp Rt.pl 5 0 423/00 10 on 850524 0705 .No v.o/atjns ct </ova»-ons 
noted Ma.o* areas inspected staius ol provous msy finoi-rgs.l3«‘i.f» ot Ccnlrol B.rik A 
io muve during survoi lar.ee (oslmg ft p'ani ncident rcpls 

MCCABL.EC Rug on 1 . Ofc O' iho Deodor 8R/07/M Mpp 46382 188 46302 20l. 

8007200162 Suppl 1 lo NRC Irilo Nonce 0B 046, 'I 'censoo Bepl of Dofocl.vo Refur- 
bished Ci'cuii Breakers " SvC ’isi one I 

ROSS' .CE U.vison of Operahonoi Events Assessmenl (Post 0/04H) e8/07/21 
Conscl dated Edison Co of Now York. Inc i25pp 46388 054 -1638B 1 /8 

0008000008 Ko^ra'ds SAlP Rcpl 50 423/07 99 for Mar 1987 May 1988 Moetng 
scftodjlod In- 080016 lo discuss ropt Comments dun with.n 30 days after n.eeiing. 
RUSSEU.WT Region 1. OlC cf Iho DroCtOf 88/07/25 MROCZKA.E J. No'iheasi 
Nuclear Energy Co (subs ot Northeast U1.I ti-.-s) 2pp 4646? 322 40403 OS? 

-0800080009 SALP Rept £0 423/07.99 for Mar 1987 • May 19B0 
•Region i. Ofc oMhu D.rector 60/07/12 54pp 46462 32-146463 017 

0807200248 NHC Bui pi n 09-009. Th-rrblo Tube Th-nr.mg m Westinghouse Reactors '* 
Svc liSi encl 

ROSSi.C E Divsion of Operaiunai Events Assessment (Posi 870411) 68/07/26 
Cor.so':daicd Edison Co cl Now York, Inc I23pp 46348 070 46340 192 

8807210210 NRC Info Notice 63 052, Fafu-'o of fnfrauferne Tandem of ( fufCbor Su f 
Aopicaicr Brachylberapy Devicos Dunng Pai.enl Treatment' Svc 1st encl 
CUNNINGhAM.H C. D.vison of Industrial A Medical Nuclear Safely (Posl 870729) 
80/07/2? Consolidated EdSOnCo Ol Now York. Inc I08pp 46397 4633/ 136 


0806030265 Advises lh,n con-iriinieni to » atiYe merit SPDS i pgradn P*o-' in reshul lei 
aw ng second rofiie’irg oul.iqe loun.f acfeptabv Ulu 890502 sthirmal comm lied to 
a ’ y ^P^Y past lOi'A cooling van.ib'es ft hydrogen corccnt-aicn 
• A I’LOH Pro eel Directorate I t mwo?r2 ? MRCCZKAEj No-lbeasi Nuclear 
fV'liyCc (Suiis of NoitfUMSf Ut-ftusl ?PJ1 4G430 005 46-130 O0G 

^'-Cnssus util nr proved program on Irgh r adult en <vons 
knv.U_-\Af j Connect cut Yankee Airnvc Power Co MROCZkA.K J No:tli.»asi Uli'- 
U’s 09 07 <2? (>Cv'i,me ‘.l Ccnbcl Bra'ieh iDeCt.meni Control Ueskl ?PP 10445 313 
‘W-1&31.; 


8803110058 Forwards Natural C rc-lniian SyS Comparison Rcpl pot NRC reQuests 
njtiv d.rirg 8807 1 1 ft ij Iclcen lo lustily appIifAbnly Ol tosu.is ol natural C'Cvi'atCn 
f uMoivw lest 

Njriheast N.iclear Energy Co (subs Qf Northeast Ulni'OS) 
r-:w^,KAEj Ndlheasl UUtes 88r0B/03 Doc u-nent Comrol Branch (Dccumer.t 
kOrirjM Oojik) 3pp 46503 208 46500 285 


88081 10068 Natural C-rcuahon Sys Comparison Rept 

f ' ,uc!ca ' E'-Crgy Co (sv.bs of Norihcast UMtcsl 
■8500 2/046500 285 


8B/0ti:3l 


16FP 


0607220034 NRC in'o Notice 0B 053. “I censed Vmlatcns ol NRC Reg.ilfll ons.Wh eti 
Led to Med cal D.agr.osbc MisadTi-istrar-ois Svc hsi encl 

CUNNINGHAM. R E D.viS!fin cf trduslnal & Medica’ Nuclear Safety |Post 870729) 
8Q/0//28 Consolidated EdscnCo ol Now York. Inc lOepp 46396 283 46397 028 

8B07220192 NRC Info Notice 88 054. Fai’ure O' Circud Breaker Fo'lowmg Insl^'DliOn 
Of Ampiecicr D icct Tnp Aliactimenl ' Svc I si encl 

ROSSI.C E O.vson ol Operaional Events Assessment (Post 6704H) BB/07/26 
Co-’SO'ida'ad Ed sen Co cl New York. Inc I2lpp -1641 / 020 464 17 ho 

80O0Q9O1OG Responds to NRC 8307C6 Hr ie volatons ro'Cd -n insp Ropt £0 423/Q6 
04 Corrective acho-s trail personnel received add' tiamr.g to emphas 2e imporianco 
Cf lo low.ng procedures dur ng comporeni msia'lal cn 

K'ROCuKA E J Ncdhoas! Mchoa* Fre.-qy Co (subs oJ No'theasf Uti't'Os) 
MRCCZKA.EJ NoMheast Ul.V-es 88/C8/Q1 JCHNSTON.WV NRC ■ No Dvtai'Cd Af. 
lnal cnG ven 5pp 164 70 127 464 70 131 

8B07280019 NRC inlo Notice 88 055, Polenta' Problems Caused by S ng“e Fa lu*c of 
ESF Sw.ng Bus Svc I si one' 

ROSSI CE P vision ot Opoiationa' Events Assessment |Posi B70411) 80/08/03 
Co -iso 'da led Edison Co ot New Ycik. Ine I2»pp 46437 1?1 46-137 ?-n 


226 DOCKETED ITEMS 


0800030289 S.jp,-l 2 lo NHC Q:i IqVs 60 CDS. “No-co ifcrm rg Mat's Supped by P^irg 
Suppies.inn ai Folsom NJ A West Joisoy Mlg Co ai Wi l arris lown.NJ " Svc !■&: ericT 
ROSSI.C E O.VS J*! of Opti'afional Evcms Assossmont (Posi 0/041 1) 3H/Ofl>03 
Co.isc‘«faiod F<1 son Co Of Now York, tec 149pp 46558 12 I >46530 269 

8007230008 SuCP 1 2 lo NRC GjIoVi 08 008. Stresses jft Piping Ccnrectod te 

HCS Svc list end 

ROS5:CF O-v-SOi of Operational Events Assessment post 8/0411) flB/CU'O- 1 
Cense lo.ifoo Ed son Co cf New York, Ire. I2ipp 46504 001-46504 12 1 

80072901 11 KflC into Notice 0O-C5G. * Polt-rf-ai Problems W/S licrno Fcam Fee Dori-cr 
Pone 1 . ration Sea’s ” Svc 'is! end 

ROSS CE Dv.sion of O^C'cttonjI Lvonls Assessment (Post 87C41 1) ftt)/Ct)r04 
Ccn«c lOalPO Fd sen Co cl New York. Ir-C 1?3pp 465.69 1/5*46560 257 

0608160237 Ack ter.cipl ol invpiCus ItsVB. tOiCF). 10?7*3 & 1032-i let cods ncurrea 
du'.rqRugrn I msps.Fon will i>e w re-fransles/rud on 600005 n paymuni ol invoices 
MROC7*A.F J Gcn-nctcjl Yankee Alccic Powe- Co 69/08/04 Doc utc~ 1 Centro' 
Umn-h (Comment Cvnirr' Cesk). 9r>p 16554 3C1-46664. 31 1 

0808100266 Forwards revised rel o' roq.iost Iren rserv-io nsp r eg. ..remi:ii lo porlcrnn 
uYse:v te» surface o*£in or i“ access : lo p“fl<„n$ of p/ossuim <uppo.l ukrtio sbeii 
wcld.p-'f NHC 800711 request 

VHCC7KA E J . RCMBEHG.WU Noif oasf N.-ceor Enemy Co (s..bs c' Nccbcasl 
uthics) Mf)ROC2KA.Ej N'crtioasi Ubitios f?ti/C9/06 Oecumont Conrol Brand) 
{Coujinonl Co*Y'0‘ Uosk) Ipp 464 79 033 -46-1 73 0C0 

8000020095 NRD infu NjIco 80 057. * Potertl'fc' less cl Sole Shi/do.vn Eq ip«n 'nr Du-: 
to Pfcm.il ii *e Si con Co; Ur o' led Peclil O' * ruuru Svc ■ st c.ncl 
ROSSI.C F Liiviscn of Operational Evonis Assessnuru (Posi 0/OMi) 69/68^08 
Corbel (Jared Fci«oit Co. cl New York, '“c. I22: p 46469 125-46459 2-16 

6008020102 NHC r'O No* 69 058. '•PoTttiVftl ProSIfim* W/ASLA Rrowri Bow.n ITE 
OIL 1 me- Overt: urrcnl Relays *' Svc I St t-f'Cl 

ROSSICF Civ sen cf Opur aisor.qi Evcnis Avsossmoni (Posi 1170111) &0/OcJH)b 
Cense id a led Ed son Co ol New Yoik, “C, I20;:p 46538 001-46539 ’20. 

0808030112 NRC Inlo Notice 86 059. * VSIV Cnado Rai' Fancy ai Waic-dcrd Un t 3 ’ 
Svc l. si t icl 

nOSSl.C E O.visi^r ol Cpotauva Cv^cxls (Post U7Q4U) “HfO-3/O'J 

Consol Ualt'd Ldiscn C.o, o* Now York. re. I2lpp 46-167 01 MG4b7 131 

8008040062 S'.iu ( "l I lo NHC Info \'ot CO 80 004 ' ‘■'aUequaie (3ii.ii *.r ahcn & Doc>.n*on 
lalion ol Fro Bmrtcr Ponefrai on Goals ” Svr i.si me- 

n0SSI.CC. Dvsun ol Cpofafonr*' F'/onis Absot>s«i;or,i (Post H7U4I1) (JG/00-f09 
Cor.vjl dated Fdison Co cl Nc->v Yo f k. <nr. I ? Ipp 40559 235-4C558 3? f ». 

00OB1CO421 Furw.i ds Enlo'ccmcnl Conlov.nco He|U £0 42.1/69 04 or- C80/20 Lir.ons 
eo will be nuiilied of ileus on on enforeon tni achcn piief eva'imf on ol nlo 
KANE VV r PnqiOfi 1, Cfo o* the DrociO*. “6/00/09 MROC2K A.E J. Neft-u*aM Nucle- 
ar Lntfqy Co (suLs. ol NcilheMbl Ur I<| cs|. 2p,n afiLCUd 05 46550 146 

-8000 160424 EVo'ccrno' : Cenlerenre Rcm 50 4^3/00 0-1 on 803/20 M.i|*r n»L»as 
tV : Cii3SC;1.syr.ilicafi'_o rf cor.cc-fr.s ro onvaon (uaUir.ar cn ol ceUiin C4b‘n spVcos & 
coma r.nc*nt h ^»i jarijo rad a lions riiO'-doro 

f/CCARE.F C Ho-gion i. Ole ol Um O *4‘dcf 69/117/27 33pp. 46560. lUfl 46563. 146 

0808050135 NHC \v*n Noi cn 80 COO. "in.nJeqtafo Ces :;ri & Inslal’anon el Water i (itit 
Pereiralicn Sails. ' S/c I si oncl 

ROSSI.C L. Division ol Oporahcn.il Evonis Asscssmenl (Posi 117011 9) 66/00/11 
Conso nnled Fcison Co of New York. Ire *23pp 465G9 P98-46570 CbO. 

0808050240 NRC f*‘.lo Ncsrc 0tiC6l, Conlro' Room Habf3bnl/ ■ Rocc-iil Ruvio.vs ol 
Opof/Ur q Erprr.ei.co " Svc lisl onrl 

flOSS' C F. Oivisior of Oporai ona’ Ooms Assoss ren? (Post 670411) 68/09/1 1 
C0f)su idaled ECison Co ol New York, nc I25pp 46591.1 1 ? 40595:070. 

0808050295 NRC inlo Nolco 60 C62. ’ Hocor! I nnings ro I rp'orneniai on cf QA IVu 
grams by Suppicrs ol TrarspO'l Hackogcs.'* Svc l si err;* 

BURNErr.RF Division ol Sa'cguartH & I rarsppdat on (Posi 0/0413) 00/03/12 
Cense idaled Edison Co of New Yo'-t Inc 109pp 46561:155 46581:203 

8808000264 NR<^ Notce 60 CGI. High Radidhon Hazards From IrradiJlod In Coro 
Do:r>cio.*s & Cab’ns Svc i si oncl 

ROSSI.C b. Division ol Cpe'fiiunai F.vonis Assossmonl (Posi 870411) 60/03/15 
Consol dalod Edison Co cf Now York, he IIOpp 4G569 C65 4656<9d 74 

8008100431 l orw.irds roqtOSl for arl^l i4lo ru lirsi 10 ^/ in*rrv,il nsorvico insp proyrnm 
p'dn Rcspoiso rooded wiihii 60 days ol Hr rocs pi 

JAFFF.OH f'ro.oc.l Dirocforalc 14 06/08/16 MROC^KA E J Norihqast Nedear 
fcnorg/Co {subs ol Norhoasi Ut li es) Upp 46576 290 46576 3C0 

08001 10206 NRC hfo Nebco 08 064. "noportif'g Fi.*os in Nuclear Process Sys ai Nnclo 
a f Pcwor Plants.” Svc list er.cl 

ROSSI.C E Division ol Operalonai Eve.iis Assossmeni (Posi 8 / 0411 ) 66/08/ 18 
C j-sol dalGd Edison Cn of Now York. Inc I04pp 46G43 COl 4C643 101 

0800 1203 2 7 NRC ln‘o No* co 68 C66, 'Iradvertom Drainatjes ol Spom Fuji Pools Svc 
i si ercl 

ROSSI.C F.. Oiv.san cf Cpc-:alicnai Events AssossTonf iPosI 670411) 86/03/18 
Co- soldalcd Ed san Co cf Now York inc 123pp 46023 011 46620 1.13 

0000180392 NHC Inlo NptcoOB 066. 'mdi>sir.al Pad oaranfiy Ir.sp 8 Enlorcerronl ' Svc 
I si ercl 

CUNNING RAVI R E O vis on of indusiral A Medwai Nuc'oar Sa 4 cty (Posr 8/0729) 
03/08/22 C'D isOl daled Ed son Co ol New York, he £0pp 466?<1 134 46623 223 

0BO01GO414 NRC info Noted 08 057, "RWR Aux-i3”y Fr?OdwalOf Pump Tl,i b » i0 OvCf' 
speed Tr p Ij-e ” Svc 'isl encl 

ROSSi CE Divison of 0?er«il o.nal Events Assessmert (Post 870411) HB/08/22 
Conso f )dalE.ri Eo son Cp ol New York, ire l?3pp z.tt43 105 466-13 227 


R. Periodic operaling reports & relaie-d correspondence 


8008170194 Monthly Opera*, ng Repi 06-6 for Jul 10PS for M.lstono Nuc-ear Slahan Un4 
3 W/U8C6I0 Ur 

ELMSAl, SCACE.SE.. STF. I2.IP N'crtnoasi .‘,'uceai Erergy Co (SLbs o 4 North 
east Ut il os) 69/07/31 4pp 46570 356-46570.061 


S. Reportable occurrences, LERs & related correspondenco 

0804060055 P<i*t 21 rear ro f.iihd Rosofro.ril ( annt it vt* lypo |‘o* Kti 
1.rsi eye o of eperahon In lally rrpci1(;d o i 6Hr)324.('ausud t)y losi 
module 1 Alluded rrannrii.ite-s rop'accd 

MROC2KA.F J No'lhuast N.ieioar Fuergy Co (subs o' Nci 
MROCZKAb.l r.oriheasi Uli >1 os 88/01/25 DUSSFll.Wf ftup O'- 
recio; 4pp 4(>-;78 149 464/8 162 

0808020339 Spec al repton H80620,area lemp n$i:1o HCS ():oss..r- 7 n 
than 120 F No (ibnt)-rral *rur ds wlct' -.vu.YJ assoc: a In cause ol <c 
luakaqu ;o area Rov sod Ihermnl hln ea'uilal or-v pc-rfO'nxrf cr <v.vrci 
SCACF.SE Ncnnrasi Nuc’oa* Er c-qy Cn (subs of Ko.Uio*sl Ut .fi 
Norl'ieOJ.f IJI Mhj:> 88/07/ Is) Dod- nr*i‘,l Cn-iuo! IJr v meli (OoruTCT 
2pp 16362 0 J4 40384 U95 

8008180144 iFR 80 020 COcn 89971(1 •iiiprcpt" bypass heal 
denl'cd Cat.'vOd t,y in.iuu|unlo nif n ristral /n review c' inp .icf.nl 
aiianol ins’ ►rt.qc.ency pjri(.‘) nl ’irr'i Spec a T tuviow ol lejb Specs 
6606 12 irr 

CCNvYAY.R H No-tiu-ast Nut oai Fnurtjv Co (sul:s of No* 
SCACE.SL Nor ll least Uf l.t ns 09/Oftrip .ipp 4t/, 04. IR1 46504 i«4 


V. Operator Examinations 

8005020285 Cul.tics H'al i“ors»t»d cfxratnr n-q.inMiratm'i prnyian ru 
KuJrar As.- red t nq Lo-ird A bd^ni ..pon ^>ys opproarli to Pauag.'i 
prOwt- ers ol HiCf R55 09(c) X U.'u rr l *i \\f 0/ 

MRC)(;2uA.FJ Ncrlbo.isl Sr.clcar Lne'i,y Cn fsut>s ol Noi 
MHOC2KA.EJ No'thrdii -Ji lilies »h/ 0//21 Uodime'.l Civilfut Or 
Ccntrol Peik) ip iOja* 109 <1610? ‘09 

08OBOQOOO5 Fciwards SAlP Ripl 50 423/0/ 90 Icr Mh- 190/ Ma 
scheiiiiiHi Inr OCO01G to d.srjss rcpl Cn'-miunts (Jau w *lir> 33 <Jnys c 
RUSSELL. W T Region 1. Olr ol Ibo nrocier t!«/d//2'j L J RCC7K 
Nuc oar Energy Cn (s„l:s ol Nortneasi Uii tins) 2op 4046? 322 464 1 

- -8800000009 SA,.P Rrpl 30 4?3/07 W* for Mur 1U67 • May 1900 
* Rnsjcn t . Olt ol the l>?chr 80/07/12 64pp 40462 124 -41:401 01 


DOCKET 50-424 ALVIN W VOGTLE NUCLEAR PLANT, UNIT 1 


F. Security, medical, omorgoncy A firo proiectlon pinna 


08O7OGO52O Generic i.lr HM UJ to nM pow»- runctor irorsnus hof fe 
prcvals m purchase Of GSA <i()prov<>d sccu'ily cunluinorh SvC hsl arc 
MiUAGLlA.F J Associate Uiuchir ter IVqirMs (Posi 0 7041 ') 00/07/ 
Fdison Co ol Now Yo'k. In:. 31pp. 4LJ00 2!J ) 4f>;»)0 :i29 

08072603/0 Aek rr.cr-pl Of 000519 It' Mum ing NR(/ c' sIlps talu.n to 
ro*Od n Ir.sp Ihrpt 50 424/07-71 Hi.-ducliar: ir: suvnuiy 'r-vo* ol VOI4 
(|4:l0 K irri on Shill Sliiflui j nnwnrrarlul 

GRACE.J N Huy on 2 Dir o’ ibu Dirt do* 80/0// 1 2 HAItSlL 
Pawn* Co ?pp 40293 074-46391 0/b. 

0800030103 l ; O V/ards Irsp Hupl 50 424/00 25 on HHOGO/ 0701 N*) / 
aliens noted. 

BROWNI.EF.V L Reacn 2. Oh. of tin- Omctn- t!(l/O7/?0. HAiRS Fi 
Power Co 2pp 46401 ?b f -46493 2(»3 

-0008030167 Irsp Repi 50 4?4/0tj-?!. on 000607 0/01 No v.olahc 
areas inspre led p'anf oporai-cr-s.radio'mj ral controls. mrv' 

proicei-cn.soct.' ly q.ralty p'CijfAm.s & adrnrnslralivu c'jni'ds tilled t\ 
ROGGE JF, RUflGERCW. SINKUIE.MV Reg on 2 OfC ol Ike D. 
1 1pp 4(3403 251 40401 ?G3 

0000010297 Advises ihat Fob 1900 Flov 10 lo oir-crgmcy pi in 
1CCFH50 47{0) & App E & nccuplah'O 

COLLINS. D M Rogcn 2. Clc ol Ihe D.reclcjr 00/07/2? HAIRST( 
Power Co 2pp 164 12 320 464 1? 329 

08081 10276 Rov. sod omorgoncy p‘an fH|ilorri(?niirq p*ccn{juf(»«i.i*>t 
(J170G-C, “NOAA Tonn Alort Had:o Sys Program ’ <4 Rov 3 to 7040 
flesponso Organ /at on & RuLOvory Orga^i 2 «iiir)‘i Trans t on " W/0BO 
HAIRSTON. W G Gc::rrj a Power Co 08/07/2/ Upp 46506 278 46? 

8800040247 Generic Llr 09 12 to all power roacto' liconsans 8 app ea 
fro p.'Cfud on req j rumenfa horn Tech Specs Svc l.sl urifd 
MiRAGt lA FJ Assoc ale Di'ectcr Icr Prciom (Posi fl/04* 1) 00/09- 
EdiionCo ol Now Ycrk. Inc 52(>;i 46463 201 46461342 

80OB22O1G6 Forwards "Vont'o F'lochc General rig Planl SfoSpec-' C 
cal Eruorgency Proparedness Alerl A Noiibcaton Sys DA Vcrihc. 
8/0714 (oil sys act.vai on Regu rcmenls sat sled 
PE FFRSON.G.C Fedor nl Enicrgcncy Maragomen Agor.cy 00/Ot 
Cfc ol Iho E recoil vo D roc I Or for Cpe.'Bfons Ip 46004 165 46606 0< 

•♦000822018? "Vogflc Elocinc Ger.ofaimg Pinnt Silo Spec ilic OH?>ite R 
(jerry Prcparodness Alort & Nohf.cnt on Sys OA Venhcai on ” 

’ Federal Emergency Managomoni Agency 80/05/31 225pp 4CG0 

5008230373 Forwards Insp Hept 60-424/ 80- 3 1 cn 88370? 0802 & r 
RRCWNLEE.VL Rogcn ?., Ole ol fho D.rocior 80/U8/I5 HAIRST 1 
Power Co. 2pp 46G19 141-46610 161 

-0808230388 hsp Repf 50-424/00-31 on 800702 0802 Violaf ons i.c 
inspected p>ani operaiions.rad ologicnl cont'o's.ma i 

proluction.se CLr.ly & q.:al ty & administrative controls allcri-rg nua .ly 
RCGGF.J F . BURGER C W . SINKULE.M V Rog-or) 2. Ole uf iho D 
1 7pp 46619:145*46619 161 


DOCKETED ITEMS 227 


eaca230294 DiituSMrt I’.sp ‘Hpl Sa i2-;/flL< H OP UH0l:O7 O') A 'uvn.VMs no’CC cl 
v „Vjt on Vi-ia? cn ro far ..re JO 4*7t*q,.aJ<?fy dcsrg-r upper <_at>'o wtudrq roo-n ye-Mq- 
t*r Sr.i <rq Sys 10 J)*: wafof Lgf'4 

GRACF.JN Hcgcn 3 do n* ito Ortrcio* bO/CB/l? HAIfifJON.lV G Georg* a 
:>OAer Cu !pP 46697 264 4660/ 2?2 

. 8808230298 Njlo> of violM-m I/or-* ir.fo on 001*007- 12) Virlahan n-.rud h‘0 S-pprts- 
s"'i s,s njl dt»sit;r*eU lo ass^c* nml np(.int.o*i of syS or imv'iiai li*n light no nr:.viiio'» 
A*cu -1 re'. adversely allorl staled oo'rpor.Ou: opr-:ab‘llly 

GR AC* .IN Hcjcf 2. O': ol Ik* Jret'or BU/0U/I7 2pfj 46607 271-4660/ 272 


H General correspondence 

86C022CM 19 Rcv.M’s itis’nh.ji-on t 0: all cortui;pon::«**ujo ro \u-niy io *1)110.1 JP Kanv 
H/U«S r CNAV G Gr’nrqa Pi: wo' C > HH/Oll/ *2 Rocinront Conl'&l UM'-Ch (Imt'imoiil 
Cchr^i D *<*.M 'p 40603 271 4G6H3 2/» 


J. Insurance ft Indemnity information 

880824Q140 AJvim s imv tWC77 r « s..hm Hal o' lin ing O' mfo Ini "1UH saiisli s rniuro 
i i. f Kiwi R 'VI 2 ro |Mv'iu c;l ol doll-n.d |im; i.ialis 

N4iiM.fl A Pciry {)< vrf:| nic’i-i A ft*; 'in..;. it Sm.porf f?r (f o*.f ?f AM r f j •W'T.fi ' 
■1) ..CH'lSTGN • I Ei (if ( it | a I'owt ; ( o If- Uitij'l 125 IMild 12.5 


P. Operating license stage documents & corfcapandcncc 

8607270252 Ff,'w.).;K Hi / I In hurl 2 in uli i»t!l)bn> s.ljiinltal m t : rf. |.'f;il i Inf d..«H 
i tenses om lo er/v./s ;•) r.j/is f {>t on Iron* \nut . <» ro u -nrnl 4 fin'd in/ c aoi.r,-> 

V/yil 

•lAiRCTOf: ‘A G Gi.o-i|u Power Co HO/U/MU Occumr ni Centro 1 Hi arid* h):i. . ■n« , *ii 
CoHirlUnSk) 11:ip 4f,.ii6 ?// 46116 2117 

9306940122 FcnvA'di pool & rOvK’w dr.'ll ol f Oiiinrii.’tJ To,.f. Spots Ri*i' 1 , . 1 <:sh c.< M.ldij' 
• ,» » ol 'mal fiiaH r.rxsisV’rl w/| SAR A ,v/ a?. I:u4 p ant 

hOFkNSjB Proccl D fOLlOMto Ii 9 Mt/U//?r, HA'MSIONWG Ocuaa Power Co 
41.42? i:i7- 4tH2:i 22‘> 

8808050251 1 o* wauls /i./ismJ f'ago 2? li> suf:f>1'‘ii oria' y mpl on conlrul room 

■I* van rcva;/ir ^agt.* a>S5»onr* 

rWHSTONAVG (irouta Po*«f (’0 HJi/(i//27 1'oc.in.nm (tonlrol Pf.vxh tncfaimiuil 

Co**Po‘ Q‘jsV| ,-,pp 2DH-4H4U 2 : .)1 

B8C8D40301 liilc/ ns oJ timnhtm irv/'M-'f m|in si lc*r vnM»P.r* , il n:i !*/ 1 >0/ 
sJjTiI' 4 1 V*‘CAP I0h f )t. from p,n;ic diSL>ir.nro fk*« lUG* H2 7qo 11 Imsis fo* vs.inirj *j*n:i 
i’b frrie pna‘«; ij s::Iom.i<' chanj*^. HI HI r.n;:nl;i lio bO r.ot.lml 

1’O lJ K'NS.J<l r'fO.ua UrnUoraio II B mi/07/29 WlrlSI MANN.H A W*.*-.' ngf om*=m 

lh:r.inr. Cup ipp ib-i'ji 2a l I 2X1 

0EO31 10263 Fo wards niopr-rvcii charges in 1 BAR m <lry ,u hvo w isiu fa( iliu^.a-iuir a'ij 
r.kl^aslo h'dq lARnj.crrlrol ar.:,i muvl A ARP Ii*kI;|ij i ran:.- adiM.cn 
HAM / A Goou.ia Port.’r i o PAIU. i.jA Scull-om Company :><yvros ire W/ViV 
01 UDJa 'ie -: Cunuci Hraa. li if) n on.niii Control Uosl- i 7 7pp 41,510 i 1 0 4051 ') > i 

8606100187 Fonvo'ds Ami-r.rl 7 lo l uonsu NPF bO.palOLy ov.lln.ili:iii A naict? o' .S'.u 
cl arrend lo «c<“isr’ Aoiijr.d u’oihhcd r rch Spr'cs in rcv.su v<?l l -n is lo: co ila n 
n*.C'il srr.iy a-tolivo tank 

HQPK'NSJn Pro eel l) rociornl.? II 3 OH/lUl/02 HAIRSTON, W G Georg a Power ('o 
2;:j* 4 C. 4 /0 935-404 7H ’/M\ 

-8600100193 Airend 7 to uu-nso NPF Ofl n v.r,.n:j vol Im.ls lo* rnniamr-iui.l ‘ lirny aifci 
1 ,o Link 

A* A T 7>iFlVS OR P/Cfi-Jf UfCCtftttfoh 1 Oy 'Oft'02. 464 ?i' L>X’ 40* /fi 24J 

■ 0600100211 Saloty Ovalaut-cn sur:porl-rg An.r-i'd / to Licrrsn NPf GO 
’ Cjfhce c‘ Nur.lea* Hcacior llogulai on Drccior (f'ost H/fMli) Hh/ 08702 2pp 
n\ 24*1 48478 2-15 

• 0608100214 fsol'Cn ol issunnr,-* t.l Amond 7 fn l.itonsu NPF 00 Amend ruv.scU Tt>.n 
Sr:ocs ro voi l *mis lui contarrnrnl spray adrJ.hvo innk 
hOPkiNS.JU Pro/.r.f OroLlO-alc II 3 Mtl/OU/02 30P 4G-178 24* 4847ft 2-m 

8808110202 I onvaids Amend 0 f:> Liconso NPF.»)0 & safuty ev.ibahon Arr.rnJ rrodhe-* 
lor.h Spt cs by iielotiMj cta-lrcl Ixlrj sump olliuom lr,o rad'Alo*) fiOMlcr RF l?64h 
HOP-CICS.JU P’C|0 .1 Dir cef Cram 11-3 fifl/fiH/03 HAIRSIONWG Geery a Power Ca 
2pp 465 H 0 »0 4651 ? or0 

-8P0C1 10203 Amend 0 m Ljjer.se NPF t-B/eviSuiy !<-. >) Specs |.-y rjeet.**g cn/^cJ h'fJfi 
s imp off ue-t? ine rad at on mnntor RL*i 7f>4fi 

MATTHFWSQD Proper Ufocloralu II •:) dCJ7hft/03 7pp 4651 *, 051 -4651 1 057 

'*68081 i0205 Sfl/oty eva'ud hori <iuppOrfi*i.| Amend 8 M Ltcense NPr xti 

OHi'O ol Ni.c'oAr Ruacior Rt'<iu‘,iiion Dune lot (Post 87041 1) HfpCU/03 app 
■6511 058 4651 1060 

880011029? Nai'es that Rov 3 to faci ily mscrvu.o loshr.g prorjrAm or,ce;iiat)fo put 
0004 1 3 lir 

HOPKINS JB Pro.ecl Uroclo.Mlo 113 0R/C8/03 HAlRSTON.WG Gerrg a Powef C'o 
2pp 46510 255 46510 250 

6608250166 Fci wards s-.mmity ol 80072b mccimg /r/u< I in Region III Ole re Hans1;0''al 
n.ir'fa' t-pe*aliO“.b crgaT2ai on Fist ol aueudoos & handoui also onci 
CiHACEJN Reg-^n 2. Ole ol mo IMecior hft/08/ll HAIRSIOU.WG Gecrg'4 
Power Co 4p;i 4664f1 P^Q 4G04‘J 301 

8608180446 Responds lo NRG 800714 tolcon xegjnsi lor addl nfo re oFI aypleot-on <0* 
an end ro C cun^o C ,r, F-6d umon/urq Tech Spocs lo ytllow op<xai cn w/pcsti.vo imd 
c reicr lomp coolh noni 

HAlRSTON.WG Gno'gia Power Co Ofl/OQ/1? Document Conircl Dr.mch (Oocu'nunl 
Ccnho' Desk) .Ipp 46591 ?G7- 46501 270 

••8000240360 Propj9r.d Tech Specs re pos-f.vo modcratcr locr-p ccolf cienl 
* Goo*ga Power Co ao/GUM2 Ip 46591270 46591270 


080819009? Frrwnrils updated I simgs ol Oi-IAMryinij Inonsng rOi;ucs*S lo: 
fk'.wr rtf 'lAfrr.i Toch Sprx: /» * c’n » »' r v s nlf.t.tftf S Ft Ot rn L.ci.Xi -i lo 2 25 

HAiRST CM W vj Gc erg a Power l o 1>^/Of»/*.2 f>o<"..riKvW Comrol Pfunrh t£:cr .nm-.i 
Coniro* 0< ski 4pp 165' ifl Ifd,. 41.5911 U h 

C0Ofl2JCI(tO5 Appn .ii.cn '*;/ nm -n J ro Ii:;er ti* NPf dd ofardyi- q Hint Rf'-i f old ley fn 
.cctoii va'vcs HV AdOeA A hV ftf.-VjU may lio lfmpo*.v.!y clb'*<.d in K'oco 3 cuing 
leakaiio lesi.' tj ol RC S press, tc -so aimn r r.ofk vai/es I or pa d 
HAIRS lOR.W G. Gi oujiit Row-'f Co A0 /CP > 1 2 llkoni'nii* Ccnlrol (i'rtn*n { i loc.urncril 
Ccr-t'ol Desk) itpi) 4‘/il200l -i591?Oif) 

•*8808230006 FNcnOV’il ItfCh Spr-^s. clarify my mat RHH Coo Leg n.oj! cn \7alvt s HV* 
JHlO'/A K HVHPCOIJ m.»y ii*< icnro'a- ly f user I n Mn H' 3 i!u»irg i akann lusl» =J n* 
RCS pn^Su'i- -.o'ai-'n c.h« rk valves 

’ Uisvija i'QW Cc HI./08/I2 ?PP If. )12 0U'> 46912010 

8000246254 Fen-.v/ies res/Oivs-.s A HC F-jn'Ib A 2*1 Ih-y re sfe/ii Cr I raf lev * /j»J 
cFangt- ri.nlves .'hve'i-lcio & s fl 'r:mi cl)H't<:<- irvv-)‘vi*s ci 'l s:»ar;r.g “(> UCd'- 

ily Siloiy A-uilyM-s lei V<).|! 0 c ‘i l 

RAI‘,LVJA C.« nn] a I’oA.-r cc: li'M0!‘»7i? I Vic-m er-' f or.lrci Hf arch |i)d. ut.* ni On- 
ttvl lie -d f f tf-.fi ih*?‘).2 > i. iF?i2Q :»:i> 

■ 00002*10256 Hovisen 1 ic ' C'.l.caHy F:.i'i*iy Amlvscs 'ei VOpdo Flr*rl'C -i-f -i • t. j 
P ar*f Sp- tii f ..(•* 5'OM.|n Macks 

* lu.org-a Prwi r C.; thV(:»i/i2 i lpa 4*hi29 M i-itAi?:* .*Mrt 

0808220198 I o v/.iu;^ A*n* r< j 'j lo Lc rnsu f\f ,r f. l l & saloly t va i.ainn Amu l nn i- 
lies Fe ll Grots la a'ln-w rr-nova 1 t:f p r! n-s o' tonpirroiv roriml o-m wn'i 
MOPKiRSJU I’rc,. Ii Hi-ecicf.va H :i 8TOiiy|/ -lAlHSTONAV G C rt o*.j*a I'-.ai r U, 
2|:p lh f 4i.ini Mis 

• 00OB22O2f)l Arrril ') t:i Ii cirti- f*PF GO 'naraly ry fr:*i Spcr In all r.v r* ua.wll ol 
;:; rl:4)n r , <4 (o i ])::r,i-, rrviiro rr::n* wal, 

MAT || -i WS.U H Pi'i.i-J liire^r ;:.dr 'l d tlRfim/ 1 / 5;>:« 1fl*.-C 1 : Ifi/ 4f.G'H 111 ' 

*0000220202 S.4l(*fy t vai . al t'ii r >u:>l eiT./ q Ana n-J n ic ! n-nso NMf r.f 

* Olhre ol N.e'oar Ht*ii< in» flcijuF'iitv). U.rerlt>r (f'osi rt/0411) tm/OB'l*’ 4].|- 
4660 1 ’52 1Gv!H 195 

C0fj0?4O4O4 A.'K rt-ocipf of ros.xmso to Girser.r: i I' im 05 tut t ae if c,0-*rr:, cn '.trf.er 
stur* *uhcicf hj. rd.iry co-i ji.v. -ii*i dtp fl?i05'll P*r: ecu k ires arci.f/ it-'o 
HCPKlNS.ih lan.oci l)re:ioraie d I 1H HA'H&TfX.W.G Goo r.ia F\iwu Co 

2p;» 4661 1 OiM 4 r/0 1 002 


G. inapochon reports, IF. UuUeilne fi, cot/ospondenco 

0805200295 Mu: ihlo N::i'-:n 86 0.12, ‘ ^roirpt HtJ|uil.-i| U) NI1C ol Si:; aliC.ml IHCiU**;1«i 
Invo'vin i Rndomdive Mail * Svc I si f-i.tl 

fa JNM'NC.rlAM M C. D.v.siin ol luJ.istnui A Mu:1c.|i Nuclear Haiety iPost 6707291 

m/a ft/ *5 C,\>ns .jf da'i.-.f i : CKoa f *o > ,t Wc.w v' 0 ^^ -,, c f<>dpp Ifi.'f !0 1 7>J ,ui:m ?0ll 

0807260350 Ar< r«.-\ml ol i!fi:,-022 A 2.1 Ofs r*o»frmg ot slips tul-on (o ecfh'el 
Vifl ihon^ nc't'tl i‘i li*^p T*tpls 69 V47MM0 & 50 425MKi 20 

MtnOlA't Heg.cn 2 Ole o' Uu O.nxioi Cil'O/fOp HAtRJiroN.W Ci Gcorgn 
l : nwt“ Cn 2pp 4Q:i-,*o 127 a|,:io:» 1 28 

0807200075 r crwiir.ls lr;v|i Hup Is f.O-424/BH 22 A 53*42Gd!»|? » pn 6605 Ifi i9 No ‘no 
ahO is 0* . I*; v ahcnr. lipU-iJ 

HLUDIAR Region ?.. Ole ol itu* Otoi lor KfUi://ll HAlMSTON.W C» Gfcrya 
Powu-rCi; 2|i;» 46336 1 7 1 4<. 1 ,T> 1 H 1 

- 8607280002 * ‘p Hcpls 50 42-1/b 1 ! 22 & f.0 *126/111) 29 oa UH06K) 1 9 No violal nns o* 
dov t )tcns nglucJ Ma.uf <iu*.ih insp .cha: <• * clnr.ii csVcs raco^AyMiiim nan )-i .r-shila 
Iton leccrs^.'iislriimonia* a*. ir,>->anlU-rs & ser-s rg I.- 03 

HUNT Ml\ 'MLl.rn.MN. CONICNJ H. He.-I.v/I 2. OU. nt ihi'P.-rtOCt 80/07 rny 
9; ip 4U.U6 1/3 463 JO ‘dj) 

08072G0370 A'k rcrc.pl ol 1.906 '.9 Ik mlonur-y N r iC Ol steps lakin to toricCl v ulOUnns 
nuiod .'i fr**|i Mepf GR--l?-f/fi7-7 f fftaJnr.fion n ^.vorify f.'ivof of Vd'afijii A rt. Arc* f re 
q.ir:c* & t.i 1 1 or* s*’.lt smIIu.ii .. nw.Vf anted 

C.HACL.JN Hoy-on 2 O'c 0' Urn IVeckr f?fl/07/'2 MA'RS I ON W G Gorg 4 
Power Co 2pp 46293 074 -1G233 075 

8U07260192 Fn*v*/anls I Mv\ 1 £ ? lo "inucryicu H*sf> Pro,;rain.‘‘ NRG rev.cv/ A approval 
'or i^so c* ff.vs P*i:r :o CJr. 1 1'ililt reU.el nt| ouiago K.-yuusli rl I co pad 
HAlflSION.W G GcoriuA Power Co 66/07/ 'H Docu neni Control Ptcinch iDotuti^u 
Coni' el Di'skj ?p.p 46335 206 46331. o:ili 

•8807280194 Ruv 1 to I S' -R* 1)0(5. ' -'iscrv Cu Insp Pfoynin' 

• Gi r/fH Powt-i Cr ISI P 086 H(»l RR/R// IP '. r>pp 46.np ?d9 **-0336 025 

- B6072B0197 Ro/ 2 to ISI-P DOG. 'Ir.si.rv.LO rnsp ProtjMih* 

* Gcarg-t Power Co ISI P ()Cf> FI02 611/07/ m !^pp 46)36 026 16336 0'Jfj 

8000030103 Forwards lns]> Hc])l Ct :• 42*4 /flu 26 un ROOt.O/ 0/IM f.‘J v.olnlK)°s 0' Mevi 
ai'sns note d 

HnOtrVRl CL.V t Hugmn 2 Ole ol |hi; Urocin B‘WC)7/?0 HAlRSTON.WG Gt’.)*g a 
Power ( n 2pp 4tU<>3 26 1 4r.4(| i P»>3 

-BB00030187 Insp Rep I 50 424/8825 cn UQC6U/ 0?0 1 No visialmns nnicij MnjO* 
aro;js i- fipdr.reo plant npuratinr's f4c:.olr:i| ca‘ ronuoiimaml <su'\u?i , liin:oJirc 
(Koloclio-i M t.u:iiy.(;u.*iiy progenas & atlmmslidbvn cor/ruis alfcchng qiutbly 
RUGGF.J.F . RURGFR.C W . SINaULL.M V Region 2 Ole ul 11m H .rector 8fi/0//MJ 
1 1pp 46403 253 :f.403 263 

0003030223 Discusses Hfi0/05 trilorcurriOnl ronlcroncu rc w.iior inif-tiOn i-ft) Cdniro! 
room Ovem o-) H90603 m.io to inatlnq.mlo ilrjsign & teshny e* cntjlis pr-noUaFO') 
seals f.f«* otmg s-,.rrrrafy. ! isl ol aikndi.es & hdrulcut rnt* 

GHAt.L.J Rcqioo J. Ole oJ J»*C Di/t-e f O' Ob/07720 HAJHS f ON.YV R G viyc t O Power 
Co 13pp 4641? 334 46412 346 

800/200162 Suppi 1 lo NRG In'D Nl.FCn 80 04C. “liconsoo nept ol Dofeclr/o Rulur- 
ht/ioJOci.<f Ru-.ikO'S ’ Svc Vat eric* 

ROSSI CE Div.S'0n ol Operalcnal Event?. AssnsMr.6fU (Post 070411) 86/07/21. 
Conso.idntod Fdvon C.'j ol Now Yo-r^. In: I2fjpp 46308 064 4f»20fi l 78 
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8807290076 Responds to NRC Be le‘ n 8? OOS.SjppS I & 2. Tasfoner Tesing to Do* 
lortane Comoro ance W/Apphcatle Mail Specs ' Speci 4 tca: ons " I <st ol suppers fo» 
ferrous laslenots 1/4 inch m diarr.ele* A greater er cl 

HAlR^TON.W G Georgia Power Co 08/ 0//2* Occurom Ccnirol B'anch (Dccuxenl 
Ccn:»oi Desk) 2t!pp 46357 29 V 46357.310 

0808110103 Ack rece pi ol 8B0/W responso lo notco d violation Pom Insp Hepl 50- 
*24/86 i9 

C\ iNt* W E Regcri 2 0 4 c ol no r><?ClO- 88/07/25 HAinSTOM.WG Gcorg-a Power 
Co 2pp 46600 204 46500 207 

8807200246 NRC (Tulle tin RQ-COSJ. TnrVdn Tune Thrn-rq n Woshn^house Readers." 
L>vc ‘isi end 

ROSSi.C F Oivis cn of Opo-'dlicnai Events Assessment (Pos: 870411) 60/07/26 
Co-' 1 sc‘i La. son Co of Now York. ‘nc. i?3pp -16348 070 46348 192. 

8807210218 NRC Info No’rco 80 052. ' Fa/jro of ‘rtrajtoriro Tandem of Flo:d O' Suit 
Applcator fl-achyth-orany Devices Duf ng Ppi oil Treatment." Svc *isi tnrJ 
CUNNINGHAM H E Division of nd-jslfial A Med cal fsN.c’Oflr Safely |Posl 670/29) 
tjy/C7/2? Conso' dated Prison Co cf Now York. :nc IGBpp 463'J/ 029 -4639/ 136. 

8808040111 Fciwa-ds revised resp-onsO lo v.Maircns r.cto-1 in '“.sp Hepl 5C 424/88 - 
Ifl.per NRC 8HC629 inlconCorrncl.vo ac'-ons CnLcO’-Cy card ricc« Tuning i^siaMa* on 
of mproper bo' ting rut! resi, Iti’d in m nal cn nl su mam: wok 0 ‘riors 
HAIBSTON.W.G CiflO'g ; ft Power Co 88/07/2/ OctuTort Conirol Branch l0ocumo;i| 
Ccn:'ol Desk) 5pp 46421-255 46421 260 

8007220034 NRC Info Notice 09 053. * Liccnsou Viclalons r>1 NRC Ho^ulrt' J-'s.Wh efi 
l r?d lo Mtti eft l Oiagnoy c VisadT ri-s'*ftlions 1 SvttSl one. 

CUNNINGHAM.R.E. Civvjn oi In •i.&lnol & MeJic.V Nuclea* Safety iFost 670729). 
86/07/28 Conso «?aiO<f Fd.SCn Co ol Now York Ire H>6pp 46396 283-46397 020. 

8007220192 NRC Into NoliCu 88 054. 1 Fa lu;e of Crcut D*ea'-C' 1 ol owr c| Insiallaf-nn 
of A-rplonor D.roc: Tr p Aliaclmnni " Svc '-si one- 

ROSSI CF. Division ol Cnc atonal fcvonis Avicss-ncnl (Post 870-;il) 68/07/26 
Con so iria led Ed.scn Co o' Now York. -°c I2lpp 164 1 7:020 -16-11 7 140. 

8807269019 NRC; Info NdiCG 68 065. "Po1enli;«' Problem* Caused by Si.i^lo Fa.li.ro of 
ESF Swn-g Eus" Svc liai t.nrf 

ROSSI. C E n.vscn of Cpe.-aiionai Evens Assessmoni tPosi 670411) flfi/06/03 
Ccriso* baled Ed son Co cfNnwY 0 <1. Inc 1?lpp 46137. 1 21 46437 24 1 , 

8808030289 S-idj:I 2 ro NRC Pi.-l ofm 611-005, Nt>iconfo:rn ng f/aPs Su;:p'.e:# by PipH-p 
Sur.pl os. ‘rc ai Fo so-n.lMJ A West .lorsey Mfg Co «i Wl aVsicah.NJ " Svc I si orcT 
HCJSSI.CL Dvson of Opo.-aiiona Fve^ift Assossr.cni (Pcsi 870-U1) 86/09/03 
Co“scl.d3tcd Ed so-1 Co of New York Inc I49pp 46530 1 21-46638 ?F/j. 

8007290008 Si.pp' 2 lo NRC Uuifolh 89 000. "Tnormal Sbesses n P-pirg Comuded i:> 
RCS *' Svc 'isi encl 

ROSS' CE. Division ol Opera: o^af Evonis Assossnrcrit l^osl 870-11 If 89/08/04 
Consolidated Erfison Co. of New Yo.*|i. fix I2lcp 46604:001-16504 12 1 

88072901 1 1 NRC Info N'ol co 89 050. Toioilial Prob'erns V7/S!i:o.“0 Foam F.ro flomaf 
Penolraf on Sea's " Svc < si oncl. 

ROSS' CE. Oivisio'i cf Operational Events Assess-nenf <f’o«.f 870411) 68 /C 8/04 
Consohdaled Edison Co. ol Nc.a Yorl., J;u I20p^ 46560: 1 75 46563 297 

8000240135 Firpl respenso to FOIA retiuosl fer dnc.u.ncnis App K documents cnclApp 
L dOCumoriis parl.a'ly (fo oled us o.iisdo Sco;>e ol roq.iusl App M iJocunii?nls partaly 
w.ifiheld jrof FClA EOfr-pliD-i 5). 

GPIMSI FY.DH NRC • Nd Doia. od AIM at en Given 89/00/01 BOlEY K Pub' cDn 
zeos Cniical Mass Energy Hro'.ccl 6rp 46581 335 4669 1 34 2 

• •8600110010 Fo-wards NHH SAIR npjl bHSOd on rr n -SAiP cval.ialiors one-' w/safoly 
0 /<Ytaicns prepared during SALP (Dei 1084 May 1906 pevja Rolaiod dcctmunia- 
uo-t end 

DUEUtY.RF, FWR PrcjOCl D recto rale 1 86/00/01 KIRSCH.D F Re^cn 5 Ole of 
tho Director 86pp 4G5CV313-465D? H2 

8800020095 NRC Info No* ro 08 057. Potent pi Lo?s Of Safe Shutdown Fqj pmoil Due 
lo Premature S ‘icon Conirol'ed Peciil or Fai ure ” Svc >st encl 
ROSSI, C F D vision cf Opcanonai Events Assnssmenl (l J osf H704H) 6B/08/08 
Ccnsol da:r!d Fdiaon Co oi Nr*w Ycik Inc I22pp 46459 t?5 46459 246 

8808020102 NRC Inlo Nol co 80-058, "Polonhai Problems W/ASEA BrcAn BovC/<<fE- 
51 L Time Over current Re'ays Svc i<»l onci 

I10SSI.CR D-Visiori of Cporaiorai Events Assossrrent (Pcsi 670411) 09/00/00 
Consol Uafud Edison Co Cf Now Yo'k Inc 120pp. 46539 001 46530 120 

8808190046 Advises that 889407 8 Cb29 respersos in NRC BLl et.n 98 031. ‘ Dolecis 
•n vVcsfinghouse Crcu l Frcakers " acco?'ai.io 

HCPKINS.JB Proiect D reclo'ato 11-3 80/06/08. HAIRSTON WG Georg u Power Co 
2pp 4059/348 46597 349 

880803011? NHC info Notice 89 059. WSlV Gu da Pad Fa ‘u.*e at VVatGrford Unt 3 “ 
S rz isl enoi. 

ROSSI.Cr, Civ son of Ope-ahcna' Evc-.'its A^sessmom (Post B70-1M). 89/00/00. 
Co' sctidalod Cd Son Co of New York lr»c 121pp. 46467 0 1 1 -46467 I3i 

880604006? Suppi l to NRC In'o Notice 80 004 nadei;uate Cua ilicairon A Uocjmen 
laiOT ol Fre Dan o; PonD‘*aiiOn Souls ” Svc Isl enr:! 

ROSS* C.E Drv.sipn of 0;:oraional £ven‘«. Assessment (Post 670411) 00/00/09 
Co-’SO’idaletl Ediscn Co of Now York, nc 1 2tpp. 4G55B 205 46559 325 

8008050135 NRC info Notice 8 n 060, ‘ Yiarfequato Dosgn 8. Irsial ation ol Watori gbt 
Pcncrralion Seals ' Svc I .si cncl 

ROSSi.C E Oivis on of Ope/alonal Events A^sossnrcnl (Post 070411). fl8/Ca/li 
Conso' dated Erl son Co of New Yo-'k. I^c I23pp 46569 298 46570 CC0 

8808050240 NRC Inlo Nohce QD-0G1. ’ Ccnvol Rocm Mnbrtabi!i!y • Rcceni Rov.uws of 
Optra I ng E»pcnenco " Svc Ut end 

RDSSl.CE D.v.sion of Operational Evnrts Assosgiront |Posi G7041 1 ). 08/00/11 
Ccnsoldaled Edison Co ol Now Ycrk. In^ I25pp 46594 312-46595076 

8808050295 NRC In'o Nolce G0-O0?, Hcconi Firujngs ro IrrplomGniat on of QA. Pro 
crams by Supp: er& of Transpcit Packages *’ Svc list end 

OUHfJETT.HF. Oivisron ol Safeguards & Trans|)crtai.on (Posl 070413). 88/00/12. 
Corsc'idatod Ed son Co of Now Yo-k. Inc i09pp 46581 155 46581 263 


8000090264 r:HC info Nctco 88 063. H.gh Radiation Hazards From Irrac -iluJ h('m 
DntaclO'S & Cah’os ' Svc l.sf enc f 

ROSSI.C E D.visio'i cf Oporahcra' Events Assessment fPosi Q/O^nj 
Conso ida:od Frfison Co of New York, Inc 1 10pp 40509 065 46569 1 74 

8600230373 Forwards Insp Repl 50 424/00 3l on 000/02 0802 & roleo o r w>|-.fe- r 
DR OWN IFF, V 1. Rngo.n 2. Ole of iho U. red or 00/08/ 15 HAIRSTON.Wf, Gaornn 
Power Co 2pp 48619 14146019 161 

• 0008230300 Nohce Of vio'auon Ironi ir^sp on 800702 0802 Vio'ahon r.cloj M<i * | Y/;*n 
Ordo' 10003134 nol fully i.'nplornonred req^mny pursonr e! & uquprrpul »o t-upa s .-l 
6 ablo lo i/r rr.cd alGty tosoa' upon dectncal floor pfmcviiai.cn 

DROVvNlFE VI. Rrgion 2. Ofc of Iho Director 08/00/15 2pp 40619 143 ;GG lf . U4 

*0008230300 Insp Repl 50-424/G0.J1 orr 800702 0802 Vu'aiiOris roUKl N\|.r r-r-vn 
inspocicriplani opo.'aicns.ratlo'oydil cnntrols.manl.sir.. ixo.Io 

proteclion.secv.r :y & gurtiiy & udmm-sirahvo controls nlloctintj t:ual ly 
ROGGE.JF . PURGFR.CV/, SINKUlE.W V Regan 2. Ofc ol iho Urncicv IMH' V 
f 7[)(i 46619 1-15 46G19 1G1 

8808230294 Discusses Ir.sp Ropl 50 424/08 24 cn 880007-09 & lu'vw'iufe n. >ii.- 1* 5 1 
v,ofat-cn Vio'ation ro la hire 'o driequnioly design upper caho hjireadrig io-:ir> p- .. v 
I cn seal mi sys lo bu wale: light 

CRACF.JN Rrvjon 2. 0!c ol tho 0.roc?cr 80/00/17 HA'RSTCN.V/d 'm g i 
Power Co 3pp 46607 26s 46C.07 2/2. 

*•0000230298 Nolico c* volalun from *nf.p or 600607 0‘J V olation nottd: I m m:,*h 
s< f> sys not dusgrod lo assun* ltUl opur alien uf sys o.* manual lire fig 1 .;- j :* i » »• s 
would not adversely alfoci stated co;rponeni rperab!ily 
GRACfc.JN Region 2. Cfc c' Iho DroclO' UU/00/17 2(>p 46607 271 • H5b'>/ /// 

8B081 10206 NRG Inlo NotiCO 88 C64. “Ropcrli'i;| Fros n Nuclear Process :*i^ r.l f.... 1-* 
a* Pcwor Plar.is " Svt lisl orcl 

ROSSFC E Div sun of OporaliDnol Events Assessment (Post 8704 11 ) W'/flff. 
Co* iso irlaied Ed son Co. ol New York. Inc 1C4pp 46643 001 466-13 ICM 

8800120327 NR(i Inlo Notco 68 0G5. '-nudvorlonl Dranages of Spent I ,ie I’urh : 

•si oref 

ROSSI.C F O.vis on ol Oporahonnl Events Assessment (Posl 87041 ij M'/r.-!/ ■ -i 
Consol (fated Edison Co of Now Ycrk. Inc I23pp 4f.62fl.0l 1 46628 133 

8808260070 Nnt.lic-iton of 003822 24 meotnys w/uil to review ell respC'i'i-i i> N 
Hu lotn 88 G05 

HDPKINSJG Project D.roctO:aio II 3 Ofi/Ofl/ 19 MlJRLFY.T NRC NoDilih:. A' 
h ifl ( On Given Jpp 46640 165-46048 167 

8008180392 NRC Info Nolico 88 066. InUustnal Radiography Insp & I 1 . 

I st encl 

CUNNINGHAM. R E Div.siov ol lnduslr-.)l & MerJicnl Nuclear Safely (f'cs: ad V; 
88/08/22 Consokdtiled Ed son Co of Mow Yoik. Inc !H)pp 46628 I34*46iv'i » 

0000160414 NRC inlo Noil-:« 89 1:67. ■ PWR Amilary f eedwaier Pump * 

spood Trip Folure *' Svc list oriel 

ROSSI.C E D, vis-on ol Operational Evonls Assussmonl (Post 8704 1') <*|./i , 
Ccnccl doted Edison Co of Now Ycrk, Inc I23pp 4Gt>43 105 46643 22/ 


R. Periodic opernling reports & relotod correspondence 


0000230002 Monthly Oporninn ropl for Jul 1U08 for Voqtlu Un4 1 W/ flfJf-812 l.i 
OIIWORTH.SC.. HAIRSTON WG Gcorg-a Power Co 00/07/31 flpp 1< )/ i,». 
46607:329 


S. Reportable occurrences, LERs & rolalod corroapondonce 

0800020322 t.F.R 87 044 02 Cn 070702 8 04.iwo f.onlro! roo ri HVAC sys t:o ‘ IN-* * * 
aUoquately analy2od for oprvrairon in omoryency rnodo Causotl by i-ia;k , :ivJ*i- a • » 
Ol s-ng:o famros Bocktfrali tlomf)crs added Y//06O/18 Iff 

DUHNS.W E HAIRSTON. V7. G Gocry.i Power Co 00/07/18 flpp 4i»» /n / ■ t 
46370:306 

0800110305 LER 80 O2O-CO.cn 00062f>.eonlairirnenl p(>nufml*ons iray «■.»? A :• 
quato lOdundAnl overload protection Caused by mablily to sot ma- n- t 
hroakors Magnet c only breakers replaced hy inermul magnetic hronke-s W il ; 
ilr. 

SY/AR T7WFLDEH.J . II AIRS TON. W G Gcnrqa Power Cn flB/07/7> 4, p 

46499 330 46499 333 

8008160077 LER 08 021 00 on 6037 12,r1 scoverod that p!ani procedure lo» (-r-rl: tn»*| 
smvei lance reauiromont nadoqualo Pro'reduro roviscd to mcludo pp»lo'i“ji*"s, r- - 
sisianco measurements lor terminal ccnnociion W/fJ8D80fl Iti. 

SV/ARTZWFI PER.J . HAHlSTON.WG Doo/gia Power Co fta/08': f> ' i 

40557-264.46557 250 

0008160186 LER 88.022-00 on 8807l4.generator/1u'bmo/roocior inp occi.nc.1 Hi r« •</! 
Ol ovoroxc.lalicn cond.iion on uenoratcr f e!d Caused by la.lure ol potuni =il tr'nd i 
er which led to crcuit hoard lo hrrrs Tranlormrr ropiaced.W/BBOGOO if’ 
SV/AmZWELDER.J . HAIITSTON.WG Goorgia Power Co JM/UB'CA . 

46556:125 46500 130 


DOCKET 50*425 ALVIN W. VOGTLE NUCLEAR PLANT. UNIT 2 


A Appiicotion/conslfuction stage documents & correspondence 

0807270252 Forwards Rev 1 to Fncl 2 10 util B8U519 suhmiifol ro CO*ngu>li I*' <?■*! 
ur.it 'ironses duo 10 errors in transcriphon Irom source dccumonl & nood lO' f W i 
ions 

HAIRSTGN.WG Georgia Powor Co 88/07/18 Documeni Control Branch li)o-; n*t. t 
Control Desk) 11pp. 46316 277-46316 267 



DOCKETED ITEMS 229 


0607260348 Forwards responsu 10 Q0C615 add I questions re se-smic dostgn, mpacl ol 
d'oppeil fuel ossomtlios & soloiy procorkros Cnlculuticns of offocts of dropped (uni 
asserrtr ios w It fro sebm-fted by &908 J2. 

8AILEY J A Georgia Power Co 08/07/21 Document Conlro' Branch (Document ('on- 
[-ol oesM 49pp 46277 310 40270 C05 

0353040122 Forwards proof & review ri'all of combined Tech Spors Requests ceriibca* 
r,cnof Nnal drafl consistent w/FSAH & w/ ns fuiill plant 

I-CPKINSJU P(C|fCl U:rf)Clofaio 11-3 0Q/O//25 HAlHSION.WG Georg a Power Co 
4f3pp 46422 )0?.4G4?3 220 

0033110263 Forwards propose if rhqnyns fo FS.AH ro rj/y acJjvr? was re lac hUos.allOmaio 
raCwasie b’dn (ARU).conlrol nroa n od & AMU briugo crar.o addition 
0AILEY J A Guorga Power Co BAILFY J A Scnlhom Company Snrv>ceit. :r.c 88/00/ 
Ol Docurmni Control Rrnnch (Uocumonl Control Desk). 7/pp 46510318 46511 034 

6803150226 Forwards rosponso lo N(K! 80(1024 lit ro Iwo Oddi quosl ons on sooni fuel 
facets & fuel hording accidents Addl mlo in response lo questions 'ilonVcd during 
£80719 loicon aM> ontl 

3AILEY.J A Georgia Power Co 00/00/03 Oocumunt Conirol (ironLii (Document Con 
rro' Dos'd 9pp 46552 12 J 40552 1.31 


6607280075 Forwards Insp Rnpls 60 424/80 2? & 50 425/08 29 on 680516 19 No v.o 
fations cr dev at-ons noted 

HCW07.A R. Region 2. Ofc cf me Director 88/0// 11 HAIRSTON WG GeO'g>a 
Power Co 2pp 46336 171 46336 181 

-8307260082 Insp RupLS 50 424/80 22 8 50 425/68-29 on 0BO516 19 .No viO’atons or 
deviaiipns noicd Map' areas inspected e'eclnca) cat/es rareivays.termnaiion >n s'a'Ja- 
t:on recorrJs.insl'urr.e‘'. , atiOn transTi tte,*s & sensing I nos 

HUNT.M.D . M'LLER.M N . CONLONT E Region 2. Ole cf Iho D.redor 86/0//06 
9pp 46336 173 46336 101 

8808010249 Forwards Insp Repl 50 425/88-34 on 880613 16 No v.o'ai'ens or devi 
aliens noted 

JUIIAN.CA. Reg-on 2 C*c O' the D rector 63/07/15 HA'RSTONWG Gco-qH 
Power Co 2pp 46372 139 46372 149 

-8808010250 Insp Rcpt 60 426/88-34 on 00C6l3-l6No volaiiyns or de-.iahors 
noted Maicr areas inspected onsle de$-gn atliv • os 

WRIG1U.K >V . BFI.lSLE.G A Region ?. Ole of Iho Drecio: 06/07/14 9pp 
46372 141 46372 149 


660B250 166 Forwards su nmniy ol 060/25 ri looting w/|,hl in Roycri III ole ro trarsiiional 
nu'lear operators organization l ist of ntlondocs A handout nlso ond 
GRACE, J N Region 2, Ofc ol iMo Dree lor mt/OH/ll HAIRSTON.WG Georgia 
Pcwc'Co 4pp 46640 206 4(1640 301 

6900190097 Forwards updated lisimqs ol oulslondini) licensing requosis for 
plani ncludng Tocli Spec chnngon ro ch'O'iiio sotpcml & F(Q) redaction lo 2 26 
NAiRSTCN.WG Gcoryo Powi’i Ci> 08/09/ 1? Duiuinoni ConircJ Branch (DPCir’ncnJ 
Coitrcf Dos’i) 4pp 46598 166 46598 iga 

8508240254 Forwards rc#s|>onsos lo NltC 800616 & 24 llrs io sponl fuel racks F.rst 
cnar.go involves boraflox covurplnto 0 socoidf change invoivos cell Spaor-g "Cnlical 
h Salety Analyses for VcrjUO " orcl 

BAILEY, J A Gno'g a Rowqi Co 80/08/ 12 Dncnmeni f^nnlrol Rrar.ch iL'ocumont Con 
•raiOesk) IDpp 46629 2IM 4G629 346 

♦*8008240256 Reviso'i 1 lo "Cnl tDUy Sidniy Annlyscs (or Vogflo LluClnr Gor-oraimg 
P-ani Spenl Fuel Storago Hacks " 

’ Georgia Power Co (18/00/12 'Mfip 46620 :i*:i 46B2i> 340 

8808240404 Ack receipt ol response 10 Gonor.c Hr 00-U6 le tiDnc ac-d CO'rct on carbon 
siec' reader boardary coniponems.dlil 60053 f fdocoi cures ar.cepcaidu 
HOPKi.NS.J-B Pro.oct Droctorn'e II 3 HH/QH/1B HAinsrON.WCi Goorga Powor Co 
2 pp 46631 061-46631 002 


F. Security, medical, omorgoncy & fir o protection plans 

6807060520 Generic Llr B'MO to nil power render hrensnes & hcldors ot Kiri 95 ap 
pro-va's ro purchase ol GSA opprovod ser.nnty c.onlaiunrs Svc l.si ond 
MIHAGLIAFj Associple Dirudor for Proiocis (Host 07O-U 1) 00/07/01. Consol Uaiod 
Edison Co of New York. Ire. 3lpp 463011 ?;)!>• 46311(1 329 

8908030297 Adv.sos thnl Feb 1900 Rev 10 to nmoujericy plan rneols sids of 
iOCFR50.4/<h) & Aup t a <u.co()lMtln 

COLLINS. D M Rogon 2. OlC ol ih.o Dirocloi 00/07/22 HA'RSION.W.G Georgia 
Power Co. 2pp 46412 320 46412.320 

8608110276 Ruv.sed omorgoncy plan ln;pUmmnl>iig procodures including Ruv 1 tu 
91700 C, ' N0AA Tor.o A'l'rt Rnd o Sys Program” & hov 3 to 70400 C, Entergur.cy 
Response Organi7a1inn A Recovery Organizahun Trnnsit:on " w/000727 Ur 
HAiRSTON W G Goorqio Power Co 00/07/27 1 1pp. 46506 270-46605 280 

8608040247 Gonpric Ur 00 12 JO »ff power roneux leenseus 6 app'icanta ro roirovnl Ol 
fifO proioclion rcquromonlft Imm Tor.li Specs Svc l.si unci 

M-RAGUA.F j Assotrlnlo Dirocior lor Proiects (Pont 07041 1) 00/00/02 Consol dated 
Ec.son Co cf Now York, Inc 52pp 4040J 291-46463 342 

8600220186 Forwards ‘ Vogik) Gloclr.c Goncirat.ng Plant Sdu Specific Oflsue Rado'orji 
cal Emnrgancy Prcijarerlnuss Alnrl & NotihceliOn SyS OA Vonlicalion,” bOSQd cn 
870714 I ii. i 8vs activation. Roqu romonts saUslicd 

PETERSON. GC Fndorol Emergency Momigerncmi Agonr.y. 00/00/09 S1CLLO.V 
()fc Ol Iho Evecuiivc* D>roc)Of lo; Oporai'On.s ip 46604 1 65 46005 029 

*•8808220187 "VoqNo Electric Gonoral.ug Plant SilO-Spocilic Olfs-to Rad ObgiCal Lrno'- 
Qency Preparedness Alert fi NoidicAl-on Syr» OA Vordical'on ‘ 

Federal Emoigoncy Management Agency 80/00/31 225pp. 40604 1C6 46C05 029 


H. General correapondonco 

8808220119 Hawses drambufron (or aU cwtcspomlonco (C f aerify lo tr-Doci JP Ka "O 
HAIRSTON.WG Georgia Power Co 00/00/12 Documcnl Control Oranch (Oocumorl 
Control Desk> Ip 40603 27 1 46603.271 


J Insurance & indeirmlly Information 

86QB240140 Advises ihol 000 729 Submittal of tmanc-al mlo for lOQ0 sali^ os requro 
monls ol 10CFRH0 21 ro payment of dolo/rod promiums. 

NASH, O A Pofcy Development & Technical Support Branch (Post 0704 IIJ 037007 
10 JOHNSTON, H B Goorg a Rower Co ip 46630.125 46630 125. 


Q Inspection reports, JE OuDejUs & correspondence 


8805200295 NRC Info Nolico 08 032. Prompl Reporting to NRG of Sigrjlicant inc.donl3 
Involyinq Radioactive Matl.” Svc hsi end 

Cunningham. R F. 6.vi9ion ol indusinal & Mod:cai Nuclear Solely (Post 8/0720) 
88/05/25 Conso'idalod Edson Co. ol New York. inc. I20pp -163GB 179 46380 298 


8807200356 Ack recoipl ol O0C622 & 23 Itrs informing NRC ol slops taken to correct 
v.o'ahons noted in Insp Rcpls 50*424/00.10 & 50 425/00 20 
HERO ! .An Rcqon 2. Ole ot die IlfCcUK. QB/O7/00 HAtnSJON.WC Georgia 
Power Co 2pp 46300 127-46300.128. 


0807280365 SubTita reissued response to vo'at-crs noted in Insp Repl 50 425/b0- 
ZaCoveclwO acion.sfSAR w..' to amended lo T.cLdo ul l level III adm n.st*aior & 
spec .f ed fu'icnoT 

RICE PO Georgia Power Co 88/07/19 Document Conrrcl Branch (Cccnment Con 
irol Desk) Ip 46427 005 464?/ C05 

0007290002 Responds 10 v:olatcns noted m Insp Repl 50 425/09 32 Ccrrcctive 
3Cl>0n C om l ad Ptccedue SD1 05 roused lo ic^ura Ue hose sta/ens fo be tn 
spL’Cted weekly instead ol monthly 

H'CF.P D Georgia Power Co 08/07/19 Document Cont'ol Branch (Document Con 
irol Desk) 2pp 46354 205 4635-1 207 

8807290006 Responds lo vclat-cns noted m Insp Hepl 50 425/08-28 Correci've 
action Seciiou 1 9 58 ol FSAFI sha'l bo amorded lo mciudo Level hi admnsiraior & 
spocily lunciion f ul* corrp ianco to be achieved on or befo'e 09103 1 
RICE P D Georgia Powe' Co 08/07/19 Document Cohlroi Branch fCocumenl Ccn 
fro' Cusk) Ip 46357 146 4635/ 146 

8807200162 Suppl 1 to NRC Info Npt-ce 88 046, "Licenseo Repl ol Defect ve Relu r 
bishod C rcu.l B'eakors " Svc i$l encl 

HOSSJ.C E D-v snn ol Ope/aJ-cnaf Evems Assessment (Pds) B70411), 08/07/21 
Consol uaiod Edison Co of New Ycrk, Inc I25pp 46300 G54 4C3Q0 170 

8007290076 Huspords to NRC BJIoun 07-CO2.Supp's 1 & 2. Fastener losing to Da 
termne Conformance W/App'icabie* Man Specs ” Specif cat ons " List of supp'iers ler 
ferrous lastorcis 1/4 inch in d*vnoier & greaier unci 

HAIRSTON.WG Georg a Power Co 08/07/21 Oocemnni Ccntroi Branch (Docuxont 
Control Desk) 20pp 4635/ 291.46357 310 

8807200246 NfTC Rufein 00 000. * Thrubfe Tube Thmn.ng m West rghausu Reactor S ” 
Svc list end 

ROSSI.CE Uivison of Cperaional f vents Assessmom iPost 0/0411) 80/07/26 
Consolidated Edison Co of New Yo'k. inc I23pp 4634A 070 46348 192 

8800 110086 Forwards open Horn (rom rev.ew cf v:o!ation Iron Insp Repl 50-425/08 28 
rn fa lure to uso fin’d love 1 inspectors 

GRACE JN Reg-on 2. C?c ol the Crector 08/07/26 HAIRSTON.WG Geo'fla 
Power Co 3pp 46505 289 46505 29 1 

8807210218 NRC Info Not ce 88 052. To.lu'o of Inlraulonnu Tanduin ot Fie'char Suit 
Aijpl calur Bt3chyit ernpy Devices During Pat'enl ffoaimoni ' Svc list e/.cl 
CUNNINGHAM RE D-v.son ol Industrial & Med cal Nuclear Safety (Posl 0/0720) 
Dd/07/2 7 Consnltdaied idison Co ot New York. Jnc. 1P0pp 46397 023 4639/ 136 

8007220034 NRC Into Noiicc 80 053. ‘ Licensee Violations of NRC Regulahons.Wr.ich 
Lod io Mod cai Diagnosi c Misadnun strabons ” Svc l si end 

CUNNINGHAM. R E division of Ir,du9ina1 S Medical Nuclear Saloiy (Posl 870729) 
08/07/20 Conso’idatcd Fdson Co ol New York, Ir.c. 106pp 46396 283 46397 020. 

8807220192 NRC Inlo Nonce 00 054, "Failuro ol C-rcul Breaker Fo-lowing Insia'labon 
ol Ampiocloi Cirecl Trip Atiachmont " Svc Us) encl 

ROSSl.C F Oiv.sion of Operational Events Assossmenr (Post 8704 ff) 30/07/20 
Consolidated Edison Co of Now York. Inc l?1pp 464 17 020 464 1 7 .140 

8008080129 Forwards Insp Hepl 50 425/80 35 on 080620 23 & nonce Ol vio'ation 
FfFHDT.AR Hc*gcn 2. Ole of l na Cirector 08/07/20 HAIRSTON.WG Georgia 
Power Co 2pp 46463020 46463 029 

-8808080131 Notice ol vm’at.on irem insp on OB0620 23 Violabon nctod Icensen con- 
UiJCUng lesis ol conipononi CCd ng water pump w/o prereqms.to slops to ng signed 
oil 

HFRDT.AR Region 2. Cfc of tho Dirocio' 80/07/28 2pp 46463 023 46463 024 

-8806080134 Insp Repl 50 425/00 35 on 080620-23 V clanon noted Major areas 
inspected p/ooperanonfii tesf ng.msp aruas.w.messmg ol ptocedu'cs bernq conducted 
8 roviow Of uiil ova'uanon of results of losis of apurovod.compleied procedures 
S7C2EPANIEC A . JAPE.F Region 2. OlC Of IhO Crector 08/O//25 5pp 46463 025- 
46463 029 

8808150313 Ack receipt nr 890719 IU informi ng NRC Of steps lakon to couect volatrons 
noted in Insp Repl tO 425/88 20 

JULIAN C A. Region 2. Ofc of the Orocto' 08/00/02 HAIRSTON.WG Georgia 
Power Co 2pp 40552 360 46552 361 

8807280019 NRC mlo Nol-CO 08 055. "Potenhal Problems Caused by Smqlb Fa/u'e ol 
ESF Swng Bus " Svc list encl 

ROSSI.CE Oiv.sion ol Operaional Events Assessmt-nl (Post 8704111 00/C0/O3. 
Censo’idafed Ert/SPn Co of New York, Inc 12lpp 46437 121*46437 241 

8808030289 Sgppl 2 10 NnC BuHfilm 08-005. 'Nonconlorm.ng Malls Suppl ed by P pmq 
Supplies, Inc at FolscmNJ & Y/osi Jersey Mfg Co at w UiarnslOwn.NJ ’ Svc l.si one I 
ROSSI C E. D.viscn ol Operaiionat Events Assessmunl (Post 070411). 88/00/03 
Conscl dated Edson Co ol New York, Inc I49pp 46538 121-46538 269 


230 DOCKETED ITEMS 


6BD729C00B Supp' ? lo B-j te* u 06-CC6 ’’tvjmirtl Sheets n P V ^ Cw%c!«d (0 

ness C r n»/-£ pt o* C|>e‘a'. ondl Ev-snis AssesHnoni (Po*>l 670411) 08 '08 '04 
Lons.cl dalai Ed sen Co cf New You re i3ip:> 4b5:/*v0r 1.46504 VI 


88072901 1 1 NRC Inlo NaSCO 98 055 
Ponetraicn Seals " Sv:: ist erw 


Poluntal P*oi>nw W/S<k<.mo t oa'ii l : :»e Barrie: 

08 /OB/ 0-1 


RCSS'.CF. Civ son ol Cpmai o~.V Evunis Asf.essroori iPo^i 070^1 1) 
C-jnsoldide.) Co sot Co of New Yo-K l-c 123:4* :6‘.rii» l/s-nHitW 29/ 


8906020095 N”C l“‘o Noncr B9 057 Poiunlrl .oss o* Sa'o S-.jHJu.vr Egiprr 
io P'omaftiro C0 T CoTtrollod Fircid-r* Fa* it* ‘ Sve *isi end 


•cn| 0~o 

10 p'cmaturC. .*~i COT COT?rol!od FiCClil.O' F-anTt W 'SI CHfl 

flCSb* C L G.vis on ct Oporancnai Lvonrs Assess'iio**! (Post 07j:ii) 69'Cw'CU 
ConsciriaVd Erir>r»n Cc ct tfev* v crt. ire i?/p v \ 'UA59 125-46154 ?;t, 


380G02010? nnc Info Net CO 80 05b r\Aor:al 1’n.tu' i S V«hA$CA bf v .v> Utvu.t ItE 
5l*_ '' no 0<t*'C..rronl Rela,* ‘ Sve <rsi crcl 

ness C F F, vSiot ol Cpo'a'o-'Ml Lvonis As->osvnu<‘.: (IV)*.* U/9*l 1 1 bd'fJH'nft 
Co* set ::aie<i Edison C.> o 4 *:<*/ YoF. *c v<>;> 4ts:ih ‘.oi-4i> : ,*■* vu 


8608 ISO CM 6 A*:v.se*> mat 30C4U,’ S DbJN wvt^s ‘o 'JHC Liuitir eft O'M Drlrnr, 
in vVos: r.r |i ct e *» C.fc.i t Sic aicrs’ Aroeplat, c 

HOPKINS. . tt f*f</|CCl UifC’JlC'Hle I' '1 MA'RS ION.W o Cif’OTj .1 PpM : Co 

2pp 4^59 7 .4(j?r»' :!*:9 

8006030112 NRC •** i y Halice 00 U5M. *MSiv hi (Je Ha» In u*e a* Warm ford Uni 3 ' 
3vr 1 M *r'Z > 

HOSSlCl Dvsiot o* Operational Evi*‘ S Asucssmem (Post 870*. i ij f>a.i;9/69 
Cense idaio.1 Fel sen Co. of Now v orF. Ir.c V ipD -W-lfir Ol i - u.it / HI 


0808040062 Suppl i to NRC li.b Nolire WI-IXm * radeneoh; Cka 'I'ca: cr* & Cluiw 
la* on o I f iro Bnrr <_r HcnifValon Serdii S\c l si or cl 

HOSSI.C F r,i^ VI Ol OpCMTpnal F/O'VS 7,c50s?r»"iH iPtSl 87I11V) 8‘PCb/r S 
Cars tldaioo Ld son Cm o' New Vofl’. Inc l?lnp 16^?0 205 *GrMJ 32 r ' 


0008050135 NRC Info f*oi c<? 00 050 r arlcn.ia'r HoS j“ & in^JlI.rcn < * V, , .ilc , ‘h.i w t 
Pni'clfcii C«*. Stt ils ' Sve l si 

POSSI.ee Divison ol Opu.Vimal F>nr.ts mc^vs^’k?mL (Pjsi B70'. :i) f?tl/0ii'll 
Cc«'S0l«ial*vJ L‘o sot Cj. ol Vd'k inr l?3r>p 16500 4fiS7<J otn 


0308050240 NliC Inlo Nnluo 88 0«1 ' Crnno 1 HoaT KliTlitjiliy * HvCi.fl Cl 

Qprffct r.Q F>cc > jTnen Sve ist end 

POSSI.C F. L.vson ol Op‘. > f4llO''.i , tvenfs 7i5S‘.$smrnl (Pcsl 870411) 08/03/11 
Corse 'ifia mo fid son C.t olNsswVo** ni '25pp 4659*t 312-46505 078 


0808 150305 Fri^ofiis rcc;uA«l 'or acMI 'Tlo 'O pfev/mef.- nip p/o-gram Ro^po'So -n 
q.iostoJ wifhiT 45 (fp^s 

r«OP-.INS J rl PlO,OCC H rr^lcfato I -*J, HAIRS I ON. VV Ci C>C0‘<) 1 PoaCI Co 

Li;:u 46540 JC9 46540 314 

0806050295 NvC Inlo ^o*'CC 0‘) :>(><? “Poco“i Fi/racjs ro liiinVniO'‘Mtc:n cf t.’A I Vo 
gsiins i’Y Sn::pl.i rs o-* • rn<*.s::(.»r ‘V'C^aQ's S/c I si cm- 

H'jWiLtt rtF □.v»r.T*' c* Satogv. k '.'CS <k iMisjT-ia'Tn ^Po^t b/wgi 38/03/ v 
Cense FUsor. Cj ol Nev* v eil'. Ire lG.lp;> 4b5b! 155 465H1 ?u3 


0808090264 NHC Inlo Not co 80 063. Rad aTD.i n.^arrls fiOni Irraclia:* d in Com; 

Deleft '.vs 8 Canlrs ' Sva I si i*tc 

ROSSI CF Civibun of U::o'Atien.il Evor'ls Assc-bsm -hi (Posl 8/0'. I I) 80/03/ 15 
C:>nsel.«faiod t-oson Co cl Now YerF. Inc. l lOpp 46569 OG5 40560 174 


0000230416 Forwards li'ip Hopi 53 425/83 36 on U607‘G21 Nt vdaici.s uf dev. 
aliens nDlod 

HERD I .A R Flagon ? 0 4 Z oi IhT Dr oner. (!«/0a'l6 HAIRSTON. W Goureja 
POvNOf Co 2pD 40026 033 46520 CC8 

“8000230420 nsp Re?/. SO-AXO/Wl 'iC TT 0PJ3710 21 Wo t oas Oi diiVM* cut 
fietod Vn.o 1 aroas rnspeclcd tos* r.iccoi.i'os & wilnrsslri;f ul lest p'i)'.oilu*e peilorm 
ance 

SZC2EPAN1EC.A JA^E. I HeennP Ole cl i-u D»cciot 60/00/ ‘2 4pp 4CCr6 0D6 
46026 COB 


08081 10208 NRC >nfo Ndico OU-OGl. “RnpcihTg I res n M.i: car Process Sys ai NuClo 
ar Power Plants " Sve I st t>i u 

HOSSI.C L : O.vis rn ol Operatonal Evrnls Assossmor.t (Pos( 87041 1) flH/Cd/18 
Ccnsr>‘ dated Frfisori Co ol New t'erF. I^c K)4pp 1164 3 031- 4G«>43 104 

8603 1 20327 NRC inlu Ncl-r.o 61!t:t> ! j. * land, nr 'em Cranar;osol Sprnl I ioI Pools ‘ SvC 
I Si end 

HQS^'.C F Option ol OpC'aU'.u'Ct Evo.n*> Asscssmom tPest <37011 \\ iV.WCH/10 
Consorted tdsen Co ol New To'l 1 . Vc I53pr» 46620 3l*.-4ri62H 1'JJ 

8000 250070 Ncti fir ah on ol B0C8P2 24 iroeings w#d.i to rewow uli respensos to NRC 

Uu leTT ftp 006. 

HCPK-NSJE3 Preset Dreun-aie II 3 bft/0B/ 19 '/URIFY.T NHC No Doiailcd Al 
Ihdfon Gves 3pp -1^648 165 46646 16/ 

B8C0 160392 NRC l*'fo Not CO U8 0 t 6. ’ lrnl.is*».3l Rad oij'apn/ lesp & Enlrrcenorl " Sve 
l si i?rcl 

CUNNlNGHAV H L. C wswjn ol InoLSIna' & Medial N\ic oar Safely {Post 070/29) 
ftBy08/2? Conscl-daioo Lefison Co nl Now York. Ire. bOpp. 46670 KI4-4CG28 223 

8806160414 NRC inlo Noiieo ftG-OS?. ’ PWR Am* 1 8<y FeedwatO' Pu'np 3 irrtx no 0\/<ir' 
speed Tip Fai lie Sve I. si end 

POSSI.C L Dvjsicri oi Operational Evenis Asscssnioni (Posi 070-1 n) B0/Oft/?2 
CuTSolhfaiod Edison Co ol New York, nc I23pp 46643:105.46643 ?27 


B. Reporiable occurrences. LERs & related correspondence 

8800220179 DoGl enry rcpi re rce wale* lig'ii per aval on seals Teal rig corslmcted 10 
s niulalt* typical upper cable SDroadng room conl'gjraton «& sealants von’ied to pro 
»:do waterproof seal Naur rept will ha sub mi nod by 681020 

R CF.P D. Gec:fQia Pow^r Co 88/08/16 Dc£jina , 't Conlrcl Branch |Oocurnont Con 
trol CefAl Ip 46605 C80 466C6 080 


DOCKET 50-434 SURRY POWER STATION. UNIT 3 


A. Application/ construction stage documents & correspondence 

6808250106 Forward*, rc*f|,.(">! Icr .icfdl irtlo to comnlelt* evauahon ol w 
t-lraliOTb pe* 800729 Hr 

HFRDT.AR OociTn 2 OV. Ol ihi; O.rnrtnt 88/00/11 RTEiWANI.W l 
(Vrgna L'ceinc & Ibwc* Co I 3pp 466-lU 21)2 lUG-lO 2<i*l 


DOCKET 50-435 SURRY POWER STATION. UNIT 4 


A Appllcoilon/conslruction stnge documonls & correspondence 

8800250106 Fo<w.-vd*., regue 4 -! lor ad Jl *if<> in cornpItHo c.vA nation of w 
OlrAliDiiS per 000723 Ilf 

Fir ROT A R Fibrin 2 Qlf ut ite (Drifter hb/Pfi/l I Srr.V/AHI .‘.V l 
<Yi/gna L'ccif'c i Powo* Cu l Jpy 460 3' 21)2 4f*ii-1tl 204 


DOCKET STN-50.437 FLOATING NUCLEAR PLANT 


F. Security, medical, emergency & llro protection pinna 

8607060520 Gcre-fiC Ltr 00 10 to all powf f rr:aclcr Icotscus A lid.lei 
pr ovals rr» pinc'insn of C*SA approved i.ulm ly thTioii'oiT Sve ‘ist curl 
ViFIAG.iA - J Assoc Ho Qsvrc.t for Pro, eels (l^ost 0/04 11) Oft/O// 
Sen, on (.1) ol New YerF. ire 3ip;i 4t, )uu 299 hirtno ;t?:V 

8B08040247 f,t.rr.: l L*» H0 12 u> all pw*' vac.tn “cutso *. S apoi:a 
Mo p'oioc’nn r, g,,<rorroni» tro n Icctr Spur s Sve list ut::* 
M.HAGLIA* .1 Assojirtio O-'c /.tor for Pio;e:is (Posi n/iMIt) Bd/Of!/ 
Fdso: C.n ol *ir A Yoik, Ir C 52f>;j 41,46.1 29 1 46 10 I 14? 


O Inspection reports. IE Bulletins & correspondence 

8805200295 NRC Inlo Noi ce l'(i 032. Pron'pi Hc-poriing in NHC c:f S; 
Involving Rain Ja-'.vL* Mail ' Sve I si r 

CIJNNINGHAK'.R £ DivsjiOt cf Ifd , . trial K W;n'al Nnc car Sale: 
hU/OSV‘> Cjnscldatou EdsonC.o o< New York, Inc l2Uun •1ti3H 

0007200 1G2 S..FP* 1 in NmC -.*0 N(,K.» 001)40 1. const e Hepl ut 

Uslud Cifvml nmaFo'S ’ Sve <si ui.cl 

HOSS.Cr: H.v.% di‘ of Of erat 0‘ial L.vunl:. Ass(?ss-iuHit If'os* 07i 
C'-onsu 1 iJate<l Ed son Co ol Now Yoik, Inc 175pp. 0!:4-4f>;if*ti 

0807200246 NPC Rullnt T liH 009, ” Tt» rnti'o l.itiu lhmnnii n Wobi»n<;l 
Sve i-ii unci 

ROSS’.C.fl 0 vis on ol Cpor.jl u.aal Eve ids rV.MiS*vT.nnl d'ev: t*/< 
Cons ) elated Ed.son Co ol New York, Inc I29|>p 4(,:j*lH O/D 4U'J*.0 

0807210218 NRC Info NgCO H8 052. “Fail.i'c ot Intraninr ce Iinului 
Applic.uo' Bra::f»y9 , < w flf,y OavincH Di.ring IVilmrl Tfoahr.ent Sv.t IiM 
ClJNMNGl 'AM.H t D.visun ol In lir.irwl A MtiJml Nuclear Sale I 
80/07/27 Cr.i'su'.ivlaii-D Ftlsr.n Co ol Now York in: iC.P.pp *'*(V,W 

8007220034 NRC Info No1:cO 8U-05J. ' L KCinv.o Vo!al on*i ol NRC f 
I r:1 lo Mr.dcal UfKjnjsiir K'isnrim rjsir.uons Sve l.st onr' 
CUNNINGHAM. R F D vis cn ol Iridnsmal A MuiJcal N.Kl'.Tir Sabi 
0H/O7/2B Cc.' so'idaied Fdicn Co of Now York, ice IPEpp 

8807220102 KRC info Nofco 00 054. ‘ Fahiro a* Cu cml UrcaFc* Fol 
o' Amprotici Ui'ucl Tf.p Aiiaci.'noni ‘ Sve I si rnrl 
HOSSI.C E n>v.s On Ol Opr^raionnl Lvcfih. Assossme-rd (f*DSl 07 
Consol d.Tlo<l Ed :>ot Co o' New York. In.* 13 Ipp 464 1 7 020 404 1 7 

0807200019 .Nine: fnfo Notice Oft C05, ‘ Polcnl al Prohlum? Caused U, 
FSF Sw.rg OuS “ Sve 5*4 end 

HOSSI.C E Civ.sion ol Operaionnl Evenis Assossmvr‘1 (Rosl H7 
Conscl dale:! Ldson Co of New York. Inc 1 2 1 pp 4643/ i2l--lt»437 

0800030209 Snppl 2 lo NR(' Ru lot.n 88 CC5. ' Nonto.T*0'm r.g Mat T < 
Supplns.lnc al Fclsorn.N.1 A WtAl Jersey Mfg Cn pi Wi liamsiown I 
HOSSI.C E Div ‘•ion of Oporflional Events Assessmunt 1 1 > Os1 H / 
Ccnscidaied Ed son Co of New York, Inc I40pp 46939 >2l-4f>53b 

8807290008 Snppl 2 lo NRC Rulotn ftU-030. Thunnal Stresses in F-| 
RCS ’ Sve l si orci 

flOSSl.C- L Division of Operai onnl Lvenls Assussmont (Posi H7 
Ccnschdaicd fciJ.son Co of New York. Inc 1 2 1 PP 4G504 C0i 46504 

8807290111 NHC Info Nohee ft!) Obb. Potcnl'a' lYolilums W/S. icnro 
Peneif.non Seals ' Sve id er.d 

ROS5l.CE Divbsion of Oporatonal Fvunls Asbossmnnt (Posi ft/ 
Consolidaiorl Ed.son Co of New York. Inc I23pp 46569 I75-4(>56U 

8608020095 NHC fnfo Nonce BB 05/. Potential l os* of Rafo SIiuMh» 
io Prcm.ilu'o SiYcon Controvert Reel-tier Fm urr;" Sve t;s»t end 
ROSSI. C E Div sion of Oporai:onal Fvonis Assosftrr.ont (Posi ft< 
Consolidated Ed. son Co of Now York. Inc l?2pp 46459 125 46459 

8808020102 NRC Info Nonce 88 05fi. Potent al Prob'oms W/ASEA 
51 L Ti'no Overcurroni Rolay9.'' Sve list oncl 

ROSSI, C E D.visien of Oparakonal Fvf,ni& Assnssmont (Post 8^ 
ConsoliJaler! Edison Co of New Ynrk. Inc I20pp 46538 001-46530 

0808030112 NRC fnfo Noi-ce 80 050. "MBlV Gudo Hat‘ Falu'u nl 1 
Sve hsi encl 

ROSSI. CE Div. sion of Operaronal Event* Assossmont |Po:,t 81 
Consolidated Ed son Co oi New YO'k. Ire 12 ipp 46467 01 1-46467 
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98C0O4OC62 Sur.pt « ^ nRC inf- NoKe *d JC4. frudcq.iaic O-/11 'car t?i* & f?e;u4ien- 
(aionol '«'C uduor Pefiuiiar ryi Soa s' bwc l si ert-J 

ROSS C t Oi.iVCf O f Ope' Hii onnl LvOiK As<voss>fhcri |Pcs: 970-111) 0B-C8/C9 
C-n^cl Jaied E J $21’ Co u* Nuw Ycrk Inc '2lf:p *10958 205 *.6950 325 

88C8050135 NRC ;nlc Nnico 06 Go- Inadequate Dfsqn 8 v.iaii-aiTf ol .Valero M 
Fceira' 0- St’«n Svc i»sr cnJ 

H033l.CE D*r»cn d Cpe'dimi'dl Fvenls Av.eiiSinrr.t iPt r 't B^O-itl) 89/04' 

C :nscNfcPt,rf Ld « ~n cc Jt .‘;ca Yo*k. rc *«0fe9, 1, >9 >f»5,’0C6" 

8608059248 NRC in'j N.~ii:r> flbCfci Cor»ir:i Rocr** i*nt;ta:ilty Recum Rc***'ws ol 
C^e a'f'g t»perK-ce Svc Id reel 

f»OSSl.?f Cv;.oi of Gpotaitora s*er*s Asst-ss^x •>! t-Vs/ > I / $1 ) ' 3-) ' * ) 
C. '-rsy »:a**jO Crv.on Cu ol Now Yor« it c I25ap '*•050*1 'll 2 -it)*, 4$ 07b 

8608050295 NHC 'nlo No' cc <35 i-G2, fk*:<'r 1 I r.:ln‘<;s iv Imph'irenal cr ol QA Pro 
i- ( SuzrU'*s c* Pa.k* s Svc i. sr erci 

Fi.lRNET’ R < 0., so i C S.lleg.nriJfi A I •anspofl.yi in lPo*l B’tMlaj “n 05*12 
Ct r<; f.or Co m Mi-w Yer* in' iQipp 4t, : >*ji *55 41.50' 20 ' 

3803090264 'IhC. Info Vo* cr; -ilt (-G3 Mi, *5 f fin Ha/a*:h r /</"' n/.lt:;.»le d t Cum 
r.* v.:'ct*» 8 L.i:>'i»^ ' Svc ki n o 

f*< w S5 C C Li.'s '.n o' Opt till o‘i«ll Lv«* - ilf. Assensmorr ;PuM 970-111) B l i0ft/*5 
Ctvisr. Jfilfr'1 Ed sjn Co e' *«e.v »'*»•: ► Inc 1 '■ p;» 4 6 *>m) c,t>5 46 :.i*j 1 74 

88081 10206 flRf. -,io NoM.e oH-FVrl ng Fires .n Nuclei* Prises* S,s *11 Nnr *. 

a* P(,we* Pam*' S vC isi rrr* 

vessel, O.-sc.n ji Cf.ca*oiMi fvijnii, /.sscv-meri iPcs: (j/iMil) KB'O'i/id 

Co'iscii'AifJ bil jc*> (‘c -j 1 f.ow vo*K r-t '.0*:p:) W. 4C«*j U. i04 

8600120827 N^C lr‘o No' cu l»H Ob5 I J i<i: :vt ; ir.nl '*( ol Sp^nl ■ u<* •’ot-ls " Svc 
i^l cun 

PObS'.C F Ovv^ot* ol C/H*'r«lirf.i Fvetiis. A sr>i*.->iric ?-i fPosi HA:;i I) WO'O'i/lB 
Cct»>o' uaictl I'c.coo C/O ol New Yorv. Ire 122 :ip -*0629 01 i-*it>52R ' Ji 

0600160392 K : iC Info Noi«ct* P» OCb. •'■rii.dfitM H.i;!riy*,)|.hv ‘'.t-p & [■nfo‘cr"ie , 'l ’ live 
■si cntri 

CUr.NlNfjHAV R t Oi. v o‘ If 'Jn&*f..il & Mt tJcAl Nuelra* Sdfoly 070729) 

b3/00'22 Cj'.solfJalet! FdM)«- Co ul Now Yo^^. Inc 0'JpP 4tt>2« 13*1 ACIi2«22:j 

88DD160414 NRC: Ir.lo f.ctifo 00017, Ai.-lMry I ceowAlef Pii*o;) Tu'^nn Cvu 

spceU Tur> c di u*e ' S^c <isi on'l 

r iOSSI.C t Civi& on <;1 Opc.fdi <»*'tfl Lvcols Asses^munl (P<i.,i <1/04! ■) t'iPU^/22 
Cors*) iJflloO r.'lsrn Co r' Now Yuk Inr l2Hpp 4C04 I ‘CO Al-t 43 22/ 


DOCKET 50-438 DELLEFONTE NUCLEAR PLANT. UNIT 1 


A. Appllcatlon/construcllon stage flocumonts & correspondence 


8807290U6 lnl(.tini. tl mi .ihl tosno'iso lo G«rr* c Ur OH n3 sai-sMcicry A no Inrlicr 
azIkt- ni/ees'.ary Sa'cly ev<iiii<ron on."l 

BLACK S 0*1 fjl Spue a< Pft:|Ccls OB'0/^20 V\r<lilE S A Teiinnsseu V^lo/ AuiLo'-iy 
2pp 40356 304 4b‘3 f iB 311 

- 8807290 14 1 Safoty* O'/Jlurtf O'f st/pp-sft/rrj hzt.rwc tovunso to Cr'H.vi;: ! *> rJ.'J 0 J 
Sic.vn D r.'jrg nl Aj* 'i.i* y > ; ve.J*aicr Pun ps 
* OlC ol Special Prcinris 98/07/20 r>,:p 4C3SL 30t>-4f>35 f j 31 ) 

8908030333 Po/WiM*;:*. Ern.joy^c Ccr:ecrr»s Spe-ctel K* og *«'?**<. Vo ‘ ti ‘CA.'OC C.Vcqoty 
HANSEN.C L 1 Tennessee Valey iViinci-’y P*)/07/y>0 Do urrcni Co“**el Hranrli 
I Uocun. Mil Centro' D*7S6) 5pp 4f>4M 149 464 M 163 

•8808030339 Lrrp'Oyrc C 0 ‘Kc‘ns Prow am Vt.l <1. OA/CC ta‘ej r.ry 
' To : t ossve Valley Ai.iLonty PflrOY/K 2:<»pp 4«;4H 1 64-4(j4 IS 04 1 

8600030318 f-owa-as stinvnary uoscrpl on el thawjos to OA ( roqritm a*/ icniei ;n rr 
(t'omonta', cn t:,vu*> V'<V <j it) bo COst lopnq ,i .rntfomenirw l't\irqcs ivl) bo d? 

screen in *\o>l iov lo OA top:cnl rupi 

GRiCLEY.R Tennessee Vnlluy An'honly 60/07/29 Oocumem Ccnn'l Rron.li (Occn 
mer' Conuo' iJusk) 6pn 4642/ 0/0 4f>42? Q/4 

680S08Q075 App'CHtiOi' fe;r amerds lo CPs Cl J PiM22 & C^PR -l21.o«mnrj nrj o*pi*al>cn 
dales lo *.10070 1 & 200/01 respeCbve'y Genore 1 dtsnur.s on c' 'icorsm.) Achv.l cs lo he 
unlrriakcn dur,-.g doloffa'.ouh-ne ol OA program fi addi n'u crc.i Foo paid 
GH'OLEY R Tn'.nfssee Va ey Au19rr»ly 80/07/29 0: ciin*en Coniro' [‘ranch fDo^'u- 
rreni Conircl Ocskj llpp 46460 34 2 -46450 354 


F Security, medical, emergoncy & fire proloction plans 

6807060520 Generic Lit Bfl 10 lo all power reActO' licensees & holders ol Pa*l 90 ap- 
p*ovais re purchase- of GSA approved sec .nly conlarors Svc Ibt or.cl 
M/RAGL'A.F J Assoc ai<r Uroctor fer Prefects (Post 87047 If 80/07/0 7 CcrrSO tioicii 
Edison Co Ol r.'nw Yo'k, me Upp 40308 299 4G309 329 

8800040247 Generic Hr 00 12 *o all powc* reacior licensees S app cants ro removal r;1 
tfo proiczhi'i tcnuterncints Iro n Teclr Specs Si/c 7<st ertc' 

f/.RAGLlAF ) Assct*alu Order lo r P/o.uclS (Post 07C41 1) 69/OB/02 Ccnso‘t<lait(> 
Fd=son Co ol New Yoik. inc 52pp 46-163 291 4f. 463 34? 

8608090131 Reused cmortjonLy plan ntp’omcnbng procedures, rcwh“.g Pcv 2 10 EP1P 
4 ‘ Cperai'O rt s Duly SpeciA'iSl Procedure lor Gono'al F.murgnncy ' & Ruv i lo EPlP 6, 
P<0fil Assessment Stall Procedure for A'mt.Sito Area Emergency 
GHlDltY.IU Tcmossee Val'ey A<dhority oa/Cfl/O?. B6pp -16471 001 46471 146 


K. Utility Final Safety Analysis Report (FSAR) & amends 

6608020360 Amend 29 lo FSAH for Se' ofonie Nuclear Plant Units 1 & 2 W/66072B Hr 
GRIDlEYR Ternessew Vahey Authority H8/O7/20 SOIpp 46379 C89 46300 222 


O Inspection reports, IE Guitetms & correspondence 

8Q052Q0295 fsRC Into Nc'ce ”8 032 l ,f urripi RopoM ng iu NRC of Sign lean incdr-ts 
mvclv-ng f ; 3-1 oacl'vo Mail S-c list on:. I 

GUNN NGHAM.n E Civi$ion <:< ImJosir-u' & Moc»:,v NuC o.ir S.ife'y f}/C/2U| 

50/C6/25 Cjnscldaied Eciicn Co of New York, iru 1?Cpp AFj'jiiBt 70 46390 ?W» 

0007260276 Vj-ms 'nil <o-pDrs.es lo vij*a'crs no'.od in -.sp Ropts 5'J -30 00 J' & 
50 t.*3 <?G *J' w- h-o if massed n doA-doi pac^ijo duo o ‘ CPO-^9 
GR'JL: v.R lonnossoo Valoy Autiior>ly 6*1.67/ If Dec i.n .*.*■•: Cov*J Rran^n iU3'.> 
mniii Co*:vj| Doskj ?pp 402?/ 077-4L2Q7 J7S 

0 907200162 Suppi 1 io t-^C m P> l\pir.o 99 ‘ . ic/.r* sc-o Hop: o* f/omohyp He/u* 

i. b'K*d C**cui: RrvakeiR " Svc -«S' onci 

ROSSI CF 0i/s0" ol Opc'-d'O'iV Events Ar.scsb ’*C.n1 (^Vsi f‘7041'1 69 07- 2' 
C^nsO'da-otl EiJ.^o- C‘c ol NT.w Yr.rk Inr I25|sp 4P1*iil f;6*t at'KKi : /H 

8807200246 IJ~C Buiri •. G*J l)>9, I h ft trie T..Ur I h itiiv; m Wcsl-n^h: uso mCA.ICis " 

Svc IkI cn : 

ROSS', C r.v.sun of G^'ViVcnal Evo**f Assi.ssn«j* r |Pos* A/041 N pft/u7 25 
l*nr *,ul d<3tL<: rOSoi Co rf New Ycri Inc l23t‘P 'l6j-1!i<i?C 16940 I-J2 

8807210210 f^iC nlo N-il.cc *;0 Fa« uro of If •rauM'inc Tan.lc r ol FloC'lv r Su* 
App icnic* Prachyll or.ipy D ; v.Cls f/ur ^:ir cm T*eaimCM Svj *.•,• mcl 
C.LNt.it.GMAM.R Ciyis?r.n cl IrihHlr ai & Vvikal Nuj cat S,|lc* v ( ;, (.%* ft/072'Jj 
00-07*2/ Cnr.su' iMin.i CciMh Co of New Ycik. Inc 1 r fljp 46-97 020-45997 1 S G 

6007220034 N\\'. in'o :tr\ ~v 8f! 0‘:3 l, rcnsco Viu'al o"«i id NRC nrg. '.iha^.Wh cn 
Lod •-) f.'et-'icn 1 Di-ignosiic ‘.'is^-cnm Sva I si e *cl 

C'JNNlf.G»-AM,RL 9vsin o' *n Lisfnof & M.vfcut Nocfuar S.i'my (Pom n;072j) 
00/A//20 Ccnso’idcVud Eds^n Co nl New York lor, 10’jp!) 4R3?*Ci 203 46397 026 

0807320192 V JHC Inlo Noku 01* OS*. Paiu'C d C: ro.i 1 Pro-iker F<:lOwn;| Insla'l-iton 
,>f Airp'ecfcr Oi'uC* Tr.p Aita.?' rr'(. i f’f “ Svj 7 s' i.-njf 

ROSSm:E D-v^-on ul OisctirciMi Lvf.rls Assosf.ment tPoO 1»?C4'1J 00 07*20 
Ccrso dik'd Fdiso i Co c:l Now Ycrl* l*x I21pf» 46417 020 4tvli / <40 

88072800J9 NRC -Nc! CO Pb u*i5 "I'ofnrM* PicJ.Jurris ,*>urJ |.-y S<»p o ol 

L : S* ; Sw nj ‘ Svo I ■,! cn:. . 

HGSSi.C E 13-vision ol Ci>arrd-f>'inl Even is Aviessmivu tl’cst 1370411) OB/09'03 
GmvcId.i'Cd Edison Co o' New Yo*r . in; I2ipp -16437 12 1 -484:1/ 241 

8808 030209 Su; pi 2 IO NliC n.ilohn 80 '.OS Ncncon|r;ri|iirq Walls Su[:pl-n:1 t v Ppng 
Supp'-nslrr: .d Fo'sunn.NJ A We si Jersey Wly Cn al Vf I umslown.NJ Svc isi enci 
RLjSSi.OL Crasun ol Cprr.m jrin' Even*.* Assnssirenl W7<M11> flb/00/C.I 

Co-r.rl d.ilnd Ed sen Co. ol Ne w York inr. I '-Ur-p 465190 121 AGSjtj 269 

8807290006 Suppl 2 lo NHC Hi.lo!,*i hh-nm-i. TtiLrrriH Sirosvos in P-p ■ q Co"rn:ctu«f rn 
HC:S " Svc 'is: un:l 

nOSSl.Cfi. Of 0;>C'4: 0'lnl Pve'iis Assi'ssmnr-l iPosi u/h-ill) 80/00/1:4 

Conso laalod EdibO" (.<* of Ni.w Yo***. :nc i?'(';i -10504 OO 1 -ltiSO-1. 121. 

8 B0 7290 1 1 1 UiC Inlo ^ JctiC-*? 050 'i J o1ent a* ProMuir* W/Si .coii-j Fo.in*. F.ro Dnrnor 

Pc>-u'.« aii^'i Seals " Svc lisl raid 

HOSSl C t. U vibCm o* Oi)< r,il.on<i f C.'yunfs Assussirom if'ost b/u-nfj 
Ccnso-ilaiMl Pdisan Co (J How York Inc l?3|ip «*.(>5fi(j 17S 4fi*,fifl 21/ 

BB08020095 NFiC "do Nuico Oli 057. ' Rolc.r'n' I c*»s of S.do Sh.arlown E<;*i pmcnl U..o 
to P(cm i\fo 5 1 '.or Ccoltclh*: Ret Mr n* hatv'o Svc l sr cncl 
ROSS' CE D.vis ::n ol C|ir.«alt::n.r. Lvcr.ls A^scss'iiunt iPosl 070-1 1 1 1 0*9/08/00 
Ccnscldaiod Ed ton Co ot Now Yr.rk. Irx I2?pp 40450:125-40459 ?46 

80O/fO2OJO2 Nit!’. .'/></> N'C'r-t' f.'fl-OSfE '/‘ulD :?/)! RroS.'tvns VVVASFA D/PW’ iiJvC* Iff- 
f> 1 L ’ r iniL'-Ove'rurccfU Moa r s ’ Svc isi rncl 

nObSl.C Ci Divisen Ol Of.r rat </‘ial Evnrils Assossino-U (Posl 070411). 80/03/00 
Ct.‘fiscld:i!c-3 LdSCn Cq of New York me 12'Jpp -Hi ‘>3 6 03 l -thSJH 120 

G80C030 1 12 NI3C Info NcU:o an- 059. WSlV Ci.jido Ral Failuro ftl V/.ilcrfcrcJ Ur.H 3 " 
Svc isl nntl 

MOSSl.CE. Divfiu'i of OpOMlionnl Even's Assosrmonl (Pos* b/O-l'l) <90 Cft/09 
Cn^so' da'e.J Ed.sodCo of Now v O'k, Inc ’-2lj;p *;646/ Ol 1 4640? 1 3 1 

8806040062 Su:>;V 1 lo NMC In'a Nolico 60 OC’4. Inatirqurtk? Cu il heat on & Dccumon- 
taion cl Tire RarriL** Pe-uirntion Seals. * SvC I si crcl 

ROSSl.C E Dv.sion l‘ Op m»licfMl Evo-sis A^scii snv.l (Posi 87C'411> 89/ofl/O‘l 
Conso'idaiud Ecisti Co ol New YcrK. me l2R>p -16569 205 4 6S5t3 32fi 

8B08050 135 NRC inlo Nniico OB CEO. "irndcriiiHm Ousgn 8 invdlal.cn ol ‘A'aleri-qN 
Po^otrahon Seals " Svc Lv unci 

ROSSfCfc’ G./iscn of Cpcrar o^af fvnnK Assessment (f'ost «704ttj ae/oy/ii 
Consn I'JAlcd Ldsnn Co. ol Now York In ; I23pp 46569 290 4f>9/O06C 

0806050248 NF1C inlo Notcc 8B C61. *Cooirr:l Moon* Unud.iu dy Recent Mev.uws o< 
Opa'iitr^y F>p<>- €0( 0 " Svc fst enri 

ROSS' CK Hivisen ol Opc-ranonal Evrints Asso&s'r.onl (Pos.1 O/nill) Bd/00/ii 
Ccnsr.l latoo Ed sen Co of New York. Inc '2lpp 46594 312 46596 076 

8803050295 NHC Jn'y Itoiizo Bfi QG2. Ruct-nt Fmdrgs to J/TTlr?roc-nJJHJri el OA Prr* 
yams uy Supp'.ers ol riar.sporl Packpgus " Svc hst fhol 

BURNETT.H f Cmsao ol Safoguauls & Trar.spo tat on iPov 0704 13) H8/C0/12 
Ccnscl dated Edison Co cd ?)ow York, Ir.c. l0 : Jpp 465Bi 155-46601 263 

6808090264 NHC Info Nckco GB-CAG '*f't)h Rocmlion Frcm If r a dialed In Coro 

Detects* s & Cat/ us " Svc list orc ? 

rtOSSl.CE U vision ct Opvratonal Event:; As-iussmcrd IPOM 870411) 00/06/16 
C:o*;SOldai«d Edivm Co of New Yo*k inc 1 iCpp 40600 065 40569 174 

8800110206 NHC Ir'o NMlco 60 034. * Rcpnri ng l : i*e» m Nuclear Proress SyS at Nuclo 
ar Power P'ants ” Svc «st ueci 

FtOSSl.C F U.vison of Operational Even's A^sossmonl (Post 6704 1 1) 88/0B/IB 
Oonso - .(fated Ed son Co of New York. Inc lOipp 4Ct’4 3 00 1-46043 i04. 

8608120327 NHC Into No'.-co 69 065. "Irarlvorlont Drai-aaoes of Span Fua' PcoiS " Svc 
list er.ci 

ROSSf.CE Oiv-son of Ofro-aHcnaf Events Ascessrrort (Post 6/d-lt T) <?6*'0fl/1« 
c:onscrda'cd Frli f .on Co ol Now Ycrk. Inc 123pt> 46520 Ol 1-4ftf)2A 133 
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8008160392 NRC mis Nohce 08 066. "Indjslral Ha::og*aphy insp & Enlcrc© to.?’ ' Svc 
l si end 

Cunningham, ME D.v.son or Indusifai & Medial Nucioar Sa'oly iPo:4 B70/29) 
08/00/22 Ccnscl daled Ed sort Co ol Now York. Ire 93pp *16628 134 46620 223 

8806160414 NRC. IMo Noli ce 88 C67. PV*R Aux .*iy Feedwater Pump lutbre O^er 
speed Tup Fn 'u'O* Svc ist Or el 

RCSS'C E. Division ol Operahcrai Fv&m$ Assessment (Pcsi 670411) 80/0 fl/22 
Consolidated Edison Co ol Now York. Inc I23pp 46643 105 46643 227 


DOCKET 50-439 BELLEFONTE NUCLEAR PLANT, UNIT 2 


A. Application/conslruclion stage documenis & correspondence 

6007290 136 Inlo-ms Ida' ull respc r S© IP Gerenr Lir 80 03 saiislactO'Y & CO furlhe' 
aci on necessary Sa*U!y ovaL.ai on cncl 

□LACK S G'c O' Spoc al P'c-iecis 88/Q7/20 WHiTE.S A fen-esscc Val ey Aulhcnly 
2pp 4(1356 304.46356 311. 

”8807290141 Saloly OvaUa’ioi support ng licensee response lo Gorpi c Llr 98 03. 
Steam Uc dng cl Auw a*y Feedwater Pumps ’ 

• Ofc or Special Prcjoci* 80/07/20 6^'J 46356:10:1 46350 3 1 1 

8008030333 Fo -wards “Employee Concerns Spec a F'og'am.Vol 9 OA/OC CAingory 
HAN SEN. C V lonncsiee Val oy Aumo.'ily 68707726 Document CcnHbl Branch 
(Document CcnlrOl Desk) 5pp. 46414. ’ 49 461 14 151 

**0800030339 “Employee Concerns Program Vcl 8. OA/GC Category ' 

' Tennessee Valley Aulhodty. 68/03/14 2-lSpp 46414 154 4&41&041. 

8000030316 Towards summary doscr-picn Ol charges *o QA p-o^ram w/ icntatu/e im- 
pfeTentat on dates lhat ull Do dev© op eg & mplon’Ontng Cn turpi w.!l bo lu'lhe' cfo 
scnbeO ri next rov lo Oa topical repi 

GIRDLE Y.R Tennessee Val'oy Au'-outy. flB/07/2'J DoCdmeni Co-"ol Drench (Dccu* 
muni Conlrcl Dosk) 5pp 46427 070 46427 074 

6808080075 Applca* Ort fO' amends '3 CPs CPPR 152 8 CPPFM?1.o*torU eg oxp.rai<on 
dales to 090 701 & 2C0/0J, respect ye y General discuss on cf ’icens ng aci.v ugs lo be 
underlain du'.ng defer loLoulimo cl CA program 8 add 1 mlo cnc'Foo pa d 
GRlDlEY.R To^nesseo Valla/ Authority. 88/07/23 Document Conlrcl Branch (Uocu* 
nvjni Ccnlroi Dosk) I3pp 46:50 342*46450 354. 


F. Security, medical, emergency & fire protection plans 

0607060520 Generic Llr 08*10 10 ai cower reactor Lconsocs 6 holders ol Pari 95 ap 
nr o/o is re pu 'chase cl GSA approved security comaker $ Svr ’is? onct 
MIRAGUA f ; j Associate Oirecio* (o' Presets (Post 07041 1) 69/07/01 Consol dniod 
Edison Co ol Now Yo: k *r c. 3lpp 46368 293 -163UB 320 

0808040247 Genetic Ur 80 12 to ai po*wor toactoi xenseos & appl canto to removal Ol 
leu protect on reqj roT.onls horn Toch Specs Svc Ysl o.'icl 

M FIAGLIA.F J. Associate D 'Octor for Projects (Pcsi 87041 i) 60/08/02 Cun so Aimed 
Edison Co Ol Nnvv Vork, Inc. 52pp 46463:291 46463 342 

8006090131 nov sod orvergoACY plan implcm-eriing pioced j'osjr eluding Hov 2 to EPiP 
4 'Cpamlcns Duly Speonl&l Procedure let General Emcgcrcy" A Rev 1 to FPIP6. 
'P.ant Assessment Staff Procedure fer Afon.Ste A'©A E rrn.*<jo,icy . “ 

GniDLLY.R.L Tecnessou Vai oy Auihcray 89/C8/02 56pp. 46471.091 46471:146 


K. Utility Final Safely Analysis Report (FSAR) & nniends 

8000020380 Amend 29 to FSAR lor Bo'lofonlo Nuclear P'am l Jo t4 I & 2 VV/083720 Hr 
GRIDI.EY,R. Tour.09SOe Valey AulhCi ly 06/07/20 503, -ip 46379 090 46360 222 


0. Inspection reports, IE Bulletins & correspondence 

0805200795 NRC In'o Not^co DU 032. Prcmpt Mopo/K-g 10 ffRC ol S gnii cnnt Inadonis 
involving Ra i’ioacl'Y© Man “ Svc i si oncl 

CUNNINGHAM. R E D.visicn ol I'lJcsu *1 8 Med oo 1 Nucl*?ar Safuly (Posi 870?2D| 
89/05/25 Consol daiou Edison Co. ol Now Yo.'k ire I20^p 46306 179 46388 290 

8807260276 In'o-ms lhat responses lo viclaticns noicd m Sr.sp Rcpls 50 430/08*01 & 
50 439/88 01 wll ho d.scusscd m dolorral package due on 080729 
GRIDlEY R lennosseu Val'oy Autrioniy 80/07/15 Dccua ern Cordrol Branch (Docu 
moni Conirol Deski ?pp. 46297 077-46 297 078 

0807200162 Suppl 1 lu NRC info Nol-co 00*046. Lcensee Ropl ol Oeloplrvu Hofur* 
tisi:od Crcu t Breakers ” Svc i si end 

ROSSi.C.E. CwS’Oi ot Gp-e'Shona* Events Assessment tPost Q7Q4U1 U8/Q7/2t 
ConsclidaiDd Ed son Co of New Yo/k. Ire 125pp 40368 054 46380.178 

8807200246 NRC Bul'elin 08 009. *ll'im1;‘P Tube Tnnnrg in Wosf-ngt.ouse Reactors ” 
Svc l.sl end 

ROSSI.C.E DiviSOrt of Operational Events Assessment (Post B70411) 09/07/20 
Cor, so! dated Ed son Co of Naw Yo'k. Inc 123p(> 46346 070 46348 192 

8807210218 NRC Info Nebco 86*052. Fauuro of Int-pu'enne Tandem ol Ftelchor Suil 
Applicator Brach.ylhe'apy Devices Du.'ing Holcnl rreatn*cn ' Svc I si one' 
CUNN'NGHAM.R f Div.sio.i ol Industrial & Modical Nuc’oar Safely (Posi 670729) 
65/07/27 Consol da led Edison Co cl New York, ‘nc lUOpp 46397 029 463 07 136. 

8807220034 NRC Info No'.co 68*053. L consee Violations ol NRC RogUaiions.VYh ch 
led to Mod aal Oiannosl-c M sarirrimstr aliens ” Svc lisi end 

CUNNlNGHAM.R t Divis oa Ol Industrial & Medial Nuclea* Saloiy (Post 870729) 
8G/07f28 Cc'vso'idaujd Edison Co ot New Yoik. Inc. 106pp. 46366 2 G3 4C397 02R 

8007220192 NRC fnlo Not cn 88 054. “FaUru ol Cvcuil Broaker Following Instalahon 
ol Arnpteclcr D.roct Tr ( p Altajhmoni " Svc >i$t oncl 

ROSSl.CE D.visicn of Operaiionai Evnnis Assessment (Post 8704 1 1) 88/07/20 
Ccnsolldaied Edison Co. ol New York. Inc l2ipp 4G417 020-4641 7.140 


8807280019 NRC Inlo Noliie 88 056. “Poieniial Problems Lausud by S rg‘e Fsbre of 
ES r Sw»rg Bus “ Svc l'5t encl 

ROSSI.C E D-vison ol Operational Events Assessmuni (Post 670411} 88/06/03 
Consoled Edison Co d< New York. Ire i2lpp 46437.121 4643 7 24 : 

860Q030289 Supp' 2 to NRC Bulet.n 08 006. Nonccnlo'mny Matts Supp‘ cd l, P-pag 
Suppl es. Inc at Fo!scm.NJ & West Jersey Mlg Co at W.ll flrnsiowrt.NJ Svc i:st rrcl 
ROSSi.C L D-vision of Oporakonai Fvonis Assessment (Post 870-ni| ^6/C8/C3 
Conscl dated Edison Co ol Now York. Inc l49pp 40538 1?1 16530 269 

8807290000 SuPPl 2 to NRC Bulcim 80 008. Ihermal Slrosses n P'pmj Cornecicd fo 
RCS “ Svc list encl 

MOSS', C F Div.son ol Operatcnnl Events 7»ssessrr.cni (Posi 07C411) 86*C0'C4 
Conso’idaied Edscn Co Ol New Yo-k. Inc I2lpp 4r>!.04 C0I 40504 121 

080/2901 1 1 NRC info Nonco 00 056. "Potoni-al Prdb’erns W/Slconu Fram F *:o :m»K ‘ 
Penn'f alien Seals ' Svc l st cncl 

ROSSl.CE O.v.sion of Cporanonnl Fveni9 Assessment (Post 070411) BB/OS'Ca 
Consct dated Edison Co of New Ycrk Inc 123pp 46560 1?S 46669 297 

8600020095 NRC fnlo Note© 89 067. Pofcntia 1 l oSs of Safe Shutdown EcuipT<;f.| ^uo 
lo Pi err.atntc Si icen Conti o'. Oil RucWtf** F a kite Svc t»M cn;l 
ROSSl.CE Div.son ol Operatcnal Evufis A&sessmeni (Posi 9/01 HI b0/j9’C9 
Ccnso'i Jaied Ed son Co of New Yo.k. Inc I22pp 464511 »25 46459 240 

8800020102 NRC info Nolijo 68 056, Poionhai Prot/erns W/ASEA Urcw'i En.er, lit 
All r»mo Cvo'cuneni Re: ays * Svc list ere I 

ROSSl.CE Ovisnn of Cpc*otional Fvonis Assessment (Post 670411) FO/OS'CS 
Consrl dated Edison Cu cf New York, me I20pp 46030 Of) I •46630 120 

8000030112 NRC info Not-co R9 059. MSlV GudO Rn. 1 Enlu'O fll Waitdoid Uni 3 “ 
Svc l-Sl ore' 

ROSSl.CE p.vis on ol Opoaionnl Evrnis Assossnu-m iPosi 07041*) 05/03/09 
Co-sol dated Edison Co t>1 New Yoik. Inc I2lpp 46407 01146407 131. 

080004006? Suppl 1 10 NRC Infg Noi-CO 06 004. "HVidcquaiO Q..oMicrtliori A Dxi n t »n 
tat-on of f ro nnrr.cr PeneUatiCn Suals " Svc 1st end 

ROSSl.CE Divisnn pi Ope«Mini\i1 Events Assi.^rav.om (POM 0704 U> 66/C*y09 
Ccnsoi daled Edison Co of Now York, Inc i?1pp *U>559 205 46569 :)2b 

8808050135 NflC Info Noiico 08 060. “ln<ider|nairt Design 8 insta' «H:on cl V/ak-i.gM 
Pcrulmton So«ils “ Svc 161 cncl 

ROSSl.CE Division of CimraiiQiiiil Events 4sseSsmont (Past 070411) PO/Ca'i 1 
Consolidated Ed.son Co Of Now York, Inc l?.lpp 465G9 290 46570 0F:0 

8808050248 NRC info NottCO 00 U61. Control Room Hflli.inLnly ■ Mccc-M f>ewoAS ol 
Operat ng Euperionce " Svc liSI er<..l 

ROSSI.C.E Divsion of Cpo'aionHi Evi?nts Assessment (Post 970411) fifi/OS’ii 
Conso'idaied Edson Co Of New York Inc 125|)|> 46594 312 46596 0/0 

0800050296 NRC Info Not CO 00 C62. 'Rocnni ririEngs ro 'inplnnronijton e< CA ',*‘C 
yams by Susie's ol Transpo't Packages Svc Hsl oncl. 

BJRNETr.RF. DiviS’on el Saloguards 8 Tmnsporuilion (Post f)70-:i3) UO/Oi'l? 
Cn'isolidatod Utkson Co dl Now Vork. Inc 1 0 -);>;> 46581 l56-/*65ft> 203 

0806090264 NRC info Noiico 00 063. High Hamilton Ha/fl-ds From lrf,id:2:eil I-** Coro 
nncciers & Cabios “ Svc I st oncl 

ROSSI.C.E 0-vislcn ol Operatona’ Events Assossmont (Post 070411) RB/C!!MA 
Cc ns old mod Edison Co ol Now York, tnc l I0p)i 46569 665 4656Q.1 74 

0808110206 NRC In'o Nohco 80-GG4 • Rnporlmg Firos *n Nuclear Process S»s Ol NlcT 
ar Power P'ants " Svc l St orci 

ROSSl.CE Uvison of Oporalonal Fvonis Assossmoni (Post 070411) 60/COM0 
Ccnsol dalod Edison Co of Now York. Inc 104pp 46643 001-40643 104 

BB0B 120327 NRC irdo Not-co 80 005, inadvertent Drainages of Spent Fuel Prwj's ' Sva 
I st Or'.Cl 

ROSSI.C E Division ol Operatcnnl Evunls Assossmeni (Post 0/04 ti) Cfl/OO/'B 
Conso'i Jaied Edison Co of Now York. IrtC. l2Jpp 46620 01 1 4662(1 133 

8800160392 NRC Info Nohco 60 066. intfusiiial RAdiOgrnphy Insp S Lrilo'Ccmn-i " Svr. 
•iSt one* 

CUNNlNGHAM.R E D.vis^n cf Indusiral & Mutf cal Nuclear Soloty (Pod 0?n72>^ 
60/08/22 Conso'idatod Edison Co. ol New Yoik, ii‘C 90pp 46620 134 46628:223 

8008160414 NRC Info Nouco 00 067, PWR Auxiliary Fnrriwotnr Purrp Turii'.o Over* 
speed Trip Fj !uro.” Svc liSl end 

ROSSl.CE D-vismn of Oporalional Events Assossmont (F^sl 0/04 11) 88/09/22 
ConsoVfalod £d;SO/i Co of Now York. Inc I23p;> 46643 105 4604 3 227 
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F Security, medical, emergency & lire protection plans 

8807060520 Generic Hr 08 10 lo all power roocior ficonscus A holders of Pad 95 ap- 
provals ro purchase of GSA approved security conlfl nors Svc hst orcl 
MlRAGLIA.Fj Associate Orccicr tor Pro;eciS (Posi 070411). 00/97/01. CorsoMtlcJ 
Ed sun Co 01 Now York. Inc 3lpp 46J08 290 46380 329 

0808010276 Tomporary Chargo Number 1 to Hev 8 lo OM16A EP. 'Emorgenty Pl/m 
W/6B071B llr. 

ANDERSON.J.D . KAPLAN, A Cleveland Electric Ilium naimg Co. 00/07/06 9pp 
46361 111-46361 119 

8008030417 Forwards Safety Insp Ropt 50 440/00 09 on 080420 0630 S notice of VG 
Ittlicn. 

KNOP.RC Region 3. Ofc Of Uie DirpCtur 00/07/21. KAPLAN A Cleveland E'ectn^ 
Ilium nat-ng Co 2pp 46406 173 »;6406 191 

-8800030420 Insp Repi 50 440/88 09 On 800450 063U.ViOlat ons noted Ma,Cr i»eas 
mspociod:previous insp noms.operaiionoi sal© ty.no iroui mo 

©venis mami.survOillar.crt.ESF.conta’nmenl closecuLLERs. physical security 8 radjOiog* 
r.al coniro's 

CCCPER.R. Ftcgon 3, OfC ol Iho Direclor 80/07/21. I6pp 46406 176*46406 19! 
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8906160244 Ciscusses ui l abbreviated s-'.o accuse Ira.'i.nt] program fo* NPC esp per 
so-tioI coT.plfiirq Region III warning n yonor.c ASpncis oi rad. a wen scdoiy.pnys cal so 
c./r^ 4 onverq'cecy 'espouse 

CAViS.A U flmjcn 3. ore of Iho Director 00/07/??. AtLX;CH.MP '.ndia-'a Michgan 
Powor Co (formerly Indiana & M clugan Lech c. Co ) 4pp 46561 248-46501 261 

8806030166 Ark fuLt’ipl or 600525 ilr to Row 7 10 Security Fo'co Trani'g & Oua.dica 
tion P an " Changes consndoni w/prov<s ons oi 1CCFR50 54{p) 8 acceptably 
MAI LETT.tiS Rcg:gn 3. Ofc nl Iho Cirociu' 86/07/20. KAPIAN A C'uvo'anrj E'ot 
fie situm:nai.ng CO 3pp 46400 167 46400 16') 

SB03030399 Forwards Ruv J ) to .sueu'dy plan ‘lev wtiiVwhi (roi ICC! : WJ21) 

KAPLAN. A C'cvGland Elcclriu II ummaiiriq Co 80/07/23 Document Conlrcl Branch 
iPccumunl Coniro! Desk) Ip 4G427 COD 46427 000 

8908040247 Gunonc Lfr 86 12 lo all power reactor licensees 8 app'icants ro remova' ol 
ire protection req,.in>mi>nis Irem Tc*ch Specs Sve lift r.r.cl 

M ^AG'JA.F J Assooalo Drcclor lor Pro/?cis (Posi 870411) 86/06/02 Consol iJalud 
Fd-son Co of Now York. Ire 5?pp 46463 241-46463 3>2 

8800 120162 Advises lhai 6P0726 Rev 7 fp security pi , an moots provi&'cmi oi 
lOC^RSO 54(p) & acceptable Security plan should bo updated to ref eel row n.lo re 
sy eerily roenrd rot uni on ponods 

MAUETJ.GS negion 3. O'r t;' me Drecior 08/00/04 KAPLAN.A Coy n and Elm: 
ir e iCuinmai r g Co Ip 46026 22? 4652b 22? 

8808180037 Rov 3 lo Emergency Plan lirp'orneniinr) Instruction CPI-UlO Emergency 
Rod o'og cai Envren Wor.ilar r q Program W/06d8(Jf> Itr 

ANDFRSON.JD. KAPIAN A Cleveland Eler.inc lli.iirjnaiing Co 80/00/05 lOpp 
<16590 203 40690 221 


G. Adjudicatory correspondence 

8908230166 Forwards Drccicr s Decision DU 60 -n.riuiiying 870104 phtLoo Icr s:,spdn 
s on of OLs cue lo ft'loned snfoly dnhcierc.os.per 10CFD2 206 
MUHtEY.T E Office or Nuclear Hoacloi Regulation. Director (Post 07011 IJ 69/Ob/ 
14 POCH.D Energy Piobo SCHLEMMLH.U.L Western Hosorvo A banco ?pp 
46620. LGbAtGZO 009 

> 8808230172 CmciOi's Docisiom 60- Ki.donyinQ 670109 poiiimn icquostnq ■ni-nad-nto 
sjspons'un ol DLs based on saloiy uof.c enc-cs in area of pipo cIpn-Rs 
WCRIFY.TL GH-co of Nuclear Reactor Hog-Ait or». Dimcior (Post 8704ll> 68/06/ 
14 I2pp 46620 062 46620 0/3 

-8088230173 Nol'CO ol issunr.ee ol Orcclcr's Decision OD-69-13.dcriy.rg 870109 pee 
i on for suspc-nr. cn of plant OLs based cn nlluqod p.pn clamp delicmn: os 
CO( BURN, J C Pro, act n^oUorpUJ III 3 89/08/ J A Spp 46020 »7J 46620 095 

-•0000230170 Requests lovors.ii ol NRC pruvidiS dcn-uls Ol 2 206 puhlions based cn 
I'ju.Iuleni n>|ji9 ol NRC A utl 

SCHLEMMFR.DL Wostom Rosnrvu Allanco 87/04/01 DENTON.H R OllcoofNu 
Char Ruactnr Requlni on Dfcctn' (Posi 6/0411). 4pp 40020 006 46620 OO'J. 


H. Gcnoral correspondence 

6B083100Q2 Rr.qi.osls NHC rx iion to ro!«uvp unrluo risk posed by UWR iliurnm 1 hydrau 
l:C instab l ty NHR shjuld issuo order requiring all GL UWR hconseCb to subn.il rcpl lo 
NRG w.lh.n l yr domonstralmq corrp'mn<;c w/GUC 12 Rul.iin.1 info oncl 
HIATT. SL Oi.io (jl-zons Icr Ftcspcnsiblo L : noryy Pfi/O//?? Oflico ol NudCO' Hone 
*.cr Regu'ot on, D.recior fPosl 8/04 1 1 > I2pp 4672? 026 107?/ 058 

8608050293 NoMios Hull Concornot! Cil»/nh*i of l aku.Goaiaja & Ashtabu'a 
CounliOS.Cl’io on. 1 1 led 1mm sve l.sl for distnliution ol TLMA FPA & utlior dccunm-nls 
pc.Tn ninq io 22DG petifre n ro errrcrqcncy info p'i?p a redness A.injpook 
KL'NL.C , 0IM0FR.R . O CONNFl L.Fi Conco-hud Cili/on% ul l akn. Gcnuga & Ashta 
bj'a Couniios. OH 60/07/25 MUrtl.rY.T Off:co Of NuCfoor Ruaclo' OrnTilahon. Di 
reclcr (Posi G704H) Opp 46446 049 45445 063 


M. Antitrust correspondence 

8607200054 Ar.srve.' of American Municipal Powur-Oh.lo.lni: -n opposition to Clovohind 
Flocinc Ifumnaiing Co A Toledo L‘d«son Co app’icat.on for suspension Ol Iconso Of 
anl.lrusl cond.LOns W/Comf calo Ol Svc 

STRAlJS.DR Spugel & McDiamud. SFRAUS.n.R Arnor-can Municipal Powor 
('hio.lnc 80/07/13. Olhco of Nuclear RuaUCr Rogu’aiion. Duccio* (P051 07041 1) 
ILpP. 46345 195 46345 209 

8808180408 Forwards FR noiico oxiondmg umo (or commonls on request ol C'ovoland 
CJocir c liium naimg Co A Toledo Edition Co lo suspend plant ar>iiirusl iconso cor.a« 
l o?is. 

THOMAS.CO Po'icy Ouve'opment A Tochncal Supporl Dranrh (Post 6704M) 66/ 
CO/1 1 NRC * No DolOi'ed AlMial on Givon Ip. 46590 095 1G5'J0 097 

• 6600180411 Notice ol grant r.g ol City of Cleveland request to oxlGnd period for lihng 
communis re Cleveland Rocirir llJum.naiinp C-o & Tolodo Ediscn Co rCQuesi fe sus- 
pend ant.tfusi cond, lions of Liconsos NPF-58 A NPF-3 
FERKINS.KF: PrC|Ci;l 0;rociora1o IH-3 68/08/11 ?pp 46G00 006 46590 097 


P. Operaffng license stage documents & correspondence 

8687260222 Fo'wards too iO' processing 880712 Tech Spec char qo ruqacst 
KAPIAN, A ClOv«Yar,d Electric lllurr.inaiing Co 00/07/14 Roci’/mont Ccniroi Brancfi 
iDocumeni Control Oesk) Ip 46285.100 46205 303 

6607260249 Forwards sgr od choin of cusiody dcjcumont for fasteners seat to aultior on 
88D629 W/o end 

enACH.EW. Vender Inspecl.on Branch. 88/07/20 CONNAUGHTON.K Region 3. 
Clc of the Drector Ip 46304 353 46304 353 

6808020198 Forwards Amond 15 10 l.iconse NPF-58 & safety evaluation Amond revises 
Section 4 2 1 ol environ protection plan to reflect changes ;n samp'mg procedures fo' 
co-br-ula 

COLOURN.T G Project llrectoroto llt-3 80/07/20 KAPLAN.A Cleveland Electric UU- 
rr .natmg Co. 3pp 46309 339 46399 348 


-8B08020200 Anumd 15 10 LiCf.nso NPF -^fi.rovbng Ser.t'on 4 2 1(2) ol or.vrcn prolOC 
Lon ulan r o rolled charges n sompl ng i-rcceaufOy for ccrbjciJa 
PFnk/NS.KE PfQfiCt 0.'<?C(Crtf{r> fff 3 (!S> 07/20. ■ fpp 46190 242 -tG3y9 345 

-06OGD2O2OB Safety c-valuat cn Suppcr1m.| Amond 15 to L.Censo NPF 5ft 

* Clf-co of Nuclear Reactor RoculaUOn Director (Post U7Q411) 86/07/20 Jpp. 
46309 346 46300 349 

B8072700Q4 App'icahon f('r amer d lo LiCOnso NPF 5ft consnjhng ol Tech Spec change 
ro rov lo p‘«nl cpumirjns fGv c«v ccirm rtou mon-horshp 

KAPLAN A Covu'and Eleclnc llkimnaliny Co 00/07/21 Documeni Conhol Ruinch 
(Occ .mcnl Ccniroi Dusk) PpP. 40334 3S6-40334 360 

-8607200044 Prcposod Tech Spocs revising p'ant opnraioris iovcw ouinn'ilioo mem- 
ber si »‘P 

* Oove'anrf f.iocitic ru.tr naUnj Co iW/rjy/pj 356 46337 3^0 

8608030066 Cenhrn.s 300/26 rr.onHdy r,t<ilus rnnouny at Rcrj on III ole lo discuss 
Socorrt Cum tor 1990 plar.t perfonronco A rosu.ls of roconi INPO assist v.sil No: cu of 
Signil.ci' , l ‘x>.risoo me el oncl 

GREF.NMAN.F.Ci Hc-Qion 3. C'C Ql the Ri-oclor. 88/0//21 KAPLAN A ClnvoMrd 
F'ectfc Mjninatrg Co 3|>p 46400 104-4R4C6 10G 

0BOBO4O152 I orwa'ds ccncctod Aircrxi 14 io Licunso NF , F : -5fti r “rfeavng kina lo* 
drywo'l nvC'aqu ar ’on-p from 1 3*3 F io 145 F 

C.OLUURN.TG Prcieol H rectcialn 111-3 G8/07/28 KAPLA/j.A ClOvc.Inn:) Eicciuc Hl.t- 
rn rat ng Co 3pp 464P3 236 46423 244 

-•00000-10157 C cr reeled AmenJ 14 Jo I ir.or.s o NPF -56 tC dry weir & conUu^ouiOt f uujo 
sys.'oedwalcr luakago coniroi 8 drywe'l nU?<;riiy. 

* NRC No Ooini r d AM.I ahon G.von 0ft/O7/?fl 4pp 46423 24 I 46423 244 

060B0302B5 Forwards response to Gontnc l.lr G0 O1 Potuniial lew iGSCC n BWR 
AuSinm1.c Siamloss Steel Ppiag '' Cilffiml plans do nol O^.st lo rcplnco ppng d.io io 
measures 1#i M.n eir r g corist 

KAPLAN.A C<uvc‘and tlccinc Ilium mati'-g Co. 68/07/29 Occunront Conim! B'anrh 
(Document Coniro'. Desk). 4pp 4C404 337 46404 ;mo 

0000 120 134 Forwards sum unify ol 8B0804 discussion re rosto.'onon of Feedwater Sys 
6A heater ft ‘.lops I'Horcioil to prucludn naflvcrtenl plant Ira'-soni. 

KAPLAN.A. Clove'arij Ehclr c ni/n noimg Co 68/06/04 DAVIS.A li Roynn 3. Ole of 
Ibol VuCUv ipp 46537 295 4f,537 2im 

B60B 120210 Surnm,vy o 1 Fj 906?'J mooli ng w/MdrK III Cenrai'*n.unt Hyd'Ogcn Co n trol 
Ownofs Creup ro emergency proeedn'c: ijuirlol nqs HosClubon ol issues luted 
KlMTNER.l l. Pro.eci O roulcrntn 11*1 Oft/Ofl/OO Pro;(;cl tJ rr.'CtoraiO lt-1 Opp 
46515 1/7-40515 184 

8008 170006 GmrMs id. 1 080084 rr’tiuesi to volunuir ly onlcr Tucfi Spo<; li'ramn condihon 
for opuaiion oci.on slalom c-nt in ruder lo snlo!y ostabisli How ihcough Feodwaler 
I hafe'- M 

DAViS.A U Rcqiun 3. Qlc cf tlu DiructOi 83/09/06 KAPIAN, A Ckivu'and FlocUic 
IIL.mriBl.ny Co 2pp 46572 204 4667? 205 

6800240121 Ucguosis adiJi irilu u> icsimg ol slomlhv ■< ;u U coniro' sys do. to nshai.r-g 
toial ihwrain cl 82 A ypm can bo achavod nga.nst ml reactor cpt.-rMirig pros', uro w/o 
Idling pamn rn'iol valvu 

COL'fJUMN.T Ci Pro.oct Di'eC!o»nl<» HI 3 8ft/UU/t5 KAPl AN.A C!Ovc: In'.d Fk.cir.c • lu 
rr.irudmg Cu 3pp 46642:101-46042 1Cf3 

G80G2503&? Ccnfrms p*ans 1o.‘ 0I1C824 muuirg m plant s tu io discuss HPFS nin'.rod 
O'ogy .rrp'eincnUil on rn rccenl star'uby liquid control sys ovOhl rosu'.ta Of li-p’cinunm- 
l' On ol 13 wk ro lng scheduler 8 .JJ 1988 plnrt performance dul.i 
GREENMAN.E G Rr.vjo/i 3. Ofc of *J>e Omaor 80/00/18 KAPLAN.A C'uvelawJ 
Cloolcc t'L.rr.r’flt ng Co 3pp 16648 00 /-46 048 CiftO 

8000250371 Fofwa'ds Arne nil 18 lo liconso NPF 5ft ft saloly ovahjaiton. Ameri:| rov.sns 
Tuefi Spor. 3.4 3 l ro RCS 'eakngo dotoCUGn n ronponso io 8D0212 app'K.cV on 
COl Bl/HN.T G Projoct Drecioralo 1113.00/08/18 KAPl AN.A Olnvolfind F'oclnc IHj 
m rat no Co ip 46046 240 40040 240 

•8BOQ250375 Amend 16 to liccr.so NPr-5D.rOvislng Tech Spec 34 3 1 io eccopiab'o 
RCS loakano doicchon i nor hods & f.m’fing condt.ons <o r operaiio:i 
PFFiKlNS.KE Prcjoct Drecicratn IH-3 08/GB/18. 5pp 46640 241-40646 245 

•■8000260300 Saloty ovaUaiion support nrj Amur-.d 10 lo Litur.sn Nl’P-OO 
COiniJRN.T (5 OJiico of Nnerear Readc Flegi/aton. D#t»ctor (Post fl70iii). 68/00/ 
18 4pp 40040 246 46648 249 


O Inspection reports, IE Bulletins ft correspondence 

8807290057 Foiward% addl mta ro msorvico nsp pfog'Qni.po' NRC 800209 reqjosl 
KAPLAN.A Clove'anU Eleciric Hunvnair.cj Co GG/04/1? Docjmonl ConHo' Branch 
(Document Coniro' Do;k| 8r.pf> 4034 9 240 46350 001 

8005200295 NRC Into Nut CO 00 032. ‘ Prompt Rcporimg tg NRC of S:cn. Leant Irc dnnis 
Invclvng Rad oachvo Mall “ SvC l.si ur.cl 

CUNNINGHAM. R C L.visiCn ol Industrial ft McuJ.cal Nuclear Saloty (Pcsi 07O/20) 
00/05/25 Censo.'-daled fe'esou Co Of New Vo'* ire I20^p 46300 f 70 4d'JfiQ2{)ii 

8807200162 Supp' 1 lo NRC info Not-eo 08 046. ‘ License o Rcpt of OolCClivo Rolur 
b'Sbod Oicu t Bmake/s ** Sve list end 

ROSSI.CF D.vsion of Operational Fvcnls Assessmeni (F^ost 070411) 80/07/21 
Consol dal od Fdison Co ol Now York. Inp l2£pp 4F>3flft Ob4 46380 178 

6808030417 Forwards Salety Insp Ropl GO-440/uO 09 on BB042O 06 30 ft notce Ol vin- 
lai:on 

kNOP.RC Rog-on 3. Oie oi tr.o Ornclnr 88/07/21 KAPLAN.A. Ciove'and Glecuic 
lllum.nali-'g Co 2pp 46406 173 46406 19 1 

-•88060304 19 N'oiicu of vclnton from insp on 080420 0630 Vio'nhon nolcdur.il supervi- 
sor to ied lo whcaic conltcl comp'.ox ct'i ted iv.jior ch -'tr A h.qh oullol temp comhlidn 
on work roquesl 

KNOP.HC Reg'on 3. Gfcul IheDrcciO' 00/07/21. Ip 4G4U0 175 4b4Cfi 175 
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-8003030420 ln<;p Repl 50 44<)/88C9 on B8042 C i-630 Viola I c ns nnlc-d M<ijCf a*eas 
n;peo:ed pmv c.,s i~sp itensrperat oral $afe1y.nD''rculr.e 

cve.fYsriatil.'iJfNC ibV'.ce.F.SF .cGrila.vfv.o'il r. los £ C .7. .1 C H s ,p K y sic a l secu*ly & ia-1 o'.og 
iC3l courts 

COCPLR.R Region 3. Ole ol the b.<-ec‘or 80/07/21 I6pp 46:36. 1 /6 464C6 VJI 

8807200240 NRC Ui/'cl n H0 009, Tr.mu‘e Tube Thir.ing .n Wus' ri'^cuso He-i:,*o*s *' 
Svc I si one 

HGSS'.C t DiviS on of Operational Fvtvils Assessment (Post 070411), f>9/0?/2G 
CO'iso dated Ed son Co ol Now Ycrk, Inc 1?3£p 46340 070 4634 8 192 

8807210210 MIC Inin Nohce 00 05?, falro ol ir.nau’onnn Tandem ol Jl'.cr Suil 
A-p: rarer Rnuh/lherapy Dov.ccs Ou-irg Paior,! Tfc'dlruml* - Svr 5siorci 
CUSN SUHAM.n E Di/Son c* Irotslna & MDdca. Nuclenr Safety (Post 070723) 
G6/07/?/ Conio ioak‘0 FriiScn Co ol Nrw Yo‘k Inc lOPpp 4034/ 02*3 46337 IjG 

8608 1602*14 Cis". iftSdS nil cibb.'Oviattd silo access ‘'anrij program fo/ NRC msp per- 
sonnel roirp'clirq Hog on II Pa ring n gor.nuc aspu-ls u* radaicn sale ty.pbys cal so- 

Cu'il/ vi cnt.fQLncy lasppns* 

DAVIS, A fl Meg on X Ok cl I he U.'octor HU/07/27 v\Ltix:CH M P injnna Mfhg-3" 
Mown,* C‘o (icimerl/ tnd..ma & M eng-m bloc’r.: Co ) 4pp 46561 24 0 40681 2 r ;l 

8800230260 rcrwH'Ms latest ryv of NRC ‘/an..al Chapter 05if> ”SA ■_»>*■ Region I l will 
oogm u*i.'i:j now fjr.clcna areas set form ir. rev 'or a I SAlP rcpl per.cds whrh 
ontnod bo/cnl 680306 efl* Jivo da to ol prcccot'e 

NCHFUUS.Cc Ro^on 3. Ole O' the Drcr.lC' 85/07 *2/ ALCXCH.M* Indira 
Michigan Powo' Cd Ifcrmyrl/ Injia^a & Mchigan Doer- c Co) NOKfMANOP C'cn 
si minis Power Cu TAYLCR.jW Daryiard Po*se, Cooporaf.-o 39pp 46670 093 
•’•f'fciO 126. 

8807220031 NRC ivo Nr'-r.o 60 053. L r raise o voa 1 o-is of NMC Rogulaitcns Wi» eh 
Led lo Mod eal DiarpuSl c M ;a fm i-i; (rations " Svc l.s* en<l 

CUNMING^-AV fit. Divi-s on c' Irduf.t* al & VmiciiI Ni.dear S.Veiy {Pc s> 0/O/2J) 
06/07/28 Con sol Jelled LUsen Co ol New Ycrk. ne IC6pp 4G396283 1633/028 

6807220192 NHC ln*o Nchf.o 00 054. Fa'nrG o< Crr.ni eroakp* foleAH-q ‘“si.i lahon 
of AtpiccIo' D roci Trip Auar.'incm ’ Svr 1st cr rl 

ROSSI C L Lvis ‘.)0 o' Op era i io no Fvents Assessnoni (Posl 0/041 U 06/O7/2U 
Co*isoir:,ro«i frisori Co ol Now Ycrl nc l?lpp 464 1 7 020 464 1 7 140 

8807209019 NHC Info No’ico 08 055. PoIC.iIihI Profems Ca.iscd by Sr.ri e l.i'irn ol 
JISF b^-rgRuS' S^C 6sl er.cl 

ROSSl.C t IJ v-isiun cf Operaiiona Fvor.ts Assessmor.; iPosi 0/C4111 60/09/03 
C> nsV iJakd Ttfison Co ol Now York oc 1 21 rp 4643 / i? i 46437 241 

8808030289 Suf.n' 2 to NflC Ui.lCln 69 005, "Nonccn' 3frmng f/ai s Sepii'ic-il ty Ppnci 
Supp o\lne al Fclsd'ri N.l A Wflsl Jersey Mfg Co at W -l arnslcwn.NJ “ SirC ist cnei 
PCSSl.CI; Oiv.son cf Opcralorn' Events A^sessru-i |Posi 8/0:ii) 80/CO/03 
Co'* sc Inf Alt'fl E<J son Lo of Now Yo'k 'nc I49;*p 46539 12 M6538 2G9 

0807299008 Suppl 2 10 NHC Ri/'oi n 66 098. Slrossos «n fAp.ng Ccn' ocicd Id 

MCS " Svc <iSl oocl 

flOSS C L Oiv.scn Ol Operal o* al Ewonls A^scssnioni (Pos: 07C4M) tl9/0»/04 
(.on sc Plait'd id son Co ol Now Yo‘i. Inc i2lpp 4bf.0l C01-4R604 121 

Q 8072901 VI MIC ‘nlo NefiCO 86*055, Pokn: al Proolcnis VV/Snccno Foam F ro flamer 
Ponot-ato*? Seals Svc iisi rv*c« 

MOSSl.CL Oiviscrr of Cneraionnl Fvonls Assossmani (Posi 070411) 8O/O0/O4 
Co '•sol ^aicd Ecisnn C;n of Now York. Inc. I23p f > 4656B 175-46560 29/ 

0808020995 NRC Inlo Nclico 60-C57. Poionhal Loss cf Snfo Shi/down t<;u ranont Duo 
in Promaiuro Si'iccn Cor.trolV-' Rocfilie.* * n ’un.* " Svc I si one' 

HOSSl.CE D.visicn ol Cpera*-?nal Events Assessmort iPosi 070411) 08/CI)/Ofl 
Conso! 1 1 alcd Ldison Co o? New York. !"c <22pp 46459 l25-4b459 246 

8808020102 NRC, ln'0 Nol co 08 059. ’Pclo-'ioi f rot; “um s V//ASCA Urown flOvon ITE- 
51L Tn r’ Ovc'curierii Relays Svc fisi ortl 

HOSSi.Ct D vision ol CpeMiiona' Everts A^scssmnm (Posi 07041 :) rty/09/Cn. 
Cc ns o' dared Edison Co cfNowYo'k Inc i?0pp 46538601 -46836:120 

8800030112 NRC '‘nfo No\ Co D0-050. MSIV Gu :1e Ra i Fa-tro al Waiorford Un t 3 ’* 
Svc I Si enc 5 

ROSSI. CE D.vi^jcn ol Oceraiio'Ml Evnnls Assessmon: Pusl 07O4M) 89/08/09 
CcriSP 1 lilted Edison Co of Now York. lr.c iPlpp 4646 7 01 1-40487:131. 

8800040002 Stpr-I 1 to NRC Info Nclico BO 034. ' lead :r,uoln OvaM rohon & Do;.., iron- 
raiion of F ro Darner Ponofrol cn Seals “ Svc 'isi o.na 

MOSSl.CE D.vison o* Operational Events A^soss-roni fPosi 070411) 6d/Oft/0U. 
Cen $‘S dared Eo mo:\ Co. Ol Now York, “nc I2lpp 16558:205-46558 325. 

8600050135 NRC Inlo Nohcc 00 060, "IradenualiJ Oosgn & Insia laho.n of Water light 
Peneir alien Seals " Svc i 51 end 

MOSSl.CF. Oiv s 0 *i cf Ope'aiional E/enls Assessmonl (Post 870411) Ofl/OH/11. 
Ccnso! dated Ed f.<:n Co. cf New Yo*k. Inc I23pp 46569 298-46570:060 

8800050248 NRC, Info Noiico 08 061, “ Coairol Pcd.*ti HablabiMy Reconl Reviews of 
Op oral n g. Expunenco " Svc I Si cr.cl 

ROSSl.C'E D.v-son ol Oporal onal Evonls Asscssrr.om (Posi 070411) 08/00/11. 
Consul daieil Ed sen Co. of New York. Inc l25pp 4G594 312 46595,076. 

0808050295 NRC Inlo Notice 60 062. 'Receni Findrgs ro iTp'cmornaiiDn of OA Pro- 
grams by Sjpp'iors ct Trans^O'l Pncknccs.'* five 6bl errl 

BURNETT R F D.v.smn c( Safe^Lardl & Tfanspcrialicn (Post 6704131 88/CQ/12 
Cor sol da led Edison Co. o' Now York. Inc iC9pp 46581 1 55 46581:263. 

0808170346 Forwards sum-nary of MSIV logic med pla^sper uhl 080212 oom-riimenl & 
open iloai noted in msp Ropt 50 440/00 03. 

KAPLAN A Cleveland Elecir c llunmai ng Co. 08/09/12 Documonl Corvo! Bra'ich 
lOocu-nenl Caiircl Desk). 6pp 465R2 264 46552 268 

0808090204 NRC Inlo Notice 80-003, High Radat-on Hazards From Irradiated In Coro 
Oe lectors & Cat lor. ’ Svc liSl end 

ROSSI. CE Oiv son ol Oporatonai Events Assessment (Posi 870411) 89/06/15, 
Con so* dated Ed son Co of Now York. Ire nep? 46569 065 4G5G9.174. 

00081 10206 NRC “cro Mohce 88 064, 'Rcpcrti-g Fi-cs in Nu'dear Process Sya at NlcIo- 
a- Power Plants*' Svc list or.cl 

flOSSI.CE D-v-sicn of Opotatonai Evenk Assessment (Posi 070411) 60/00/18 
Consoidaiod Edison Co ol Now York. Ire 104pp 46643 001 46643 104. 


80QQ12O327 NRC Info Noiiuc 8B 965. "InadvOitnnl Drainages c' Spent Fuel Poos’ S.c 
list en-l 

POSS'.CE Oivtsmn ol Opc.t a:\oaal vvoras (P;*/,* 6704 M) 5fc'0ftM6 

Cense! daied Ed.sO'i Co ol New Yctk Inc 1?3pp 4 6628 01 1 -16028 1j3 


8008160392 NRC lr*o Noiicn Rb OOP 'Industrial Radiorj-aphy A Fnlc'cy^m S.c 
l si Oil J 

CUNNINGHAM. n F D.v.sun ul Indusiral A Medea' Nuclear Sakly (Posi £70/29) 
R6/C8/2? Co.'“SO i-laluu Ed sen Co ol Now York. Inc 9Cpp 46620 131 46626 ?23 

880B160414 NRC In'o Nohco 69 067. ' PWR Awx liary EcUdwatOr Pu np lL*txno £>■ or 
spoor) Trip Faion? ” Svc lir.1 cnrl 

flOSSl.C L U-vison ol Gcnrnl'onal Fvnnis Assessm ent (Past 8/0411) 
t'o^sol'dated E cl sen Co of Now York. lr.c l?3r-p 46043 1C5 -166-13 2P7 


R. Periodic operating repons & related correspondence 


0007260046 A'O'iliiy cpCMlr;f| re pi fo' June- 190ft lor f'euy Nuco.ir f’cwc- Fl-flVV’ 
060715 Mr 

OJNN.GA. KAPeAN.A CKr/nlaml Fiecfur llluinrai rej Co 09/G:»'3O t>f ;; 
46285 276 46285 28? 


8008 190(105 Month'/ Operalmq ropl for Jul I909 fo' Perry t.nt 1 W/flHr:fii>. it . 
DvuNN.G A . KAF'LAN.A Clove'jnd Fkclrc llluinmat n<| Co 09/07/ ji 
46595 144 46506 149 


S. RepoNablo occurrences, LERs & related correspondence 


0800090124 Tina' ruspjnso to FOIA rcv;i.e?“ 'or dneumnris Fow.vcs A|,p I 
documcr-is Anpr, H 8 l dr.uurnords nva-lnhlo in P13R 

GRIMSlL/.DM NRC • No Oc tailed A'flauon Given UU/O//O0 MA>V,fil. f! 
Cosmos flroadcastirn) Corp 4p;i 16411 200 46-112 033 

-0800090132 S . limits daily r.i j'-lignt On U/10?d.tnron ol eijlu MCiVs l.i'eJ id rlo*,<t 
w Pun a l owed Umo Caused tiy did in instmnvmi un 'unfloi'* valves mit.u: i“-:-!y ro 
lesicd & closed w.thin ro;)ui'u J t mo fra nc 

COLBURN T C Proiect Droc'orntc III ; 0//M/O4 MURl FY.T SME/CK.j, 

VHRAGUA.I NMC • No Dole led Affi labon Gwen i r .?pp 4C;4 1 1 ?\ ? 464 1 2 ( )l 

8808030199 FciwanJs drall folcwi.p U> 000024 Itr nobly, ng cusicmu' c' P'c.i/l-t u (>:?r I- 
ed lo vendor ro SPFC 700 Model ?Ai; D i A4 coniroier cr.'d w/asscciMdd 
2AX - .RM removal lo manual card, tier tr.lcon 

RI2VI.S H Fo^hcro CO'p 00/07/19 YviLCON H C NMC No Didalod A'lVitoi 
G von 7pt> 46404 1/2 46404 170 


8D08D6022B I orwarrls l.EMs 86 026 & tW 020 LEI1 08 02/ wil !:■: lo. thc<iTm3 
KAPLAH.A CoveUmd Elocb-c Ui»m;nair.\) C<i 60/07/2? Combet ..•ntv.U 

iPoCu'HOnl Cori'ru' Desk) lp 46-MO 14 9 4644') 155. 

"08OQO5O23'1 LEH 00 026-00 on 800523, reader scran: oernrred Mi m ui unu> f;c;:o*l i ,r- 
tru o PpCJuSud t:y muchanrcal lailj'n of tnp latch asscmUy (Jek-r.livo pans (ep',icc*d 
5 proper c oarances w.lhn mechanism eslaiTisl'cml l>y marhm*n:j vansi.s sjr'i;es 
OUNM.G A C'ovo'nnd Flocln: 11‘trmnaimu Co 60/07/23 Jpp 464 ill 150 46443 152 

■8800050236 l HR 00 020 00 on 8B0023 lro..ms ol ccntrol MVAC sh.lled n|n e-.V- *'<-> 
tCCirculAlion modn djO to hgh tone gas s:r;rnls Caused try I onvy tluJ- >n,vko o< 
tiaust ra Irom mi* ka-y ho lor Affoctotf oihylono ox do rfotecicrs ruca'ih* 

DJNN.G A Clovdard Eluclric I 'urnnafmj Co 0B/O7/22 3pp 46440 153 4t44y 155 

0006930201 LEM 80 027 00 on 00O62O.HPCS was placurj m seCurod slaijs c .e :o m s - 
cc.vng MPOS iino break ala*m Caused by 1inli.ro of different a l prof.SLio ira“S'r»l.er 
duo lo vsaier mlruson hPCS I no break transm.uer rep ac.Gd W/UOO/23 Hr 
DJNN.G A . KAPLAN. A Cfcvo’And Elecinc l.iu nriahn^ Co 00/07/29 3pp 
46401 334-46404 336. 

0800250304 Special Hcpl NIP 38 04 On 000805. pr.mary coniammunl nr<-a g-ossia: 
rron iorb tiarl lnr,s lhan mn rcQui-cd ebanne's tl.iu lo lailed iron lor C.iusod by l»iyU 
vo.iagn fa Uio duo to tfofcciivo voliago power supply circuil board Board replaced 
KAPLAN A Cleveland Elcctr-c Curnnatr.q Co 60/00/19 Bccurnunt Cor.trol ?,ranrt. 
(Dncurr-oni Conlroi Oosk) 2pp 46040 i0l’ 46640 102 


V. Operator ExamfnaNons 


0807260229 Ack receipt o< Rcqualilicat on Exam Rcpl 50 440/Oi. un Oi.dld CfiCfi'4 (Jiil 
will c lardy enisling proq-an: lo rosolvo uoncurn ru roiation ol i‘.rJ vidnals to olti* ,r CCS 
lions of rospcnsiblly 

KAPLAN. A Onvo'anJ Elucinc llluirinnlmy Co 08/07/14 DuCun onl (xr|*ol 9ra.:c ,- i 
(Document Control Desk) 4pp 46792 134 46292 137 

8008040110 Forwards updated rosponso to Generic Llr 87- 14 tv oporaiD* 'iccns.nj 
oxam SChedJo lo: plan! Updaio ini leas change n dams fu aiv: >al re.ijY 'CV io'i 
exam cn wk ol 0906 19 per 080/10 Iclcon 

KAPIAN.A Cevoland Flociric IDuminaii'H) Co 80/07/27 Gcti.rnc'M Cnnl'Ol 0ra^‘i 
(Oocumoni Conkcl Dosk) 2pp 40420 357 4G4?0 350 


DOCKET 50-441 PERRY NUCLEAR POWER PLANT. UNIT 2 


A. Applicalion/corslruction stage documonts & correspondence 


B80812Q2 tO S\,<nmacv ot 880623 meeting w/Maik HI Coniainmnnl Hy 160511 CO'itrci 
Owners Group re en:ergency procedure gudulnus Hosclutim of msuos liWt-d 
KINFNFR.LL Pro.ea HireciOrafO ll-l! 88/00/00 Pro.ecl Di-rciOJato IM epp 
46515 177-16515.104 



DOCKETED ITEMS 235 


f Securliy. moiHcOl, iimdffioucy A Ido prcdui.tlnn plants 

0007060520 Ilf ^11 m In all |i?,v#i*r iim lm h. i ‘i'.is ■, A l , ii‘ili , r> nf Pad c l* ■ jji 

f uva > (** om " f'J < ••■A npf *•<•»*' it • * ly Sin I 1 , *ri i 

MKlAIillAJ I Av.i:i ml.. Ill'll lm Pi. |. I . (PuW 0/1)41 1 1 I.K/ 0 // 1 II 1 1 ns: . . Jal,*,l 

f l .. if; „i:n of Now Ynrk. lm i 1 1>| Al- Kin /'l i in ,“i 

$eC30t02/(f I<rH| HMiy ! I »'*» ••I* • 1 I ‘ H»«v » t'< ( >MP*A I I', J »IM r, ; is y I 

W/ >/1H ll f 

ANIU I1SON..I U . KAl*l AN A l ivl.iu l I lr> ir , '.1 |iHdi//ui, 

/Ay i!;i 1 i 1 u. iti l 1 1 'J 

8BC0 160244 His- nssns lit.. il*l:i.'v nlml * Hr in 1 1 I ■ ■ in >.« - 1 1 | firiji.i'n lm NUt. «i - |» | .r 

S':*|.'<* a 1 1 Ml , | ; li | l ri| M"i) <»i II 1 Irairimi in 1 1« *i -,:»s !*. ol 1 . n I. 1! nr 1 n'i* 1 y,|>hvs 1 . .1 m< 

A i»i»‘« f, “-| 

VIS ,1 1 1 I, c If; nl ||‘|| t !m • !ni lilt/ll//;'/ All <li H.Ml* JmlSIn.l f.'i. '1 r|.i* 

l»-; A<: r f ‘1 f (fmiM'ily h:-l» m 1 -S A* « l«i;| m I l< •• l» < • ) U>|* K ' nl .‘Pi 41*'.'. I ,’\i 

86000-1024/ !«• ■« r.i ' li HU I.’ In uH p«>*« ■ »«• u h- In 1 *1 -.ms A appli, ids in trn 1 v. 1 i ,,1 

/ »i» (rah * l*rj> fi*i|M Inmi In h '.jm . . 'i»i !»• I < *1 I 

MMAliMA* 1 A'.vhiiIi I'm! Pinjis l ■. (f. .-.1 ■■ M H I J Hll/ll|«/n,- l i*c ■ >1 1 |||«>. | 

| n | it <,1 N'“* V'll* l|‘i ' .'|s' H' iii l . " < 4 .* 

SPCbld 00-17 M»*v .‘I In I 11 . 1*1 ij* >11 / t'lii'i liMpSnn Ill ■ ; I hi'.lii.i li; ■ t'l Mil- | mi rgi*js y 

K-i.hif‘i|< ft* I 1 writ '| l‘i< i|ia*n Yv t'tir i'll P . II. 

HA! 1M .1 1 1 KAMI AN A 1 '■ v<*U >1 Mr: In; ..In >| In fid /I : r|/l »*. 1 • 

.‘.l/.cf! ;»:i I •!n"H> VI 


Q Adjudicatory corruwpimdoiiMJ 

tftftffi/JGlGG fnvtff./'i Ha. htr .1:. 'HI I M.’iiy sif It. ’intit ( ., h> tt, f.: 1 fn ■ 1 

MO'I ol Ml •. linn In hill t|i-<| •uifi ly iti l.< i>r. )• .(•■*) Mil I 1 1:» . . li . 

Wl.HjY.ll (HI Nm Ii'.c H. M-s| ■; li •• I *n . ti • (i'n-.t n/i;*.||| hh/Olt/ 

M l'< -* 1^1 1 I Ml ‘If/ t *11 :t III ‘.I I ll I MMl Mill VVn.il In lil*-. 4 I fll Al 1 : 1 * 1 . I ,‘|||l 
mi:i -i(Hi,VN('IV 

-D6002JO172 (till i Ini *. Mi . r.. in l>M 1 l*|ri* r ii | U/HMi't p.*M 1 .1 n-. | 

SI.:,|!I'';* I. ill III ( i! '» li.l'.*-i| t:n ly «lrl I ll". I 111 P jin I ’ uiifi'i 

W://(f( v f ( cu.,t* at /A.. /. ,.f >(••,!■ ;.<f f /• ■/.»;. I'cnn i > «. . t>« O', • .1 h.vun ttu/on; 

1 1 1^**1 .Hiiii'itiiis’ <ii 1.,'u 11/ 1 

* G8082J0173 Nall n ol i<*.n.r* n nl I In . lm •. It. . .n n I :;! nil I 1 -j If /I) ID l \:.\t 

!*Vf h>( ur,(taic, « tit t.t pf.ml ( *. ( -I <.n .illnjril W** < ' tifft #f* \« - in\ 

10: HUitNj (. rio|i> 1 n '• Im.tlr III I IIA/iHI/M /| p OHM -ll li.Milll', 

-*88082^01/0 111 if'ii' >1’. n<v*'l?i.»l nl NIC pi.*sr" *.>’■ <1* mill', nl | :rlil ■ *i t li li< * I i.i 

■ il H i, tu at Nth ■ A fil«. 

Sr-r. I MVI H IM Wn'.ii Ml III* .ritfi* All ti*. <> I. //I) will |.| nil IN ll II mi I Nil 

< i-.ir Hn.p In: Mi*i|.‘ .ili.in, I Mr, (,.* il’n-.i I'/o-i I )) ipp .li n.'ii "ii. -li n.S) Cl.'i 


II QcnOr;il coffOBpniit1oni.il 

00000^0293 Nolilms. Ili.il i mi, nr* | t >■-/« i*-, ,*1 1 til*** < n mrj.i A , .MiiMii'*i 

( •i.inti!' ..nf;i;i mil t(< :l it 1,1 fm ,! '.Ini nlimi nf I I MA.M'A S nH • r if ». 

| : Ul.i ll I | Hi i‘ .'Itti prlil nit fr , n K' y ml* * |.n (i.i*i .|*i«* Ii.i'i ll i i>4. 

l<| INI w Ml MMl nil. IK iSr,NI I I 11 I t .1 nl I nt-n I i«‘.i,..|.i A A-.hl.i 

1.1.1 1 Itfi.-llinx nil 1111/0//.“, Min 111 VI i 111 r M l. I- M, I tit Mr.,.' i.O 

fn;(i:r |f <(/(MffJ >,| .n.i r.iii. i 


Q hispocllon foporhi, II llullitthui A rt»r r ofipciiKlcm (« 

8005200205 Nl K . Inin Nnl . •> 1*11 it I.’ I 'rniii|.l 1l«*|ri:ilMi| | ■ » NIC I . F ' . <; i li, ,inl lm n! hl'i 
1'wo‘v. u M.|ilin,|; 1.VI* Mall 

ClINNlNtillAM.m (Siv.Mi ‘1 nl Itiil.i.ti ll A Mr, III .11 f;.i !r n f n»i*ly (I 1 , - I li/11/, - >) 
MI1/»SV> I il nn I n nf fU rt Yt *1- fn- 4», IHH 1 /U -II ‘Mil ;"lh 

6807200102 I *1 I In NIK Inin N *tl ,* nn (i 1», |l< l>1 nl l i.-'i*. !,,*■ Mrlnt 

t; 9 ikI (’ (t ii t |lit aVi-i-p ' ‘ .v, h-,1 nil 

HnSSlCl ll.vl*. *nt ol il | v* nl . A-.-a v ii.i i-l It',. . I II/D11 1 ) IllWd//. M 

('Ofil.fi <:l,ifr*i| t nl f,‘rw Vmt. In, i; ,J .pp HIM. (I’ 1 *H, ll*M I /Ii 

8607200240 NIK 1 Itiillriup HO <*•* i‘l. 1 1 ;*< • 1 1 il ■ lliinu j ,n Wi”,l**i jlifai-.ii Ki*'ii in'*. 

■iff. Ii .i (in. | 

Mossier M,v,mhi nr il Ivrnl . A-.'.I •* in* nl |l’i .1 ll/l’MI) 

dOlMilil.Niul I <1 nil (.It t,1N,v/YniK f,(. i.'ljip -il. I.mo/U 111 t-111 t'l.* 

6607210210 NMC Ifiln Nnl,. n nil li**,' I .i Infit «.l f i tl i ■ l, » *»,i I nriil, in u| f lc!i hr? !m1 
Appl Cill'K (Kit' 1i|,lhi‘f,|py I )».^i, ns ( >nr,ni| I ’al , i<1 hr.tln.i iil ' Sv*. <'st i n: I 
CUNN3XthAM.lt I 11, vs, Ml nl li.1nln.il A Mmh.i' Nm V«ir ‘„i»nty (l'i;sl 0/1)/, -11 

00/07/^/ ( ‘oif.nl I ], ill I ( >) i ,f Ni t* VmK. In: KIHjip -1K.K1/ 11, HI 41, Tl/ 1 K* 

88081Q0244 M.si nv.rs nM nl iirnvi.ilt il ■ ii<* a* ; ■ im*n * ij ptnip.mi In* MKi i‘v,|» p< * 

« Oniti :* rn'tip'itlini) llmjnit III m i|* n< fi: ,r.p< < |-, nl t.i'l'.il mi Milnly.plrfSi: <0 so 

Curtly A i*inr*ri|<*r‘i y rnsim risn 

OAVlS.All Mnorit :i. ni, (| f in,, (i.tMi inf Mi/n//; J / AM XK 'll Ml 1 Iml ,tn,i M i.Iihj?iii 
I’CM r Co {fomutly IoiImim a M« l“<| hi I »ri In, Cm) Ipp ;*4H -ll/.lil JHiI 

8808230200 I nward*, l iic .i n*v rl NMU M.w.imI i.lMim-r 0Mf» “SAlP " His|<-m I'l will 
tMHjil n*’ iff) nnw fnrw limi.tl ,rr.r. >,«*1 f it ll t in r ■- v Hit ml SAM 1 rrpl pern, i|s wl i-'li 
0*l(.*n:1 l:i-S(*ni| MIKH.Iili iris », V I* il l!,. (,r pint ,'duf,‘ 

nokkuus.c i iii>i|i)n :i, nit ni Dm Cm*: n,r mmi//;*/ aMxk:m mi j inifian.i 
‘J eh i|dn I'uw’i (at (fixriit 1 1 y lm! mm A Mk tnj.tn I ir.iru, to) Mill I MAN. Ill' Con 
4f 02n 9 1 1 AVI C JM .) W (I.rry'.uiil I’tiArr I t»n|irr,i1ivn Ttpp 4i;<>2tMH:>- 

8807220034 NIK: Info Nots n mi OS 1. ' | n him ii Vir'dloir, ol NIK’ Hi'(|,|\lliiin?*.Wl» f li 
tee/ fn Mnijicnl 1 litli |«in sf «t: M.s.nfn* n *,ir.(l nim ” Svi l>M t*r*.,'l 

1^ |)iv,Vi;ii of liul.is tn.il A Mrtl, i ,ll fjnr lisir £i a t f i.*ly tf’nsl 0/1)7?:)) 
KR/0//^ft Con^o'n lit i *i] I els: in C.o ol Nnw York Int. IlHipp A i.lllh 2113 40:11)7 

6607220102 NMC info Nul.ro mi (1M, I p iling of (arctfl 11/iMkci 1 nl'Ort.ny Inomi'nliori 

nr '- ri Tf, d hriinrU ' Svi list nor I 

OSSI.C l» O.vir.ion <,f <lpi:r;ilntiia1 f vt nls A*;si: r ,srnrul 070411) HH/O//20 

Conso'iiJ.HotJ tdMin 1 4i of New York, lm: U'lpp 4Ii4 1/020 41*117 MO 


8BO728OO10 NIK: inlo Knhen kH O'jS. “ :, o*oiils'il I'foidtims Cai,s<;il l*y S m:)'o r.li'nro ol 
CSC Swrnj Mas ‘ Svi: li-.l o- cl 

MOSsit. I livivof ol Oisivalioim' l.v.-ols Assobsinm'! (Post 0704 n) 

CunM/i;l,il, uf.dsm* (:.*, al v 0 ’h, hie J2Jf:p !«?| ?A I 

600003020!) Scppl 7 1o NMC llnluiin l!0 035. Naur onlomi ii.j Mails Snp[:ioi1 ti v M.pi'ia 
Siipp'ii*:, <*i: ,k I ti'son.fjj A Wt>,l Jersey MU; l.o al Wi I •irn .lCiwo.NJ '' Svr lir*l orvl 
M7>SSf.C/ law*. o.-i yf O.fOr.H ,:n,u nfs As'iO'arnar.f (f , csf U/OH f If H fl/fltf/itt 
Halt'd l d, soft Co of Nnw Ycr‘*\. Inr. I 4 f >p;i ACi’jJK i?l AtH.'IH 2<>‘J 

0007200000 Si.ppi y ig NMC, iKiU-ir* MH OOh. ‘ fhe'inni m l'.pnj Coii'w'clcal In 

1 K :s ' fi a miri 

IKlVtSl.Cl Div-inn i;f (ipiii.n (,nal f.v.«nts Assilssivo:iI (Pof,l <1/0-1 1 I) ft '1/00 70 4 
l :r:stjl.*{.Hi*i|| i|i .nil Co <:» New Yr.rk lr-.< l^lpp 4I/.0-1 i»:j 1 df»f;0«) 1 ?. | 

881)72001 M Nnc 'nlo Nr:‘. < u Ull risfi. ‘ I'nirnli'i' ProMurns WH'ii::()nu l-'o.irn r5n* Masn-r 
l , em:lr,il<nii Srals ” Svi* :•*.! r.i‘(, 

I K 1S!K i. !. ;i vi. i*3i» ol ( .in rahn; .il I vi-n'r Assn ssim *ni (I'osl K/I3-1M) llli/Oll/Ci 
1 nv.i i*i: l.il, ll l ,1 sail ( -m ol New Yo*k. I „. \? Tpp -il/if.O I /'j ‘.O'di J ,’07 

BBP0O2ftOOb Nile Inin Nnin n “H (ft/ Piilurlia 1 I r>*.s Of Snlu Sli.iKio.vn i S'lpnvil O ,*i 
111 I'/rt ,tl:.r* ‘t I., nil ((.llfn'l, d I Inc till, r I fH.i’i* *tVC list i*n.'l 

M< 'SSI.C I n./isO-i nJ *4/ r* > limit, 1 1 I vmtJS A*.!i|,S I -iiiiii l l |) V'SJ M/O-ll OIP-'PH/IjK 
( nil*. Ill ll (ln*| pf|*,i*-l c<: nl ffrw v,:r‘*\. In: l?.' ; ):ii AlilM) N’ r > 4(t45»l ^<lti 

0BOBO2D1O2 NMC In'u Noli: .* lih OMI. T'oln*iH.tl I Yi.M, l . iV'ASPA Urcv.r Mover. Ill 
'»ll f nn' tY/t ■/(,.. ttiu't Mf.'l.fy* ' 1 si (.-a; f 

I K I'iSi.C I Mu-sun nl f);,**ra! i:ual t!v,"Hs Asspsvr* r;1 (Mo-,! A/04111 li't/OH/fai 
■ 'm M:l.,lati") I i|i‘,)ii Ci> cfNiwYnrk Ire '?0;ip 4*Vuh\ 1)0 1 MliVlfl 1 ?(1 

80000.10112 NfK. fnfu ff lie* (111,15 1. MS IV Cli.-.fn (lo. f an. m al W.iti‘ffor:f (/ml < ' 

!* /,. h-,1 , >i i:. I 

I (OS' ,1,1 1 Dvr ion nl (Ip i.Hi.imI Kvirntr. A«ists*,nio'il (iMst H/O'IMJ »'M/t)»/0'l 
H> :| I Cisurt Co r/M- w Yd^.l-ic 1?1|<|> 4IJ4K7 11 1 1 • Alt41i/ 141 

0000040002 Snppl l In NMC lu'n Nnlim PH 034. "|r,idu;|ii iK> O.m'H rnt (H‘ A ll.'ari.'nnn 
laln n nl 1 i*i* El,irr*( ( IVrrV.iKun Smils' fiv:; hst r n,.l 

MOVil.Cl MiVistfl ol ()|ii*‘,tll.HM(i I vcnls Assos'.rm'tii 1 1 K/C-ill) hlWOll/D) 

( uii-.nl lal< il I <1 r n‘i C:i ol New Yntk. In. 17lpp .iCi'i^H ?0?t 41tb*al A/‘j 

0BOQ[lhOi:i5 MIC loin Nolc u MH 0;iil, ln<t lm|ii-tiu |),*s:<;n A InslAllat O t of *.Va(i 'i H:|M 
l l i , iiii!M!u , i Si *11*5 ” fiv.’ hsl r-m:l 

IKISSVCI I !iv,‘-,*jn Ol ( laur.H mini Ivonp. AssnsMVi.ru (l>0Sl ft/IMII) HH/IIO/IC 
t uii*.*il iliih-il I il son Co of Nr*w York Ire l?''pp 41'iMiU ?•) IP Alt' •/().(>( >0 

001W15O24O Nile h'io .VrAvr W* (*/»!, CivH/i/f JJivaws at 

( >;n‘fiii 1 1 * | ( «pnii!.iv n SvC h-,1 < rrl 

IIDSM.CI t H v mui i nf ();n r, il rr.i 1 U-rnl-i (I'dM ll/IHM) KH/IPMII 

l niv,::l ■ I. iti - ) I Ihsrin ( n 1;f N( w Yoik, In' l^ipp 4(i^*J-1 HI? '.(iMj'j.O/ti 

0000050205 NMC Info f,*<il fn lih On?. H, t i ol i im!im|n ret lir.^'nnrol/if i:ii ol OA Pm 
i|iams l:v J-njip ics n 1 1inn r | rt l l'a: ka()us" Sj<. list «ik.I 

filJHN! f T M I l).visr:u ol S.il, i|,ianl . A han-ipoihiliOii fPost M/U111) HM/OfJ/l? 
Ci,-i\n'i(afi-d f ifr.att Co of New YiKk, fur f()'fp;i -Ut r tl 1 I'i'i ‘Hiiilll C/J.'f 

8008000201 NMC Inlo Naim HlMlh:i ' Midi) fUlil alien lloomls l ion* IrrmkiU'd In-Co'ir 
l lull : Inn, fi ( ali'i '. " Sve I c *l curl 

IKlSSl.Cf U,vi r . n't ol t /in ii, Hi: ii ml f vents Assrssmi'nl (f'osl li/llAII) I](i/(lf171f> 

( n-isn'id air I l d son Co nf Nua Yn*h Ir.o 1 Kipp AltMi:Mirifi»4lt f .<i*J 174 

80001 10200 NMC Info Nr'rt-Pfl IJK4. ' lit p nlin.l ( ires in N.a:!ear fYi.c.nsS Syfi al Nil; In 
.if Pnwnr Pauls " S-.s I >1 r*n; | 

MOSSI.C1 Mivison of Ojiuralmta 1 f.vnnls Assgsvnnid fl'osl H/IWII). UH/CH/pl 

Ci,u*.n .:J ilf::l l.dsnn Co gf Nuw York. Inr I04pp 40P4ri Of) I Kifi 13 104 

800012032/ NMC Inlo Nairn Mil i:i>5, “Imu Jvur li.f il Um iMpos of S|n-f»l f mil f’noln " Svi. 
Ii',| nnfl 

MOSSICI Hr, a? (Viralnn.H f veils Assassin i*l iPosi >170411) HH/Ofl/lU 

Coumii I, tjr ;i i d , 0)1 Cri of N. w YriK. lm I ?- , pp 4Mi?H01 1 -llili?/) 133 

0000100392 NMC in'n Nolir.n KK Owl, ' anlustn.it I lickapr.iphy Utsp A l ; t»li:irfsrv>iH " S*at 
‘• si er< l 

{ .'NNAlfNtiffAM.fff thv'.nn al Hfrfi/yf/af A Kh\}utl Nn:h:.v S,ih0y O'n^t iVi) /?')). 
n>i/on/?? Caiisal-*laKiii Ldscn Co ol New Ynrk Inr !Ki|ip ACOPn 1 34-4r:0?K 2?..\ 

B0001G0414 MIC Info Nctm Ml Kit/. ' f'WM Aux/ia-y Fc-nlw.iiur Pump 1ort:r,o Ovu*- 
s| >i m sit flip l u'lafn * Svi l*H (*n;:l 

MOSS' CP n.wnn nf 0|ii’(Aliprfl < pvnr<lH Assussmunl tl'osl 070411) HU 7(10/?? 

( 'ousel ilnh.it liilisrn ( o cl Now York, inr 1?Jpp 4004 j 105 41)043 ?? 7 


S. Moportahlo occurroncos. LEHb & rolntod cnrrospomionco 

GC00090I24 N/itif m<(?onw f(l I OlA raqnvll Id tU/Cumcm* C/vwdfds App I 
do* ini-'iils Apps h & l ilncumonls avnilnliln in (’DM 

(miMSlpY.fJM NMC • No [)i:ini!mJ Alfli.ilion O.vcn Ht)/0/7<JH h'AXWfd t M 
(,OSn on l!roui!Cfi‘ili r *i) i^orp 4pft 404 1 1 ?C0 404 1? 003 

0000030109 I orwa'ils ilrall fo'lfiwufi io 880024 Ur noi'1y-ny cuStomrr ol pruCImn rnporl- 
(.,) rg vendor ro SPliC- 200 MOik'l 2ACD . A4 ccnlro4:r cnnl w/ as so ranted 
?AX i MM »c*ii“ovnlilu mariodl card, pnr lolccn 

Ml/VI.S 1 1 I'oxhoro Co*p mniY/tii Wif.SON.nC NMC • No floltli'utf A(Mo'.on 
Cuven 7pp 40404 1 72-46404 170 


V. Oporrtlor Examlnnllons 

0000040110 J orwariJs upilalod rospoiibo io (iemjnc Ur 8/14 m oporolor licons'nj 
oxQin scfiudi/fa (cr pfjru Upc/a fn rallocl f> cHdrtrjo tn data 5 fo.* (inrxini totiuQU col on 
exam lo wk of OOCttlOpcr 800710 lolcon 

KAfH AN. A Clovo'anil Elorlric llliiirinoing Co 00/07/27 OoCumerH Centro! Omncli 
(Oocmnenl ConUOl Uosk) 2pp 4G420 35/ 4G420 350 
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F. Security, medical, emergency & (Ire protection plans 

0007060620 Gonci c L*/ 68 10 '.o &l pbwei n-adDt tcensoos & ro de" 5 * of Pail OS ap 
p'ova's re pmei oso ol GSA approved seemly cO'ita , rc<rs.Svc list er.d 
MIRAG'.IA F J. Asscc ate DrCClO' (cr Prcjccis (Post €70411) 89/07/tM Ccnscldaieu 
Ed Son Co 0* Nov/ York, Inc 3lpp 46389 <9!M63“& 329 

8BO6O0OU& Partial lespenso lo FC!A request !&r dOLumonis forwards App C dor*.; 
merits ft documents ftvdiahfa n> PGR 

GRIMSLLVOH MIC • No Del a led AMI «lt on G »un 08/07/07 UELAIR.R R. Kifkpal 
i cV ft LocKha-t 3pp 46:07:115 4610? ISO 

-8B05040049 Request ihree ndvwluaK to assist n reprcson'rig stale ft local govt po 
Sii ens rJ.,ring v.xe'tjtvicy planring oercsos lo bo concluded by TE MA Gy dance as 
to o*pcnon:o A baciyou'i J ol people netted lo* ©jreioisos ore 
uCRDAN F l Oli.ce for Asal/sis ft EvaLmhon of Opera! crai Data. Dr<_ctcr. 88/0*1/ 
2ft KRAMMERER.C Statu. Local ft 'nda'i Tn!;e Prog«ams. 2pp 16407 186 
4 6 40 7 1 89 

-0008080 14S O.scusscs dmfl conlro' plan 8 requost rovnw ol r 13 ^! 1 cbjiuom-enl 
reached. plan w :l then do mod l ed to cover Smitiock siljahan Ur, ill cun* 'o' p'ari oriel 
VVF'SS.B Office lo r Analysis ft Fvaljfchcn ol OpeiHTona* Data D roc:or 80/04/76 
UONOVAN t) Federal Emergency Management Agmcy Jlpp 4640? tS? 46*107 1B7 

-8000080153 D.scuSS0S 830502 *c!Con ro upcomry plar.1 exercises 1JRC si I has bis 
t.rci nleresi -n exercise ft 'reibe-l ol cent furl 

WFlSS.U irc donl Response Granch. 0&/C5/O3 ZLCH.G “'■? ber.l Response Branch 
ip 4GA07: 14)3-46407: 193 

-0800000104 Discusses 800425 loton ro plait exert sos Express*)* concern on non 
clear a/ ot hpvw CUTmssion wctitd make I nal boierminohcn on aduq^nuy c * p'ems 
emergency responso plan 

WEISS 0 H. Incident Rosponso Granch e0/O5/O4. '•'cirfonl Rospon«u Branch 35pp 

4640? 100 4&407 233 

8000160312 Parin' respond to FCIA roguc-st for bocu/no-'ts re oils to emo goncy 
p‘pn Per wards App F boc.iir.o , '*s Apps F ft F documents ava'ab'o .n PDH 
oniMSl CY.D H NRC • No Detailed Af! I aticn Civo-i Bfl/07/21 UELAlR.RR krkpai* 
r.<* ft l.ocMiail dp p. 46523 137 46573 270 

-8004200370 Mufpomls lo NRG roci.jeSI to ccnlrm in willing utl w l mgnoss to mevo 
prc)edt<1 FF.MA arailod o'fsio orr.o*rjency prt?p;ue:ii> 0 M> oncrtiso Onto hum «V of 
083613 lo wk ol 600606 Chanyas ocCLplabo w/isled conditcris 
LECNARO J O- Long Is'aml L jjhlng Co BQ/04/20 UHOWN.S. NRC No UoLnU-;l Al- 
fil Alien G vOn ?pp '.6523 205-40523:266 

0800020096 RonucSls |ustilica: on fO' wh/ prr^odurcs.ors lo plans ft oflsilo pla'ts 
fhou'U nol be rrado -consistent >n nrdor to olmraio «l'iy potential for coot icing pro 
led.vn act on roce.Tniur.dnt on dcclS'On.iiwiunQA.ih n i«; days. 
r,mSE5.V Pro.oel D.roctorato 13. 89/07/22 MAltRlSON.n J Pub 1 c Sorv.co Co O? 
Now Matrps**iro. Opp 46302 101-46382:106 

8608020252 Gran's pormiss on for NRC usn of 150 If ok*vat*on of motporolog na r lower 
ns on.orconcy aiten n fl ft ropooto* por 680600 reqjosi 

THOMAS, G S PuHc Sonv co Co of Now Haoies^re 08/07/72. Documunl Conlro! 
□ ra >, ch iDocurr.enl Ccnt'o* Dosk) 2PP 46382 032 40382,003 

0808020290 Forwards Sfifofy Jnsp Rr-p* 50443/080? on 080574 0705. Na v olaiions 
r:ch:d. 

WlGG NS.JT no<j:on I, Clc of t'*tJ DircclO/ 60/07/28 HARRJSON.R J Pubic Sow 
iro C o Ol Now U-irnpsi'ire 6pp 46370 153.46376 175 

-0808020306 Insp Rcpl 50-4.13/63 07 cn 680524 0765 No v olaicns nyiod Ma.cr 
n'OtiS nspecied rob'mo p'enl opQiaticns.maml ft sjrvei lanc,> ,ichvil:o$ physical securi- 
ty ft ’icousuo potent ally roprrlab'o OCO.rrnicOS ft gpurahonal civenrs 
HAVERKAMP O.H. Hog on 1, C Vc o' Ihe Drcclcr 83/07/20 l7pp 46376 169 
46376 176 

8008040247 Generic Ur 00 12 to ai! powor mar: ter Icc-Sodr ft npp' cnnlS ru removal o' 
fi't) pfolnrti:m ronurcmonis from Tech Specs Svc l si rr.ci. 

MlRAGltA.F.J Associaio P.MCIO’ fur Projccls (Post 070411) 1)0/00/0? Consol dniod 
litnon Co of Now York. Inc. 62pp 46463 291 >40403 34 2 

0800090307 forwards Hev O 10 Amomf 6 lo “Scab.'ceH Plan fpr Massachi-soiis Corn 
i rum: ns. * Cnangcs ijone.*aied n rosponse to ongoing f E‘/A rov:cw ol lncnty enror 
goncy tr'upA'cd^OiiS programs 

THOM AS. G S. Put'l C Semico Co Of New Ham-sh re 80/00/07 UPCUTienl Conlro! 
Ur rich (Unc.imem Conirol Desk) 1 ipp 464/4 070-46 475:100 

-0800150441 ftav 0 lo Amend fi lo "Soabrook Pian 10/ Mnssachusoits Comrun t os.” 
* Publ e Sg/vico Co. Ol NowHarr.psI ire 80/O//2B 45Ppp 40474 083 46475 160 

0008230011 Submis rdo on emergency p'ans rn fcnacti pop :lai.cn,pcr NRC 890722 
icquosl Eik./ rnalrix explains precnL tic nary deciwors that wci.ld Lo ma:fo accord*ny to 
omnrgoncyc’ass'hcationlovoi 

tmOMAS.G.S. Pi.Ij c Service Co of Now Mnnipsh >o. 08/09/09 Documeni Control 
Branch (Occurnenl Conirol Dosk) 6r-P 45912 340 45012 351 

8000170337 Forwards Amend G lo Seatrocl p^n fer Ccnvncn-wcaMh of MA co/nrm.ni 
llo-j fer ongo no rovow ol cHsilo plb'is. con laming charges lo plan ns well as implo* 
Tonimg procorfu*es 

CONGLL.f J. Divitifcn o! Radation Proioction ft Fmorgoncy Prepafcilnoss (Post 
3/0411) Pfl/08/12 KRiMM.RW federal Emergency k/a^igorrenl Agency 3pp 
A 066 1:252*4656 1:254 


G. Adjudlcalory correspondence 

0800090050 Fo.'wa'ds lown ol Sn! sbury fGpIy lo appicant rosponso lo ninrvenors con 
tcntio.ns on Soabroek plan for Slaie ol MA commun ‘ tin ft town of Salisbury amended 
corUO nliona re p*an fer Slate ol MA comrminil es 

GflAHAV. C P. Sa' sbury. MA GRAHAM.C.P Mj*pby & Graham. //308 6631 89/06/ 
17 SMilH.I.W. Atcm:c Salely arrl Hconsng Board PasoV ip 46407 050 46102 066. 


-8000090052 Town of Salisbury rnp y to app icanl rosponso t:i :ntei*ni;.r tr if-.'-ov 
cr» Soa^rook p an for Stair* ol MA romniunitos 

GRAHAM.C P Sa!-st:ury. MA GHAHAM.C P Murphy ft Grafvini ii'iM'idi/ Aturuo 
Safely ar d Licensing UoanJ Pano! Ip 4C.402 051-4640? 051 

-0QGBQ9QQ57 Towr> of Sa»Sb‘jry amondod centenbons ro appTcanl plait |i 'TVi; «'f I/A 
commu flics Ce/tilicate of Svr oru.1 

GRAHAM.CP Sa-isbury, MA GHAHAM.C P Murphy ft Graham (i!i/n./1/ At.;-n «•: 
Safety and Liccm rg Hoard Panel 1 7pp 46402 052 48402 060 
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6006150000 Order 4 Titm, m wimji (‘nn.ir.'-.-.iun may ri<v.ew Al AH (19/ oxlt'rult-d unlil 
6009 Ifi Soivc-d on f!H(mil 

CHiLK.Sj Oil cju ol llin Sfu ftilaty ol Pm Cotmii-S-.inn #JMI!I l/i()4 00/00/11 f.Oin 
missioncrs Ip 4(i4(i-1 nm, .tp.Jh-l rum 


!!ru,^1 K-Sfionvi lo Nnw l nijland Coplilmn on NucUV Poli-jti 

INLLNHj brit-l in huppotl nf fippnal nf Elnaid il* .sal nl Nl ( NH Conlenhon IV * f 

NETCNP appeal lnul sm .sndCi’ri liualn t>f livr end 
bEHGOUlST.SA Av^.slaul ric-n,-#,il Cmm-a-l lor Heprnmn /ClBB 0930 00/00/ 
Alom:c Sofuty and l .:ui,vr,|| Appeal Piinnl ?<lpp 4GM? ?G/ 4(i f .|? ?0G 

0 BOA 160042 Now rnijlamj Cuaia.on nn f^udear Pollulmh proposed limimys nl loci A f 
ui^ncV- ’ Suppodifip dm cimeni iho-i A Svc I'M i-ncl 

vvtlGS.u.M New Lnnlarcd CoaVion on Nu: fear I 'dilution WE'lSS.L 11 Harmon 
Wc.S3 //3U0 G920 00/00/1? tjjp-i 4(, r »1 ? 300 405 1 2 300 


00OQ2500G0 » or wards NllRf G/CM 4073, 'fjenciirnarh Sludy of I I9YNRV (:Vacuni.nn 
Tirno (ibllnirtlo Compufur Code" A NUMLG/CR-40/4, 'Son-iilivdy Sludy of P.vacuniiori 
Timo fjd'matfis lo Cluinnus in Input fVomolora lor l-OYNLV Com|v.iior Coda." W/u 

fuVfK.S f AssMOtri tiviwtal Counsel for Hearings //3RG G0l> i 90/O&/72 
SMITH I W. ElAREJOUETj. UNr.NHlJlGtn.O Atomic Saloly and llccmiiig Hoard 
Hanoi 'ip 4GVJ? ??fl 4009? 22G 

00OB26OOO5 NMC Stall ro^ponso to ttppl-cant nmiion for role reel A iniervanors c,rof.b- 
innhnn m ofiorn.lhvo for ruforraf ' Mohan opposcdVV/Cerfificoto of Svc. 

CHANT I A-jsiSinrU Gcroml <^ounsol lor Honrinfls A30H 6002 0U/OO//2 Atomic 
Snfuly and Ucunsnfl Hoard Hand icpp 4G50? 21G 4G092 2?U 

0000250069 informs thnt NfU! w-H nol movo for summary dsposdion of rcmnocJod Nnw 
Tnuliind Coal, ho*' on NiicUfar IVIul-on Comcnt on I H 2,por Hoard 0OOG23 ordur 
(irnMYGA Assisianl Gunoml Counsol lor Hearings //3O0 Q0G3 REi/UH/?? 
WOirE SJ l IARHOUR J , LlfFDKt.E 7 A Atornc Safety ond I Iconsmy Hoard TNinfl 
ip 40502 20? 4G592 20? 

8000250016 I>(-cis.on 4 ALAH G99.»ff«rm.ng Oounl 00051? mcmoionduin & o'dor on 
ousito emernuncy plannrig A wdcly issuua phnso ol proi uiidinn Sorved an 0HC023 
SHOEMAKTftC J Alornlc Solely arid Licensing Appeal f*nnel //uflO 6052 HH/Oll/23 
I2pp 40592 310 4 G592 320 

6006250024 Subm.la corructons to errors m NRC 000022 rosponso to opp'.icanl moi:cn 
(or referral A mlorvuno.-s cross rr.oiiQn in aliemahvc 

CHAN E I Assistant Gonoral CounsiJ for Hearings //30E1 C/J55 E1b/O0/23 

SMITH i W HAHOOUFU. LlNGNHnnGtn.Ci Atomic Saloly and L.icurismg Hoani 
Paired lf> <fG5923f f -«G53?3H 
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H. GeneiaT correspondence 

8808010250 Comriii opposng proposed hJo 10CFFV.Q co emergency p-lann ng S pre 
pareonoss 'eqi.ircnw.ls 4 or n^c'ear pc*c: ptasl fuel loadr-g A :n.‘ a' ’uw power ope' 

ADLFR.C AtT ston No* Ass-q^ed 3U/06/C5 CHIK.SJ Cflu.o ol *h.G Secretary c.t 
?"0 Ccnunif.s O'* Ip 463CB 202-46308 202 

8800010254 Ccmrrnnt opposing proposed iu‘o 1CCFH5Q re emergency pining A p'e- 
paredr.ess rnqeirernenls for ouclo&r power plai t 4 uel loadny & miiial low po«e* oper 
aics 

DAU5-lt4P Alii id lion Nj| Assgrcd 80/07/22 CHILK.SJ CfliCo of to Sot/Oia-y of 
I' O Commssop Ip 46300 1 93- 4G3C8 1D3. 

8800040197 Comment oppcs;rg r^opCbOU ru’es lOCFRl/O & >71 re revs of [no 
schedules Requests that Comniss O’ its reoxanmo NRC cu'/e-* b^dgeinry pro:e»ss>es 
n cc'cr to prev le g'oalo* assu*;mcc ol reasonable coveiaicn boiwcen sves A costs 
E CM' ARDS D W Mane Yenkco AIciak. Power Co 88/0//26 Dic-nting & Services 
Branch 2pp - 163 ?. 0 161 


I. Financial Information 

B8060900S3 Enel arrets c r ao Ol US Sera'O* GJ Hjiiif.h'cy •" response to ASlAB 
moTO & order on ALAR.yj*; * Crrm-O'* *oa> ol I/A a*ty goner* rosilicn lhai ismj 
anew ol low pc. a nr license would to mesponsdo n^opS'lcd WWaVat v 4 <i & Ce: Uti- 
ca le ol Sv C 

IUjMPrtPE v .G J Sonaro // 306 OR 12 88/07/21. Corrm ssnrurs l ipp 4G401 204 
46401 214 

8808160419 Requests clnnl cat pn re ’iccnsco adty to proviio financial coverage 4 o* 
cost ol low power oprrai on ftl tac-ily A cosi cf a~y perrranenl fao' ty sfutdewn & 
manl in sa'e shutdown co*i:?il cn 'ol cwny low power opc'ii' cn 
bCGEH.B A<sbianl Oirecicr -Of Hog on > Roacios Ba/05/ 1 1. HARn*SO.\ FI j P>,bic 
ServtoCo uf New Hampsrtro 5pp 40160 061 46f/>0.057 


P. Operating license stage documents & correspondence 

0808250004 F o- wards l si of rposlicns on ssufl of coic*o*o crack n:j at plani 
DCUGmIY.J Sr.acoatl Ar‘-P©lUl*-Cu Utvyie R&/07H5. NLRSFS.V URC ■ No Oo 
ifii od A'f.lialicn G;ven. 3pp 46648 032- 40648.0? 4 

800 720 0280 Application for amend la L conso NPr • 56. r. corporal ny clanyos proposed 
n Gore c Ur (J7*C9 ro STS on applcabjiiy of im Img com) tons ‘o* cporation & sun 
vC Tian.-o req.i irronls fee pa d 

THOMAS, G.S PuU r. Snrv.co Co ol Now Hampshve 80/07/22 Daci.meni Convo 
O-arcfi (Docuroni Conlrol Desk) 2pp >1634 ». 191*4534 1:25*> 

-8807290291 Proposed Tocti S^ocs a* iriting ccndticns for cpcrolon A suivulimco 
rug*, roments. 

* Fcb tc Serv.co Co. Ol New Hamper ro 00/07/22 55pp 4034 1 .201 463. n 265 

8008020001 Aq-oAS fo rowso srj odtle 'or n slal ng & h.v/ng ATWS <n nga'fin sys ^rrc 
ticno. r o la'nr than Sepi iSKJo.por 890616 roq.n“.l fer delay ftoasens w;y dato can bo 
irni i sled 

Nfc'SSFS.V Pro.ocl D rocio nt© 1-3 M>/07/25 dARR'SCMt J Pcti'rc Service Co <>* 
Now- Harr psti'ro 6pp 4637C 201-46376 205 

0008050318 Dernnncfs lhal JAassncbusotls Muric p.V Wholes a' o Eluclnc Co. lr> rose ntl 
voles ret to maKo paymo-'ts lO Mclly p-ojo^l A M>m lirni sicfib ICwAMs rodix-n.’ (fi.hl 
Uufdon on par1icipa<'/.5 & consumers 

RLANTR.n.t .. KEANtP.R PAHHlS.WG Hi.rtscn MA 86/67/26 Lt AFIY.G L Mas 
s.ach,) sells Mumci^fi Whvlesa’.o C.o. 2rp 40445321 '.6445 322 

8000040010 Aovisos that FLMA RHP IO design rept Figure 2-2 wi l tm wiililmd <re< 
tOCFR? 790lt>)(0lM.er 8G0518 request II Pass l0» wi1li>‘cldi''g infa changt»HNR(t 
all Ou‘d be so notified 

NERSES.V Pro.ect D.'ectOrato I :i Gfi/07/26 HARM SON.R.J Rulnc Serv:co Co cf 
Now Mampsmro 5pp 46422 005 46422 009 

08082301 17 PariiAl response to FOIA ruqi.ost for doc.irrcuii ro plant Aap A documents 
onrt A nvaiiBbto .n PCR 

Gn.VSLLY.DM NRG - No Dorati Affi’aion Given, 08/O7//0 .lOHNSON.G F. 
Swifter & Be/ltn 4pp. 46581 267-48501 270 

■•8700260307 Forwards repl re Ironsr.q A restart scfiodu’cJS.oer FUO n/0727 
memo. Info w i: do prov.dod weekly 

fUtOiGSJl. Rrcgraat VanaqomcnV Potty Oove'npmeirt S A**btvss Sint! \Posv 
670411) 67/CQ/Pl. HAvnS.B.G Cfl co cf litvest-galons. 1 1pp 46591,112 16501 322 

0008160402 f oiwards repts, Tnsl fVccodu.0 lc* Environ Qualil cation Tesirg of Co 
axial Tstruiront Cafc'es (RG 58) " nclud rn Rov l 

F : EICiCNnAUM T C Pub ic Se-vco Co Ol New Hampshire. 65/OB/Q4 Oocument Con 
rrcl EJ ranch (Dcctnvjnl Conlro* Desk). 4pp 4055? 601 46557 233 

-0808160416 Rev 1 to ' Tosl Procr>dj # o lor Environ Dual '.cairon Teslirg ol Coaxial In 
&?run oni Cables (RG 56) - 

DRAIN.b J Nalora 1 Techncal Sysioms. VvhiTTLESJG inicrnahonai Tolephcno & 
1 ole q rap h Co'p 68/06/2? 20pj) >16557 005 4 6557 032 

-0808160422 Tost Rept ler Env ron QjO i 4 cation losing ol Coax a 1 lris!r u me.ni Cabins 
{RG 56} " 

hOrn.TJ. Naiional Technical Systen« Wh.T N.ES.K G fnicmai unai TcUiphotvi A 
Tr'og'aph Corp. 09/07/21 9 1pp. 46557 053 46557 1?3 

-8808 1 60428 Envror. Qual fical on Tosl i g of Coa* al irstrumonl Cables (RG 58). ’ 

ROl Tl.T J Naiiona* ledncat Sysiems. WHITTLES K.G intorr'aiu^a 1 Telephone A 
Tole^raph Co -p. -98/0 //22 1 10pp. 46657. 1 ?4 4D557 ?33 

0000170106 Notification of 0130605 Mgt Mooting HO t2l m Kng ot P/uss a, PA to discuss 
& status ol t cenaeo os fci veaiup & ‘ciw power losimg 
HAVFRkAVP.OR Region 1. Olr of Iho UircciO' 08/06/05 Hog on 1, Cfc ol IhO Di 
rector ?pp 40671 00 » >466/1 002. 

8608100381 C'arifiej QG0/14 uppI'CSlon lo/ amend fo License NPF-56, reflect ng 
changes due 1 <j Generic Ltr 06-U6 & uh 1 o*gan;2atijn3l structu'c 
THCMAS.GS f'ublc Serv.ce Co ol New ffamps^.ru* 6B/0&/06 UoeuT.enl Control 
Branch (Document Control Desk} 2pp 46576 121-46576: 122 


0808230058 Suhrnh. SLpplerr.onUjl nfo rn sofaty rcrsx'of.'iirrs fo* U *>Q/OR 
pei,ed changes lo Tec'i Spurs nwolv.ng Verifrnk/ lobar t'ansm ric* n i:a:ci :nt 
THCMAS.G S retire So*vce Co ol Now Harrpsiwo 80/00/09 Dzot.it \ C< 
B’arich tOjcumonl Ccnuol Dusk) 4591? 352 4591? 353 

8800230066 Submls s.-pfi'emerilal mfo cn safely cons du'ar ons kr p'Cf <:>>*.■ -J elm 
lo lech Spocs lu rellcri cla'ilicaton providod in Gene* r I P 07 r>!) 

THOMAS.G.S Pubic Scrvicu Co Of New Hnmpshiro 00/00/CB l3o..Ti.«1 (3< 
Branch fDoC :mcnl (3onircl Oesi) 2pp 4660/ 001 4660/ 00? 

6606470060 Fcrw«wil^> ttev 4 to $t&v>on Ottsun Cosn Ca'cnnKm Vm .-M/ f v r 1311 
roquGSi. 

THOMAS.G.S Pubic Sorv.ro CD t>1 Now Hnmpsnro 80/00/ 10 Du, .t*.| i\ 
Branch tCorumont Centro 1 Dosk) 2pp 40564 1 75-46564 J20 

-8800170103 Rev 4 lo Siahon Olfs'o Ci>s<> Calcu almn Mam>a‘ 1 
KnKMH.lt. MCODV.DE IHOVAS.GS Pi.bhr Srrv co Co ol Mnw ••.!n;s1u/o 
Q7/?<J M4gp 40684 17 7-46S64 120 

800B230201 RequOSls uni rov.ow of*c draff r ecl» iiccrs A ccriify llial *o;l S;i*i s 
ssteni w/f SAR.SFR 8 as b.jU faci ify Er.ci T och Spors iss i : l vA • I 
konse.NURFG- I207.med hod lu ir*c i.rlo rcqui'ud cTa-iyus 
RHINKMAN.DS P/CieCl Uferioraio 1-3 tiO/On/?? HAHRISOFJ.R .1 iVrA; 5« ivir 
of New Hairpsn re 375np 4bG2-i 101-46625 153 


Q. Inspection reports, IE Buliollns & correspondence 

8B05200295 NRG Info Null: o flfi 032. "Prt rnpi Ri podmg lu NRC ol S*.r V.-nl Im *.. 
invoking Radoadivo Mai 1 ’ Svc list r.r;cl 

CUNNlNC»l> , AM,n F. Division of Ind jslr*.il & Mudkal Nuc'r ar Salfi/ u',)..! n/u 
00/ 05/?5 Co?pvOhda*nd Fili^nn Co ol Now Yciri>. Inc l?0pp ■J83B9 1/9 ifin 

BBO0O1O4OO Pa'lia! respjnso to FQIA req.josl fer iioanr,. nis Fr-'»vi-.ls A 
dDCurner*is App ,1 & i uva-lablc in f ; UR App It iluc.monts parii’ii / w Inli. J :M»f 
Exempli on f») 

GRIMSLLY.DH NRC No Dota/od A1Mi.il on G von 88/0//H Ik t.ijr. C i oi-n*s 
r* Mass Cnorgy fYo.nct 7pf) 4632/ 24 (i 4632/ 289 

-830B160101 Forwards 4 rial NRR -np.ii lo SAt.f* lor Jul tgn? - li.uu iun I'nlnui 
pf ppp icanl ,n funcironal area of hconsrg ar.l.vihcs rated Category ? 

V.L'INA licensing Krancti 3 03/C0/U0 LISLNHUT.DG Uivsiou r-l i I, r> 
(800420 051124) 3yn 16327.200 46327 26? 

85020B0015 f orwards SALP nipni lor 0JQ701 04 1201 

NERSFS V t iccnsrg Qrancli J 05/02/01 ST AHOS I ECkl.M Rr:| ;v. 1 , l Me « 
Oroctcr. 2pp 46327 282>463?/ ?W3 

--OGO6O2OO20 Sutxmis NHR SALP irpul Am 1005 • Mar 1986 Ovo*«i I < ;* 

nss gnrd 

NFRSFS.V PWR Prpj.vt Dreelorato f> R6/05/27 STAHOSTFCKI.fl I > j. I. C 
Iho Drector 2pp 46327 310 16327 31 1 

-8709100164 Foiwu'ds NRR mpul 1« SAl P re Inn'iionnl ana i.l 1 x- 
A .liv t:os Cnierjory 1 raimg ass:g*u d 

POGbR.O A Assistant Director Kir Region I fToarturs 0//O'j/u ■sANi ,‘W 1 H 
1. Ole ol Iho Director ?pp 4632/ 326 46327 32/ 

0807200162 Suppl 1 to NRC Info Noiico 00 046. l.icurisuu Repl H t vU^'ts • I 
h'Sf'Cd Crcuil Rroat'C's " Svc ‘isi ercl 

ROGSt.CF cl Opomliona 1 EvonVs Assusstv-on (Post 67R1\I\ ' MU 

Consul dated Edison Co ol Now York. Ire l?6pp 4f»380 054-4u3f'6 l/r* 

8007270149 Responds to NRC Uullein B7 0\>2.SufJ|Jls 1 & 2 . Tasiei.cr I .■ i :.j t 
tonnno Cordormanco W/App'ieablo Mall Spr-cs ' Ercls provides i •»:<. >>f 
vordors S suppliers A mfgs oi toucus fasteners 

TJtOMASGS Puli'iL S<?rv.co Co «if New HampShro H6/0//21 l.kK.'n.i* •*. 
Brjncti (nocx.niurH ('onlro' Desk) I3pp 463 16T 56-4631 6 Ifdl 

0007200246 NRC tJul'oln {10-009. ■Thiir.b'u TubO Thmnrq in Wcsl n'j'iouvi? H. 

Svc I si ond 

fTCSSl.C E Divis on ol Oppraliona’ EvorUs AssOssmc.U (Rosl 87041 H f'^G 
Consul dated EdiSCn Co of Now Yo-k. Ire 1 23 pp 46348 0/0 4634 H 102 

8807210218 NRC inlo Nctco 00*052. ”FoliirO of Intrautor ro I an. fern a I f -H'.fii 
Apulcaicr OrachythPraDy Uov cos D-.fir-g Rniient Treatment ’* Sve i^l unrl 
CUNNINGHAM.R L Division of innusinal A Medical Noc\?nr Safely n\>*( H7t 
OB/07/27 Consol dated Ed son Co of F4ew York. Inc lOOpp 463-3/ 0? > 403 «> 

8007220034 NRC Inlo Nblco 8B 053. T icons no Violations of NRC Hi.c.iLH- s ’ 
Lon lo Mud cal Diagnosis Misadinnslrat oris " Svc '.Si Orel 
CUNNINGHAM.H L O.v s on of Indjsir al & Med cal Nuclear Sn'cty it'oM H/< 
80/07/28 Co.nso 'daird Edison Co ol Now York. Inc I66;ip 4t>3'A» 7r1 4f*TM 

880722019? NRC Info Noiico 06 054. Faiuru of Crcuil Breaker lu^vanj hsi.i 
ol Amp’ecltir DacCl Trip Attachment ” Svc list onct 

ROSSl.C E Divison of Operntonal Events Assossmont (Post ft70i(l) h'i ft 
Ccnsol dated FdiSOn Co ol Now York. Inc »2lpp 404 1 7 020*484 1 / Mb 

8806020298 Forwa'dr, SaToly insp nopl 50 443/08 07 on 86052-1-0/05 tlo v ,,i 
noted 

WIGG1NS.J.T Region 1. Otc of mo D.reetor OQ/O7/20 HARRISON.TIJ f ' 
it'O Co of New Harrpsh ro 6pp 46376 153 -463 7C 1 /5 

*0008020306 Insp Ropt 50 443/00 0/ On 000524 0705 No vielnlir.rs «ov I 
atoas inspuciGd rouimc piar.i opoi<u>cr.s.rnami A su'veiiarice aci.v t cM>h r s*ea1 ‘ 
ly A license 0 poumiiaily loportatte cccunences fi. opetwona' events 
HAVERKAMP.DR Hogon l. Oft: of the DveClCf B9/07/29 I7pr 463 / < 
46376.175 

8807280019 FfRC info Noico 08 055, 'Poioni-al PrOblonis Caused by Sr,“*<* f a r 
ESF Rwit.g Bus Svc I St oncl 

ROSSt.C E D.vision of Oporatona* Fvnnts Assessment (Post 0704 11) bH/<. 
Conso'idalGd Fri.&on Cu Of Now Yo/k. Ire I2lpp 46437 121-46137 211 
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6600030209 Suppl 2 1" Mil- »“* 1:05 'fJi.ni. Vm- Vails *i:.| •|.*n» 1 1,/ 

s ./« .il J u'\f rr N.l A Wi-si rn' i-y Ml J I n >il lAt IImi*- , >|< * am. N I ‘ S>. J>\i . /> J 

HfJsS'CI I f f Spot. «?. mill I v« it > A. -l jIV.m ll/CIM) MM/Oil/hi 

f.'-n*clfl.m;sl I rl viri l m ■ >1 N.-w 7.:»k. I »< * * 4i.5:t|i 1." 41-5.16 

6607200000 S..p| I ? In N ( H |,,M "•>" ,,h ,:n ' 1 mimI , m lip, .) 1 1 .1 In 

H'.S " Svr. ! si mi: 1 

p uS Sl.i: il |)i* '.mn t;1 < >[■■ r . 1 l«c >> 1 , il I v nls As .<■ (Pi.sl *i/i'4‘1) J!f|AW04 

( oriso*.(/«fk d / *1* on ( n nl .'.isv /t>»J* 'i-i 1 f -lO 1 'll l‘Dl \M 

06072901 1 1 Nl< ( - •‘■I" N"1 < (* 11,1 --M* 'dial I ’/nl.Vn-s V^!n'i: «,-ii' I n.tm I is II. its, t 

1 cnoi 1 ill'll 1 SisiK ” ?sv< 1 St <" 1 I 

fiOSIill-l I ) vi.i,:n mI 1 SjMMMl ui'U l vi-nl' Asm (I '«:*,* Il/IMII) HH/OH/iM 

f;,i s:m Ltii-' J I .1 N« f* li- '. 'is' •i ’- 1 . > 1 75 

S 60 6O20005 MH* ' nfn Null'd IM 65 A I 5t?t -th.ri l« n 1 ' „■/< MuiM ah l t;:(firr. . /*■.: 

!0 I'lrlv.ltii'fi Sh nn < niilinll.sl H*s I In ■ I , 1 'lnti '-v< *.| . . I 

*wC;Sii' 1- 1 Imviso'i ti* f',nr.i1i • .1 i vh - its A*,< . 1,1 (i ’• 1 >i h/' Mil} 

(,(/.. s(.l ll.l!« ll I *1 •.<•■« t fi nl N»*W i : *h 1*1 i.5*|»|* *11 VI I • <1li'1*.' I »*-1 1 j 

0600020 102 r.iC . h'6. Nnl 1 1 fill Il f* l* ilnnl 1 I ml '■ in*. V#' A'-! A H'sai- ii. y. n . 1 1 

si. Tins rvi-n ..in nl l'i 'iiys 'ui v i « •**« 1 

■!t)*Sl; , r f l u 'i.ir I*f f Ip. -Ml HIM f v»*nf*. A> , ff nsf t\/C\ *|J ffif/Cif A‘ 4 l 

(ini till u i < ' n* fJi * <m« 1 . 1.ii| .i nil m :i ■ ai i;»n 

66U00JO112 MMl Inin Nulii 1 * ll'Hl'i'l MV/ ..«:!•• H.i I I,. ,.? VV.t'rili *;l Ihi.l I 

S,C Is? l r;«*l 

^I'iSM-l. I > in - 1 ; n Ilf I 11 * 11 '.', A*. |r-:sl r'.l.tTUhi 

CssiS iclalir'll i:<s;.n f n <*| N.-.V l'i ih li l/l|.|i ll. In/ nl 1 ;i. *,«,/ vn 

0000040002 '’U|>|il 1 |:> riltt . I .1 ifn , .1.1*11 ‘). (Ill I III I* All . 1111 . -I 

!;■■■- -i a 1 ll I f»* !!;if| ♦ ■ lA'i nti t< ■ :li ' .1 !**• «v< lisl . ■*« I 

a ;,vi‘,iv> t l ■: ipi siu -mJ I ,. I I Av ■■■.•-■« *m jf'i ,1 H/njil; a.M-n m 

'.:>*‘Sul il.itril l • nl -nl . I». 1n*.Mi .'r is'.MI i.", 

0000050105 MU. hill N<;1 m 11 Ilf! IN*!). 'I ll i|<i.il*‘ l‘»-**|i A ii'.I.UVlh hi nl Walillijl't 

!\ nnlfiilisr Sna •, “ v.vi I il ** 1 ' I 

NCSSM-I I.U Mfin nl iljmim 1 I v<*i.ls A s. , il llV 1 lill/iih / 1 ' 

('lili-.i;l.‘lill< il I lliSnll l .1 <:1 III W S I'll* .1 1.* »| ji ;U'.I *i .”lrl -ll,* = /i I ll>,) 

0806050240 MU. Infr* Nnl . • nn mi I ■•■In. 1 1 11 1 I 1 I it. ll- I ml Mr. , a . nl 

Clit nili’ig E jii:i * ‘ ' ■ v< lisl i«n. I 

|!( -SSI f . I UviMi'l nl I l|M 'till*. *' ml I VI nl . A.* .•'.siren? |l 1 c.l Hl'/UI'/ 11 

if.nsn irliilisl l >f * In of N**aYi rh. In: I," ;>|> In' ‘>1 1 1 '.i ■*. I* : i)/i 1 
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S. Ropofinblo occurroncoo, LPTTb & rolnted coftospondcmco 
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P'llf-r.li (Drirun t ilt Cuiirul 11. '.I*J *.|«|> -II *H!l l4 *. 4h*,lfl 14H 

T. Honrlng tmnacrJpts on non* on III rue I mnllcra 

0BO72BO2OI Sudiniitiy () i nno/nj vw /ill 1 1 If «l A Altrim Hosion.MA ro 

ChicKing m COOl ns| l.,*i*f ■ on. ri In Iipfiilt'ii ns cijii'fi U.rn n Insp Ill-pi f.O A «1 H 7 f !■ / • 
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A. Appliciillon/conatructlon blogo documents & correspondence 

CCO0?5OOfif4 t i:nA,iufs 'isf of i’.iis ,{ .hO"S c*s *ss»..(f of tO'icrefn crac^n:) at pl-inf 
(K).J(ii ll Y ,| ‘,r lUSHS? Arm Roiuiion Loinu- 66707/ 15 NLRSLS V Nir; No Co- 
I*1 im“I A'l*l,iliO'i (urif'l 3|ip ■lMi* , .ll :)‘J2 46646 P,J4 

Q60005031B iLiii^ls Ilsil M issa'ii.isnll.. Mstsc-ifll vVl.OiO!;,i'0 E cUnc Co, ?o rose nd 
V nil:*, ii:>i lo iisilo payn-i.rts U> foci iy )‘rc|f:.l & tOfn l,rm sio(>f. '.(J/nirds tod.,c. H 1< ■>! 
hiihinn pn [,.ii|i::i:i,ir*1s A ( (ii.snirr's 

I . AVfi.H , Ki'A'Hi.T 1 H I'AHmIS.W G Uul'f.s WA l!l!/0//?b l LA‘U,Ci H Mas- 
sat. Is. sull-» M.,s :. ; • ~il inhclir'-a c> < 0 L’i 10 40445 321 40445 322 


F. Socunty, medical, umerycncy & tiro protection plans 

OB070C0520 f.'u.mii* f.lr lih-10 •:> ill o;.ai-i rtsiUCi ICf.T‘ r Cf:f. & lsTt|nr, ol »a'? 95 ap 
|.ri:v.l < *. f«' pj. nt 11 , 1 *.* c* o'* A , i| i| r ,- .1 si S r '‘sr.ty , (*“.l;niir.rs £vC l«Sl *."iCl 
MIHAC.UAI I A-Socai. -^s* ?.:• lor rrO|«."*ft fl : CM H?(M 11 1 6H-07/::' l’.,:i‘M‘l JllVtl 
1 . 1 : ■* o-i ' s (,* Nt a y.j'n, n ;*ii.:. .fb'mu 29J 4iV.lfiri2 , l 

BBQ0OQO13O i'.irli.i 1 s.- r fn !*; ■ C A rcMnt'st In* (Ire . nr,n!s ! "CiAj(ilS A^-j C. *xru 
'*•< ll s A :f:..:mis i'?s ,ivO l.ll.T- 1 A Of 4 

iiH.MSl l ',U H r.'lic lcn| AMIahOii (IsfM- fjtHOV/ll/ hljATT.Ilil K rVp.,1 

r.rV ,5 l (iCklsi't *|:p .1049/ 1 15 4t.40/ *»7 

-BBUSO'HJO-I'J Ho;i.,i,‘,is lii'rn isc.i Ljoo 10 Hss si n rnf:rcsnn?n<) slaiu A Iccai ||0,l p,;- 
sil'i.ns 9.,’ in) niTifit;. nsy p annn.) o*rrc sos 10 Tjf? condur.ic <1 I'Y r'f ?/A CniiiJjnjri as 
In !••»*. M?n; c A t>.i( hii'ctim: t>l r<s':/' \» not rsui lo* o»oic sos nfC 
nilDAf; I. l UMk. lr:r A' a.ysi-. A ( : va .filiO'i d Cf-sfal-cim' Haiti. Pfi'ClDf IVJ/04/ 
?V KHAMMf Hidt.C iccai A In J.ir. Irmu f’ro;|ran:s 2pp 4G4J7 iBH- 

4h4l>/ 1 H'l 

--BBOBO00 1 40 D m iissss (Hall (. 0 -trol plan A ii,(;„i''*l rcvi4)*v ol plan If ng'i't-mcri 
ffiir.lii I p an wi * Hum I*.- n*:;:j'fi| to 1 Over Snau'CO* MlufUonUrall conl*Dl plan CPC 1 
vvi f!i5ff :;<f.c»» V: Araf,<s A t’va'nar os of Opnraficraf fwu. fTi'ucMi. 
D'tNnvAI;n T (• Icrnl l (M.ri|mi;/ Ma-iatj'.-iiiurl Agnrey llf/p 40a07 l5?-464f:/ 187 

••GftflflOflC f 53 Dis-u-.siif. *iWul2 A'CiVi re iifi.unri) pnof oxCfC-^'.i^ :>trk fros f ’> 

I 'it I mli.'L'sl in o note Si* & n.!lt*cd ol lOinlur? 

VrliSS.Il |n;;iiji: ,1 Rf-pramo Rr.iriui HH/05/fl’l 2F(-Hfi incidcr.i flusprtnso U ranch 
Ip *11 i-Kl / \\y\ 4t.4t)/ n.» 

• GOOBOBO104 Dis-.iiv.ns MH9V6 leli on m (>‘ai'1 o«f.fisns r*|ifoss(js ccpco*p cii non 

iJ.Mf.iy ol Low CniiTHVi'u'i wont) inaVu lau: <fn a lP:|unry nl plmif. 

niiii-fiiniii y ri.'s;.oo>e pkir 

WliSSMH Inc Ilorl ISMOCII il!i'0 r D04 Ipctlrsfl Hospaiisc Urar,(.'» 

4040/ 1 un .HMD / ? i:i 
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I o'rvanls App J ilnrumunis Apps 1! A F lioc.i'innls avP lai/o «n P!)H 
fifffMSU. V.ff f 1 fJJC ■ No Hauth.o AfWaro r Liuop 7P9 '0//2J HClAM H l\ Kru.hflf- 
rrk A tAkiiad Ipp 46571 117 41,523 2ti'J 

• 8804280370 Jipsp-nls lo NTJC /r.j/r.s'sf Jo conifttn m whlirt} 1 ,:' w Uo/fr-oss Jo n ova 
|irci|is:ind I I MA r|iailcil offs'u c-pcuinfcy |)roi:.ifn: Incus l-hP'Ci‘,o dale ircni wk c:1 
miOijlT ?o w^ (4 fmOhC-CiOsirigi'b ticrupl it/*? w/hsiPd rnnilihnns 

1 liONAfTD.j (l Inrsi lvlai.il l i|liluv) (.0 HB'(J47J?0 flHO/7N.S NRC • No tJoia ‘oil Ai- 

l.l a lijn ( ii,-« -i 2pp 46523 21*5 411523 206 

0000020000 Hiri).;<»siH lushiicnhon fer rvliy pfo •mfi.tf^s.crsiiu plans A oils.io plfins 
sh u „lfj no I lio ri'.MH: ro-.'-isKr.l m osier 10 n.mnaitj rny potent .il to' rodhcirg pro 
lULls/n ar.lO'i rncoimx-' .lal-Cf (lcc.S«::ri makin.j.AiMici 14 days 

NI HSrS.V l J rC|0-:l Oroclcraic I 3 fl?l/07/?2 HAFlIHSONllJ Pjt.-!iC St-fvi::u CO ol 
NoA'Jl.f/ipsJvw (,,>p 4C.TJJ? JOMCvJHL? Hid 

BB08040247 Goner c Hr fifl-12 in all p;j«pr roacUff hemseos A app icmds #0 removal ol 
i it , 1 {)tn'.or\ o'i f.’/fm'pnonis f'di 1 lech Specs Sve Ml oncl 

VlHAGLIA F J A^snciAlo Di'PCijr In' PfO|Cc?S (J^st 6704 1 1) On/Ofi'O? Conscl dalod 
(akson Co ol Nnw Yerk. Irr 520p 4fi4h'j 291 46-163 34^ 

8006090307 I nwards ilex 0 to A»p(*f.d 6 lo Soatirook Plan Inr Massac l‘.v. Oils Cr:rn 
n.jivt OS ’ C‘U' ij(*s r;c eratr,:J "1 responsu to Crsjo r.() PKMA mv:ow of Inculy 4-mPI 
i|t*h-y |;rt pare (Hess pro*|tairs 

TllOMASGS PuUc Corvee Co of N*nw l r am|islsrc> 119/00/02. fJcCsnicnl Cnni'o. 
Rrarc'i (Dcciinmni Conifo' Desk) 1 Ipp 40474 070 40475 1H0 

• 080015044 1 flov 0 'J A-r.crrf 6 fd ' SoaOrcok P'an for Mass.idi.,soUr. Con*n™t.' , .WJ« " 

• p^iiho Sefv,Ct< C’O Cl Npa. HampshfO 09/07/26 459Dp 46474 Otl3-4(*4 75 1 00 

B8002300U riubrn.ls m/p r:n 04 Urge my pans <*o PP.rcfi pap.fOC eft p'.'f MIC UOO?22 
r» il..psl Crci niairiK explains P'uC Jd onary <;t*c sums lint aouM Do m.*do ommlf'ij lo 
i:mt'r(|uric y d.issif caton k.vi* 1 

T 1 lOMAS C» S Pubic Soivcn Co ol Now l-ampshro dO/CH/C9 Docuir.ort ConPol 
f!» t irich (Cccumon: CO’HfO! Ocsk) (*pp *5912 346 45012 351 

8B0BT7O337 f^'-WtirdS Airr-nrl G in Scabrook (Han for Corny non wealth ot com-n.irn 
ii(»s lo* cm)Oinj review ol oPsio |ila , iR.conUii ,% .ir <9 charges to plan as, well ns miilo- 
ninni'nq f:ro:r , uuros 

CCNGfll.F J U.v-S'on ol Ha l alien Proiochon A Emcrgor.cy Propofcd “-er,s (Post 
6704lf| ffd/Od/f 2 KHIMMPIV Freferaf E/ro:ifrr(>y AtjvtKy .3ftp, 

46561 257 40561 2 r M 
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G Adjodicaiory correspondence 

8808250071 CoTmo-.wea •" ol t/A al'y gcrora -Ola; re noi-on let !jrna f , dspos- 
l«cn cn air.er.ooo ccn'erii in c* nyii.caliO'* sy» 'or CoTr.cn * palm ol VA ’ At 1 ./ gen 
cral has no i-'.Gnlicn to move 'or summary dspcst'cn Cerhlicaie ol 5.C cncl 
^CNASsSA Massachusetts. Commo-wea th ol *3d8 6939 08/C6/15 5pp 

46592 19/ 46592 20 < 

8608090060 Fcrwards town of Saisbu'y reply to app'ica-t response tj mlc.-vo-crs can 
'enloes Or Scatrook plan 'or S'a’a cf MA connivi: e$ A lt>wn ol Sa'-sh.j'y amended 
-omer* ons re p'an 'or S'ate o' VA coTt-u^lcs 

GRAHAM. CP Salst-ry. VA GHAHAM.C p Murphy & GranAm *366693: 65/C6/ 
1 ? SMI’M.I ,V Alcm c Safety one Ucer.srg Boa*u Panel id 46402 059 46-102 066 

-8800090052 Tcwn o' Sa sKry reply to- apd'Ca-’ recporso 'o miorvcncr conlcnnors 
on S-:n::roD'. p'an lo* Stale ol VA ccmmj" ! e-s 

G^A-'AMCP Sa' shury. MA GHA-<AM.<;P Mcrp^y & G-ahsm 86/C6/I7 A!jn( 
Sa'ev a~J L cers ng Boa'O Pa^e 1 »p 46-1C2 05 1 4G-1C? 051 

*8800090057 T 0 ao of Sa’.sDuy amended rcnlom.or.s re applc.v t plan 'o* Siaie ol VA 
corrurui es Ce ul cate cf Svc o r ci 

GPA-AUCP Sa snury va GRAUAM.CP Mu-p^y & G'afan 0b/C6't7 A?omc 
S.Ve’y tv J 1‘cenS' i.j Gca»d Pare I7pp 1G4C2 052-16402 060 

0608090018 Fci wares meTj.^rdur. re An«ei'0 6 & CerNlicaio ol Svc 
THCbT.JP Hopes & Gray *3t8 6816 08/07/26 Docfroing A Scivces Rrancii '.p 
Jti-50 ' 260 46401 ?65 

-8800090027 C.scesses Arnold 6 »o Seabrcok pan ler Massachusetts 
coTrnjrvi as Amend prepares n response lo FFk'A request |>*nt revs gere*aloJ ty 
NRC few c-w ol p ar: plans A p 'tip address p*cr;raTS t.e ellecled ny 880691 W/Ccriih 
caioofSvc 

CIGNAN.7 G Ropes & Gray 80/07/20 Aicmc Safely a-d L icons ng Board Panel 
5pp 46401 2« 1-46401 2GS 

8608090046 Appl '.ant arsv.er lo Soacoasi AnliPcIuhcn l oaguu lown cf Han.p’nn & 
New Fncland Coalmen cn Nuclear Pc luiicn aproa of parf ai domal ol want" roguesi 
to rev e a f.nancial qua if cu* ons of oil " Cert f'caio ol Svc one! 

RlGNAN.T G Pubic Ssrv.ce Co of Now Hamrs 1 to DCiNAN.TG Hcpos & Gray 
* 388 6022. 88/07/26 Corrm ss o-'Crs 3pp 4€40i 106 46401 193 

8808090070 Rosporso ol Corrmorwvcal'h cJ MA any general to aopiconl 1 rsi reqjost 
lor proJucnon of dcctmonls to amorUod ccniemon roiilcahon sys.* Ccrthcaio of 
S/C e.-’cl Ro'aied correspondence 

cCNAS.SA Massach..setl&. Ccmmonwoarih o' *388 6833 86/07/26 Pi tnc Service 
Co of Ne* Hamps''iro 17pp. 46402 154 46402 *40 

0808090017 App'icant brief Slate n<jn1 at pr«Of p'eccc:;n;j9 & locls ' Appeal should to 
o stissoiI Ccn * cnio ol Svc crc> 

DGNAN.TG Put:l.c Se.v te Co O' Woa MaTp^rire L) GNAM.7 G Rc;:os & limy 
VS8R 0841 88/07/27 Atomc Sale;/ ard Lccnsng Soard Pane' i3pp 46401 31U 

46401 330 

8808090072 Forwards N6 a Frgland Co»a.‘.iCri cn Nccloar Pol„tcn rep / *o NRC 'c 
spp.ise U> Bca.'d ioqucsi of 680720 A aUidn/il ct NK Wocdwa-d ISSuOS r«iscd m 
plead na concorn propo* ir.terp.eiai on ol Appeal Board dec son m AtAB-896 
CURRAN O New England Ccal non cn NuclGar Pol ul on CURRAN.D Harmon A 
Weiss ^308 6634 80/07/27. VVQlPE S J . LUEDKE.EA, HARnOuRj Alcmc 

Sa'Sty ard Ltce-s ng Board Fpr.c' Ip -16402 188-46102.196 

-8800090077 Nov/ Eng'and Coa.tiDi cn Mec ca* Pc'Lihcn Rrply io iNRC S'aH re»pOfSO 
fa Board req^esi of 880750 & aif-oavd cl NK Woodard * Appicanl S NRC lungs 
comain unAcccpUnpia patinl & eno/p am‘.>d cr.tc* a Cedi' cato ol Svc onci 
CURRAN. D New England Ccal lion cn Nuclear Pol ul on CuRRAN.D Harmon & 
Weiss 88/07/27 Aioiric Saloly ano Lccnsnq Bo«ra Pa^cl Bpp 4G-I02 189- 

46402 196 

8808090028 App icatv response lo New Eng and Coal ton on Nuc'ear PolCtcn 
iNECfJP) second sei of i-'ter'ogaio'ies & 'equesi let prcdjchon ol Co-cumcris io ap 
p‘:cani on NECNP Conieriiion i B 2 * W/CorNiCAIG cf Svc Hela»ed co.vospcn^enco 
FEIGENQAUW.1 C.. SMITH.J B Pub c Sorv ce Co of Now Hampshre SMITH..! G 
Hopes A Gray //3B8 C83D. 88/07/20 Nc-*v Erqiard Ccal ton on N'uc'oar Pci'ofiori 
1 2pp 46401 204-46401 205 

8008090853 Br;of and :us cunao of US Se-aior GJ Humphrey >n rospcnse to ASt-Afi 
mcTo & order on Alab 835 * Commonwealth cl MA Ally geno'ai po&ii on tnat iss.i- 
ance of low power Iconso v/oj:d be urespens Uie si.pponod W/roaicd it'fo & Cer.h 
cate of Svc 

HLMPHREV.GJ Scrafo //30Q 6042 08/07/29 CcmTi.ss orors 1 1 n:> 46401 204 
46401:214 


0808090055 Ve me random & ordo' ♦ Part II pu ng on co'-tenliens C n pljnt plan lor Mas 
sachuseiis coTmunt-es) * Senved cn 880729 

HARDOUR.J . LINEN9ERGER.G . SM TH.I.W Aloiic Sn'oly «ind Lirenarng 8oa*d 
Parol #398 6024 flfl/07/29. 62pp 46401.C01 -46i0l 06? 

0808090071 Fu*lhor alhdavil ol NK Woodward * Uscusses onv.rcn cual'caton cl HG- 
58 5 RG-59 cah'os W/Cerlil cau? o' 1 Svc 

WOCDWARD.NK PlU 1 c Sorv.ce Co. of Now Hampshire. yr390 6%4 80/07/59 8pp 
46402: 197*4640? 204 

8808090025 Commonweal lh ol MA atl, ge'ieffl: odd) responses lo appl cant frsl sei ol 
m ler rogatories & responses to &pp:icani second sol ol mlerrogato'.es * Con.lcato of 
Svc cncl. Related correspondence. 

JCNAS.SA Wassachuscns, Commonweatn 01.^389 6063 86/00/81 Atomic Saleiy 
and Licensing Oonrd Panel. 17pp 4040 V267-4640H283 

80 O8O9OO29 Order (Doi.ymg New England Coaition on Nucea* Pol'ut-on motion of 
of rrolon requesima cla'ification & reco-nsderahon ol Beard 

B8C623 order ro RG-58 A RG 59 cables denied. Sorvoo on 860802 

. HAFfBOUH.j . LUEBKE.E A Atoni c Safety and Liconsng Board Panol. 
*388 6846 B8/06/01 New Eng'and CoaU'.-On on Nuc'ear Pci uhon 5pp. 46401 207* 


8000090041 Aop cants 'rs* sol o' nier'rcAiO'.os 0 t rs: fewest fj* :>roJj:ic 
menls to New Eng'anl Cuail-on cm Njc-ear Pc‘li;|,o*i ccnionlitjns c:r:,-r* 
cah’o * Curt.' cate of Svc one Related :o f respcn lonco 
SMITH JB PJilc Servce Co c' N*_*w ^^a^^i;sr'l r e SM I * i J 11 Roces i G 
6053 88/09/01 New England Coa •' on cn No- oar Po uicn if.pp 4 
4 5402 :2:l 

0800090045 App cant rnspenso Lo Corrmcr.Aoalth pf MA second sol cl rtei 
re s ren conteni on 5 * * W/Cud licaie of Svc He atOd cO*ro?roncorco 
THCNMS.GS SELLECK.K A Pubic Servicn Co ol No* Hamosh *o $bL 
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GRIMES.C I oic cf Special Projocls. 89/00/09 WIESE MANN 
Eleci'-c Corp 4pp 465G1 257 46561 2f>0 


**8607260081 ’Ovr/Slftctural Tests ro H il> Expa^si.m Archors Insialiod m Core r|r.!!oil 
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•0008100)04 AUi:l,wl nl II ffrr.fr ■ ;> . r . fti ■ *rr r.i rrf . .tfnrr of p'.irrf iVr'Mrfrfir.rf 

i<n lUv i mu ’ill. it nn A C i-iii'i ili. nl 1 iv a 

iillllMMI l.il ym , 1n> I nr IIM |y Hnii-.'nt in lltl/flll/ './pp 4f.M Hl'1 4»t J . IP IliS 

86002502/0 I ill jy.uii*. It< V lO In i -■■■■ fi|< III y pi. in I :< *■ .1 i|i* .i r r» i‘ .n 

Un I f *Unr n . y pl.in , Im (I, in- n. p. ,| ,r. ml *| ci .l.-i ,1 ill ■ \..n< >| ii> ,l«-.u1 nf ' nliin 1 

t' 1 ',) il f . imii't .1 In | '.All 

Ull.NSll yf/ ( i 111 f l< . Ir (fi tiin rly I n . 4 *. 1 1 |<hl.« •*. I «i ni '.il.".,) t n ) lill/Hp/.'/ Hum 

mr nl rmihil >,t < mhiimI i>i- V] ii)pp 4i-i.1l i’ , .i'!iv.Mi; j 

*-6606250203 Mev ill In < ■iiM-r i|«. m y pi. m 

HI I Ini lf.i (iM’n.rrly 1 « • ■ llt.-tnr. t «. nrr,iin<i l >i ) t |l l/i;;i/, 1 J l /(|4pp «1Mi*.4 II. I 

161-15 I ip 


0. AAJutllcntory cnrtofl|»on<lunro 

6006000036 IVnv.ilo’. NMi. nil.. ,il Ihhh*. A |.*ni Mifnn". Int 1<lim ..'i iif<:< it:|ii*i| < . f ii-iwml 
Kin H>lf:f>04 

.'MjfiMAKI IH. I Alt m t'li f.,i1< ly iiml 1 1. nn'.iiM) Appr.il I’.iin'l // Hill l.llMl flH/Dll/d t 
Olli(‘i> of llin (n 'ii r.il ( tmriM 1 ip UM .1.1. 4M(H . i n 

OOOOfCOOOO I fifUnml'i fi'iim *.l 1..r InMtinii M in litmil Inf fu.ivn 1< » i , ili , rwnm» hy (Mi/i-ni 
for tfir U|.| Hrn /jurm 

film f 1M.1 1 | l\l,/|.ji.. U,r | II, ,„|,,!i -I MIIMINIH lihflnlll tf HIM 1,41 ? 

U>/WJ/ I f Afrrrni,- Stifriy ,im( f • *,. i n | f l< ,.,r • | f \un f Ip fi.M/ (ill-*, 4h'»l/ 

-0900160075 Mi.<; fnj I m .1, h h * H imV. m f ( -/ I.mvm In n t|i *rv < *r** > t > v f 1i/< fi:f f at 
IfM Hf*fml.»f tm * 

rilllFRN.ni ( ,|.yi>*|., f,,r | ,ir Ul Illy III Iiil.ilinii lilUlliNlM fir.llih, M l mi/fm/11 

Alomc Salrly .Uni | n, p(|j.,, 4l.',iptni , j ^l.Mi* Ui'i 

* 0006160100 Atf j.iv.i ( ,i k * 1 1 him , 'tin rp fi|ict,tliOA!i nf 

l!?v!A J ™ ,1U ‘ Clllnl n1 l J Hu/r- knff i III I 

VU.OIjK.K Ir r 1 ,i r IJJ l.Jy Mr*;piJ,i1j,.n 4/;j> >HiSlP Iflf, 4fiMP 111/1 

-0600160104 Alt if.iv'i ul H Mnnk * Dim uy;,», « om mi m njirMtnn of pl.|ti1 W/i.n|i|nj'l 
"'tf OflCiiiiii'nt,i!‘f,ri A Cr i|,f.< air, i ,1 

UMNK.H (Much., f,:r f af |li,|.1y im/I>l|/li' 5/pp 4(i!,1i> Hi'l -1lj r ,1? Ilifi 

800016006? lorwarrls c ortt i Ini Papn n tn HJHirll 1 in.'.. i nn f(,r hi..ir,r'i| ^ pul.liuii lo‘ 
jMvu lo inlcivntin 

[iniNK.O CAi/f n*. Uir I n.r IJlMy Iti niii.ihrn f/Jifill AIUOH/1? Afnivic SciUily nt'tl 
uconsmy Hoafill'afnl Ppp 4liMi»(»/|l 4l,?ii;Ml/11 

0006250020 rnrmrtmls mmni) In A( 1 Paii tiw m mutuary .ii|rt «*«l upon min r pmn>i un cl 
Snr ir0 r !1,lH in Ml ‘.1 pul.Hifiri m pmi <*m1 n«) W/n niir I Hi'l.jti'il corrir r .p:;f'rfInnrn 

vuufffr jr Av.iSfflirt liminral CiHinsnl lor ifi'aNfif. //:IA !1 fifl/CH/ ttt H.US.J 

^'■fons Aosori.viicn Inr Sm/Hi l n< j<(y | UliAM.l, hr ivm.ui A Moiliingor <»AIU3II M I 1 
ucvomn*,onl Ai/.oniilnh.' ^Ay f'niiocJ Ip 4l»Vi:* HO l 4h r ,'>:? m:i 


M- Oont'f/fJ correspondence 

0GOO1GOO7O ConiniL’iil Sijp;)orii'.(j proposal h.lo lO^FReO to n:l:JI iippltfllunn ol lo.lk 

fx.Jofu l./ivif, lf‘c'-rakt,ji via *fro'*uV «*kiWfS« s proaasflf f o nvo«if»|afo fi.ifoiy ftcnofifs 

iis‘.taMi« ij w/ oak hnlo'n linMk lethnslogy 

COlJNSll .w(i TU rir.cir i: iKj*mf>r.y loxfitt Ulnt (>a Gonnmu*l| Co ) flfS/CH/d 1 ) Ollire 
Ot Him Sat 'nlary f 1>1 m ri-rniii^rrcii 5/.*p 4K4f>3 'J W 


I Fmnnclnl Inlormntlon 


6007270132 Appl taUnr lor ,im,;a;J in CP*, ft CPf'H l2/ ft fipp ic;Mi:m *cr 

amot'il !u npp i/iili::n In* Ol s.rHIo ln*g ruvisorl ownurvl ij) micro , is 1 <s» p ji.1 
f .( UJNSll Wti 111 I.IcclhO flop rvctly tuios llli'ilujb (lOiiiiiiil'iH) Cu ) Hfl/07 fV? Uo<:u- 
nu'hl (Vuilml I If umi Ii f(V;Cil*nr>*i1 Cpnltcl Onsk) 2fifipp 4lV.lor,bif4'4Ci:Ulfi ‘i?J> 


J. Iiisurnnco ft liulonnilty Infommllon 

0000120301 I i:iw,ir<ls l mis I ? ft li to NLllA Oi:ri,l,.:4lu NW 11,7 ft MAPHI 

f ’clil.i il< ■ MvV PlO 

Hll.K.IW 111 in Tine. (In hnas UlMirs C'.i.i’cfat r.cj Co) H!i/0H/0!i 

Vf< H « { YJ { Offr/a of W.n:fn,if fli*iif.U>f fir i|iilali:>ri, UforKif lf*(it.1 1370411) POpp 
•Ih'.M i'M) 4li a iM 


K Utility R maI Safety Annlyols Report (FSAR) & nmonda 

6066000270 / rrfu M'rfs Air, tr.f /‘f fo t. c ,Aff fur Clrr<ln«:f;<’ P.'ak ‘ifn.i'll f'fin lrii: S(.ili:!n K 
nli. I iMi ,<U i* i ir pruvilii;] ilnscptan nl inp. rij 

C(fl INSII y* li IlM'lui ln:: (lorn.my I mas I Jt.'ilms Cican-.u-rm Co ) f/MCH/OS MjC.i 
i in ml Cm iti (,■ ItnjrrJi (0:.'f unrniJ fmil/pJ J.K**,>i) ’Jlifi -JO-17 J f>/f) 

••0606090274 Ph.vnlns ilcscKplicti nl o/,cl Arrmii:l /;) to FSAH frn Co'nar-L*iM IVak 
si, an, l 1 ,-lI* <: Slnlion. r*. ■i.Cnifj n*v lo Ss'Cl-an J? I rti ct- oli'irj vis loi ovntlocA iiia u-iS 
n ill: I wt i; li il:l limner mri'ils 

1 ‘(H)NSiL .W t» Tl / l m-P c (founrrly Tnnas Gnncfalm^ ) HH/RH/(lJi |)ai.u- 

iiirniCimlrcl llriim.h ((ViC-.iiuciil Contio! Uo^k) 7pp 404/1 HU>4(,-1/1 Hi/ 

* 0006090270 A»n, :i,| t:\ lr> I SAM 1r:f Cnin.iiiLpn I’rak Strain l lrx.lr.c iitnlinn 

* M / Mi. rlrii* (for in*.*: Iy fmras MMilirs {.'.mcralnui (',n ) flO/OA/US Filipp -111471 HIM- 
'ff.T/;>D/<l 


M Anlllnrel Corye9pDfjdoi)C0 

0000100231 Is ol Cap llrrrk I 'ncPii: ( ..cpmalivc '.n-, n» sipriil rant chanrjns n 

Jr r'f;'a>i' .n J^ily Jh.jJ w.i/rfi/if iioJrJ/i.sf ivvn/M til OJ ■Ja r,'; 

tVNI1l.HA. AlHlAdNAJM f^ip Murk Rncir,. Ccc,(:(>ui1.vu. Ir*i; OMf!lt,HA 
Mi.:i'r.l! 1 i , r. A O'NiiiI hH/0!l/f1‘l 72:ipp “lOMfh 1311 HiMllj Mt 1 


0. tnspocllon topnrle, it: Quliolins ft cor rOHpondoncc 

0005200205 Nl IC Inin Nr:lm tin 03^. "Pmnipi M, purlin) Ui Nl 1C ► of Si;i"-ili::.ml IriLUlcilt. 
Irivi> a vnii| MhiIimhU.vo M*i1l " five list i‘*;r:l 

{.UNNlNfiMAM Ml l) iism, nf Industrial ft f/nlrdl NurirMr Snluly <lWil 1170729) 
Hfi/Ufi/i 1 *, Cnisnli.l.ilcd I d sen <a> ol Nuw Vurk. Itu. 1?0)>p AfiltAli VJ -11‘dJUH 5f9!) 

0000030030 Mi*-, in Ut\r. t'tnii)^:j Itr tv vKihilmns unit'd limp rU pts r . 0-4 AS /Otl 

, J 4 ft Ml 4411 /mM pi t ;r;rt I'tLivn .u lio i pinccdii'ii iiivulvud ( haiKind s.,c ( i dial convrr 
* .ii i*i rt.da pa; k.n|r*, nn *o:njur rnin.fml 

cniJNSII ,W(; . WAlKMl.nn m llnuirc llormuriy roxati IJli'ihos Gurnrat r*(j Co) 

Ihn.uaiKjtH lanital linirco (7X*). r/rr« f if CYn/fuf /X/sfc) (tiffj il-il- 

.'M9 

6000030094 f.njjrril;. ipdjilu (v) nTi/di'rrii.*nlJ)l*(;n si hrrJi.lt* Of aLlidn.s lo cl-nsc o;ir>n Jtnii's 
Irnnt fnsp lli:pt f iU 445/H7 7f. NTPA l?A todu r.omplantu rov.uw usnmatr.ii to tw> 
i Minpli.lii 1 irnrilh fcl'own'll luncl<i>;m‘. lr*Sl*ru| 

CCIlJNf.il ,WO . WAiKt.M.Ml) 1 M lliTlt.c (Inimmiy run as Ut/iios Gori'inirci Cu) 

HH/D//19 t lor. Cmlro' Mranrii (l)rxiiiiicril Coilru* Dusk) ^|>p 4h4i>n 1)54- 

<l(i4/»*JOf* , i 

000/260405 Mnspunds IP Mf(.‘ IP to vio'afimis mini in fnsp fVupls :-.c| 44 fi/dfj. 

3ii ft r .O -Ml’i/iifi :m C.offcr liyn arliO'is l:i|.j:pn*rnl pads n Cntuiioty I filiui lnios w li Tje« 
vc.ua'ly mmmr.i ij in idenMy tummnliln’s auacimd in ticdusid's w/H 16 l:nil i> 

enunsn ,WC , wr.otx *<W II W f:k:<:lnc (Uanwriy hi*iiH f/f, Vf.fi Crer rural rr t j /a; ) 
Hli/07/ Mi DooifiPaU C:crirol Ururictr iDnuimcril CO'iirul Dosk) 3pp 40207.055 
4029/001 

6007200102 Suppl l in NMC: In'o Nr>in;u 1)0 04C,, T icopsco ik’pl id Uolctlivo llufur 
I. r.ln.d Oci.it ikuakcff, ” Svi: «si nt;cl 

MOSSlCi: n.viiron «>1 Oacraionnl l:vouis Assur^ir.ini (l > osi 070411) 1!oyf)7/2l 
Cijusm dated lid son Co of New York, li t I26pp 40366 OSA -40300 170 

B007270001 J'oiwards ln r ,p McplS 50 446/66 44 ft f,0 440/11/1 10 nil »J»0RO!l «1 700 ft 
nul'U 1 of v.nioiian 

WAMNir.K.nw Off: ol Spi'Crtl Pff>| 0 Cls 06/07/22 CCUNSlL.W G fU I'lirifiC (lor- 
mcily lunas Hindus Gcnnainii Co ) 7pp 40300 001*46300 029 

-6607270004 Noli, u of violation from msp on HliOOOH 0700 Violation noted roilllpf dull- 
cirnry rcpl not non; unformaren rupl issued 10 kln.'iMy ft co ioct iliscrgpjrtclQS m sov 
):ujjifs of pfojrr Jrvo /days S nsla'l.-jlion of lOCOfft f.*1 paskcls 
WAMNlCKf^W Ofc of SpL'inl Prc|ucis UFJ/07/22 P)i|> 40 3006011 ■ 4 G 396 009. 

-6607270000 limp rii.-pls C(> 445/611 44 ft 00 446/P6 4ft nn 660600 0700. Vm'uliOn<j 
noted Major areas inspuclud 8ljjnilic«it'l dof.cinr.Cy rcpl lollowup.proopumi.onal lolust* 
iri(| prot|fa”V plant Icias.Stn fo.‘ow.,p ft u'lounl.on rov.rw A fo'lownp 
niTTUM.SO. MUnniSSP, WIRUr.JS Ole of Special Pro;ec1f,. 06/0//2? 14pp 
46360 010 46306 02.) 

6007270011 Forwards Insp Mepfs £0-445/06 4ft & 50 446/06 44 on 6001*080766 ft 
nut cu Of v Qldt on 

WAMNICK.MF Ole ol Special Projects 60/07/2 2 COlJNSlL.W G. 1U Eler.lr.c (li:r - 
mnily Tnvos UM'liOs Gun('frtlir.() Co ) 7pp 40317 210 40317 236 
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•♦8B0727G0I5 Not co ©? v.©lntion froT insp on 68C608 0700 Vela’ on mod w*: men 
fi rot *wt.»l<is ms«ir)‘.j at each end of tu*_ ng & cono tion net noted dj*mg fra QC nsp 
WARNICK.H W Ole cf Spec *a‘ Pro eels Gfl/07 /22 3pp 463 1 7 ??6 *163 17 228 

-8807270010 Insp flopts 53 4.*.S,'U8 46 A 50 446/08 4-1 rn 0/06 Volaticns 

l '0l* , d Major afCHs irspc'Clod folewj;> on v Ola* Ons/drnraiiCMii.NfiO Ccmpl-3nco Rule 
I ri 0/ 032 & staled foam >ssi :o- spool c action p’ans 

; IVERMORE.HH Ofc cf SpOC-<l I Projects 38/0//22. lOpp 4631 7 P20 4631 / 238 

0807270074 Responds to Sjpps 1 8 2 ol NRC Qu a| OLi.'i 07 OOP, “Fnsionrr lust mg lo 
Uuvrrnne Ccr'ormanco w/AppI cat to Mail Sides ' - 1 1 s l ol app'nvod v<r<1r)*s/sno;.l 
trfS ©n:' 

ClHfNSIl WCi TU fcclr r (formt't'y lc»fls U?‘ii os Gomvaiinq Co > 80/07722 Ooo, 
i rn! Ccniio' Branch (Ooccrnoni Uc-icl CvsM I7pp 15335.063 46336 1)80. 

0007200246 N.HC U.; Mn 0j| 030. ' Th n Mo Ti.bn THnrui;) n WVsl n jtvojsn Hoar.lcis ” 
S-.V i SI cn.:l 

ROSSI CE son of Operational Fvnnis Assessment (Pobt 87011 1) 8H/07/2G 
Cons© .dalivf Fd &rn Co ol New York. Ire ’23pp 16340 070 -:bJ4H:1<J2 

6007210210 NliC into NuIkl* 89 05?, Ttin.ro of M'iojIomio fanlo-n of Flu'chor Sud 
Applicator RriiC’y ihcMPy Novices Duma Palioit ffOiilmo''' '* Sve I si enel 
CUNNINGHAM. R F L‘<vi'on of Indjstrmi 8 Woric.il Njrlea' Sa'ov {Post 070/29) 
H!»/<i7/2V Con* O' d Fdsm Co. Cf Now York. Irv 1C8pp 46307 020 4613/ Mr. 

8000040102 Aok rcropi ol 803716 Itr inlo-'rriri<j NHC of s’cps laknn lo conc^l v.Matons 
no* Ml in Insps 50.415^08-36 8 50 446/83 31 

WAHNiCK.nr Cfc of Special Projcdls 80/07/27. COUNSU.WG TU Lcctnc |fcr 
ir,cily To j.as tJh nrs Goner. rinrj Co) -i^p 46426313 40126340 

0807250034 NRC inlo Ncl«co 00 053, liter, bt?c Volatons of NRC Horp.latn-is Wh eh 
I nn lei Medical Diagrosv: Mi$ad*n nsirmons " Sve hsl enel 

t UNNINGHAM.R F 0»vs >n ol Industrial A Mod ral Nue’nar Safety (Post 6/0/2U) 
80/07/26 flO'AOl dalcn FrtiSCn Co. of New Yerk Inc lOGpp 4631)6 283 4630/ 020 

8807220192 NRC Info Note© 08 054. ’roluro of Circui Breaker rorpAr.rg insiai’nlio i 
ol Arnp'oelo* D.'oci Trip Air.'chmc.il “ Swr l si on el 

ROSSi.C- F Division c* Opcralondl F vei ls A**si)ssmcni |Posi 07041 1) 08/0//28 
Coi so* dated EtVon Co ol New York ina 121pp. 461 1 7 020 464 1 /. 1 \[) 

8800030352 Inlonns Il»a1 (laid for cooiploinj eisia laiicn ol r e w sionni ijonorafo' fa:)cl 
r nlos revisnd to hefefo Ur.il 2 lun fond n fObponso lo ‘r*sp Rc;ils 50 445/06-20 fi; 
50-44 r./BS 17 

COUNSll ,YV G Tu Lleci/ic (foimorl^ Toiras UMims Gir'io.'Himg Co ) 80/07/P9. He^u 
nt.nl Control (Jraneh (Do-cumcni C:on|ro! Desk) Ip 46404 160 46404 160 

0807200015) UUl. Inlo Mot i u 00 f)55, ‘Toienlia 1 rrc)3c>ms Caused dy S ngo Varum of 
L SJ ’ Svnr.ij Hi.s ” Sve l i'll cr*cl 

nOSSI.C L Dinsicn cf Opemi-onat Lvcnls Asscssnienl (Posi 6/Oaii) 68/00/03 
Consol -Joted Cdisoi < v o ol Now York. Inc I2lpp 4643/ 121 4043724 1. 

8Q080302G9 Si.p:»l ?. in NHC- Dul'cd n 1)8 005, None oiler mi‘g M«ik ^nppiod hy Pipng 
Si.p.:ljut».ln<: bi FolSCnrNJ fi Wost Jerst-y V'g Co ai W iriamslown.NJ.*’ Sve list orri 
ItOSSi.C.F Cv.skki o* OfiLininnnl Fverts Assrs=mom tf>osi 6?04ii) nn/06/03 
Coiu-ordniorl Friiscn Co ol Now York Inc 149p|> 4G530 121 4G530 ?60 

8807290008 5i,ppl 2 lo NIlC liu loin 68 008 * Thermal Slressos In f>in nn Co'-neclcsl ro 
HLS ‘Sve l SI end 

nOSSI.CC Divis on ol Cror.tnoi'al Ev< nia Assessment (Posi 870411) 06/06/04 
Consolidated Ldson Co of Now York, Inc. l?lf p 4f>504 001-4C504 12 \ 

080729011 1 NRC Inlo Noico 86-056, ‘ Poienlial fVcWctms W/Si ico'iO Foa*© F ro Barrier 
Ponolnito'' 5oa Is *' Rve list enel 

MOSSl.cn Uvrsicn of Oi icrationn' Fvonts Assrssmoiil (Posi 870-111) 60/08/04 
C:cns;)‘ dated Fdison Co Now Yo k, irr. 123pp 46569 175-46569 207 

8000020095 NRC J i:?o Nplco 80-057, * l > oli.*nl , al Lc>ss ol Salo Shuidown Lt;u.:>n oni One 
lo Bie t'alu © S.l ::on Cpnlro ‘ed Mnciii er Fei i.rn Sve list enel 
RCSSI.CE Divisor of OpoiAtipnjI Evans Assossntom fPost 87041 1> 60/00/08 
CcnwVi Jali’.d (X). ol Nevi Yotk. lt\e I2?pp 46-159.126 -46450 2 at. 

0803020102 NRC Into NOlco 88 058, Potonlrnl Problems W/ASEA Grown GOvcri I TE - 
5iL lure Overrun uni He’nys*’ Sve hsi enel 

DOHSl.t^E Divib r»r» of Opera l anal Cvonls Assossiront (Posl 070411) 00/00/08 
Co.-sol dared Fd son Co. ol Now York, fnc I20pp 46530:001 46536 120. 

0806030112 NMC in'o Nalicn 80 659. MSiV Gudo Roil Foluro at Wnle.-ford Unit 3‘ 
Sve list er.cl 

HOSSi C F Owl-sun ol CporakOiml Fvenis Assossmonl (Post 0/0411) flH/0t)/Cu 
Cen^n :.laie»l Ld.son Co ol ffow York, lie l21pp 46467 011 46467:131 

0OODO4QOB2 S:ipp1 1 lo NHC »n) o Noi CO 09 004. fria:foqLr«'Uo Qualification A Docurnon 
iai un of Fire Dampr Peroirnton SeaN ' Sve list me I. 

ROSSI.C.L. U v.sicn cf Operational tivenls Asbussrnonl (Post 0704 11) 08/C8/O3 
C:>nj><:‘«Jaiocf Fdiso iCo of Now York. Inc. 12lpp -1555B ?05 4C558:32fi 

8008190190 Forwards Insp Ropls 50-445/88 53 & 50-446/80-40 on 080/07-0002 No 
v.clarions or deviations noiod 

WAflNlCK FI f Cl c of Special Pro.erts 80/Cn/IO CO'JNSH.WG TU Eleclnc (for 
rrony Tnxas Uti'M os General r.g Co) 4pp. 46595 324-46595 334 

-0806 190 19B 'rsp Rnpts 50 445/08 53 & 50-446/08 49 on QQ070/ 000? No vio'akons 
cr Uovjaf ens noied Maior a.oas inspected 10CFR50 55(n) dcf.ciencm .assess mom af 
a!'egai oris, torrooiivo acl on program 8 gorevai p'ani lou*s 

VVAGNEn P C , UVEfW.CRC H H Ofc Ol Special PrcieciS 86/00/10 7cp -16595 320- 
465')!: 3J4 

8800050135 NHC >‘rlo Notice 08 06U. ‘inadeqaafft Desyn A installation cf WaicrTghl 
Ponoualion Seals " Swe list oncJ 

RO&SI.C E Division of Opera: onal Evenis Assessmoni (Post 0704 U) BB/OG/ti 
Censo! rlafod Ed son Co of Nuw Yerk. Inc 1 23pp 46569 208 46570 060 

8303050246 NRC ln 4 o NotiCQ Q0-C61. "CorVrol Room Hnbltahlty ■ Recent Rov cws ol 
Opora: r.g Experience " Sve fisl enel. 

ROSE.1 C F. D.viSiC.n of OfieraVional Events AsbOSSTroril iPot.t B70411) BB/0&/11 
Conso'iddlod Edison Co of Now York, Inc. 125pp 46504 312 46595 076. 


80081B0069 Forwards m.^osl for ti<*.if rg 8 pel lion lur i<.*nve lo riei.ii 
f0' Fair U lil Hegii alien 

GFHfFFlN R | Cili/o'ib tor f or Uli’ify noijclalion GRIFFIN, R L (j.ili.n, f 
B5/03/1I Ato ri: Safety a*Kj ^ c er so q Rrofri Pom:l 1(» 4P6I2 004 46 

■ ♦8008100104 Aff davit ol B Brink ’ Biscussts core r-n re cp^raiiori o 1 © 
inyi ducurromar on A f'erl-f c.do of Sve 

URlNK.R Citizens for Fair U?i’:!v Rog.iaiim 8H/C8/I2 6/fp 4051? 

8808180152 Revises (Utlo o' tu - co-np'i'i-.::ci hr virlato’i ro cahln Unft 
Hot:*, rn 445/0.4 '0 \ 0 b9l2'H 

rCUNSU .W G . WOCUI AN n n I U tu- ctr r (fonnerly Uh nf & C 

HB/00/11 Doi ,nn*ni Cordrnl Brancti (Ducuini. a iit t.reiio f-K ; 
4t.5/t>?0? 


8600050295 MK) r ilo M:.l i.e af OF? ' Rcvr-ii l in lnysro 
yams ty Si.f'pl off. ol Tfri'tsicrt Pn-ka j^s ‘ F.vt I si 
OlJ.’iNE f T.R F f)vr.nn Sale:) ci'tis A Tr.irvpoilal » a (Posl ■!/■)» 
Co:*^! slated Edison To ol N«?w Yn k lo<: '09:.p u/0 1 lAti -40*01 2-' 

0808170001 I <;rw,i'<ls /.p RnpiH f.O 441./0H SO A SO •‘■40/05 45 pn k; 
v r,MVO"v ot de vwMiv.i s n'Med 

WAR HICK. M F OIl* c* SpeciAl Proofs (lu/im/ix f:OJNS I ,Vt G I 
mer!y le»as Lilili s CaneMtog C*: ) 4pp 4657? 14? 46S7? 15 m 

-0806170002 Inup luqils 50 -146'Pff 5f: A f.'J 446/88 46 on 8H:t7C7-CU 
or ilov aliu s f o?(.d *.*djO' .'iron* 1 , ns-x-i tud npidirant eirto ’s ci 
frdr.gs.lechixai u.’v.o a- it am currerns A alloq.P oils A ICC : R : «0 55| 
RUNYAN. M F VF.?iMUltb.H U Cfc of S| m.mI iV|erS P6 
•1657? Ilfi 465/2 159 


0600170004 T or Wo rls .rsp Rppl . 50 *145/00 4't A :,f> 4 45 on c 

v jMt'tffis or doviaiions n iu*d 

V/ARNlCK.RF O'r rt Special IVo.OOtS KM/On/12 CDJNSLAV.fi ' 
merly fviiis UMiliO!- licinMl r() O; ) 4p,i 40!i6l> 3M -4f) r ,67 016 

-0806170006 Insp I3epis 5‘-l 44V6H 40 A fif) 446/HH-45 u« t 1 
vio'M cns.rlnviat O'is i:r irmsolvcd pleats ihHihI Ma|Cr wens ntbPL'Cl 1 . 
tiers on p-(ivnn.s <n«p li.'iin-js. foll.swup or, vio'afions/dt.vni eriS A sii* 
qrtnnb 

MAIECJ. LIVERMOiL.li II Ole ol S;;« oal Prnccis 6 h/::h/I 2 ?3 
•1656/ OU> 


8806090264 NRC Inlo f«t'* m f|8 C(V*. “Mijh ffiuliillioii ll.e i'ils Fft i*> l*i 
Rotocicrs, A Cnlrles Svt. list nrcl 

RDSSI.CC Diviso i o! Oper.ll u'Ul Events Assnv.Mi iif (Posl 87-31 
Ciirisrldniod Ertisun Co of New Yo'k, : i:: i i:\qi 40560 niS 4f* r .G9 1/ 

8000220234 FcrwViJs ‘“.Jp Rrpls 50 -M 5/00-6? A * 0 440 /!•*! 48 on b 
vcl<H'0‘‘s or d )vi.*ilicr‘i! noted 

WAflNlCK.R C Ole nt Spcesil I’fo^T.i'i ml/00/ IS COUNSI.. IV G T 
me.'iy Tevas l/tht ns Go.'iernirri <‘o ) 4pp 4fitu)?*)i:i 4 <»'i<j2 326 

8000220230 Yibp llcpts '.0 4:5/09 5? & VJ 440/00 -10 on Ili'O/CY-UU: 
doled Major oroas mspf'ctod fo'lowi.p <jn vmlai ons/dnvint O'is.lel :mt 
idijnlified ilcn‘.s & m.opi'Ml ijiial rutr.’sl p‘iH|rani aelivili.rs 
nniin.SD. BURmS.SP. W.CUC.dS ou ©f Spr-Iil f'ro.ec'S. l>! 
461*0? 317 46602 3?H 


6B06 110206 NUC Irfo No* CO UP 064, f J r , |io.‘1ini| i res in Nn^letir Pft-.'.ei 
fir Power Pinnis ’* Sve 1st orr,. 

ROSSl.C L Divif- on ol (Jpoial on-il Evc'its Asst csna id (1'esi 6704 
Ccnsnldaicd Kttisrtn Co of New Yo*k. 'nr Kl-:;.p 4<j(i4.‘l 00 1-46643 it 

660012032? HRC Inly Nuito B6 <‘.6S, “liiivlvetUttu (liar ayes «l S' r u‘ti ( 

‘isl end 

nOSSl.C E Divivcrt of Op'.vaiicr'Hl Lverus A*isus c rni , nl (f^sl 0704 
Cnnso’iJcileu LrJison Co. of Now York, ire I23pp 4GG2B01 I 4C62U i; 


8808250368 Supplnfrunin 1 n»s;K;nv>o lo lr-sp Ropts Si) -14S/HH ? ) A 50 •: 
m trpnnis nssne ated w/Cpon Homs S 18 & S 30 scheduled lor 
090327 Sys mUvaeton proynm wi bo ternpoted p‘-or lo Uni 7 fool c 
COJNSIL.W G . MARSHALL J S TU Fleeir <; (forr^ior,/ Tunas Ull-tiOH < 
00/00/16 Hoaimonl Control Hr«r;cti (Oorumnnl C<;ntroi Desk) 
466-17 170 


8008250319 Forwards .r.sp Ropts 50 445/OR 51 A 50-4:6/08 4/ C“ 8 
rtolicO o? violation 

WAMNICK.RF CU: ol Spocol f^o.or.is 80/08/10 COUNSIL.WG 7 
merry Texas Ulhl-ns Genera ling Co) /p;» 4664/ 35? 4664 H 022 

♦-0GOB25O323 Nolico ol vi'jlahon 'rom msp on 06O7U? 008? V C'-H P 
Design Change Authorisation 74?-:9 approveil liy i.nault on/od perserr 
WAHNlCK.n T Ole of Special Preiccis 88/08/19 2 pp 4004 7 359-400 

• 0808250325 Insp Ropls 50 445/8fl-f.1 A SO 446/80 4/on 809707 
ncileOMopr areas nspoctod appl cant actons on pre-vucs imp I rt'-i 
violplions/rloviaiicns A IcTowup on NRC Compl arm ngl'olin 88-006 
LIVERMCnn.H H Ofc ol Sp©cl<)l Projects 88/(10/19 22pp 4G046 031 

8800160392 NRC info Nckco 8B-C6H. "Inrliislnal nadug'ophy Insp A Lnl 
I si oriel 

Cunningham. n f. D.vib,cn or irdusir-ai A Mr. deal Nudoar Saiuiy 
03/U8/22 Ccnsolidaierl Fcfiscn Co of New York. Inc 9dpp 46026 134 

8808160414 NRC Info Noiico flfl 067. “PWR Auxiliary Fncdwaior Piinq 
spood Trip Fo luro Sve l.$1 ©ncl 

ROSSI. C.E Division ol Cpcraliona' Events Assossmunt (Pesi B?CU 
Conso’idatod Ed’sen Co of Nuw York, lr,c. l?3pp 466-H 105 -16643 2; 







4G59& 026 46505 028 

€008190254 S..pptemi?.Hfil Pofiaer.cy Rcpl 0^07-103 fo Cracked grots .n valve 
operators tnit ally reported on 08DI21 Co'tecl.vo aci or*, for L?rj| l rescheduled unh! 
681101 Uril 2schedjlc unchanged 

CCUNSIL E G TU Elccinc (to'/re.’ly Texas Ut fclies Go-'Ota' ng Co > WALKER. H D 
Texas U li iiies Co 88/08/10 Document Control Bran erMOccumcni Ccnlrol Desk) Ip 
46593 022 46596 022 

8B08 180181 Supplemental Deficiency Rept 0^07 116 ft? posiualed fakr* of nhegon 
purge regulating vatees Iriliall/ reported Cn 980330. Aliefraiiwos being evaluated Nuxt 
repl exrfc’cd by 8910 1 4 

CCUNSIL W G MARSmALL.J S TU Eleclnc | formerly Texas Wns Go*iorat ng Co) 
88/09/11 Ccctmont OorV'cl Branch (DvC.imer* Cor.:'o‘ Desk) Ip. 40508 359 
46589 359 

0808180258 Slpp c-nenial Do'.cioncy Ropl CP Of. 63 rr *oat- r>r p'oioctor *0' Cass IF 
components. Initially rirpo'led on 831002 inslru:: e.is lor p'oper seaing o« ruirio'): 
ccnduls A jjnehon GOxOS Aro now ncludod ri Spec 2323-FS-IOO 
COuNS L. IV G '//COPLAN D fi 1U E ocm: (femody Texas IJIi c?s Geneialirg 
Co) 90 / 08/11 Document Co*'*‘ cl Hr aiC" lOPCi-mani Control Dos«) 2pp 46593081 
46503 00 '1 


V. Operator Examinations 

8808250203 Forwards s„flvn,iry o* u90903 moelng w/uiJ.Hogion iv & Ole of Spec nl 
Projects ro pnrlo'T-or.cn ol plan i po-scnnei on recon: A past F.HC admlnisiorod cpnra 
ler I cers'nq oxa-rs 

CALL AN. I j Reg-on 4, O'c cf the Uitedcr 68/00/ 17 COUNSlL.WG ID Ltezlrr (f:r- 
mcrly To<«is L.li'4 os GcnrraTg Col 7pp 466-12 326 46612 332 


OOCKET 60-446 COMANCHE PEAK STEAM ELECTRIC STATION. UNIT 2 


A. Appfication/constroction siege documents & correspondence 

8007260070 Summary of 860713 oj;:iI al S8VV efes n Roslon VM ro losi rosJts fO' 
ccr.ctcto a»:chD*ar,os 

TERAOO Oc ol Sporal Proincis «r>/0//15 Ctc of Spoc-al Pro.ects epp 
46302 199 4G302 220 

-0807260031 Civ.l/Struclu'al Tosis >P H: .: Exparsion Anchors Installed n Comd.'i led 
Hclcs 8 Ricmaril Inserts W/Par: ul Boll Engagcnteivs.'* 

' Stono 8 Webster Fng nor.r.ng Cep B9/U7/I3 lt);:p -16302 2C6 46302 220 


8 DO0lbUObb t-orwurris proposed inai urau uiisuo uose uaicuiaiii 
Utils L loci' c Comanche Peak Steam F.locif C Staton " 
COUNSlL.WG. QECK.JW TU F.toCl'iC (lormcrly To*05 Uh’iliOS 1 
08/C8 Document Conlroi Branch (Dccuinonl Cmlro! Dos 
46552 V.ii?. 

- 8000150056 Olfsilo Doso Calculation Manual for Texas lit 1% Elo< 
Steam Electric Siaion " 

* TU Elocinc (fonrorly Texas Utii.hos Generating Co) 68/02/2$ 
46552 002 

8000160120 Forwards Amends 9 A li lo CPP1M26 8 CPPrt-12 
evaluation A nobco ol issuance Amend sow* Pansier in ow r.e 
Texas F'un c-poi Power Aolhcnty io uhi 

GRIME S.CJ Ofc of Specif Projects 60/06/10 COUNSlL.WG 
Texas Ul lii.os Gonorairy Co ) 5pp 4655H 004-46309. ll>5 

-8008 160 122 Amonds 9 8 6 1o CPPR 126 A CPPIM27.rcsper.Hve. 
slip from Toxas Muric.pol Power Aulf only lo Texas Ul is Declnc 
GRIMES. C I Ole of Special Prc|f?cis 86/06/10 2pp 40550009 ' 

-8800160124 Safely CvA'iiAliOn supporting Amends » & 0 lo l) 
CPPM- 12? rospoLlivoly 

* Ole n: Special ProioctS U0/O0/ 10 3pp 40550 101 4 0550 103 

•8800160125 Nohce cf ccnsrdoral on of issnanco of Amends 9 & 
126 X CPPR- 127 respociivoly Ainonds cliar’no Owner blip mlerosi 
GHIMLS.Cl Olccf Spocal ProiocN «0/ttJ/1O 2pp 46556 104-. 

0800160453 DibCuSsOS isSua'XQ of S.ijipl J 5 Id NUNC G 0797 ro 
mailers corcernng corrocivo ncuon program absccaiod w/du< 
cod’o iray hangers Crrrtchvo ar.i.on p'ogtem acc.oplahle 
GRIMFS.CI Ole ol Special P/o.eels 00/C0/12 COUtfSlL.W.G 
T(*xas Uli'ilios Gorcraiing Co ) f.pp 46663 344 46653 340 

8000250296 Forwards Rov 4 lo "ifuJopcHunl Assess n-.enl F‘fO'j 
Cos gn Rov ow Issues List fo' C^onurr’Chn Peak Flocinc Sianon I 
WILLIAMS, N M CYGNA Energy Services BB/CU/U) COUNS'LA 
rrerly Texas Ui.'ilos Gererat i y C'o ) 2pp 46l>47 1U0 4UU4/ JOfi 

-8000250300 Rov 4 io ’IndOponcfcnl Assuss-nenl f’rrgrarn Coi 
Hovi )w Issues List lo: f'cn anc’m Peak Stoam Floclnc Siaiion - l 
’ CVGNA Ererpy Sor virus BR/OH/19 iPRpf) 46647 1B2 4R647; 


E. NRC Satoty Evaluation Roporl (SER). suppls & cotrespondc 


0808030224 Fcrw« CIS cbnnyos Scfiedu* 0 (J fer li.tete FSAR omond ro ro'inni max A run 
o If s.:e cower gr cl sy& voyages 

CCUNSIL.WG. WALKLRRD TU E'cclr r ifo'nterly ToxasUm.es Goncralr-g Co) 
68/07/15 Oocnmont Coarrcl Grancn ll)-ei iTcnt C^cntiol Dos-) tipp. 40429 097- 

4t4?9 104 


8008240043 SAFETY EVALUATION REPORT RFl ATED TO THE 
MANCML PEAK STEAM LLECTHiC Sf A I ION. UNI I S 1 AND 2 
A*te 50 446 i Texas Uli'ilios Genoiam’g Company) 

' Ole of Special Projects NUREG 1)797 510 fiG/07/31. 

46570 163 


8007280393 Nohlca*. oil cl PRD722 neolng w/.jii A CASE n ArlngtonTX lo discuss 
opp' rahlo porlicria ul faclly eg'comoni to w Hvlraw Irom Icuns'ng hu«ir.n j 
VVAHTUC. K}\V. Oic of Spooal PiOic-Ctb 8M/67M9 C.R9AFS.C Clr. c*1 Spucial 
Pro.teClS 4pp 46336 040 46336 C43 

0 807200 1 10 Discusses va >d alien of airjnliid rospenso spcciia oaserl cn RR07 14 
rrool-ng Uiif wli bo nlcnned ol romTionis 

NORKIN.D Olr nl Spocol ProjGCis 80/07/20 I YONS.J. CJc ol Spou.il f’rciocis 3pp 
46344 22A46J44 229 

0807270132 Appl.cahon fO' amend lo CPs LPPR 126 & CPPR* 127 A apptealion fo: 
amend !0 app'icaticn fer 0-s.fn"oc: rg ioviscJ cwnurs’i p miorosisFco pa n 
CCUNSIL WG TU Flednc I'Ofmeily Texas U: iios Gonoming Co) 00/07 122 Docu 
n-.er.l Ccnlrcl G'anch (Don jmoni Gcr.lio! Desk) 25 r .pp 4G306 024-46306 322 


0808240DS4 SAFE I Y EVALUATION REPORT RELATED TO T ML 
MANOR E PFAK STFAM FLFCTRlG Si ATJON.UNlTG l AND 2 
Anl 53 446 (Texas UlR os Gonoraimy Company) 

’ Ofc of Spocal Pro.ecls NUREG 0797 SlG 00/07/3 1 
4 65 7R 347 

0808160055 FoAvards SSER 16 (NUREG 079?) co voting ccrrocin 
sociafod w/dos gn ol cond^il supports W/o one 1 
G RIMES. C l Ofc ol SpuciP' Pro,ocis 08/Cn/C0 COLJNSIL.W G 
Tnxas Uli’ilios Gor.o.‘ Olmg Co.) 4pp -16560 002 46560:035 


F. Security, medical, emergency & fire protection plnns 


08081700 IS Nohl os tnai l*efi , i«’g 'or ap;:‘icai on lo* tefn;:o*dry order ro uil rccucsl lo 
dischargo low vol waste comng od w/mo*al clean ng wosie & sfounwater scheduled 
680823 in AuSli*i,TX.Drall Slalu of Tx order ericl 
RARM-fARO.P lexas. Stale ol. 88/07/26 OSHFA T TU Qte'.t'-c (fcnno.'ly Taxaa 
Uh'Nos Gonerniitg Co.) »4pp 46534 080 46564 003 

800809024 2 Summa'y of 860314 rr.c*£|inn w/elil io rediaton p.oiochon 
orcariixauon.Moe: r.g robcoagenda.i.si ol ailo.idoos S uni p.osoniai on o' i ci 
WILSON. J H Ofc of Special Prcjocis 8R/D7/2B Ofc of Spocial Pro eels 20pp 
46460 170 46466 192 


0007060520 Generic Hr 00-10 to oil power reader Lconseos A 1 
p:Ovals re purchase ol GSA approved socu'ily containers Svc 1 si 
MinAGLIA.F.J AssOC.fllO Di'uclOf lOf Prc|i?cis (Pod 07041 I) 0H 
Ed .son Co ol New York, Inc 3lpp 4GJ08 299-46380 32D 

8607260021 RoviSnd Omergcncy ptan procedu'ns. including Rov 6 
Inventory of Emergency Fqu.pmenl & Supplies" & nov 3 to EPl 
Cfiticn Sys Survo Hence A Repts “ W/080/14 Itr 
WALKER R D. TU ElOCbic (formerly Texas Uti ilies Gor.or filing ( 
40289 305 46200 348 


0000100280 Informs Pint uui raeia: on proiodiCn organ»7anon must i^cUde mr'iv.rljal 
who meets rad-aion p.cled on n'anagnr q i j n :■ I canon cnlu:.A ol Reg G.iTJo 1.8 based 
or» 860614 meeting Respmso reqtostefl hy 800815 

GHlMES.C l Ofc Of Special Presets B0/O8/O2 COUNSlL.WG TU Eloctr.c ^Icrmorly 
Texas Ut lihos General r.g Co ). 5pp 46500 347.46530 351 

80001101 10 Discusses ongmeorng corvraclor A sM ong neon r.g rosponsiSi! • ns A orga- 
n/.-tbcnal structLfo 

CO'JNSlL.W Ci TU Electee (lormnrly Te<a ? Ul I hos Gor.orai.ng Co ) 00/08/02 Uncu 
menl Conb ol Branch (Uxur.enl Conlro! Dosk) 2pp 46.;99 16 1 4649D 162 

8000110279 Notfcalon of B80B18 mooing w/ul l.Wcst nghouso 8 ClOad & Assoc in 
Rockv.l’o, MO lo discuss ana'ysos | u si 'yrg use ol lo/»V belo'e break rrelhodology for 
pressure: serge fne ot plant 

WiLSON.JH Ctc. Of Spec-al Pru.octs B-0/08/03. GRIMES C I Ofc of Special Pro.ects 
2pp 4649 Q 326-46400:329 

8908160330 Forwards ’P-iO’.ocol Between OSP 8 NRR for fcchncfil Rov ow ol Coman- 
che Peak FSAR.’ provrdmg TAC rumhors for use by NRR n tracking rcscurces ©x 
ponded ffj'.i g review ol plant FSAR 

WH SON.JH Ofc Cf Special Presets 08/08/05 LMJTCHCR.F J Tcchncal Spoci! Ca- 
lions Branch CHENG C Y. Malena’s Ergneering Prancn. MARSFI.L F3. Mechanical En 
gncering Branch 4pp 46559 169-46559:1/4 


8800040247 Gnnonc Itr 80-12 lo aiJ ()ower reiiclur ’.conseos A ap 
f.ro protect on requnemeois Irom Toch Spocs Svc list oncl 
MlRAGHAF.J Assoc-ato D.reUor lor Proleclb (PoM 870411) 0C 
Ed^on Co of Now York. Ire 62pp 4G463 291-46463 J4p 

0808100069 Forwards roqudsl (or hearing A petition fer leave to 
for FHir Uli'. Hegulat on 

GRIFFIN, R L. Oilmens for Far Ut lily Rogjalion //30B C912 B0. 
and Liccns-ng Board Panel Ip 46512 08-1-4G512.1C5 

-8808100104 Aflrdavii of U Drink * Discusses concern re oporafic 
lag docmiRntaiion A Ccrhlicaio of Svc 

BRINK.D Cit rons for Fair Ulilty Rogu’aiion 80/08/12 57pp 

0808250270 Forwards Rov 10 to Oirergoncy plan Cota li 
nncI.Emorgency plan w.ll bo Iransmiliod as indopondoni docum 
irg as amend to FSAR 

COUNSlL.W.G TU Eleclnc (formerly Toxas UHikos Goneraimg ( 
mem Control Branch (Document Control Dusk) lOpp 46644.151 

-0008250203 Rov 10 lo omergoncy plan 
' TU Eleclnc (formerly Toxas Uli’ilios Generaliruj Co) 88/00/; 
4R645 \ \? 


«riCEMA*ER.C J Alcfnc Safely and licensing Appeal Pa^oi ;/3a0 0858 B8/C6/03- 
0 Vff oJ mo Genera' Cnun^el ip 40401 260 -16-101 ?C6 

63CB160069 Fcrwa'dS request fu' hearing A pol-1 0'l lo.‘ lea-v 10 rtO'VPr.e by C '^cns 
I c ' fa ’ Uh‘ Hsgo'Jl cn 

GRif-FlN.FI l. Cilfcn* lor F'in/ Ul.l«1y negi/aium GHlFHN.R l G'iNn Hi '/'’OB 6012 
a^vCR/li Alorr.c Saloiy an| uCnnynq Ooard Hanoi ip 4G512HB.1 -:6f>1 2 165 

-8806181)075 Rooucsl lor hOd'fi) A pelilnn Ccr leavu lo intervene Ly C.:;ons Icf Fair 
U*il Rocu'aticn ’ 

Gnifnrj.R L Cii-/ons Ar t iw (fifty GRfFf-fNRL <inffm, ft ' 00/03/ If 

A'of* ; Safety a r d Licensing GofmJ Panel 20pp 4fi5l?ftfi5 >*W£ 165 

• S8C810O1OO AKhMstpI of a McCook* C.sc*..ssos concerns ro oremlicr.s cf 
piani Urc/ocuicd alb Irtvii ol P Ro/n«uff one' 

MCCOCK.K Cl.ws lor F«n* Unly Rng..Ulion «‘1/Uli/(J5 4pp 4GS12 100 -165 1 2 Kill 

. 0800160104 Athijlvl ol 5J P.‘ r-k ’ Osais',«>*> ccir.tfn /n cp.ralon ol |>l,ml W/M.panr'- 
'5 cx.iir.cr'rjlicn & Cirl'Kalc ol Svc 

UR ‘JK O Ch/r.ns'n* Fm* Uh'ily Mcguanm dfl/OBM? 57|ip -ir» r » 12 lC'J 46512 165 

58OSJ00O87 ho/v>/mi<i tj-racipd P«ign 0 lo RBOUil poil.cn 1c/ 'utr.jg A p,m:*n Jc* 
i?avo io inlC^C‘ 0 

GRNK 0 C neons ler Fa » Unly ReguUi.on n 3hi) b'U6 8b/08/i2 Aicmc Saloiy iru 
hcer.s n g Dean) Pa "d 2<\o 40 r >i? f>/i) 4«5 12 0/0 

06O32SOO2O Forwards memo to JG Pad ow ro rrulua ly nyuocJ i.pc:n nic proiai cn ol 
corfd r, f ro;.b j ->$ o* ,otni sf far at r;« . n p(ocv<\hnq IV At enci fJ-.f/?(o<j C0"' r sf:ccrb''Ct‘ 
‘/OCHEJL Ass Siam G< riuiai Ccunso! for Hoannns f/386 f/J5b 88/09/16 ELt'SJ 
Ci‘- 20 ns Assocuil.cn tor SO'.ind Energy f DoAR Ci Nowiran A Hciu.ngor GARDE G P 
Govo/n ronl Aoccuf«<it.<‘ity /Vc|trt-i ip -lOVJH JOX ‘Ui$92 


M. General correspondence 

6500160079 Connne*;** supposing Kopysnd rut* JCCFR60 ro mjij 1 pppJ r,r. x>$ oi leak- 
belcro break ioct a no‘cQ/Ui strongly on-jorsns proposal In mvosugalo saluly t nccfilS 
assLC atop w/ unk W.'oru Irnak techno Or|y 

CCUNSU.WG ’ U UecHir poojnuJy Tnxjfisf UJjVUos Gcnum-ng Co } W1/C0/O5 Ol'r.c 
cl too Su;fC'Qry c:f Ihc Uuipn iS^lon r ip|i -Hi-UH ^29 4040:1 Wu 


1 Financial Information 


850 7270 1 32 Ap;: iculion lo* amnn;J 10 CPs Cf** >f l- 1 2G A CPPFM27 A a;.pl c«ll on lor 
anico-J ro Pj:pl C:V on lor Cls.rul cch^ri revised o^norsh p nierosli Tco paid 
CCUNSll W G HJ ElfCir-c t'orrri-fiy Tc*xtis Uli'ilius Gmcrpi imj Co ) 69/07/2? Docn 
men* Coniroi Urar.cli (Uoo.rnc.et Ccni‘i:i Oosk) ? r i r ip;i -Hi3UR 024 48506 322 


J Insurance A Indemnity Information 

6303 12030 T f'cr*nrds L : r>doi«nmunls 1,2 A .1 lo NFXlA CuriifiCOto NW 16/ A MAFlU 
Ce*: hcaiM MW- 193 

3FCK.JW TU Elnciric (fon'orl/ Texas Ulnhcs Gono.’Plihq Co) flll/OD/OD 
M'JrlCCV.TF. Oil co of Nuclear Hoador nuqdatcn, D-r<*clcr (Pcsi 070411). ?6pp 
465M- 250 46514 275 


K. Uti'ity Final Safety Analysis Roporl (FSAH) & amends 

6606090270 Forwards An.'-nii 73 lo FSAH lor Coiraricht! Peak Slo&m Electric Sialion A 
U I 08C6CS lif p'ovufmg ikisrriphon of inner.'! 

COUXS'L.WG TU Ffec/nc (/orrnei/y f o»ps UWifius Gon:mfitKj Co ) H6/DQ/CS Uacu 
meni Ccniro' Rrant h (Coturroul Crjiilrm OosK). 2pp 46471 10-1 464/20/0 

■5606090274 f'rovideb dosc'pTcn of cntl Amond /3 lo FSAH for Comanc^o Peak 
Sicam ElCC'nc Slftlion.mciml np rov to Suctrm 2 1 ro d-rloimg v<s.*or overlook access 
road wh rn no longer oxisis 

COdNSft WG Fu Clocinc fformciy T^*as IJMI 105 CTo^n-rtii-'g Co) 0B/OB/OG. Oocu* 
rront Coriirel Orancn (Cntumonl Conlroi Desk) ?pp 46471 196 4Q471 197 

• 6800090276 Arr.on<i 73 lo FSAfl for Comarcho Rook Sioam E'ocinc Slai-on 

III Elecinc (Icrmoily Toxas Uh'itios Gcno'aiinn Co) 8B/0fl/O5 233pp 464/1 19A- 
464/2 070 


M. Aalltrust correspondence 

8608100231 Ccmrcnts ol Cap Dock Ekcinc Coopcraiivo.lnr. ro sg-H-ranl changes 'n 
' ac‘ .i(y that wnrram anfiimsi rov ow at OL suigo 

ONEILRA. AO^AGNA 3 M Cap Mock ElGCtnc Cooporal.ve, Inc ONEH.RA 
M Icr.Bdl s & O No/ Bd/gy/09 223pp 46506 130 46506 % I 


Q. Inspection reports, IE Bulletins & correspondence 

B50S200295 NRC Into Nolico 00 032. P/ompl Ropodmg lo NRC Ol S g^.'icanl lr.cidon*s 
J’JJJ n ? R adrc\9cJ/ve Wa<J " ivs*: l.si cikI 

do IAM.R E Divison Ol Industrial A Med cal Nuc’oar Safely fPost 870729) 

00/05/25 Consol tlaied Edison Co ol Now Vork, Inc 120pp 46368 179 4G3B6 298 

bb JJ° 30030 Responds lo NHC 080623 id ro violations noted in Insp Repls 50 445/80 
24 a 50 446/80 ? I.Coiroci.vO pciicn procoduro involved changed such thai convcr- 
s on dafa packages no fonger roqu rod 

WALKEH.RR. TU E'octnc (formerly Foxas Utilities Geroratir.g Co) 
nocumem Comrcl Gronch (Documoni Ccnlro 1 Cosk) 9pp 46429 341- 

46429 349 


surui'/ib uocjmom Lc'ilro 1 R'anch (Document Conncl Cesk) 3pp 4^297 069' 
46297 061 

8007200162 Suppl 1 10 NRC lr*c Nebco 69C46 Licensee flcpi of D“fccl've Rc'jr- 
t>isi*od C kuI O‘06"e*s ” bvc J s! pr.ci 

HOSSl.C F D v.s*on ol Operational f*ve*"s Afsessnenl rPosl 8/0411) 69/ri7/2l 
Ccnso ic:a*ei Ed'S on Co cf NeA r'ork Inc 1 25pp 46'JBO 054 -40:80 1 70 

0807270001 Frrwa'ds ir,«p Rrpis 50 445/85 41 A 50 446/00-40 o*v 8B0E:U 07C6 A 
notice cl v.claiicn 

VrA9t:.CK.H <,V O'c of Special Rroit’crfc 60707/22 CO./NS fL WG TJ LfCCfi.c iter 
merly I eras U >i or. Gene ai ng Co ) 7pp 46:if-6 001-46306 023 

■ -88072701JQ4 Noi ce cl Violsiu'* ‘'err irsp o~. 86C60S 0706 Vo'ai cn roled reilhe-r rlr ; *i 
C crey rep I nor no r *ccr.to*n.'nco rr>p* issued tp damdy & correct dscrcpancos re set 
poms ol e*o‘eciivo ^eays A msiai al.O'i c f ncorrect fjas L ets 
VVARNICK R w Ole Cf Spec. a* Pro.ecis flft/07/22. 2pp 46330 000 403C6.C '9. 

- 8B0727000B isp Repls 50 -145/08-41 A 53 446/RB 40 On B8O6O0 U7CG V-iVahcns 
nole 1 MajC' a'eas i<*spectcd s ^r,i|ica'il dc'ce-icy ropi fci'o^up creeper iiticra' reiesi 
mg prqq*a n, pla~l tcu'SSER fc'cwi.p A aiega* on rc-v cw A Ic lo-uip 
BUTEn.SD QURRS.SP, WICGE.JS O'C Ol Special Prn,eclS G6/0//22 '4pp 
46306 0 1 0-46306:023 

£8072700 H ror«3'C$ "sp Repis SO 5 4 5/80 ifi A 53 446/03 -m on bQWJFi 0?Z6 A 
noi.cn ol vo'at 0^ 

WAHNlCk RF O'C ol Spec a l Proied* 99/07/22 COUNSIL.WG TU EecVc (for 
rtwdy Jo^as Du' hes GcrctalTQ Co t ?pp 463 1 ? ?l 9 id 3 f / 236 

-8007270015 Noi-Ce Ol violaiicr. 'rom r so on R83GO0 07d> Viclst cn ro*o<J 1/4 rch 
fiffet wefds rnftvng at oacn oil of luCirg & ccrdlpn rci noieo Ru ing Indi OC nsp 
WARN CK F1W Ofcol Sp 2C3lPro.ee IS 08/07/22 ^pp 4b3 1 7 226 46317 220 

-8BO727OO10 h-sp Pep's 69-445/60 46 d 50 446/88 44 cn B806C&O7O5 Vidal or.s 
noted Vaicr areas inspected 1o>lowod on eiclat'ons/doviatonrvNfiC Comp'anco Bu.lo- 
lin 87 002 A siaiod team issue scprjl c aci on plans 

UVERMORF.H H OlC 0* Scocrai Prc^cis 06/07/2? *-0pp 46317 229 46317:233. 

0807270074 Rei*rcnds lo Si.pp s I & 2 of NHC Bcl'eJi** 67 CO? "Fastorpr Tesfnp ip 
Ooterrrna ronlorrrance w/App‘ cat'o Mail Specs*' Usl cf approved vendors /sjppli- 
c'& end 

COUMSU.WG T U F.'nriuc tHxmoriy Tt-xjs Utnies Gono^fr'g Co) PB/0//22 Dccu- 
mem Ccnvo! B'anch (Ooctmnrt Ccr'ro’ Dos«) 1 7pp 46335 063 463J5 C0O 

66C 7200246 NRC Ci.i’e*n 68 003, "Ih r,fcfe 7 ctio 7h nnrnj m West nghcu’se f^edCfcrs " 
S/c ‘isl enci 

noSSt.CE. C vi von ol Cperahonal tivo'-fs Assessme' i (Post 670411) 00/07/20. 
CC'Kof Jd'wd Cdrspn Ce of Nc* VO'k. fno f?3pp 463 18 07v7 46343. 192 

0807210210 NRC Info Noico 68 052. *Falj*o ol ‘niraulenro Tar-dern ol F'eicner Sen 
App'icaicr UracnythoraFV Dovxos Dj mg Pahonl Treat ment Svc isl enc' 
CUNNINGHAM HE Cr/-sm ol '-'duv/al & Modica*. Njclea* S*k*ly (P^sl &70729) 
68/07/2/ Ccr.so idaiod Ed son Co Ol New York. Inc iCBpp 4f,307.0?9-40o97 126 

0008040102 Ack recc pi ol 060/18 lit n'onnng NRC o' Slops taken lo correct v.jlauons 
noietl m 'nfips 50 445/B8 36 & 50 44ti/63 31 

WARNICK.R F Ofc ol SpOCid H/Ciecis 08/0//?? CCLNS1L.W G TU Elecinc IfCr 
rr.e* y ioxas Ui> ri'e a Generating Co ) 4rp 46426 343 43426 346. 

8807220034 NflC InlO Noico eB 053. '‘liconaoo Vio'airr.s cf N R C Rogj’aHoris.Wr.ich 
Led lo M^U cal Oianr.osl c Visacn m siffti.or.<i " Svc l si o"--. 

CUHWVGHAV.n £ n.ert o-i ot '^usvai & Medical Njz>ca< Safe iy fPosi B7073d) 
L'8/07/23 Conso' dated Ed son Co ol New Ycrk. Inc iC6pp 4C396 263 4639/ 028 

8307220192 NRC fnfo .Vcnce 66-054, ’Ta “u'e of G*c*jt Breaker Fo'ow.rg fnsldfaf-cn 
oi Arrpiictcr Drecl Tr.p AliachT.em * Svc l si end 

HOSSl.C t [Wiso'i cf Cporai.cnai Ewer**; Asstssmeri (Posi 0/04ii) 8tJ/07/2d 
Consol dated Ediscn Co 0' New York .**c iPlpp -1641 / 020-4641 1 t<0 

B0O8O3O352 In'orms thai dale Ip,* coTplctng msiailainn ot no* steam gjror.Hor 'ot^el 
p'alos revised to hoforo Ur.il 3 fuel lead n rosponso lo lisp Pop's 50 445/Bfi 20 & 
50 V.6/BG 17. 

COUNS'L.W G TU Electric |1orrr.O'iy Toxas UliM.es Gereral ng Co ). 88/07/29. Dccn 
rr.enl Ccnlro* Brarch (Coctnioct Ccnlrol Desk) ip 46404 1 1 13 46404.160 

S807?$0£U9 NRC inJo Npiie B8 055 ‘ Pcienjial Prc-pJers Caused Ly Smple FaJjre ol 
ESF Swiia Pus ‘ Svc list oncl 

ROSSi.CE Oiviscn ot Cpe.'ahonal Evenly Assessment (Post b7Cni) B9/08/03 
Ccnsoidaied Ed'SOT Co t>l New Yo k. Ire J?lpp -*.643/ 121 4P437 ?4i 

B0O8O3O289 Supp’ 2 lo T.RC Eu ehn 88 005. “No'iCCHfcrmng Malls Supp! ed by P-png 
S Jppf es..‘r,c di Fu S0*r»,.VJ A Wes f Jersey M'g Co el W. 1 arrjs'own NJ Svo -rsi eici 
HOSSl.C E D v-sicn ol Operepcna 1 Even's Assessment |Pcsi 8704 il) U8/O0/O3 
Co rt sn‘ da led Ed-scn Cu ol Nbw York. Inc I4«pp 46538 I2i 46538 259 

BB07290008 Supp' 2 lO MRC: Gjl'em 8B 0v8. "Thermal SlreSSOS n P pirg Connecied 10 
HCS ” Svc list oncl 

RGSSi.CE C.vison cl C3perationai Lfvcnis Asst'ssmeni (Post 870411) 8e/Crt/G4. 
Consci'drfted Ld'SOnCo ol N«w Yo*k. Ir.c 1?1pp 465C4 001 *16504 i?1 

88072901 1 1 NRC hlo Noi:ce 8B 056. "Pole?.: a' Protloms W/S l cono f cam Tiro Barr er 
Por.6''aiicn Sea’s " Svc i-si one’ 

HOSSl.C E U.vsion ni Operahcnal Events Assessment (Po^l B70-111) 08/00/04. 
Con sol dated Ed. sen Co of Now Ycrk. Inc 123pp '0563- 1 75-46563:297. 

8003020095 NRC fft'o Neuce 38-057. Pcier>l/aJ 1 oss of SaJe Sr,<;fr'oivo Ec^npmo/)! Di.e 
10 Promaitre S l-ccn Conirn'led Rect.fier Fa Ijre “ Svc l st cnci 

ROSSI.CF Divison of Cperai.O'ial Evrnis Assessment (Pent 8/0411) 8Q/08/C8 
Conso idatpd fdiso'r Co oi Now ^Oik. Inc l2?pp 46459 J 25 -16459 246 


248 DOCKETED ITEMS 


8606020102 NRC lnk> NohCQ 63 058 PoTnla* Problems W/ASEA 3*own Oovon 1 1 F 
£i'L T me O/ercurrent Relays ‘ Sve I si oncl 

ROGS'.C.E n.vjo^ of Cperniiorial Fvunls Assnssr.cnl (Posi 870*11’) 60/08/00 
ConSuiuaifM Ed son Co c< Ni*w York, Ire l2Cpp 46596 0i)i 46530 l?0 

8608030112 NRC Info Nylco 80 059 *VS‘V GjOO Had Fa'u'S at Wjrloifcrd Un.i 3 
Sve I st cr cl 

ROSSS.CC t'.vso'v of Cpcratrjn&l Events Assossmenl (Post 0704 ti) 6R/C0/O9 
Conso (dated Ed son Co of tfe* York, ire 1 2 1 pp 46487 Cl 1 46467 13 1 

86080-10062 Swppl 1 lo N«C Info Nohco 60 C04, ’ ’r'adrqjifu Ounl l c.il.cn 8 Oocumen 
t«L<-:n ol Fire Barr O' Po r ‘f?1ra'. on Seals ’* Sve lisl one 

ROSSl. C.E C.x.s O'* of Cperational Even’s Assessment (PuM 67C«lll| 80/C0/O9 
Consn ulaii>( 3 Ldson Co a 4 Now York. !rc i2lcp 4«*5B 203 46f/.fl3?5 

6808190196 Forwards Inr.p Ropis 6C 44 5/89 S3 /► *jfJ 446/00 49 on 8H0707 9602 No 
vtolalio^s or doviatons noted 

vVARNICK.R r Cfc ol Srooa' FYr^c'is f!tt/D8/lii C'JLPA I vV U foe me (fer 
iT'ty 7“ UtiHu'S Gwcralng Co ) Ipp 46595 3?4- ;r>!»'j r , 1M 

- 0806190196 Insp FTepis *>C • ■‘145/118 S3 A 50-4^/00 40 cn /IbtiV’O/ C&r>2 No v.oatnns 
ci iMv«.r or.s t cffid Vapi areas inspected 10CFR50 55(e) d-j'nen:: os.nssessmer’t of 
jlloaat on. CO’/OC* v*> ac'ion crog'am A q.rcmi plini tours 

WAGNER. PC. UvFFIMCRl II H Die ul Si o'. hI Pickets 00/ 06 M0 ?pp / , G5 t J5 320 
46505 334 

80OBO5O13S NRC Info Not :o 00 C6C. ”fr?«. *.iato Desgr S Instnliatcn cf V/ateritjlu 
F'O'iOlifil cn Sea’s " Sve hst crcl 

HOSSl.C G D vision ol Opt'f&tcnal Cvc* ,c ‘ Asst^smcnl (Post 07041 1J 83/CO/M 
Consolidated Ld-sen Co of Now Ye- Inc 12,'jpp 465G9 ?93 46576 009 

8808050240 NRC In'j Noi co 88 061, ’'Co^rcl Rcirn Mabmt, lily Recent flnve*5 cf 
Opo'at ng Expcr.er.co Sve I Si eric- 

ROSSl.CE D.visicn ol Operai nrr»1 Evc~ls Assossm .nl (Po il t* 704 It) 00/88/11 
Consolidated Edisen Co of Now Yo'x Inc 126pp 40591 312 46540 070 

8808180069 Ferv/a'ds rct^uosi lot he nr rg 8 po: fieri fci -nave lo nterveto by Ct-zens 
for Fur U* l Regulahon. 

GRIFF N.R l Gluons fnr Fa«‘ Ul lity Re .>131 on r/JbC 6912 6B/U0/1 1, Alone Sdety 
and L terns ng Boft'd Panel ip 46512 054 46512 ICS 

*•8800100104 Afld.iv.t cl B Brink.’ Cscusses ccr.curn re o;;LrHl«or. ol p'aai VV/si.ppnrt 
no dor ut.o mal e n & Ce'lif cafe ol Sve 

DflINKS Cil«?crs lc f Far UWty Bc.;;i.lai o i 0b/O8/l2. 57pp 4C5'2 101MG512 1G5 

0808950205 NRC Ir.’o Noiicn FlO-Cfty, ’ Roccni Firjinijs ro I rr.pl err on la lion cl QA Pro 
rr/vrs by Stpplo's cf Transport Pa^ntgotv*’ Sve -sf 0'*t:l 

nunfJElt.R n B.v.sien o 4 Sav ; gua'<i$ A Trnntpcilolron (Most R70413) 86/00/12 
C’ c ns niif.il (i :l Fdson Co. ol New York. Ire. I09pp 4E58 1.155 40581 ?63 

0808170001 Fnrwards insp Rtpls 50 415/8350 A 50 446/06 n> on U83/07 0002 No 
violators O' donators roled 

WAHNlCK.nr G*z c.l SpGC.al Prciecls t'8/00/12 CO’JNSIt.WG TU Fleece (fpr 
mody Tojrns Ul l lies Gererolng Co ) 4pp 40572. M2 -46572 159. 

-0808170002 Irmp Fleets 50-445/80-50 S 60.446/08 46 o * 000707 0002 No v;olai.ons 
or dO/ifUPrs nolod Wajor a/c-as inspected appfic«t'if acfanr.s 0.1 previous nsp 
hndnqs *L v ctmir.al review leer, ccr corns A ai'eyarnns A lOcrnftO.OSio) iJuf c.or^ es 
nuNYAN.M F.. UVERMCME.IIH Ofc ol Spion. Pm, or. Is 0il/G6/1?. Mrp. 
46572 146 46672.159 

0800 17000-1 Fo^wotrls Insp Repis 50 445/08 49 A 50 446/00 45 cn 080/0/ 0002 No 
v c la I ions 0/ cfoviabois noted 

WAftNlCK.n.F Cfc of Spocial Pro, eels 8H/CB/I2 COUNSILAVG. TU G cclnc (for 
mo'iy T as Ub'inos General r.g Co.) -‘.pp 465ti6 351-46567 016 

-0003170006 Insp RgpIs £0 -145/06 49 A 5U -146/83 45 on 81070/ 0802 No 
v ulolors.doviatiD"S or untosolvecJ I'r.irig noted Mai<r areas nspectoiJ:app!ieaM <'.c 
1 ons nn prov.ous inspire rg^. lolcwjp on violal o' s/tfovianoas & status repl GA p.*o 
ij'nnis 

MALF.CJ. LIVERMORE, U H Ole ol Spocnl Pro.ecls 63/P8/12 23pp. 4G566355 
■16567 016 

880B09Q264 NRC “’Yo ftoiico 80 063, ‘Mig'i Ranat-oi Hazards f’rom : rrad ated In Co # o 
Holders & Cad es Sve list end 

RObSl.Ce O. vision ol Qperat o.ngl Events Assi.-ssmoni (Posl 870411) 88/C8/16 
Consol dated Edison Co of New York. Inc 1 IOp;> 48569 CGf 4f>669 174 

8806220234 Ferwards Insp ftepls 50 445/68-5? A 50 446/08 40 cn 0OU 70 ? -00 02 No 
v OMI ens or d&vai oi's riolod 

WAR NIC/, n F Ole of Spoci9‘ Projects 88/C0/I5 CCUNblLWG TU Floctrc (ler 
rnorly Tocas Ulihfios Go'-erai ng Co.}. 4pp 4(iG02 3l3 4GGO2 320 

-8608220236 Insp fleets 50 445/6D-52 A 50 446/08 4ft cn GU0707 O0U? N'o vio'ahons 
nolod Major amas nspccleo followup on viciai O'is/deviaiions.fcFowop on appicnni 
•do'itiltcd items 8 ftroopc'ational rotosi &rog # am ficti^il os 

B'TTER.SD, BUnniS.SP. WIE13E.JS O'c of Sporvil Projacts 00/00/15 l?pn 
■16602 317-46602 320. 

8800 110206 NRC inlo N'clice Ofi 064. ’’RcpP'ing F.rcs in Nuclear Precoss Sys at Nuclo 
ar Power P'ants " Sve 1 si oncl 

RQSSl.C E D.v.siun ol Operational Cvurvs Assossment (Post 670411) 88/00/10 
Ccn?.o idaied Fd.9cn Co. of New York. Inc 104pp 46643,001 46643 104. 

0808120327 NRC Inlo Notice GO 065. InadvO'lor.l Dra ragos Cf Spcnl Fuel Pools ' Sve 
list end 

ROSSI, C F Divis'Cn cf Oporaionai Fvonis Assessment (Post 870411) 08/00/18 
Ccnsot da'ed Eoison f:o. Ol Now York. Ire 1?3cp 46G28 01 1 46626- 133. 

8808250360 Supplamenlal response lo insp Repis 5C 445/86 29 8 50 446/00-25 Com 
intments assoc ated w/Open in:ms S-10 8, S GO sefroduTed for ccmplotion by 
090327 Sys interaction program will he connrloicif p*io-r 10 Un.i 2 fuel 'oad. 
COUNS'L.V/G . MARSHAL!.. J S TU E'oclrc ( former 1/ Texas UtiMios Gonorat ng Co ) 
Ofi/08/lfi Dccumenl Control Branch (Oocinient Cont'o! Oesk) ip 46647 179 
46647.179. 

0808250319 Forwards irsp Ropls 50 445/00 51 8 50-446/68 47 on 800707- 0802 & 
noli co of violelicn 

WARN'CK.R F Ofc of Specal PrOjGds QR/C6/19. COUNSIL.W G. TU Fleclnc (for 
rr o;ly Texas Ul I has Generating Co ) 7pp 4D647 352 46643 022 


-0000250323 Noire of v.claimn Irnm msp on 60070 7 0602 Volal o< r yU-l'tv It) 
Cesgn Cfia'-ge Authorial cr» 74249 apfuoved try ur-aUf»crized po'jn.i K 
WARNCK.R F Ofr ol Special Pro;ects 68/08/19 2 pp 46647 359 4C617 -l. ) 

-8000250325 Insp nepls 50 446/00-51 & 50.446/00 47on RHU70/ i.-r.f’? 
nolod Ma cr a'oos mspocrod opp'/’ant act ons on proveus insp li.d.n^l >-,n|) < n 
vrlahjns/dovial ons & Id owup err NRC Comp 1 ai’cn B^l’ohn ftu COO 
LIVERMORF.H H. Ole 01 Specia: Pro;cds 80/08/19 22pp 46G40 C0I If ■"41-02 .*■ 

8800160392 NHC tn'o N(>lco 09 066, lr»J,*sinal RudiCf;' op*«y Insp A r.n'c-ii'* i n* -> 
isi unci 

CUNN NGUAM.R E G v.«:on of inriusir ji & MeUcal NudoA' S dr.-ly r'y.s o/fi fV*\ 
00/03/22 Consotidated Ed son Co ol Nuw Y(jrk, lr.<_ DDpp 46626 134 4hn7 a .N > l 

0600160414 NRC Irlo f.'ohco 00 067, ' PWR Ai.* tia«y Ff.mdwatrjr fYrvp T,H- o ( r 
speed Tr.p Fnluro ” Sve l.st end 

ROSSI.C E D.visron of Cpcrahonal Fvnr’lb Assessment (Host iwO-tr) 1 
Crnsulcialed LuisonCo r. 1 Nuw York. lr»c 1?3pp 46643 105 -U (.43 ,'?f 


R. Periodic op-erallng reports A rotated corro^pondonco 

6600160446 Final rosprjnr.o to FO'A rnqiicsi ler doCumenls n* fol.H iv }> r -s ^ t- ** >' 
nu-ncier o 1 vio'ahors fer RepO'i IV plants for CY07 I crvmvcs Agp A it.i ■, • ; Af i' A 

document ait:o ava/ahln n PuR 

• NHC • No Dot a led Anr-alon U.vun 08/O//21 Wil.LAMS.Of* JIA A-.'o ..if- s 
2pp 4G523 2/3 4C520X/5 

* 0808160452 “total F eCi-gs & llui.rs lor baefi Metjion IV Plant fer IW»7. ‘ 

* NF1C f.’o Du’ai'od ANi ifilion C.ivon f»0/O7/2i ip *16523 275 4652.1? /5 


S Reportable occurrences, LERs & related correspondence 

6600030164 Si.ppl Deluency Mupt C*P 07-4 7 re cons.i'noLIu riMi.v /i*« < l 

pnigram In lially ropor led on 880209 Ruviu-v of uso ol suLshlu'o I n ir.m- . 1 ^ : r 1 .( •* * 

nu'ilS coni, '< eted In-p'entontal on of NEO 6 05 10 bu turi p'oltd by 060171) 

CX)UNS l '/.‘fi, WALKER R 0 TU Eluch.c (Icrrr'C'ly To^as Utnhus Gi-n < ■») 

f!0/O7/l5 Doemnunt Conircl Branch (Corumont Conlrol Cost) 1 1 • /rii,’ f’-' 1 
464 1 2 360 

8800030176 Supplemental Duke oncy Rt?pi CP 0/ 61 ro 400 voU rcr.r.i i.u, r* c-l* . t^. 
ponutrahon fvioki.p protechon Indially reported on 070932 Compel no of l“r -1 I < - * 
ruct.vo achons resclierlded for 600927 Uml 2 sthedj’O unchoriyr d 
WALKFFI.nO TU Electric (lormcrty Texas Utlicos Gort.raiinn Co) M'l/i7-T. I 1 - - <• 
monl Ccnirol Rranefi (Dccmronl Co.ilrr/ Desk) ip 4G427 299 4C4JV / ' » 

0608030219 Interim Dohccncy Rept Cf’ 80 2U fo iubr> steo: rnfg dnlr- :>i mt Mr << i- 1 
Od Cn 6B9314 Nonco.'ilcrrnnr.cn repfs issued lor split seam wc'ds u • *• 4 m * . , 

w«ilcr ppe tunnel. Eva' union ConliPuini) Next rupt w II bo s.ibnnilcd 1>/ 

COUNSll.WG, WALKER RD UJ Flr.cicc (formerly Texas Uluii«:’» f <►) 

R6/0//15 Occuir.e,ni Control Braoefi (Uoaimunl Conlrol Crsk) ip. 4' / t' 4 r 

40-127 C69 

0807260400 Interim Onf ciArcy Mepl CP 0U 90 ro cold ovcrp'nssnra rn.:,;.i:- 1 * , n«. 1 > 

Hlo.n (fun- g accidoru events ln.ii.nll/ repurled on m)C6H> Lvtilu.it .m * *j T J ■ • • 1 

ropl d^o by 66091? 

COUNSll.WG. WCODLAN.D R TU ElOUrc (foimody Toxas liiniin-i <u- .<• it * n r ■ > } 
06/0// lit DoCt.meni Control Branch (Document Control t>. sk). >t' I'ri 

•16304 150. 

060727011 1 F.nal Dohc.uncy Ropl CP-00 31 re vn'ingu lest 1 ,| o' 
t/ansfoirr.crs Ira ally repotod on 000016 Safely-rolatud buses wil hi* pn.l-M 4 I./ ,1 I 
tJl on pi two safely rrlaiej tircnl breakers lo bn tomplolod by bblD.f 
COUNSll.WG, WOOOlAN.Un TU Elecir.c (formerly lvxn* Uhiln»i t'»* .di-ij i *1 
66/07/10 Document Conlrol Branch iDouimoid control Dos^l 7| (• h- M 1 nto 
•5b344 01 1 

0608020260 Suppicmnniai Dohrioncy Ropl (/f J -0/ 20 ro rondnnsulu slnfi'.*;i« I'-ik. 
Ovorprosscr./al on lirpleifierilahoo of corrt'chvo acton lo a <1.1 saltiiy r«-Uf 1 « < 1 *1 1 
featuro rcshodulod ler comploiun by 060901 fer Ur.it l.Und ? sil«- l .* *.i* I n. j ■ 1 
COUNS'L WG TU EiuU'-c (luimorly Texas lild.hos Gcnoraimg Co) 1.6/3//?'* l'-*s 1 
rro.nl Ccnirol Branch (Uocumont Conlro' Desk) ip 403114 03 3- 40 Jf 14 i! * l 

0808030140 Supplemeniaf Dolicioncy Rept CP-071U ro overload d»:pa< 'x <»' h»^ii. p. 
tmnsformers Imtia’ly reported cn 0001 1 1 Scheduled date for complDton cl 4t»*r* , i 
actions rovisod lo 881015 for Unit 1 

COUNSIL.WG . WOODLAN.DR TU Elccir.c (formerly Texas Uhl.h-.n (V cir.n.j < -* j 
06/07/20 Documnni Conircl Brarcfi (Uocumonl Conlrol Desk). 1|» 4>.i r ■ i* u 

•16430 036 

06O8O3O253 Supplemen»dl Oof.c.cncy Rnpt CP 85-50 ro cable Iniy len l tir,i -I'.r y r ,> 
p or tod cn 0/U93O Jmplemoniahon scf.uduo will bo subm tied by 88 1 130 
COUNSIL.WG . WOODLAN.Dn. TU Floclr.c (formerly Toxas Ulilhrfl C«-*v*.'«.n. j < > 

88/07/26 Oocumenl Control Branch (Oouniom Control Dosk). Ip 454 ) 1 u,? 

-16404 167 

8808030354 Supplcmenial DohCiency Ropl CP-00 10 ro lfi kV < n ( ,-\ » t 
rahng Irnhaliy reported cn 000111. New oshmaiod comp'ohon date fo* Ui*l 1 .»< 1 <■, - ^ 

is 0R393O Urrt 2 eorrplohon dole remains unchanged 

COUNSIL.WG TU Glncir.c (tomnoriy Texas Utulies Gonerating Co) lUi-07/2‘.k tK-* , 
monlCcnhol Branch (Document Control Cosk) ip 46404 162*46481 lfi? 

0808000201 Supplcmenial Deficiency Ropl CP 87-15 re ar accumulators h*i r * <-4-. Ia * 
cd control valves Imha'ly reporlod on 8801 18 linp'orr.eniahon of achvi'-MS « N< - j . \ 
for 6011 18 

COUNSIL.WG TU Electric (formerly Texas Uti'ihor. Gonernir.g Co ) HH/0C-0I U . , 
men! Ccntrgl Branch (Dorumont Control Desk), ip 40451 110 46451 till 

0808090001 Supplomontal Dolicioncy Bopt CP-85-J5 ro cable tray hnnge* du'*-pi i^i 1 - r 
reported cn 661021 Correct.vo actions lor Uni \ reschadulod for <criu*«-i , ln e 
881230 & Unit 2 remams as schodu'od 

COUNSIL.WG T U Elecfr.c (formerly Texas Utilities (ionernt rg Co ) F6/Cf*''H (- K ( 

menl Control Branch (Document Conlrol Dusk) ip 4647/ 335*464 77 335 
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9809099089 Supplemental Pjt, coney Ropl 09 12 ro Class fE A non C'ass it cable 
scparai on tnilia'ly ropcrtnd on 00011 1 Cablos luring rudosignaicd as Non Class lE A 
ru'Duleo Supporting documentation ava.'ablo lo* roviow after B63‘Jt5 
GOJNS'L.WC* TU L'ecinc (fcrmorly Texas Uii'ii<os Goncml rg Co) 00/CQ/01 Dccu 
merl Conlrol Branch (Oncanft'U CurMrcl Desk) ip 464 76 064.-164 78 054 

8609090092 Supp’cmontai Dol.cency Ropl CP-B7-2) re affect cl thermolflg on detati'uj 
I? cl O 1 fi. Initial./ reportc-d un 871223 Conrpol-on ol corrective actions rescheduled lo 
5ft 1 0 3 1 Inf Urii ) A Umt 2 romans on schedule 

CCUNSiL.W G TU niGCtnj (lO'mcdy le»ns VJMiiio*> Genuniling Co ) 83/08/01 Dorn 
men Ccnirol Branch (Document Conlrol Dusk) tp 4G17IJ 009 -164 70 009 

6806090099 Final Uotcienr.y Rcpi CP 00 5? A Supplomumal Dohnoncy Ropl CP-07 76 
to chIi ‘0 tray sp'icns/fionnooiio.ns Inihaily mpo'tud on 070429 A 
0925,ios|K/clivo'y Dotfolopn-o.nl ol alternate dos cjn cnleno lo ural'-dlu Sub| rapt tom 
Ff'rorj 

COUNSIL.WG TU ElutlnC (fmmony Ta»us UM.hos liunorfllmy Co ) 0fl'C8/Ol DoCU 
ncnl Conlro! Branch (Document Control (JoSi\> 2pp 464 70 06/- 464 70 COM 

8608090107 Supp'on.umnl Deficiency Ropt CP 06 02 ro rabV day hanger spl.cn 
we‘:ls In » n'ly ropurlcd on 07OIOG Corruclive actons lor Una 1 rosch-ulu'od lo* 
801215 Uni 2 ccrmekvo uclio'is remain on scliod.ilo 

COJNSfL.WG T'J L'/L'ctf.C (formerly Toxns Ulufos Gonorrttnfj Co ) 06/06/ Of Cm. 
ir.cv Coni f cl Biar.Ch (Document Control Dosh) Ip 4f>4 70 153 46-170 103 

9606090200 Supplemental D<)f>cency Ropt CP 07 4<> ro olcctnr.al isclnlnn tulwuon 
Class iL & non Class it equipment Initially reported on 0801 H Urnl i complotort 
dale rov.sud lo 090215 un.l 2 nctivikus on bchodUe 

COl.N 51 l.W Ci 1 U Electric (loirnerly I uxos IJlil ties Goneiaimg Co ) Gfl/CO/OJ Docu- 
iwrtf ConJnA 0/a/Kh (Doc una’/i) ConiroJ Dnik) ip 4f>470: J26 46470 J26 

3B08O902D7 Supp urrontal CMidnncy Rcpi CP 05 037 ro ol pro nsuldlud t'nv.r on 
scaled spl re-, Inna'ly reported on 860926 1 ssuo dutoin'inod r.oi repoMAh‘n pnr 
'OCrn^vl 5C(G> 

COUNSIL.WG TU Electric (lo.mcrly I o*as Uli’huS Gnreialrig Lo ) 00/00/0.1 Uoco 
mom Conlrol Branch (Documont Control Onv.k) ip 4G470 143./, 6470 143 

6&O017OU4 Supplemental Ooliciercy Repl CP-06 51 ro ancho* bolls supplied by 
M ti Irihally reported on 080023 Lvaluation coni nu-ng Noxl ropl oxpculoit by H0OO14 
COUNbll.WC, . MARSHA1.L.J S TU Electric (fumoriy TojrOS IJl lilies Gnnoaiing Co) 
80/OD/04 U.'/tw'nnm Conit o' (J.Mficfi {Document Cvnlfd Dc*>k) ip. 46572 193 
46572 103 

880S1Q0246 Sijpp'r montnl Dotir.i(‘ncy Ropt CP-fi7-l3? nr d:0snl gcneraior nO'/<>*nur 
nX ihina.iy ropo'ter) on 000120 Rup'acemont of MX internals compiled ter Cv-ii 1 & 
Uni 2 wyi'l hu ccinplotcri prior to tool load 

COUNSlL.V/G. TU Llbclr:c (kvrnurly To*n9 Ul'itios Gono/nl hq Co) 89/00/05. D-Cd 
mom Conlrol Branch (Document Control Dnsk) ip 465C0 929 46600 329 

8800 170330 Scpplomeninl nohciur'cy Ropl CP-BfnUJ ro aafoty c1“i‘!od watu* chi'lir 
<jn.is Initially reported on B69521 Cortut.t vo actions lor <1os:gr> mod ir> sttluty chl'ocl 
*31Q{ eMor nricf mV bo completed by I'flCGf f for Umi I 

tCUNS'.L.W G . OLCK.JW. Tu Electric (lormcrly Tuxps UUiUoft Gnnurai-ng Co) 00/ 
00/09 Dncumonl Conlro! Broncti (Docu'uent Control Desk) in 4G563 20? 
46563 292 

6808 160363 Supploironiol Dcdicionry Rcpi CR-8/-194 ru cab’t? nmpacity rni ngs.voiiapo 
roi ngs 8 C’ass IE separmon cnloiio Inheiy roportod on 003111 lonilng cn'cnla 
1 ci .5 oflect-nn rablo Sj/inn 8 lj/Cuji J;/Lmkn/ v*A be crmploJcd by BB12J2 
COUMS'L.WG. RF.CK.JW TU Electric (formerly Toxfts Uh ilios Gor‘.oratir*y Co) 00/ 
CH/09 Documenl Conlrol Qrancti (Docmnonl C'onlrol Desk) Ip 405B2 306 

4D5G2 33G 

8B031B0392 Supplemoninl Ueticicncy Ropt GPB7-101 re Class IE cable 

anan^omoni initially reported on 0001 1 1 Documonlnlipn on njnconfoirronco ropls ro 
revised rcquiromonls of Elncu.cul Spec 2323 ES-U10 vm‘l bo provided by 001230 for 
Unit 

COIJNS1L.V7 G . OECK.JW. TU Electric formerly Toxos Ut-ltes Gone/aimg Co I 00/ 
00/09 Document Coni'ol Branch (Docemont Conlrol Desk) Ip 46577 001- 

46577 OBI 

3BO810OO18 Si pplomonlal Dofmicncy Ropl CP 00 21 ro inslrerr.enl Iclnr-g 

clamps initially reported on 000 1 20 Complot on tfalO tor Un t i rorroct.vo oclions ro 
sclmdeffd ter C0113(J.Un.T 2 corrocfivo actions wiff bo comp’oiod prior 10 fuel foad 
CO‘JNS!L.V7G , WALKER, RD TU Elociric (formerly Texas UM.Iios Gonorat ng Co) 
GQ/00/10 Document Conlrol Branch (Uocurr.onl Conlrol Dusk) ip 46599 171* 
4GS93.171. 

8808190067 Supplomenia 1 Coficloncy Ropl CP-60 -24 ro instrument tubo roslraints S 
S.ir<pcrt9 in t-al’y roporled on 000120 Estimated complolion dato for Unit 1 resched- 
o'ca lot 06 1230 Un t 2 schedule rema/ns unchanged 

COUNSIL.WG, WA1.KER.ru TU Electric (lormerly Toxos Ulil.hos Go.nerat*ng Co) 
88/08/10 Documont Control Branch (Oocument Control Oosk) ip. 46590 IG9- 
46590:169. 

B8O0 190163 Supplemental Dol'C'oncy Rcpi CP-60* 19 ro increment calile msuillalion 
ins do contanmont not suitable for posi- accidonl environs Initially repcricrl cn 
600129 Unt i dccumenlalion will bo ava-lable a<lor 6901 15 

WALKER. RD, COUNSIL.WG IU Eloclnc (tormoily Texas UImIics GGnoralir.g Co) 
60/08/10 Dccumoni Conlrol Branch (Oocumonl Conlro'. Desk), ip 46595.102- 
46595.162 

8803190 165 Interim Deliciancy Ropl CP-06 41 ro evaluation ol oflocis ol small break 
LOCAs during Mode «1 oporat.on Cause under mvostigal.on Final ropt lo bo sutxn.ltod 
lor review by 80003 1 

COUMSfiy/.fi . WALKER. R D. iu Elcclfic (formerly (OxAS Uli'itios Generaf-ng Co) 
68/08/10 Document Control Branch (Document Control Desk) 2pp 46690 201 
46593 202 

8608)90219 Supp’emenial Dcf.cioncoy Ropl CP. 87-1 14 ro Hewbio melal tubing msalgn. 
mom in saieiy rolated applications ! rnlioT.y roportod on 880129 Unit l corrociivo ©c- 
5ons rescheduled unt. I 80l230.Umt 2 schedule romains unchanged. 

COUNSfl.W.G, VMLKER.R.C. 7U ElacUtc (formerly Texas untie & Genoraimg Co) 
8B/CB/10 Documont Control Branch (Documont Control Oosk). ip 4G596023. 
46596023 


8608190223 .S^p^70.TTr?.iral Ue/icmncy f/epf CP 67-5& re m'p'Cpu.' appTi:<r on of cons? 
aids initially ropenod on 670021 Lsimaiel dnir.- lor comp’oticn of co*rt*c!./o nciijrs 
lor Uml 1 resell ‘.-dulCil ur.li: B9C401 Un.l 2 schedule unchanged 
COUNSIL.WG, WALKER Ft P TU Electric (lO-hcrly To*as L/li’.’:e3 Co) 

68/00/10 Do::uinenl Conircl Branch (Document Cnr:**oi Desk) ip 46596 001- 
46596.061 

8808190227 Supplemental Dr* eerily Rep I GP07-)33 re b p!i erurpy ‘me freak 
ana'yr. a Iniial.y ropeded tn 0801 10. L si mated corrociivo achon compaction daro for 
Uni l rose tie: Ju'od lo 090327 

COUNSIL WG . WALKFn R 0 TU Elacinc (formerly Texas Ul lihos GQni»rali‘'.g Co) 
fl0/09/10 Dncutr.cn i Conircl Qmncn (Document Con uo' Cosk) 4fi596 0-n- 
46590 04'. 

8000190247 Supplom^nta 1 Dohcor.oy Rot>t t#P-87.0f*4 ru p.cs^uro rol.Uvinq capac ty ol 
fornarlo vonl.ng (1-ov.c<ts.;r4 a ly rnpoiicd cn BBQl20Dos :;o bas s lerratb e/al^auon 
subm-lim oxlcndod unin 0 GOO 30 

COUNSpI .W G. TU Electric (inriiiur.y Texas Uhihes Gnnorai *;j l't») WAl.KLH.fiD 
luxes IJr lilies Co 0y/CU/lO Docn’nnnt Conlrol i)ra<‘.ch (Rocumonl Cnnirel Dt^k) t/s 
46500 020 40590 020 

6008190254 SuppIfniLViinl Dulc-unry Flupt f*f’ U7-103 re cracked gears .n va.ve 
oporoters tn f ally to par h it t cin IbfOf 2 f. Con ore v* arlrar-s for Uni r 'uichedjCd uiifi' 
001 101. Unit 2 Schedule u ‘Chari,;ail 

COUNS'L.E O IU Finch c (lormerly Tonas Ulnl-cs Uernrat ng Co) WALKER R U 
1 exits Ululsds Co. 00/Ob/ lb. Docurrnni Control Grarch (Docu noni Conircl Di^k) ip 
4659^022 4G6%. 022 

OGOO 10D 181 Supplorncmoi Uuhcicrry flop* C (, -fl/-UG re pasluSatud fo.'ure of nire^on 
pi.rgp rcg.diil n;j vaht s In.? »Vly /fOCriru on BA0330. Aliumai.vos l>i*ng eva'ualnj No*? 
n-pt ox(:oc1ed by 0U1OK. 

COi/NblL.WG . MARSHALL IS IU Electric (hjrnier.y Toxas UUitioc General u;j Cn ) 
8H/0U/11 Dccuinom Conlrol Rrurch (Pocuireni f.’u'tiicl I)osk) ip 46508 350 
465BB.J59 

0800180258 Supplomenia I Cohoieriuy Ropl CP-06 68 ro woo I no: (lrolochon tor Class IL 
rornpof'ems Inina/y roporicd cn 301002 IrmliuC lions la propur soil* mg <jl o^tdocr 
condi i ts A |i.n. linn Uo««.'b fl'fl r’fiw me eded m Spec 23>3 EG too 
COUNSll W.G., WOODIAR D Ft Tu F'ociri ; (Icrmerly Toxus Unit os Gont ralinj 
Co) 30/00/11 Uoc..rm.ril Oonrul Branch (Document Control Dnr.k), 2pp 46593 003 
4B593 684 
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F. Security, mcctlcol, omorgency A (no protection plane 

0000190052 Ruv 60 to umcrgcncy plan m‘|i rninnt ng preredure^ lising ol iflb'us 

• Cnmmonwoa'tli Edison Co (Jfi/(J3/3I 2Cip(> 46590 335 46595:3 GO, 

90070 6 0 520 Gcr cnc C.lr 30 fO lo nil pOwt)r reactor licensees A hoMors of Rnrt ‘J5 op 
urovuls ro pu'chpsu of GSA appioved security ronlainurs Svc i.nI oncl 
MiMAGLlATj AssjCiato U roctor ler Projects (f’osl B/04 11) Bli/07/01 ConsoiiJaled 
Edison Co ol Now York, Inc 3 ipp. 46300 293 403(13 323 

0007260105 FciwnnJs Safeguards Insp 50-454/08-10 A 50 455/60 10 cn 

000023 0701 A noliCO ol viD’abou No ruspCi>So lo v.oiolioo renu nrd.Tak r g ol eclion 
to cor reel wolthon ncU\if\'oi.ce A /u/-l dew/ s tv. it holt) pot WCFR73 2i). 

MALLET T.US Region 3 Olo o! tho Direcicr 00/07/14 RRED.C Co'nmoAwvoa'lh 
Ed son Co 2pp 46288:244.46200 24 7 

- 8807260107 Partially w.tUie'd liisp IK-pIs 50-404/G'J- 10 & 50 455/00 10 on 8BO02J- 
0701 (rol lOCFR/3 71 ) No viol oli-on nntod Mapir a*nns .nspocted mgt oMoci-vnr.nss ■ 
scour ily.soturiiy pronmnn nudiisjcsunj & mn ru & coirmunir.alions 
PlRTi.E G L.. (iREED.J R Roy on. 4. C)fc of U'O D-rocicr. BB/07/14 2p;j 46280 246 
46286 247. 

8007260187 Forwards Safely Irsp Ropls 50 404/33 00 8 50 455/30 09 on 000517- 
0630 8 r.oico oi vtoiaiton 

FORNEY.WL Rngion 3, Cfc of tho D.rctlcr. 05/07/ 14. REEU.C Commor.woa'lli 
EdiSOhCo. 2(>|» 46200 387 4G2O0 355 

-8807 260192 Not ce ol vio'ation from fnsp on 00051 7*06.)0 ViD'ai'on noiod fa lure lo os 
labiish & impiomoni adaquate p'ocodu'os lor lir o proiccuon (:ror,rnrn.ir.cludn‘.g toiutu 
ol procoduro lo rnquiro vuilicalion of tu'binu b’dg va()jr lank valves 
FORNEY. W l Region 3. Clc of tho Director 00/07/14 2pp 46230 330-40208.340 

-8B072B0200 Safety tnsp RoplS 60-45«1/fl» 09 & 50 455/00 09 cn D0O517* 0630 Vio‘0- 
t uns notou Major moas I'lSpuclud I Cunseo act-on o*» previous in&p 
/frdrngslEns.btr/ntmif.gjnori^ llts. operations summaty.im n rig & spent hiOl s’oraqo 
racks 

HINDS.JM Rodion 3. OlC ollho Dro-ctor. 00/07/1 1. 15pp 46200 341 46200 365 

8800040331 Advises that 880714 Rov 25 to plant socu'.ty plar. r.on«islent w/provisions 
of 10CFR50.54(p) & o-copiatlo 

MALLE TT.E3 S. Reg-nn 3, Ole of tno Oifticlur H0/O7/22 BLISS.H E Comir>onv.oalth 
Edison Co. 2pp 46435:330 46436.33 1 

6808 160271 Revised ernorguncy plan irrplo-me'diig proccduies.-r.c'uding Rov 14 to B?P 
600 Al, "Prioriti/ed (ia’i List no lor Siall Auarnontaiion Purposes (Ouis.de of Norma 1 
Work rrj Hoorn)" S Rov t ? IG D7P 600-A2. "Dt.’CCfors Fhene Lists " 

* CommcnwonMh Edif-on Co 08/07/25 42pp 46559.0B5 4C55D 103 

0808160244 D-scussos uli! ahh'OnnlULl s lo access trainmg program lo* NRC insp per- 
sonnol con'ploimg Region ill ba nlng in generic as()OCl5 of rad-at on saloty.i)hysical sc 
curity & emorgoncy rusponsu 

0AV1S.AB. Flpgion 3, Ofc Ol tho Ui'octor 88/07/27 ALEKiCH.MP Indiana Mich-gan 
Power Co (lormorly Indiana & M chtgan Elocinc Co). 4pp 465G1 248 46551.251 

6808080109 Forwards bool rcpi ol 87 1014 jo ru pxorciso of olfsile radio’og cal omergun 
cy rnspenso plans lo* p’ani No daflcioncies observed in oxorci9o 
KRJMA < .n.VV Federal Emergency Alerragerrt/nl Agency 0 Q/07/2& CQNGEi.h' J D.w- 
sion of Radiation Proluciion S f-mo.-goncy Proparcdr-osg (Post 070411) 3pp. 
46451 00146451.038. 
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-0808000199 Forwards, schcdu'o of ccuechve ac lions 'rom Slate ol L.fo* weaknesses 
i:fe.ilifre i clur ng 87101-1 pirn pnnepatirn cati c'egieal emcrgorcy preparedness e#e* 
ciso 'or 4 aul.ty Corrected action <ncc*pcmfed inn Inal exorcise rep*. 

* fecteM I Emergency Mfirag-moni Agon*:/ B/M2/16 35pp 00^1^6^51 OTH 

0800180400 Rov.sed eme^e'ey p an mnpfomen* rq r>rc:etl..ies labo ol currents 

* CcmTonvvcallh Ed sen Co 60/07/31 2pp 465% 3 1 1 *<16500 312 

6800040247 Generic l.f* 6-3 1 2 to a:, po »-.er reactor ‘icersees A applcflnis ie removal o' 
i-ro proleci.cn r eg omen's horn Tcc'i Spires Svc I s* onci 

MiRAGLIA.F j Associate U rector fo* Pretexts (Post 0704 U) 88/08/02 Cansoldaiqd 
Ed son Co o' New York. Inc 62pp 46463 : 29"* -164 1 3.3 V 


P. Operating license stage documents A correspondence 

0807260094 Co r 'rnis 000714 lulco-; re* gram nq ol lu-rpcra'y wa.ver from corrpl arte 
a/ I cih Snr.c 3 7 5o ru L.-lS Ih'ougn 060710 A u»i ag eem<*.-i to revise 8 stlml 
lor.nnical irpjt m su~pcrt of lech Spec change* Ly 88071 ft 

VULLER.Cin Picioci D rocornln I’l 2 Ub/07/15 Bl. SS H E Ccirmonv/eHiib Edison 
Co Sup. 16206 2f*4 4620b 260. 

0007270119 Forwards response lo u.q^rsl lor add into ro app! cal-cn lor amend *o L 
ccses NPF-37 & NHF 66. f ov.si , 'q ullS spec acticn 'oq.,. foment Roi|jr.dani wain 
sources available in ©vonl rhai rr.iu I rrils v c ared 

LLNTlNE.FG Com r o^wea In Ed sun Co 06/07/ IB f/JFU EY,T F Qlf ce «l Nudea* 
Reader Regulation Credo- |Posr0/iMP). Hf-P 46317 2Cb 4fi3l7 ? 10 


0808160330 Conlurnf. n ert ng on 080019 a l NRC Region ill in 1 
cuss oh polcy on la< My stall work ny Mrs po r 080805 discuss 
n,vsh & N Sn iin 

NOHELIUS.C E neejnn 3. Ole of Iho Diroctcr 00/00/09 fit 
Etnso nCa 2pp 46500 029 461,60 032 

-0800160341 Noii'.c<ili0u of 0BO919 mu tlmy w/lironsoo <ri Glon 
eenseu pulry on n.: clear power p‘ani staff work.ng hou's 
’ Region 3. Ofc of Ihu Director - 83/Ufl/CO Rdq.o.u 3. O'c 
46500 012 46560 032 

0806490161 Requests KR p„U cation of nolico of conyidcraton < 
to licenses NPF 37.NFF 60 NPF-/2 & NPF-7/ & proposed NSH 
porlunty lo # hearing lo radial peaking factor l.rmt ropi 
CLSHAM3 M Project Directorate III 2 60/03/12 NR/' - N tj Du 
5;>? 46596 0/5 465% 079 

8008250359 Fcrwa'ds roll*' fit cons deration of issuance cf fimt 
3/ & NP r EG & oppcriir.ity fer m ating *r> 090805 request lo an 
ce'n nq flock River water flow 

FORNEY.Wi Preset OroctKOlo H.‘ 2 8U/08/22 BMSS.HE ( 
Co 2v>p 4664/ v„tb 46647 \45 

♦0000250360 Nuiico of ccns (?e/aiijr> of isMianr.n ol arnmi'ls t 
NPF 66 opporli.rity lor hearing on 080005 rudursl to a me 
simomcni invclvinn Reck fiver w.eor how 
FOrtNEY.Wl. Prcinci Di'octcr .. . Ilf ? fffl/%/10 5pp 4%4/ 


0006050304 Forwards Amends 20 *o licensr><> NPF 37 & NPF 6'i respOCliveV Amends 
approve ch4r-.t|e to fecn Spec a: lion sialcro'il to I Ji-S- 

OLSMAtl.L N Project Di.ec tetato 1112 08/07/31 ULSSHF Ccrrmnnwraiih Fdso' 
Co. 4pp 46445 094 46445 109 

-•8808050311 Amerds PO & 20 to Licenses NPI 37 & NPF 6&.rospPcl-vo!y. ap;.rovrg 
Clarice in Teen Spue aciicn sialorrent 'e UHS 

hOLAMAM.G D vision Of Reactor Proiccts n iV V & Spec a* Prciecls (Posi 6704 t it 
00/07/21 6pp 4644 6 098 46445 103 

-B80808005G Snloty evaluaiion suppcitny Atc'i:Js 20 & 23 to Licenses NRF : 37 ^ 
NPF 66 /usp.-f; lively 

’ Office c»l Nue'oar Fteactcr Ht-q.inlrn, O'ccler (Poei 07D411) Pft/07/21 5a>p 
16445.104 46445 10U 

0808020343 \‘o:'ralicn of 080602 rroeli"g w/uil lo o *. ms*, ar.onj /etli est lo change 
er:niHtnmoni tt- <Jon rirsirjn sirussos 

CISHAf, L.N. Prcioct DrOcforoio li 2 80/07/26 MULLER.D R f’ro.ocl D.recioratu HI 
2 2pp. 46378 099 4637H 100 


8808300209 I nwards CB>* F,i r'.iori 17, masibr ad./il»?s plars 
1909 mcCduig irisps soc...nly '» ramai'Oii ccnlrul 
FORNEY wi nogu-il. O'c ol ino Umcior 90/00/22 HAGUE 
Ihn 0.'cclcr 1 1 pp 46698 23 1 46690 24 I 


Q. Inspection reports, IE Bulletins & correspondence 

8005209295 NRC Inlo Noku 00 032 ' Prcrnpl Hr.prrin-g to NRC 
Invoking Hacioact ve Mall ' Rvc list oncl 
CUN NiNGHAL'.R L Hivisun o' lnJuslr.il A f.'othcal Nuclear 
flfl/05/25 Consol dated EdfiO'i Co of Now York. Ir e l?0pp 

QQQ728Q2Q3 Fo'wacds rospcmls to URC 0693OU U f ro v,o at ons i 
4L4/R0 C l A 50 4 1.5/ 00 05 Response wllihekl 
{3HSR.HF Ccrumniiweaitn Edison Co 00/07/ 12 DAViliAfi H 
rector Ip 46330 164 46339 164 


0800050057 Cor.lrrr.s pirns for 800329 nruotnj w/ut 1 rup'esenlahves lo proviJu self 
assessment cf recent plant podermanco 

GREENV'AfJ.L G Reg on 3 Ofc o' f'C Drcctm 60/07/27 FIFLU.C ('onirno.-wta’lh 
Ed sen Cn Ip 46436 104 46430 121 

08OBO5O161 Forwards Amends 21 21.10 & 10 lo Licenses NPF 3/,NPr -66 NPF 72 & 
t.PF-7/.reyp‘Jc , »vo y & salcly nva'tai en Apier ds approve c^'flr qes fa Tech Specs re 
l sled denis ircLdmg updnt-ng lilies of vgrioos pL , rsan<'0' 

Ol SHAN. L.N,. SANDS, S R Pro.cc l Cirecv.M'e III 2 H8/07/27 UllSS.ME Com non 
Aoa'in Edison Co. 7f p 4fi445 2(*7-4f>446.312 

•8008050165 Amends 2».2l.l0 A 10 to Licenses NFr 3 7 A Pr 66.N :j F - 72 A KPF 
7 7/osf)ect vcJy. changing frch Specs lhal chanye sl‘u':fown & ropori ny rur|u.romcnh 
rusblicnq Ircm i igti sber he acliv ‘y ol reaefor coc'dit 

Mb. LLm.D.R. Proiocl Droe'nraio III 2 00/07/2? 35;:p. 4t4 t5 274 46445 300 

-8008050167 Safely Gva'uahcn s.ipporr ng Amerds 21 21, 10 & 10 1 1 I c oases NPF 
37.NPF.66.NPI -72 S NPF 77,ruspo^t..e y 

' Cflico of Nuclear Huncio? Nugulnhon. Ui.t>-io.* (Post H7C4HJ Bfl/07/27 ipp 
46415 309 16445 312 

08OG1 10146 Forwards mlo ro compliance w/Poy Gu :fo i 97 iu RHR s/s How.nHR MX 
ojtlel temp S nccun i, later tank ‘uvt;f FSf sint.is mon tenng liy , its.coriif;j''uni sial js 
■nrficahon S, pump motor a'l moln. s hafuly related A comply w/roq ijuido 
HUNSadER.S.C ComrrcT.wo«<th Edison Co 60/07/27 MURltY.T F Of'ro of Nu 
ch~ar Fleacto' Regulator Director |Posl U704I I) »5pp 46509 071-465090/35 

8000030159 Advises mat NBC recently receivuu aleya'ioo n/Ovrig two conlracto- 0 *n- 
p'o^oes at plant Fuel <fcs?/.t>ey alegaior, rccovud.UM shoj'd ruvato 
nvesi yotioci Ropi requested w th n 30 days Enc‘ w thhe d {rof 1CGFR2 ?QO) 
NGRELIUS.CL Region 3. Ofc ol ihu O-'GdOr Bfl/07,'29 RFED.C Co: nm<m wealth 
Ed son Co 2pp 46414 llfl 461 L4 1 19 


8007260105 Forwards Safeguarrls Irisp Itepls 50 4 54 /Oh- 10 
00C62J 0701 & noiico of v.clatron No rosponso id viulaf on rt < 
ip t.nnecv v i/.Y.icn noted Now.ij & iopi dohwis w*mln,W liol 10G 
MAiLE TT.B.S Reg on 3, Ofc of tlm Director U0/O7/14 RF 
Edison Co ?pp 46200 244 40260 74 7 

-8807260107 Parhally w.h»‘ el.J Insp Ropts 50 454/ HH 10 A 50 * 
0701 (ref 10CFn/3 2l)No vo'ali(>n rrjicd Major arons msper: 
securiiy.tycurity p-egrpm audits. uisimq & nmint A co'crnun calm 
PinUL.GL. CnFF.D JR Roy on X Ole Ol Ih.o Ui'eUnr 0870 
40200 24 7 

8007260187 Forwurtfv- Safely Insp fToplb 59 4 £4 /lift 09 & 50-4 
0630 & nj‘ cn of vioklion 

FOMNFY.WL Rcgon 3, O'c of tho Orucicr ftft/07/ M RF 
FdscnCo 2pp 46260 337.4020(1 355 

-8807260192 Nohcn of vio’atmn from msf> on 0005 1 7 0630 Vrnlal 
tab'ish & implement adequate procuduros fer fire p'oiociion pi 
Of procedurn io requifo vuificai-ou of Inrbno U*dy vflpo' lank val 
hOHNFY.WL Rr-g on 3, Cfc Of Ute U.rr’ttO' 00/07/14 2pp 

-8807260200 S.llely insp ncptS 50 454/09 09 & £0 455/08 09 C 
lions nc'nrl Moicr areas inspected Ecu: is OO aclion 

tin j ngs.lFRs.bu'leins.rjenonc lies, opera) ons suih'nnry.tram rq 
recks 

HINDS.J M Region 3. Ofc ol ihn Oirncicr (10/07/11. ltpp 402: 

0807200102 Supp' i to NRC Into Nonnn 68 040. " Licensee no 
lushed C'?oi t Greakors " Svc f si end 

nOSSi.C E D.vision of Ocoraliojia r Events Assessmnni (Po« 
Cons ofidaiecJ Edison Co of Now York. Inc I25pp 46300 054 4i 


8000030427 Ack receipt ol 680714 Hr respond r y to NRC BflOolG Hr to Illness for duty 
a'lccaiicn NRC concurs w/ui.i po$ hen tnai al ogntion not suSstant atod.baseu on 
review ol uncalysis tosi ieSu ts.ava “ab o ci mrial h story m'o A odcil daia 
NCRELIUS.C.E Region 3. Ofc ol the tjirccto* 89/07/29 HEEOC Comrenwonlih 
Edison Co 2pp 46404 3 »2 4640 1 J14 


8807200248 NRC Rulolii 88 CG9, Th*?rb*e Tube Thrnr.g in Wt 
Svc Hsl end 

HOSSI.C C Div.S'on ol Oporat onnl Events AssessTom (Po* 
Constf. dated Cdtnon Co ot Now Yo<k, Ire \22pp 463 au OVO 4i 


*0000030131 Forwards res.i ts ol mvestigahon re nloyaton ccnccrnng cor.'ractor 
crrpluyuu Ros^lts w.rhl c*:J 

D-ISS.H L Commoriwealih Fc-son Co 88/07/ 14 DAVIS A U Rnncn 3. Ctc ol Iho Dr 
rector Ip 46404 314 46404 314. 


0007210218 NRC Info No' ce 88 052. "Faifure of liitmuiermo 1 r 
Applraior Drnchyif)erapy Oeviros During Parioril Treatmont ” S* 
CUNNiNGMAM.R E D.vision of Irufwshial & Mcd.cal Nuclna- 
00/07/2? Conso'iclaiod Ed-son Co of New York Inc I08j>p 


8008 160263 App'icaticn lo* arrends to Licensee NPF 37 A NPF 66.ro vising Toch 
act.on slatenifinl ro DHS.Foo pad 

LENTINF.F G Commor.weallh Ed son Co 68/08/05 MURlEY.T.E Office of Nuclear 
Fteacior Regulation. Direcfor (Post 870111) 2pp 46556 2F>3 46556 202 

•♦8008160269 Proposed lech Spocssovrsinq Tech Spue aciion stafemor.t re UHS 
’ Common weal h Edison Co 60/09/G5 iQpp 4655»i 265 46556 282 

8808190289 Forwards add nlo re dos gn pf p'ant Clectrsco** dsinb-jt-on sys.por B0O62? 
/equesi 

LENTINE.F.G Co.-nmcnweaHh Fmscn Co 88/08/05 MURLEY.T.E Olfno of Necfoa' 
flooctur Re quint on, D.rccH>r (Posi B704 l 1 ). 8p^ 46697:324 46597 33 1 


0800160244 Discusses ull abbnw.amd Site access Iran-ny prog 
sorrol complohng Region III training in genor.c aspects (4 rarha 
cunty & omorgercy rosponso 

DAVIS. A B Rogion 3. Ole of iho Dimeter 89/07/27 ALEXICH 
Power Co (formerfy fndana & Michgan Efocirr Co ) 4pp 4656 

8808230260 Forwards lotesl rov ot NRC Moruai Chapter 0610, 
begin uftirg new fu'ictcna' areas SGI torih in rgv lo? all SA 
nxiqnrl t^oyoncf 8B060D effective data of procudjro 
N0RELIU5.CE Reg on 3. Ofc of 1h° DirCClor. 03/07/27 
Mcf'igan Power Co (formerly Indiana & Mir.nyan Fioctnc Co; 
Edison Co SCHNELL.DF Union EfPCHiC Co 39pp 46620 093 


8800160086 Requests that licensee o.s/ngmd Pago 374 7 14 m Amends 21 io Liconses 
NP1 *37 A Nf'F D6 A use pago provided n Amend 20 

Ol SHAN.L N Project Drecto-ate III 2 00/03/0? 0LISS.H.E Cnmmuowcallt» Edson 
Co 4pp. 46559 256 46559 261 


8807220034 NRC Info Nol'ca 0ft 053. 'Licensoo Viulahons of N 
Led to Medical D*aqnoslic Misadmmistraiians " Svc list encl 
CUNNINGHAM, R F Division Of Indjslnal A Medical Nuc'ear 
80/07/20 Consofidaiod Ed son Co Ol New York. Inc lOftpp 


DOCKETED ITEMS 251 


8607220 tQ2 NRC .’nfo Nohco fit? 05*f Fa tut} o t Ocuit fcK'Jko' t j. o*ng nsttfato i 
of Anipiocicr brod I'ijj AitaclvrO'>i " Svc ksi one 1 

FCSSI.CG of Oporaiirvia 1 Fvcni* Asscsm^ooi (i’os» 07C*ti«j t)fi/'J7'26 

Co^o djloo Lc^cr Co ol Now Yo*k. ir*c i?'np 4f,.i • 7 020 4 ti>*‘* 1 7 ■ 1 '0 

Be 08 2 <10096 Ark.ses ihat plcirt nservee mvp proof am wi Lo rev sreJ. per ASIY*. See- 
:.C*i XI Ccilu & '063 Summer Addenda. l.y Sop? 1908 

C*»R7ANOWSh,.R Cnmironwoalih FdsonCn 06/07/29 MURlFY.f tl NRC Ko 
L*CIA e.l Afhuion Li.wo'i ?np 4lit?7 08b 4GG27 CHU) 

3937260019 NRC 'i.lo Nctico 00 DC.!.. Polnnhai Prob'cm,* C-Hisenl by Sing 0 1'aLif ol 
S3F 5* ng Hus 5vf 'isr oncl 

3QSSI.C E Cw»»ion Of Cf/.rai onal Events Assessment (Post 0/04? 1) OO'Ua/03 
Co‘*;>o' da'ed Fdirx)‘) Co (if New /"orr tnc i2ipp 4C*f'w f 2 f id df 7 24 1 

833&0302B9 Suppl 2 to NRC b.i'olm fib COS "Nof'cX;nf - nii **.<) Will s Supp'iisl by Pom.) 
S-Fp.os.'rc Jt FpisoniNj 8 Wrsi .nsoy Mig to nl W 'iMirstown.lV/ ' Svc Im nr.ci 
lOSSl.C r L/wsiW of CpjrtfQnM tvr.ors A b sor*s/i. t'Pl (Pus! tHPf>0/O3 

CiTjC. 1 rlJted EdsonCo ol New . I*k: M'Jpp 4ft530 1?l ;G r <3U ?69 

830729000B Si.ppl 2 lo NRG v Jui:oi n t!i) COB Thermal Si'csses P pmj Co vr rleiJ 10 
RCb “ Svr. I s' \>r,c.‘ 

RCSSi.t, L Civivun c 1 OpeMlionnl C./f/n**, Assuvanonl ll'csi 670*111) pa/Cm/Ua, 
r O'isc m P iled Ld son Co ol Now i o, k ml i?1pp 46504 CO' -<1050*1 121 

680729011 1 NRC Info Notice HH-05G. ’ PoUrnli.i. Prolih/T's W/S‘lro~o Fnfjm Fro (J c vi or 
Pcre'rairtn Foa's " 5vo t.si uric 

nCSSl.C E Gi.is-jn ol Opcahenal Fvonib Assuwnnnr fPoc.1 870-111) 00/OM/O4, 
Co'isC daic J Fd c*in Co of Now /orh. me i?3pp 4 0569 '75 40569 297 

£606020095 NRC Jo Jr; Mplijo 68 057, Pek*r>)»3‘ lesa o? Safi' SiMiJrfcvm L uupne;!) Duo 
is Premature S.hcon Co.ii/oiled Rectiliur Fal./u " Svc trsl encl 
n-JSSl.cn Oiv-scn ol Operatic. p*tl Fvervls Asso->srn(>ril (f’of.l 6/0*111) 96/000)8 
Conso icinlud Fd.sc.n Co cl New /ork. Ir e I2?pp *10469 125 <10*150 2*10 

e606Q20l02 NflC Into Notice f)0 Of.n ‘PotnnlMl PrOMc rs W/ASFA Urown tiovon lit 
511. Ii're-<5w. rcbtre'il flelayb ” Svc isl oncl 

ROSSI. C L Uv.-jon ol Cpcrai ooal fivonls AsbOss'iicnl (f>osl 670*11 1) 1)6/ 06/ 06- 
Coti^:hr:alcd Edison Co ul New Ycru. Inc I20pf; 4G'iDft 091 1/0 

6806 160346 Ac'- fc:'0.pl Cl 0b07U ; > Hr -oloirring NDfi ol steps lakcn lo tor'C 1 :.! vclntcrs 
'ioVjiI m In'ip Hep?‘i 50 4*> •*. /OB 07 & 50 455/flB 07 ViclaiiCn 1 13 w ,11 n If aw* l:«isod (>*' 
*ifr:l nlo 

#OJ*Nrv WL fiction X QIC nl the Cunclcr UH/MI/0& DEfcD.C C:;/7)i)'/;mwviJri) 
tr:«son Co 2pp -1G5GJ 1)55 -10560002 

•9806 160350 Responds m NRC fi<30UM Itr re vio’alions noU;d n Insp fk-p'.S SO J54/80 
07 A 50 .;f> f .;88 07 fo*rcci.vo nr.nr ns f»*o ,e0*rns fiAf^ 3:«) 3A1 A lUOS XLF-R1 re 
v«o:l on 680674 lo inc».'!o irvciuo c.ortf idenl ticat*o«' A HOP RY k‘1 rev, sal cn 
t!fiC 1 1 3 

Ui IBS M C Cu"iin:jnwenll1< Fd' r -«)n Co f)fi/0//05 DAVIS A R Meg. on 1. Clc c7 ti.0 Fti 
‘cr* t; - 6f:p 46560 06/ n, 660 06? 

8908030112 NRC Ir.fo Noiico 00 069. "VSlV GmtCi Hill Fa/iire dl Walorleni Jut 3“ 
Svc l si onri 

ROSS'.CE r.asun cl OpoMlionol f:vr»nls Assossn.onl (f'osl 0704 11) BB/OQ/OO 
CoascJ d-7‘cu E<f sarr Co at Now Vo*. Inc 12 1 w 0? f i/..f67 rji 

890BO<10062 Sup pi i to NRC inlo Notice 80 004. InaooqimiP OuV'lraton & l)ac..iv<>n- 
Ici'.i.ti »il f ru Uarr-er Pijrolraiirn Seals " Svc BM r>ncl 

RCjSSI.C E DiviS-cn of OnuraliDca 1 Uvonfs Assnssmuf'l O’osi i)704)il D‘i/l!f)/(J;). 
Ccnsol rlalcd Ed son Co o' Now York. ir.c 1? ipp 4b‘j'it) 2U5 AfjBSl) 

880B050135 NRC Into Noi CO 136-060. ' Inadequate Ucb'yn A irstallal O'* nf vVa'orlijjSI 
3 or.oVal.on Sea's Svc 'ist ct .cl 

HOSSl.C E O.vs.on of Cpurainnal Fvcnis Assossinonl (PObl 07041 1| 68/I16/ 1 1 
Con sol .Cl a 10 If EcJ.s(4* Co ol Nuw Ycfk. In:; 1?3pp 46569 *08 46570 HG0 

890805024B NRC Into Nul^o RflOQl, 'Conl'o' Rorvn I lal:il<il:i dy Rncenl Reviews of 
Of/Ctaing Fxoeticrco " Sv:; '/.si cetr.* 

ROSSI.Cl: D.v.sun of Oporatofial Fvenis Assesvuonl fPost 13701111 66/06/ 1 1 
Ccnso ic'atc.il Qciisoo Co of Now York Inc i20pp *16594 312-40605 07b 

3C08050295 NRC) Inlo Nc'rco 0f3 00?. Hoceot f-iodiecjs ro Impurroriiaiioo 01 QA Pro 
grams by Suppieis ol lrarsporl Packages " Svc lisi oncl 

BCRNLtT.RF Div.sijn ol Saleguards & Tr.inspoMAl <:fi fPcsi 67041J). Hfi/ctf/12 
Cc r so tidalort Edison Co of Now York, lee lUUpp -1051)1 165- 46561 2413 

8308080264 NRC into Nolen lU) 003, Ifiglt Radrdion Hazards f rom iriaculin-j fn Co # u 
Hr? lectors & Cob'os " Svc !:sl enrJ 

HOSSVCF Divis-en of Opcr.ihonaf F:vonis Assossinerd (Posl 8/04 11). 86/08/15 
Ccc.sol dnlr.-d Ld son Co cf Nov/ York. Inc. 1 1 0pp 40509 065-4664 iJ 1 74 

9808110206 MRC Info Notice 08 9 04, "Moporlnuj I «rns in Nur'ear Process SyS at NdcIl* 
ar Power P.anls " Svc I .si end 

HOSSl.C F Oi.ison ol Opcraiionsi Hvonls Assessmt*nl (Post U70411). 68/Ofi/iO 
ConsoiidrtliTl Fifscn Co ol Now Ycrk. Inr 10-lpp 45643 0D1 -400-13 104 

9609120327 NRC info Notsco OS C(15. "Inadverlenl Drainagoti of Speni Fut*' Pools " Svc 
ist oncl 

RQSSI.C F D,v.b.on ot Cpomi onal Evenlb AssoSb-monl <Posl 070411) f!0/0d/1R 
Const) idaied L\li$on Co ol Now York. Inr I23pp 46028:011*40620 133 

0806160332 NRC Info Nouco BO 066. Mr dusinal H&rfcQMpby Insp & UntO'COnion? ” Svc 
litit encl 

CCNN-'NSNAM R L OiviS-on of Industrial & Vadic*if iVeC'o.ir Sr'efy (Post 3702291 
83/08/22 CunsoLdaierl Ld-son Co of New Yo.'k. Inc 9Cpp 46528 134 *16620 ??3 

B8Q016O414 NRC Inlo Nokcn BB 067. "PWR Aux.'iary Foodwate.* Pi-mp Tuihrio Ovor- 
s;ieed ri^>Faiu r e ' Svc 'isl or-cJ 

RO-SSI.CE Divivcn ol Opera liDOll Evenly Assosr.meni (Rusl 870411) B8/0B/22 
Ccnsol U-tltd Edison Co of Now York, Inc l?3pp 40643 105-4G643 ??7 


R. Periodic operating reports & related correspondence 

8807266154 l/onth'y operaimu repls lor Juno 198R fer Dy/on Unis I A 2 W/80O71O Ur 
SPH2EH.DJ, PLENIEVVIC2.R Ccrr-.monwOallh CdSnn Co 00/06/30 I6pp 
46304 33B 46304 352 


9800180364 , . l crif"’l/ o,;orafr'‘.(( ropts tc *■ Juf 19Efd lor l/rrfc f A 2 W/flfiOSi 0 >u 

SPITZLO.DJ PLFNlEV/CZfl Corm j-^wea'iri F*j«.o' Co 06/07/3'. 1-ipp 
455 U 0 225 465 ?!fi 230 


S. Reportable occurrences, LERs A related correspondence 

GB0729024G IFF) Gb 003 0 3 on HfiCG 1 3 cs'.onlia' r.vc water i-nakOud (lump <n.- puraVe 'or 
9'uakr Pan 72 hCausr-c: ;«y i*ncru*ate eoclncal dislr tm <*o U0Pk‘3oj*\ w-H no ro- 
v.c:wc*d A rev ',ed Soveral p'Cicrdi.rus I t:u revisr.'d.W/POO/PR tr 
KOCUA V/, P..FN LWCZ n Co nvcnwua'n Edscn Co 60/07/20 5|.»: 46342 2G1 

46*J4? ?t3 5 

8800180439 It R 07.01 7-01 on H/0729 & Ml.rnaclo* ir*;is f/o n li :j'i rog.ii-ve rare 
uroiuud Ca*,.sed by •ghbii'-y «.tr kc"» Vodr* to ir-jtiinry f)'o*rci'fj‘) sys 'itlde V: ' fl f, Cf )!)’J 

If 

?.UESl. . PI.LNlFA‘lc;Z,H r:o**vre;nwrta1lh Prison Co KB/Cft/W 5p|i *U>5h0 244 
Ki5b0 24 5 

BQO0 190023 lF.H fJH-03 * CO on Iiii:i7 1 fi.inq n Ir.-eUw/ilO' ptirrp ’li ff.:);i_d A Vonm r 
i.“iilijr levels tU:* ‘ease JC.v.sfKi by leetlAater llow sir' an; risreaich A inssol turbine 
driven tnrd*ai<.-r fiifip Fa5.i| & rcsst^rn ropactiJ W/PfiOBiO Hr 

lUlUN.l HLFNIIVVIGZ.H Corvno-Acarlh IM Co fJU/CG/lO 4f-p 46656090 

4059ft o:n 
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F. Security, medical, emergency & Pro protection plans 


flGGB 100052 Rov GU to error: ;uri try f ;,:tfl rn.'jfe Tienf < yj p.Oi'ur/. ros i.,f-rg or fades 
* Ccmn'.crwcMlH 1 (*c t)‘3/03/3l ?fi"p 4 6695' 3 3b -4 659 6 369 

86070D0520 C-su* ;; lir 81)10 lo all power reader icnnse^s fi bofdnrs < f Part G5 ap 
piovafs ro piatf aso of GSA niJp'Ovod seruoty conta ners.Svc f*sf r?ncf 
Min A( ILIA T J Associate Credo ler P/o.ccts iRost 870411) 88/0//01 Corsnl :j«ilod 
Fds«‘i(;o ol Ncv/ Ycrk H e 3 If p. 4 G3 lift 299-40369 3? 9 

8807260105 Fr/twanls Safooutirds frs|> Hopis £iO-1 r »*l/'OiMO A G0 *i55/#<l-f0 on 
680623-0701 A nr:' cn of v’olation rj j rcsf.cr.so lo vclot*:n rec,ui*e:J Takng ol Aden 
lo ccrrus.l vio aiut soted Noiir.o & ropl <]eia>ls wilftbcU (.rol 1 nci'R/i 21) 

'JALLl: T T.f) S Flr.(|un D. Ole cf l>-o OxoUor Hfl/07/14 FiEfD.C Gorrnxnwcallh 
terror r Co ?fi;j -It >'283 214 .:fi2GG 24/ 

■ 0807200 107 Parlrqly w.’lil e!ri *S|J hep's 50 464/08 10 A GU 455/ftH 10 on 1)00023 
07U1 (r<.*l io:;i ; ri/:i?UNo volalion r olctl.Maicr area*, inspuded mg I ollo.cl.venoss 
security cec..nfv prcq'arn aiaMs.fotitmg & m.n*»t A derm n;#n cat jns 
PINTLE GL fb:rjc:n 9. Ofc el H«u Droeicr 8f)/07/i4 >pp 4R200 2*16 1G<HH 247 

DQ072601B7 f r.iwariK Saloly Insp Itepis 60 45 l/CG-itq A "O-155/0B 00 on B‘)C517 
063J A f'o'. co uf vofafon 

FORNLY/.VL Nrqcn 1. C)!c of the [3rferlo' f)«l/f>//14 NF.EU.C Comro-'.weallh 
F:<J sot) Co 2n i 4(»?flH,3 J/-4h?Gft M f >6. 

-6807260192 N^Hco i;f v clot on irom .rsp or, GuOGI 7-d030 Vio anon roto*i 9n uru tors 
tablsfi A .'rpk.n'unl aiiuquntu |*'OCrfdi.fcS for Ire p'oterton progr,in> ir.cL,rlng Inkre 
ol D'ocr.ilixo lo rr:r|ui»o voiIichI on of lurU-nu l>f:Jg vn;>or ia**k valves 
FORNEY.W.l Region 3. Ofc o' II *o Drectrjr 08/07/ 14 ?()p -16280.339 40280 3-10 

- 8B072G0200 Saloiy Insp Nupts 50 454/00 09 & 50-456 /«ft 09 on 1)0051/ 0030 V-da 
lions nolod.Miiin' arr-as rspeclctl:lico"M.o «id on on prrvcus rsp 
Imdr gs LEHs tul ot.»'S.gariL" c Urs. cpnralKjns sun n'ftry.r*nin ng & «pnn1 '..ol sirj-ngo 
rocks 

HINDS.J M Hogion 3. Ok ol Iho O rocior. 0»/O// I I \%p 46?a0 341 -46268 355 

60OQO4O331 Advisus i'*a( 090714 Rev 25 10 f»'anl 'ioccr ty pla'i co'i&isloni w/jjrcv s:oes 
ot iCCFnf.0 54(p) A accr‘PMli'0 

N'AI I.C 1 1.0 S Hogun 3, Ofr. ol M.e Utrccitr 0H/IJ7/2? DLiSBHL C'cnimon-wua'i’i 
Fdso.n Co 2pp 4G435 :):)*> 46*135 3il 

6B08160271 RevisorJ ornorijrincy p'an .rnp onyunimg p»occ:J.»'es.*nclu,Jir,<j Rev 14 'o (SZ n 
GUO A1, PnOn li/c'iJ Call Li>ltn*q ler Sialf Auumenlai on Puipnsos (Oi,isJo ol Normal 
W 0 'ki“.rj Hours) ’ 8 Rev 13 lo U?P 6C0 A?. ' D i odors Pfono Libls ' 

' Curnmo'.weA.lh Lcison C:> bft/07/?5 42j>? 4G559 065 -16559 10b. 

8800160244 Piscuusns uiii at.h'eviaiud s*io access iranvng (j»o:;ram lot NRC nc.p pn* 
sonnoi cnmp’nir.g Rerjion III irnuiiirj m gonor c aspects of mduiion s.Holy phys-coi so- 
Cuniy & emergency rospo'.so 

DAWS A0 Region 3, Ofc of fhc D rcrior GH/07/?/ ALCXffjH.MP frd«a"a Mien {jar* 
Powt r Co llcnvurly inJara A f/*Cli gun E*<?c1'*C Co ) Ip;). 4f>5Gi ?-U3*466ftl 261 

8006080109 Forwards li'*.,il repi ol 8/1014 |On1 oxcrC-so ol OlfsilO rod o:<>qC«V* Oinn'gen- 
cy rospoese? fi’ans fo* plani Nu dot none os obsorvoo -n n»erc so 
KHlL'M.FHV Feck-rat Gmcrgercy Man.igerr.ont Agonry. 8O/O//20 CONGFl F J Divi- 
sion ol Radaio 1 ) Profnclr)'' & Frrergoricy Pfop.irodno ss fPosI 8/0*111) ;rpp 
4G451 001 16461:036. 

-•6008080199 roiwards schcdu'P ol corrcfhvo aciionr, Ircnn bialo ol IL lor weaknussos 
i-Jenl.liod during 871014 |o nl fu»l<c pat cn raoio'ogijal emergency pr<jp,ife(iness 0»cr- 
c-so fur lac'hi Y Ccrreciivn acnon incorporated <r»lo final oxcrciso mpl 
' FodO'nf Fmo/y-jrry fvfAnai|o iieni Arjoncy G//f?/fG 1-pf) -fu-Jft t 004-46451 038 

8008100400 Hov s«:1 cmo-gonuy pin** m‘P*«mL*nling p/occdiros lab'e ol conlonls 
■ Commonwoallh Edcnn Co 68/07/31 2pp 4650ft 31 1-40596 312 

8808040247 Gonor c Lt' 80*12 lo all power roacior Iicor'sces A a pp! .ran IS re removal o' 
lire proiechcn rot-u rernonts ffO‘n Tocli Sprjcs Svc Bsi end. 

MlRACjtlA.F J Assoc-ale O.reclor for Projed9 (Post 07041 l) m/QH/02 Ccnsol dair:l 
Ldsoh Co. ol Now York. Inc 52pp 4F4U3 2ft) 46-163 34? 



MOL Ah AN. G Oi/is on o< Reacior Pre.ierls 1 i .V.V A Spoc-nl Process (Past 8/C41 if 
b6/0//?l 6po 4(1445 099 46-145 103 

-5609080056 Saloty cv<YuV on surpcrtirq Amenls 20 A 20 lo- Lici*>ses NPF-37 & 
i\ 3 F • (>0 mspcclivAV 

* OH.:e ol Nuc'ua* Reader Rogi.laliCh, Direct* (Post 8704*. ij Bd'o?/?! 5pp 
•16445 1C4 4f,44 f > ipa 

0808020305 Adv sc* mat u!l 070023 rospcr.se re readC' COn'amiT or.i ‘an cuo'crs 
salfttlaciory Issue closed 

OLSHAN.L N Project D.'eciO'dlG ill ? 38/07722 UL'SS.H E Ccrrmo-wea.ih Emson 
Co 4pp 46J3.M 45 .46383 1-10 

0808020343 NcMicahan ol 860802 rr.nelirg w/yll id discuss amend roquuM io change 
coda nnorit k^Uon dos-gn dresses 

OLSHAN.L N Picicci Oredoraio III P 80/07/26 DULLER DR Froirr.i O xcicraUHl 
2. 2pp 40370 0U9 463/8 100. 

0008050057 CoVirms p’ais ic* 090820 mooing w'ulil representatives lo ffovdo soft- 
ossossrrenl cl roc on alani podomiarcu 

GREENMANE G Region 3 O'c ol (ho O*octc» 80/07/27 HELD C Corrmcnwea ih 
Edison Co ip 4Q433 134 4G4Jft:»34 

880005010 1 Fo'warcs Affords 21 21.10 A ‘0 10 LiCOr.soS NFF-17.NFF.63. NPF-72 8 
NPK 77 respectively & safety ovaljaticn Amends appmvo charges to Teen Specs m 
i sir'd iiums.ircljd-rg updating *, lies cf vur ojs pcrscmel 

OLSHAN.L N. SANDS.SP Project D.*ccto-ah> HI 2 89/07/27. BLISS.H E Common 
wealth Ed son Co / pp. 46445 287 45145312 

-0909050165 Amends 21 2 M0 & 10 10 licenses NPF-37.NRF-6ft.NPr -72 K NPF- 
77.rospflCl.vGl/ chang.nr) Toch Specs lh.it change shjldown A report ng mqjiron.cn's 
res illi-cj Horn h :jh speed l acliv ly Cf roacicr cco'anl 
MJLI F.R.D R Project Drociorala ill ? HB/07/27 35p;> 46445 274 40445 309 

-8000050167 Solely ovauaton ecppcrliry Amends 2121.10 A 10 lo l ico^ses NPi - 
37.NPF 66. NPP-72 & NPF •/ /jo^eoctivoy 

4 OUine ol Nucear Hcachr PegUalion D rcclcr (Post 07041 () 80/07/2/. 4pp 

46445 3VJ 46440 312 

8000110146 Forwards mlo to comp la-ne w/Rog Guide 1 97 ro RhU sys Ilcw.HHH MX 
cut’ei lorrp & accjmu'ator lar k lovolESF &le(js menacing ‘ights corripcnem siati.s 
jr.dcaiion & pump moiu» arrmolo:#; saloly rolalcd & compfv w/reg qjilo. 
HuNSADEn.SC Coir.rroAwon th Edison Co. U8/U//2? MjRlEr'.TE OJiico cf Nu 
Cent Header Regulation. Cruder petit 6701 11 1 15pp 16509 071 46509 885 

0609030150 Advises i n ai NHC re canity received ^legation r.volvry two ccniracio* t?m 
p'oynes a*, pant End describes aicgaion rocevod.ur shoj'd imhato 
mvostiyalcn Repl requested w.:nn 30 dd/stVi a ftilx-ld |re< 10C/H2 700) 
NCREUUS.C.E Region 3. Cfc Pi H*o Hirccicr uy/07/29 F1EED.C CormonAoalfh 
Ed son Co epp 46414 110 48414 119. 

0800030427 Ack rece.pl ol 0907 M Hr fOSPuntfny lo NHC 690516 Ur 10 'il^ess ler duty 
«l egaiicn NliC corcurs w/ul 1 pcsil o*i Ihnt aloyaiicn noi suosiad atod.basod on 
rov ew of unra'ys s lest rc$ulls uuaiiaLlo ci.ir.nal h story m‘o & acJdl daia 
NOHELIUS.CE Region 3. Cfc o* H o Diiecicr 80/07/23 REED.C Commor.woollh 
Edison Co 2pp 46104 HI2 41*404 314. 

-880B03043I I ervyards results cl invos* gat-jn 10 a'logotiDn cuncerr* rig contractor 
onrpfoyco Rosu is wiihlieid 

ttLlSS.il E Ccmmonwoa th Ed sen Co 98/07/14 DAViS AO Reoran 3 0‘c 01 )ho Dj 
rcclcr. Ip 46404 314 46404 314. 

09O81GO263 App'icahcn fo‘ amends lo l icenses AFF 37 8 NPF OBfovisi-g Tech Spec 
aciion sialornem ro UMS fee pa d 

LENTiNE F G Corrmonwcath Fdscn Co 90/C8/O5. MURICYT E Cilice ol Nuclear 
RoactO' Reg-j’ai on. D.rcclo' (Fosl 07041 1 ) ?pp 46566 263 46556 262 

-*6000 160269 Proposed Tech Spacs.rev.sny Jco'i Spec achon staierre.nt ro UHS 

* CoT.monwoa‘lh Edison Co 93/06/05. I8pp 4C556 265-46556 202 

80O019O2&9 Fonva'ds add nlo ro design of rJam o'OClr c tY d-sif-tuion srs.po# D8C627 
f<K;uesi. 

LENTINE.F G Corrmonwoa'lh Eo sen Co 08/08/05 MURLE/.T L Oil ce of Nudea* 
Reaclor Rog.j’al-on. D.rcclo.' {Post 87C41 1) 8pp 4650/ 324 4659? 331 

08O91COO 86 neqtflsts ihallcenseo cis'ega'tJ Page 3/4 7-14 In Amends 21 lo Licenses 
NFF 37 S NPK 66 & uso page p rov. Jed n Arr.ond 20. 

OLSMAN.t.N. Pro.ect Oirectorate HI 2 8U/C9/08 BLISS.H E Comir.cnwea'th Edison 
Co 4pp 40559:256-46559 261 

0608100330 Confirms meeting on 060810 ai NRC Region III m Glenn E.lyn. |L to d3- 
cjss ul.l policy on rac-lity stall work-rg h/s por 800805 c;jsiussiOn ber»een MA Ki:n 
owski & N Smith. 

NORELIUS.CE. Region 3. Ofc ol ihe DrociOr B9/OB/UO REEO.C. Cornmonweallh 
Edison Co 2pp. -165G0 02 <* 46560 032 


0. Inspection reports, IE Bullotlns & correspondence 

8805200295 NHC info tic*. CO bV O'J? Ptoir^i Hopnn ‘>;j lo NHC L> Sirj/n 1 
Involving RaJiOachvo Mall " SvC lisl er-cl 

CUNNINGHAM. H E U.v,t.io‘i ol Ind'.slnal A Med cal Nuclear S.iiely { 
68/05/25 C«r>so (dated Fdson Co of New Ycrh. Inc I20pp 4G3l1h 1 

0807200283 Forwaids ro^pnnrls lo NHC 8603011 Hr re v.claiiDr-t, ntsliu n 
454/08 04 A 50 455/QQ 05 Response wilh'mld 

BUSS HE Comiiun wealth Edison Co 68/07/1? DAV'S.Aft noq*»n3. 
reclor Ip 4B339 164 46339 164 

0007260105 Forwards Safeguards Imp Roplti 50 454/86 10 A 5,:- 
i!HVGP3‘070 1 A -'narco of votof-onNo resojnso 10 *- 0 ‘ alien ten :f r«< 
locmucl viclulion noted Not to S mpl iloipils wiiHhelJ (rol iOCFfi/3 ^1 
MALl.ETT.BS Hog. on 3 Ole of me R recto.' 6U/07/14 NtElJ.C 1’ 
Fdscn Co ?pp 46285 244 46298 247 

•8007260107 Parinly w thhold insp Ropis 50 454/88 10 A 50 455/(101 
0/01 (rol 10CFH73 21) No violaimn noted Mn,or areas nspeciud mji 1 
socurity.^en.nty proyra*n a»d.ts lasting S mint A coiniTiimtaiions 
RlHTlL.G L . CREERjn Rogoi X QIC ol iho DrrclOr HH/07/14 ?,■ 
46268 24/. 

Q8Q72C01Q 7 Fo.'wnriJs Snfoly Insp ReplS GO 454/08 OU & 50 455/n*i ;r 
OGjO A noiico o' viciaion 

FOHNFY.WL Nct|.on 3. Ofc of the D.roclcr 60/07/14 FlFFD.l. 1 
Edison Cd 2pp 46260 337 46268 355 

♦•9307260192 Notc.o ot vrofolinn frern nsp On 66051 7 C630 VioiahO' 1 1 «« :(«' 
lahlsh & impiomoni adoq-iflte procodires for fro protect on p»r:q.vi >■ 
ol p.'ocodu'o ro rnq^i'O vof.cato.n of li.rbno b dg vaocr tan-, vnlves 
FOHNEY.WL Hog on 3. Ole ul IhoDrcc'O' fifl/07/14 2pp 4f»?fifi .1 

-0007280200 SalOly Insp Ropis 60 454/86 0D A 50 455/66 09 on Bmp . I 
lions roiod Mai or areas nspoden htonseo acl-on on p 

ImJ ngs.IERs.hu. olms.gonori:: Hrs, opcrniicns si immary.tr a ring A (ft* 
racks 

HINDS.J.M Rog cn 3. Ole ol II. o Dimeter 08/07/ II tTpp 46206 34 M 

0807200162 Suppl 1 lo NRC ir^o Noiicri UU 046. Llccrsno flop! ol l)i 
bishcri Circuit Breakers Svn list onci 

HOSSl.C E Uiv sicn of Opomiicnai F.vi.*nis Assessrront (Post HA'41 
ConsoLdaiod Etl.scn Co of Now York. Inc 1 26pp 46100 064 4G3Ph 1/1 

0907200246 NRC Uulfoin 88 009. “Thmblo Ttbo Inning in Wes'. i.g*i,n 
SvC I'Sl cncl 

RQSSI.CE Dvison ol Cperahonal Events Assossmonl (Posi H/L'H 
Conso'idaied Edison Co cf Now York, ire I23pp 4GJ48 070 46J4<> »*i; 

0907210210 NRC ln 4 o Noiicu 66 052, "Ftn'uro Of mirajlunno Taf'dr'i’i «i 
App'icato.* Iirachytne*apy Dovcos During Pahcnl rreatironi ’ Svc l si i v : 
CUNNINGf <AM.Ft E. Dwision ol Inriwslrai & Med cal Nuc t>ar Salelj I 
00/07/27 Consol dated Ed son Co ol Now York. Inc lOOpp -I63.WO 

0008160244 Discussos uV. nbbrov atod silo access iranng p.'ogrnm ftr 
sonr.ol completing Hep On ill Iraunrg n gono'if asporls of radflion F.iU 
Curdy & emotyer.cy rospcnso 

DAVIS. A R Rogien 3. Ole of iho Director 08/0 7/27 ALLXICH.M l» in 
Power Co (lonrorly Ind ana 8 Michigan E^odnc Co ) 4pp 46661 ?4I| A* 

8808230260 Fo-wards lalesi rov ol NRC Manual Chapter 0516. SAIF 
begin using now lunuicnal areas snt forih n rov for a’l SALP rrpi 
oxtond beyond B006C6 olfociivo daio cf procedure 
NORELIUS.CE Rog-jn 3. Ole Of tho Difor.tO' 80/07/?/ ALI'XIC- 
Mchigan Power Co (formorly IndiarM & Mchigan Riocif C Col FAY.. 
Electr.c Power Co SYLVIA. G 11 DoirCil Eikson Co 30pp 46820 098 -in 

B807220034 NRC Info Noi co 80 053. LicoriSto VioLihons of NRC R.'C, 
Led 10 Medical Diagnostic M sadm nistrations " Svc list one 
CUNNINGHAM.R E Div.son of industna' & Medical Nucloor S.i'utr i 
68/07/26 Conso:id3lRd Edison Co of Now York Inc l06pp 4<*yjL»; 

0807220192 NRC Inlo Nolice 86 054. “Fai'uro of Circuit B/oakor Folt>>v 
ol Amptector Di'ect Tnp Aiinchmeni " Svc list encl 
HOSSl.C E Division ol Ouorotonal EvOnls Assossmunl (Posi I17C41 
Consoldatod Fd:90n Co 0/ Now York. Inc I2ipp 4641/020-46417 in: 

8000240096 Adwses tt*al plant m^ervito msp program hu rovso/J p 
lion XI Code 4 19B3 Summor Addenda. by Sopl 1088 
CHFH2ANDWSKI.R Commonwealth Edison Co. 88/07/29 MURLEY.T 
Detailed AfMiaiiOn Gwen 2pp 46627 036 46627 086 


ROSSl.CC Divivcn or Opcmtionnl Cvonhi Assessment (Post 67041 1) 6&/C8/0- STAIJFFER.G . PLLN EW-C7.R Commonweaim EU*en Co 8B/C8/C9 5pp 

Cu^sU dated Ed sun Co of New York, Inc 1 ?'Hj|) 46‘jb'j. i /f> 46569 297 46561093 4656109? 


6506020095 NF1L Info Molten 80 067. ' ‘Putiviti.il l oss of Salt' Shutdown Eq-prront O..o 
!o Prerrati.ro Si'teon Controlled HucMiOr Fmhjro ” Sve list on. I 
ROSSI.C L OuisO'i ol Opomlionol Evunls Assessment (Posi 0704 1 1) Uli/00/00 
Consol dated Ed son Co of New York. Inc I22pp 4f;469 1 25 46469 246 

6806020 102 NMC Info Notted 80O r il), "Potential Problems. W/AStlA D*own Bovou HE- 
5 1 L Tnro Overcurronl Relays S/c 1*1 oncl 

ROSSI.C E Divison ol OpO'fttiOriQl Evunls Assossmunl (PoU 87041 1) 0!Wl)0/P0 
CoiSCl dated Edsnn t:o of No* York. Inc 1?Cpp 4bb38 001 '16630 170 

SB08160346 Ark receipt of Hfl07U5 Iti informin') NRC of steps taken tn ccireci vio'aiiuus 
ro't'd .n Insp Ropls 60 454/68 07 74 60 465/1*8 07 V'filnhoo 1 B withdrawn based on 
a:;cf -nro 

f OnNf.Y.W L Region 1), Ole of tl*o Director Bfl/OU/Ut) nrlllJ.C Ccn'rnonwua'lh 
Ed son Co ?pp 46500 065 46660002 

**8808160350 Responds lo NMC OMOllOl Ilf fo volnimns noted in Insp Rents 50 454/fifl. 
0/ A 5fM55/0’i 07 Ccrtucltw arixtns Pret .txluuss UAP U30 3A f A f DOS XLh-Rl re- 
vised cn 0UOG24 to nc‘ti(Jo unque* c:tirt> njonlif ical-on & BOP FlY Ml revised on 
680413 

tJUSS.H E CommonwodHh Ed son Co 1)0/07/05 DAVISAB. Rug:On 3, Ole ol Uio D.- 
footer 6pp 40500 057 40500.1^ 

8808030112 NRC Inlo Noheu 00 061). MSIV (imdo I In.' Falu o al Waloilcrd Un t 3 ” 
Sv%. list oncl 

ROSSI.C E D, vision ol OpLraional L-vniils Assessment (Pest 0704 11) 88/00/09 
Conso'idiiod Eason Co of Now York. Inc. % 2 1 pi> 40407 011 -4640/ 131 

8608040062 Ssppl 1 lo NRC Inlo Noheo 60004. inadequate QunUieaiion A Duenmon 
ia: on of K*u Barnor IVnoirnlion Seals. " Sve list enr' 

ROSSl.CE DiviS'on of OpertiiKaiui Evonls Assessment (Post 870411) 08/08/09 
Ccp.so'idrtieil Edison Co uf New York. Ir.c I2lpp *10650 205 4G569 3?6 

8B08050135 NMC Info NoiiCo WH ()00. "Inudeqjntu Design & Insiallahon ol Wfiterrqhl 
Penoirat-cn Seals ” Sve I si end 

ROSSI C E B.viS'fin ol Opcmtorml Lvonls Assessment (Post 070411) 00/08/ 11 
CoPso’idalCiJ Edison Co of Now York. Inc l23pp 4651 >0. ?*)fl 1 65/0 060 

8606050240 NRC Info Notice HrtCtjl. ' Control Room Mn|ipinb.l>iy « Recent Riwiu*s 0< 
Cporaimq Experience ' Sve list on.cl. 

ROSSl.CE C./ivon ol Oporot-onal f-venls Assess'iionl (Post 0/0411) OfJ/OQ/ 1 1 
Uonso:idaiod Edison Co of Now York. Inc 125pp 40504 312 10595 076 

0S08O5O2&5 NRC fnfo No(:Co fin 062. "ffeconi rindnigs ro fmp fc men raf. on of OA Pro 
yams by Sutlers ul Transport Pocknyes " Sve list oncl. 

BURNETT.RF Owislon ol Sflleyenrds A Tronsporlot-on (Post Q/0413) 00/00/12 
Consolulaiu) Ed son Co ol Nnw York. Inc lOOpp *1G5fl1 155 46501 263 

8808090264 NRC info Not Co tffJOd.T, ” 7 If.jb Had'd f>on Haiftnis From l/rm} 3>C(I Jn Coro 
Dciociois A Cnb'oft " Sve list oncl 

nossi.cr. Dmson Ol Opemlionnl Lvonls Assessmonl (Posl 8/0411) 09/00/15 
Consol dated Ed-son Co of Now York, Inc MUpp 40569 005 40569 >74 


00OG 170335 lER 00 009 00 on H-J0715 ope'aior altempied to open ^eam genoraicr 
preheaier bypass valvos lo Iced sic am ger.eraiors Valves A A D upened propeily.bu: 
Valves B A C la led lo open as demanded Coused by la.'uro ol va'ves W/B0C6O9 Hr 
SUES.l . PLEN'LWIC.7 R ComTonwea'lh Ed.son Co 69/C8/09 4pp 46563 200 
46563 21)1 

BB08180454 LER 07 002 01 or* 8/0205.14 & lO.fefidwaior isdaiun A reader ir.p 
occurred Caused Ly oporafor mabCy lo con'rul Wosmghojse Mood L> 5 sicam t;cn 
o'att r levels dunny low power irarwents Slraifimes tieve'eped W/6B0609 
SUES!. PIEN'lWICF.R Ccrrnicr.wea'm Ed son Co 0B/C0/O9 12pp 46588 21? 
4f>5flB 224 


DOCKET STN*50*456 BRAIDWOOD STATION, UNIT 1 


F. Security, medical, emergency & fire protection plans 

8800190052 Rev GD lo Gmirqency plan implfmontr.g procodu'cs !>sl rg ol 'ab'es 
’ ComrroriAeaUb Emscn Co 80/03/31. 26pp 46595 335 46595 3G0 

QB080 10005 Revised emergency plan implementing procedums.indudr.g Ruv 3 lo 
RwZtMOQ 2. "Cporat-ons D rector Im.plemening Prccudjres’' A Rnv l to 3//ZP ICO* 
12. ‘Siarmn O-rectcr Ccrrmi.n caio* Implnm.cnnng Prccedu*e ” 

* Common* eaU n Edison Co 08/06/07 I4pp 46359 312 46350 325 

0807060520 Gcne-c Ur 60 10 10 all power reader 'icensccs A ho'ders of Pad 95 ap- 
provals re pjicbase cl GSA app*ovnrl secu'.’.y conro r.ers Sve hsl end 
MIRAGl'A.FJ Assocato O-mcior lor Hro;ccis (Post 07041 1) 00/07/01 Conscldafnd 
Edison Co cf New York. Inc 3lpp 463BB 293 46388 329 

8807280221 Inlorms ir.al p'ant chosen for safeguards rugjlatory oMcct.vei-.oss reviews 
scheduled for wk of 00C822 26 Rnef overview provided Unesconed access requasied 
fo' end .vsf of nd, ^ ci jh‘s l‘Si wthno.'ci 

MAILEH.RS Region 3. Ole ol trie O.rodor 88/Q//20 BUSS.llE Ccmmo'-.woalih 
Ed son Co 2pp 46345 270 46345 271 

8808030026 I orwa'ds EfVo'ce rent Conlemnco Repts 50 456/60 23 A 50 457/88-23 
on 000? ID 

NCREUUSCE Reg. on 3. Cfc of the U merer 08/07/22 REED.C CcmmanwcaMh 
Edison Co 2pp 46403 13/ 46403 141 

■*8808030027 Enforcement Comomnco Mepls 50-156/00 23 & 50 457/B9 23 on 
880710 MajO' aroas discussed onforco.ncnt oplior.s, c-rcumstarices Surround ng A co* 
roclivc actions in rospanso lo v ciai-on re manontivenoss lo duly 
MADE 0 A T J . CREED.J R . MALi.ETT.0 S Hog on 3. Cfc Of Ihe Director 88/07/22 
3pp 46403.139 46403 141 

8800030317 Forwards Saloly Insp Repts 50 456/08-19 & 50 457/88 19 on 880529 
OSOD A no? CO cl vtcldlto't Rosponso lo noi>ce .should add'USS mgj dec&ort making 
roccss to' dotorm nng whal events reporiab'o under 10CI R50 72. 

ORNEYWL Reg nn 3. Ofc of iho Dirouor 88/07/22 RF.ED.C Commonweaim 
Edison Co 2pp 40427.302 46427 322 


88081 10206 NRC Inlo NoJirn Bfl 064. ‘nuporf.nr) J ; /os m Njc'oar Process SyS at Ni.c : o 
A 1 Power Plants “ Sve list oncl 

ROSSl.CE Division ol Operational Evunls Assossmonl (Posi 870411) Cd/08/1fi 
Cons cl: da led Ed.son Co of Now York. Inc I04pp 46043 001-46643.104 


.0808030320 Saloly Insp Repts 50 456/68-19 A 5O-457/80-19 on 690529- 0709 No 
v.ofai.ons notod MOiOr aroas m$pecled. I censeu action on proviousty Ident.fred 
items omerconcy preparedness, followup on tmi achcn iiems A ovenrs 
HINDS .J M Region 3, OlCOfiheDirecter 00/07/19 I8pp 46427 305-46427.32? 


8808120327 NRC inlo NoKo RQ 065 "Inadvcrftonl Dramiigos ol Spent Fuui Poo's ” SvC 
I si oncl 

ROSSl.CE Division ol Oporniional Lvonls Assossmonl (Post 870411) 08/00M0 
Consolidated Ed.sori Co of Nuw York. Inc I23pp 40620 01 1 46628 1 33. 

0808160392 NRC info Notice) 08 066 ’ Industrial HadiOOMphy Insp & Rnlorcomonl " Sve 
f si on.cl 

CLNNlNGHAM.lt E Division of Imfustnal A Mud.cnl Nuclear Safety (Posi 670729) 
06/03/2? Consol doled Ld-son Co Ol Now York. Inc 90pp. 46628 1 34 4 6628 223 


8608090013 Rov 2 to Procedure BwZP 300 5. "Assembly A Evacuation of Porsonnol 
(Primary Respons biMy Security Oi'ocior J ” 

’ Commonwea'th Fd sen Co 88/07/25 l2pp 464771 72-464/7. 183 

8B08 160244 D,scussns ut-l abbrovaied silo access irammy piograni for NRC insp per 
sonnel compioi.r.g Rogcn ill framing m genetic aspects of radiation sBfoly.physical so 
Cirrrfy A emergency (oscoo$e 

DAVIS.A B Region 3. Ofc Ct 0-.0 Director 88/07/27 AlEXlCH.MP Indiana M ch«yan 
Power Co (lormorly Ind ana 8 M.chigan Elcclnc Co ) 4pp 46561 248 46561 251 


0808160414 NRC Info Nniico 30 067. ' PWH Auxilary Feedwafor Pump Turbine Over 
85***! fn P Pai'uro " Sve liSl oncl 

HOSSt.C. E Division ol Operational Events Assossmoni (Posi 6?011I) 86/00/22 
f-onsci dated Ed.son Co of New York. Inc 123pp 46043 105 46643 227 


R. Periodic operating reports & rotated correspondence 


8 TO 5 4 Monthly opera liny ropls lor Juno 1000 lor Oyron Units 
^‘TiJ.^^ D.J . PlFNlEWlCZ.R Commonweaim Edison Co 
46304 338-4G304 302 


1 A 2 W/890/10 Mr 
BQ/06/30 1 Bpp 


^co,r?r 6< Monthly oporaiir.g ropls for Jul 1O0R for Byron Uniis 1 A 2 W/08OQ1O It 
ER.DJ.. PLF.NlEWiCZ.H Commonwealth Edison Co OB/07/3 1 I4p[ 
46588.225.46588 ?3R 


88O0tBO4OQ Revised cmorguricy p'an irrp'ement no proceduros lab'e of contents 

* Cotemonwoa'th Fd-Scn Co 88/07/31 ?pp 46b96 31 1 '4b596'3l2 

8808150272 Rcv.sOrt emo'gency plan implementing proce(tu r es.:nclnd r.g nov 2 to 
BwZP 500 6. ' Quarterly inventory of First Aid Supp'ies" A Rov 1 to BwZP 500 6A1. 
"First Aid Supples" 

NEWMAN J Corrrr.onweailh Ed.son Co 80/08/01 £pp 46542.127.4654? 131 

8808220203 Rev 2 lo Emergency Plan Imp’emeniing PrceixUe BWZP 500 9, "Ass-gn 
moot ol Siaiion Personnel to Genoralmg Slaiion Emergency P«‘an Posd-ons .“ 

* Commonwealth Edison Co 88/G8/01 7pp 46603 198 46603 204 

68QBQ40247 Gcnnnc Ur 08- 1? lo all pone/ teaciof iconsoos & applicants te removal of 
lire protecf on req»i'c:nente from Tech Specs Sve I si encl 

MlRAGLlA.F J Associate Director fer Protects (Posl 870411) H6/08/02 Consol dated 
Edison Co Ol New York. Inc 6?pp 46463 391-46463 342 



254 DOCKETED ITEMS 


0608190179 F orwa'ds Sa'«1y Insp Repis 50 455/89 21 & 50 45//8B-21 cn 680801 

SHA C LR°WD Reg on 3. Cfc ol the D ruder 89/09/12 HELDC Ccmmonwea'n 
Ed son Co ?pp 46590 C03 46596 031 


.*8808190182 Insp Rept3 50 456/69 21 & 50 457/08 21 cn 890801 03 No v.olahons 
re'ed Ma or areas i-'specied emergency preparedness exercise Open nem r.o.ed re n 
adccuaie'demonsiraionol ensue accountably ....... 

PLOSKI.T PATrERSON.J . SNLil W RcQon 3. OlC Ol me Orecicr 88/03/11 ?2pp 
4659B 010 46598 031 


8608240094 Forwa'di Saleguards Insp ReptS 50456/08 02 & 50 457/88 02 on 
871120 630/2? No vii ai o'-s noif H , 

UAUETTBS Hegcn 3. Ole ol the 0 rector 86/03/17 REEO.C Coierorwea h 
Ed son Co ?pp 46626 269 46626 2/6 

**8808240099 Insp Repis 50 456/680? A ?0 457/68 0? cn 87 1 1 20 880722 No vit)\r 
tens r.c’ttdMlcr c*eas mspeoe: a 'eged u$e A sale ol drugs by spare named ccn 

iracio'se.'npcyedat s'e& crrr.pai rercresol soTeeTpOjecs 

VACEOA T J Pin T l E.G l CKtCU.J R Regcn 3, O'c ol the Oi*ec*p.* 88/08/17 
6pp 46626 271-46626 276 


P Operailng Lcense stage documents & correspondence 

8808100155 Fofwa'dS Suppl 6 lo NUREG 1C32 re operation o' laoUes (V/o erd 
MUIl.rR.DR Prcitci Drecicraie HI 2 88/07/19 BLlSSHE Commj iweailh Emscn 
Co Ip 46478 166 464/8 156 

6008020343 Net 'cdlon o 1 89080? rrec' r.g w/uh J io dscuss amer.d request lo change 
co^'a nr.eni icnJon design s'res&es 

OlSHANl N Prc.eci C.rec’orate r> 2 86/07/26 M^llFR.DR Pro.ecl C recio'aie Ml 
2 2pp 46378 099 46370 100 

8008050161 Fcr wards Amends 21.21,10 A 10 *o i. corses t,r-F 37.NPf £6, NF1 /2 A 
NPF7 /.respectively A salety eva uai -rfi Amenjs app*ove changes io Tech Specs m 
isied iiems.mc ud r.y updai ng t ‘‘es C* varouS personnel 

OLSMAN.LN .SANDS.SP Pro eel 0 reclo*aie ill 2 63/07/27 BLiSS.HC Common 
wealth Ed sen Co 7pp 46445 267 46145 312 

• -8808050 165 Amends 21.21.10 & 10 io Licenses NPF -37.NPF 66 NPF 72 A NPF 
77.respectively.cr.ang y Tech Specs lhal change sr uldcwn A repom-g irq.-fcrrents 
resviicg Pc.m hgh specili: ac vuy ol reacic' codam 
MULLER. D n Preset 0 reciC'ate 1 I? e8'0?/27 35pp 46445 274.46445 300 

•*8808050167 Safety evaluation suppehny Amends 21,2V 10 8 tO to Licenses NPF 
37.NPr e6.NPF 72 A NPr*77./«<,pOCUvely 

’ Of'ce ol Nuc’ear Reancr RegjWcn Director (Posi 0/041 >) 89/0//27 -ipp 
46445 309 46445 312 

0800110146 Forwards nlo re compl o'*:© w/Reg Gu do 1 97 re RHR sys llcrw.RHFl MX 
oiji’el lerrp S accumu'alcr tank level iiSF status menuonng ‘ijjhts component status 
ird ca f on A pjrrp moicr arr.mo*erS safely ro'aiod A comply w/rog gu dv 
t-L.NSADFR.SC CcmrcnweaUh Edson Co 88/07/27 MURLEV.T E OH<ce o* Nj 
c;ca* Reacio* Regulat on. C recior (Post 9/041 1 j I5pp 46509 07 1 46503 C85 


-8602050102 Requests idonMicaiion Ol div contact lor regcnal -nsp Lea^ |. 
arrange tlRR alwma»wo shuldjwa & fro protect*™ a * s , 

reg on eased post No sale shutdown msps Schcdu'o of ir.sps subm iiec 
PARTLOV/JG Ov ol Inspcctififi P/Ograms.lE (0502 12-8704 n ( : 
DERNERO.R M C./iscn ol Uohr“() Water Reactor (DWR) Licensing (95*;;s 
2pp 46503 318 46503 3 M J 

8807280221 Info'ms that plant cl ‘.os on tor safeguards regu'atary e‘U?ci ;e*is 
schndu'ed lor wK of 88DQ22 26 Dr ol overview providod llr oscoriod access 
lor oncl li-si ol ‘r,d»vnl. Jells I iSl withheld 

MAI LETT.13 S Region 1. Ofc of Uio Director 88/07/20 GLISS.H E Ccir 
Edison Co. ?pp 4 0345 270 46345 p/1 

8808160103 Respnr cs lo NMC 880622 ilr ro volniions noted n ’nsp R Cf is * 
17 & 50 457/80-1 /Cone thve aclicns yorman.um doteclors recall t/ 050 
nuw cofl.Vcd Stdt* w/ OJipirnl O-i rlplo of 800401 

DLISS.mL ComrTXFiwea'th Ed sen Co 80/07/20 DAVIS A B Reg do 3 Cc 
recior 2pp 46558 1 23 46558 124 

8807200162 S-pp 1 10 NRC Inlo NcVCO U6 048. '‘L-cnnsoo Rooi ol Oelc:: 
n.stied C1.CU1I Breaker s " SvC (Si crn^l 

ROSSI, C E U.vi$icn ol nprraiiomil Evomr* Assossmoni (Pcs 1 B70 jmj 
C onsul dfllOd Ed sont^ ol Nuw Ycrk, Inc 125|>p 46388 054 46306 1 7o 

8808030025 Fo’wards Erifo'cemurU Conloroncr.* Repis [0 456/Q8 23 A SC 
0:1 880/ 1H 

UO'AB.tUS.Cf. ne.jnn 3. Ole t>l tho 0.tv.cto« 8U/07/22 UEEO.C Cut.- 
EdscnCo 2pp 46403 13/46403.141 

-0800030027 Enforco-noni Conli-ronco Roplb 50 456/00 23 A 50 45?, 
800718 Major oroos (tisc.,ssod orfo'coiruni cpVCns. ci'Cumstanccs siec.r.: 
reel vo nciions m ruspdnso 1« vi;>‘ali('h ft) ruittoniivenoss in duly 
MADEOA I J. CREEDjn . MALLE TT,0 5 Hcumn 3. C'c ol iho 0.*ec«c. 
3pp 46403 139 46403 141 

0800030317 Fo'wmclb Saloiy Repis 60 45b/00-i0 A 50 457/09 19 c 
07C9 A noi co ol vichtliori Rnyponso lo noi-co shOulJ add'oss mgl ne: = 
process to' rjoioftn fifty whnt ovont-. aipo*tntilci under 10CFR5Q 72 
FOHNGY.W L Regon 3 0?c ol iho (Jiiuctnr 00/07/22 RFED.C Corr 
Ed sen Co 2pp. 46427 302 46427 32? 

”8008030324 Notcn ol v.o'niion from u-sp 0:1 U«0b2U 0700 Vio'dl 01 ro'c 
p'Cpurly decid'd inbaten nf i.nusii.il ovuni m prccularce w/t'rerrje-.c/ 
Bw?P 2CU- 1 . "Brflriiwuctl rif.orqoiicy Achon Levels " 

I CHNEY.WL Reg.on 3. Ole oI Phi Di/ocior 88/0//?? Ip -10-12? 30V 18 V 

**8800030328 SaltUy Irsp Repis 50 456/08-19 & ‘0 457/80 19 ot 86CS2< 
v.olahons nolod Mop' nroas inspected liccnsuis achon on pr6v.c^V 
itoms orrorgency prcp«ife:jnObS,l«l!cwiip on TMI nclion iloais A evenis 
HINDS, J M ReglCii 3. Cfc Ol ll o Director 88/0//10 l»PP 4042/ 305 46<V 

8000030058 Conl.fins 680011 enforce" enl ctjnlcrencu ui Glen Elyn.U tod. 
run qua'ihcat on iSSuns.po; 800 /10 tolcon 

GnFFNMAN.i: G Region 3. Ofn ol Itio Ooclci 80/07/25 RLCD.C Corr 
Edison (Jo ?pp 4039/ 142 4630/143 


8800120006 Foiwards corrected A'rcrds / 10 Licenses NPF- 72 A NPF-?/. couect ny 
lypo re r_n:iio-al VY.ils 7h.9a c A d 

SANDS S P Pro^Ct C.reclcra*e ‘II 2 6B/C8/02 RtlSS.M E Commonwealth Edsoa 
Co 3py 46521 153 46521 356 


8807200246 NR(* Buloir UH 03U. Tt imh'e Tuhu Tt’innr.g in Wr*si ngrncse 
Sve l:St cncl 

ROSSI.CE Divison ol Cpt'rnlmrml Evenis Assessment (Post 870111) 
Conscl dated Gdiscn Co <sl Now Yoik. Inc 1 23pp 46340 070 46340 1H2 


-8808120008 CO'iOCted Abends 7 to Lxe^SOS NPF -72 A NPF-/7,LO.*rect.ng typo re 
furcho^ai Un.ls 7o.9a.c A d 

* NRC • No Data led Air/ al on G ven 8B/09/02 ip 4652i 356-46521 356 

8808160330 Cu'n'rrr.s mooing cn 88C819 at NRC Regcn III n Glenn ElyP. II IO dis 
cuss uli policy on lac’ ly stall wc'Mr’g hrs per 880S05 discussion teiwoen MA Kiev 
owski A N Sni.ih 

NORFUUSCF. Reg 04 3. Ofc ol me iveclo' 88/C8/08 HEED.C Corrrrcnwea'lh 
Edison Co ?PP 46560 029 46560032 

-8008160341 Nouf-cation ol 88C819 rr.eeing w/hconsce .n G“on R lyn.IL to di9cuss li- 
censee po'icy on ruefear power plart stall worFng hours 

* Region 3. Cfc ol ihe 0/e c tor 68/C8/08 Reg on 3. Ole ol the D/eclor ip 
46500 032 46560 032 

6608(90 \6l Requests FR pub' c^hcn cl notre ol ccrvsdoiabcn ct (abuancu ct amends 
10 Licenses NPF-37 N^F-66 NPF-72 A NPF 77 A proposed NSHC doierminahon A cp 
pcrlunty for hea'ing re rad ai peakmg laclcr !im t rept 

OLSMAN.L N P/0;ecl Drectorafs III 2 89/C8/12 NRC No Qoia 'ed AIM : ai:cn G.vcn 
5pp 10596 075 46596 079 

8008250067 Conlrms 850812 p'ans ter 880830 meeting ai p'ant 10 pro/ do review ol 
recent siat on perJovrance 

GREFNMAN.E G Reg 0.1 3. 0*c ol ne Dire-lo: 86/08/ 19. REEO.C. Comrcnwea th 
Ed sun Co 2PP 46642 356 46642 357. 

8008300209 Forwards DRP Secuon tA mas*or acfivil'OS plans ler Aug 1988 lo Jan 
I999.nc!jd rg <nsps.sec.unly A radiation cooircl 

FORt:EY.W L Region 3. Cfc of ihe D/edcr 68/08/22 HAGUE R L Ron on 3 Ofc o' 
Ihu Drecicr 1 1pp 46598 2314F598 241 


Q. Inspection tcpoits, IE Bulletins & correspondence 


0805200295 NRC Hlo Not ce 88 032. "Prompt Reporting lo NFIC of Sign ficanl Inc-donls 
invOlv ng Rad oacue Mall ' Svc hsl ercl 

D "'* on cf Mdustnal A Med cal Nuclear Salety (Posi 870/29) 
80/05/25 Ccnso: dated Ed son Co ol New York. Inc 120pp 46388 179 463BB 298. 


8000150243 Parhal resporse to FOIA /oqjesi tor documents Forwards App M 
documents App L docemc-’ts mamamed PDR Apps M & O docuxenis panaV v A 
toialiy wiihhe'd.respechvely irel FOIA Exemption 5). 

GRlMSLEY.DH NRC No Detailed All, la I ion Given 6R/07/05 JONES C AfMahO.-i 
Not Ass gred 1 4 pp 46501 184 46501 199 


8007210210 NRC inlo Nohcu 09 052 '*F«il.i'o of Inirmilcnno Tandem o* F 
App'icaio: UfdCliyliK.rapy Dnvcos During Pfttiom Troain-.cr>1 " Svc isi exl 
CUNNINGHAM, R L O-vsion ol InduslfMl A Modicnl Nucloar Saloiy 
08/07/27 Consolidated Ed-son Co ol Now Yoik. Inn lOQpp 46397 029 

0808160244 Discusses uM nt)'jrovinlud Silo nccoss ira'nir.g pro()*am fc' NF* 
tior'nol compiot ng Region III trnmirq .n qononc ftspocis of raiha' on safe'y 1 
ct.nty A omcrgoncy response 

DAVIS AD Roy on 3. Ole Ol iho Oi'oclor 00/07/2/ ALEXlCH.MP «|a* 
Powor Co (forn.drly Irrhann A Mic>MI0 fl Elocir C Co) App 46561 248 46-6 

0808230260 Fo'wprds lolost rnv ol NflC Manjnl CMaplOr 0516. ‘ SALF” Pu 
bog;n us-ng new functional areas but lorth in rov fCf oM SALP repi P‘‘ 
extend boyond 0OCCC6 effociivo dnio ol p.'ocotluto 
NOREHUSC F. Region 3. Ole ol iho D.reclor 09/07/27. AIEXU.HV 
Mctngan Power Co (Icrmuily Indiano A M:<;hy-m Eloi.tnc Co) LlUl *< 
light A Power Co LARSCN.CF Norlhom StnlOP Power Co u9pp 
46620 129 

0807220034 NRC Inlo Not co 88 053, 'Uconsoo Violations of NRC Rofiul/ 
t od 10 Medical piaqnosvc M sadm n siraiions ” Svc list end 
CUNNINGHAM R F Division of InduSUiflt A Medical N..c!oar Safely tPo 
00/07/28 Ccnscl (lotnd Edisun Co of Now York. Ire I06pp 46396^63 

B0O722O192 NRC Inlo Not CO 00 054, ‘FBluro Ol C rcu'l Broak©.' FcI:a*«( 
Of Amptocior Ciroct Trip Atteclimoni ” Svc list oncl 
ROSSl.C E Div.s-cn cf Oporahonol Evonts Assessment (Posi 87041 J 
Conscl dotod Edison Co of Now York. Inc l?lpp 404 1 7-020 4641 7.1- J 

8808050007 Nnt.fios of 98081 1 enforcement conference <n Roqion l‘l o'c to 
laiions no'Gd in Insp Ropls 50*456/00 06 A 50-457/00 06 UM shojd Da 
dscuss i.sted itoms _»* r 

MILLER. H J Region 3, Ofc ol thO Director. 88/07/29 RFED.C C0i 
Edison Co ip. 46430 001 4C430 091 

8807280019 NRC Inlo Notice 08 055. "Potential Problems Causod by Snc 
ESF Swing Bus ” Svc hSl oncl. . o7 p.,,, 

ROSSl.C E Divis.on of Operational Evonts Assessment (Posi o7C4i 1 
Consolidated Erliscn Co of Now York. Inc l2tpp 46437 121*4643/ ?4 

880D0302B9 Suppl 2 to NRC Bui’Obn 80 005. "Noncontcrm ng Matin SUtf 
Suppies.lrc ai Folsom, NJ & Wost Jersrjy Mfy Co at Wiihamsiown nj - 
ROSSl.C E Divison of Oporationol Evenis Assessment (Post 0 /l 
C onsolidated Edison Co. Of New York. Inc. I49pp 46538 121-46538 


3907550008 Suopi ? ic ARC H-jcim 8H 038. Tnerma Sirossos m P.p/g Comuqlfd lo 
RCS Sve >%i cnc 

flOSSl.C F OvSonol Operaro'ial Events Assessmeni <Posi d7iMli| 08'd3'O-i 
Cons: :a:ed F.1 sns Co o* Now Ycr*. Inc 12lpp 46504 001 465C4 121 

£60729011 1 7,mC Imo No lice «B 050, ‘^olonbai ^'oniems W/Si i-.cm Foam r .re Ran cf 
Ptntyat.cn Sea s ” Sic frsf ouf 

ROSSI. C L D.vbcn ol Cipc^ai-Ofal Qvonts AsSflSSinenl (Hos* 67041 1 } 00/00/04 
Orst cated Ec>:onCo d New Yo'k In,: 12‘J py -16589 1 76 46509 £9? 

8308020095 -NRC Inio Njl Co QB 057 * Poicnt-ai toss ol Sale S^ldcwn Fq.jomo-.! Du.) 
io P-eniaiu o 5 i ;o“ Condoled RecMifd FaiU*© ’ Svc list ercl 

HCSSi.C E Hiv.Sicn at Cp/vaiiorai Evonts Assossmor.i (Pcs* 970;'*) 88709708 
Consol Came Ecuscn Co ol Now 7o* l- , no I2?np -16-iS‘j 1 25- 464 65 2*6 

8008023 102 NRC >no No: co 90 05H PolfiMiai Problems W'ASFA drown Uovcn ffl' 
'll ’V;o CvnrcuxeM Relay 1 , Svc 9s( end 

RCSSI.C F. Cmjicn c* Operations' Fvom*, Assessment (Pni»i 0704 11) BB'Gfi/OO 
C:ns: faied Fd-->cnCo of Now York. Inc i2opp 46536 001 46818 1 20 

5808033 1 12 NHL Vlo Not.ro fjB ■'ICO. ‘Mia IV G.ide Ra* Failu'C ai WatcrlO-’l Uni V 
S. : Ns* o-ci 

RrSS'.CC O.vis.._o of Opufrjional Everts A»>se*s '‘cn: ;Per,i 670-11 1| BB/i.H/Oj 
Con«: laioJCdsrnCc o f New Ycr< Ire *?1 pp 4646/ 011 4f,4‘j7 131 

eeCB040D62 Su:,f.l I 1 C NRC *m'o NOI vo oh 004. I'indoqjaio Cua ili:ator. & Cccii-io- 
:a' -r ol F re lid'' r* Pcroirai on Seals ‘ Svc '.si on;' 

ROSSi.C L' O .«i» r ol Ope*aionai Events Assessment jPosi 87041 jjh/ 08/«9 
Ccrso idaio-J E-l so ‘ C: of New ru* m: '.2lpu 48950 208-46558 325 

8308050135 NHC "n Nolen HA-U03. inadcganiQ D?vqn & Irstalaiun Waieri qhl 
Perc.ra^Dn Sea s ' F*c is* one' 

FC5Sf.CE if Ced'd hi' 1 J f Evc.ifs A«,sr$4fnor;/ iRor.l 

Co'sc dalcd Ed so“ Co Ol New 7o/k oc i?.1pp 46590 296-46870 CEO 

6609350248 NRC ;n*o Noire hB-061. Corirri Mocn» Hnbialilly Rorufi! Revowi; ol 
C^cra* rg L'l'per rnce Svrlsiorc* 

rOSSEC.E Divbon ol Operaiioi ai EvOok Assessment (Posi 87C-11M 1*0/087 n 
Co “ so' dated Ed soo Co ol New Yo*k. inr l25pp 46594 312-4^595 076 

8608C5O2B5 NRC Into Noico 08 -62. flccot'l Fndnqs r* p'oirerl«d c>\ ol OA »ro 
^!ims t*y S.rppl e-(S r.f T'orspcri Packaqos " Svc l.sl oic' 

6J-.NE IT.R F Cvs er* O* S«iIo-jiih'i!S & T'dnspo'MliOn iPosl 870413) 0fl/O'1/l2 
Corscldalod Ed.«coC;o ol New /ork. ire lOOpp 46581 ‘.55 -ifi’NJ 1 263 

$808f99l?9 "CfWd'ds Safely Irsp HcpfS 50 456/00 2f S 50 tS/Mf! 2f o:\ 85069?- 
04 No v.o'aito-s noied 

SH/\ C EM W D Rcgon 3. Clr of liit; Dcncioi Qn/C07i2 RELQ.C Ccm'nj-.wo.i.ih 
td-senCo 2pp 46500 006- 7,6898 031 

-89:6190182 Insp H.-pis CO 456/813-21 A 50 467/80 21 on FjfiGOOl 03 No v c'aticns 
rMedMa^f aroos mspcclnd oire'gnrt;/ prep.iruunoss o*orciRu Cpee iion* roled ru -rv 
adequate: dorio''sliai cr r,* onsite accounKiOUy 

PLOSrtl.T . PATltnSCN .J . SNEi I. W Rogon 3. Clr ol tfo Ure-Clor 00/00/ ' 1 22pp 
-16596 ClC-4G r j9fi 031 

8608099264 NFtC in>o Noire 09 Cb'J. 'Hrj'i naduilicn Haza'ds f : 'cm Irradiated : Coro 
-coders S Cahos ' Svc '.si one 

RDSS’CC Dvibos r* Opcrafionn 1 Fvonfh Assessmenf iPosi 678-1111 6(068/15 
Con sol -jaied tdso“ Co ol Now Y<vk. Ir*c 1 lOcp -16589 065 4f;660 1 74 

8008240094 Fo'vta'tSb SHloj.ia'ds Insp fH'ptS 50 456/Q0 02 8 50 457/09 02 on 
27 1 120 089722 No vtlafons noied 

VALIET13S Regon 3, ClC Ol ihO Dmciijr 00/OB/17 RFEO.C (^irrrcnwca'th 
Ed son Co. ?pp 46626 269- 40026 276 

- 8QC8240099 nsp Rapi& 60 456/00-02 & 60-167-09 02 cn 07 1 120 0BO722 No vein 
* r~s neicc Waicr a*oas -rsDCCiedialluQCrl eso 8 sale ol C'ugs by semo nared can- 
l*a:icrs orrployeJ ai Sio 8 cnmral roc.:r«Js ol so no omp'oytos 
‘VADLDA.T J . P.RILEG1. . CREED. J H Reoon 3. Ole of tno H-torfcr 00/00/17 
6p,0 -16626.27 1.46620 ??6 

E608 110206 NRC info Noh;o 00-064 * Hupofliiuj F-ros n Netlea* Procnss S^s ai Node 
a- Pcwsr ^lanis ” ksl en:l 

p OS5l.CE Oiwsion o f OpGrahcn.il Evonls Assessmori (Pos* 970-11 1) e0/O*J/ift 
C0"t0 dated Ed so^ Co of new Yotk, )rc 1V4w 46643 C0 1-4664.3 10*1 

6E08 120327 NRC io'o Noiico 00 0C5. 1 Inad/orie il Dra oagos of SpeM Feel Poo’s * S.c 

l.si orci. 

ROSE' C E. D v.SOO ol Operato^a’. Events Assrssmoni II/qsi 07041 1) 00/09/ifi 
Co-solidaied Erl so-. Co of Now York, ir.c I23pp 46628 01 1 46020 U3. 

9608 160392 NMC 'n'o Notcu 09 060. “liuluSl' a 1 Rad ography Ir-.sp A Er*orcmrenr* SvC 

lisi er.ci 

CCNVa.G'MV H E 0 vis on of Industrial A r/edeaf Nucfea* Safely (Posf &?0729l 
R0/G8/2? Co-so'-dated Ed.scn Co ol Now Ycrk lr.c GOpp 4662B i34 4tC28 223 

3908160414 NRC Vo Noire 89 C67, PWR Aux l*a'Y Feedwaier Pu-np Tu'hno Cvo'- 
speed Fr.p Fartro " Svc /si one 

ROSS' CE D-vson ol Cperaiional Evonts Assessment (Posi 670 Ml) 8Q'08/22 
Consc iCdteu Ec son Co of Now York Inc. 123PP 16643 105 46643 227 


R. Periodic operating reports & related correspondence 

8807260112 N'cnihiy opuralmg repis ler Juno 19B8 lor Hraidwood N w c‘ea* Power 
S:Q'icn '///08O7OB ir 

PETERSON. M W OlJERiO.n E Corr'nonwualtn Edison Co 88/06/50 I4py 
43207 1 14 46207 12? 


S. Reportable occurrences. LERs & related correspondence 

8009030281 lEH 86-012 CO on 8BQ61 l.rcom lorrps lor safety in.echon & cenlnlugal 

c**a*ymg pump IB net taken A conianvnaiod spill occurred in aroas ol ronmCausGo 
by personnel e.-ro: Personnel coa-violGd & procedure r«visGd Y//660725 dr. 
CHDVAN.C . OuERlO.R E CommonweaMh Edison Co 03/07/25 4pp 46406 130- 
464C6 133 


0808000095 S-m'r.a'y Ol Cp<**3‘ r.g Reac‘ 0 '*, E venly Morning 9H-30 On d&C726l*si ol 
ant e dees & suTmary 3* -oacir Scrams e*- C. 

FANNING. W E^oiS As-,esSfYO~* I*ran:h Q-J/07/26 ROSSf C E C.v.sron Jf Oo-jr 
ahonai Evor.is Asb*:ss"ujr*: (Pos* 073-11 1) I9pp •‘•b4IJ2 169 4&182 ifT' 

8008040287 LER BB ClACOcn B0 :j 7O2 cetcrm rtec P at 4C s sequO'Cing lirre* for con 
rarmint hena* v a-j rc' o-.en icsrej wr/fn/i feet* Spec frn<> 'ecu trtrents i,y 

p*c:e Ju*a do! coney ^rerodve* w .< no re*is«0 W/08O7P8 ,ir 

RAM 05 z CUERiO.P E Cjm-n or.wea ih Edison Co dB/0?/2d 5pp 464 2-1 1‘4 - 
:f:4 2 ‘, 31B 

0808150345 LFR 06Oi5C0cn 8 Q 37 1 0.cnnuo* 'ccrr reorcJaton cnarcoa' ausurber 
rJampo'S ropr.sitcncO. placing c'-'arcca absorbers r <wC R ar>'-u' Cidl»“q qrnirci room 
rcc rculaion aa"n Pa. .sc u'detcrrr. 'uo Proiect ve oev co io be nsualod VV/H336C6 Hr 
RErrV.GND i. OwE^IG RE Cc , 'i*rr,nwca' , .h Edison Cc B9 C& /, /3 -ipp 4 6^9105/- 
4->55 1 OnO 


V. Oporator Examinations 

80001 10208 Will- mb *i**a r -gon ertfs fe* wniicr- &. ‘'rai entims f.mejjsio *0.- *wk ol 
5912^5 per icconHol "»a< : *uc,u 'on enis lor reader su'nj* 'eacTr 
upo'ato' regu »e*r*nr.is *y wnift-** oiflms ^ NRC rules nub to- t»*amsc-r.r 

■:/n G C Rccjcr* 3 C 4 : r.f ihu Di*e:'yz 8-1C0 C4 REElJ.C Corrmv‘^u.% th 
M son Co. rp -1650 }C<>) .:6COjt7G 
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A Appllcation/construciion stage documenta 8 correspondence 

8000 1 10146 “c* wards •“ l * n rc tempi jr-ce w/Rog Ci ,./;o i 9 7 m RhP syr. ‘t-ow-«riR iX 
n.jllul ten p 1 accun. i.iiur ia-k invo ESF siaiuS molO'.-g l«jnif>.cumrcntri siatns 
rtl.c alien A p..np rroi^f anuny'.c.rs salely- related % ccn p’y w-reg q.i 1e 
HUNSADER.SC Comxo-*04lih FUson Co 8d/C7/2? MURIEY*£ Cfli'.e ol N-. 
c o«ir Reac’cr Rugu'ation R roclo' (Ro-,* B704 1 1) 15|:p 4610 07* -4f>500 CBS 


F. Security, medical, emergency & fire proiocllon plans 

8008100052 Rr, v fiU ‘9 nnen;or.cy p‘an ixpioruv.l rg procojires l»si-r.g ol tabus 
’ Cori muriwe.inn Edison (b. 08/03/ J1. 2Bp:> 46505 335 4o‘>35 3GG 

0800010005 Housed e.rcrgu vy p an im.n o men Irq proccdi.res, >'Cud r a g Ruv 3 lo 
100 2, "Opera: ms Hir*?:ior mp'ernoniry Procedures” A Ruv 1 lo Dw7P 100- 
', ? "Staiion U (OCicr Corrmu - ’ c.itcr v.-lument r-q Frocu lu'O 
‘ Cun*'icriwoa | ib EdiSu" Cc l-1pp -1615J J12-4 ()J*jJ 325 

0807060520 Go“U‘ c Ur BB 10 lo ail eowi.r maz'-V ironsw-s A no'iJors cf Pari J5 ap 
l>-Ova:s m pu-c“-ar.o ol CiSA apprjvud set .nly co-"ar'urs Svc list onci 
MMAGL'A f j As^ctMte Qi*» cto r y o* Pro-|c:fs (Pos: B 70-1 ’ 1) Oft/t’/'/0 1 Cunsd d.iltif 
Edison Co ol New York rc llrp 4<iJl>B 203-4GJ9B 32‘J 

0807280221 .n'o'ns ibai piarii rhnson fer safeguards rcgi-inltry ol'ec* voness reviews 
suheduOd fqr wk of fif!-j(J22 ?6 Br.o' cw v ja pron-j!?./ Ur-nsc-j'lcrf access roquesf/’d 
for end <st ul i-il.v duals Lisl willii‘0‘o 

WAU-EITHS Rcgcn 3. 0*c cl Ihu Crocior 90/07/20 RL.SSMF CoT-n-onwiMUfi 
E:l son Cc 2pp -i6:»45 2 ?'l 463-15 7 71 

8806030025 forwards Enlo-'Ccreenl Rupis 50 456/88 23 & 5o 457/00 ?3 

Of* G8O710 

NCRLLiUS.CE :< egcn 3. Die cf H o Ceoctor 66/07/22 REEO.C Comx.cn woallli 
Edison Co Ppp 4640 J 137 46-IC3 *41 

•-806Q030027 Enfcrcorroni Ccnloronco Pc.pts 50 450/06.23 A 50-457/00. 23 cn 
R8C/I8 Ma c* 3'uns u.scussod onfcrci*.x.on op’ors circun-sianrob sir'cu‘'d ni) & orr. 
reel vo nct-cn-j m response 10 yq Aion ru ralion'ivonuss lo duly 
MALFDA.r j. C.^rFD J R VAlLE MBS Rog*nn 3. Ofc of iho Di'ccier 60/07/22 
3pp 40403 131-16403 HI 

80080303 17 Forwards Safety Insp Ropts 60-150/66 10 A D: -157/08 19 o- 000525 
0709 A no<i:e ul viVaton Responso lo r et Co st>cu <) adciross rr.gi dec S v ■•irflfc.ng 
process tor rJc-lcrmn-g w-ftl (kg'Is repo ‘table u'dcr 10CFP50 72 
FCRNE/.Wl -cgion 3 Ole ol :i*o DeoclO* 80/07/22 REGO.C Ccrrnj-'.rtualli- 
FdsonCn 2pp 4642? 302-46427 j22 

-0808030324 Mahco c* vio'fi.cn 'rom msp on 663523-0709 Viu at on nolod 1a*iifO Ic 
prcpu'iy declare i*‘.il i ai.on o* i.^icsuil ovenl in acro'danr.o w/Err.ergcn:y Prcccdnro 
Bw2P 2C0 l Lira dwood F.mergoncv Aciion L^*vols 1 

fohnf.y.wl QIC Pf no bear n8'v?.'22 :p 40-127 jc-j 46427 304 

-8808030326 Sn'ely irsp Replij 60 45G/Qb-19 A 50 457/69 19 on 880529 07C9 No 
ViO'ntionr, noirdMa.nr areas .’speclec l cerseo acho.n cr. piov ojS-v idnrM.c-ii 
iioms.erriorct'rc)- preparednoss fo'Uwt.p on TMl aciion .icrr.s & ovnnis 
HiNtiS J M Rngon 3. Clc ol iho Diocior 88/07/19 i8pp 46427 3C5 46-127 222 

8800090013 He/ ? to Froccd..ro 3wZP 3C0-5. Assuirtly 8 F,vacuanon ol Purscnnu* 
(Pr.ma/y Rcspcns fc l.;> ♦ Secefiiy D meter > ’ 

* ComxionwealU-. EdsonCo 88/07'?S I2pp 46177 1 72 -1647? 103 

8BDQ 1 60244 Dsc.-Ssos ut I aD^ruv.aied sue access waning prcg*am in- NRC msp ptr- 
snnre 1 ccn p o* fig Regcn 19 lia.ong n gener c aspects ol rad aiion safoiythys cal Se- 
ct rity A emerge “cy respenso 

DAViS A R Rogon 3. Ofc of \*e C.recio* 09/07/27 ALEXICM.M P InJ ana , ,1.ct'i,;a'i 
Power Co (formerly Irdana & Mchgan Elect/ c Co) 4pp 46561 248-4656 1 251. 

8808180-100 Revised urrorgo' cy p'a-i impfexium.-.g p.'OCOCviros Oldo of con'enis 

* Ccmmcnwea'lb fcdscr Co T58/07/31 2pp 46596 31 (-46596 312 

8806150272 Ruv sod emorgemey pia*‘. .mp!err.eniing prccertures mcU.ong Bov 2 io 
EiwZP 5 GG6. Ouade .y fnvcrucry of F.rsi Ad Supples & Rev l (O !3w/P 5Q3 US\t 
’ First Aid Suppl GS. ” 

NEWMA?4 J. Comircnwoaltn Cdiscn Co 89/C8/01 5pp 46542 127-/-6542 1 31 
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0808220203 Pcv ? 10 Emergency Plan l*i plr>rreni ng Procure BV/iP 500 9 Ar.s :n 
me 'll cf Sialic^ Personre *o Ge^rraimq Siai cn Enerqcn:* F»an Posters* 

• Ccrvrcnw 'soldi Ed son Co 68.03'QI ?qp <55604 I18 4C603 201 

G8C804024? Gcr.enc Li* 88 i? lo al power rea'- 10- co'-sees A appl cam * */> mmoval ol 
li u* p'olocinjn reqi.ire-nonis lro*n Teen SpersSvc I $t enci 

MlPAGL A.F j Assoaaie C rooio* fer Fro.ecls (Posi 670-1 I'j Att'O&'OS Coi«cl da*ed 
F.tMon Co ol New Y<y>. Inr. 0?pp 464f 3 ?31 -ifai'.o 342 

0838190179 lo'wards Safety insp Kepis 50 •iS't/ftft 21 & 03-457/60 2' 00 660601 
01 No w,cAa\ or.b n_>ted 

SHAFER.WD Rnycn 2. Clc ol Ug DceclO' 86/06/12 REEDC Ccrr'mor.wea.ih 
Fd«san Co 2pp 4659ft ”09-46590 011 

♦ 8800190182 ln?p Hepis 5C -156'00 ?i & S0 4b//I*B-21 cn 660831 03 No violahons 
Tted Va,cr a*cas i“Specicd c-merge»‘Cv p'epa'ed* rst. «?*erciSO Cp<?n 'em noted re n 
ajeiu.aio rtomcnsiral o r ol cnsio a:co »y 

P.OSKl.T Reg on 3. Cfc cl Mo 0- i^ct 98/08/1' 27pp 46598010 16598 C3> 

08082 4 C 094 Fcvwa'ds SVeg-ri'Cs 'nsp Pcf/S 5U- 4 56 '33 *02 R SC-457/88 0 2 O'. 
ft? 1 12C-EB3/22 No v Ti! JOS ?Vft« 1 

l /M.j; , ,T5S R«vg IP 3 Ole ol me O •qzvj 80/«;b* J, 7 PEF.C.C Conrcnweaiin 
Losa** r c 2pr> 16C26 ?69 4CSPC 2^e 

• 8800240099 Insp Rcpis 59 456 88 u? A 53 i“7'96 C2 cn 87 1 '2J 88G722 No vic'a 
ho.is noted W?iC' ar*.-as nspecie Jagged uso h mo 0 ! Jugs L, seme named cor 

irorlC'S <jH’p -j/ed 11 SilO & C *IT 13' f fiords u' semt L.Tip Cyf t-s 

VADEDA.F . MCr“0-*i 3. 0 4 c o* Pit* O rec*;r 88'OS''7 *5pp 46526 271-46626 2?f> 


P. Operating l eonse stage docimienis & correspondence 

8000103155 Fct'wards cLpf 1 6 !c NLREG ICO? *e operalii-i ol 'acniios *V'o on;l 
V^ LEnOR Prchoi D 'ecicrato m-2 68 .Q/'l3 BL'SS H F Conw.wea'th EcNscn 
Co. Ip 464/8 156 46476 156 

0008020343 Nol-'caict ol efti-tiC? meei ng wrun' 10 usevss amend request 10 chergt? 
corla n.ro*i lor.do') design stresses 

O-Shan.lN P'oicc D,rc:io aio in 2 6 *3 ' C 7 26 ^UlirnDH P'o r oci H fncto^HO w 
2 ?pp 46 j?y 033 -461 «J '00 

8800050161 ro'watds Amor.ds 21,21. 10 A 1C lo L ccnsos NPF W.t^r 65. NPF-72 & 
NPF 77respc-l-vt*V & sa'ov i.ai o* 1 Anrc'ds approve tiianges r o T’ocfc Specs ro 
lisiesl <loms .nc'ud ng updating MI04 o' vanci.s pe r sornr.l 

G-SHAM.LN Prc.cei D.-e-Jlcoio in 2 08/07/27 DllSS.HF. CoTin^irtcaiih Ftisoo 
Co 7pp 46445 267 46445 312 

*•6808050165 Amends 21,21.10 A '0 to l cons os \FF 37. NPF 66.NP r 12 8 NPF 
77 /espu:iivo y Ctian;| r.g Tech Scecs lhai cnonjo s'luMc^vn S repen-' g requi/cmonls 
1 r*s ail no tio*v. h^h sptc l*c ac*.v«y Pi foact ji coo'a*\i 

VdiLER OR Prcjeci C'cclcraio 111*2. 68/07/2/ J5pp 46445 2/4 46445 303 


O. Inspection repo/ls, IE (Jullellns A correspondence 

Q8Q52G0295 NRC into NcVO H8 cj'J2 Prompt Rarcriinq 10 7.RC ;l Sg 
i-vd/.ng Pad-oacii-e ‘/.ill S/C -st onn 

CUNNINGHAM RE O-scn or Idustnal A Undcai *iu:eaf Safe-. 
80.C5/25 Consci Urtied Fciiscn Cc c* Ne^ VC.'k ire , 20:*p .;6^8i 

0600150243 PaUai lo FOiA <yqacst •it lOOum^rnFc 

doc^n'cnis App l d acumen is mania rc<J «n PDFi Apps n A O <l:c j 
iota ly wiinheid-respecii.e i (ref FO'A C«empi>cn 5| 

CiRiWSI.F v O H r.nc ■ Na Cola cd AM (iron Given 00/0/05 .Cl 
Mq'Assij'ied upp 46531 104.46501 ’3J 

-8602050102 hequesis <lpr|,f cat'Cn Of J»v collect f:r reycra 
arrange NRR aHomat /n bi ,lr;cAn A l.'e prcteci on ro..r*er 
regen based posi 1**0 safe s** jido^-n 'sr.s Sc'Odje J • sp^ bi.l.r ■> 
PAR T LOW... G Ov ol I'lSpecriC* Fr^g'.tmsiE ib5J2 , 2*670i 
tiERNC'AC tt */ 0 ..scr» ol r.g Aaicr ^oac'o* ;U.NRi Iccwrj - 
2pp 46503 3 '0 40503 3 -9 

0607280221 'Wc'^s -'int plan* cl'OSoT (Cf s.i<eq.>a":s reg la'cry 0 'c< 
s/hecjneo ‘cr *k nl 88C822 26Br o‘ rtvc-ve^v pro.- (fed ,'VJs:rr o<i 
ler ercii.bl :4 r-d v OualM >b* *vin*»ed 

MALLE TT B S Rego-i 3 Ole of i‘e 08'O" 20 BLiBBr-rf 

Ec <501 Cc 2pp 463-sO ?r 1-46345 <r7' 

8808 160 183 Rosrcrds td NRC ftP'XiV K* *tt v.yatim i»?rod r i« s;> : 

1 / A 50 457 D0 1? (.o -eo .e acicr defectTS K*a 1 .' 

ru/v con tod sidb * e'p.-VO'i djie c. 1 dJC'-C' 

Bl.SS.riE Crmn o-^oain Ed son Co Sl/gT^O CAv SAB Rcc ; 
r ec*0f 2pp -16558 *23 46558 12 1 

0807200162 St.ppl 1 to NRC inlc ^lul*C<' 9 11 3ir .icorsiic Req' 
t .s’'v'd CVc j* 3'oake‘b Bvc <st nrc 

ROSS .C E Cv-sion c' Ope*ai»?T«i Even's Assnss-’ieni iFos 1 . O 7 
Ccnr.n daiod Ed sen Co of New >o*k nc 125CP *.6 »9B0f 463S 1 ! 

8806030025 Forwards Cn'orcemont Corlorivro Repls 50-156'612 j 
cn 603718 

NOBE_uS.CE Rog.an 3 C3lc of mn D'cctc* fta'07'22 REE DC 
Enison Cc ?pp 46*03 137-46403 ' ll 

••B808030027 EnlO'iJcmuni ConV-cr cu Routs 50 455 tfU 23 A 
001)719 Major areas trussed cnfcrcomefl opior<s c<Nurns*jnces * 
recUve ajlicr s -n r«spcnsn 10 ■* olai on ro ir'jnont veness to duly 
MAOEDA.T j. CREEJJR . VAL.Ll \ ; J S Roy on .1 Cf: ol iha 0 
ipp 46433 130 46403 Ml 

0808030317 Forwards Snle'.y nsp RnplS 50*460/ 08- '9 A 5-*l0?'t 
0703 & nol ce ol v oaten Po c per.St? 10 noico sneu'd ar.'ftros* *r«j 
prccesy lo* deter m.-i-y *nai events apo'iaUt* i-v-Jer ‘C-Cf :;i 53 72 
PORNEY.wi Rtg/jn 1 C ol ti-e w.*o*lor 06 07. ;v R?FP; 
FdiSOA Co 2pp 46427 302 16427 !2if 


■ 0808050167 Sa'eiy eva'uai-on s^ppOMing Amarus 21 21, 10 & 10 tj L censes NPF. 
1/. NPF 66 NPF- 72 A MPF-77 rospoci ve y 

* Ot1*ce ol Ntcloa' Reactor nccuimicn. D ‘C-clo* {Post ft/0'.n) &tt'07/2) 4pp 
4U445 339-46445 312 

0808230117 Partial response lo FOIA reqjtsl lo: dncuoner's ro p'anl App A dccumonls 
end & ava lab'o m PDR 

GRVSLEY.DH NRC ■ No Ce*a‘oa Afltaiscn Gwen 39/07/29 ^OHNSON.G E 
S-A*:)-<.r S Rr?.*i n app 105RI 267 46591 270 

-0700260307 fci*ards repl re icons ng A rcsta.‘i s^OJu'c-s pc* FDO 670727 
r\ enws info *vli be p»cv.:od weekly. 

f UNCHESJL Prcg/ani Manayerrc.il Po' c> Cevn'cpn en S A-al»ss Stall fPosi 
870411) 67/08/21 HAYES.G B OHiC6 oMr.vf.st gat ons Mp:» 46591 3 12-46501 322 

08OC12OOOG Fcr/irards qrrrected Ar enas / lo Lrcnscs ^PF.72 A rPF.7? ccr'Ocli' g 
Ijpo ro 1« nci.cnai UnAs Tc.'ia c & 0 

SANOSSP Froeci Drccio*aie III 2 98'C8 ; C? BlISS.HE Com'iir.woailh Erl son 
Co 3pp 4652 \ 353-16521 3L6 

-8800120000 CcrmctOd Air.c*'US 7 to Licenses NP c -72 & NPF 77 co*rcct ny lypo ru 
lunctio^ai Ur.is 7b.9a c A d. 

* NRC • No OoM ed AM 'iai on G.vc". ftB 'CB/02 Ip 46521 356 46521 355 


••8800030324 Notce o‘ .lONt on Ircm irsp m 063^29-0701 V t fa: ’ 
P‘3pe*:y doc'a/o riiiato:* of un*a.ia ovo n t m acco'-Lin-e w/l-ie 
Bv#ZP 233-\. QtaidAC04 Emerqcrc^ Acuoo Lev.,* * 

FORNEY, IV L Reyitv. 3 Ole of inu LJrecicr 911.0/ 22 ip -HM2':' 1 

-880803032ft S.lloiy nsp Ron's 50-450/09 iff & SG-457 08 R» r-> 
victaiuns noiod Ma.j' aroas mspe^k J iicor sec ac*e*i cr |:r< 
rt errs, Dire 1 i)L-r.ey ivep«vorl*v?ss lellq^up c»*. Tf/i aelon ten's A eve- 
HINDS. J M' nog-on 3. 0*c ol I'lO Dree ter 86 0 7 - '9 10m) -HW27 J 

8808030050 Conf rrrs 803811 enforcement corle'er cu *n C*iun tH,rii 
ro i qua il.cal issces.pi.-r 800716 tulnon 

GRFEUMAI.E G Reg on 3 Ole ol na P H.C01 68<0?'2S REt-.U 
Edison Co ?pp 46^97 14.' 46397 «.u 

0807200248 NRC G'Jetr- 80 039 Thrrhe Tube Th.nr »g .11 Wes* ■■ 
Svc iSl enci 

ROSSI. C. E D.vibO'i ol Or oral oral Evonis Asst'Ssn on) iPobt ft 
Conset daled Edison Cj ol New Vcr^. Ire l23po 46340 n 70 -1634 ( 

aao72l02lB NRC; l/>lo Noi.ce 08 C52. Fa lure of -iiMiiU ' r** l_dn ic 

App‘i:aio* R'aciiyihcrapy Devices Dunng Paiienl Troaimenl SvC s 
CNMNINGHAM R E D.v b>on ol lrd,iSl'*a» A MeiUca' N..ct'oar SaN 
8fl'J7.'27 Cor-scl daied Fd son Co of Now York if'C iCJOl'F *1*.‘3 


0900 160330 Corh-ms meeting cn £60319 at NRC Reg cn In 10 Glenn El ye. il lo dis 
Cv.S'j uU po ;cy on fqc. ly staif wornny r fS per &8C0O5 d SCuSS-cn Udiween MA Kun 
Owsii A N Sm ih 

NCREUUS.CL Reg 311 3 . Of: ol the D.'ect* 08 /C 8 OB HEED.C Co.Tmonwnaii/' 
Edison Co 2pp -if>5€3 029 4f,560 032 


8808230260 Forwards latest rnv of NHC Manual Chapter C516 SA 
Itegn usmj ne« 'irciiona 1 areas 501 fcrlb m rev fo* a SA..P < 
exkrd ooyonu 980625 oNociwo date c' p'oredt *0 
NDHELlUSCE Roger* 3. Glc o' mo D-recror 80/07/97 ALE 
M ph gin Poa-c* Co ilomier y 'r'dara A M cf’igAn Electro Co) SI 
Edison Co SCHNE. l.D F Un 01 Flet-lr e Co 30pp 4f*F2C 090 4f*0. 


•0800160341 No’iftCftfton ol 00f0l9 rueetvg wiVce-’see n G'cn El|« L lo dscuss l 
consoo polcy on nucleg* power p'anl siafl wC'^ng I'Ojrs 

* Reqicn 3 C?C of ihe D rector f?&/<;8/08 Ror;<cn ?. Gtc cl Ihe Crroctor ip 
46560 032*46560 032 


0807220034 NHC m»o No‘C6 63 05.1 L>£6rftce Vicl.H rrs c' NRC 
Led 10 K'cdicai Darjnoshc MisaJm.n strahens Svc ifit one 
CUNN NGHAV fi E C.viscn o' induSlnn & Mod-ca* Nu^iea* Sa 1 ' 
83/07 28 Conso 'd.i'ed Eniscn C*) ol Now York ire l06j:p 4fC 


0808190161 neqtiosK Fn publ cat on of rci CO Ol cons:ue-raion of iss^anre ol amoras 
10 t^census nPF- 37,NRF-€-6,NPF 72 6 NPF 7 7 & proposed N5*YC <7cloim nai cn A cp- 
pcrtun.ty fer hcar.ng ro radia' peak fg factor Irrt ropi 

OLSMAN L N P/O|0:l Dieciorate ll'*2 68/08 M2 NRC • No Deia lorl AM Ml on G.ven 
5pp. 46593 075 4659$ 079 

8000250067 Cor'irms 880312 plans for 08C93O rrcoimg at o’ani 10 p/Ovde review ol 
roconl sialion performance 

GREENMAN.L G Reg o.-i 3. Ole Ol fho Diroclor 08/08/19 RfiFD.C CoTnicnweallh 
Ed son Co 2pp 46642 356 46642 357. 


0807220192 NRC Mlo Njleo 66 06-1 F.ilurn ol Crcul Breaker F; 
of Amplecior D.reci Trip Ailacf mrnt * Svc 1 si end 
R05Sl.CE Divisen ol Cpo-alicna' Events Asses9neui iFost 6 
Consol daied Edison CO d New Vo-k Inc 1 2 1 pp 40J17 l>90*Atid l 

8808050087 Nolt:es ol 88081 1 enfixconrem conlerenco ri Reg on III 
larons noied m Msp Repis 53 456' 83 05 A 50 457' 86 u6 Ulil si»o 
discuss hsie-J items 

MILLER HJ Regon 3 OfC Of the Di/t>cio/ 80/0/ *'29 REEO 
Edison Ip 4$.: 38 QJ1 464 IQ 001 


8606300209 Forwards GRP Section 1A mas'Qf actvdes plans lor Aug 1989 to Jan 80072000 19 NRC 'nfo Nonce 08 055, Poionhai Problems Causnd t 

l099.irclJ^mg nsqs.secu'ily 8 radial on conlrpl FSF Swing Bus " Sv: 1st enql 

FORNEy.Vv.l Reg on 3 Ofc aMtio Direcio.*. 88/08/22 HAGUE R L Rogon 3. Ole ol ROSSI, C F Divisonof Operaiiona< Evems Assessmcm iPosl 8 

ibo C metor UftP 46699 231-46696 241 Conso'vdaied EdiSCu Co of New York Ire i2tpp 4Q437 1 2t 46-13 
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.arflftinjflq SuUDl 2 10 NRC Bulletin OH 005. Nonconforming Mails Suppled hy P.png 
c -!r- ilnc al Folsom NJ S Wosf Jersey Mlg Co at W-lhamsluwn.NJ " Svc list oncf 
o-icl'rr n.v.son of Opcral onnl FvoMq Assossmoni (Post R/0411) 68/C0/O3 
Cc^.sc d a ted F d .s c n Co of Now York. too. 14Upp -16530 121-4G53B269 


8&0?29 n OM Sv-PP 1 2 to NRC BullOim 68 000, * Thermal SlfOSSOS in Pipr.g Connected 1o 
q<-c ‘ Svc list enci 

chcSiCE 0 visun of Oporahonal Events Assortment (Posi 07041 If 00/00/0*. 
cS5-5awd Edison Co ofNow Ycrk. Inc 12lpp 4650-1.001 -46504 121 


fl. Periodic operating reports & related correspondence 


8007260112 Monthly ope'ahng repis f0‘ June I9e8 for EJrjidwood Nuclear Power 
Slatcn W/GRO/08 Hr 

PFTF.nSON.MW. QUFR.ORE CorrrronwoalLh Edison Co 88/06/30 »4pp 
46207 114- 462H7 127 


S. Reportable occurrences. LERs & related correspondence 


8«J?290M1 NRC InlO NohCfl 8U 056. “Poionlial Problems W/Snccno Foam Firo Barrier 
Pe-e:rai o*i Seals ” Svc list one 1 

RCSSiCE Ov.<ion ol Opernlional Lvonls Assessment (Post 870411) 68/08/0-1 
CcWdafo d Edison Co of Now York. Inc 12J|ip 4G0C l > 1/5 46560 ?D7. 

$$08020095 NRC Info Nohco Hfl-057. ‘ Potential l oss ol Safo Shutdown Equipment Due 
•oPie^a’u'o S.'icon Conirollud Rnr.t.hcr FaJuk* ** Svi: I si oncl 
RDSSi C E Divison cf Oporafonai Fvonls Assessment (Post nv(Mii) 88/06/08 
Conseldaieo Ed son Co ol Now Yo'k. Inc l?2pp 46459 125 -16459 246 

663602010? NRC Into NOtrCc* 88 050, ' Poinnt-pi Problems W/ASFA Drown Bovcn I TE 
5 t> y.-no Overcurrenl Relays ' Svr list oncl 

RCSS C E Civi^on of Opnrotunal Fvonls A 9 SCSSmoni iPosl 0/0411) 66/OB/Pfl 
Ccr&s : i & d Ed sen Co of Now York. Inc l2Cpp -1O5:'0 001-40530 120 

6808330 f 12 NRC hilo Not co 88 059. “MSIV Guide Hal FfliVro at W «1 tor ford Unt 3 " 
5,c Stcr.cl 

ROSSl.C E D vision of Operational E voids Assessment (Posi 870411) 0R/OB/O9 
Coi soldiied Edison Co ol New York. Inc 1?lpp 4646/ 01 1 48467 131 

660804006? Supp‘ 1 to NRC Irdo Nohco 08 004. "Iradequulu CucilihCAhon & Oocumon 
la^-i cf Firo Bam/'-' Penoiraticn Seals ” Svc <s1 end 

FCSS.CE D-vSion o' Operational F.venls Assessment (Post 6/0411) 88/00/03 
Cc'i$c-daiPd Edison Co of New York. Inc 1<H pp 4G550 206 46558 325 

$$08350135 NRC ln*o Nohco 08 060. "Inadequate Design A Insiallahon ol WoicdigM 
?«n:‘.raticn Soais ’ SvC hsi oncl 

ROSSl.C' F Divs.O'i Ol OpLualicnal F vents Assossnionl (Post 07CMtt). 66/0G/H 
Cor$o‘ jatod Fd.sou Co of Now York. Inc l?Jpp 4661)9 298 46570 060 

$506050246 NRC Info Nohco BU-Ctil. 'Ccnlrol Rocm MnhiabiHy - Heuonl Ru views of 
OperaMy Florence " SvC lisl oncl 

FCS5ICE D-vision of Oporalonal Fvonls Assossmoni (Post 070411) 88/08/11 
Cc'iSOl'daiOd Ed'son Co of Now York. Inc: I25pp 46594 312 40595 070 


8807200270 LEH 88 012 03 cn 880620. shoeing swilch on relay resumed in vo'tago 
spko A aciuaied msianianeo^s ovcrcurrem proton on relay Caused by defecue cu' 
font test sw.lch nn relay Sw ich relay case replaced W/880715 Mr 
Hill .ML. QUFRIO.R E Ccmmocwflanh Edison Co 88/07/C8 4pp 46327 122- 
46327 125 

8807200366 L ER R9 0l3 00 cn GBG621 reader Ir p occurred as ic^ull cf lo-lo slQ6m 
(jene'alor lovel d je lo msull cienl leedwater f ow lo steam goreraio: 2 A Caused by 
procedural deficiency Feedwaier Ine resicred W/830/20 Irr 

STRDlt.D. CUER’-O.RL Common a ea-lh Ed son Co 86/07/10 4pp 46327 1 12 
46327 115 

8007280372 LER Bft OH 03 on G3C622.rea.tO' l< p occurred as rcsu.l ol lo lo leve: on 
sieam gonerator 26 Caused by slat e spnrg prcload.drl & grease pa'i«a ly blocking vcl 
booster & dynam c SyS t.,n no Water level rcslcrc-d W/ 000721 Itr 
STRCH D OUERIOHE Commonwca ih Ed son Co 60/07/10 -ipp 46345 OH6 
46345 0G9 

000002037 1 LEfl 00 016 00 on B90624.lac I ty roacicr trip occurred on 2U steam pener 
ator low low level cfje lo lafue of hoawi dram rank makeup va'vo Va.vy? topped S ro 
s un.licant atinorrra ilies fOjna VV/0BO721 lu 

MElONE.C. CUERIO.RE CommcnweaMh Edison Co 08/07/19 4pp 463B6 24/. 
-16386 250. 

0008040005 IEH 80 015 00 on 8GC626.leedwaier |FW) isotahon & lurtme driven FW 
pump inp cccu 1 red Caused by senS'tivily ol Westmgboj^p sleam generator D 5FW 
isolation rosei 8 KV»‘ pump resia-ted W/080721 Mr 

STROHD OuERlO.RE Commonwea>lM Ed.son Co 08/07/19 4pp 46432 169 
46432 17? 

880B030073 LER B0 017 CO on 8H0629.SurveiTance 2BwOS 46210 1 mva’id Caused 
by calcu , aiio‘'al error Event rev.ewed w / personnel involved Allom.on to deiai' 
siressed W/800/21 Mr 

ROBINSON D. CUFRIO ,R E Cemmonwealih Ld son Co 88/07/20. 4pp 46423 204 
40420 26/ 


6608350395 NRC Info Noliro 8B 002. "Rocunl fmuirgs ro Implomonlnt on ol OA Pro 
g ams by Suppliers ol Transport Ruckngos " Svi list oncl 

BURNET 1 R f* Div.sion of Sofoguanls A Transpoimiion (f’ost 0/0413) 80/CB/i? 
Corsc daied Edison Co Ol Now York, fnc lOUpp 46601 155 -46561 20J 

$806190179 To-wards Safety Insp F)npts 80 -150/68 21 A 00 457/81) ? I on B83U01 
03 t»o vio’aiions noiod 

SriAt-tR.WD Rc\yon 3. Otc of Oto Dr'Ojfor 06/08/ 12 fff-ED.C CcrnirctweoUh 
EdscnCo 2pp 46590 036 -16506 031 

-8000190182 insp Hepts 50 466/08-21 & 60 467/80 ?t on 860801 0J No vo'anons 
rated Maicr areas inspeciorf emeigenry prnparednoss uxorc so Opun item noiod ro m 
alcqjato demon sira lion of omuio accounlnb lily 

PlOSKl.T . PAT T EPSON. J . SNELL. W non on 3. OfC of tho Diroctur 88/08/1 1 ?2pp 
465GB 010*40596 031 

$938090264 NRC Info Noi co 08 063. "High Rad-niion Hazards Frofh lrrad*aied In CO'O 
C«#*e:tcrs & Cahios " Svc l si oncl 

ROSS' ,CE Civison ol Oporaliona 1 F.vonty As 90 ssm.ont (Posl 070411) GB/08/15 
Conscidaied Ed son Co of Now York. Inc 1 1 opp 40509 005 -16560 174. 


B0O0O4OO0B LEO 8B018 00 cn 8B0702 roactcr tipped whlo conducing siariup test 
BwSU ):R-75A Caused by fa- urc cf pressufi/or prossu-o bisfab'e 45 ?C Work request 
A230D5 written & la led rare) rep’acod by .nstrumoni ma rn pepi W/00O7P8 Hr 
DOYl.E.J. CURR;0 R E Ccmmor, weaun Edison Co R8/07/21 4pp 46431:170- 
46431.173 

6B080Q0095 Summary of Opcralmg Roactors Events Medlirg 88 3D on 8H0726 List of 
aifondoes & summary of roaefor scrams oncl 

LANNING.W Events Assossmont Branch 0U/O//26 ROSSl.C E Civison ol Open 
ahcnal E veins Assessment iPost 0704 it) I3pp 46482 169 46402 161 


V. Operator Examinations 

08061 1020B Confirms arranuomonis lor wr.lien & oral e*ams schodeled ler wk ol 
HBl205,per ictcon Hoi mall roquiremcnis for rnacio:/ sen or reactor 
opcralcr roqurerrenis for wnllon exams & NRC rules A cudolnos for exams o."cl 
WRIGHT .GC Reg on 3. Cfc of ihe U-tCCfO-' Q8/08/Q4 REEU.C. Corr.rnonweallh 
Ed-sonCo lip 4G509 C60 4C500 070 


88C6240094 Fcrwflids Safeguards Insp HofUs 50 456/08 02 S 50 457/60 02 on DOCKET 60-458 RIVER BEND STATION. UNIT 1 

07H2O 08072? No v.clai Oils noted 

MA'.LETT.BS Region 3. OfC of Mu) D-roctOf 68/00/17 REED.C Commonwealth 

Edison Co 2pp 46620.269-40626 27G F. Security, medical, emergency A fire protection plana 


-$$06240099 Insp Ropls 50 450/68 02 & 50 457/80 0? on 671 120 880722 No viO'a 
tons noted Majo' areas mspoclod alleged use & sale of d'ugs by semo named ccn- 
l acics employed al 51 IQ & criminal records Of scniu omployoos 
fMCEDA.Tj. PIRTLE.G L . CREED.J R Region 3. Ofc of the Director BB/09/W 
0FP 46526 271.46626 2/0 

$908110206 NRC info Nohco 86 U04. “Roporhng Firos m Nucluar Process Sys nl Kudu 
a* Plants " Svc hsi enci 

ROSSi, CE D>vi5'cn of Oporahonal Events Assossmont (Post 0/041 1) 88/08/lB 
Cor.soldatod Edison Co of New York, fnc lQ4pp 466-13 001-16643 104 

$$06120327 NRC Inlo Not co 88 065. “Inodvenenl Drainages of Spent Fuel Pools Svc 

ROSSl.C F Dw.sion of Oporahonal [-vents Assessment (Posi 070-4 1 1) 0B/OB/18 
^enso daied Edison Co Of New York. Inc I23pp 46628 Ol 1 46628.133 

0009160392 NRC Inlo Notco 68-066. "Industrial Had.Onraphy msp & Enfo/cement " Svc 
I si er.ci 

•NCiHAM^ ,R E Division ol IndJStnal A Medical Nuclear Saloly (Posi 870729) 
bo 00/22 Conso'idaterl Edison Co ol New York. Inc 90pp 46628 134 46628 223 


BB070G0520 Generic Ltr 80 10 lo ah power reacior iccnseos A ho'ders ol Pan 95 ap 
provals re purchase ol GSA approved security coniamcrs Svc hsi end 
MlRAGLIAF J Associaie D.reclO* lor ProiectS (Posi 870411) B8/07/01 Conschdated 
Edison Co ol Now York. Ire 3tpp 463B8 299-46380 329 

8807290173 Adv,$cs lhat 880501 Rev 6 10 socv-ray Irampg & qual hcat-on plan consist- 
oni w/provsions of 10CFR50 54[p) & accepiabls 

CAL LAN L J Reg on 4. Ofc ol Lhe D rector 88/07/2? DECOENS JC Gulf Stales Ut.’ 
■nos Co ?pp 46342 28 / 46342 208 

0000040247 Gene* C Ltr 66- 12 lo a I power reaciO' licensees & appl cants ro removal ol 
fire protection requromonis from Tech Specs Svc LSI or.cl 

MlRAGLIAF J Assocatc Di'ociOr fO' ProiCCls (Posi B70411) B0/C8/O2 Lonsol dated 

^ ^ .. v/«.L Uipn 


0008240300 Responds to 000725 Hr re NRC 000627 response lo J Breaux concern ng 
lag hmo to put prompt noiihcal.cn sys mlo eporat-on & llow palh of sio'ed water By 
Oci 1988 utl wi I msiall remole conuol hardware 10 o:.mmate any lag time 
MURLEYJE Olhce of Nuclear Reacior Regulation, Orecior (Posi 870411) 88/00/ 
09 IHVING.SM Irving. S M 3pp 46G27 215 4662? 221 


$$38160414 NRC Inlo Notcc 08-067. “PWR A)jxi‘iHry Feodwaier Pump turbine Over- 
Fa !u ' e " Svc i st encl 

ROSSl.C E D.viS'Cn of Operat-onal Evems Assessmont (Post 670411) 8G/0G/22 
k-o'.sol latcd Edison Co ol New York, fnc I23pp 46643 105 46643 227 

$$06160244 Discusses ull abbrevatod site access training program for NRC nsp per 
sorn^-i co-Dp’e* °g Peg on III ira n-nq m generic aspects Of rad-ahon safety. phys cal so- 
nt&afS}****** 'Osponse 

lav IS. A 3 Reg on 3. Ole ol iho DreclO' 80/07/27 ALFXlClt.M P Indiana Michigan 
^0«er Co (formerly ind-ana A Michigan Electric Co.) 4pp 46561 248-46561 251 


-8BO824O304 Advises lhat reCipeni BDU627 Mr lo Senalur J Breaux does nol address 
quOShon Ol lag hmo lo pjl prompt noiihcation sys into Operation m ovoni of emergen 

IHVING.SM Irving. SM 80/07/25 STELlO.V OY Ol the Execuhve D.rodCf lor Op 
erahOns Ip 46627 218 46627 ?21 

BB08250179 Forwards addor-da lo FEMA eva'uai-on ropf of prompt a'eri & nchficahOT 

CALLAN L J Region 4 . Ofc Of Ihe O rector 88/00/17. DEDCENS.J C G.i*1 Stales Ut l 
.ties Co 10PP 46648 139 4664d 140 
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8808250334 Toward 5 Irsp Hop: 50 459/08 17 on 06070 Ml No violators or dev i 
abons nolod 

C AlLAN l J Begun 4. O'c o* Iha D 'ectcr b8/0d/ ifl. OEDDENS.J C GJI Staton Li l 
:,GS Co 2pp. 46640 293 46540 290 

-8800250337 Inso Hep! 50458/80 1/ O 1 ' 880701 31 NO vio'aftcns Ci d-v anons 
ncv>d Va or areas inspectcdl.ccr.sco ncticn cn NRC Cu'le* n 69 CDS.su'VOllanco test 
& rr.ini cb?ervati3'\ opera: onal safety ver.fica* on & security 

FCRO.t J. ..ONFS.W8. MlCHAUO.PW Reg on 4. C’c or iho D.mcfo: 8B/0B/12 
Bpp 46t;48 292 46540 293 


H. General correspondence 

>8000310062 Hcqjesis NRC nciicn lo re i eve una re r.sk pcsod t/y 3yVR :r,e*na hyrimu 
I : msiaL lily Should issue CrdO* roci- img al GE RVVR I Ctrst-CS to Sutmil #e;>1 !p 
NRC w.ihn 1 yr demon*’ Ming r.ornol anr.o w/GDC '<? Related r.fo cncl 
HIATT. SI ChO C.wens lu' Respcns b o Energy 6R/07/22 Gfli-e ol Njdear Rea*, 
ter Ho;;u'n' on Diroc’Dr <F J csi 8704 1 I2rp 4672? 025-4672? 05H 


P Operating license stage documenls & correspondence 

6000110001 Reouos’s efiofii reoinj w/NRC ’& discuss pioccseri i cr-se amoru ic 
pr.maiY cenlamniem meg* ly/luel handing T ech Specs 

COCKER. jF (a ir S'ates Ullhes Co e&/l'6'04 Do:jmonl Coriircf Umnch (Dec., 
me’: Ccn:ro1 Desk) 3pp 4P604 260-46E!)4 ?82 

0800120202 Startup Test Rnpt (Stppl 8) fo' Ur.il t " W/800720 Hr 
BOOKER J E Cuff S’ates UU : es Co 60/07/18 ?pp 46519 1 89 40615 195 

6807290122 Responds lo Generic L ,f 88 O'. "NRC Pos ho- cn IGSCC n tUVH Auste-.: 
is Sia n'oss Sieol P.p rg UH pla , 'S *z > •* p p.np roplazemeni on- 
BODKLMJ.L Gu’f S’flfes Uli tirs Co 60/O//2I Bcc^ne/M Conlru Branch 
rr.tu'l Ccnirol Oesk). Cpp 46357 244 4635 7 249. 

0800030296 Cpn'i T.s 060726 rrg! rneeiir.g .n Rubier' IV o'c to' presenM* an ol ola-i 5 
y» pnr.pr' 683718 'Uc.cn 

CAdAN.l J Reyon-l.OI: r-lhe U-eclcr 80/07/26 DEODENS.J C Gu'l Sialcs IJh 
me* Co 2pp 4G:05 001 46406 02 

0800120058 Li*’* reman rg iioms & rat Graie fer rot neerpo’a: ng ilonis <n next rov o' 
olfslo dbse caKu a lion manual 

COCKf FLJ F Ctrl Slclios Utiles Co 08d)?/20 Uoci.me-: Coniro Gr.ynch (CJocu 
me: 1 ! Ccniral Dusk) 2pp 46536 123 4G536 1P4. 

8800110161 f o-wards supp omonial sa'sty oval ml on accepnrg i,M proposed len yr n 
torval nso'vi-0 .nsp program Staff ccrcurs w /dolor mi r.ai cn made :>y uil that ASMI£ 
Code req.i ronents impraoiical :p pe»fo‘T' at lac i:y. 

CALVO.J A Pic.eci Dreclo aio IV 68/Ofl/O! DFDCENS JC Gull S'ates UtlticsCc 
5f f) 4R4Gn 259 46190.2/1 

'*0000110169 Supp omonUil sa'el/ evauaton re fi*sl 10 yr insevice hsp p'Orj'ain.NOC 
century w/detern’.icrtni made by i rersoo that S«»ction X cl ASVtL CoJe ewatn re 
qu'f.mo-ds tO f Caiogo'y R A a elds in rea:!^ p'e*s.i.*o vessel aro rnDracn:ol lo per 
Icon. 

• I’ro.oci D.rc Ctoraio IV 88/Cb/Ol 8pp 46459 264-46493 ?.'* 1. 

8808100216 Riscussos changes <n illness l(v ojly p'CGfax NeAly no-go 1 aiod agroamcni 
w/un o*\ provides cnly ^or p an rt ed losing & slop by step program where n person'-u 
losin g pcs livo ler drug uso a'e susconc'ctl tor 45 days 

OECDFNS.JC. Ciult Slates Ub' lies Co 08/09/04 Occumo-,t Conircl B’ancb (Dccu 
n.ont Ccnlrol Doskl 2p;j. 46591 032 4G601 033. 

0800120325 Po vvO'ds sjmma*y of 08C72H mgl meet ng in Rogon IV o'c re util 5-vf 
to-* moss plan lo f plnni 

CALLAN.i j. Hog on 4. O'c ef iho G roc:cr 80/CB/06 OSOHENS.JC Gu'f Sialos Ut i 
,:,nsCo 2pp 46537:331-46537 340 

**0QO812O i 326 SuTma’y cf 000726 moo’.rg w/ulil -n A'rgtcn.TX ro 5 yr tusi' oss 
p an Hfirdcuis er^cl 

CALL AN. t. J. Region 4. Ole cf Iho Diroc’or. U8/CB/G5 Region 4. Ole of iho U.rtrlor 
I6pp 4B537 333 46637 348. 

0000150030 App cal or for am-ord lo Lc<>r.sn NPF 4 7.01 jw ng ncrmal movon'onl ol 
‘ucal poAer rongu mm ler not lo bo cons Cored core alterahcn Feo paid 
DF.OEFNS JC Gelt Slates Ulliles Co. 68/08/05 Oocumoni Ccniro' Branch (Dccu 
rrenl Ccniro! Cos-»| Ppp. 4654' 336 4654 \ 345 

•*8808 150041 Prcpcr,e:» Toch Specs oIIoa r.g norma* movemenl of loca‘ power rar.go 
mon icr net lo be coosiderud co*e a :c*ahcn 

* Gu'f Si a res U nos Co 68/08/05 2p p 46541 344-16541 346 

0008150166 Appca:on br ame^d to License NPr.47.c , ar.r,irg ‘iconso Co.-id.ion 
2 Ci 13) 8 revs*' (j Tech Spec Table 3 3 02 Mom i b. "High Power Soipcmt ’’ Foe 
pa:d. 

CEODENS.J C Gull S:ales Uti 'iea Co 00/CB/C5 nocumont Ccmroi B'anch (Oocu 
mcafConlro Dosk) I5pp 46550 226 46550 268 

-0808150170 Proposer! Tech Spec 3 3 6 P. lie'll i b *‘H g'i Power Seipci.it " 

1 Gj !1 Slates Uti .’.es Co BB/06/05 2pp 46550 241-46550 242 

* 0808150178 f'eedwa'er Heaio.(si Oul-01 Se-vco Analysis Icr River Oond S:ation. " 
KlMHT. SOZ2I.G L . NICHCLS.E.E Gorc-’a 1 E'eclr c Co HFnO-31583. BB/C5/3I 
29pp 46650 243 46550:26& 

8808160425 Noli' caiigr. of 680018 rrcelng w/uJil in RpcKvIle.WD lo discuss proposed 
r cense arrond re p.'iiiary ccnia nmenl mlogniy Proposed agerda one 1 
PAULSON.VvA Prcjeci D.'ccio:aio IV. 80/05/05 CALVO.JA PfO|C cl Directorate IV 
5pp 46561 061*46561:050 

880B120210 Summary Ol 683623 meeting w/Ma r < PI Conla.nmor* H-yd'Cgon Comrol 
Owneis Group re err.e.-gency p-cccdj'c guidelries ResoUt cn of iSsjds isied 
KINTHER.LI Project nroctcrate II 1. 88/08/08 Prcj-ect Cireciorate 11-1 fipp 
46515. 177-40515 104 


8000 180134 No’1:C0tcn ol 800817 mooi.ng w/ut' m Rockvi lo.MD tor prr = enla’ on of 5 
yr p’ouran i 6 discussion ol ti-onsing aC’-.vAios 

P At, l SON VV A Pro,oct Oireclorate IV 08/00/10 GALVO.J A Prc.oci r.-e3ora*o IV 
4pp 46584 264 46601 267 

OGD B 170143 f or*ords revised SOP.incliirJ eg Rov 4 »o GOP CCO'J, ’ SciAn Re-co-cy. 
Rov 4 to AOP CUOl, "Hoacrcr Scfrtm & fiov 11 lo AUW C052, 'Cc-idi-Ct ol Op<f 
aliens, ’ m resperse lo W Pau'son 000003 question in Gf &vc n 4 > l:rs 
BCOKFR.J E Gulf Slalos Uliliies Co 88/08/ 11 Dyc^n-er: C:ci:rol iJ ar^rh iDocu 
n*f m Conircl Desk) 2pp 46566 243-46566 269 

8000170150 Rov 5 lo SOP GOP-CC03, Scram Mocove.'y 
' Gu'f Smios Uhl lies Co 87/09/00 I2pp 46566 245 46566 26t 

- 0000170160 Rev 4 lo SOP ACR-C091. “no.icior Sc'.im" 

■ Gu'f Sidles Uhl lies Co 80/C6/13 f.pp 46566 25/ 46566 262. 

-8800170162 Rev 1 1 *o SO^ AUV 0022. ’ Cond.ict of Gperai O ’S * 

■ Gu ' Sia'us Ui'l lies Co 00/06/28 37pn 46566 263 46560 299 

0808160275 App'icnicn lor amend lo l iconse NPF-4/.rov smg Tcjch Specs 1 9 f> 1 c 4 
4 9 6 2c to mv\ v,*to: covoov.to lor iniwlwVi tool 4 c. >“■.'< ey.W <lor.r»j 

hand .nr j Fee paid 

BOOKER. JE GjI Siaies Ut.'iiArs Co 80/C8/12 Document Coi^cl “*ar.; i» ir>.\u 
rne'.i Ccnl'ol Dusk) 1 tpp 46560 060 46560 C8 1 

*•0808160280 Proposed ~cch Specs 4 9 fi 1 c « 4 9 t> 2 c reduer g mr sv.yte- COvt-a,-: 
<Lf irradated fuel R ccrffol rods du'ing handing 
• C.Jf States UiniesCo U8/06/I2 4p;> 465G0 07‘J 46U0 001 

0808100427 Forw,vrls Icensrrj achvilies m suf:j:c.r1 of facil 1/ sc:or.j rclj 'nj 
outage Ncnouiaqc related aciivii os also end 

BOOKER JF Gulf Stales Ut/ikos Co 00/00/ 12 ’ Ooct.nv-r« (/ rl-r ir'i icfi ir>Xu 
me-.: Ccnhol Ousk) 4pp 46580 202 46500 295 


Q Inspection reports, IE BullOllns & correspondence 

8805200295 KMC l*i(o Notco 00 032, Prnrpi Ropo”rg ta NHU ol S 5* * ;«jnl 
Invclvng Radioaciuo Mail ' Svc ‘ist end 

CUNNINGHAM R E U viSion of indns’ea’ A f.'nrhcal t.‘-c r-nr Sail I, ;Pos' B7072>t 
R0/GV25. ConscU.'.ftlQd Edisorx Co o' Now Yet*. Inz 1 20 up 465'J f i '’■) 1 0 1 fib 

8007280125 Forwards Ir.sp Ropl 53 450/00 13 on !1!>')?01 CG33 & r-Cicu ol v oW 
CAlLAN.u J. Regipn 4. Ole of uiu D.nv.iof U8/l)7/"9 CF DCF NS . C Cull SCHos. L'*. , 
Hies Co. 2pp 46310 022 463 18 035 

■-0007260127 Not co ol vip «Hion Ircrn msp cn B'J050i 0630 V claiM>.“. note : ul WiCr CO'- 
ucls cpornior not cog* laard as 10 why anrmr c alo r P863 /5 A CC2 ' *ef !if:Jy s- t 
e r "cw t ow. ' was 1 1 

• Reg on 4. Ole ofiro Droctcr 06/07/15 1|) 463: 0 02 : 46316 0?' 

-8807200120 leap n<jp! 53-450/B0 13 on 00050 ! 0633 Vidal or rpvlV,\er AN. is 
inspoLlerl.proviOus rsp fnd ngs.NRC Rullotr.s 8B 001 A i'-b 

roiiCOS siifveil arco tesl observahen rndiril chsorvaiicn R safoiy wfi'iidewii 
JONES, VV B MADSEN. G l CONSTABlE.G 1. Region 4. C'c ol llm U tdor. 00/07/ 
15 Upp 46310 025 16310 035 

0807200162 Stpp 1 lo NRG Info Nonce 00 046. ’ L-CCnsff Hrjpl O' (Mod v£> fU f .r 
Lisnod G'Ci.il Broako's " Svc list end 

ROSS'.CE Division ol Opomiioria' Fvonls Assossmenl <Pof»i G?C-1Hl 0R/O7/21 
Co-.scldalod Ed sou Co of Now Yo'k. Irx i25pp 46360 054 4 6365 176 

8000020170 fTospcras to NRC Bullonn B7 002 Supfis 1 & 2 ro fasioncr :cV ug lr> c^'-:r 
rnno ccnbrman-o w/appheab’n mail specs Info rcq„«>Slod by Ac* un '^*rris 1 A 2 
o.-c 

GOOKER.J.F Gulf Staios Ulililios Co 011/07/25 Dcr.unr.cni Centro' Bran in [Ck^'-j 
mem Control Doskj 3Gpp 46364 039 46384 069 

8007200246 NRC Qu lolm 08 C09. rim.t>lo TlDo Thinnng n West 'ijt'C-SO HoaciPfS 
Svc l st end 

ROSSi.C E Divisom of OperahoniJl Fvonts Assessment (Posl li/04ii| GR/07/i6 
Consolidaind FdiSenCo of Now York. ,uc I23pp 46340 0/0 46340 1&2 

8807210218 NRC, Info NptiCO 00 052. Fxiiliiro ol InlrAulo'tr.o Tfli dom »' F'tt OXf S-' 
Applcalcr Bracfwihe.*af*y Devices During Paiiont Treatment " Svc '<3: cn: 

CUNNINGHAM. R E C./ision of mdustr-a* X Vomcal Nuclon- Safety Post fi?072.\ 
00/07 127. Conso'idatod Edison Co. Of Now Yor*. Inc iCPpp 4bJ97 9x9 1GJ97 *15 

8007220034 NRC into Nc'co 89 053. 'Lcensoo Vo'atcrs of NR(> Hog i‘alor»s.v,r . -.n 
Leri to Mcdcal D.agcosic Misndrn nshahens ’ Svc l.si or e 

CUNNiNGHAM.R e Division 01 industr-ai S Mnuical Nucioa* Sa'ety Pod B707ij| 
BBfO7/20 CorsoVAatod Edison Co cf Now York. inr. \0<>pp 4E39n 2AJ 4G30 7 OI9 

8807220192 NRC In'o No:co 09 054, "Fa«'t.rL» of Crci.il Ur cake' -o'low ng Ins^.VJl 
ol Amptcc.tor Direct Trip Aliaclimcni ‘ Svc I'SI one! 

nOSSLC E Orwsion cf Operalonol Fvonls Asses&m.uni iPosi 070411) flU/07/<c 
Co-sol dated Ed son Co Of Now York. Inc 121 pp 464 1 7 020 464 1 7 143 

8800030173 Ack reco.pl ol 8B0706 hr info'ming NRC of siepb t&ktn :o cpirect v o'a' C's 
r.oied n Insp Repl 50 458/0B 09 

CALL AN. L J Rog:o.n 4. Ofc ol tho D rector 80/07/28 DEDDF.NS.JC Gull SiaUs IJ- 
H-esCo 2pp 46403 167-46403 169 

0000 1 10303 Ack receipl of 8807 1 1 Hr info'ming NHC ol sicps taken ID correct >;.■ v 

r.oied n Insp Ropl 53 450/60 10 

CALLAN.LJ Ren : ^ A - O f c Of lhj Qrecio' 8B/C8/02 REDDENS JC Gtll SU’jie 5 tr : 
it-osCo 2pp. 46499 331-46499 302 

8007280019 NRC Inb Notico 00 055. ’ Potenl-al Problems Caused by S.rig'o Pa C 1 
ES F Sw ng Bus “ Svc isi enc! 

ROSSi.C E Division of Oporaiiorai Evnnis Assessment (Pcsl B7C4 , 1 j> G8/03/03 
Consolidafod Edison Co of New York. Inc I21pp 46-137 121 46437 241 
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6000030269 Supp. 2 lo NRC Ri.lluLn 00 0J5, Nonr.cnrorrrir.g Mal.s Snpp'iol by P>png 
Supp .es Inc ot Fo^orn.NJ & Wosi Jersey Mfg Co at W.lhAmslOwn.NJ " Svc 1st and 
"OSSl Ct O.v.son ol Operational Events Assessrrenl {Post 0/0411) 08/O8/Q3 
Cense dated Eason Co of New York, Inc t49pp 4653G 121-46530 

6907290006 Supp' 2 lo NRC BuOim GO 0U8. * Thermal Si'essos n Piping Conceded to 
RCS “ Svc 'isi o-'ci 

^OSSt.C F Division ol Opo-alonai Events Assessment (Posl 07041 1) 60/00/04 
Cerscl daied Ed son Co of Now Yor*. Inc l?lpp 465C4 COl 121 

6307290 H 1 NHC Info No! CO 80 056. ‘RoJunbaJ Pro bin ms W/S^COnu Foam F'fo Dnmof 
Peno-fatio'^ Bra's " Svc 1st one' 

ROSSI.CE D.viscn of Opnrahcnal Events Assessment (Posl 87C4 11) B0/C0/O4 
Ccrsoldaujd EdsonCo of Now Yo-k. Inc IPJop 46569 1 75 465G0 29 7 

6906100313 regards Insp Hopl 50 450/00. 16 on 000020-24 No vnlalons cr iic-vi 
at cos noted 

CA'-LAN.L J negnn 4, Ok ol mo Uirocio' 0B/O0/O5 UCDDLNS.J C Gull Sfalcs Ui.l 
lies Co 2pp. 46403 220 16483 233 

•*6308100317 Ins;) Ropr SO 'ififi/Sy 1 G on 0B'J62O 24 No violahons or deviatons 
rcic': Major areas msoodod l.guid A gosnojs diluent release oregrpm & al'qjal.ons 
re. tmnrg & pual.licaions o! supcrv.sory poisonnel 

C*-ANlY,H.D . BAFR.lt Rog:on 4. Ole Ol it o Q.'ucfOr (10/07/2/ I2pp 4640127?* 
10IG3P33 

8906020095 NRC :nf 0 Nct.r.c 08 05/ "Poiehhal loss ol Safe bhuld'vwn Epuipmonl Duo 
!o Prcnnb.ro Si 1 cOn Controlled HocMicr Fa'ufo ' Svc 'iftl or. cl 
RUSS C.t£ D.vison ol Oper.dionai Evcnls Assessment (Posl 870411) nil/00/CB 
ConsolsdAfod Ed sen Co of Now Ycrfc. fne i22pp 46459 126 ifrt'j'j 216 

8906020102 NHC In'o Noiico 88 058. PolonM Problems W/ASF.A Rruwn RovO'i HE 
Si L Timo Ovo.'Cuffonl Ro'ays ' Svc I si oncl 

HOSSi.C E. D.v.sion of Ope'nt.onal Evonis Assossmunl iPost 87041 1). 00/09/00 
Consol darod Edison Co Ol New York, Inc 123pp. 4GM8 rot-40530 1 20 

8PG8030 112 NRC Inlp Nol-io BB 059. ' M-SlV Guido Hjul FbIu'P nl Wniorlerd Unil 3 *' 
Svc >sl oncl 

FIOSSl.C F. DiviS'cn of Operational Events Assessment (Posi B/Odll) 68/06/03 
CcnSQ 1 doled Fd snn Co of New York. Inc I2lpp 4G467 ol 1 4G4G7 131 

8SG80400G2 Suppl 1 lo TJflC Info Noiico 8B 004. ‘ InaiJnqmjlo Cua'ificalion A Oorumon- 
la I cn of l no Flamer Pmioiral on Senls ” Save list oncl 

flCSSi.C E Uvs:on of Oporolonal Lvonls Assossmonl (Posi 8704 llj G9/0B/O3 
Cense icaicif Erl.con Co of Now York, Inc I21p;> 4G550 205 4G55CI 325 

0609650135 NRC ir'o Nouco B0-O&O. * InadoqjQlo Design A Insiainlon t:f WnlO'fghl 
Pesotraiion Seals ” Svc list oncl 

ROSS'.CE DviSijn of Qnnraiicnnl Evonis Assessmuni (Post 8704 11| 06 /CO/ 1 1 
ror.Ml damn Emson Co of Now Yo.'k, Ini: l23pp 4G5G9:206 46570 0G0 

8066050240 NRC Info Nohco tUl OGI. ‘C'onPol Room Hnbiiahuty • Roccni Reviews of 
Opo'atny Expormnce “ Svc I is l oncl 

ROSSI.CE Diviscn of Opomhonaf Fvonl9 Assossmem (Posi 670411) 08/08/11 
ConsolIrl&ioiJ Ed sen Co o! Now York Ir.c t25pp 46504 312 46595 076. 

3866050295 NHC Info Noiico 66 002. ’ necont f indings ro implOTicninlion of QA Pro 
crams by Supp'iors of Transpod Packagos " Svr. list end 

^UR^F.TT.nF DiviS'on of Roleguards A Transporlal.on (Posi 8/0418) 66/06/ 12 
Conso KfatuU Edison Co of New York, Inc lO'JpP 4G6B1 ■ 155-46561 203 

89QB090264 NRC info Noiico 08 003. 'ffgn Rndnho.'i Ha?«'ds f rom Inod nlod In Core 
Du:c clots H Cab'os ” Svc lisi oncl 

ROSSI.CE. C>viS'on of Oporalional Evonts Assossmoni (Posi 870411} 00/08/15 
Consol daiGd Ed'son Co of Now Yoik. Inn i lOpp 46569 06 r > 46569 1/4 

80081 1026S NRC Info Nobte 00 C64. 'PrprMl'eg Fwns in NiicJen* Process Sys at Nec'e 
ar Power Plants.'* Svc 'iSl ond 

ROSSI.CE Diviscn of Oporatonal Evnnls Assossrroni (Posi 07041 1) 09/08/18 
CcnsoJdaicd Fd.scn Co. of New Ycrk. Inc. I04pp 4GG43 031-46643.104. 

6608120327 NHC In'o Noiico 66 085, ’ Inadvertent Oranagos ol Sponi Ful4 Poj'S “ Svc 
ist orcl 

ROSSI.CE O.v.sion of OpnmliLnal Evonis Assessment (Post 070411) RR/OR/ 1 1) 
Conso idaiod Edison Co of Now Yo'k, Inc l?3pp 46628 01146626 133 

8009250334 Forwards Insp Repl 60 458/88-17 on 880701*31 No vto'a* ons or d-ovi 
at oris r.olcd 

CALLAN.L J. Rooion 4. OfC ol thy D.rector 88/08/18 DECDENS.J C G>ilf Statoa Uhl 
ilosCo ?pp 46G48 290-46648 200 

■BB0325D337 Inap H opt 5O-450/80-1/ on 00070 f Of No viO'afio/r.s Of t'CvOt-cns 
no'r.d Major areas mspoclod l.consoo action on NRC GuUolm 86 COO.S’jrvOi'lanco tost 
A mamt observat on. cporahonal saloty vonheat on A seemly. 

FORD.E J.. JONES.WB . MICHAUD.P.W Rogon 4. Ole of me OroctQi 09/09/12 
Cpp 16646 292 4664 fi 290 

0908160392 NHC Info Notice 88 066, Indusmal Radiography Insp A Enforcement." Svc 
■st oncl 

CUNNINGHAM. n E Division of Industrial A Mod=cal Nuc’ear Safety (Posi 07O72D). 
8G/CB/22 Conso'idaiorf Edison Co of Now York. Inc 90pp 46628 134-46620 223. 

8806180414 NRC Inlo Noiico 8B-C67. PWfl A»nr,hary Foodwoter Pump Turbmo Over- 
spoed Trip Failure “ Svc l.sl end 

ROSSI, C.E Oiv.^;on ol Operational Evonis Assessmonl (Post 870411) 88/00/22 
Consol daicd Edison Co of Now Yoik. Inc. 123pp. 46643 105-46643 227. 


R. Periodic operating reports A related correspondence 

8807280163 Monthly operahng ropi fo* Juno 19BB fo* Rivnr Rond Staucn W/8907M Itr 
BYSFICLD.GA. OOOKER.J.E Gull Stales Ulililios Co. 00/08/30. 5pp. 4G287.0B7- 
46207091. 

8806160446 Final response lo FOIA reqeost for documents re loial insp hours A total 
number ol violahons for RoqIoo IV plants for CY07. Forwards App A document App A 
document also availab'e m PDR. 

* NHC ■ No DofarJed AfftfafcOn Gi-sen C8/Q7/21 WiillAMS.OG JR A Asscnatos 
2pp 46523 273 46523 27b 


-BB08160-152 "ToMi Finings A HCi-rs fer Each noq.nn IV Plant tor 19B7 ” 

' NRC: • No Dt-ia !od Aflibohjn G'von. &&/0//21 ip 46523 27t> 4Q523 275. 

0008100350 Voulhfy cperain:| ropl ^o« Jul 1080 /cr Hivn* Bon-J S'at-cn (jnf f Vii 
B0081 1 Hr 

COlFRE ROOkERJF G.lf Siaios Ulnlics Cn HB/07/31 6pp 46589 103 
46^88.10? 


S Reporlabie occurrences, UERs & related correspondence 

8B07290038 LFR 00 009 01 cn B0yiG7.wirrg al i“doto*n inato ui.nl t CcihOn connocl.ng 
coniroi cO’i.pcnf>n*s d s covered. Coijsod hy mcoinploio recordkeop nq ai I'n.oicrgjo 
cunn:\ nJq Ct-OMo- ub.'e w././vj 'fipkicOii vv/g tal f u:i w/o W/HGO / 19 ip 
ENGiANR.LA, ROCKER.JF GJI Sinlos Uldilios Cu 00/07/15 P|sp 4B35/ 020- 
4C357.035 

8QOB03O227 LLH 80 013 00 on 88J623.immJ.iH muung A Sian J by (jis lroaiomo-'t sy3 
net imliaieil m rospenso lo nopo*nl;lc* nnn».liis oxiKiusi <a-dmlian n*ot 'lo* Caused by 
mipropo.* in’oiprotai.on ol action r<>:|i remnnls W/BG07?? In 

E7JGLANDIA. UORKf.n j t G:i|J Sintos UhrtH*» Co Bd/07 r2? 4pp -1G403 200 
46-109 2C3 

8800030256 Special repten 060531 & 0G0l.dx.-soi generator cOMro' loom Tecfi Spec 
lump 'urds uacocrlud Caused by bnul gcrv.riilorf r.si:fo ddg f:y slar riny d-nso' genera 
ter "Kncfj Warm" sys lump n tliObui <jV*ne rotor conirol mom (focru.isod 
UOCKER.JL Gu't Siatos IJ* I tics C n (10/07/25 Docurront Confo* Rram.h (Docu 
men Gomrd Desk) 3pp 4f.4(U* 27'J 46403 ?Bi 

8000150309 lCR BB 0l6 03 on BB07 1 3. nadvc-tnnl a.ilo slfirl ol H.d iVdg d-arcOdl « lira 
Inn sys occurred Ca./snf by rrant error A t mnlru merit A rtndroi icci-' ^ians rcco.vcd 
Ira.nmu on uvent W/GWdG't fir 

FNGl.AND.l A . GOOKFR.J L Guil Status UhM.cs Co. 80/CH/ofi. 4pp 4b5-;n 101 
46540 104 

0800150395 l.EH 0fi 014 00 on 08371 1. riHiJvrvioni .riliahin ol ltd n R ol hiinjus mix r«j 
SyS A slanoby gas hontmcni yys occurred du“ to stuck c fc )ev.k sou'CC in pa'liuJafo 
radot on 7ii«.itur. Cause r et do'crmiucd Work crclnr Indiaird W/090005 Mi 
LNGtANDLA. £?00/<Eff.JE Cwd SWitx UMitwd Cr) App Af,SS2 2f2 

46552 275 


DOCKET 5O 4G0 WPPSS NUCLEAR PROJECT, UNIT 1 


A. AppUcailon/consIruclIov sfnfle documents A correspondence 

0000040022 IJsciissos uln p'a'.s to clarify 6(»U)0l rngucsl to incdinrisiic lo hr us in 
mam sIwjjh A loedwalor snlfit-O'' area (l/SF IA) MS‘ IA air^cluro w/blan-.od mods con 
w.thsiond dfccts of nor 1 rrncfian she pip’rvj fa Uru 

SORLNSEN.GC WdslVngtnn Putnc Powor Cupp.y Syalom. 80/07/20 Dccmtonl 
Contro' Qian: h (Dncuinor.l Conirol Rnsr). 2pp 404 J l 350 46433 360. 

8808040026 Ack recopt Cl NRC SER cn (JolorrmJ WfJP 1 pro,o-l confnrmrtnco to Rt'ij 
Gmlo 1 117 I ncdily conlomriiin^o w/dc«i,jn A dovolopaiunt (folcrrcn unl.l Oflur coast 
icslurl 

SORENSCN.G.C VVaft'-.ing!on PuBk; Power Suppy Systorn 00/07/20 Cnarronl 
Coniml Branch {Ooci/r.ont Conbnl Uosk) 2pp 46421 322*40421 323 


F. Security, medical, emergency & lire protection plans 

BBQ705052D Gcnc-i.c Ur W) )0 to power renew f conseos A hcJi.'ers of PAH 95 ap- 
provals ro purchase c' CiSA npprovc-d st-cunly conlm'-Ofs Svc l.sl unci 
MlRAGUA.F J Assoc dlo Drocioi lor Prcimds (Posi B7041 1) 00/07/01. Conspliaiod 
Ellison Co ol Now Yo'k. ir,c 3lpp -Iti'lBB 209 46308 329 

8808040217 Gor.c.nc l ir 60 12 to a’l power rumfor E consoas & npp 1 cams io rernoval of 
hro proiec' cn rcg-i'cmonls Ironi Tech Specs Svc ‘.isl oncl 

MiRAGMAF J. Aseocialo Rroclor lor Projects jPosi 070411) 60/00/02 Ccnsa'idalud 
Ed son Co of New Ycrli. Inc. 5?pp 46403 201-4G463 342 


DOCKET 50-461 CLINTON POWER STATION. UNIT l 


F. Securlly, medical, emergency & fire protection plans 

6807060520 Gonor c l.!f 06 10 to a‘.l j)Owor re-actor heenyons A lio'do.'s ol Hau P5 ap* 
prova's re purchase uf GSA approved socunly ccnio ncr& Svc l-sl cncl 
MIRAGl lA.r J Assoc Oto Di'ocicr for l J ro;ncls (Po&t 07041 1). 0B/O7/O1 Co.”.So:idaiod 
Edison Co Of Now Yo'k. Inc 31pp 463BG 209 463B0 320 

0808010231 Ffov.sod cniotgorcy plan tnrf Corner n nq ptacod.:roa,rx' , uilfng Hov 2 to AP 
10. ' Lmo'gency Rosponso Orgnr.i/at on Assignmonls” & Rov 2 10 RA-02. Proiechvo 
Action Reccmrr.erdatuns ” 

SPANGFNGEf RGJ. tlLnois Pcwor Co. 00/07/19 30pp 46350 206*46359 235 

8007290261 Roquesls rosulls ol roviow 8 disposilion of oncl A'legaton Rill 0B A 006? 
wilh.n 30 days ol dale el Hr AMogaiion vvlhluHO (rol 10CFR2 703) 

GFTEENMAN E G Rog<on 3, Ole of Hiu Director. 8B/B7/20 GERSTUER.WC ilnO'S 
Powor Co ?pp 46354 002-46354 003 

8608040326 Advises ihpl B80713 Rov 8»j lo physical security plan cons.steni w/prov. 
sions of TOCfn^O 54 (pj & uccoptatdfl 

MALLETT.BS RogiQn 3, Ole of the D.rocfor BB/07/22. S n ANGEf^QERG,f'. linos 
Power Co. 2pp 4G423 349 46423 350. 

8008030021 Forwards Amend 3 lo Lfconso NPP-62 & snlunuflhJs ova'ualion ropt Amend 
m.odilios PnraQraph P E of bcoriso to require cornp'iancn w/amondeil phy9'Cal socunly 
plan 

STEVENS.JA. Pro,ozi U.rOCbVSlO IU-2 33/07/26 SPANGL NBZRG F . df.ncrs Powor 
Co 7pp 40127 255 46427 266. 
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-8000030026 Amend 3 10 license NPF 62.ro/ smg Paragraph ? C ol 1 cO'-.so lo requ re 
corrp'ianca vv/ amended physcal security p'an 

MULLEM.Ott. Pro.ecl D federate III ? 00/07/26 2pp 46427 262 4642? 263 

—8000030029 Safeguards ovateahon repl re Amend 3 10 License NPF*62 

* ol UudTeat Reaclo* RsyUauon, 0 *eclcc (Post 8704 it) Q8/Q7/26 3pp 
404 27 264 46427 266. 

0008180244 Dsctessus Ltl abtrev Hied silo access 1'ari.iy program fo.* NRC nsp po f 
soar, el comp , oli r, g Rego-i I I training <o goner .<: aspcc's ol rad-alion satety.phys cal so* 
ctr.ty & errp.gGncy response 

OAVIS.A R Reg on 3. Ofc ol iho 0 'CCto* 88707/27. AlEXlCH.M P tndana Mchgan 
Power Co (formerly Ind-a^a & M ct-igan Electee Co) 4pp. 46561 248 46561 251 

6008040247 Generic Ur 68- 1 2 lo ai. powGf reader l:ensco&& app'icanis re removal of 
firo p.*oiociion roquiromonls from Tcr-cii Specs Svc I si end 

MlRAGLlA.F J Associate Director ler Projects (Post 870411) 89/00/02. Conscl dated 
Edison Co of Now York. Vc 52pp 4646.120 1 46463 342. 

6008090026 Forwards rosponso lo regteaiory oflodivenoss rcvicw.pcr ARC 08C5Q3 
request Lr.cl wiihhcd (ref 10C‘n73 21) 

SPANUF.fJBLHG.F. I Imps Power Co U9'C8/03 Dccure.nt Cpdroi Branch <Oocu 
meni Control Doek) 2pp 464 70 319 464 70 320 

6008220009 Fcrw.vcte Security Ir.sp Ropl £0 *161/88 19 on 8fl072B-29.Nn vio'anons 

noted. 

MAUET1.DS Reg on 3, OJc ot iho Direct:).* 80/09/n GEflSTNED.vy C. linos 
Power Co 2pp *6601:272 4660V274 

-8800220011 P«v bally wilhhol:) Pr.ys cal Security Ins? Rcpl 50 461/83 19 on 890725*20 
pe 1 10CFR73 2 1) Major proas inspected tC ellf cfivenoss socurty 
o.*gani?aiicn records & rep!s.los‘mg & maim .keys & comb nation & safeguards conln* 
co-’ty plan 

OnolllN.B CHEEO.J.n. Region 3. Cfc Ol H O Drecicr 09/00/ 1 1 Ip 46601 2/4- 
46601 274 

660824Q329 Rnvvscd omorgor.cy pan im^teTunlng pfccedutts.tr-cljd.rw} Rev 2 to RA* 
03. "RadiD'og Coi Exposure GuJelnes*' & Rev .1 lo RA i5. “Prod clivoHo'easo Rales 

* 111 -o.s Power Co 08/06/1? 3tpp. 4C629 » 70 46629:200 


H. General correspondence 

6808310062 Flequosis NRC acton ?<» re icvo undue rsk posed 6/ 0VYR ihtt'mal-hydra-.j* 
I c ir slaUMy NRR shou'd ssto order requiring all GF BWR iconsoos lo submit ropl lo 
NRC v. tei.*» 1 yr dc.rnonsi'almg comp’iaico w/GCC 12 Rotated inlo orcl 
V 'ATT, SI Ot’tci C* ions to* Rpspcv.sx'.o Eneir f y 00/071?? Cthco ol Nuclna* Boac* 
lo- Roguehcn, Dimeter (Post 870411) 1 Ppp 46727 026 46727 050 


P. Oporallng license stage documents & correspondence 

8007260099 Requetiis FR publ colon of r.olico Of cons rte f alion 0 I issuunco ol pmnod 
lo Uconso NPF 62 A proposed NSHC rfntorrinaiicn & opporlunty ler hearmo on 
8COi?05 roqjest re h.p solpoinl fo' Eupp.'OSson poo 1 v/aior lovol in«jlruT.enl 
MULLER.f) R Pro;ec! D rocto.'oio III ? 88/07/15 NRC - No D«hn‘cd Alhiniicn Given. 
6f.p 46304:312-40304:310 

800 7290261 i^oqi,usts fOSJ«t9 of review A disposition of encl Ai.pgahon Rill 0B A 0002 
wiflim 30 days of date of Ur A|:ogalicn vUhhnld (ref 10CFR2.790). 

GREENMAN.E G Reg o.i 3. Ofc cf no Director 08/07/20 GEflSlNER.WC Mnas 
Powo'Co. 2pp 46354 C 02 -46354 CO'J 

6008030250 Approves B80109 n’quesl 10 iJo'olo require.' nonis fo' men ion rg of g*o v nd- 
v.afor n vc.rHy oi v/asiowater t'eaimem perds f?r leechaie contam'nation ol focal 
ecq.i ter.linsnd on low sue pormoadi 4y A atscnceof users 

STEVENS, J A Propel DiroctOfHle lll-l 66/07/22 SPANGEAQERG F lines fowac 
Co 5pp 46423 040 4 64 20053 

60 0803002 1 Fcrwards Amend 3 lo L-censo NFF-62 d safeguards ©valuation ropl Amord 
mod fids Paragraph ? E of I cer.so to roquro ccirrp' ance w/amended p'^yscal secunly 
plan 

STEVENS.JA Prcjeci Crocinraio III ? 66/07/26 SPANGFNOERG.F III nois Powoi 
Co 7pp 46427 255 46427 ?€6 

• &BO8O3OO20 Amo. nr I 3 lo Ucenso NPF -62 .revising Pa*agmph 2 E of ficonso lo requjro 
coinpl anco vV/amorided phys-~a‘ socurdy p'an 

MULIER.DR Pro.eci Directorate III ? 80/07/26 2pp 46427 262 46427 263 

*•0808030029 Sdfequa*<fs ovfllual on ropt ro Amyrd 3 lo Ucenso NPF 62 

* Oil co o* Nuc oar Rcacior Reguiat->n. D.*ecior (Post 8704 ii) 88/07/26 3pp 
46427 264 46427 PGG. 

8600030375 Fo/wards roqueslcd varianco lo NPCES pormi1,po r Secicn 3 ? ol onviron 
protection p'pn 

S^ANGLNBERG.F I linois Pcwrv Co 09/07/26 Docjrr.on Control Branch (Docu- 
ment Control Desk). 30pp. 46406:267 46406 236 

8000040007 Forwards nohCO ol conftide'ai o% cf ssuance ol amend lo L*coosn NPF-62 
& oppo.'lun.ty for hear.r.g on 80O2C5 request fO noporabiiiy cf primary conlalnmont 
iso'ai on vai/O posn on indication 

STEVENS.JA Pro.ec f Directcraie IM-2 (16/07/26 STANCE NBERG.F ll mo.s Powor 
Co 4pp 40422 C90 46422.100 

*-0000040008 Nolico of consUorat on Of Issuance Ol arrond 10 license NPF-62 A pro 
posed NSHC determination & opportunity lor hoar ng Amonrt rovisos Tab'e 3 3.7 5- 1 lo 
el'ow inqporahil'ty of primary comafnmon; isolation vaivo pos ton ind cation. 
HOnRHOLM.L.J Pr^cct OrfeCloi«>10 \\\-2 69/05/18. 7pp 46422.004.46422 100. 

0608040177 Forward9 addi Inlo re rra'n fitearn I r.o lurbmo bldg lomp mslrutr.oni chongo 
roq'josl.pcf NRC 68C62J lolcon. 

SPANGFN3ERG.F. H.nois Powc.' Co 0D/O7/?7. Docunroni Conlrol Branch (Docu 
merit Control Oosk) l3pp 46430 237 46430 249 

8000090008 Forwards safol/ ovatuahen supporting rev to position ro ruc'oar sys protec* 
i on sys seiMest sys (SIS) fa luro dotociion & ird.calion Licensee roquesi lo oporaio 
STS as doserbed In 880602 stbrn tlal accepiabio 

STEVERS.JA. Pro;oci Di'ec?.orato 1112 68/07/28. S°ANG GNU ERG ,F llnpis Power 
Co 4pp 4647 7. 145-46477: 151 


-0800090009 Safety ovaludt'On supporimg rov lo posil-on ro nuclear sys p‘ 
se f losi ays fa lure delect on & md coiion lor fncil'fy 

* Off CO of Nuclear Roactor Regi/alion. Diroclor (Posl 070411) 00/ 
46477 149 46477 151 

BC08G50333 Rer>pon:is lo Generic Itr fift Ot, NRC Portion oi\ IGSCC n □tr 
ip Starless Steel P.pmg “ Revised insorvico nxam program plan encl 
HALI.,0 P ll’mo-s Power Co 00/07/29 Uocvirr.anl Coniro' Brnnch (Cecur 
DosM 6pp 46447.343 46448 135 

-0800060338 Rov 2 to "Ir.scrvco Evam Program Plan. 1 

* 1 1 ncris Power Co e8/07/29 147pp 46447 340 46440 135 

0008120249 Forwards applcaion 10 modify NPDLS Permit IL033G9 19.00* 
cl environ protection planMorl will romovo cporal'Onal roq-j romonls of S( 
t on 6(b) 8* (c) Uom scroun backwash men lonr g requiruir.(.n*& ol Oulleh t 
SPANGENBEflG.F Ihnos Power Co 00/07/20 Docvmonl Comrcl Rr 
monl Cortrot Hosh) Opp 46537. 104 46537 101 

0000090023 Requests FR pubtical on ol nolico of issrranco cf Aniond A lo L 
♦)2.ArPonJ cnanges action siatomonis assoc alutl w/conta'nmrml A re.iCtC 
Ml'on control &ys 

STEVENS ,J A Project C.redorato ltl-2 BB/Ofi/OJ NRC • No Onlalod A* M 
?pp 464 77 153 4G4 7/.155 

0008090031 Forwards Am&ruJ 4 lo Liccnso Nf’F-62 & snloiy ovaluaion A< 
Tech Spec Scciion 3 3 2.1ablo 3 3 2-1. Horn 3 o lo cf'a'ujo nci on siateTO 
ed w/conianmnni A rnacior vessel ifio'alion rontrcl sys 
STFVENS.JA Proiecl Dr l .clCrafo 111-2 00/08/03 SPANGENnRRG.f . I 
Co 4pp 4647/240 46477 257 

-0008090032 Amend ^ fo License NPr 6? 1 rovpsing Tecfi Spec Seal: i« 
3 32*1. Item 3 o lo cnar.QO acimri siaiomenis nssocaied w/conialmra 
vessel isolniion conlrol sys 

MULL EH. D R PrO|CCt Duuc’O'flto III? 60/08/03 4pp 404/7:?62-4t>4/7 < 

-6008090035 Safely ovatuahon siipporl-rq Amond 4 to Liconso NPF-62. 

* Office of Nucloar Rcacior Rogulat on. Director (Posl 670411) fi8^ 
464/7.256-46477 257 

8000100046 Forwards Amend 5 lo L'censu NPF-62 /i aafoty oval. /Ol On /V 
Tocfi Spoo Sections 3 4 2 2 & 3 6 1 4 ro safoty/rdllef valves li> Irj sol f.i“- 
icfcranco lo malch voCo in dos yn specs 

STEVENS, J. Projeci Directorate III ? UB/0U/03 Sf^NGENDlIRG.F. ll no 
4pp 16485 167-46405 170 

-B0Q8 100051 Amond 5 lo Uonso NPF 6?.rov s-ng Tech Spoc Soctlo: 
36 14 ro saioty/rul.of valvos lo lo sot furction sotponi icloranco 8 h 
conlrol sys 

MULLER.DR Pro.OCt Droclnralo III*? 00/00/03. 5pp 46480 1/1*40405 

-8800100056 Safely ovoluaiion simporing Amond 6 10 License NPF 62. 

* Office ol Nuclear Roactor flogulaton. D.roctor (Posl 07U411) UU 
46405 176 46405 170 

06081 10332 Requests FR publication of nouce of Issunnco of Amoml 5 lo I 
G2 Amend rovisos Tech Spec ro safety roliof valvd lo b f>ol fjnr.lion selp: 
lo moich value In dosign $p0C9 

STEVENS. J A Pro, or. I D.recinraio 111*2 80/00/03 NRC • No Doun od A'*i 
5pp 4CG13 202 46513 206 

880B100248 Forwards nohCO of nnv.ron assessment S fi.ndng ol no sigml C 
071030 requoal lo revise Tech Spocs ccncurnng omorgi.-rcy dc balfery 
oval jaiion also oncl W/o safoly evnlunhcn 

STEVGHS.JA Projeci D roclctalo m 2 mW0&/04 SPAUGENBEnCi F. 1 
Co 4pp 46404 34 7*46404 354. 

-0008 100254 Environ assessment & timing of no significant Irrp.jcl ro proi 
lo Toch Specs lo railed 4 h O.v II ballory un-orgoncy loading proti’u 
OLSHAN.LN Projeci U.reclnrato IM-2. 80/00/04 4pp 46404 351*46404:: 

6008160273 Forwards Slate ol IL ERA rusponso 10 uM C8070G ruquost F 
variance ro NPDES permit 

HCLIZSCHER.D L III nois Power Co 00/08/05 Docuironl Conircl li 
monl Conlrol Desk) 3pp 46556 317*46556 310 

6008120210 Summary of 003C2J mooting w/Mork III Containmonl Hyd' 
Ovmers Group ro emergency procedure guido'inos Roso'ut-on of issues I 
KINTNER.L L Projeci Urociorato 11-1 08/Ofl/OH Project Dirociora 
46515 177-46515 104 

0808150410 Forwards Amond 6 lo License NPI *62.s.ifoly ovali.-al c 
pssessmoni Amend rov sos Toch Spue Snuncn 4 1 1.2 7 ? ro rad oaciivdy 
gases from olfgas recorrpir'.or off'uoni 

STEVENS. J. A Pro.OCt Directorate ll|*2 00/08/00. SPANGENBEnG.F. 
Co lOpp 46551 243-4655) 263 

*•8000150420 Amend 6 lo license NPF 62. revising Tech Spec Socbon 4 1 
dnact.vily rale of noble gases Irom offgas rccombmor oflluent. 

MULLER.D R. Projocl Oirecteralo 111.2 08/08/08 4pp 46551253-46051- 

-8008150423 Saloly ovoluaton supporting Amond 6 fo License NPF-6? 

' OMiCO of Nucloar Reactor Regulation, Diroclor (Posl 870411) 68 
46551:257-46551-250 

-6800150427 Forwards env>ron assessment & finding of no significa 
871030 requesi lor changes lo Tech Specs concornng rnd-oac'.vity 
ga90s from oifyas recombmer Glfluoni 

STEVENS. J A Projocl Di;ecto*8to IM-2 08/08/08. SPANGENBERG.F 
Co. ip. 46551 259 46551 263 

-Q80B150429 Environ a 9 sess f nent & fir.d.ng ol no significant impacl ro ul 
pi cation for amend lo License NPF*62.rbvismg Sun/ei : lonco Hoqteromi 
on r&dioacbwty raio ol nob'o yasos from oilgas < ©comb nor elite eni 
OLSHAN.L N. Project Oredorate IM-2 88/08/01. 4pp 46551 260 465b 1. 


n tivid \ 


0800160101 Forwards notice of issuance of Amornl 6 to LicensG NPF 62 Amend 
c'la'igos Tech Specs ro radioactivity rale of nobio gases from off gos recomb-ne.' ol- 
iiuor,' 

S7EVENS.J A Proiecl OrcctoraiQ llt-2. 08/C0/O8 SPANGENBLRG.J- l/hcls Powc' 
Co. ^6559 296 46559 302 

*-8808160103 Notice of issuance Of Amond 6 lo Means© NPF f>2ruv.sin<j Tech Spec 
Scclon 4 1 1 ? 7 2 re radioactivity ml© of notilo qasos Irom off gas rccomb.rcr ©ICu 
cr.t 

O-SHAN.L N Proioa t).rcctorain 111-2 88/OB/Ol) 3pp 46550 300 46559 302 

6605250274 Forwards Amend 7 lo Licenso NPF-62 & safoty ova'uahon Ame-yj rovisos 
Tech Specs 3G 1.0,3 6 2 7.4 6 1 0 2 & 4 6 2 / 4Jnfclo 3 0 4-1 & Qosos 3/46 2 7 & 3/ 
•1.6 i 8 re coma nmont bldg & dryweii vom A purgo sys 

STEVENS, J A Proicci Oiroctoraio 111 2. 60/00/09 SPANGGNDFnG.F. Ill no s Power 
Co 3pp 46647.105 46647.137 

**0808250275 Amend 7 lo license NPF G2,rovisir*g Tech Specs 3 6 1 R. 3 6 ? 7.4 6 I 8 ? 
& 4 6 2 7 ATablo 3 6 4-1 A Uasos 3/4 C 2 7 A 3/4 6 1 0 ro containment t»'d;j 8 drywe'l 
venl & pu'qo sys. 

MULLGR.O R Prciacl D-roctcratO 111-2 80/00/09 iCpp 46647 1 1 1 4604 7 120 

**8808250277 Safely ovd'ual'on support ng Amend 7 lo Uccnso NPF-62 

' Cflico of Naclonr Roa^io* nngu'aiiQn. U.ron1or (Post 870411) 00/00/09 «tpp 
46647 121-4664 7 124 

-8806250279 Advises dial Commission has Mod oncl noheu ol issuonro of an.or.rj lo 
faciliiy Ol w/ofc ol FR for pub'icalion 

STEVENS,,) A Projocl Oi'ectcmto 111 2 88/08/09 SPANGENBERG.F lines Power 
CO. ip 4664 7 125 4664 7 1?0 

••6608250286 Nol.ce ol issuance of Amend 7 lo Licenso NPF 62 Amond changes Tocb 
Specs 3 6 l 0.3 6 2 7.4 G l 8 2 A 4 62 7 4. lablo 3 6 4-1 A Qasos 3/4.6 2/ 6 V 
4 6 1.9 r© containment bldg A drywo'l voni A pugo aye 
OLSHAN.LN Prcjocl Ciroctcrate MI-2 08/00/09 3pp 46647 v6 4 664 7.128 

*•8806250269 Adv.sos that Cr.rmn&son has reiiuoslod that encl "Environ Assessment A 
Fining ol No S-gn heard Impact.' bo puU.sherl in FR por 871030 rogues! 
SftVtNS.JA Pro|©ci Oifecforato 111 2 08/09/09 SPANG ENQERG.F. nines Powo* 
Co Ip 46647 129 46647 137. 

-3800250291 Env.ron assossmoni A fn«Jng of r*.o sgnilicaM impacl ro amend (o Li 
cor.se NPF.02.revis r.g Tor.h Spues concern ng coniammont vont.lalion & drywoli 
purge sys iso alion va<vo 

OLSHAN.LN Proiecf 0 rociorofo Id 2 fiQ/07/50 f?pp 4C6-IM30 -1664? U/ 

8908170009 Forwards roviscd Pagu U7 of Table II 10 p-.,mp & valvo losing program 
p'art.'riccrporafni.J fact th.u v.Hvoa not roqui'oU to change pasifioris fo sfn.fi/own reJC 
lor or lo m.l gate conseqjoncos ol accident 

HOLT2SCHER.D 1. llmois Power Co 0R/C8/ 1 0 Uccumont Control Branch (Oocu 
mcni Control Desk) ?pp 46571 020 465? f 02 1 

8808150404 Responds lo 07102? ruqcost for technical assistance n .nto*prOiat.<>n ol 
Tech Spec 4 15 0 3 Any standby frqu^/ control syS vafvo wh'ch co:Ml affect amou tt of 
How Uel.vorod to fOAClOr should bo coria-doretj In How palh 

STEVENS.JA Projocl nroclOfalo 1112. 88/00/11. OOOPER.N.W Roq on 3. Ofc ol 
Jhe Dr odor. Spp 46552 >32 46552.136 


O. J nspactlon reports, JE eulJolfns A corroepondenc© 


C005200295 NRC Info Nolico 88-932. “Prompt Reporting lo NRC ol SlflAificanl Inc rJGnts 
invoking Radioactive Mail " Svc hsi oncl 

CUNNINGHAM, R E Oivis'on ol tnduslnai A Mod:cal Nuclear Safety (Post 070729) 
88/05/25 Conso'idatcd Ed son Co of Now York. Inc 1 20pp. 46380:170-46308 298 

6698150243 Radial responso lo FOIA request for documents Forwards App M 
documents App l. documents rnammmod in PDR App 9 N A O documents parlia'ly A 
foift'ty w. th ho ft.ro spec hvofy (ref FOfA exemption 5) 

GRIMSLF.Y.D H NRC - No Qoiailod AlMi<U-On G.vnn 88/07/05. JONES.C Alf haton 
Not Ass ynod 14pp. 46501 184-46501 199 

*■8602050102 Requosis idenlificotion ol div conlacl for rcg onol insp Inam leaders lo 
arrange NRR allernativo shutdown A Ire p/oiochon reviewer lechn'cel asvstartco on 
region- based posi tuG safe shutdown rnsps Schec/u'o of rnsps subrnriiorf 
PAR TLOW.J C» G.v of Inspection Programs.lf (050212*870413) 06/01/29 

BERNE RO.R M Oivision of Bo ling Water Roacior (BWR) Licons ng (051125 07041 1) 
2pp 46503 318 46503 3 J 9. 

8807200162 Supp! \ to NRC IrMo Nolico 00-046, "11000560 Ropl ol Ooloclivo Rofur 
bisFied Cxcuii Bteake/s " Svc tisl one). 

ROSS1.CC O.vis-on ol Operational Evnnis Assessment (Post 870411). 00/07/21 
Consol. dated Edison Co of Now York. Inc 125pp 46388 054-40380 178 

0007280420 Forwards Saioly Insp Hepi 50 401 /OB- 15 on 000622 07C6 No violations 
noted 

SHAFER. WO Remon 3, Die ol lb© Di/eci or 88/07/2) GERSTNER.WC IHnois 
Power Co 2pp 40345 065 46345 080 

-8807280421 Insp Rnpi 50 461/88-15 on 800622 0706 No vio'eHons noied Majo* 
areas inspected conlirmaiory moasu^omonts including. plani chomlsirv 
crgoniration.mgl controls, Iraming & qualdicabons & QA. 

JANUSKA.AG. SCHUMACHER, M C Region 3. Ole of the Director. 68/07/20 14pp 
46345 067-46345 080. 

8807200246 NRC Bulletin 00-009. ‘ Thimb'o Tube Ihlnr.lng in We&lir.ghous© Reactcrs '' 
Svc list oncl 

ROSSI.CE. Division of Operai-onel Events Assoasmem (Post 070411) 00/07/26 
Consol Ida led Ed.son Co of Now York. Inc )23pp 46348 070 46340 192 

88072102 18 NRC Into Noi«co 88 052. “Failure ol Inirautorme Tandem ol Flolcher S*j 4 
Apni-color Brachylhorapy Devices During Patient Treatment." Svc list end 
CUNNINGHAM.H E. Division of mduslnal A Mod-cal Nuclear Saloty iPost &70729). 
80/07/27 Conso'idatert Rdson Co. ol Now York. |nc I08pp 46397.029-46397 136 


800016Q244 D ^Cusses ©1.1 abbfnv.aiod site access tramnq prog am for NHC .nsp per- 
sonnel comply r-g Region ill Paining in generic aspects ol rad ation snfoly. physical se- 
curity A emergency rosponso 

DAVIS. A B Ftogion 3, OfC of IhO Oioclor 08/07/27 ALEXICH.M P Indiana M ch.gan 
Powor Co (formerly Incta'-a A Michgan Elecinc: Co 1 4pp. 46501:248-46561 25 1 

8807220034 NRC Info Not ro U0 053. ’Licensoo Viol&lions ol NRC Rogu'nliors.Wh.ch 
Led to Medical Diagnostic M sadm n.sir&i.cns " Svc Is! ercl 

Cunningham, R R Div.s on of Indusinai A Medical Nucioar Saioly (Posi 870729) 
88/07/20 Cunso'idated EcJ.'on Co. ol Now York, lr. c 105pp. 46396 203 46397 020 

8807220192 NRC tnlo Notice 60 054, “fa Mr© of CtCwI D'oekor f'ol'owr g Insla’lat cn 
of Amptector Direct Tr p Altachmenl *’ Svc ‘iSl ©rcl. 

HOBS', CF. D vision ol Cperaiional Evunls Assnssrr.oni (Post 870411) 80/07/20 
Cnnscf dated fTiflsOn Co of Now York, fnc I2fpp. 40417 020-464 1? 140 

0BO8O9O1O1 Foiwards Insp Rcpl 50 461/80-14 on 000610 0/06 A nolico cd v.o'alion 
KNOP.RC nrg.0.n 3, OfC oi tho U tGCtot 08/07/2!) G ERSfNER.WC b/nora Puwr?r 
Co ?pp 40478 070 -1G47B C9? 

♦*0000090102 NoHC o) vioinion from msp on Qd'J5)d 07C6 Vio'ni'on holed P>;y : f Mrd 
AI28 lo insta‘1 sesniic rosiramts for n.lrcgon Lotllo piora^o n cor-Uilnfrenl r oka sod 
w fo mlruCliO'w; O' procotluros 

KNOP.R.D Reg un 3. Cc Of 11-0 DrectOf 00/07/29 Ip 464/B 0 ?? -464 ?0 072 

-8808090103 Insp Hept 60 461/68 M on 800510*0/06 Vicl a UO".s r;oled. K*a,Cf areas 
inspected action on provious lint) nijs.10CrR2 1 nepl fellow up inlo r.o'ico 
Iollowup.conip1ia r co bui oin fo'bwup 8 cpoiolional safety vonlic alion 
KNOPRC Region 3. Ole of tho Oirodcr 80/07/29 ?5pp 464/U 073 46476 097 

0BO72Q0D19 NRC Inlo Nolico 08 055. “Pc'onhai Prob'crns Caus0;l t jy Single Fa'-u'O of 
ESI Sw nu Bus “ Svc Lst ©rd 

ROSSI.CE Rivis'un of Opofat'onal Events Asscssmunl (Post 0704 11). UO/OO'O'1 
Consol dalOd Ed son Co ol Now Yak. Ire I2lpp. 4643/ 121 -4G437 ?4i 

0800030209 Suhp' ? to NRC litlloin OB 005, "Ner.ccnlorm'nrj Mads Snppl.od tjv Pipmq 
Suppl-es lr.c at Folsom.NJ A West Jersey Mfg Co at Wil'iamslown.ftJ.'* Svc llsl L-ncf 
ROSSI.CE D:v.sion of Oneralional Evunls Assossmoni (Post 0704 It) 00/08/03 
Conso idated Edison Co o* Now York. Inc M9pp 46538 121 1C538 2G9 

0B08 100019 Forwards addl Inlo ro Ro'iol Roqoosls 5003 A 5004 ro roplacoTeni i>orU 
as part of -risorv.co insp prcgrani 

MOL72SCHEH.Dt III nr»s Power Co f)l)/0 H/01 Occvmoni Control f? ranch (Ddcu- 
n.om Ccnirol Desk) 3pp. 40183,265 4640 3 26/ 

DQO72QO0DD 2 IP NHC 80 00A. “Thermal Strussr.-s -n P {»»Q ConnvclOt) lo 

DCS “ Svc li-sl orc< 

ROSSl.C.F O.vision ol Operational Cvenls Assossmoni (Posi 070411) 8II/0U/O4 
ConsokdOted Ed<son Co. ol Now York. Inc I2tpp 10504 C01 40504 12l 

8B072001 1 1 NRC Into NoUo (18-056. ’Poionliol Robloms W/SiTcono Foam Fir© Uornor 
P© non ahon fica's' Svc I si oncl 

ROSS', CF- Divs.0‘1 cl Cpcmtunol Evonis Asecssir.eril (f'osi 070411) 80/06/04 
Cor.scl dalud Edison Co of New York, lr.o 123pp 46569:1 75-40569 297. 

Q808Q20095 NRC Inlo Ncf-co 60 057. “Pouml-ai Loss ol Safo fhuldown Lqupr.onl Cue 
to PromaUiro S lron Coniro'lcd Roctdier Fmu'u.” SvC ‘isl end 

ROSSI.CE OiviS'cn ol Operational Evcnis Assnssnont (Posi 07C4 11) BB/Ofl/OO- 
Coriso'idaterJ Ed sen Co ol Nnw York, Ire. 122pp. 46459 125 46450 24G. 

8808020102 NRC Info Nolico 00-050, *Polnn1ml ProP'.oms W/ASEA Orown tioven IT E ■ 
5 it Tirno-CJvorcurroni Relays Svc l.si uncf 

nossi.ce Div.siou o 1 Cneraio-ral Evontb Assessment iPoM 0704 1 1) 00/00/00. 
Consol daiod Edison Co ol Nuw York, Inc I20pp 4C53&.00 1*40630 120. 

0800030 1 12 NRC Inio Nolico 08 059. ' MS1V GUdo Ral FnFu'o nt Waierlo-d Un.t 3.'* 
Bvc I Sl Orel 

flOSSi.C E Dtvtion of Opcnu.onat Evo/de Assessrrturd (Post J1704IIJ 09/09/00 
Conso:idaleil Ed.son Co ol New Yo'k. Inc IPlpp 46467 011-46467:131. 

88QB04DOB2 Supp 1 J 10 NHC into Noheo 00 004, "JoarforiiJOro OuabJicat on & Decwmen* 
labor) ol Fire Bamor PcmolraliOn Soois " Svc l.sl oncl 

ROSSI.CE O.vision ol OporalionBl Evonls Assessment (Post 070411) 00/00/09 
Consol rlHled Edison Co ol Now York, Inc 12lpp 4 655U 205-40558 325 

8&OB05CH3& NHC Inlo Noi co 00 CGO, “inndoquEit© Dosig-i A InstallaUon ol Wnioftym 
Penolralion Sea's" Svc imi orc< 

ROSSI.C.C. Dw-sion of Ofioroilonal F.vo.nls Assossmoni (Post 0704 11) 88/08/ II 
Conso’idaiod Edison Co o( Now York, Ire 123pp 4C569:290*46570 OGO 

0BQ8O5O248 NRC Inlo Not CO 80 061, “Corilrol Room Hapiiohil-ty - Reconl Hu©owu of 
Operaiing Eyporiunco.'* SvC Imt or.cl 

ROSSi.C E Divis on Ol OporabO'iai Evonis Assossmoni iPost 0/0411) 80/00/11. 
Consol daiud Fd sun Co cf Now York. Inc I26pp 4G594.312 46595 070 

8806190205 Forwards Safely Insp Rept 50 401/08-17 on 660712 l5Na volabuns 
noicd 

SHAFER.W.D Rog on 3. Ole of Iho Director 06/00/ ll GCRSTnERV/.C Nino s 
Power Co 2pp 46507 332-46597 34 7 

-0808190207 Insp Rept 5a-46W0B-17 on 000712-1 5 No v.cMhons noied Major nreas 
mspedod radiologi::nl p r o1ochon prog nm & ro'aiocl ollqgalicns ir.c'uifiny 
orcjam/’alon.mgf control & sfaffr^g 5 oxlotrsl teswo conlro'.n 
SI AWINSKI.W J . OGG.W , GREGER.L R. Region 3. Ole ol tnu D.rocior. 08/00/11 
14pp 46597.334. 40597 347 

B008220009 Forwards Security Insp Ropt 50*401/06 U» on 600726 29No violations 
noted 

MALLETT.DS Rog-on 3. Ofc ol Ihu D.rcclor 00/08/ 11 GFRSTNEKW C Ihro's 
Power Co 2pp 46601 2/2 46601 274 

— 8B0B22O0 i i ParnaNy wilhhclU Physicnl SoCv;rily Insp Ropl 60 461/09-19 00 Qb072S 20 
(rof 10CFR73 21) Major HfOft9 inspected nvjl olloctivonoss socur.ly 
organi?ntion.recorrls 4 ropis.iost.ng S rr.a.m.koys 8 coml/inaiion & safogua'ds conbri* 

S oncy plan 

RODIN G.. CRECD.JR Rogon 3, Ole ol 1h0 Di'OClor. 00/06/ ll. Ip 46601:274- 
46601 274. 



262 DOCKETED ITEMS 


$836050295 r.RC I n*c Nc? :e 68-05*. ^octmt fi-drgs re ■mpleme nation Ol OA Pro 
c-arr *>Ui ol T«*r.spc*t F«cVs;e<i ’ 5>: ■ si *f*ci , Q , rfln) 

&jKN*?r.HF LWo*-. of Safeguards & Transpcnel-cri (Pos* 070113) BB/08/12 
Crrs: -daied FdsonCo cl Now York. nc I03pp 46581 1 55 ^ 658 1 2f>3 


8806090264 NRC info No'CG 83-GC3. t*yh Rad at, on Ha?aros f'on brad area In Com 

oi Opeeicoai E<i«rU4 Assessmenl (Pos* 87041 1) 08/03/16 
Ccns:‘ dated E(1 son Co 0< New York, nc IlCpp 4G5C9 C-66 46559 174 


8003110206 NRC info Nci :e 68 064. Rcpcri ’'Q F «J$ n Nuc'ea' Process Sys at Nu.lu 

ROSSi C F la C.! *,nn "of Cpiat cm I frenis Assessment tPosl 87041 1) 8B/C8/18 
Cf.n^c oaivd tO'jOnCo c 4 . New York. n- lO-spp 466*3 CO* 465*3 104 


B808 120327 *.RC info No?ce 65 065. * Tad.e'UH towages ol Sps'l feel Pee s Svc 

ROSS C E D - yen ol Cpuai cml Events Assesvrcrt (Po.si 070*1 1? 58^09/ 1« 
Ccnsr dated EtJ^onCo o 4 YOfk k.c i??;p 46626011 *6638 U3 


88 08160392 NRC Ho Md .c 63 P66 rdj«iri* Rvl 3gra;h, Insp A Enfo'fcme"? Svc 

CLONING HAM R E D.* s on o) 'rdus’JOl A Moo cal Nuc car Safely iPjsr 670729) 
80 05/22 Ccns.4tfal<rd Ed-SjO Co c'NuaVc'- In. oepp i66?B 134 4G(i?8 223 


8B051604U I«mC Mo fiovco ?3 0c7, f\‘.3 Au»Ucy FeccU3‘4r Pump Tt-rhn* Over 
<>pc©d 7r.p Foltfe ' Svc st c r -cl 

ROSSi.CE Orison c 1 Opf-atiC-’al rvr.nis A<scs«rreni |Posi 870411) 60/08/22 
Ccnsolda'r'd FcMon Co of N$yv York, Lie i2Jup 45643 1C5 46643 227 


R. Periodic operating reports & related correspondence 

8807260115 Merely epeabng :cpi for .„ne 1939 Ic* Onion PCAc-r Slalijn.Unii 1 W7 
560/ 12 Hr 

SPAMGENBLRGF llrosPoAprCo 6o/C5/39 7pp 46267 ?35 *6287 2*1 

8808040004 Request s pub! :nv?n n biweekly FR no*:© ol cons rtcraiion c‘ issuance ol 
arr.ord rj License N-F (,? & propcsod NSHC deterrr na* on & eppoTunity let hearing 
on 600223 request re onyte o’gft' /ntcral siruclure 

STEvENSjA Hro.ecl C *ectc*ate 1 1-5 88/07'26 NRC No 0‘talert Afh ai.cn Given 
tpp 46420 346 46*50 351 

8BO015D3B8 Month*/ epeta: no tepl lor v V 1088 ‘or C nion S‘.a’ cn \jril 1 Vtf/8%r.8(1S Itr 
nOLTZSChEH O L I n: $ P Crt er Co 59/07/31 7pp 46549 094 46549 1 CO 


S. Reportable occurrences, LERs & related correspondence 


8808100308 Forwards response lo ruc;uost Kir «iddi mlo re CESSAR DC Chari , 

ro saboiago protnet on.per Q006D1 Hr 

SCHFRER.AL CoTiWusiibn Fngrofii.nt). eft/O.u/oi ViSSlNo.G 5 
len & NOn PCAor Ronctor P/c|OCt □roacr.Tlo 0;ip 46*86 24G 46465 553* ' ' 

6806 110311 Informs thni vnndo' Iriiu/mg roviow A antic pates that Rev 5 \ ( r 
2 1C w ll bo I rar sm.it od by Scpl 1080 "Noad mr«p‘ wi, also ho Scbmired <-j \y 
remflinmn OA quOSt ons 

SCHERLR.A F. CcnrtiuslO'i tnymuLinfl Inc 08/00/02 VlBSlNG.fi Slancavj 
A Non Povs-or Reactor Prcjnci Hiroctofalo Ip 46655 31/ 40655 31/ 

8008120030 Oscusstrs OA fc:r CESSAR-DC.Sys UO i & siynhcont pci'-ls m;n 0 
VlSSlNfi.GS Sl.wdaicf<?ai»jn & Non Power Roactor Projncl RrccinrHle 0 r. '. 
SCHFRER.A t Cornbusilnn Eng-nooring. Inc 5pp 46525 333 46525 337 

B60B080 164 Forwards request fd' atkll mlo ro C'napier 9, ‘‘Aun^iiy Sys. 8 f“v. 
"RCS CESSAR-CC.Bys 00 ■ m u.'dot lo ccnlmuc: roview Ol Aircnd D 
VlSSlNG.G S Siandard /alien A Non-Power Rondo' Pro.t.cl D redraii- <>-r 
SCHERER. A E Cmrh iSliur^ En:i r,cennq. Inc 6pp 46469 01« 46460 022 


DOCKET 50-471 PILGRIM NUCLEAR POWER STATION, UNIT 2 


A. Appllcollon/conslructlon 8tflf)0 documents & correspondence 

8808230 1 1 7 Par ha I rospcr.se lo f OlA roq.msl lur dreurronts ro plant App A i:v> 
e-*cl & a^a lab'o in POR 

GRlK'SlLY D H NMC • No UolHilniJ Afl l-ali if Cuvun RH/U7/28 JOl NM-" 
Swd'er 8 Bed n *pp 406H1 26/ 46681 270 

-0201270065 Advises ol NHH pos-ton ro liyilroyen control sysNo Si.qy-'si:"i 
thfli an.alyss provided by utl o' sys inslalli’il «i) plant w( ro adequate n* t*n* n-: i 
wO'k cn syfr reeded or lhai werk st Oulil bu fio d in nboyonco 
CASL.CG OI 4 co of Nucinnr Reactor Rodt.lnlon. Omelet (proH5H26) H2r, 
DIRCKS.W J Ole ol Hie LxocJivo Urt?cior for Operations 2pp 4fi5f)' 27' 4f/ y r, 


DOCKET 50-472 PILGRIM NUCLEAR POWER STATION. UNIT 3 


A Appilcatlon/construction singo docnmonlB & correspondence 

B808230 1 1 7 Pari.pl rusporso lo FO'A request for documents n- piart App A ilorn 
orci 8 ova InUlo m I’DR 

GHIMSLEY.OH NRC No Ddmlod Aflilafon Oivon 88/07/28 v OMNSl. 
Sw.dler & Uerln 4pp 40681 2li7 4f»5tl 1.2/0 


8808040181 LFR 08 017 00 on 880624. cxidohO* bu'dcp on start jp level co<*ko:ier re'ay 
c onsets caused lass c? cornel s:nal Spa*o re'.iyS p’aced n ho‘d status ter Gva’ua- 
• en by erg rce-r na pnpr ‘o use W/B8072G i*r 

SCHALlFn.Rf 'SPANC>EN5=RG.f r l npis Power Co 80/07/26 6pp 46433 310- 
4043 3 315 


-8201270065 AiJvh.os ot NRR posilion to tiydTijon control '.ysMc f-ug:iu>'.ic 
that analysis provided by uM o' sys tisin od nl fi'ant woro nr?oqnAU> cr ll .il >.n 
work On sys nccrlort cr Ihd work slioukl l;u Mold in ahey«Kk.c > 
f ASE.E (» Clfico of Nuelnar ReActor Hujiniaiion, Duccio* (|i'o 85H26) fi/- 
UIRCKS.W J Ole ol tho Exor utivo Orocior for Opurai tins ?pp 40501 271 iC r r 


8808120144 lER 60 014 0i on 80OEO2,cor;*a rment pe.so*irel arlock door Sys neper 
able <1jo to -ns.iM c e r 4 post ma nf 'osi 'q Caused by porsen' e orro* Persorne: coun DOCKET STN-50-402 WOLF CREEK GENERATING STATION 

«rl*od & evaUahcn cl a 'lock idiat : iy perlormed W; 083723 Hr 
SCHALLERR F. SPANGENBFRGF :r.cs Power Co 8B/07/29 6pp 4653122/- 

46531 232 F. Security, medlcfll, emergency & firo protection pluns 


8806110029 PNO III 88 058 on 08C0l5.ifill Bro'norhcod o 4 Electrical Worke's throat- 
ened to go cn sir ko About cse hih of ohi errployeos would bo aflectcd Req cn III w.ll 
sia'f u: I around Ihe c'OcK it %’s,\e shojlu occur 

DEfAVETTF.n. AX EL SON. W Peg on 3. 0?c of Ihe D recto.* 88/06703 ip 
•16499 293 46499 293 

0808 160365 LER 08 018 GO On 680707. IPCS pjnip rcom Ian whivh was recunod lo bo 
runnrg con* '•ucus'y fOcnd shjdowr Caused by nsjilicier.i review ol tag 
irsKuChona Ind virfua'S .r.volveO couns^c-d A memo .ssued to operaicrs W/600005 IK 
SCHALLER.R F . SPANGEN3cRG,F :‘no.S Pc wor Co 80/08/06 7pp 46559 350 
46559 356 

BB08170336 LER 88 0t9 C'3on &80712.al Hvee C'/culatitq waier pumps auto-Tt-l ca'ly 
shut down caus ng rap d loss Ol COiKJerscr vacuum Caused by random fa/ure ol con- 
ou-nser pit h gh wale.' level sw i:n Sw«ic»i replaced W/80091 1 Hr. 

SCHALLER.FI F . HCLTZSChEn.Ol l nos Power Co 88/08/11 7pp 46562 241- 
46562 247 


V. Operator Examinations 

8808120155 Adv.scs that hslcd mrfvidua's comp'eted accelerated requa'if cation p-o 
gram & made up missed lectures 

R ALL. OP V. iosPcwlm Co b8/C5)04 OAVIS.AB Reg, on 3. 0‘c ol tho C rector Ip 


DOCKET STN-50 470 CESSAR SYSTEM 60 


A. Application/construction stage documents A correspondence 

8B07280 140 Des gn CerhVaiicn Liccns no Bev ew 0a9es " 

* Contusi on Erg.nner.rg. in: 00/O7/i5 Rn pp 46314 250 45314 342 

8B08080M8 S-Jitijiao, 0, 8e062, molirg »/c E & mu Technology Co.-p m 
IC.J/ J re AHSAP :op.c papcis Sets 1 4 2 V'cvg-apH end d H 

c! . Siandard'raf on 8 f:on fewer Reactor Propel Direciorale 86/07/28 

46452 a 23S a '° n & • JonPo#er factor Froieci Droctcraio 35pp 46452 201- 

B8O0 1)0042 Forwards DOE advanced reactor sevo.*© accdem p'og/am proposed reso 
'^;L ,0f ^’ vc,e a - Cld brl issues, Topic Eol 3 Resciuhcnii to listed items wh bo 
adopied m dove opment ot Sys 60 + std des> gn 00 

SCHERER A L Combustion Ergmeer.r 9. Inc 06/07/29 VIRAGLIAFJ Asscciale Di 
re-c.cr for Pro.ecis {Post 870411) 3Gpp 46560 226 46560 261 


8BQ7000520 Gurn» ; c Ltr OR- IQ to n‘l powur rondo: Iconsoos & tio’dc.is o 4 'M:l 
crcvJ's ro purclmso of GSA npfirovr.d security eontninum Svc l-st occ 1 
MinAGLIA.r J Assocato Bi:cctCf lor ProlodS (Post 87041 1). 68/07/01 CrrHj 
Ed.son Co ol Nuw York. Inc 3)pp 46388 299 4G3U8 :i?9 

880B100U6 ForwnidS Imp Bop) GO 462 /M l {> on UU0B15LC30 & r 1' 
v c'at on Unresolved ilom denliliod m ropt 

CALI AN, l J Region 4. Ole 011)10 Orocior 8U/07/2U WirilEnS.no Won C't 
cl©«). Opo'ot-ny Corp 2pp 46.500.310-46600 327 

••8008100122 Noiico ol vo'ahon from msp cn 0OO5l5 CG3O.ViclaiiCfi rotHf'm 
13281 8 13281 observod standing opon w/o «.ltu?r l.ro prolect oo mpinmort 
permits or log ©nlnos comp'oioiJ 

' Region 4, Ofc of tho Director 08/07/29 ip. 465C0.:n 2-46500 312 

-BOOB 100123 Insp Ropt 50 462/68 19 On 86051 5 OG30 V:o'at on noted SH|or 
mspoutod plant sintug.nllngahon lol‘owi.(>.lOCFn21 ropt followup. opo-ai eeii 
vnnt'Caiion.monlhly surveiianco oljscrvation & physical aocuniy venheat o* 1 
QARTtF.TT.OL. BKOW.M E , CHAMQERl.AIN.D. Rogion 4, Ole Of 1h0 tt'C/' 
07/20 15pp 465C0 313 4G500 327 


BB0B040247 Gonnne Ltr 86-12 to all powor roaeio: Iconsooi* & app'icants mrf 
4 ro prolcciion rur v ui/0mun1s Horn Tech Spues Sve list oncf „ 

MinAGlJA F J Associate Duncior lor PrcjOClS {Post 07041 1) B6/08/O2 l.ors, 
Prison Co Of Now York, Inc 5 2pp. 4G463 291 46463 342 

08D0OBO0 1 5 Forwa'tls proposed Rov 13 to sncurily plans Rov withf o 
1CCFR73 21) 

WlTHLRS.U D WOH Crock NuCkuu Qpeiaimg Corp. 08/06/0? Doctor! 
Branch (Document Control Desk) 2pp 46403 032 40463 033 


8008150121 Forwards Insp Ropl 50*482/06-16 on O0O5O2O5No vid'alicrs < 
ations noiod _ 

CALI AN.l. J. Ron ion 4. OlC ol tho D.rcctor. 88/06/00. WlTHEnS.B.D Wu U< 
clear QpeiBKngCoip 2pp 40554.121.46654 123 


-8008)60125 Partially withhe'd fnsp Rrpl 50 482/08-18 on 
10CFR 73.21) No violat-ons 0/ doviaiions noted Maicr aroa9 inspected physrea 
P'ogfams.inrlud ng mgt olfuclivenoss.socutily program auchls & tesl.rg o 
CALDWELL R A . EVERETT, R J. n©0'on 4, Ofc of tho Di'UClo:. 80 /n7/ 
46554 123 46554.123 


8808100192 Forwards Insp nepl 50 482/80 20 on 800701 31 No violfltoai 1 
aicns noted 1( .. 

CALI AN.L J. Region 4. Ofc Of tho Director. 88/08/1). WlTHEHS.D O ^ UL 
Cear Operat ng Corp 2pp 46508 280-46508 291 


•8808180194 Insp Rep: 50 >182/80 20 on 8G0/0l-3|Nr> volahocs O' dov.airsns 
t jif'f) Ma;of areas <i<spocie(J piani hiatus, cporaional saloiv venlicaiioii.nKinihiy su< 
vo lanco obsorwaioo 8 physical security venlical on 

BARTLETT B l . SKOW.M E CHAMBLPI A'N.D Hugon 4. Ole Ol ihu Oftfdor 83/ 
G8'1t iCpp -16500 2U2-4G508 291 


P. Operating license stage documents & correspondence 

8807280403 Fnwa'ds Amund 17 lo L consu NPF-42 8 safety ovaln.it cn Amund 
c» nnges Toch Sp<rs F guru 6 2 ■ ro rof oci charges »*i o-'yawai oniti filrurinru 
O CONMOR.PV/ Project Uror.lofalo iV 80/0?/ i 5 vvri ThEHS.B D Wo‘1 C-rf.k N..eo 
ar Cpcrahng Co:p 5 pp 46318 UC6--1631M Ol 7 

-8007280404 Amend 17 io Lir.onse NPF 4«?.ruvsr.g Tech Specs I i;j,.ro 6 2-i to rolled 
chances n o:gani2al um)1 Sir*.ctuf« 

CAlVO.J A Project Drnctoratn IV *111/07/15 4pp 4(7) 1b 012 4f>1 10 015 

-0807280405 Safety evaluation Support >g Amend 1/ to License NPF 42 

* Oil. co of Nuclei' HeadO’ Ruyul.lliun. DireClor (Posi 0/041 1j 80/07/15 ^pp 
46318 016 46310 017 

88 W0 10 156 Focrtcirds safety ovafunfon accop'imi ufif ruspinso fo <t,vti 1 to Gnncu<. 
U» a 3 26 rc design for anirmal c snunl i*ip lo' scram breakers 
O CONNOR. HIV Prclcu Droc’u'ato IV 8H/G7/I9 WlTHEHS.RD Well Creek Nu Co 
fl f Cpn-at ry Coip -Ipp 4 l>3G3 2b3 4635.3 272 

-.0808010158 Safely c.vd'uatron accept n.j uil ro.pousu to Goner r Llr 83 26. Hern 4 :| ru 
reactor inp breaker automate shunt trip 

' Oflico of Nscoar Header Heijiilaron OcCtO' (Posi 8/041 1) 00/07/") 6o;> 
46361 267 >16103 212 

0005050050 Apa‘icat-O’1 to* arnenctio t rer»,r» NF~-42.fov.sni Tech Apeo ?> 3 f ro a'fcw 
rep ar orient of limit'd oumtier of luol n;<!s w/liliur reds o* vacancies f'nu paid 
W.IHLns.BD Wo.1 Creek Nucea' Operating Co*p 00/1)7/26 Doc-muni Ccnrol 
Branch ID^euTipm Conbe 1 Desk) 0pp 46440 350 4644P 3!>0 

--880B050051 Proposed loch Spues ro rupaccment ol o Lmled number pi liiel rods w/ 
lil'cr rods 

' V; all Crook Nuclaar Ope'at.ug Corp 00/07/20 Ip 4 6449 858 *.6449 856 

8808 120050 Fo'wurds fOq,.osls to' relof ro irsorv.to losing program coicorri.rg ASt/L 
Codo rnneirumont for measured cr observed & recorded hearing toir.p to: safely <"|t>C 
lion pumps Fee pa:d 

WITHERS. 3D Wo’f Creek Nuclear Oporaing Corp 88/08/01 Pn::umof? Comrot 
Stanch (Doc jmo il Co'ttrcl UoW 3pp 4fi5Jt ^15-46531 20? 

8806120185 Fo'wards Cycle 4 ttici.il jieakino factor hn.n replper Tnrh Spors Son cn 
6 9 1.9 

‘.ViTHEMS.OO Wolf Crook Ni.cloar Cporalmg Co'p 88/08/01 necumonl CionPol 
Rra-.th (Dccuih-r<l Control Desk) 3pp 46531 266-46531 208 

6808180415 Forwards iiubcu of ccnsidoraiiori ol isstianr<» o' amend 1i> Lironsn M'F- 
42.rovS’ng Tech Spf?C', ro prossuro iotp I mils let RCS A ove' pressure prolocho'i 
sys 

( -> CONNOnPW PfOt</c( Direcfrjrafe tV Pti/UQ/ 10 WlHFnS.B D Well C.rcok Xudc 
fU Ope'pling Co'p 4jjp 40576 109 4G57C 1 1 1 

• 8806180418 Nohcn of consideration ol issnnr.c ‘0 ol amend I icenso NPF 42 & op 
poMunly fo' hoaring Amnr’d revises Toch Sjiocs ru prossuro lump in its for HC,S & 
OyOrpifcsvjfQ prolochon sy9 

CALVO.CA Project Dnocfcrnlu (V 66/08/10 6pp 46576107 46570 111 

8800220136 Documonis 080720 iPOOt.r.fj io proposed reccrnmondnhons rosu'inij bon< 
rr.nl assessment al plant l ist of allcrujnos o'icl 

CAM AN.L J Reg co 4. Ofc of fho O.redor G0/O«/f2 W’f7fftR.S.tl 0 Woit Ocvk Nit 
clear Cpcraf-ng Corp 3pp 4C001 121 46601 123 

8608190038 Roquosfs oddJ mJo ro 87)216 & 860629 msemco leslmg prorj/am 
(IST).covor ng a'lovrafcle tangos cl 1ST pjanUios for pumps m lelai-cn to valves lohu 
later! m Tablo IWP-H03-2 of ASMF Codo.SLc.t:on xi 

OCCNNOR.P W Projnri Dirociorato IV 83/08/15 WnurRS.tl O. Wolf Creek N-.,c'n 
ar Opornl fig Corp 5pp 46597 355 46597 359 


O. fnspeclion reports, IF Buffetfns & correspondence 

BG05200295 NRC inlo Noiico 80 032. ‘ Prompt Reporting io NRC ol S gnfiCBhl Incalonts 
'nvo’vfnn rtadioact.vo Mad." Svc fisf pr*cl. 

CUNNINGHAM. H fc fD.v.sion of induslnal & ModsCot Nuclear Saloty (Post 87f)72U). 
88/05/25 Consohdalcd Edison Co of Now Ycrk, Inc 120pp 46393 1 7g. 46308 298 

6800020231 Ack recc.pi ol 8804C8 & 28 Ids inlorming NRC ol Slops lakon to correct 
violations noiod m Insp Rept 50 462/87-32 

CAUAN.LJ. Roy.on 4. Ofc Of the Crcctcr 08/07/18. WITHERS. BO. Well Crook Nu 
cloar Operalmg Corp 2pp 46409 01 1-464G0 091 

8807200162 S-.ippI 1 lo NRC Info Notice 08 046, "l-censne Rept ol Defociivo Refur- 
bished Circuil Breakers ' Svc list encl. 

ROSSi.CE Div.slon of Cporafonal Evenis Assessmoru tPost 870411) 80/07/21 
Consolidated Edison Co of ^?ow York, Inc 125pp 46388 C54 46388 1 70. 

8808030243 Responds to Suppls 1 8 ? lo NRC Bulletin 87 002 ro fasluno.' resting to 
doiermino conlormanco w/apphcabln mail 9pecs. Supp'ior i si or.cl 
WITHERS. BO. Woll C/eok Nuslea* Operahr.g Coip 80/07/25. Documonl Conlro'. 
Branch (Dccuir.oni Conirol Oosk) 4pp 40490 001 4G430094. 

8807200246 NRC Bul’oim 88 009. * Thirr.h*e Tuho Thinning m West>nghouso Reactors " 
Svc list encl. 

ROSSI.CE DiviS.on of Ouerohonai Events Assossnioni (Post 870411) 88/07/26 
Consolidated Fdson Co of Now York. Inc I23pp 46340 070 46348 192 

8807210218 NRC Info Notice 88 052. "Fa lure of iniroutonno Tandem of Flolchor Suit 
Applicaior Brnchylhorapy Devices During Paiiont Troalmem " Svc list onU 
CUNNINGHAM. R E D.vision of InduSlr al & Medical Nuclear Saloly {Po&l 870720). 
08/07/27 Consolidaiod Edison Co of Now York. Inc IQOpp 46397 029-46397.138 


8007220034 NHC info No^ co 08 053. L<ceniw»o Vio'a* ons ol NRC Regulations, Wb cfi 
Led *0 Medical Cuignashc Misadnin strnt ens Svc list on, -1 

CUNNING' *AM.R E Oiv.sion ol InJjstrial & MediCa' Ni.Clnar Sa'ely (Post 870729) 
88/0//2B Ccnc l0 'idaic<) Fdsvi Co. of Now Yo k tre UJ6;>p. 46396 283 40337 028 

0007220192 NHC Inlo Notice 60 064. FaNro ol Ci'rut Broakcr Fclo-vng Inslfi'lat on 
ol Arrpieclcr Oirucl Trip Altachinor.1 *' Svc list end 

ROSSI.CE U.viSion gf CperahO ial Cvonl* AssOSsmenl iPosI 670111). 0flrO?/28 
Ccnscl dated Fdison Co ol Npw York, inr I21pp 4641/020 46417 140 

0800030074 EN 5U-022AO1 C803Wnot.cO cf v clohcn A picpcsod impes imn ol civi. 
ponn'iy <n amount Ol $100,000 .‘.sued based on Mgruhcant prcc^durai control weak 
rtosscs Uutt n Q itCftorjinnco ol Cul/. jO «rctrv<f cs 

WONCi.H, JSBLRMAN.j Git: of Enfotcomunt (Post 8704 13). 89/07/28 ip 
464 29 269 46429 269 

0008030100 I ciw-ircs GrtJvr iTipOhfig cwr* monetary per*«Vty n (Vnrvjnl of $109 09 ro 
fruit ovc'smhl ol saMy 'elated a:t vt.es io oT>cU.do p'o: udjfai conlro 1 woaknoss-js 
rAYLOfl JM Pnp.it/ Fuccui-^n LVecior lor Rlv;iuh 3> Opcratlcns. EDO (Post 6/04 13) 
00/07/20 WMHtnS.DO Wo'f C/uijh Nucloar Oprrai rig Crrp 2pp 46414 i3G* 
46414 147 

--0008030104 Order impes n.j civil -mor-olarv pena'ty m an.uird of $1CU.093 in rrrjt c.e* 
i>itint ol safety rclaieJ artiu.i us lo pr**clulo prcred -rai cunuoi varaknessos 
TAvLOR.J M. Dr puly EuCCjt vo ll..ocior ler He'j-Oiu 1 Operabons, EDO jPofi 870413) 
09 <07 rib. rOpp. 464 U '38 46414. 14/ 

8800100069 Ack receipt ol 0fld/l 1 II' nlorm-ng NRC ol steps token to c erred violHt ens 
no fed on Hopt 5(3-462/6 6 f 7 

CALLAN.I. J Rng en <4 Cfc CM he Dire, tier 00/97/20. WITHERS U 1> Wo.l Crgnk Nu 
c oar OaciOlf i{ Ccrp 2pp 4 6403 133-46483 134 

B008 100 1 16 i ci wards -:sp Rnpt GO 4Rp/|)0 in <,-i B905'5 C630 « nnheu 01 
violator! Urifonclvod item i.:onhl,cd n ropt 

CAr.LAN,l ..J Region 4. OlC ol H o D.rcc:o< 00/O//29 WITHERS.*) D Woll Crook Nu 
clo.v Cporaimg Co'p 2pp 1A500 310-46500 3?7 

-8800100122 NeKe o' vnalio) Iron) insp cn 890616 CC30 ViOlat-:ni no ton F wo Djo's 
13261 A 132M1 ohso'vod slnnoiut) open w/g ndfig: f rn p*ctrv:i>oii .mpai'mm.i uonlrcjl 
put mils cr Ion eninos completDd 

* Reg cn A Ole cflhoUi'OClo*. tm/07/29. ip 4<iS03 3 12 1G50O J 12. 

■0600100123 Insp Ropl 00*402/00 1U oh 880516 C630 Violal.on r-.oiod Majnr fl'uus 
n&pcdcd slalus.o’lug'tf on loiowup. lOC r n?i rnpl lo'bwup ojJornt ona 1 safety 
vori/'CH' on nionifnV mi'vc<T«19;o oti-iorvtVon & fdiyS Cdf socurify vcnhr aflcn 
UAnilL TT.E) L , SKOW.MF . CHAMBEIU AIN.U. Reg-Cn 4. Ole of Iho Drocro: Hh/ 
07/29 1f;|:p. -165CC 913 46609 327 

0007280019 NRC In'o TJotico 8H 055. '‘Potunlial Prchluirs C%iu6od t>y R ng'o Fm'uro cl 
CSF Swng Dus " Svc isl ntic' 

ROSSi.CE Divf-cn ol 0;)ciahnnal Fvrsnts Assessment (Posi 870411) H8/OB/OJ 
ConsoMaiod F disen Co oi Now York, Inc l?lpp 4643? 1 21 4fi43 / 24 i 

0808030289 Suppl 2 10 NRC Rui'nhfi Qh COS, "Ncrconlo'in nr) Mails Suppl ed tiy Pijh'-.ci 
S'ippi os.lix at Fclso-n.NJ S Wcsl Jo»aoy M\j (io at W.| lumstnwn.Nj " Svc 1st nod 
nOSSl.C E D.visiDn ol Cporaf orml Evt.'iu^ As^ussn.onl (Post 8704 u) 88/00/03 
ConsocMtcrl L'dson Co of Now York Inc t49jrp AG530 121 46530 269 

0007290008 S-.ppl 2 lo NHC Ru loitn 08 008. "Tta.rnml Stressna in P.prg Ccnnoctod to 
RCS ” Svc Id unci. 

ROSS'.CC Div«scn of Operational tv-onts Asinr.sniont (Po«i( 6704 1 Tf 00/08704 
Cnnsciflatod Ed.scn Co cf Now Yoik. ire 12l|)p. 4650 4 001-46504 121 

QQ07290U1 NfiC fn'n NoU.c 68 050. , 'l\)farir ,if Prn}t c*mr> W/S fccrio Farcrn Fee Otwr«ur 
Ponui'a: cn Seals ’* Svc list ex' 

ROSSi.CE O.visiD't ol Cpo-'aiional Events ASM.ssmunt (Pos«l 8704 H) 0(1/08/04. 
ronso'jJaiod Ed *»P3 (Jo ol New York, luc I23pp 46569 175 46509 207 

8606100239 Auk rocoipl ol 880G10 I U irifo*nrii‘,<j MRG ol Slops lakori to correct volahnns 
noted in 'nsp Rc-pl *lO*46?/60 07 

CAUAN.LJ flog of< 4. Ole ol ibo Din.-ctgr 88/68/04 WlTHERS.BD Woll Crook Nu- 
Clna' Qpc.*rat.rg Ccrp 2pp 46485 033 46405.034, 

8808020095 NnC In'o Nohco 08-057. ‘'MolonT al t oss ol Safu Shutdown Equpinont Duo 
to Promaiuro Sikcon Centro-Had Fluctdior f-ar.uro.'* Svc i.st ond 
ROSSI.CE. OviSi.hi Ol Oporalunal Events Assossmonl (Posl 0704 1 l). 60/OD/C8 
CortSOI r/alOif Edson Co of Wuw York, Inc f?2pp 46456:125*46469 240 

0000020102 NRC Inlo No: Co 88-050. “Potential Proh'oms W/ASLA Brown Doveri RE- 
51 (. T.rru Cvercu rront Rofdys *’ Svc fiif ore' 

ROSSi.CE Civ.soii ol Opcrationol Events A^GSvr.ont (PoU 0704 1 1} 0(1/08/08 
ConSO itiaied Ed>scn Co of Now York. Inc 120pp. 46538 GOl *46530 120 

8008160121 Fervid* Insp Ropi 60 4U2/06 18 cn 000502 05 Nu violation), or dovi* 
a lions noiorl 

CALLAN L J Rogion 4 Ctc ol HiCi Drooler BB/08/C8 VVR HERS.U D Well Creok Nu- 
clear Operating Corp 2pp 40654 121 46554.123 

-O00B150125 PartQl.y wilhhe'd Insp Rept 60 402/OB ll) on 680502 G6 trol 
10CFR73 21) No volutions or doviattor.s nutcU. Major areas inspected: phys cn 1 security 
progranasmeiudry mgl oMochvurioss.riftcufily pro^em aucils S lusting A mainl 
CALOWELL.RA. rvERElI.nj. Hegion 4. Ofc ol lliw DreclO' 60/07/28 Ip 
46554 123 46554 123 

8800030112 NRC Inlo Nortco 80-059. “MSIV Guido Ftai' I oluro at Will Or lord Uni 3** 
Svc f SC €)f.Cf 

ROSSi.CE Div.slon ol Operaiiunal Events Assossmonl (Post 870411) 00/06/09 
Conso'iiJalod Edison Co. of Now Ycrk, lr*.c 121 DP- 48467:01 1-4646? 1 3 1 . 

0608040062 Suppl 1 to NRC Inlo N’ol co 88-004, Inadequate Ouahlicaiion & Oocurron 
tatron ol F r© Barrier Ponotrahon Seats *' Svc 1st er.cl 

ROSS'.CF, Division ol Oporatcnal Fvonls Assossmonl (Post 870411) P0/C8/D9. 
Consol dated Ed sun Co of New Yoik Inc. l21pp 4G55G 205 4655B 825 



Henoirai cm Seals “ Sve list orcl 

ROSSI.C E C.vjSiOn Of Operai-cral Evonls Assessment (Post 670-11 11 86/08/11. 
Conso-l Ja'ed Ed sen Co of Mew York. Inc. l23pp 46569 2 U8 46570 0€0 

8606050246 NRC Info 86 U6t. “Control « com Habitat’ I ty * Recc'd Hev o*s ol 

Operama Expariarc©." Svc list enci 

ROSSI.CC D.visicn of Oporaiorial Events Assessment (Post 870411) 00/OG/H 
Cense l. dated Fd.scn Co of New York. lie. l2Spp 4G594 312 46595 070. 

8008180192 Towards Insp Rcpl 5CM82/8B 20 On 880/01 31 No viO'a*. ors Cr dovi- 
a: ons noted 

CALLAN.L.J Rec:cn 4. Cfc ol the D feeler BO/OR/M WiTHERS.D D Wolf Crook Nu- 
r 'ear Operating Corp ?pp 40585 560 40580 231. 

-8008180194 Insp Repi 60-462/60-20 on 680701 31 No v olat OnS Cr il0v«a1ionS 
no *.od Major a*eas inspected p'anl stalus operatonat safely vcr<fication.mcnih‘y su'- 
ve I'arce ODservahen A phyveal secu'.ty ven* salon 

□ARTlF.Tr.0L. SKOW.ME. CHAMGCRLAlN.D. Reg on 4. Ole Of thO Director 88/ 
08/11. lOpp 46508 282-46506 231. 

8808050295 NRC ln‘o Notro 86 082. 'Heco'it Kmngs re Irrp'emeital on ol OA Pro- 
grams by Supp icrs ol T ranspon Packages Svc 1st oncl. 

nURNCTT.R h Cv.yon ol Safeguards & Transportation (Post 870413J 68/08/12 
Ccnsc idaiol Edison Co Of (Sow Yo k, Inc. lOHpp 4658 1 1 55 4658 1 ?63. 

8808220034 Ao< ^ece pl of 800608 Itr hfovnng NRC of steps taken to correct v o aliors 
r.cted in Insp Ropt 50 402/80- 13- 

CALLAN.L J Reg on T Otc cf me Qtrcc’nr 00/C8/12 WITMERS.B D V/o'f Crook No 
r ; oar Opcraii-g Co-p 3pp 46599 246 46599 250 

0808220347 A cM receipt of 809129 Itr nlorrnrg NRC cl slops laken to ccrroc* violatcns 
roteU in Insp Ropt 50-482/B7-1 1 

CALLAN.L J Rea on 4. Ofc ol the Cirectc' 68/08/12 WiTMERS.B O Wo * (Xok Nu- 
c‘eat Ope rat n;| Corp 2pp 466CD 265 -40600 206 

0008090264 NRC In'o Not ce 60-063. ’Htjfi Redation Hazards From luadaled In Coro 
Detectors & Cables “ Svc ist ore I 

ROSSI.C E D,vS<on of Operational Events Assessment {Post 870411) C8/08/15. 
Corsoidaied Ld sen Co of New York Inc 1 ICpp 46569:065 46569 174 

8808110206 NRC lr 4 o Noice 89 064. floponr.g Fires .n Ni.c'oai Prccoss Sys at Nuco 
O' Power P.arfs “ Svc list crcl 

ROSSI.C F D.\r Sion Of Operational Evonls Assessment (Pest 67041 1) 60/08/18 
Cor SOI dated Ed sen Co. of New York, Inc l04j;p 46543 031-46643 104 

8000120327 NRC Inlo Notico 08-065 Inadve/ienl Cranages of Spont Fuel Pools “ Svc 
lisi or .cl 

ROSSI.C E D.v.sion ol Cpo'aiioral Evonls Assossmo-u |Post Q70-H11 08/00/ IB 
Con sc i dated Ed. son Co. cf Now York. Ire 123pp '6620 01 1 48028.133 

8000 160392 NRC ’nfo Nebco 88 066. "Ir,dustna! Rndoq‘3;ihy tnsp 0. EnfO'cemanl “ Svc 
list orcl 

CUNNlNCiHAM.R.E. 0 v.wcn of hdosir-ai & Medea' Nasos' Safoiy (Post 070729) 
88/08/22 Ccnscfidaiod Edison Co ol Now York. Ir.c 9Dpp 46620 134-46620 223 

88001604^4 NRC Info Notice 8B 067. ’ FWR Aujcilary Fectlwaior Pump Tu'bno Over- 
speed Tnp Fa Urn" Svc ist oncl 

ROSStOt Divison ol Operaronal Evonls Assessment |Posi 8704 ll). B8/00/22. 
Ccnso'rdaiod Edison Co. of Now Ycik.lnc l23pp 46S43 1C5 40G43 227. 


R. Periodic operating reports & related correspondence) 

8800160446 h nal rosponso to FO'A ro^cost far cfocurronis ro toial .nsp hojrs S total 
rernbet ol violations for Reg on IY p'nnts fee CY07 Forwards App A document App A 
documont also avail ab'e m POR 

• NRC - No DoiAled AMihahon Given 88/07/21 WILLIAMS, O G JRA Associalos 
2pp 46523 273-46523 2/5 

-Q808169452 'Total FmdmyS A Hours lor Each RogcnlV P'asl to' 1D87 11 
’ NRC - No Deiaileri AfU a?if>n G.von 89/07/21 Ip. <16523 275 46523 275 

8B0B220233 MoniMy cporatr.g rept for Ju! 1089 fO' WoM Crook Gunurahsp Siahcn W/ 
890B15 lb. 

WiLLIAMS, M. G , WITHFRS.9 O wolf Creok N.icloar Cbotoi nn Corn 08/07/01 7pp 
46603:150 46603.164 


S. Reportabla occurrences, LERa & rotated correspondence 

0807260213 LEFt 88 COO 00. On 880615.11 scoverod iTal spcc-al ropt ro removal of vent 
sys nobiu gas mo/nfor on 89D60I not submiiled Caused by pors'.rnu’ error A less 
than adocuaie tra n nn on moaior Traring incroasod W/G607M Hr 
WILLIAMS M.G., WITMERS.B O Welt Crcok Nuc'ear Operat nq Corp 08/07/14. 5pp 
4628/339 46287.343 * v 

0807280383 Spocal Ropi UB-C01 on 6806l9,fdluo ol oiner<jor,cy diesol generator oc- 
cu'fOd wh: o load r.g generator dur rtg repfited rnonihly survoil^nco Caused by mcom- 
ploto nfo m survei'lanco procedure Procodrjro mods boirg iTp'nmonied 
WITHERS.DD. Wolf Crock Nuclear Cpora' ng Corp 89/07/19 Document Control 
Branch (Document Control Desk) 2pp. 46345 083 46346 0G4. 

0800010408 l ER 08 OlO-OQon 080620 .control room ventilation isolaion s gnal occurred 
due to ir.u cation of high ch'orine fovel in outs do air makeup to control b'dg HVAO 
sys Caused b/ fa led a r sample pump Sample pump rcp'acod W/800728 Hr. 
WiLLlAMS.MG . WITMERS.B D W‘o'f C.'euk NuC'ea' Operating Corp 86/07/28. 6pp 
46361 252-46361.257 H 

0006090098 LER 80-01 1-00 on G807O1.FSF aciuat-on contro 1 rcom venMat-on isolation 
s gnal occurrod.CGused by broken sersii.vu paper lape.Papor tapo fepfaccd A monitor 
relurnod to opera 1 on.VV/ 8 00801 ftr. 

WILLIAMS. M G., WlTMERS.O D Wclf Creek Nuclear Operating Corp. 86/Oft/Ol. 6pp 
46470 344-46470 349 
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F. Security, medical, emergency & fire protection plana 


0807060520 Ger.O/ic Llr 89 10 to a'l power reactor liconsoos & Folders of \ 
provals ro putcha&o of GSA approved f.o-.urity conta nors Svc lisi oiil : 
M1RAGLIA.FJ Asscca'c D.reciot for f J rO]Octs (Posl 870411) 06/07/01 C, 
Erf, son Co Of Now York, Ire 31pp 46390 ?09 4038B 329. 

0007260133 FcnvarrfS Safely Insp Ropf 50 403/68-00 on 880606 CO M< 
noted 

SHAFFR W.D Region 3. Ofc of lf.o Orectoi 68/07/13 SCHNELL.D.* 7 U- 
Co. 3pp 46303 079 46303 102 

-8007260142 Insp Ropt 50 -183/80 09 cn 0t!O6O6 09 No vio'otons. liriln. 'me 
a I tors nefod Major areas ms'oetud ome'ncr'cy propared*)oss p.-ooioin.cT 
sponse (ac-lty nppra-sa‘ & roviow of rarfroaclivu irlonso ossossmcrit 
PATTFRSON.JP. SNELL W Region 3. Ofc ol thn Dirccicr 09/0? 
46333 082 46303 102 

8007290229 Forwards Safely Insp Ropt 50 1U3/B8 12 on 800522 (1702 Ni 
noted 

KNOP.R.C Rugon 3. Otc of tno Drector 88/07/21 SCHNF.ll .OF Cn 
Co 2pp 46354 209 46354 223 

-8007290231 Safoty Insp Rrpt 60403/88 12 on 080522-070? Ne 
nnled Maior areas irspoclocf inspector dontihed pr oft en 

operations radioloyxal coniro‘9.mo«‘it/survu:llatcd. fire protecbod.erroij 
parodress & SOCunty 

DCFAYET TF.R W Region 3. Ofc ol iho (proctor 08/87721) I4pp 
46354.223 

8800160244 Discusses nil abbreviated 8‘tu nccoss Iranna program for N £ i 
soared comp'eiing Reg on Ml framing m yeno'ic aspor.ts ol radnlion sakil/. 
Cufity & emergency response 

□AVIS A Q Rng on J. Cfc cf the D rcctcr 80/87/27 AlEXlCM.M H. Ire ai 
Power Co (formerly Indiana & M.ct’igan Efocfnc Co ) 4pp. 40501 248 400; 

8008040247 Gonor c l.ir 00 12 to a'f power roaclor licensees & applicants u. 
1 ro protection requirarnenis from Tech Spocs Svc list oncl 
M’RAGLIA.F J Associate Drector (Or Projects (f'ost 670411) 00/00/82 t' 
Edison Co Cf New York. Inc. 52pp 46461 201 46463 34? 

8008220004 Forward* S.lloly Insp Ropt 50 483/00-14 on BB0703-30 U 
noted 

KNGP.RC Reg on 3. Otc ol iho Droctor 80/0B/U SCH.NELL.DF Ui 
Co 2pp 46633. 11? 46603 125 

-0000220005 insp Rnpt 50 483/00 14 on 000703 30 No v:o!at:on«^ or 
noied Major nroas nspocted LERs.planl operalions.fmliolog'cal co'drofs.m 
far-ro. emergency proparcdr.oss.sccuniy & tocfmical support 
OEFAYE I rc.f-t w. Hog on 3. Ole of the Director 80/00/11 i?pp 
46603.125. 


P. Operating license stage documents & correspondence 

8807270103 Appl caiion for nirord lo Ucnn&o NPF-JO.rov sing Toch Spec 
cf'ongo Action Slatomunts a & h to iiem.it unit to roman in tint siardhy i 
nCS pressuro loss than 1.000 ps:g & onn accumulator inopor&Wo Foe (Mki 
SCHNFLL.D F. Union F’cctnc Co 80/07/ 12. Document Conirol Gr.mr/i 
Control Dosk) lOpp 46307 198-46307 200. 

-0&D7270166 Proposed Tech Specs ro RCS ACCumuUilois & ECCS ncci.mu 

* union Electric Co 00/07/12. 2pp 4G307 200-46307 200. 

08072804 10 Informs of <S$uo ro poioniial mcroaso in calculated racboaclivo 
cnv.ron fol'ow.ng postulolod events ^ of l.consoo dvaluoton of accirfcnt d 
ton9 10 ifoiermino e^ioni to which sub| Issue applies 10 planl. 
SCHNELL.D.F. Union Electric Co 08/07/15 Document Control Brunch 
Conuol Desk). 6pp 46336 135-4B336 140 

8807290194 Requests thai NRC Oxpudilo roviow ol WCAP-11037 in erdo 
schodufo slated for Cyclo 4.mcfudng rovisorJ moUiodo'OQy for calci.lol ‘ 
coro DNGR pennll-oa. 

RASSWATFR.A.C. Un on Efeclric Co 80/07/ 15 Document Control Brunet 
Conirol Desk) 3pp 46357.230 46357 241. 

8807290105 Forwards iraimrg depl procedures including Rev G in TO 
"Courso Dolicioncies." Rev 5 lo TOP-Z2-00013, ‘ Callaway Simulator Vod 
lo OSP-22-OOD3», "Conbol FToom Shift & Daily Log Readings 0, Ch.w 
SCHNELL.D.F. Unon Elcclnc Co 80/07/ 1 9 Dccumoni Conirol Drnnc'1 
Control Dosk) 14pp 46355 294-46356 253. 

-6907290106 Rov 6 to TOP-ZZ 00000. “CO'jfSO DuiiootMiws " 

* Union Etecinc Co. 08/04/12 23pp 46355 30&-46355 33O. 

-8007290107 Rev 5 to 1DP-ZZ OCOll. “Callaway Simulator Mods “ 
HALVERSON.SM. Union Flocinc Co 00/03/30 15pp. 46355 331-46355 : 

-8007290109 Rov 10 to OSP-ZZ 0C001, "Conirol Room Shft & Daily Log 
Channel Chocks." 

UAHNFTT.N . TAYl.OR. M. Union Efocirlc Co. 88/03/20 47pp 46305:1-11 

-8007290110 Rev 10 to OTG-ZZ-00004. ' Power Operation " 

BARNF.T T.N Un on Elecinc Co 88/01/20 2 15pp 46356 033*46356 230 
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>•8807299114 Repeals nddl mfo re * Simulator Facl.ly CcrtifcAhon • NRC 1‘o'ni 474.” 
av 880 n 5 

Ai F^-ON.T.W Proioct O.rectcratu III 3 80/06/21 SCHNCLL.D F Ur.i on Electric Co 
?pp 46356 240 46358 253 

0808 100185 Proves responses 10 WHO 890621 impost to : 4i.ll'. dVa to smutotor to: I- 
ly cor’.licalioT Tests not piani-specif-c noi bomy conducted based on irnmiion dje to 
p’ar.'. CoM.gurai.on 

5CHfiEU..D.F Union Eleclrc Co 88/07/19 Document Control Branch (Document 
ConVOl Desk) 14pp 46462 097 46402 110 

6908110234 Forwards request for adi:l nfo ro roUlo gas oN’i.crt sys ft assoc alorJ lech 
Sp^cs Rospnnso roqoosfnd wrfh -i 30 days ol (ocepl ot lit, 

ALExiON.TW Pro.eci Dirocto '810 111 3 88/08/02 SCHNCLL.D F Un cn Eloclr-c Co 
5pp 46499 345 46499 349 

6603170223 Fo-waids salofy OvaluahCh accepting ulil 86 1 1 2/ lu m rosponso hi Gcnuc 
Jr 86 12. “Automalic Trip ol Reactor Coo'ft'il I’mr.ps " non.rrerr.cn1s ro I Ml Action 
i:orr >l k 3 5 calishod 

AUX'CM.f W. Pra.ecf Chrociorato M 3 08/00/04 SCHNCU. Of . Uttcn Etc. Inc Co 
5pp 46661 261 16661 266 

08C8240035 Forwods req.josi lor adtll info ro steam gnnc'MOf Ulho n,p'...r<> 
C'riyvs Responso requested wilt in 60 days 

AIF.XSON.TW. Project □.rcucrato 111-3 86/08/08 SCHNtLL.DF Union E'ccinc Co 
3pp. 4C0 36 133-46636 135. 

6809240236 F qi wards roquosl lur addl Info re w-rfo rnngo gas mon.tr.r concon'.iaton dis 
p ay in order to conl.r.uu rov-ow ol uW 8f>l0?4 request lor variance 
At EKiCN.T.W Pro.ecl Dirocioraio 111-3 88/08/15 SCHNELl ,D F Un-on Blue Inc Co 
3pp. 4603 1 074 46631 076 

9806250119 Responds to U80623 Ur o*prosvr.g concerns ro NRC use of cut tan per- 
fo.'rranco mcacatcrs Issues concern validity of some petfermaneo mdJiMJors wfifch 
navo vary srna'I nduslry nvornyos ft dulmilim of safely syti actual -on 
PERKINS.K E Project Directorate 111 3 80/08/10 SCHNFLL.D F tJn on ElGClnc Co 
3pp 46047:012 46647 014 


0. Inspection reports. IE Bulletins & correspondence 

9605200295 NRC, fnlo Notico 88 032. “Prompt Reporting IO NRC ol Significant Ircldonh* 
InvcYvii.g Radioaclivo Mall " Svc list oncl 

CUANINGHAM.RE D-vrson o! Indjsuml ft Medial Ntickvt Safety (Post Q7072J) 
08/05/25. Co ".sol'd 3 tod Edison Co ol Now York. Inc. 120pp 46380 1/0 40300 2911 

B6072Q0133 Forwards SalOly Insp Rr.pl 60 403/ H6 09 on 800600 09 N-j violations 

r.picd. 

SHAt EfiW D Region 3. Ole of Uiu Dirocto' 60/07/13 SCHNELl .D F. Ur on HlocUiC 
Co. *Jpp 46303 079 46303 l(i? 

-8907260142 Insp Rupl 50 483/88 09 on UOOOCG 09 No vioiahnns. do* nonces cr dev 
rttio is nolcu Major arons mspocloJ omoryency p'ujiarorlr.ess p'Ojjrom.orrcrgi.'cry ro 
spcr.so family appraisal 8 review cl rad oaciivo rolcnso Assessment 
PATTtHSON.JP. SNEL1.W Region 3. Ole Ol Iho UroclO- 88/07/12 2lpp 
46303 062 16303 102 

8837200162 Suppl I fo NRC Into Nottco 8H046. "Uconsna Popl o* Oufociwo no*ur- 
bishud Circu.l U'C.lkors ” Svc liftl criul. 

ItOSS'.C.E Division ol Oparahoimi Evonis Assnssrnom (Post 870411). 08/07/21 
Consclldniod Edison Co. of Now York. Inn l26jif> 4()3t!ll 064 46368 176 

9907290229 Forwards Solely Insp Ropl 50 483/80*12 on 000522 0702. No vclalions 
no mu. 

KNOP.HC. noqoa 3. Otc of mo U.tocict m/07/2 f SC.HNEU.Dr Union Pacific 
Co ?pp 46354 2G0 40354 ??3 

*8807290231 Solely Iri&p Ropt 60 483/86*12 nn 880622 0702 No vio'at ons 
no‘ed Major areas Inspected mspocior Idcniiliod protFoms, plant 

opoat'Ons.roU ological coniro'.a.mninl/siirvOiV.anco. Ire protoa-onernergoncy pro 
paredness ft socunty 

DEFAYETTE.R W Reg on 3. Ote ot fho Oifoctcr 68/02/20 f -lpp 40354.2 f0- 
46354:223 

8 80 B0 20 160 Rospjrids lo NRC Rullntm 87 002.Soppls 1 A 2 to lasione: losimg to clulo.*- 
rr r.e em'ormanen w/app!icah!o malls specs l isl.ngs »l sup|F.iorr> ft mlys ol 
lastenors.incUd ng drool S indirect suppliers Ol salotyro*atn;l fas loners to uli 1 oncl 
SCHNELL.D K Un.on Electric Co 08/07/27 Docmioni Control Branch (Document 
Ccnfrof Desk) 7fpp 403«4 0? 1-46304 f44 

6607200246 NflC Uu.'oim 88 009. "Ihmblo lubo Tfinnng -n West.r.ghouse lieactcrs' 
Svc hst encl 

RQSSi.C.F. Divis-cn of Operational I'vonis Assessment (Post 8/0411) 86/07/20 
Coiso'idaled Ed.scn Co of Now York. Inc 1p3pp 46340 070 40346 19? 

9807210275 NRC fnfo Nofrco 66 052. "Ffli'urc ot Infran forma Tandem ol FtotchCt S«>f 
Appl cator Rrachylherapy Devices Dunng Pnl'Ont Treaurer.l " Svc 1st oncl 
CUNNiNGHAlA.R.E Dwis.on ol Industrial ft Medical Nuc'ear Saloty (Post 6/0729) 
89/07/27- Consol dated Edison Co ol Now York. Inc toopp 46397 020-46397.136 

9908160244 Dscusses ut.l abb rev a tod site access Paining program lor MHC Insp per- 
S ennui comploiipg Hegon ill Ira.ning in generic aspects ol radiation safoly phyS'Cpl so 
ceofy ft emergency response 

DAviS.A 0. Region 3. Ole of Hie Daoctor 08/07/27 AI.FXICH.M P. Indiana Michigan 
Powo; Co. (formerly Indiana ft Mich-gan Electric Co.) 4pp 46561 248*46561 25t 

8908230260 Forwards latest rev of NHC Manual Chapter 0516, "SAt-P.'’ Region 111 w.li 
begin using new functional areas sol forih m rov lor all SAlP repl per ods which 
extend beyond BB0606 effeclivo <1alo ol procodure 

NOHfc'LfUS.CE Region 3. Otc ot the Director 88/07/27 ALEXICH.M P. Indrana 
Michigan Power Co. (formerly Indiana ft M.clugan Eloctr.c Co.) 39pp 46620 090- 
45620 123 

6802220034 NRC inlo Noiico 88 053, "LiConseo Violations o! NRC Reyulalons.Wh ch 
Led to Modical D.annostic Misadm mstrat'ons." Svc 1st unci 

CUNNINGHAM. R E Division ot Industrial ft Modical Nuclear Saloty (Post 870729) 
80/07/ 29 Corrsokdafud Edison Co. of New York, fnc t06pp 46396 283 ^639 7 028 


8807220192 NRC tnlo Nohcu 88 054. "Falu'0 of C-rcu.t Droaker Foiowr.g inslft lai on 
Ol Amplocicr D reel Tf.p Alfaclir.eni " Svc 1st or.cl 

ROSSI.CE Division of Opoiaiional Fvonts AssrsSS’nonl (Posi 870111) 08/07/28 
Ccnsolidaiod Ed son Co cf Now York. Inc 12lpp 46117 020 4b n 7 140 

QQOQOQOG82 Fciwards Epuciai Repi U/ IP ru F'trd msnrvico nriefy current msp cf Slenm 
Goncrafcrs A & D ft Imal West nghouso rnstlls per Tech Spec 4 4 6 5b rcqurpmo'ris 
DlOSBER.JD Unon F'ech.C Co 88/08/02. Documont Conirol B'arch (UocLmcnl 
Conirnl Cus«) 2C/;p 464t>0 0.18-46470 089 

■ 8808090147 *£<idy Cr,.rrcn| Insp ft Mechanical P ugging '* 

HUGHES.DE WosMighuuSO Eleclnc Coip. 87/10/0? 392pp 46460:050 464 70 009 

8807280019 r*RC into Nohco 80-055. PotOnl-nl ProtFoms Caused by Bmg'o Fa.'uro of 
L5F Swing (Ins'* Svc IiSI cnH 

noSSf.C E D.vscn of Cporaficna' fvur-.fs Assossmunt (Post 670-tft) 68/06/03 
Conso'idatfd Edison Cc. of Nojv Ycrk. Inc t^ipp -1643/ 121-46-137 241 

8608030289 Supfl 2 fo NRC IM r>l*n 98 00£>, "Nri)C(Xifcnnrg M/jJls Suppled by Fipno 
Supp'ios.lnc at Fdsoin.HJ & V/est Jerso/ Mfy Co at Will imstcwn NJ ” Svc 1st cm I 
n0SSI.CF. Dv-ncn of Oaoininnal Events Assessment (Post 8/04 M) 88/OQ/03 
CohSO';da:c(1 EibsmCn cf Now York, ‘nc I49pp 46538 121 16538 269 

8007290008 Si;pp‘ 2 tn NRC bul ot.n 88 00b. *'Tf‘uimal Stresses in Pipr-.y Connected io 
RCS ’ Svc I si oriel 

ROSS'.CF Drvrsio'i o f Cpjrati^al FvonfjJ Assessment (Pcsf 8//Mff) 98/08/04 
Ccriscl dated FdisonCo of fiow Yor^. Ir,c. 121 pp 46504 031-1050-1 121 

80072901 1 1 AH C Info NbJ.ce BB C5G. "PolonrpJ P/ctv'pms W/Si'^O.'iP Fr.vim F«ro Bamc' 
Ppriotraticn Seals “ Svc I Si on.n 

N05Si.CC Dws.on of Operational Events Assessment (Post 870411) 8Q/00/04 
Con^ckdaiod Edison Co. of Now York, Inc. 123pp. 46569.1 75 46569 297 

8808020095 NRC Info Nj|>r:o 08-057. ’Potential Loss ol Sflfo Shutdown Equprronl Deo 
to Prematura S I con Ccnho'lod Rcctf.er Fnlu'o ’ SvC list unj 
ROSSf.CC. D^S'Orr of G t :efdf erta) Evards Assossmcnf (Post 87G4M) 80/03/08 
Consol dated Ed son Co cf Now Y'Od<. Inc I22pp 40-159 125 46459 ?4fl 

8D0B020102 NRC Jnfo Nwin» BtJ 05D. PolonhdJ IhaUrms W/ASFA l)wi Bovon RE- 
OIL T mo GvorCx,rroni Hc 0V9 " Svc l si CPCl 

ROSSl.C E C.vision of Operational Evonis Asscsvnurt (Post 870411) Q6/CB/08 
Conso'daio-d CdiS'in Co ul Now York. Inc. I20pp 46530 001-46638 120 

8809030112 NRC inlo Not co 60 069. “MSlV C»u iJe Rn. 1 Fn.Vo nl Watmlord Uni 3’ 
Svc list oncl 

HO SSI.CE D.v.swt of Cpwiltovtl Cvcmts Assessment (Post V?04D) 88/08/09 
Conso'idateil Ccison Co ol N’Cw Yo'k. Inc l?l|)p 46467 01 1 46**6/ 13' 

8808040062 SifpJ 1 In NRC lo*r> No Hr a 68 004 ' Inmlcgi-alo Cuni. 1 r;»l pn ft Docunun 
laio.n ol F.ro Darner Ponoiralon Seals ” Svc hsi oncl 

ROSSl.C E Divivcn ol O;>orai.o.'»al Lvnnis A4‘*ossmnnt (Post 070411) 68/09/09 
Cnnstl dalotl Foscn Co of Now York, Inc 1?lpp 46558 205 -16558 325 

0000050135 NnC Inlo Nonce db 060. '‘Inadiuiualo Qos.pn ft inslalahon ol Walenyin 
PcnoiraiiO'i Seals ' Svc Ust or’ci 

ROSSl.ee. U.v.hxri of Operation.)' i\voo is Assossmoni (Posi 8?04J J) 08/08/ )) 
Conso'ifJniecI Coiso-n Co of New Ycik In.c I2.1pp -16560 299-40670:060 

8800050248 NHC fnlo Nohco Bit 001, “ContfoP Roo.n Mabilali ily l^ucont Rovhws Of 
OpuMl'ny t : >pe'.orico.*' Svc <ist oncl 

ROSSi.CC. D*v.3:en ol Operational Evonis Aosossmoni iPost 07o4tl) 06/08/n 
Consoltdalod Ed, son Co of Now York, Inc 1?f!pp 46594 312 46595 078 

BB00220004 Forwards Safety Inst) Hopt 50-103/00-14 on 880703 30 No vio'a’onj 
noi ml 

XNCPMC. ftC<}io‘ ) 3. Otc ot lt:o D.rectcr &Q/0li/)f SCJ1NEU ,0 F. Lfriaa Elort'ic 
Co 2pp 16603 1 12 46-603 125 

-0600220005 Ipsp Repl 50 403/88- 14 on 800703 30 No volatbno or donations 
r,oto<f Ma|0‘ areas inspected LEFIs plant cporol onvadioloy cal coniro's.rnanl/si.rvu I 
lar.co. uniorconcy prepofedni/ss.secijnty ft Un; hn.cn 1 support 

OEFAYEf fE.KW Rogon 3. Ole of tho D rector B8/C0/M t2pp 46603114- 
46603 125 

8808050295 NRC Info Not.ce 08-062. ‘*nceorq fmdnys ro Implmno ntalion ol OA Pro 
g/ama by Supp're/s oJ T/an&pi.vi Pacfi«|jes.'‘ Svc hsJ outJ 

QtlRNETT Ft F. DiviS^n of Safog.iaiJs A Transportation (Post 870413). 86/08/12. 
ConsoLdalod Edison Co. of New York. Inc HiOpp 4G5fli '65 46501 263 

8006090264 NRC inlo Nohcu i! 8 063. ’ Ibijh Radiation Hazards From Irradiated ?rCo-a 
Dolor lo:s ft Cohtos “ Svr: l si end. 

ROSSl.C L. Divis.on of Optrot-onat Evr'nib Assossmoni (Post 870411) 0‘J/C8/15 
Conscf dated Ed.son Co of r,‘jw York. fnc. f fOpp 46569 CCS 46569 1/4 

0808110200 NRC Irdo Notice 86 064. ”nopOMng Fires in Nuclear PrtjCOSS Sys at Nucle- 
ar Power P Janl h ” Svc J si onj 1 - 

ROSSl.C E Division of Operational Evords Assossmoni (Post 8704 U) 8G/C0/18 
Consolidated Ed sen Co or Now York, ir.c 104j)p oGt>43 C01 46643 104 

0608 120327 NRC info Notice 68 U65. "Inadvertent Uramagoa of Spwnt Fuel Pools” SvC 
hsl oncl 

ROSSl.C E O, vision ot Omvaiionai Events Aasessnrieni (Posi 870411) BB/00/iQ. 
ConsoirdaMd Ed son Co of Now" Yo. k. too f 20pp 48029:0 1 } 46628 133 

8B0B 160392 NRC Inlo No' co 68 060. "Induslr.iit Radiography insp & Cnfo'como'il ” Svc 
i-»i encJ 

CUNNINGHAM.R E Division ol Industrial ft Mecnr.al Nuclear Saloty (Posi 070729) 
0B/08/22 Consol.dalod Edison Co. of Now York. Inc 9l)pp 46620 1 34 46626 223 

8808160414 NRC Inlo Nohco 88*067. “PWR Auxi'iury Fcodwater Pump Turbine Over- 
Speott Trip Ftuluro’* SvC lot Oncl 

ROSSl.C E Divsion cl Opcrahonal Events Assc:,smonl IPost 070411) 08/08/22 
Consol dated Edrson Co ol Now York. Inc 1 23pp 46643. 105*46643 ??7 
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R. Periodic operating reports & related correspondence 

8007260358 Month'/ cpe^aii'g rcpi for Jme 1936 fo* Ca'laway Uni 1 W/ 880711 Hr 
MOOSE JM lilOSSEHJD U r.:n E ecir.c Co 69/05/30 ?PP 46233 C57 
46203 063 

6808180130 Month / cpcrat.r.g rcpi Icr J..I l9bS fo* Ca'ia^ay P.a'.l Unit 1 W/B80305 Hr 
MOOSE. J K* SlOSSERJD Ur.:on Eiec"ic Co 68/07/31 7pp *.6584 340 
4650-1 355 


•8007290070 RoquGSlS odioo on M Ei1ol.org 880022 Ur re sa'nLv cor,/-«mc 
COUGHLIN l Hou*e Of Re/> 06/06/30 NHC • No Ott* led All,,?tr* r * 
46357.230 46357 238 C " G,lWn *1 


00OBO4O391 Comment St.ppor1.og proposed ru'os 10CFH170 A \T 
schedules Prncpal cb.eciion fo rules ro’fllos to removal of cuvonl celn«’ rt 
Yen o! foes on 


G0;096HG.JH KcnMon Uj'Hng A Pi) wo.* Co 80/0 7/25 Docurem 
(Occurred! Con|r 0 l (Josk) 4pp 40360 If: 6 46300 159 


Ccnx Ci^rc , 


S. Reportable occurrences. LEfls & related correspondence 

6808030230 ILR 94 033 0?cr, 840316 8 24.pa:-.r,g a^js’eo on cort&nirenl sO'atiD) 
va ^ei w/o perlo'rr. ng re’esi wnhn i r%e coiblrairs ol tech Specs (Caused Dy person 
rcl erro' Vai.es reload Ptrsonre’ t'aned A prccedjre rev.scd W/69072? l" 
rAviOR.ME. blOSSERJO Uncn h ecir.c Co 60/07/26 5pp 46*06 205 
46406 2C9 

0800120043 lLR 60 C03 00 cn te06j0.sarp ng rol po'lo'med on radAasio b’dg ve?l 
nob'e gas radu' on rr.cn to* Caused h, ra-dem access n-emey rrr>grak>d C-rcuii fan!- 
u'O ci m croprocesso* crCu>l bGa'd Work request nil aled W/S60726 Hr 
NX5GJF ULGSSSRJD Un.on E eclr c Cc 8b/07/23 5pp 46531 168 46531.19? 


DOCKET STN-50 498 SOUTH TEXAS PROJECT, UNIT 1 


J Insurance & Indemnity Information 


0808030033 Forwards CruiO'SOTionls 1 10 NKLIA Po'icy N 113 A MAEiu fv.i-n..-. 
MGBURNE f T.M A Houston L gMUitj A Power Co 88/07/22 OocuCVrv, 1 
Branch (Occunioril Cout/nl Dosk) 4pp 46412 167 46412 i/y w r ' 


P. Oporaling license stage documents & correspondence 


8008250139 FOIA request (or documents momounl-ung & rollociing set s*j:jo 
fed by ulil.repl ol mod ol PADfJ & Rl RS airnjinbnd.finnt spues A dra^r-iis i-j , fl i ,. 
PAQO & HI RS si'oanibod A ima' rof>t of undoisoopugu coniro! sys J ” ' r 
GUlLLOGC f-f Standard fntornatoraf Coiibtrnciion Co 00/03/15 GR MSif v n ► 

• No 0.4m'od AfliUtion Given ?pp 466(10 120 4G600 1P1 ’ 


F. Security, medical, emergency A tire protection plans 

8807060520 Genet c Hr 85 JO Jo a'l power teac'or fccisees & holders of Pad 95 ap 
p o^a’s re purchase ol GSA approved security ccr-Vt ners Svc ''si or.c‘ 

Ml RAG U* A. F J Associate D.*ecicr »o* Precis tPcsi 870411) 65/07/01. Ccnso'idaled 
Eoiscn Co ol New Yo*V Inc 3ipp 46363 299 46166 329 

8608000 1 58 He*. Seil emergency plan ir.p'eirer: rg procedjfL , s.ii‘.Cludi*'g Rov A to 
OEPFCJJ-7A C002. Emergorcy Ornchcn 5." Rc, 5 ‘o QEPPQ1 2 A C-003. OJ/sre 
Gcse PrCiOCiOrs- & Rev 4 »o CEPPD1 ZA 0014. Ter^ncal SuppO't W/DG0721 

WCGJRNFTT.MA f^custan 1 Chmg & Pc rt £r Co 83/07/21. 22lpp 46454 024 
46454 244 

8BOBiOOt9Q Fana ds *»sp He^fs 60 499/88 34 & 5 0-499/80 34 on 88050 f 3 f No vo 
la! ens cr devia f, or‘s rio!ed 

CAiiANl J Region 4. 0!c cf iho C.reJo* b8/0?/?t GOLCUERG.jH Houston 
Lighi.ng A Pov«ftr Co 3pp 46465 179 46465 t94 

-8008100191 insp Repis 50 498/68 2-1 & 50 499/e8 34 on 690501-31 Nu v.o'at-ons 
noted A*.i,o / artas n-:pvc !Cd OH$ to pc^or. f:oCom mountoJ msiru'non^t-rm.ESF sys 
wakdOwn A seci.ni/ & rad clog »a‘ p'C'.oct'Cn observanens 

BESS.J L GARRiSCN.OL . CONSTABLE.G l Recicn 4, 0 4 C of Ihe Crccirr 66/07/ 
15 1 3pp 46465 182 46465 194 

660728032S Adv.ses ihal 890510 Rev 12 *o physical security plan ccnsister! w/provi 
s ens cl IQCFMO i4/pj S accc-piatfe Ercf w.rrhefd {ref KCFR73 Pi) 

CAi.laNIJ Hegon 4. Cfc ol l>*Q D.*ecinr 69/07/22 GCLUBERG.JH Houslcri 
l ighimg A Power Co 2pp 46336 129 46336 130 

8808040247 Gene-.c iv 86 12 to ai: powur reaclcr Icensces A appl-cnnls re ren ovu* ol 
» re proieci on rcqu'cme-vs from Tech Specs Svc l si oncl 

A 1 RAGf.'A>'j Asscj-are Direcfo* for Pro.ecib (Pcs'. 87C4tn 88/08/02 Con9Cldaiod 
Edison Co of New Ycrk Inc 52pp 46463 231 46463 342 


8807290275 Requests NfC concirrcnco lo uso option* disk docun-oni sys lj. sv*.. , » 
roitioval ot plani OA records G,;ido:.r.os for plant to fo ow l.sted ” ' 1 * 

MCRURKETT.M A Hojston Lujhl-mj A Power t’o U8/07/15 Dr Ctrwi { - ^ 
Brancfi (Docii nont Control Uosk) 3pf) 40343 358 463-13 360 

8B07270148 Forwards proprietary WCAIM 1062. "Mcustun L ghtmq A Pow. r/ y,v . .. 
hnuso/NRC 8MI Flux Thn‘.Llu Voolinq RHOfir ” w/o nonpropriuUiry rnvPrcw 'i J 
ropi w.lhhu'd (rof 10CFH2 7U0) ' ‘ 

MCBURNF. 7 T.M A Hcu<itoi\ f qUtrng & Powor Co 8Cf/'O//t0 Onrj-i-rl r - 
B*anch {Gccun cni Comro! Uosk) dpp 46'tnfi 00 1 40306 013 

-8807270153 Rcq.jnsl wilhl:olil r*n of projinniury WCAP 11862, "Ho istc'i l -*** a 
P ower/ Woslin:V.ouSO / N RC HMl Fin* Thlmldo f/ooirq 6B05I7 J \ , 

1CCF R2 790 Alfifiavt oncl 

VviESEMANN.n A Woslmy' ouso ntticinc Corp H8/0B/0? MURIEY.T Cl'icun' ‘f; 
cl<*8' Reactor Regulation, D rector (Post 8/041 1) lOpp 46205 C0-14G306 013 

8807280154 Not-f(:nt:on of 6BQ8I0 rneolr.f) w/ulil A Woslr.ghcuso <n Itockv *j 
d.sa.ss BMi tf imb'o tuUo siudios 

OCK.G.r P/Cjecf rXtPdctalu IV m)/l>7/w. CALVD.JA Prelect Ct.\ ctfr,Vu it f .i 
46330.150 48339 154 

880B100102 Tcrwords riotco ol cons rlurnt on of issuance nl amend lo UcrtVjN'i 
& NSMG rlnto'n<inolion 8 cppcrfunily lor lieamg Amofid ml.usls OAfr-r»rs‘n|> l.iiir.i 
lac I ly pur 0UU3 1 7 soUlemnnl agruomonl w/oly of Ausim 

OfCKGF Pro.ont (Ji'C’ClOraio IV. 88/07/ 10 GOLDt)IZHG.J.H Hous’un l J: ' l 
Power Co 4pp 40483.275 40483 204 

-8008100104 Noiico ol consi'Jerat ort ol issua'.cu <i( amoml to License NPr -76 S f-. 
posod NSRC diiturinnat on A opportunity foi hearing Arnonri rnflods a l.w-.n »-« c* 
oweorstyi nlufc-bls in Tdc I ty pe r 08031? snlilemont Hf>iDi»meni w/cily ot A.i$m 
0:CK,G F Standard /ation A Non l’nwor ITcacfo.' Pro.uci Uirocicraio 60'0/rl'J f;t 
4G-183 270 40483 2fM 


8808170209 Forwards Insp Rcpi 50 498/8B 4? A 50 499/08 4? cn 680712-14 No v.o- 
ia f or.s noied Three cei.cierc es .dent hod 

CAUAN LJ Reg cn 4. O'c ot the D*ecio' 08/00/11 GOLDBERG J.H Houslon 
t ghr ng A Rowe* Co 3p? 4o57t t36 46571.14? 

-0808170293 Insp Ropts 50 4s 8 /0u 4 ? & 50 499/86 42 on B0O7 i2.14,nd v.D'at-ons 
noted Ma.or areas peeled po*1o*manco A capab.lhCS during annua' exercise of 
emergency plan & p ocedcros 

TERC.N W . EVERETT. R J Re^on 4. 0 4 c cf fro D rector. 88/ 08/05 5pp 46571 138- 
46571 14? 

fl8 ^cnnA ( ! 6 ^A , iAn SCd ^ rre,9ercy p ' an m F^TOtn ng p*ccedurcs.'nc‘ud.r.y Rev 6 to 
?A P ^° rt V ZA ,- 00CM - emer 9< ? ' 1 Cy Response Personnel Aci.vaton“ A Ruv 6 lo OEPF02 
7 A OC02. trr.e-gency 6q j pmer & Scpf-^S Invenl0*y ” 

^^rS Tr,UA M0LSl0n Lighting & Power Co 08/08/11 53pp 46646 215 

4U54o *0/ 

0800220069 Forwards Insp Repis 50 498/89 40 A 50 493/08 48 on 080716 i9Na vo 
3* o^S no*r ; o 

GAL LAN L J Region 4. Ofc o' the Oveclo' 1:8/08/ 12 GCl D0CRG J H Houston 
L«gf.! ng & Power Co 3pp 46602 333 46602 336 -o-*sion 

-0800220076 Insp Repta 50 498/08 40 & 50 499/88-48 on B8371B 19N 0 violations or 
^ f'° a5 r,s P &cle(J secc-niy organ iahon security p'ans A p'oco 
dgres & safeguards coni ngorcy plan mplemeniai on 1 

4MM336i26 B M2 E 336 RE1,, ' Bj n<>9,0n ' C ' C ,h6 0,,ec " ,, Hmm '» 

8 *wa?c J h logs ■{#?■!• * 5yr0pss 10 nvcsli 9 al o n '«p! or> 66012U 0415 10 ras ly.n;i In. 
CAUANLJ Rec.cn 4. Ole ol the Director 88/CB/12 GOl DBERG J H Ho ston 

Lighting & Povser Co 3pp 46605 08 146605 0B5 ° J M M0 - blon 


H. General correspondence 

n'an. invcsligauoi 

H^«aoiHap ,C 3°P MBOwaf 89,07/, 8 COUOHL1N.L 


8008U0151 Su!)‘rnlb doscrohon ol rov to FSAH Suchoi 14? on riln- 3 
progr«Tm.dc‘oir.r l Tost 27. “Slate RCCA Drop A RCCA Bnlow Bank fV-scmr- I/l..s. ? i 
moot Tc-sf " 

MCOURNETT.MA Hojaicn Lighuri] & f 5 uwor Co 06/07/26. Du-jim-xl ( r <' d 
Branch (Documont Gonirol Dosk) 15pp 4f>509 095 46509 1U9 

8808110207 Submils rov fo FSAR Soct;on 14 2 12 3.riclm.rg InOial Slnricp Tesl >» 
namic Red Drop Tost“ Jusiilicalion for doloiinp lost bnsnd on WCAP- 10297 *' 
has domcnstrato-J ‘istod iioms 

MCDURNEl T.M A Houston Lighting & Power Co 0U/O7/2B Doc bin-: ul • * •' •■ 
8rarch (Oocumont Control Desk) I2pp 10510 207-4G510 293 

-88Q8 110209 Adv.sos that dropped rod tosi w.ll Ijo fuLomrnnnded for inclj ( or ci *• 
reactor corn demons where word) ol rod S a<g/>.7«.v<//Hy rl It or on) J tom r vttvr.\ 

WCAP 10287 A WCAP 10206 refits on d'oppod rod mothodo'ogy 

RAHE.E P. wostirghcusu Electric Co/p 64/03/M QERUNGEH.CH CC‘C t'd 

anco Dranch 1 ipp 46510 270 4G5l0:?fi9 

-8000110211 Informs Ihal moro dofinilivo test of nogativo flux rah’ tr-p pfl.r '*--" ' 
trofh lour S ffmio loop pfanis w/rud worfhs signiliconlly less lhan max norii t irl * 
WCAP- 1029G. rosulling m indicat on ol no roaclor lr:p 
HAHE.E P. WosiincjhousQ Electric Corp 03/ 1 1 / iG BERUNGER.CH Com Ft 
ance Branch 4pp 46510.2U0 4G510.203 

0000230117 Part*al rosponse to FOIA icgnosi lo/ dnrurnorits ro plani App A due-- 1 f s 
□net A avai'ahlo in PDR 

GFtfMSLEY.D.H NRC ■ No Dotai'od Affil atiOn Given 06/07/28 jCilNrw'fM. 
Swidlor A Borin 4pp. 4G581 267-40581. 2/0 

♦*8700260307 Forwards repi ro ticonsr.g & restart sched.i'os por LD0 H/H7?- 
memo Into w.ll bo provided woobly , 

FIjNCHES.J L Program Mananomom. Policy Dovolopmoni A Analysis S'a’f ^ 
6/0411). 67/08/21 HAYES.H.B Oll.CO Ol Ir.vust.yations Upp 46681 31? ' n * 

8600110010 Forwards vcilage vorihcaiion lost results mihcaimg Ihot [.? 

model utl-/od at plant can bo used to conservatively prodci auxil ary 11 
ten sys voftagos/n response to FSAn Ouosuon 430 PON.Pad 4 r ... 

J- CBRUNETT.M A Houslon Llghling A Power Co 80/09/0? Dccum.-N u <- 
Bfanch (Oocuinoni Control Bosk). 2pp. 46505 1 30 46505 152 

-0808110053 "Summary of Uml 1 Vo’.lano Vorificalion Tosl Results (PSB ’T S f, _ '• 
Texas Project Electric Genorajmg Siphon “ 

Bechlol Group, Inc 08/OB/O2 12pp 46505 141-40505 152 



DOCKETED ITEMS 267 


680825OH4 Final responso to FOlA roquesl for documents Ap;> A documents enct & 
ava/abio n PUR 

GHlMSLEY.DH NRC • No Uoialed Alli.aiion Given 00/06/0-1 GULLCDGE R Stand 
a d Inter national Consbuclion Co 5pp 4GCU6 12 2 46006 159 

• 660625015? A:ivs0S unit ASL0 hearings ended. pO.' diSCuSSor-s w/Ramson on 
B50920 Hoard has all facts & issues rnsowod.thorufcro ro witnesses need lo he 
ca led 

LANDSMAN HQ Region 3. Ofc ol tho Oiroctor 85/10/04 GREFNMAN.F G Region 
J. Ofc of if to D.'cciot. ip 46696 153 46606 16.1 

-6600250154 Forwards RO l andbinfin 65 100-1 memo 10 EG Groenman ro leslimony.NQ 
outstanding technical issues roqunr.g ruscluiion as result ol l aivjsmnn 
ino'yemonUssuf) closed 

GRttNMAN.tG Rr?g«on 3. Ofc of tho Otcior G5M0/H GEMSE fi.P Region a, 
ClC Cif the C rccicr Ip 46GU6 154 46606 154 

••6606250156 Hetorr.Tionds closure cl Aioyai'On 03 A-C63 based on listed inio 
CONST AUlF.G l Region 1. Ofc ol thu Oirocior H6/03/27 EMERSON M E Region 4. 
Ofc of Iho C renter 2pp 40606 155 46006 15G 

•-BB0B250161 Adv.sns ol review of 6f> previously Iccbmca'ly closed <11 legal on lies from 
r iM9b3 10 cuirunl daio Issues aUarossinoni roasceah.y 8 prepody based on info 
/im r>» tv* J/ifc'e by allege' 

CAt LAN. I J Rug on 4. Ole ol the Cucctor 0?/ 12/03 MARTIN. R D Region 4. Ole ol 
Ho Drocior 3pp 466C6 15/ 460u0 169 

8806120089 fo'wards response to old 871201 8 17 requests ro siall hour h'e.iKdowns 
& contractual' costs for pf<mf Rosponso fo twg quest-Ons i/ontifiod 11 6G1? 1/ U( uref 
rlOLLOWAY.C J Licenso Fog Mneagnmunl Rranch FIN A 0246 B8/CB/05 

WlSfcNQURG.M R Houston tighlmq & Powuf Co lUpp 46531 275-46631 2»? 

0808260354 F n-y reponsG to FOlA roquOSl fo' documents Forwards App P 8 non 
ovempl pori cns of Document Q/1 S’.b. rfocurr.ontp also avulftb'o m PDR App O & fl 
p a'li-QiiY 8 loiaily wilhhold rospect.vcly (rel FOlA Lxompluns 5 8 7). 

GRIMSLFY.D NRC ■ No Uoiailcd Alluaticn Givon 80/00/08 UAY.O Auslm TX 7pp 
46606 1 60 46506 1 74 

••8001 19028B Panol.y w Ihho'd rnomp advisrg that on 071224 US Atiy Ofc f lud noucu 
ol appeal 8 donuo NRC poLlion fo nnforcu subpoena d reeled lo FI Gardo to nook 
saloiy relalod info m U Gardo possess on Noi co ol appeal nncl 
6H1GGS.VVH SelutO'. 00/01/05 RLHM.T A Ofc ol Iho Executive O.roc!or to' Oper- 
ations 3p;r dQycri i 70 46606 T 74. 

- 8000260363 Forwards Irnnscnpis ol .ntuiviows w/AVogcrs (concerned individuals) 
1 ,2.4. 7. 12 13.2 1 25.28 A 30 8 rcquosis Id review 8 Od«l mail wMeli ecu' cl compromise 
o'c or, go ng or p'anned irwoshgalions of nciivilios ni plant 

CAl.VO.J A NRC No Dtita led Alli'ifjt on Givon 138/02/09 HAYt'G.R NRC No Oo 
M t-d APIdliOn G.von Ip 40600 107 40506 16/ 

8606150440 Huquosts NRC roviow 8 approval of onaiysos dornonstrolmg low p-obatmly 
0* ppo rupluro In RHR suciion ino of jilani A based r>n subj nonlyses.proposos lo 
ei Trnaio cnnsrJerftl on of dynoirit: elfocts of posiuhdod ruplurosFoo pa-d 
RDGENSl Houston Light r,g & Power Co 130/08/09 Doeumuru Ccniro* I3inn<:l» 
(Documoni Control CosK) 4f)p 40548 200 46540 295 

•*3608l5045f Hoquosts vwiN:oWi'ig q* onci proprrefary mfo from (Ulc thsc'osuro per 
10CFR2.790 Allidavil providing bosls for withholding si.f>| info Irom pub'ic dsclosuro 
also oncl. 

WiGSFMANN.R A Wosiinghouso Hlecbic Corp 80/07/01 MURLEy.T L Olfco ol Nu- 
clear noactor Rogulot on. Ci'OCicr (Post 0704 U) 7pp. 4H548 204 4G54Q 210. 

••8808 150461 ‘ Technical Rases for FJim rating HHR I i**o Rupturo From .StruCturnl 
Oo^inn Bas.s for Soulh Texas Pro|orl Lfnils 1 A 2 " 

COSIOW.BJ. SWAMY.SA. WlTT.F.I Wostngliooso Elocinc C.orp. WCAP-H774 
8B/06/30 85op 40540 211.46540 205 

8808 1603 6 B Discusses summary of NRC lochnrnl nudl of US 7 col 8 Oo. ir.c on 
890/20 A 21 ro dosign of hgh densty spent luol rack Audi cond'jclod to suppod u\.\ 
8BD300 arrond requosl toncorning expanded fuel slorago capacity Agenda oncl 
ROSFN.SL Housion l.Kjhinq & Powor Co 80/00/09 Oocums.*>l ConboJ Drancli 
(Docurnenl Control Oosk) 1 3pp. 46501 157*46561 247. 

••0808160374 "Exper.mnniol A Findo Elemoni Evaluat'On ol Spool Fuul ftack Danrpi'-rj 
A St Ifr.oss ’ 

SCAVUZZO.RJ, LAM.PC GAUJS A«if.afun Not Assign PGWint bWP 
46501170 40561220 

*•8808160409 Invesiigal.on of Doygn CMGria for Oynarnc loada on Nuetoar Powor 
Ripirg.'* 

SCAVUZZO.RJ. LAM.P.C Akron. Umv Of. Akron, OH 89/08/09. 2lpp 46561 221- 
46561 241. 

"8800160411 Inelastic DelormatiOn of Pressurized Slam'ess Steol Tunes Llndor Dy- 
ram c Ucrd ng 8 Torsmnal Loading “ 

LAFISON.L U Woslinghocso Eleclnc Co'p STOKtY.W.F. Carregio Me lon Un v,. Pats- 
tiurgh. PA 77/05/31 6pp 4G561 242-46561 24/. 

8608170017 Oiscussos 880711 12 moot.ng w/RcchtGl Energy Corp 8 US Tool A Dig, I nc 
ro spent Kiq} pool storage capac.iy i/smg hqh dons ty spool fool racks Roq.rosta ihoi 
P'opnoinry documenls be withhold from public disclosure 

MCBURNETT.M.A Houston Lighting 8 Power Co 06/00/10. Document Control 
Branch (Document Control 006M 2/pp 46577 324-46577:350. 

0000230291 N'oiificaiion of 860022 meeir.g w/ul-l 8 Dechicl m A,h<ion Park.PA 10 dis- 
cuss util expansion of spent fuel pool capacity. 

D.CK.GF Pro.GCl Directorato IV 88/08/16 MURLEY.T, SNIE2EK.J., M'RAGLlA.F 
NRC - No Ooia led Affil abon Given 4pp 45912 107-45912 110 


O. Inspection reports, IE Bulletins & correspondence 

8808100235 A C k roce:pl of 800415,0531 A 0708 itrs tniormr.g NRC of stops iflken to 
correct vofafions noiod in Insp Ropts 50 498/88-07 8 50 499/08-07. 

CALLAN.LJ Reg .on 4, Ofc of the Director. 88/08/05. GOLDOERG.J.H Houston 
Lighting 8 Power Co. 2pp. 46483 354-46403 355. 


80(35200295 NRC fnfo Not>co 6-8 032. 'Prcmfjt Ropcrir.q 10 NffC of Significant fncidtMis 
involvng riftd aackvo Mat< " Svc lisi oriel 

CLiNNINGHAM.R E U. vision of industrial 8 Mod cal Nur ^a' Gafoly (Posi 8/0729) 
08/C5/25. Co-soldatod Edison C:o of Now York. lr.c. I20pp 40365 <79 -:63BB 238 

8QO720O232 Responds lo Violahons D.F A H idontifnd in Eriforcerroni Achon 87- 
236, pc* 080620 request CnricCtivn acecns wili l.e'd 

VAUGHN. G E Houston L ghimg & Power Co 06/07/15. Document Conircl Branch 
(Oor.umenl Control Bosk) 2pp 10335 102 46335 103 

8BOOO 10107 RospsnJs lo NFtC 066617 Hr m viDlatinns r.Ctorl in Insp Ropt 50 499/08 
33. Correct vn nc'.cn mo.TO issuoo on UB051-; stros^ng »osponsihil tins ol pe:sonn<:l to 
r'.ood ler dolailc.d i)’arnn.i A undorsland ng o‘ Actions to bo porlo»me:J 
VAUGHN.GE f*!o,islcri [iqhti rq 8 Power Co 68/0//15 nDCurr.om Ccnuo- Branch 
lDoc..rroni Conlrol U<--sk) 5;>p 46372 131-463/2:135 

0807280119 Forwa'ds nsp Ropis 50 4<)5/HG 40 8 53 490/00 40 on 0A3613 15 8 27- 
29 No viclsiicns cr do.-i.vons noted 

CALLAN.l J He.jJO’ 4. OlC ol tJxo QiU’ctr; JO GCLPbLRRjH HOuSlf.n 

LigM.Vrj A f’cwnr Co ?pp 46314:350 4531 4 357 

♦♦0007280122 Insp Repls 50 4i‘8/09 40 A 50 Iliy/Hb 40 cn 08051 J 15 8 2/-2Q No v.o 
lanon> or rjevmlions noiodMuiu* areas inspected previous 1ni1n}S.lccnsoG ro 
sponsos lo IF flu/uhn 05 003 A ice'inoe fsysj for nsiaffaknu of ppe s..ppo*(s & r c 
Siramis 

..‘OHNSON.C E , IHQAND.M.F. nogion 4. Ofc of tr.o C rocier 8H/0//14 bpp 
46314 35? 45314 357 

8607280134 Fo'wams Insp Rc-.Jts 50 493/1)6 41 A 5C 430/68 4 1 on 8b0ti?/ 071M No 
violations o - dcvial ens i ctoif 

GAUAN.LJ Region 4. G*r ol tt‘c Director UU/07/HJ GOLnnEHGjH 1 Uus‘0' 1 
L ghl-ng 8 Power Co. 2pp 16344 2t'J 46344 220. 

-8807200137 Insp Hcpts 50-4^8/06 41 A 50 409/68 4 1 on 08002? 0/01 No vioalens 
or doviol ons r uled Ma o* areas Inspected proopcmtion.t 1 icsis li-v-g 
cor’cluclt’d procpGrflhfjral lost procedures A compiled lotit packages 
MUHFHY.M L . TAP-AJ I . St DLF.WC Rogion 4. Glc of tho D roclor 00/87/19 Epp 
4(3344 215 46344 220 

0 0000 10203 Responds lo NRC CUOriFO Itr ro vielfil cn * notml .n Insp Rept 50 400/08 
31) Apprn|)‘nio porsornel rocu.vod tmir.i'rj on Procedurn IF 3 ??0u rn nso m prep.ir- 
ITM lush 1 c*Ho*> fp‘ CODJuu.crJ opott it cn. 

GOlCnEHG.JH Huusicn Li/jhling A Pcwyr Co 69/0//10. Oocumenl (!cnirol Oranuh 
(Document Conlro* Desk) App 464 <5 276 464 16 279 

0000030226 Rov.scd mspcnso 10 volali-on ncforl -n Insj) Hop: 50-490/60 06 Correciivo 
UlIioas Procedure 1 TcfM ? AF 00f0 fopurfornu\f A Proeccfure fPEf\)4-Zf. C024 
chfirnuo 10 1' co‘por-itu slops !D control po&ilion ol l)reflKOfs 

VAUGHN.GE H j.mlon Light ng A Power Co 00/07/20 Uoa.mont Ccnlral Brunch 
(DoCt-numi ( 'cn 1*) Cl Dusk) 4p;> 46-103 1 70 46403:173. 

G800 120031 Fmwjres Insp Re, Ms 60 4(jfJ/HR 30 A 50 496/60*30 on 880627* 0701 A 
r,oli;:o ol vio'fllicn 

CAllAN.l J. Reg on I. Ole t>\ U.u D.roctor 09/07/20 GOlDCERG.JH. Housinn 
LlghinQ A Power Co ?pp 46531 180 46531.187 

-*3800120033 Nolico ol v.jlfit-on from i*;sp on 680627 0701 Violabon nokil NCR SB 
05553 n.rnopGrly Closed out In H at u'trnsume ifucknoss moft&JfGmor.ls.mado allur 
CC.show otj (fifforenl aciual wo'l ihckrov* 

* Rogion 4, OlcoMhe [Irocor fjR/07/20 lp. 46531:102-46531 182 

-*0000120035 Insp nopts 50 4U0/bfl 30 A 50 493/0U 30 on 00C627 0701 ViOUtons 
n tlodVojor aroas mspecied rculn.o prtjsorvico insp of compcnonis 8 component 
supper is. No msp Ol Ur.it 1 ccnducleil 

GflbERT-L D . B4HNES.J. Rcgino 4. Ofc c' Diu Drortor 68/07/14 5pp 4G53M03* 
40531 107 

0807200162 Sup pi 1 lo NRC Info Not cu 110046, "liconsoo Ropl of Duleclivo Rolu*- 
hishcd Ctcu I Breakers " Svc hsl end. 

nOSSl.O E U.vision of Operavcnaf Fvc.nis Assussrr.onf (Rosf 0704 n) UQ/G?/2t 
Consol fl.Uo J Ed. son Co of Now Ycrk. Inc 125pp 40300 054 40306 170 

&BO0 100190 FcrwanJs Insp RefMs 50 400/H0 34 A 5O-4U9/0O-34 on 080501*31 No v.o 
Iphons or doviOliprs rotCtl 

CAUAN.LJ Region 4. Cfc ol tho D-roclo.' 08/07/21 GOLnf3EDG,J H. L'ouslon 
Llgnhng & Power Co 3pp. 46405:170-46485 194 

-QG0D1Q0191 Insp Hep IS S'J 490/09-34 A 50 459/88 34 on 80C5OI 3l No volahcns 
r-ofcif Ma;qr areas inspecfod orteifo pc wo.', uoltcn) rr.cunicd Insuwooniatco. ESF sys 
WGisdOWf> & SOCcfily & radlOlOj) cal protect cn OtlSOrv6l.on9. 

DESS J E . GARRISON U 1. . CONSTABLE. G L. Region 4. Cl c Of tho C.rcclor 09/07/ 
15 1 3pp 46485 10^-46405194 

G8O80403G0 Rnsponrls 10 NRC Bu/Otn 07 092. ’TosiontM Tns1r:g lo Uclcmno Coo- 
fo'rrar.co w/App'ical io Mail Specs.’' Lists ol supp'iors A mfrjs bom whch saloiy & 
ncnsafoly-relatcrt faslonars may havo boon purchased oncl 

GOLDDFRG.JH. Hcuston l.iohirg A Power Co 00/07/25 Oocumcnt Control Branch 
(O^cumoni ConUo) Cos k> )5pp ) 642-1 1 dp -46424 1 63 

0807200246 NRC Bu.'olm 80-009. "Thlmblo Tubo Th nnmg in WuslingVouso Roaciors " 
Svc I si Or.cl, 

ROSSl.C E. Div.son c 1 Opciatonal Events AsSussmo-nt (Post 870411) 08/O//26 
Consol dated Ecf.son Co of Now York, fnr I23f;p. 46340:070-46346 182. 

GQ060203 14 Forwards I'vsp Hepts 50-498/00-44 & 50 409/08-44 cn B80705-00 No v o- 
laiicns or doviakcns noied 

CALLAN,LJ Region 4, Ofc of the D.rocior. O0/O7/2C. GOLOBERG J H. Houston 
Light ng & Power Co 3pp 46382.24? 40392 249 

-0808020316 Insp Repls 59-490/09 44 A 50-409/08 44 on 000705 09 No viQlaliOns or 
duv.aiions noiod Mo, or aroas mspeclod review of so'octod opun items A ovaiuaiion ol 
(OSt results for control rod loshng. 

MCKERNONJ O. SEIOLE.W C Rogion 4. Ofc of Ihn Dceclor 09/07/26 5pp. 
40382 245 46382 249 


268 DOCKETED ITEMS 


85072 1 0 2 1 0 NRC 'olD Nance 86 OOP. "fame c* liiirautcr no Tutdem ol Hotc'c* S~'i 
Ap.nl ralcr (jr ach y :ht*f£py Dun* a Pot'i.ni rredlincni Sve is*. er.tl 

ClirJNlNOiAM.R F. C./.s on c‘ Indus* "ai A .Mt-o.'ai ‘vjdr?,v Safety i* CM 67C77'I) 
86/07/27 Co'tSi>i'JAie<l Fdscii Co ol New *\rk. nc iCQpp -1039? 029 4f*597 136 

BR07220034 NRC Inlo Narco 06-CS'J. I. conscc v.J'a'icns ol NFC R*>r.u'o::c r $.Wti ch 
Ll J *j Mod :o« M s* Jo n s './aliens " Svl «=l C'd 

Cl,Nr:i\‘G-tAM.R F Division o' IncbM' a' A Mc-dCA' Nucltvr Snf«l> ! p csi 670729) 
S0/C7/2b CcnjOlJalcI Prison Co Ol Now 'ark. no IClGpp 46395 263 16397 026 

8807220192 NFC .n*o fli>: CC {15 054 F-ilj<> o* C Rmal-rr Follow rg I'slahdtn 
cf Ample:, lor U rod Tup Airar.fmeai ’* S.c |.st nr cl 

ROSS C = C vis on ol Cpcra* FvO.Hs Assessment iPcsi 6704^ 1) 58/(J//?fi 
Co 'scl Jalcd Eil SO“ Co o' ‘Jr.* York. Ire. l?ipp '*6117 02t *.6*1 1 7 I4C 

8607 200019 NRC Vn Noire 8B 055 Robot nl PrcUei'M Cai.SF.r: by bn ;U* »' Jli.ro Of 
LS r S-wi'-g Ous* Five: S-si er.cl 

-OFSI.C E D.vfscn ol Cpera* o-al FvC"ts AssoiSmrni (Posi B/IM1I) fl*'/rH/03 
Cc' * >' datoe Ed?'.* r i Co ol Ne w Yo'V, ln< l?’*p:> t6**37 *2' -41.4 3/ 24' 

0608030289 S..pp' 2 , oN"tC iidern 98 CO?., Nr**co* IC'TiYJ Ma'ls Suppiel hy Ppri; 
Fi.pt K-s.lfi^ Al Fclr-cnN. A »Vc'Si Jersey M6j Co Jl VWii M'r.skwr.NJ. Sve Ifl me 
ROSS' C E O.visicn ol Operat O'Ml Fwo-'s Assossmmi (PoU 97C4H) 66/C.&/03 
Cofi^yicalcJ Fdiscn Cc ol No* Yc< in. I4ypn i<* t ‘':6 *2 ‘ *ir.5ia 209 

80001 10036 Responds ic NIC t* *v v Sd: 0“S m'ed n Insp Ropi !0 ?-i Coirre- 

• *0 acl'P"S ProceeJ'j o OFOFOI-ZC 0:*3C re-merl \0 ostoMs^ rc<;u*o<: cc- 

t'lOS 

VAJCHN.GE. Mn„sicn _ 91111:13 & Pewer Co llrtWOJ Oc::i.rrcnl C >atrr.l R'-vch 
(Cciumeril CcnlfCl Dos- 1 5pp 4*’ -193 273 46499 2‘J2 

**08081100-4 1 Responds to NP.C Hr re vidauc-s ncie-l n rsp Flepl CO 4'Jb/&0 ?4 Cy- 
rocCivc ndO'-s spoc al henn- has been con j..dcJ frnphasd -».g m3r,nan:o ol .icco- 
frtkljr r|tt*«rmrin.) subsys 8lfo;lo<) hy ircr-ornh o cci'-perienis 
VALCiHNGE Houston Liq‘ ! r '?) & Pc.vci Co iWi'O-VOn fVci,nx-r,i nlrr.l 
(Dcctmo* t Conlrol UCS^) Opp a5l99 ?<!i -16^99 292 

0807290000 Seppl ? 10 NRC Rv, Ictn 86 006. * The'inal Slrossos n Pipn:) CiimnclcJ *;■ 
RCS- 5-vc list 0‘icl 

ROSS .C F D.^sicn ol Cpniiito.’ial Eve.n:s Asscssmeni (Pcsl 8704M) fJB'OiPO't 
Cp.iscleloied C.r;iscn Cd o' New Verk. !?1pp Hi f ^4 C9l :6[C4 l 2l 

8007230111 NRC Inlo NcKft 86 Ct>6. ‘ PoimiU Prcb^ris «V t Si‘ ccno ; ::nm I re liarner 
F'erio'ra: cn Sea s " Sve 1 si end 

ROSSl.C E FNis-m rcf Opera: o-al Lvenio AsRessmeni (Pesi 870111) 
C»‘iSoli;lHled Lilson Co ol New York, ire '2Sp p •l6 r D9 ' 7 b 16509 297 

0008160342 MOipor J5 ro NRC 680/09 !:■ ro vin .if^ns I olod n in‘.;> HepK 50 4«JO/00* 
02 & CFM'jy/BiJ 02 Ccrrocii'.'O nchOi s Nonce’ 'on v.iro Pepi SN 03/78 issnf-ii ra 
t;u‘:;u in steam yene>ator C Ti.be 35 49 

GGl OSFRG H Hojsicn Ugh* ry 8 Pc^ai Co 68'C-fVOfi O^r.unn-n Cr.nircl B:drch 
(Dcci.rne»r‘ Corslrcl Desk) 6pp. 46560 C23 4FC60 028 

6806020095 NRC *Vo Noi co 8U 057. 'Poien ftl Loss ef Sale !ih ildo^n Fq.i p»rmi :),.o 
lo Preri'au re Silcon Comrclcd Rec*. I e* tro * S.c l.si on" 

RHSS'.C-E Dinscn ol Cpo al oral Events Assessment IINjsi 07041 ) on'OiPOfi 
Coisck-MloJ LasenCo rf New York. Im l22pp 16159 1?6 iG:fi9 24ii 

8009020102 NRC In'o Noi O 89 050, fotont al 'V„h ens W/ASEA 0*ow i Rovr.n I TF • 
51'. 1 mo Ovie'eirrenl Relays " S/r. I si end 

flGSSi.C E D^i^on of Cpe ol.oral Fvenls iPesi 9704' 1) n6<08;On 

Co-Sel daieil Fd scri C j No w v 0 *k. Ir.c ‘ 20^ |) 46536 CJ) I 46598 1 20 

6003120332 AeV rccop* of ull H 607 lb nlormi^g n?^C ol s»epsia-r.n 'o coved vein 
liens notch n .ns p Ropl rftB X-> 

CAlLAN.L J. Reg on 4. Cfc ol 1 Sn Director. 8U'U9/0!S. GOl DSFRG.J !■ I'onslcn 
liyn: ng fi Power Co 2pp 46516 27-4 4G538 ?/6 

8803260354 Final 'oponso ID FOiA req.iosi far cfcatm e nls ; or wan Js App f’ 8 ^cn- 
e»omp1 po: lions o' Pccjmer! Qj \ Si.hj <iocLir.or.ts nlso ovnmtlo n PDR A: p O & f^ 
p3‘lially s. lotaliy w.ihhe'rj. rusprsti vc‘y (-o* rClA Exen pi 0'*s 5 3 7) 

GFilk/SLEY.D N'RC • No Dda lod Alli'iiron G.^oo 8R/09/C8 DAY !) A-.isi r. TX 7pp 
•itSCfi 'GO 46600 174 

-8000260370 Summai 70s uclic*~. ilems o-> pari cl icunsoo rcsdrrij Iren 8U0205 ment 
ing icensoo ol NRC hea(J a.arK‘s ro <;tosl:ur:i M?r?il by alieya'er.s retcwoo irr.m 
GAP & Salely S dnfica< ro Assr-ssrr.em loom si:o insp iJnsiwi ws ol 6^01 18 
KAUA'.'3l.N P Prc ect Droc'crnto IV. 63702/1* P'OjOfi fVeclcrnlo iV 2pp 
466Db.l63 46605 169 

80080301 12 NRC ‘rfo Nolicc G3 059 “f/Slv Gj Jo Rai Enure at Wainrford Uml 3 ” 
Svc list end 

FOSSI.C E DivnsiCO of Ope'aloral Even’s Assosirr.om iPos* 37041'). im'09'09 
Ccnso: (latea Ldison(^o o< New York. ‘nc I2lp;j 4b4f,7 011 -16467 131 

8303040062 Jinpp' 1 to NRC lulo Nolico 86 004. 'Ti\Ml*c,naic Ojali* catw d Go.'i.nx'.n- 
lalicn ol f ire Oamcr Por.oiration Soals.'* Sec l:st ere 

RdSFI.CE. Division cf Gpo alO'al Ever*.* AssessTeni ;Posl 070411) 00/00/C9 
Ccnso «;a1'id Edison Co o* New York « w 121 pp 1&559 ?C5 46568 326 

0800050135 NRC info Nohco 88 Of.O. 'Iradeq rain Hosiq’’ & “•siallaiion of Walertghi 
Periotrolon Sea s Svc I s: or c* 

ROSS' CF Div.sicn cf Cporfltonal Events Assosstooi {Post 070411) 06/C0/1' 
Cor isclidalod Edison Co rf Now York Inc l?3,np 16569 29P 465 70 060 

8900050248 Nf^C Ir'o Nebco 00-CGI. *00100' Ho<,m Hflbilabi’ily • Ftcceni Rovews cf 
Opera* ng E>pr.ne^t.e " Svc I Sf enc . 

FICS5I.CF Civisicri cf Operational Evonl9 As*.essre.il {Post 070411) 08/00711 
Co 'scl Jalcd Edison Cn cf New Yc*-. Ire '.25pp 16694 312-40596 076 

8000170289 Forwards Inso Rcpl 53 498/63 i? & 60 499/06 42 on 000712- 14 No v«c 
ial ms '"olod Th-eo dcf.cierL es idei»tiir«d 

CAILAN.LJ, Regon 4 Ofc Cl Iho D-irecicr 80/C87M. GOLDBERG,.} M Hcusion 
Ligntirg & Power Co 3rp 46671 135-4657 1. M2 

-0808170293 Ir.sp Repls 60 490/00-42 & 60 469/69 42 on 060712-14 No viclaliO.ns 
noicd Major areas mspecied per 4 t>rmanco & capatu.tes iLany af'rual c<crc..«e ol 
omer^ercy p'an & troceCbros 

1EMC.NM. EVERETT.R J Region 4 Ole of the Director 80/08/05 Spp 46571 H0 
46571 M2 


0008050295 N : 'C Ir.lo Noiicn 00 Ob?. Rccrrl r <r.,' r;*> r<: Inn enn-nia: :n cl Cl P d 
crams hy Simpler* of Tr.v sp*:M ■•MM.oqes ’ Svl nsi enc- 

BURNET’ IU' «D v.sidn r I Sulo.j.i.ius .5 Tran* 5 per raicr If'osl O/Dt’O; tZfZin? 
Ccnsj -dated Filifl.'nv Co (4 Now Yor* 'nr *nJ!:p 466H* 166 4f 65 ■ i»bj 

8838220069 r c*wvrK !n-,p Reft* 5 60 -ItirT/PA Ah A 6n 4 in/ fin. 4b on 603^16 >'-'h vo 
nhons noim 

i ALLAN l J Ro.j.or. 4. Ole ol tlm D.ro tor <l!i/0fM2 GOLDUE RG,.- *■ l—r Sion 
L‘<jhl<n.) & PoAfr Co 3pp -!6592 333 >16602 336 

-08O922OO7G lr$p Rni.ts. 60 4')0/0<l 44 X 53 409/f*rt -IP on IP'O/IH-IS No /<. 110 ns O' 
CCv ai-ons noiod N'a u' areas mspeLtml ->i vi.f 5y organ /ol ..n.snc..rily p ars a proc-o 
.iu’CS X silorj.xards eonim v< r v 0*..n 1 ► p. vm.nl.il ni' 

L'AFI‘JFS t A 6. EVLRE’I.fN, Ur.) or 4 Ol. ol the DiOdor 80 C6,0 j ip 
46802 3‘j<> 4U-ft2 TW 

8808220152 : onvnnls Syn^pys lo nvrs*igr»l on *'4' r on O-i 1 5 *y la sly.* 1 re 

wair.h ogs ar pl.nl 

lAILAN.L.I. Hr.jicri 4 Ole: ol I'u* DredO* !i«/rnM2 GO. I>: ILHG.J H 1 . v;n 
Ln;||' r.) & Fcw'Cc Ipi i'« ' 4ii*.::«. (ifit. 

-6809220161 5/hd|>ss c 1 Ir vests |al on Ri»f>l 4 n:H <>n I!i?0i2').04 *5 N- i':nn p' 

,111. 0 rr,t».n1 Mr. cj areas rvnslriilo : .il'aqc.) fals.lic^ti.'i 1 of fee vv.lt: I- la.j^ 

GnlFFNIlB DR'SKIU UD. dAvf.S.fHl Reyn*i4 Die ll e Pin-I.r iWWf. 
Cpm -ir.iYj'.u-*.! -i*iC06 ;:«6 

8008220302 I <.f\var.N Irsp RopK 60 49fMih. jn K 1 (M-i<)/b'i-:n on nHsf.01 J: 6 ndc * 
ol vio a*irr 

CAl.l.AN.l J r«njo'i 4, Cfc Lf tlr Dirnrfrr f!n/i)f!r 12. CiOLtiHtRo.J II M -ni*lc:‘i 
ligh’r-g A :> owrr Co Jpp 4tV>0P I’A/’ -n.fin') 2H4 

* 8009220319 f,'ct cc of v clif*0 > Ircrr. irsp cn 0b :6DI-J«l Vuaf «.n iioIm) n> iv/ dy 
ir si prrfarrnc.n lo' m:ior np -rair d valvo "V4M8 mil ali**r hhtlfjtfl A < *< A9>r*>\on 
:>l-mr cc reVasu of «ip;rox 1.633 i;.r 01 *; ol i.nlw.isto oremred 
* R<*ciDn 4. Ofc ol Ifir.* Drediv ii6/0H/l2 2| |> 4t»*3K> 260 46608.261 

0QOB22O329 is:; Repls 63 4>i'»/f'U a*) X 6f) 4'hl/H6 :)»» on 'iBOiiO' 30 V:v<n5 
1 o'r\J h*a|0* a rns *nspr: irl n'lninuimo r.v. *ir r.*viow.sn,iior,.vn k<;n oo's*!:? ron rol 
■a j-n.corfa r'lrer.l cornii.i-iliMu t|as r:jnl*o> sy** X s.i’ely fatr.l ro n>ti.rii*s 
0ESS..IP. GARRISON. D l [) JfJDY HI' fV.j.or 4. ('•*?. nl l*.o 134c: tr 0'J C n 736 
2:i(-p 4CLL-C 262 4660o 2b4 

0800230386 I cf words Spr . al Pcflomini r.r- Assc‘S*;me:U Rcnl'i SO -I'lU'lH *1J ^ SO 
■HPI/MU 43 on Ii!l0f>?7 070l 0per.il /is*n ssm-rl will f:*-m |nl of even I >i| .I*ir/t1 
SAI i> 

f.ALLANL.) Murjicn 4. Ol r ul lhr> Di.v lo: rW/Cti/l? liul DUERfi.JII Nc .s'rn* 
Irj'ili ,r; & PoAt'r Co 2pp *Ui625 3 H -1t : o26 33? 

8B08230392 ‘tsp Uc:.*s 6C '1'»*)/60.43 K M) 4'KJ/H') -U in I'ilCGi'/.llA) I Nla f» V' I to 
:r am wO.lkrossos Octuii M:i|y a.n* is in*.p sit' d ul. po* Ioni an .<■ of blarl.rp k 'rislir o 
.iClivil't'S i'i, o'vi'13 Ur.it I pun* In |nu‘'ni*;ii , i:| lo powi r N:> m*-:' of Uni ? r. -I* •.<■<) 
UFACU.AB RryJar 1 Ole ollf o Dror to; rj'i/ofi/';' lf»p|i 3 ‘ 5 16C26 n." 

0800090264 NHC lolc Nc' to 4t! 063 Hi;|l< Rarfia’ion II i/n ?ls I'rnm In.ntati-t .( oro 
Dr’ortarr. A Cab'os ' Sv.~ iisi 1 r*c 

HOSS ,C E Divsicn c>f Cpe’aiirtnal f;v«.-*iis Assessment lPos>1 U/0-'.li| AJ. OB.'IS 
(.ianscl duloif Edison ffo c 1 New Yor- l*i:: I lOpp ■•6 , 2i , i Oof* -ift'iii'.r ' 74 

0000220239 f r.rw.irds lns;» Ueiih. fill 4 *15 X 6<l •IbJ/SH -1i> on !i!'ll/H-7-)fOv.i 

11' out, O' riov a* o' is nolCt! 

CAi I.ANLJ, Rugioi 4 Ole ol 1110 n.rrio' M6/0'i/15. GOI DilEFK.J I* IlmSton 
L'ij lies) & Pi:Wt*f Co 2pp 46600 10 5 41,600 202 

8009220242 fnv.|> Repls 66 499/64 46 A 6U 439/m' 45 on 6407 1 1 73 No Vis j 

diviahons r c’e l-Mapr an.*as ’sporU';! yr*il« Alim ol fi*. hulls ihl’ir*:' .rrsi 
LLLLRSHAYv-L L MCNE Li W M , FJAHMS.I Re(j'Oi' -V Ofc of flu? Dir.;;h ■ lofOfi/ 
[? fipp 4606:1 :*>/ 461,00 ?0? 

60001 10206 NRC Info Nohcn 95 01*4 'Ri-pcrlmg I res in NuJim' RfOCOss S,S «■ '. i'l< v 
a* F*r>wor P'nnts * Svc I .si oer.l 

OOSSI.C F D /is on ol Opera* r rial f.vonrs Assessree'ii {'’osi fi/c4f ‘> bJ C u IH 
i ansrl Mated Fdisoi (^o of Nnw Ycrk ec '04pp 4fi*>4:i Co 1 -46043: 104 

0000120327 NRC; lofo Njtce 5b U55. ” n;jdve*teni Drainages ul Sp;*‘i| Fuol f-nc's “ 

Is* end. 

HOSSI.C F D./ison of Of eratoaal Lvonrs Ass.;ssr: t w il jf'osl 0704m f >4 UJ 
Cense l cla*ed Fdir.on Co of New York me s?3p|> 46626 :i I 1 46i3?fl: 1 31 

8BG826Q0Q5 RcspO'V.K lo NRC ttH070iJ l*.r rv v/Dlaions roled •* osp flop's 6*0 lVl/09 
J8 & 50 409/66-30 Co’rechve nc . lions rov.ow Of ruolO'i-o; rrtphcai :^.*i farms tn \ nl.ly 
aridl inn p pe wpi viclaions coainlolod 

GCLD3ERC* J U Reunion uigf«rrr) A Puwnr Co 08/06/1 9 Doc 11 n.<> 01 C cn'-,.! INm.h 
inncuinoni Conlrol Lies 1 -) Gpp 46640 261-4(U'4H ?f,6 

0COB 160392 NRC Info No‘co80 C66. ’ Ir rJjsi' »il Radiaqmpl'y *»sp X ilnlo'CC/n-ni * Sve 
I si nnd. 

CUNf. INGRAM fi E Diy.sou ol ndastnol X Meoieal N..c‘ear Safely (Po‘'l IWt?. J) 
86/06/2? Ccnscld-riorl Ed-so i Co ol New York, nc OOpp 40b?6 1 3-1 1GG;'S ?2J 


88081604 14 NmC Info Notte80OG7. "PVVR Aouln'y Fruuiwaier Porrp lr.*t»'*e Dver 
Speed Top Fa lire ’ Sve Is 5 encl 

nOSSl.C F O.visidt o' Cporalional Fvorly Assessmenl (Pe«it R/0411) L''hnH' 2 p 
Consolriated Fdiscn Co cf Now Yo*k, Inc l?3pf> 46643 105 46643 227 


R. Periodic operating reports & relntod correspondence 


08Q726O3OO N'oniHy opo'&Ung fepl lor June 1086 (o' So. ,lh T.jvrts PfO)<vA 'J l 1 Wf 
600 712 IP. 

NEbHSTA.JJ. .MCBURKF TT.M A Hojstrn Lighl ng & Power f:o fl(RC0/3C 9pp 
46292 07b*46292 G84 
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8809160446 Final response) to f OlA roquusl for documents ro lolal .n r ,p hours A lolot 
nunroor Ol Vidnhons ter Hoy.on IV plants for CYB 7. Forwards App A document App A 
docurr-ni also avai'al/o in PDH 

* - Mo Dotdi’oU Affiliation Given R8/07/21 Wll.UAMS.O G .jHA Assoc ales 
?pp 46523 273 40523 275. 

-8809 160452 ' Teta' hnjngs& Hours for Each Hogion IV F’^ni for 19A7" 

* IHC ■ No Do1ai!6d Allnation Given 00/07/21 Ip 40623.? 7 5 46623 275 

8508180387 Menth'/ cpotai-ng ropt let J«> >888 >0/ South Idas Project U<vl 1W/ 
8803 11 nr. 

NESRSTAJJ MCOUflNFTl M A Houston Ligliliriy A Power Co 0A/O7/31 9pp 
46503 2‘.6 40088 263. 


S Reportable occurrences, LERs & related correspondence 

8507260141 l.ER B? 01.1 01 on 07 1 102. auto aut'iai'Ori of control room ventrnnan sys 
n‘o rtc rcjlot'on rrede OCCurrad Caused by mcrnoniary toss of pawe' lo lo* c gas 
rv:r lor ng sys A swiich hand'd improperly installed lay added W/UB07I? Hr 
AYALA C A . VAUGHN. G E Houston ughiwc) & Power Co 00/07/12 f;pp 4020/ 244- 
46267:240 

6607280116 1 ER BB 030 00 on G0Ot>lb,Tcch Hpou 30 3 nnlcnd On two occasions 
when mo r.urrtict of oporah‘0 ©ssonijfli tb/Jr./s noi melCnuso Cl pump seal fai'uic 
uncer nvoslKjat cn l OA(J Clr loodor breaker lop caused tiy pi-rsov.<H error W/fldQ/ 15 

Itr. 

AYALA, C , VAUGHN.G I* HuuSlon lighting A Power Co 08/07/16 OpP 46327 106 
46327 MJ. 

6603036160 LUH BA 040 00 on flUC6?3.S‘jfvo llnnces ulonlilicri w/Toch Specs ro reactor 
!*p broader tost intervals schudUod w /method wh:ch could rosu'l in improper slogger- 
Td of fust inti.'ivd'sCavjsod by inadequate program. W/P607P5 tfr 
AYALA C , VAUGHN.G F Houston Lighting & Pnwo' Co 68/07/25 7pp 4b403.2l7* 
46403 223 

0806060035 Summary of Operating fleaciors Fvonttv Mooting (IQ JO on oi 

attendees & summary ol roacior scrams end 

IANNING.W Cvnnis Assessment Branch 8B/D//20 ROSSI. C L Dw.sion ol Opor- 
Glionai Events Assessment (Post 07041 1) Upp 46402. I61MG-102 101 

860805004 7 P.ND IV 00 060 on 0Ul)720.llCOhsoO ir.ppnd roacior ftcni 10U% power ns 
pan ol planned 100°» power p'aloau Initial startup lost program Piukinnnry rusulls 
sanslaclOrv Un>1 w ,' roma.n in hoi Shutdown for topo.rs 
HCLLFR.E Hog-on 1. Otc of Iho DirodOf Ufl/07/20 Ip 46430.324 4G43A 324 

9808110005 Sp-iC'hl ropten 0GO7O?.diusul general ri: ncnvulil failure occurred dumi) 
irrvYtily oporabi'ily survo llpr.ee ol slandby tfosol pont.rator l? lOSvi'Lng in ^oss ol P-T 
mary start-ng cucnt Caused by d.slodgcd roioy 

VAUGHN.G E. Housion LiqhLng & Power Co 06/00/03 Con.mont Conlrcl Branch 
lUocumom Conirol Desk). 4pp 4CSOO 240 405C0 243. 

8608170340 LER 66 044 00 on 08O7K,nul<>mailc acluatmn ol conirol room vontilaton 
s»s to toc-rc u'al'Cn mode occurrod Caused by prcsonco ol Ho'on gas m zero aamplo 
gas used as rel valuo for measurement of suhsoqnonl samp’.os W/MOOdHO Itr 
AYALA.CA, VAUGHN.G C Haakon Dqblioq & Power Co flft/00/OS) bpp 40562266- 
46562 273 

8803100012 LLH 63 043 Ob.on 8007l2.survuillanco lost fer conian’inahon in gunerolo' 
fuel ort not per formed duo (o personnel error. Sirrvei^arrcr? performance on duo date & 
rev.ew of ovc/duo roots requiromoms added W/8BO0O9 Hr. 

AYAU.C A . VAUGHN. G-E Housion LujlUmg & f J cjwcr Co. 00/OA/O9. H(:p 46593 354- 
46593 350. 

6808220017 LER AA 042 00 on 08071 1. automatic itclualicn of conirol room vuiti'aUn 
lo roc rcu-aiion modo occurred as rosuH of high hydrochloric acid ir p on one of i*vo 
toxegas annly/ers Caused by malfunction of nnntyzor W/00OflO9 Hr 
AYALA. C A . VAUGHN.G E. Houston l ighting & Powor Co. 00/00/0!) 6pp 40000 202 
46603 297. 

8608220123 LCR 08 041-00 on 8A07i0.higl» toxic gas alarm occurred w/o 0vHomat c ac* 
l_ai c^n a [ control room ventilation lo rt.crcu'aliun modoCouSod by .ncorrcci configura- 
ten of v/mng W.nna corroctud W/080009 Hr 

AY ALA, C A,. VAUGHN.G E Houston l.igfilmg 8 Power Co 00/09/00 7pp 4G603 003 
4C603 09H 

6009220095 PNO-1V-00 060 on OfiO0 l2.RuQion IV r.oMiOd of truck accidoni on tnleisiato 
10. approx 30 nries wosl of Baton Rougo I ruck carrying cighi now fuel asscmh'ios lo 
/ac4 ty Slipping pockagoj undatnagod Packages reJurnod to Slate of SC 
HACKNEY.C. Region 4. OfC of fho' Duetto: 80/00/ 1 ? Ip. 46000 060-46600 060. 
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A. AppUcallon/conslructfon stage documents & correspondence 

8000250139 FOlA request for documents momo/mi-zing A reflecting soil sludios sutinnit- 
ted by ulif.ropl of mod Of PADD & Rl.RS slroambod, final specs & draw ngs for mod of 
PAD J & FURS slreambod & final ropl of undorscopago control sys 
GULLEOGE.H. Standard fntornaiional Construction Co 00/03/15 GfllMSlEY.O NRC 
■ No Detailed Affi'iation Given 2pp. 46600:120 466C6. 121. 

B9081202SO Forwards oddl into in rnsponso lo NHC quoaiionu ro revised cere ctcs.gti & 
energy feomremenls 

PAtLF.Y.j.N, Housion Lighting & Pownr Co. 00/05/15. Oonument Conirol Uranch 
l Oocumoi 'll Control Desk) 0pp. 46531 23B -4053 V 24 5. 

9807290275 Hequesis NHC concurrcnco lo use optical d.Sk document sys lor slorago & 
rotneval of plani OA records. Gu delmos lor plant io follow lislod 
MCBURNET1.MA Houston Lighimg fi Power Co 80/07/ 15. Document Contiol 
9/arc>j (Documervf Control DeskJ. Dpp 46343 350 46343 'JQO 

6807280154 Notification ol 000810 meeting w/ulil & Wostmghouso in Rockvi'lu.MD lo 
discuss BMl thimble tubo studios 

D.CK.GF Projocf Drrecforafe IV. 80/07/10 CAf.VO.JA P/c|oc> Directotalo IV- Cyv 
46339 150-46339 164 


9800230117 Parlal rc*r,pO”so to FGIA rpr^osi lor documents ro plani App A documnMs 
oncl & ava latio m FOR 

GR1MSLEY.OH NRC • No Cota led Afliliation Given 00/07/28 .lOftNSON.G f 
Sw-dlo: & Do. 1 'in. 4pp 46001 267 46501 ?70 

--0708260307 Forwards repr re ficors-fg & rosiart Sr.hodu'ufi.per EDO 67072/ 
mo mo Info wi'l to prnv.dod weekly 

PUNCHES J! Program Maragomonl. Po'iey Uev^opment K AnulyS'S Stall (Post 
070411} 07/00/21 HAYES. D fi Gflico ol Invesl'galicns Upp 46501312 46601.322 

8003110010 Forwards voyage ve.iliCAbon tost results ndicailr'ti lhai malhumat cal 
model uh'izud ai plani can nu usc<1 tu consoi vutivrly pred-ct an* l ary power disinbu- 
t on sys vO-iouc-3 in rospenso to FSAR Guest. on 4 3D 2GN.Pnrl 4 

MGOHUNET CM A Howcn Lighlii.g & Fowcr Co Gff/Cfi/02 Ojcufflocr Comrpf 
Branch (Uocumunl Ccnlrol Dosk) 2pp 40605 IH'J 4G605 152 

8BO017O312 Rospcnds to request for adUl nfu ro revised co*o design/ or.rrgy require 
ir.cnis 

BAIU--Y.JN Houston lightng A Power Go 00/06/1)2 Uecunio.-H Control Biancli 
(Docurimnt (Jcnirol Desk) Of P 46571 047-406/1 0!>5 

0800250144 Fi-’a’- rospenso 10 10‘A roquet lor docurronts App A dorumcnls ercl & 
ava lab' a in PD?1 

GniMGLFYUH NHC • No Oolaiied Alli'inucn Given M0/OA/O4 GlJLlFDGF.R Stand 
ard lnrorn,t:.cnnl Codsfrecf cn Co 5pp 4 G ft 06 >22 --J6GC-6 >59. 


•0OOA25O152 Aclv.sos llial ASLG hearings ef-dtiilpor dscu^s.ons w/lUn.son on 
050'J2O Ooard has nil feels & issues resolved. tncroluro no wiinoft&us m.cd lo hu 
cn/eil 

l ANOSMANR D. Rugio-r 3. Ole of dio Direclor 05/10/04 GHFENMANI G Region 
3. Ofe of U<0 DuuClor lp 466 06 163 46600 153 

8A0B25O 1 54 Fo'wbfds FIB Ifindsnun A51U04 momu lo EG G'fiomion ro iustmony.No 
ou is tat .r !mg locf-ncal isstoti foquu.ng rosolv/hon os rosuU ol La^ilsnuni 
Invnlvomcnl.lssto c'osod. 

GnLTN^AN.EG Jtogjon 3. Ola of If'O DiuClor tit./ 10/ 1 1 DENlSE.H P Region 4. 
Ole Of Iho D.roctor lp 46636 1 5-1 - 40606 1 54 


--80O8250 158 Rccorrmends closu'o of A'lcgnt on 4 H3 A UbJ banud on listed info 
CONSTAOLt ,G L Reg on 3. Ofe of tho Dirucfor. 66/03/?/ LfACdSQtl.M F. Reg-on t. 
Ofc Of Iho Oec-Clor ?pp 40600 156 46006 156. 


-0OO825O1B1 Advises ol ruvit.*w cl 06 ur uv icusly icehn.naily closod nFegahon fifes from 
mrl-19d3 io cu-roni data tssuos orIJrCjssmcnt rcasonnb'.y & propoily tmsud on mfo 
inadn avolablo t>y n'Jcqor. 

CALL AN, L J Hegcn 4. Ofc ol tho Direclor. 87/12/03 MART iN.R U Rogiou 4. 01c ol 
)ho CifL-ctor 3pp 46606 16? 4R(j(J6; 150. 


0008120089 Forwft'ds tnsponsu lo ulil 071201 & 1/ roriuosls ro stall hour troakduwns 
A conliactun' C09is Inr plani Rosponso io two quusi ons idonlil.crl in 001217 hr oncl 
i-KH.LOWAY.CJ L 'Con so Poo Manfrgo/r;ont finir . efi FJN A 024b 00/00/06 
W15GNQURG.M It Housion Ligbi ng A Rower Co 10|>;> 40631 2/5-40531 282 

0000260354 Final feponso lu FO’A reciuost for dor.umonts i ciwrnds App V 8 non 
oxomnl poriions ol Oocuinont Q/1 Su6| dtjCumenCs nfso ovai'abfo in RCHApp Q 8 FI 
part-el, y A loUil'y wilfhc'il. ruspnclivofy (rol f OlA Exumpt.cns 6 A 7) 

GHIMSlEY.l) NflC • No Dole. led AIN anon Givuh 80/OA/O8. DAY.H Aus'-n. TX 7pp 
46600 160 40000:1/4 


8001190288 Pml ui!y w.tliholl memo advising Unit on 071224 US Ally Ofc Nod nol'CO 
of oppunl & rJunierJ NRC poidlon tn onforco subpoena d.rnclud to B Gordo to sm.-k 
htifr>lv ro'ait'U niotn 0 Gat do |?uw>oss:on Nulico of nppeal oncl 
eniGGS.WH Solido: BB/01/05 HLHM.I A Ole oMho Cxoculivc D.rcclor lor Cpor- 
olionq 3pp 46666 170 46600 174 


••8808200363 Forwards transcripts of intfjrvrdws w/Affrrg-ur.s (concurred indivkljn h) 
1.2.4,7,12.13.21,25,20 A 30 A roquosls Lo review A ud.1 mill which cOUd comprom so 
ofc o'nqo nq or p'ennod investigations of act.vilios ut plant 

CALVO.J A NHC - No Duia locl Afli'itit.on Glvrjn. 0A/02/08. HAYFS.13 NHC - No Do 
leitod AfU'Ohon G.vOh lp 4G606 16/-4GC00 16/ 


8808150440 Ro-quosis NRC roviow & approval Of analyRos dcrnonslrat ng low piobabi'ily 
of ppe n^turo in RHR suci'on l.no of plant & based on subj onolysos.pfoposns lo 
uirrmnio tonsldorai.on ol dynarp:<: oflocis of Doslulrtied ivpluros Foo paid. 

ROSEN.Gl Housion Ught-ng & Powor Co. 007110/09 Documonl Conirol Branch 
(Documenl Ccnirol Dosk). 4pp. 46548.200 46540 2D5 


■8808150451 FloquOSls wilhhold.rig ol end proprmtary mfo from pub'ic disclosure per 
10CFR2 709 All davii providing bayis lor withhold ng suhj mfo from pvib'-c disc'osuro 
also one*. 

WIlfSFMANN.R A WosCinufiOusO Clcctdc Cotp t3U/0?/0l. MURLEY.T £ Offtco o> Nu 
clear Hoaclor Rogidahon, Director (Posl 070411). 7pp. 405-10 204-46548 210. 


-0808150461 "Tochn cnl Bases fo' El.mmaling HHR L no Hupturo From Btruelural 
Design Bas.s ler South Tokos Pro’oct Units \ S " 

COSLOVV.BJ SWAMY.SA, VVITT.FJ. Wosimghouso Eloclric Corp. WCAf > 11774 
86/00/30 85pp. 46548:21 1-4G540 2G5 


6808160368 Discusses summary ol NRC lochr-.lcal Qudt ol US Toni S Dio, Inc on 
000720 & 2i ro design ol hgh donsqy spent fuel rock Audit conduciod io support ut » 
000300 amend request concerting Gxpandotl fuol storago capacity Agenda oncl 
ROSEN.sSL Houston llQHUrm A I'onor Co. 00/00/00 PnctinoonJ Conho'- Dramh 
(Drjcumont Conlro! Desk). 13pp 46501. 1 57-465G1 247 


•8800160374 Exper.monial & Fm.lo Uloment Evaluailon ol Spent Fuol Rack Damping 
& Stillness " 

SCAVUZZO.R J-, LAM.PC. GAU.J.S AfMntion Not Ass.gnod 08/01731. 5lpp 
46561170 46501 220 


0808170017 0:scussos 080/11-12 moating w/Buchtel Energy Corp & IJS Tool & Ux-.l nr 
ro spent fuol pool rjro'ago capacity using fvyh cfnnSily sponl luol racks Requests that 
proprietary documoms bo vnihhold from publ c disclosure. 

MCBUBNFTT.W A Houston Llghhrg & Powor Co 00/08/ 1U. Document Contrd 
Branch (Document Control Desk) P7pp 465/7 324 46577:350. 
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8B08t7C(J40 ne-guesis rcti:.* Ijot ASML CJ c ?o-‘ & Pres*. j*o Vessel Ctxio. Sect cn *1 re 
< 1 ^ f (Roiof Regiesl HR ENG 0?) 

3AILFY.JM Motion I .g’l'i'ig & ^Crter C;> (‘0/00/10 Occure.nl C e*il*0* Branch 
iCOTUTf III Ccnlfcl OeskJ /bpp 46564 C-9? 46504 I'M 

880823029 1 Nobbeahen cl 980f>P^ reeu-v) w/..li A RncMcl n Aliscn FVk.PA 10 05 
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405/1 t42 

8800950295 NHC ln»« K'Cit.ce 88 062. 'Hecuni f ndings rc Imp unu.-ilohor’ of QA Pro 
1;y 5. pp/ers of fransprr/ Packrvjeft ” Svc hut onci 
SJni4L Y I.RF C. vision ol Snfeguflrds R Trnnsporlat on iPosl B/lMiJJ Qb/OQ/l? 
Consoi'Jattd Ld.So i Co ol Now York ir.c I00pp 4G5U1 165 -16501 263 

0008220069 Fo wa-ds Insp Hopls 60 49/1/0(1 <[ a & CO 490/ Hb 10 o*i «<!U71U 10 No v:d 
lilliCl'S rioted 

CAi.bANLJ Hog-en 4. Ole of Ihe {Xrectc/ 0H/0B/1? GOl DHf RG.J H Hnuslcn 
Li JlU rg R Power Co 3p;i 46602 333 46602 33ft 

•88062 20070 “isp nnpis 50-193/00 40 & 50 4U9/80 40 o r i 000/ 18- 19 No vio-ai-ons ec 
dev nt oris rotorl Ma|jr oro<is .nspodco secunly nr/)3rii/atio ).secu , ,*y plans & iircce 
dares R safcg-.-ardS cervimgcecy p’an rnip’oipcnialijn 

FARNLSIAP. EVLHFTT.HJ He»j.on 4 Ofc ol tne Oroctor 6H/68/09 ip 
4660? 336 4Ce0? 336 

80OR22O152 forwards synopsis to -nvost gallon ropi on R8012H-C4IG ro falsfymg lio 
w.uch logs ai planl 

CALI AM J Reg on 4. Ole of tho Dirocio' Uft/Ofi/l? GOLDBHRG.J H Hn/islr.n 
L-^h.liey 8 Power Co 1pp 46605 081 46605 006 

O0O022Q1Q1 Synopsis el InvOSl gnUcn Rept 1-80-OO4 on 80012(1 01 15 No r.o-.conip 
a^co ro'ed Major aro.u. invof.tionied ai oged leisilicaion ol Iro woicn egs 
nn mu.nQ . dr/sm/ i ua. hayfs.o r Hogron a. oic a< the. D>fcc:or sh/ov js 

2P3. 46605 034 if.pno 085 

800622039? r o/wav/s ->„•) Repls 50 499/D8 39 & 60 499/00-39 cn 0«Ot.O) 30 R nol.ee 
O' v o'ai-on 

CALLAN.LJ Rt-gon 4 . Ole of tho Cirecto-' 00/00/ 12 GOLOnfRC* J H 1-ojsloir 
L'SMrq R Power Co Ipp 46F00 257-4f.T>03 204 

-0800220329 'nsp Repis 60-108/88 39 R 60 400/88-39 on Bb060l-3l» VicUH'Cns 
nototlMa.cr area*, -isperted.nonrout'ne oveni rov ew.snaidown hem outside coiirri 
ream ccn! ar.mr>ni ecmijusl.b'o gas control SyS & saloly rclaled romponenls 
BFSS.IF . GAHRiSCN.D L . RtJNOY.H F Rogon 4. Ole of the Drc-flcr 88/00/05 
?3pp -ICeCJ ?62 46603 204 


8808230386 Forwards Special Pe lormarco AssossmoM r, .epis 5t> JOii/ii'J 4.) R C'l 
490/8(1-43 cn 88062/ 0701 Special asSGSS'ner: wli f-nr pa*i ol ove'nil nbi.t U n.-»xl 
SAl.P 

CALC AN. L j Fleycn 4 Cn. nr ihrj Cicclor HB/iM/ 1 ? <iCl HGLRG ,1 M *o .s‘o - 
Power Co 2pp 46G76 3 13 4G625 132 

.-0000230392 Tsp ReplS 50 498/(16-43 A 50 4<J'7/0(i 4 3 cn Hft>527 <>70 *!■> fna|.,- pro 
gram weaknesses noted W a/;* aroas insptrcind ul-i por'-ynur.tn o 4 s».ir u.p R losing 
aciivtys invoking Uml *> pner lo pror«-tiling *.j rower No insp ol L-'.il ?. co'il.-cie \ 
REACH. A. Ll Region 4. Ofc ol l‘«* O roclCf HB/CO/i? iHpp 466? 5 'J 15 46075 ;)J2. 

8600090264 NF1C Inlo Nalico 0Q Of.3. ’ HgU R.irl.HCn Mnv.i'ds From lu.id llf.d ir: i f.re 
Doit-t'ors R Cab'es’ Svc 'ist cncl 

ROSSl.CC D.vision ol Of.o/tiIcnHi FvciUs Afts«-ssme*d ifVsl b7C-il*.) ftft/(:8/i5 
Con r .f)i dated td^.or» Co of New Yod-, Inc llOpp 4ft5t9 0t»C.4b5i> ) <74 

8800220239 Forwards Insp 60 HjrJ/BO 45 A 50 499/BH -if. on 880/ 11 2 ) No .» 

la* Or s o* tJrv at ons rotod 

CALI AN.L.J Reg on 4. OlC nl D 'ocici. 80/1-fl/l‘j C.OLDRi'RG, J rl ('Ou-.inn 
l ighi. ig fi Power Co 2<.p 46GOO 1 U6-40fC0 ?02 

-B60Q220242 Inc.p ftp 49b.M!0 ift & 60403/0.8 45 tin AeC. i i 29 No v.rlarui r 

dovn'. ci"*s rolcil Ma u a 'CPS inseucirrl vonliciliori c' as* bn Hs (si . c:ur«-'| 
HUFnSJIAW.L r . MCNEJU wU. BARNES) Hcgo-> 4. f.'Jc ci Jim Otrmrj 
12 Gp;> 46633197.4 1.600 23? 

8003110206 tlKC Va f.oh. o e 0 361 "Hat* rfr'-rj Frv$ n VuClC.i' fk-.i t#4S S v «- af NMc 
ar f^wor f 1 «inls " Svc 1 st urcl 

MOSSi (- E Ov.scn o‘ Cp'.f.d onal Lvnnis Asfti.ssniw: 1 (Pusl ft 7«>.; 1 1 > d 0/0*1/ h 1 

Co-iSCA.'tVlcrf C/.VbCn Co. ol Kow Yi.)fk Ot>' -ifiC M ll? J 

0000120327 NRC Vo Mole-; 88 rfift, *in ad /u rcr-t O-n rn;;.'S ol S;n v 1 i.ci f onR ' *ive 
f.Sl <;fl^P 

ROSSl.Ct Div.son of OpO'aboral Fvonis Absessn.cnt {Po-,1 h<’04 * I) ‘tiJ/;ih/lli 
Conso'daiod Fdson Co o* Now Yor»t. Inc 12Jp;» 4Dfi2tU»' 1 4f,(>?h m? 

88Q025D09S HospcnJa lo NRC 00U7OO dr rc viclali jrv* r-j'ud ri 'nsp Ri-j.'s SO 46fl/PJ* 
3-1 & 50*499/00 39 Cc i rec' vo nciuns 'nvc.w ol Ct.slonv.r 'ioiilr.0* mi Ir.nrs iy Uur.t'y 
ail; li m i p;.po w«ii vio'nt uns co-rploicd 

CiOLOlltflG J H Hcuslo i L\jN|.rui & Power <‘o 08/08/ 19 Dor.ur’in d Cg-ilto nra"« li 
lGcctitT.cnt Conlrel Hoskl Gpp 4f,h46 26 1 4664(1 260 

0808160302 N(1(i -nln f.ot eti t'd C66. r'vlnvj'.-’rtl Hadi'ig-aphy 1 Insp A Fi-'ji'cini enl ' Svc 
Uni 0"tl 

CUNNINGMAM.it L Dr.ivo*' ol InUu&UMU & Medical Nuclear Saint y IIYjsi 870/29) 
HO/09/22 Co iscUalnd LcJMOn Co id Now York Ine OCf.p UX7H i?4 4ftfi?ti 223 

00081604 14 NRC ln«a Nnhcu 6(1 007, PWH Avjxiliary rin-dw.dr-r P..rup lerbr.'? 0*e» 
spi ed 1 r.p f a-i.iio *' Svc l si onci 

ROSSi, C F ().vis‘3n of Opor*d cnal Lvccs Assossmo-.l iPo5l 6/0411) 00/36/7? 
Consol dniL-d fiil*>an Co ol New York. Inc iPHpp 4f>6-ts 106 *.6(:43 227 


R. Periodic operating reports & rolntod correspondencn 

0806160446 F r*Af rnspor-sn fn f O'A roi|u«>st fc.r rfoc. -Tonis re tr't.if insp i>o,.rs & rof.ri 
m.rnte* o? v o'ahonf. fo- flrhjion IV plants lor C Yf)7 forwanlr. Ap|* A drYnnie-il App A 
rlccmntjrr! also nvailabln In PDH 

’ NIC • No Cobtifor/ Aff.i.iton G.vdri tMYQi/yt Af i LIAMS. O <> JKt\ As^OCuft’'. 
?pp 46523 273 46523 ??5 

-Q0Q81GQ452 Total V nrlmqs R. Hcn*s for Lach Hegian iv f ; l.ir i ici I'Jfl/ '* 

• NRC • No Ooiadod AI' Inkcn Givon 66/07/21 ip. 40529 275-40523 ?75 


S floportablo occurroncon, LERs & related corrospondonco 


8808080095 Sunniary ol Opernli^g Roacto-s Evr.nls Mutil<ri<j Pfl 10 on ft!i072<> l.'Si o* 
a do nr: cos & s.mn.aiy ol read or scrams ore' 

LAA'N'NG.lV Evo‘» 1S A4SO.S‘;/n<?.')1 Afl/OZ/i-t i HOSSU. f C vis.</;> of Opt'/- 

dUor’al Evonis Aftsossrronl (Post 0/0411) 13pp. 4C-:ft? 169 -10482 ibl 


DOCKF.t STN-50-508 WPPSS NUCLEAR PROJECT* UNIT 3 


A Applicatlon/conslructlon stngo docomonts & correspondonco 

6608180343 Noiilcaion cf 800915 meOlir.c| w/nl| in Rccky.'lo.MD lo review HHU'/JO 
s>jbmllnl lo reso'vc open issnos ro group I mol.on albr-uahon 
ViSSlNG G S Siandarch;a» cri R. Non Power Ri-ficlcr Prr/;e::t Ci-oclorair 88/08/06 
MiLl.En.Ct Siondarili/al'on & Non Power noftcior Pro.oci Dirrcic ra’n ?pp 
46506 350-46586 360 

6008240140 Forwards ()ljls shewing tompulod U.Hlrin.jticns c' 1roi)..gnr.y ol t/nceorrancc 
displayed m tO'ms nf frac' lo naza'd curves in se sm-c h,i7fl'd rep- 
SORENSEN.GC VVasha-'gios P«W c fVwei Sitpl?y Syslcm 0d/Of>/lP Dorin-onl 
Ccnirol Brancn (Dec urr.cn l Co^lro* Desk) ICpp -IC>62 7 26J J .66?/ 7.12 


F. Security, medical, emergency & lire protection plans 


0007060520 Gonenc Lir 69 10 lo all power mactur icensnos A noMn-s of Pad 95 ao- 
(:rOva'S ro purchase Ol GSA approved sccunl/ conlm-c rs Svc I si Oi.cl 
MIRAGLIAFJ Asscr.iatO DrcClo* for Propels (Post 870411) H6/07/0' CnnsawMU.-d 
Ld.son Co ol Now Yoik, Inc. Jlpp 46390 ?9 : J-4O30 , .i 329 

0808040247 Generic Lir 00 12 tu an power reactor l.ccrsoes A . if :pl cauls ru ronyrai t>1 
lire p'orecnon fcqjiromonis Ironi loch Specs. Svc I si end 

MIRAGLIA.F J As&ocale DreclOr for Rro-ncls (Posl 07041 i) fit)/l>H/02 ConscM duU 
Ed son Co of Now York. Inc 52pp 46163*201-46469 3-1? 



0805200295 NR C lr*u Notice ftft 032. "Prorp: Hrpcrtnp lo NRC of S.;n' cam In: der’s 
n»o:^ rg Hao:cacii.u Wan Svc 'isi e^c 

CUNNINGHAM RED vis.o n ol ind.isv.al 8 Medical Ujz ea' Solely (Post 870729} 
09/C5/25 Corsc‘<ca'cd Ed son Co ol New Yo> l**c 1?3pp 46388 179 46369 299 

0807200162 Sur-p* 1 lo NRC nfo Note© 6d 04fc, l censce Ropl of Do'octivn Relur 
L shed C rCvi t □'©a^ers.'* Svc I si ©rid 

ROSSI.CE C.vsicn ol Oporaicnal Even’s Assessment (Most 070-1111 36/07/21 
Ccnso* dated Ed son Co cf No* York. l-c 125pp 46300 05 1 46308 170 

8807200-246 NRC Bu'tei.n 90 099. “ThmLIo Tyro Thm-g n VAjslifitrci.so Reactors* 
Svc MSI oncl 

ROSSI.CE C.vsicn Ol Ooerai cnal Evenis Assessment (Mosi 070411) R9/07/2G 
Ccnso! dated Fd sen Co cf New York. Ire 123pp 463 1H 0/0-46348 19? 

66072)0216 NRC JnJu 80 052. Fairy cl Jr/'3jJ©T*v> Ta°o ©m cl Mp.'i’Jie/ Suit 

App .calcr B'achy therapy Devices Cnny Paii‘?iv T»«:avncnl " Svc i.si on; 
CUNNINGHAM R.E C v.s cn cl mistral 8 Medea' Njcteir Salniy (Mom 87072-1) 
60/07/27 Corsn.daied Edso’iCo ol Mo* Yc*- 1**0 I0°pr) -16397 029 4639/ 138 

8807220034 NHC UitO No! c© 88 059. I center? Vica*r>ns ol NRC Fleqj Al cr.s.WriCh 
l orl *o Med cat D:acnosiic M saarrin svalicrs Svc 1 1 * enci 

CUNNlNGHAM.Rh D vis-cn ol ‘nduSh a I A Medical Njdefl' Saloly (Posi ft 70 725) 
60/07/28 Cor«.chiatod Ed son Co ol New Yo‘- Me iCSpp 463-0 283 46397 023 


8807220192 NRC inio No* co 68 05-1 t-'a lur© c* Ci’cifil Breaker Fo'lOwrij insial aton 
ol Amp let tor D red Tr p Attach me-il” Svc «si one* 

MOSSI.C F Civ son of Oporai onal Evenis AssessTe.nl (Post 67041’). 69/Q//28 
Ccnso! dated Ldson Co of Now York, Ire *2tpp 464 1 / 620 4 04 1 / 140 

6007280319 NPC inlo Noi»C0 86 056, “Pcion'iai Proti’oms Caused hy Smglo kQu.ro ol 
ES r Swi' Q Bus ” Svc I sf enel 

ROSSI.CE C.vsjpn of Oporai onai Events Assessment (Posi 070411) 0(1/08/03 
Ccnso'dalod Ed sen Co cf Now York. Ire l?1pp 16437 1 21 46437 24 4 

8608030289 Sl.p^I 2 lo NRC GU Ol n 08 035 ’ NcnconfO’m ng Vails Supp ro.) tiy Pipr.g 
Sjpjp its n; at Folsom Nj & Wes) Je'sey Mlg Co al Wii lamstown Nj “ Svc isi er.cl 
ROSSI.CE Civs : pn cl Oporahcnal Evenis Assessmr.nl (Posi 070411). P8/C0/O3 
Cor.sol da led Ed SCn Co o' Now Yo’k, Ire l49pp 46528 1?1 4G530 2G9 


6807290006 Supp' 2 In NRC Butorin 88 OCfi Thermal Stresses n P p r,g Connected 'O 
PCS' Svc is t end 

HOSSICE D.v sicn of Oporahonai Evoms Assossmcni (Pcsi 07041 1). hb/OB/ 04 
Cd/iSC'rdaMcf fdsen Co o. A'cw Yo.-k, fre f2fpp 46504 CJt -46534 f2f 


08072901 tl NRC Info Nohco 08 056, ‘PolC'iha P/oblerr.s W/SleO“0 fctim n, fc Darner 
Ponevatmn Seals ” Svc ist enci 

HOSStCE U.vsion of Operaional Evonis Asaessmcrt (f'ost 07041 n. Ofl/cB/04 
Con sc’id aiod Fd son Co cf New York. Me l23pp 4B56'3 175 40553 297 

0800020095 NHC min Noi ro 80 057, ’ Polenl al Loss cf Safe Shuldown Cgm^mcnl U..u 
lo Prenaaiuo Si icon Co ilrolied Hcctilicr Fa- cro ” SvC l si onci 
ROSSI.CE C-v.sion of Oporai onal Events Assossmcni (Posi 070-tll). Hft/CB/CG 
Consc idaied Fd son Co Cf Now York, Me I22pp 46459 125-464 59 246 

660502010? NHC Inin No'co 88 CSfi, PcidMi3’ Mrcblerrs W/ASEA Rrovsn Dovon HE 
51L 1 irno-Ovcfcjfroni nefays" Svc l si end, 

ROSSi.C E C-v.Sion of Oporai onal Events Assussrrom (Posi 870411) HB/OB/Cft 
Cor.so -daied Ed son Co of New York, ino 1?0pp 46538 001 46530 120. 

0808030112 NRC Irdo Notico 80 059. MSiY Guido Ra I Fai'nru nt Waiorforo tJni 3 ’ 
Sve .st end 

ROSSI.CE 0 vision of Opeiai ona Evonis Asso^rnor-t posi Q70411) 00/06/09 
CoTbo! ddted Fdison Co Of Nuw Ycrk Inc I2lpp 46467 01 1-46467 131 

0808040862 Supp! i O NRC info Noi ce 89 CD4 ’‘.na^qjHO 0„ali*icai cn ft Documon- 
laion of l ire Gainer Ponoirai on Sea s Svc >si oncl 

ROSSI.CE Dvisicn ol Opera’ ona 1 Evenis Assessment (Post 6704ii> OB/06/C9 
Ccnso* dated Edison Co of Nuw Ycrk Inc I21pp 46558 PCS 46550 325 

8808050135 NRC Info Notice 80 060. ' iria-'eqjolo Dos-jn & lr.sio‘loicn ol Wajc’da*’? 
Ponelrfilion Sea’s * Svc I St end. * 

ROSSI.CE D, vision of Oporat.cnai Events Assossrr.crl (Post 07041 1) 8B/0B/I1 
Ccnso ;da:c*d Edison Co of Nuw vo/k. loc 123pp. 46569 293-465 70 0G9 


80OBD5O248 NRC inlo Notice 68-C61, Ccnt’d Rcoti Habiiabniy . Recunl Reviews Cf 
Cpe'al.TQ E>pOfenr:o’' Svc rsl oncl 

ROSSI.CE H. vis Ion of Opeancral Everts Assussirenl (Posi 07O4M) fiQ/06/ll 
Lonso :daiod Edison Co Of Now York, Yii 125pp. 46594 3 12 46595 07G 


880G058295 NRC 'rfo Not ce 80062, *neconi Fndros ro ImplemoTtat-OT ol OA Pro 
mams Oy Supp’ e:s ol Transporl Packages ” Svc list end 

DVJRNE Jl.R f- Dvis cn of Safeguards & Transpcnaiion (Posi B70-H3I 88/00/12 
Conso :dair»d Edison Co of Now Ycik, Inc 109pp. 465&1 1 66 46581 263 

0 P’9 0 2 6 4 inlo Nctico Q0 C63. “II gh Radial roa Ha 2 ards From Irradlnled in Co:o 
Ouleclcrs R Cables ' Svc I st Orel 

ROSSI.CE Div.sion ol Operational Evenis Assessment (Posi 070411) 80/03/15 
Conso idaied Edison Co ol Now York. Ire 1 10pp. 46569 065 46569 1 74 

fl8 0' 8 pJw 2 o? 1 pj^nS ^Sv^hsfercl C64< ’ Rrp0r1 r,Q F,f0S ,M ‘^c'aar Process Sys ai Nude- 

ROSSI.C E Oiv.sian ot Operalionai Evertc Assossmo.-il (Post Q7Q1>1) 0Q/CG/in 
Con sc idaied Edison Co. ol New York, me 104pp. 46643 001-46643.104 1 

08 ?s®en“ 27 NRC lM, ° N ° ! =e P6 ° 65 ’ * lnadv0ftarl r»ramagos of Spcm f : v ot Pools “ Svc 

n* °P e . ,al0 J 31 Evonis Assessn onl (Posi 070411) 08/00/10 
Con sc id a . ad Edison Ca o) Now York, Inc f?3pp, 46628 Cl i f -46628 T33 

08 ?s 81 und M NRC ,nf ° N<51,CG 66 ° 66 ' ' ,nt ' ,, ' 5lf: al Had og.'apl.y Insp & Enforcome.r “ Svc 

B8/08/22 1 0, ' rdu * l " al & Med Co' Nudea' Safety (Post B70729). 
B8/08/22. Consolidated Edison Co of Now York, Ire 90pp 46620: *34-46020 ??3 


speed T/.p FaiL.re ' S/C. IM rnrl 
ROSSI.CE Uiv-sicn of Cpo*al 0‘ial Evrnls Assyssmont (Posi 0704 11) B6/09/22 
Ccnscl daird Fdsoii f o of Now Ycik. inr • PRpp ■’.t:b43 1C5 4664 3 22 7 


DOCKET STN-50-516 MARTSVILLE NUCLEAR PLANT, UNIT 1 


Q. inspection reports, IE Bulletins & correspondence 


0807260191 nesporuis lo NRC. BBOKil II' r© viclm ons r.olod n -sd Ropis 5/>5‘9/67- 
Cl ft 60 529/(17 01 Ccrrc'.'ivo art ons rov-owed vendor* slcrygu S prove t* ,-q rrarl 
i'S'rj;ions (irjansl lech ifee 01 CO ’5 14 03 ft ri'v.sufl Topr.Y Rep’ T VA • 1 1 i 7 5 - * A 
GRiDlEv.R Tnrrosseo Va'iny Auincr.lv HM/0//H Roc c moM Ctnlro Branch Oocv 
rvenl Ccnlro Desk) tbyu 16280 »03 4G2/J0 129 


DOCKET STN-50-520 HARTSVIU.E NUCLEAR PLANT. UNIT 3 


O. Inspection reports, IE Bulletins & correspondence 


0807260191 Responds 10 ilHC HHlKiOl IK ro vid.it ons natod in Insp Ropts 5 J 5|0'O7- 
01 ft 50 520/07 01 Ccrruslivr: ard ons (uvinwe:! vcn-io’s Morago A prGv.Ti /fc r«.vn) 
I’ShuVCns ana tsi Tccii Spec 01 CO ’Li M 03 A revised Tcpcni Ropi TVA ’F/5 A 
GRIDlEY.H forressen Va'loy Aui'CMy M»!/g//i4 Doccinoul Conbcl OranCnUo u 
rnenl Ci.nlro D<.sk). I6pn -182B0- 103-4620(1 123 


DOCKET STN-50 52B PALO VERDE NUCLEAR STATION. UNIT 1 


F Security, medical, emergency A fire protection plans 


0OD7O6O52O Geriunc Lir 8ft 10 to .ill |:Owrr <i>uciO' ICOnSCOS ft holilois of IsVt -i ip- 
P- ovals m y v fchfiSO c' GSA app'oved si’crr.ly ronlair.e'S Svc I si one 
MIHAGUA1- ,i Asscriatn Ddcclor to' Migoeb (Most U/04 1 1 ) H0/O//UI Corso -b ed 
Fd son Co ol Nuw Yurk. “c 31 pp 46300 ?39 imm'l 329 

0008030277 Fcrwords Insp Repts 5(1 S2B/tm- It 1,50-529/ flit 20 A i r :0 530/60 19 on 
R0O613-I7 No violaict'S O’ deviations nou>:J ! 

PATCH J Hegicn 5. Ole Ol the Orr-cKr |ifj/()7/M KARNFROFlf. A r /ons Hi: 
Pcwor Pro.ocl (formerly AnzniM P.iVic SorviCo Ctj ) 2pp *16403 337-4IMr-3 310 

■•8008030279 ?nsp llopls 50 520/00- 19.60 529/00 30 A 50 530/00-19 on C-SC61H* 
17 Nn vclahons 0.’ dovalions r-tiierl Ma.o’ nroas nspncicd v.mo.js vi.U 
a'eas.oiiupmunt in plant A fcl'ow.ip ol r.nlorcon a ont iioirs.open ecn a ft tin' chr.s ; to- 
tcos/LERs 

UUHDOiNj F Req on 5. ntr ol Iho l iirocnv 00/07/14 1 Ipp 4C403 119 4M9'* :i-1> 

6608040247 Generic Lir G0 12 lo a‘l power reactor Iccmsnos ft applicants r-» tnt-:«r ol 
Ire proiorton rr.qurnmonia lro<n lirch S;uts Svc. Iisl citel 

MIRAGUA F .1 Assenatn Oi'ur.lu 1 4 or Mro.tsds (lh>sl 1)704 1 1) 00/06/02. Cental dm ci* 
Edison Co ol Now York. Ire 6?pp 4f.4(i.) 291 4r.4l>3 342. 

8606220130 forwards Insp Rents 50 52H/0H 10,50 529/ftft-IQ A C0 .5'IM!G10 
080522 0704 ft noiico of vcl.dion 

PATC H J Roq:on 5 Ole cf tho Oroclor 00/00/05 KARNEn.D.B. Ar^cnn Nxlca/ 
Power Project (formedy A' zona f’Unc Servic»i (^o 1 2p:i 40693 Ol Q 4G(]'j3 053 

--88O022O23O Insp Repin 50 520/00-10.50 529/00 19 ft 50 530/(36*10 oi f:.05?2* 
0704 No wo'aiions noicn Major areas cispoclcd iovcw ol plnnl nctiv.l es opcM’.ng 
Iocs & records, monitoring ■nstruinontnlinn.slt ft rvanning A ire f:irjtoc* an 
PfJLlCU.T . RICHARDS. S Region 5. Olr of It*© Uroulor 00/00/05. Mpp 4tC03 0?3 
406O3.U33 


uuuo i uuu i c rurwimjs - 




2.700) 

KARfiER 0 D Arizona N..flca f PowGr Pro.ocl (lonror.y Anzuna Public Sciyico C^> ) 
Bft/CB/OB (document Control Oranch (Dori.nir.nl (icnirol Desk) 3pp 4bC49.12G* 
46549 127 H 


H General correspondence 


8008240262 Noiikus o' clierqe m son or mspocior nd.fross 
nOJRlGUFZ.NS Arizona Nuclear f’ownr Projoci (formerly Ar./ann PuL c Service 
(-0.) 00/08/ 1 1 DAVIS.M NRC • No Dularod Aflilniion Given. 3n;». 4( 631 370 
466310 B0 


I. Financial Information 


6G08240039 Advises that nlo sulirndrod m util 000520 Itr SfiliSf.os 10CFR140 21 i©r,c ro* 
mams for guaranteed payment of dofurrod promi.jms lo' oporai ng roar’c's over 100 
MW(o) 

NASH.OA Policy Dovolopmont ft Tcchncfil Suppori Branch (Po&l 6704 11). 6ft/Ck)/ 
10 VAN BRUNT .E E Ari 2 ona NuclOfir Power Prelect (forrrorly Ari?ono Mi l: c Sorvt- - © 
CO). Ip 46627 17B-46627 178 


J. Insurance ft fndomnlty informaHon 


8808020220 Forwa'ds Endorsomonls 45 ft 46 10 NELIA PcI’Cy NF-266 ft EndO'SCMcnls 
27 & 2ft to MAELU Po’icy MF 1 16 

KARNER.D.B. Arizona Nuclear Powo/ Project (formerly Arizona Puh'lc Sua.so Co | 
00/07/10 Documeni Control Branch (Documoni Ccnirol Desk). Sn^ 46364 M0. 
463 B4 156 r 
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P. Operating license stage documents & correspondence 

S808O2O382 Stbm.is genial comments cn dosgn has-a manual sectcn on auxiliary 
'eedwaior syr» 8 assoc ated sections from dusign criteria manual & sys doscriplmns 
manual & urges to critically cornparo concopl Ct dosigri Pesos manual w/cncl 
MART IN. J 0 Rugion 6. Ole ol Iho Drectcr 8Q/U6/24. VAN BRUNT F. E Arizona Nj* 
c:<?a« Power Project (formerly Ar.zona Public Sorvico Co). 1H2pp 46372.138 

40373 109 

€606020269 Summary ol 000708 mooing w/C [ Owners Group ro Gone- c Mr 87-12. 
loss of flMR WjvJo RCS ParhfiJJy fitted '* 

TM AMMFLl.C M Pro,cct Urorioratu V 88/07/16 Pro,f:t Orocto'aiQ V 4ipp 

40374 202 463/4 244 

8808950033 Appicalion Igr aniond to l.iconso NPF 41. changing lech Specs Seciion 
3.3 2. Table 3 3-6 re FSF rosponso frmos Too pa <1 

VAN ORUNT.R E Auzana Nuclear Power Prc|OCl (lormurly Arizona PuL*ic Serv co 
Co) 63/07/25 Docuir.ont Conlrol Branch (Dccumont Conlro 1 Desk) 6pp 46430:?% 
46438 301 

♦-3808050036 Proposed Rich Specs fuLlo 3 3 5. CSr R( spenso Titnes' 

* Arizona Nuclear Power Pro.ect (formerly Arizona Pub’ic Service Co ) 00/07/25 In 
464 38 301 46418 301 

6808050290 Per wonts Amend 13 to p'ant parhepahon agitomonl, roving coria-r* 
<lcri''ilions.add.nu fueckons to E&O commilLoo A making oiho.* rn.nor largoage rovs to 
ce cons stent w/p’ani cperaliOrs A current oloclric energy 

KARNER.DB. Arizona Nuclear Powor Preset (formerly Arizurm PuU c Sei* cf) Co ) 
68/07/25 Cccumcni Control Branch (Uocuironl Control Uo»V) 23pp 40446 221 
46446 243 

6808090146 Forwards Anten.Js 36,22 & 1 1 to L«censns Nf ; F 41.NPF 51 5 NPF- 
/4.fospect.vo;y, safety (.valuation A corrected Pago 3/4 1.5 to Amend to to License 
NPF - 51 Amends revise lech Spec Talt'o 3 6-i to roduco max aciuai.cn im-o ol 
vaVes 

OAVlS.MJ. Project Directorate V mi/0//2t) KARNF.R.D 8 A'izona Nuclear Power 
P'oicct (fO'merly Arsons Putilr Sorvico Co ) Opp 464 7 1 066 4647 1 . 080 

*•6608090152 Amends 35.22 8 it to Licenses NPF 1 l.NPf’bl A NPF 74. 
t*i$pec1tvoly.(ovii> rg Tccfr Spec Tasks 3 6- f to red^cu rna» ar;(t.afMrr 1 rro of ccr < fa n 
ment isolal.on valves from 12 s to 1 s. 

KNIGHTON.GW Project Director 01 O V 03/07/20 I5pp 4047 1 062 1G4/1 070 

**6808090153 Safely ovaluaiion supporting Amends 35.2? A 11 10 Uccnsos NPF- 
4f,NPF'5l & NPF- 74. rospeclivnfy. 

* Clhco ol Nucloa' Roactor ftogu'aton, Urocto' (Post 8704 U) 08/07/29 2pp 
46471 077*16471.000 

-6806150301 Corroded Pago 3/4 15 10 Amend IB 10 l.'Conso NPF-51. 

* NHC * No Detailed Alluation Given 88/07/29. ?pp 

8808100024 Foiwards i0v«$0d rebel roqimsls lor p’anl pump & valve msurvico tosl-ivj 
U'og'flm & reused rosponsos 10 Qjo&lmns 3 A / posed in FA Lic.ira D70330 Ur 10 FE 
van Brunt 

KARNLH.DB Arizona Nuclear Powor Prujocl (formerly Arizona P».bl c Sorv.co Co). 
UB/00/82 Document Control Flranch (Document Conlrol Desk) Gpp 46601:026 
40501030 

8808180271 AppJcabcn lor nrnnui to Licenses NPF 41 A NPF 5l.ro viSJ'vg SccJicm^i? i 
ro coro p'olecuon ca'cuiator nux/iary tup soipomts Foe paid 

kARNF.n.DR Anzcna Nudoaf Power Projocl (form(?rly Arizona Public Sorvco Co) 
88/08/08 Document Control Branch (Document Control OosK) 5pp 4r)6y3;2U2- 
46590288 

*-6808180273 Proposod Tech Spocs/ov.smg Section 2.2 1 ro coro protection calculate/ 
aux-l ary tr.p sutpo nt. 

* Anzorra N^cloar Power Pro.ocl (formurly Arizona Public Sorv co Co) 88/08/08. 2pp 
46590 287-40590 2R0 


Q Inspection reports, IE Bulletins & correspondence 

8805200296 NF1C Info Noiico 88 032, “Prcmpl Hoporf:ng to NRC of S’flnihcant Incidonis 
‘nvolving Radioaclwo Man." Svc list ond 

CUNNINGHAM, R E Division ol Industrial & Mod;cal Nuclear Safely (Posi 870750) 
88/05/25. Consolidated Edison Co. of Now York. Inc 120pp. 46388 179-46188 298 

8808030059 Forwards tnsp flepr 50 528/88*20 on 000 525- 28 V<olai>onti 
noiod.Enlorccmonl ochons ro findings w II bo sub) of sopnraio correspondence 
VARTlN.J B. Rog on 5. Ofc of Iho Director 80/07/14. KARNER.D B Arizona Nuclear 
Power Pro|eci (formerly Arizona Pu'j!«c Sorvico Co). 2pp 46427 203-46427.227. 

-8808030062 fnsp Ropf 50*528/68 20 on 080525 26MC6- TO <S 24T/iOfaf*nri 
noted Major areas inspected circumstances surrounding reactor startup ol unit on 
860514 «n which reactor went critical w/control ofomoni essembl os below Tech Spec 
'«mll 

MILLER.ir. COE.D.. PATE.R Region 5. Ofc of Iho DrectOr BQ/07/12 23pp 
4G427 205 46427.227. 

8000030277 Forwards Insp Ropts 50 528/RR- 19.50-529/88-20 & 50 530/88-19 On 
GB06I3-17 No v.o'alioro or dovial«ons noted 

PATE.R J Region 5, Ofc of the Director. 00/07/14 KARNER.O B Arizona Nuclear 
Power Project (formerly Arizona Public Sorvico Co) 2pp 46403. 337-46403 349 

-8800030279 Insp Repis 50 520/08 19.50 529/88-20 & 50-530/08*19 on BGC613 
i7.f:o v-oiafons or doviahons nolod.Ma|or areas inspected various v.ta 1 
areas. ogulpmom in plan! & toltowup of enforcement itoms.open items & bui et ns/r.o 
t-ces/LERs 

BURDOIN.J F.. RICHARDS S Region 5. Ole of the Director. 88/07/14. 11pp. 
46403 330 40403 340 

8 B 88030064 Forwards Jhsp RepJ 50-5 28/88-24 on 080705-00 Vrolairons noJdd which w ll 
be subj of separate correspondence Poor communication concerns discussed 
MARTIN.J.B Region 5. Ofc of the Director 08/0// 15 KARNER.D B Arizona Nucloa' 
Power Projocl (formerly Arizona Publ.c Serv.ce Co) 2pp 46414 128-4641 4136. 


♦♦0008030087 Insp Hepi 50 528'88 24 on B80705-U8 V olai crib roiod Major aroas 
ms peered maporaditY of usso''t ai ch Hod water (rams. 

POllCH.T. RlCHARUS.S Rcgvin b Ole Ol the Droclcr. 00/07/14 6pp 46414 133 
46414 135 

8800100321 Fo.'wanfs l-sp Hep*s 5D*528/C0 22.50 559/86 22 & 50 530/60 21 on 
680r>27 070| V-cfairor b noted (acer*son fafi>:J to onsuro mat md.vduafs quarterly ec 
cunniionat cicso lo who‘c tjj-ly did r,oi exceed 3 rom 

MARTlN.J □. Rego.n 5, Cfc 0< lliu D.recinr 88-/07/20 KARNFR.D A'l/ona Nu:!0Ar 
Power Pr eject (fo.'morl/ Auzona Pul)!;c Servico Co ) 2pp 46478 ?y l 464 78 222 

-8000100322 Insp Hopis 50 528/(18 22.50 529/08*22 S 50 530/00 21 nn 86C6?/- 
0?(j 7 Violations no tod Major a’oas nspecind ons In folowuo of written ropts of non 
rciiiro events rud-alcn prolect-ori.plant cnemiSlry & rauwnr.'e A Ironspo'tm cn. 
C'LLIS.M, CICOTTF.GR. YUHASGP Reg on 5. Ofc of iho Oreclor 88/07/2C 
20pp 4C4 78 203 464 78 222 

80O72OO1G2 Su;>pl 1 to NRC info Noiico 68 0*16. *‘l icronsco npjji of Oeloc' ve Rolu* 
lashed C rcu.l RroakGrs ” Sv: liSI oncl 

ROSS' C.E Ov.scn ol 0;:cmt onal Evon 1 ^ Assossn't-ni (Post 670-iM) 08/07/2 1 
Console ted E d.SCn Co of New York Inc 12 5pp 46300.054 46368:170 

0808020220 Musponls le NRC Butlot n 87*n02,Cupp s t & 2. Fatlorcr Toslng *0 Du 
form no Corilormance V/ZApphcahlg Wall Specs. ” 

KAHNFR 0 I) Auzcrm N^ckuir f>tiwOr Prc|ucl (fcrmurly Arizona P„bbc Service V.o j 
88/07/22 P:in:m.ord Cnnlro! Groncti {Ooc.-moni Conlrd Do&k) 10 pp. 46374 25b 
46374 270. 

8007200216 NRC Oi-Mulm 66 Of: 9. ' Ihimb’e Tuba Th r,ivi.g in Wcstinrjhousn Ruaclors* 
Svc lisi onc.1 

noSSi.C.E D.v»!iron cl Cixrainnn) Ew?*>|v (Post (I704JJ) 00/07/26 

Cunscl dated Edison Co of Now York. l“c. I23[ip 46348.070 4H348 192 

00GB 1 10052 Rusqoras lo NRC 8004 14 4r ro ii-'ioscPvod item noted m Insp Hopis 50- 
528/88 06 Uli* has rovsed hro p*oiuci on i.*qu prnoni lost-rig A mmnl for py^vur irock 
(OCO<iut<i lo n- detain supcrv.say a.r pressure/ ‘julin^ tier m'q 
ARNFIt.D U Arizona Nur ear Powor Pro,ecl (forrnorly Arizona f’ublc Scrviu Co) 
68/07/20 MAM I IN. JO. HajiOrt fi. Ole Of tho Dire c lor 2|>p 40409 2/7-1O4G0 2/0 

00082202 14 ne:»p(>“.ds irt concerns rntod in insp Ropis 50*678/80 03. 50*529/00 03 A 
50*530/60 03 ro snrfny of fuf parficlo wzrsfn flusufts of ovaUjron ittUcaKd need fa 
fosumu hoi narti-lo w«isio selling 

KAffNFR.DU. Auzcna Nuclonr Powo' f*/0|OCl (Icrn'.arly Arizona P^blc Scrvco Co ). 
08/07/26 MARllN.J f). f legion 5. Ofc ol iho Uuoclor. 2|)p 46600 2U7-168CO:200 

000 7210218 NRC Info Nctfco 60 05?. KiiFuro o' Infrauierinu Tandem of Flotcncr Suit 
Appiicnlcr nrncl.yinerapy Uovicos nunr.g Paliuru Treatment" F,vc I si nnci 
CUNNINCiHAt?,n F Dv.son of Industrial A Medicnl Nuclear Sfitoty (Host 070729) 
68/07/27 Ccnsoufalcd Edson Co of Now York, Inc WOp? 46397 0^0*46397:136 

800 7220034 NRC Into Noi:ca 08 053. 'Liconnoo Vlo'atlons ul NRC Rogulat ons.WJ.ich 
Led lo Modcp.l O.ainoshc Misadmr.istiaiions 1 Svc list end 
Cunningham RE Dv.s:on or irdusimi & Med cat Nu:.'on» Safety (Post 87O/P0) 
88/07/28 Ccnsoidaiod Ed son Co. O' New York, Imj lOFpp 46398 283 46307 028 

880722019? NFtC If Jo Nobce 00*064. ’ Fniluru ol Cffcml Broakor hollow ny Instalahon 
Of Amptocto: Di oat Trip Atlftolvno-M " Svc isi oncl. 

ROSSl.CL D,v.sor» of 0;.crm«ortal Events Assossmunl (Post 870411) H8/07/28 
Co 'S(>! daiqd Ed son Co o' Now Yo'k Inn i?1pp 40117:020 40417 140 

8806100315 flG&pcrirJs to NltC 880701 Ur ic vo'atians nolcd n Insp Repis SO 520/09 
1 3.60 529/08* 11 & 60*630/60 13 Cotroclivo cctonr, work p anning proced.iru wi'l bn 
tovisod lo inshucl wCrktdnnnur to contact djipropnaic roacior proluchon load 
KARNER.DB Ari/oim Nuclear Power Prc|eci (lorrv.ody Anzona PUjIc Service Co) 
08/08/01 ratu'oont Conlrol Rrantt) iDoeunioni ContrcJ Desk) tlpjj 46405 121* 
46485 13 V 

0807200019 NHC Info Nol.cn 88 055. ‘ Potontal Probloms (Caused by Srig'o Feluro of 
ESF Swiig B:-3 " Svc 1st oncl. 

ROSSi.CE D.v.sion of Cuorat one) Fvcni s A&sossnmni (Post 0/0411) 88/C0/03. 
Const/. dated Edison Co ol New York, Inc l?lpp 46437 121*40437 241 

8008030289 Suppl ? to NRC Bulletin 08 005. "Kofxonfo'inng Malts Supplied by Piping 
Stippies.ihc at f oisqui.N.i A West Jursoy Mlg Co at W nmmgtown.Nj '* Svc l.st oner 
ROSSl.CZ D.vrslon ot Oparaf«m«' Cvcins Asscssmord (Post 07/Mff) 60/00/03 
Conso’rrlaierl Edison Co ol Now York. Ing MOpp *16538 121*40530 260 

8807290008 Suppt 2 lu NRC Bu'loim 00 008, "Thermal Strossos in Piping Connected lo 
RCS ‘ Svc list ercl 

nOSSf.C.E Oivision of Operational Events Asser-smonf (Posi 0704 ftj 69/06/04 
Consofidaiod Ellison Co. cl New York, Inc I2lpp 46504 031 46504.121 

8BO7290111 NRC Info Noi:co 00 056, ‘PolenVal Problems W/Sdicono Foam F ro Bdrner 
Poneuaiion Seals." Svc l>si oncl 

nossi.cc. Division of Opomhonal Evont9 Assessment (Post 6704 1 ij 86/08/04 
Consol .doled Etfison Cn. o/ Now York, lee 123pp 46560 1 75 4G5B9.297 

8806150410 Not'cziliO'i ot sign ' coni mOGl.ng cn 060617 w/uW in Walnut Crook. CA for 
enforcement rpnhtrer.co ro eariy colica'ily ovarii at Unit 1. personnel radial on OvOrox- 
posuro nl Unit 2 S violation re ossonhol ch.ilor wAlor sys 

* Region 5. Ofc ol ihu Director 00/00/05 Rog on 5. Ole ol iho O.rocior 2pp 
40550 171-46650:172. 

8806220130 Forwards Insp Ropls 50 526/08- 10.50-529/8B-19 S 50*533/80 18 on 
68 0522-0/04 & noiico ol volrtt.cn. 

RATE.WJ Region 5. Cfc ol iho Droclor. 00/00/05 KARNER.D B Arizona Nuclear 
Powor Project (formerly Arizona P^b'ic Sorvico Co ) ?pp 46603 O 18 46603 033 

--B608220228 Notice ol v-O’alion Irom insp on 6Q0522 0704 ViO’rtl ion noted ValvO EC 
V10 1 found m open past-on following adaiiion of chom cnls lo syti on 68C610. 

PATE.R J. Rog. on 5. Ofc ol Ihu Dirocior. 66/00/05 2pp. 46603:018 48803 019 

-BB0822023C Insp FloplS 50-52B/8&- 18,50 529/00- 10 A 50 530/06-18 cm 883522- 
0704 No v»olalmns rofodMa^or areas mspccinrJ review of pfanJ achviJjes.opo/fihng 
log9 & records, moniicmg instrumoniaton.shifl mrinn ng A hro prolociion 
POUCH, T.. RALU.J-, FIORELLI.G. Region 5. Ole ol Iho Procter 08/C&/05 I4pp 
40603 020-46603 036 
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6908020095 NHC info Nolen 68-C57, ' Poient ai Los* ol Safu StVdnwn Equipment Ci.G 
lo Premature S i con Cor*'oi od Rec* her FaiVe/* Svc fist erci 
ROSSl.ee D.vis cn Ol Opaiaional Even's Assessment (Post 870-1 11) 88/C&/08 
Conso sda'ed Ed-scn Co o(Ne.vYc' , \ In-c l?2pp 46459 125 48459 246 


0008150147 Pan 21 ro-pl p'evurg arlcj: nlo re Pollor & Drumbold rolays used in safety 
tirade ©QUipnoni. I. 15 I ol other utls suppled w/Poitcr & Brumhold ro’ays one 1 . 
SCHCHCP.A G Comtubhon Frgnoonng. Inc 80/08/05 MURLE V.T R Of'ice c' Mu 
c“oa' noacior Flo-gi/aiion. D.rec:cr (Post 07C4U) 2pp. 46553.333 46559:334 


8006020102 NRC Inlo No^ce 88 058. ‘ Potent al Problems W/ASFA Rrown Bove*. iTE- 
5* L lure OvefC jirem Ra'ays." Svcl-stencl 

ROSSl.CE Div s- on a* Operational Fv-nms Assessment iPosl 870411) 83/08/08 
Consolidated Ed-SOn Co o‘ New York. Ire l2C:pp. 46536 001 -46536 120 

80080301 12 NRC nlo Nohco 86 050. 'MSiV Gude Pal Ffllu.0 ai WaioMo*d Uml 3" 
Svc l -si ecci 

ROSSl.C.L C-/.s<on ol Operal-or.a‘ Even's Assessment (Post B/04M) eB/08/03 
Ccnsol daien Grlson Co cf Now York. Inr. 121pp. 46467011 46467 131 

0800040062 S„ppl 1 lo NRC Inlo Noirco€8 CC4 vade^iale O.i0li‘icai.cn 6 Doan'en- 
iat on ol F re Barnor Percirainn Seals ” Svc I si one* 

HOSS' C F H vision of Operatomi Evems Asscssrr.e-'i (Post 87G4U) t'8/08/OD 
Corse i<:a:oJ Ed; son Co ol Now York. kc i2ipp. 46556 2C 5 46668 325 

8608050135 NRC Info Not :.e fit* 060. madeai ain Bcs gn A Inslal tthor ol VYaUily u t 
Per.elralo* Seals " Svc lisl onel 

RDSSI.CF Qivis.cn ol Coerahora: hvo-!s Assc-ssmcn: (Posl 870411). 80/08/11 
Ccnsjl dale:) Eoscn Co GfNewYcrl< Inc 123pp. 46569 298 46570 C6D 

690005024 8 NRC Inlo Nc* ce 88C61. # Ccnt ( cl Room Mat 'a 6 4y - Rect.nl Rovows cf 
Cpctahrg Expet en;t*" Sve is? 

ROSS CL UivSiot cf Opera* rnal Fvanls AssessTi-nt (Post 8/C-iil). HG/Ofl/M 
Corsckdalort Ed son Co ol New York, nc 125pp 46594 312 46535076 

8808050295 NRC k.lp Nciico G9 C62. 'Roconl F r,drgs to Impierr.enlaiiCri o* OA Pro 

S 'anT, by Supp o.*s v* Transport Pacuger. " Svc isi eref 
JRNETTRF C.vspn oi Safeguards & Transpcrtanor (Pcsl 070413). i J 8/CB/i? 
Cmsoliaa'ed Edison Co cl New YO*. Inc 109pp 4650 V 1 55 46561 263 

0808090264 NRC '. 4 o Notio 88-053 "Hgti Rad alien Hazards From mad n!ed In Ccro 
Detecic's A Cat'os Svc i si end 

ROSSl.CE. Divsio'-. of Operations Events Assessmci i (Post 070411), BO/Cti/15 
Conso* daiod Edison Co. ol Now York. In; i lOpp 46560 066 4656') i ;t 

0OOB1 10206 NRC Info Nchco flB 064. 'Repolng F.res in Njc oar Procoss Sys 0i Nude 
a' Powc r Flnnls “ Svc l st one 1 

ROSSI CE D vision of Oporaionai Events Assessrocnl (Post 670:11). 89/08/ 10 
Conso Kia'ccl Edison Co cf Now Yd*. Ire lOdpp -1C643 CDi 46643.10 1 

8808120327 NRC info Nctirc 08 035 Inadve lenl Srana^os ol SparM Fuel Pods." Svc 
isi oi cl 

ROSSl.CE Oiv.scn o f Opcraticna* Evenls Assessmenl (Posl 070411), 83/00/19 
Crnso 1 daled Ld.son Co. ol New Ycrk. Inc 123pp 46629 0-1 1 4G626 U3 

8006160392 NRC lr*o Nctco 86 066, “Jduslrnl Had jg'aphy >sp A Enfo’conuril *“ Svc 
I si enc 

CU\N NGMAV.H.b. C.v.sion of Injustnai A ‘2odwa> Nucear Saloiy (Posl 8707291 
06/C8/22 Con sc I da l od Ec:i«onCo ol Now Yc*k. Ire 9Dpp 46626 1 34 46629 223 

8808160414 NHC Inlo Noi CO 88 067. *Pi/vH Auxil ary Foodwfltor Pu np Tu:tno OvC'’* 
speed Tnp Fm uie ‘ Svc l sf or.d 

ROSSl.CE 0.v s cm ct Cporatioral Events Assessnar.! (Po>l 870411) P8/CB/22 
Ccnsn 1 daiod Ed son Co. of New Yo'k. Ire :23pp 46043 105 4C643 ??? 


R Periodic operating reports & related correspondence 

8807260015 Mor.tr.ly operating ropis lor Jjre 1988 tor Pefo Vcrdo IJnts 1 2 & 3W/ 
8607 1J Hr 

BLOC V.T J, HAYNES.JG Anzcna NucleO' Power Project (forno’ly Arizona PuMc 
Se-vicdCo) 88/06/30 17pp 463C0 138-4G3C0 151. 

8800030255 Sum'na'v of Operating Roaciors Events Mooing 89-20 cn 680?12.V;ow- 
graphs & 1 si of elle.ideos end 

lA\\ NG.W Events Assessment branch 89/07/10 ROSSl.C F C.; sion cf Opor- 
aional Evnnis Assoasn eni (Posl 87041 j) iC.pp 46406 1 M.4040& 129 


S. Reportable occurrences. LERa & related correspondence 


8000010211 Rov 1 to Part 2t & Inal Ooficiorty Rcpt HER 66 31 ro loose rolcr v, nd:r,gs 
on Ur.it 3R d osnl t^eiorator First do'eci vo color po‘o pioco replaced w/sparo & “ooso 
pc:o p ece fasierers relorqjed. 

HAYNES. JG Afi/ora Ncc'ea' Pcwe # PrCiOCt (fo'dicrly Ancona PlU’ic SgiviCO Co) 
08/07/09 K'HSCHDF. Region 5. Ole of the D'OdOr Itp.n 46363 096 46363 1C6 


8808020256 LER 08 022 00 on 68D319,bo‘ling which sorrufos goskoi reia«r.o; p'fllo 
naciurrd Caused by bells not mooiing sf.ee rcrjuiromcni 9 Changes be no impinrner.’ed 
in reflacu rrallW/ 680725 Hr. J 

SHRlVER.T D . HAYNES.JG Anrcra Nuc'ear Power Prcjcnt (formerly Ai ^cna Pubi c 
Se/vico Co ). €8/07/25 6pp. 46403 C46 46403.053 


8608170124 Interin Ro'iablilv Eval.mhon Rcpt HER 68 14 i P«ri 21 reel re subgroup 
relay In.ljro in C-E-supplird NSSS ESFAS cabn^ts Surrmary 01 mallu''c1 ens 
end F.rial rcpl evpecicd by 680315. 

LEWIS.C A nOAiAND J.W , STEHLINC.E C. Anzo-'ia Nuclear Power FVo.ocI (lo'rnor- 
iy Anzena Public Sennco Co) 00/07/29 SHRlVEH.T D Anzona Nucloa' Power 
Prcjoci (formerly Anzone Puh'iC Sorv.co Co ) I3pp 4056G 324-46566 336 


8808090221 LER 88 010 ODcn 880729, dote'm red thal deficiencies w/ Potter 8 Brum- 
letj relays consutuiod repcrtablo con:finon pe» 1CCFR21. Relays loca'ed m NSSS 
o r>* r C -? t, ne,s • r ^ f ea^od relay exercising will tie irrplemoniod VV/680BO3 Mr. 
SHRiv/FH.l D. HAYNES.JG Anyora Nuclear Power Piojecl (forrrerly Anzcna Pubic 
So'vico Co }. 89/09/03 14pp. 464 77 167 4647 7 ?00. 


0008110309 LER 88 010 OOcn 880706.Nor.Cas9 It 13 8 kV bus faulted to g'ounti ex- 
acerbalirg oxisi ng lau-u n auxilia'y trarslormer causng Vanlormer lo rupture & catch 
cre / k€;1 ^ bdltlo Ncryl nsulai DO A bu Id up Of U m W/QBC804 Hr 
SHRiVtR. r D HAYNLS.J G Arizona Nuclee* Powc' Pro, eel (formeriy Arizona Public 
Serv.cc Co.). 88/09/04 16pp. 46513 207-40513 222 


BQ08240107 Surrmory ol 80C0O3 mooiiry w/uti! in Rockv.lO.MO re fa:i 1y aj* ary 
transformer lire & reader t'p even I initiated by comb nation of cracked .r« Jakg mall 
& did acc„rrulai on 9noirg si dcs flr'Cl 

DAVlS.MJ Pro.ucl Creclcrate V 99/06/12 Project D rocicrato V. 4 Ipp 4G6 j£ 144 
40636 104 


V. Oporalor Exsmlnatfons 


8B06 100062 HoqucsIs ref iral s I sled in onrl no pruvidod lor reado' A sc--lor icacfor 
oporatcr e*am scheduled to' w-^ of RIM '09 

PATE.R.J Region 5. C 4 c of fho Ureclor 0U/OO/O4 VAN BRUNT ,E E r.j: tar 

Power Proiuct (formerly Arizona Public Sorvico Co ) 9pp 40485 040 46485. C 5? 

0008190050 Inlo'ms ol NRC interpretation of 1CCFRSU 74(n) ro Changos r oper^ '.r or 
senior operaio' status 

PATE.R.J Rug on 5. Olu c' the U.reclur 89/09/ 1 1 VAN BRUNT. E L. Ar zom .Y_:!r.v 
Power Prc|f.ci (lormorly Arizona Pub'ic Serv cu Co ) ip. 40505 350 -465 "6 359 
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F. Security, modlcai. emergency & fire protecllon plana 

0607060520 Generic Llr 09 iu Lo all power roactcr Iconsoes * holders n* Pait 55 ap 
provals ro pu'Choso ol GSA npp'Ovud socur ly containers Svc l.st cncl. 

VIRAGUA.F J. Assoc aio Crocior for Pro.ecls (Post 87041 1) Q0/O7/O1 Con-ic'i laic ,J 
Fc'i^cn Co of Now York. In 3 Ipp 40309.299 46300 329 

0608030277 Forwards insp Mepls 50 528/80 19.50-529/08-20 & 50 530/85 19 on 
€00913 - 1 / No violators o: dcw.al Ons r.ou-J 

PAIE.R J Region 5. Olu ol tno Deer tar 85/0//14. KARNEH.O.B Arizj'.i 
Power Projc.ci ilormorfy Arizona Putilc Snivico Co t 2pp 46403 337 46403 343 

•*8000030279 Ir.sp Ropis 59 520/80 19.50 529/00-20 & 5O 5:Jt)/0R-'9 or, €03613- 
1 7 Nu vclaiions or dov.ahons r.oioil Mo|Or areas miipticlod vanou'- viol 
aroas.cquip.Tioni m fjlam & felnwup of enforcement noms open Homs & b^ eluj/no 
r ces/LLHs 

BunCO'N.J.F. Rogcn 5 Cfc Of iho n.redO' 00/07/14 1 ipp 40403 339 4U'-U3 3t9- 

0800040247 Ger'unc Llr 00 12 to all fi.wi.-i reactor licensees & nppicants ro '0,t:» 0 of 
f.ro pioiecfian rcqjromcn's from h cU Specs Svc list onel 

MfRAGUA.Fj Assuclale Gi'u :tor for Propels (Post 0704 ft) 00/00/02 Cr/vsu d-i'ctf 
Emscn Co Ol Now York, Inc 52pp. 464fi3 201 40463 342 

8B08220130 Fcrwardb Insp Rents 60 620/ €8- If) 50-520/00-19 & 50 550/80 ‘9 a* 
€00522-0704 A not co of vrj'a* on 

PAIE.H J Rcgijn 6, Ofc ol ifio Oirodo* 8H/00/05 KARNER.n.B. Ati/cna N c *‘.xr 
Power Proioct (forn'orly Anzo'ia Pulilic Se'vict? Co ) 2pp 'ibbOJ.0 16 46633 033 

-8008220230 Insp Ropis £0-520/60 18.50 520/00- 10 & 50 530/86- 16 cn 66:522- 
0704 No vio'atons noiod Mnjo' ureas m^pectotl review cf planl acl.vto<~*of*’f>)V) 
logs & records, mcniionng msirumonlat on.sfvft rnnmnng K fro prolecucn 
PCLICH.I . RlCHAROS.S Rugcn 5. Ofc: of iho Diroclor. €0/06/06 Hpp. 40033 020 
46603033 
f 

0QOB15OQ12 I 01 wards Arnold 10 lo security n'an Arnord wilhhu'd Irof lCCTn7j2' A 
2 7G0) 

KAHNtRDB Arizona Nut/oar Power Prcjoci Iformorly Anzcnn P„t:lio Sc vico Co) 
68/C0/C8 Occumen Ccnt/cl Rrancli (Documonl ConUo 1 Uosk) 3p,i 4054-3 *20- 
16549 127 


H. General correspondence 


0008240262 Noi4:os of change ri snrior msfjoctor address 
RCDRIGUE2.NS Arizona NuCtuar Powor Project (lornin'ly Arizona F J u3ltc Survico 
Co) 06/06/ It DAVIS, M NRC No Rola/ed AimiHhcn G-von. 3pp 4Co3t U/fl* 
46631 QB0 


I. Financial information 


8000240039 Adv.oos ihal inlo Suhm.liod in util 000520 llr satsf.os lOCFHMu 21 tc.).»izo* 
morts ler gua'antcod poymorl of doferrod pmmiums for oporaii.-g roacio*s over |i>0 
MtV(o) 

NASH, DA Pclcy Dovebp'nu'H & ToChncal Support Branch (Past 07U41I) 88 /OB/ 
10 VAN BRUNT. E E Anzona Nucloar Powor Project (lormorly Arizona Public Sei/ico 
Co ) Ip 46027 170 46627 1 76 


J. Insurance & Indemnity information 

0800020220 Forwards Endorsements 45 & 4G to NEI.IA Polcy Nr 266 & Endcr«-mcn1s 
27 & 26 lo MAELU Pclcy K'F-1 16 

KARNER.D.B Arizona Nuclear Powor Project (lormorly Arizona Politic Scr/i:0 Cc > 
08/07/10. Hocumnni Coniro! Branch (Dccemont Control Desk) Up # -> 463fH '<4B* 
4G3B4 


P. Operating license stage documents & correspondence 

8800020382 Subm.is gnnoral comments on design basis manual section on oinnhafy 
feodwator sys 8, associated sectons from design criteria manual & sys dose r :>: c- 
mar.u&l & uiyos to crAica'ly compare concepl ol (iou gn buses manual w/u*ici 
MARTIN JQ Roglcn 5. Ofc ol tho D.rocto?. 80/00/24 VAN BRlJNT.L C. Ar zona Nu 
clear Powor Pro.oct (formerly Arizona Puolr Service Co) I32pp 46372.133- 
46373 109. 
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000726O393 forwards summary of reso'fs Qt UrA 2 s htrMewn from cul^ <!0 contfo' touro 
lost. Test domcnsiraied Illy of rnn Qlvfl crow to Inp roactcr Irom ogtsdu conircl 
r-jonn 8 inamlan p'ant in siab'e liol standby condition 

KAHNER.DD. Arizona Nucloar Power Pro|uCl (formerly Ancona Puhlc Sonnce Co) 
68/07/15 Dccumonl Control Branch (Document Conirol UOsM 3pp 46290 231- 
46590:2.13 

W08O2O269 Summary of 98Q7C8 mooting tv/C F Owtnots G'Cup to Conj-r in U7-f,? 
loss o' RHR Vvhi'e PCS Pa'l-aHy Fi'lod " 

TRAMVCU.CM Pro;e v t Ci'otioraio V 60/07/15 Pro;oci D.mctO'hl© V *:ipp 
46374 202 46374 244 

361)6050007 Forwards Specal Pi.inl FvaTidUon Hopt SP 8R 02 0CG. "Incnrreci Reload 
Daia Block Consents in Core Protection Calr.u'ator B Wf*i:o Lew DNBR A Hgb I.PD 
Were SJi'l J tvipeiahio," pot 0B3623 /©quest 

KARNEMDO. Ancona NuCoar Power Project (lormorly Arizona Pubic Sorvi-.o Co) 
R!P0?/21 MARTIN JB Region 5. Ofc ol tho D.r«c?or Ip 40430.073 46433 095 

♦*8608050070 ■■'.corrcci Roloail Outa Block Ccnstftnis m Co'u Prdu-Llion Cafcufoloc R 
ATr'e Low ONUB & I i ijlt I.PD Were Sl-U incporab’o ‘ 

MAHSMALL.VA. HCPPLS.DF. 5CHMACFKE.J.F Arizona N< c'oor Fewer Prc|f>Cl 
flOT.iv‘y Ar-zo a Pub: e Snv.vo Co) SP 80 02 006 fip/07/ltt 20pp 4643ft 074- 
46433 035 

8808050290 FonwrdS Amend 12 10 p'nnt purt'upaLon jigrcun'enL rov.s nrj cc'iam 
*fy nfiCns anting functions to E&CJ comrniffoo & mafu'Vj oif'or minor ta-'-guige ru.s lo 
to cons-i.itonl w/p!ant opera tons & current ulecinc onorrjy 

KAPNLR.DB Arizona Kecle.i' Power Project (Icrnio-ly Arizona Public Son/.^o Do.) 
83/07/25 Document Contro' Fir andi fUocumunt Centro 1 Uofk) 23pp 46448 221* 
46*140 243 

6006090148 Fcrwards Amends 36 22 A 11 lo Licenses NPF 41. NPF 51 & NPI- 
74/ti^pecr.voly.safofv ovaViafton 5 comoclod P<U]‘i 3>'*1 15 fo Amend fO to f. consr? 
NPI- Si Amends revise Teen Spec Table 36 i lo reduce max coluatnn in;© ol 
va'ves 

DAVIS. MJ Prqect O.rgcto'alo V 08/07/29 K ARNE FI, ID [\ Arizona NnC'uA’ Power 
Frc.cct llcrrncrly Anzcra PutnC Se'viCO Co) 6pp 4047 1 056 46471 080 

-8806090162 Amends 36.22 & 1 1 lo Ur.on&es NPr 41.NPF bl A NPF -74, 

‘o\pOJh\,elf r<jvi*>it):j 1c c-‘* Spec Tnlt’o 3 fi t to ttuhtoa mutt nch.tf’Oi trr.o ol ccnhvn 
mm isu alcn va'vos from 12 s lo 1 & 

KNIGHTON. G W Pngcci Ci'edornio V. 8H/07/2O iLpp 464 71 062-41)471 07G 

-*8008090153 Safety Ova'ualun su|ipcr1in(j Amonris 35.22 A 1 1 to LiO-f-sos NPF- 
.tl.NPP 5t A NPP /4.rospeClivoly 

* Oliico ol Nuclear Reactor Regulatory Urentor (Posl H70411) 89/07/29 2pp 
4154 7 1 077 46*171 Ct'O 

*8808150301 Corrected Page 3/4 1 5 lo Amend to to License NPK-51 
1 NRC ■ No Oota-lod Aff.l aiK>n Given 88/07/21 2pp. 

6808100024 Forv/ards revised rnl el roguesis lor plan) pump A va.ve insorvico (ust>''.g 
program S revised responses lo Gnosl-ons 3 A 7 posed m LA LiciUo 870390 llr to RQ 
van Brum. 

KARNF.R.D 0 A* -zona Nuclear Power Projocl (formerly Arizona Publ.r Servico Co ) 
C8/06/02 Docun;oni Conlrul Branch (Docun-.ont Control Desk) Opp 46501 025* 
46501 030 

8000100271 Applcattn lo* nri.on;J to t'Consos NPF-41 & NPf'-51.roviS*ng Seci«)*i 2 2.1 
re core protection calculator Auxil nry inp setpo nts Foe pa il 

KARNER.DB Arizona fs'jclOB/ Powo* Pro'eri (lo'mcrly Arizona Public Service Co) 
08/00/08 Dccumonl Control Branch (O'iCumrnI Conlro 1 Dusk) 6pp 46590 202 
40500:288. 

-0006180273 Proposed Tech Spccs.rovismg Sect on 2 2 I r© cere protect cn oi'cufator 
au»i1-erv inp soipcnt 

• Adzcng Nuclear Powor Pro.Oci (formoily Arizona Pub ic So-v.co Co ) 08/08/00 2pp 
46590 287*46590 208 


O Inspecllon reports, IE Oullellns & corrospondonce 

6005200295 NRC info NpiiCO 80 032. "Prom.pl Ruporfiruj to NRC Ot S-g/H-canl lnc.i<Jonts 
involving H qc ion c live Mail “ Svc list one 1 

C UNNlWGHAW.RF Divsun of J/idusjrji A Mod col Nozto<n Safety (Post 870720) 
ee/G5/25 Corisel rlaled Edison Co of New Yo'k, lr;c. I20pp 463H3 179 46300 290 

B8080 30277 Fo-wards Insp Repls 50 526/88 1 0.50 529/88-20 & 50 530r80 19 on 
000613-1 /.No v.ololions or doviatons noied 

PATF..R J Region 5. Ofc of ihe Director 88/07/14 KARNER.D 0 Arizona Nuclear 
Power Project (forrnorly Arizona Pehl:c Sorvco Co ) 2pp 46403 337 4R403 349 

•8806030279 Insp Repls 50 528/88-19.50 529/80 20 & 50-530/88-19 on 800013- 
17 No v-clatio.ns or dov.aiions noied Major a runs inspected various v.ial 

aroas.ctiuipme.nl m plant A followup ol enlorccment iloms.opon iten‘.s A buloms/no 
I ces/CEFTs 

BURDOIN.J.F . RICHARDS.S. Req'cn 5. O'c ol the DiroclOf O0/O7/14 1 1pp 

46403 339-46403 349 

6808100321 forwards In9p Repls 50 528/86*22.50*529/88 22 A 50 530/88-21 on 
800627 0701 Vio’at.ons noted Licnnsoo Ifl'lod to onsurc dial r.dividua'S quarterly oc- 
cupatcnal do^e to wl.o'e tody did not ovcood 3 rom 

AlARTlN.J.8 Reg.-on 6, Q‘c of (ho Director 6C/07/PG KARNER.O Art/cnd NucieQt 
Power Piojecl (lormoriy Au/ona Publo Service Co ). 2pp. 46478 201-4G476 222 

• 8808100322 Ir.sp Repls 50-528/86 ?2.f.0-529/80-2? & 60 530/88-21 on 800627- 
0707.v-olalior,s nolcdMoior areas mspeciod or^Sito followup of wrillpn repts ol non 
ro jlir.o ovonls.radialion protoct.on.p'ani chom.siry A radwaslo A transportation 
CILLIS.M . CICOTTF-.G-R . YUHAS.G P. Roqicrt 5. OfC Of the Dlroclcr. 80/07/20 
20pp 46476 20.3*46470 222 

0807200162 Suppl 1 to NRC Into Notice 86 046. "License© Ropt of Dofeciive Rolur- 
b shod Circu t Breakers ' Svc list oncl. 

ROSSl.Ce Dw.sion of Operational Evoms As 9 essmenl (Posl 8/0411). H8/0//21 
Consolidnlod Edison Co of Now York. Inc 125pp 4C3Q8 054-46388.178. 


8808020228 Responds to ARC Gu/orrn 9/ 0D2.Si ppls i A 2, Fastener Ttsrng io Ce 
to'mme Conlormanc© V// Applicable Mail Specs ’ 

KARNER.D B Arizura NuC'rar Power PrOjCCl (fornioiiy Arizona Pubic ServeoCo) 
C8/07/32 Document Conlro 1 Rranch (Docun.cnl ConLrcl Desk) I9pp 46374 258 
463/4:276 

0007200246 NRC Qu. 0* n 88 009. "Thmib'e Tube Tlvnni*;q in Wesirghcuse Hoactors ’ 
Svc J sf enct 

ROSSI C E D.vs on ol Oporohonal events Assessment tPosi 87041 1) 88/07/26 
Consoii doled Ln.son Cu c' Now Yo'k. Inc. I23pp 46348 070 46340 192 

080B2202I4 Responds to concerns no led m insp Repin 50 528/88 03, 50 529/08 03 & 
50 630^00 03 /© so ling ol bet parl-cln waste Re&u'is uf ova'uaion indented roed 10 
res-jmu hoi partic'o was?© soring 

KARNFR OB. Ar-zona Nncfoar Powo ( Project (furmedy Arizona Pub' c Serve© Co) 
89/07/26. MART IN, J 0 Rccj on 5. Hit ol Iho D.-ocior 7pp 40.600 287 46600 209 

8007210210 NRC Info Not co 08 052. 'Fafiire cf InlrHulefre Tar.dom of Fteicher Suit 
App'icatnr (jmr.hytho.apy Onvcos Ojn-;y Patent Treaimonr Svc isr c-ncf 
CUNN'HGHAM.R E Uwi4.cn ol Inifustnal A Mocil. al XuzhuV S.iloly (Posl 870729) 
88/07/27 Cor.sj rlaiei fcdson Co. Cf Now Yurk Inc 108rP 46397 029 46397 136 

0807220034 NRC :nlo No tic© 80 85) L'COnso© V-cIntcns O f NRC ney;.loiicns,Wi.i'h 
LOd to Med rnl U agnosuc Visadrc n.strat-cns ” Svc lisi ©no 

C,UNNlN3HAM.nL Divir. on ol Industrial S Med bill NtC'uPr Saloty (Posl 0707291 
R6/O//20 Consol iiarerf fifso*' Co of New Yo-'k. fr.c fGGpp 46393 283 -16397.028 

6607220 192 NRC In'n Nol-CO 08-054. ‘*f a l^ro OrCuit Breaker Folow r-g Ir.Malalon 
Ol AmpiueM D'oci Tup AUachmenl.” Svc list oncl 

HOSSl.CE Civ son ol 0;>cr«i cnnl Lvnnis Astiusfur.enl iPosi 8/0111) 8(t/y//?fl 
Consol daied Fd.sonCo o' Now Yo*k. tnc 12lpp 464 17.02C-464I 7 Mb 

8008 1003 16 HespOfCS to tifiC FfW/Of f(r to v ofHt.onfi roktei m fnsp flupis 50 52<i/69 
13 50 529/68 14 & 50 6J0/88 13 Co'ruclwc fichons wo*k pla-.ring procodjr© wi l 1 :q 
rov.sort to i*'.‘j( # ucl wor- ptarno-r to ccmact apprcpnaio roacto.- protect cn ‘end 
KAHNFROP A*-zGna NuOlf.a» Power Prcpol ('ormorly Arizona Pul:lc Service Co} 
60/00/81 Uccuii'urit Conlrui D'oricti (Documual (;onlro‘. Desk) llp|> 40405 121 
4G48f> 131 

0007200019 NRC tofo Nc:<c 60-055. *Pot©nf»«l ProU-o rrs Caused by SVryJu 1 : nh'o t* 
FSF Swirn (Jus " SvC 1st ©ncl. 

HOSSl.CE (Division o* Cpc-raiiormi Events Assnssmonl |Posi 870411) 8Q/CB/03 
Conso'ieaicil Edison Co ol Nrw Ycrk. Inc I2lp|j. 45437:121-46437 241. 

0800030209 Suppl 2 to NHC Bt.l olm 8Q.C05, "Nonconfcrm.nj Mails SuppiOd by Piping 
Suppl os.lnc at Fo'scm.NJ A West lersoy M(q Co fit Wilharnstown.N.l ” Svc l.st oncl 
HOSS/.CE O^aon of Oflotniannf L voids AssariS'W/W (PdSf 0704 nj 00780/03 
Consol dHtod EiJ eon Co. cf Now Y<vk. Inc I40pp 40536 121-46538 269 

0007290000 Suppl 2 to NRC Bn.loiin 69*008. "Thermal Stresses in Pipng Co^ncclod in 
RGS Svc 1*91 oncl 

HOSSl.CE Div.s>ion cf Opr»r«iiior-rtl Everts Asnossmertl (Posl H704I1) 08/08/04 
Con^ijldniod Edison Co ol New York. IrtC I2lpp 46504 001-46504.121 

8607290111 NRC Info Not CO 66 056. '‘Potential Probloms W/S/ co no Funm f nu Barn©f 
fN:nnUai«>n Seals." Svc ‘ml er.cl 

ROSSl.C t DiviS'cn ol Opnral-unfli Evoms As^OHsmnnt (Posl 070411) 60/09/0-1 
Conso’idalod Kd sen Co. Ol New York. In:: I2.1pp 4G569 l 75 40509 2ll7 

B0O015O-HO Nniilicaiion ol f.i;;nficanl mooing on 88081/ w/util m Wfl'nul Crook, CA tor 
onfo/coronJ ccnfctnnct) to oatiy cr.iica'itv uvont ol Un-J l .Rf-rscnnoJ radiation overox 
posuro at Un t 2 & vn'afon ro ossont-ol cf iilh' wfjtor f, y a. 

* Rogcn 5. Ole ot ihe Di'uctpr. DU/OO/Ob Region 5. Ole ol Hio Oroclo* 2pp 
40550 171 40560 172 

0606220130 Forwards Insp Mopls 50 520/68 10, bO*5?O/00-l9 & 50 530/80-18 on 
000522 0704 & nutico ol v.oalion 

PATE.HJ Rr-jjon 5. Ole cl In© [Vector fiB/08/05 KAHNER.D 0 Arizona Nuclear 
Powor Proioci (formerly An/orn Puti c Service Co ) ?pp 4CR03 016 46603 039 

-*8808220239 Insp R<:pb> 50 528/88- 16.50 529/UB- 19 & 60 590/00-18 on 880522* 
0704 No v.cfjjimns fotobA^or areas nspo<;fecf rov-nw of p'on( ac(w>f es.opcraf ng 
logs A records, morsiorro .nslrmporyiat>cn.sh.U numnny & fro proioci on 
POLIGHJ-. OAl.L.J . FICREU I.G. Rotjion f». Ofc ol Iho D.rc-ctcr 08/09/05 14pp. 
•16603.020 4 COO 3 033 

8600020095 NRC Info Nol.CO Ob 057. Pctenlml Lo9^ oi Salo Shiilflown En.ipmenl Due 
lo Premature S I con Conlro led Rocuf.cr Fo li.ro* Svc list oncl 
RaSSf.ce. Oivis.on of Operafio'idl Events Assossmcnf (Post 87(74 H) OB/OO/OO 
Conso’idoliTJ Ed ser» Co of Now York, Inc I22pp 40459 125 40450:246 

8600020 102 NRC Into NaliCO 88-058. "Poinnhfll Prob'oms W/ASEA Brown (Joveri ITE 
51 L TitiO Ovorcjrreni Ro'ays.’* Svc list unci 

ROSSI. CE D vision ol Ocnratonai Evenis Assossmont (Post 8704 M) 89/08/08 
Consol dated Edison Co or Now York, I r,t: 120pp 46536 001-16530 1P0 

0006030112 NRC Info Not to HACS9. "MSlV GuklO Roll Fai'uro al Wale-fcrd Uml 3'* 
Svc list unci 

ROSSI.Cf Division of Operation* 1 Events Assussment (Posl 070411) OO/Cfl/09 
Ccrtso! dated Edison Co ol Now York. Inc l21pp 464O7 01I 46467 131. 

8600040062 Suppl 1 to NRC Info Nohco 80-004. "lr«rinr,unto Ouahhoalion & Documon- 
fafror? ot Firo denier Pcnet/afron Soa's ’* Svc J-M oncl 

HOSSl.CE D.vivon ol Ope'aiioral Evonir> Asscssrrv^nl (Posl 870411) 06/C8/O9 
Consolidated Ed scn Co cl Now York. Inc. 1 2 Ipp -16553 205 46568.325 

8806050135 NRC Info Noltco 86 000. '‘Inadoaualo Dos gn A InsUHIakon Ol Wetodighl 
Poneiratcn Seals" Svc Lst oncl 

ROSSI.C E Div.slO‘1 Of cporatlonal Evenis Assnssmonl (Post 6704 It). 06/08/11. 
CcascJ dated Edrsoo Co of Now York. Jrr 123 pp 46569 230 465/0.060 

BBQ0O5O246 NHC Inlo Nolxe 80 001, "Control Room HaLiiablity ■ Roconl Reviews of 
OpGraiing Eypenonco " Svc 1st -oncl. 

ROSSI.C.E DiviR-cn ol Opc-'anonal Events Assessment iPosl 670411) 88/08/11 
Conso'idatod Ed.scn Co. cf Now York. Inc I25pp 46591.312*40595 076 
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8808050295 NRC Info No* CO 06 Ob? "RcLent F nJ nys ro Impler-entAlicr. Ol OA Pro 
grnms hy S-Lppl ors of transport Packages “ Svc Lst encl 

BUnNF iT.fi f : . Divisico of Safeguard! ft Tra'iSpOrtaton iPosl 07C413) nfl/CG/12 
Consol dated Frt son Co of Now York. Inc IOjPP 46581 155-46581 263 

8800030264 NRC Inlo Notice 88 C&3. High Had. A lion Hazards From Irrad-aicd In Coro 
Dofcciors & Cables " Svc 1. si encA 

HOSSl.C E OivS’O:! of Cperahona’ Everts Assossmcr.i (Post 870411) flfl/C8/J5 
Co‘- < ?ol dated Ed.son Co cf Mew Ycik. Inc 1 iGpp 46569 066-46363 174 

080ft HO206 NRC Inin Noico GO CG4. ’Heportiry f ires in NjC'oar Process SyS Ri Nuc o 
ar Pc alt F’lanis.'* Svc <isl erc ? 

MOSSl.C F Omstn of Cpcreticna' Everts Assessmer* (Post 870411) 

Co-sol dated Emson Co of New Yc«k. Inc 104pp .1CC«:3 00 1-46643 104 

0808120327 NRC Ir.'o Notice 06 065. “nadvOUeU Cranages oi Spsnt Ki.o: F’oels " Svc 
1*1 encl 

nossi.cu Oivis on of Operational Evenls Assessment iPosi ft7C-Mij 83/08/ m 
Cor.so' datod Edison Co of Now Ymk Inc. 1 23;:p 46628 011 -46620 133 

6808160392 NRC Ido Not c-e 6GC66. ' m:!us' a i<il Radiography insp A Entc'cemont ' Svc 
I /it CllCl 

CUNNINGHAM, R F Divsiari cf IrdudruY ft Mescal Nuc'oar Sa'cly (Post 070729) 
06/05/22. Ccnso'idairrJ Edison Co of Net* York. Inc 92p;> 46620: 1 34-46620 ?23 

0808160414 NRC Info Norte GG 057. “PWR Aum’iary feedwater Purp TuiUro Over- 
speed fnn f a l.iro '* Svc list er.cl 

POSSI.C F Division of Operahcrnl Events Assessment (Post 070111) f'0/08/22 
Conso' dated Edison Co of New Ytvk. Inc. l?3pp 40643 106-46643 227. 


6808040247 Genonc Llr 60-12 lo all power reactor lit orisons ft apptc-vij 
fro protection rcqui'emo-ds from Tech Specs Svc I si end 
MlMAGLlA.F J Assonafo O rue lor for Pru.ecls (Post 07041 1) fltl/Cfl/C-?. 
Edison Co of Now York. Ire 52pp. -16463 291 46-163 342 

0008220130 f orwards Irsp Repls 50 528/80- 10.50 529/ftfi 19 A 5C « 
8110522 0/04 & net co Ol vOlal on 

PA1E.HJ Roqim 6. Olr of llto Director 86/0(5/05 KARNFR.D 9 A- 
Power Picjoct (formerly Ancona Pubic So'vicu Co ) 2[:p 46603:016 466 

—8808220230 Insp Rop's 50 520/00- 10.5U-5?9/f5n- 19 & £(l-h30/66-l« 
0704 No v o‘a lions noted Mu^r nrons inspected review ol plant ficiu 
logs & roccrds, monitoring nstibmoniation.shH monrinq & firo pro'ocioi 
PCUt.H.r Hey on 5. Ole cflho Director 60/00/05 Ilpp 46603.020 *6 

880B 150012 Fonvarris Amend 19 lo security plan Arr.er,fi wilhhn'ij <rel i 
2 790) 

KAHNEH.D.B Arizona Njctoar Power Pro, eel (formerly Arizona Pub : 
68/08/06 Oorinumt l.cnfrol Branrn (Pocumr.nl Conlrol Oo^k) 3si 
46549 12/. 


H. General correspondence 


8800240262 Nolifios ol Change in semor mspoclor address 
nnnniGUF7.N S Arizona Nuclear Power Pro;oci (fctmoi y A> zor.a l 
Co.) 80/00/11 DAVIS. M NRC • No Oolailud A(h!.ahon Give'' jp 
4603 1.ObO. 


R. Periodic operating reports & related correspondence 

880 7260016 Monthly operatrg repts for Juno 1900 for Palo Vc'do UrMs l 2 & 3.W/ 
QGO?\3 7.1. 

BLOOM. f J, HAYNES.JU. Aozo'ia Nuc'ccr Pcwor Prciocl (formerly Arzcna Putjlc 
Service Co) 85/06/30 1 /pp 46300 \ 38 46330 154 


S. Reportable occurrences, LERs & related correspondonce 

8000010211 Hev 1 lo Pari 21 4 I na 1 Dohocncy Ropi DLH 66-31 ro louse rotcr w.rid.ngs 
cn Uni 30 chosel ijono.ainr Frsl clofoctivo «>'or polf* piocu rcp’acorl w/spare & !oo^o 
ro'o jiieco fasteners ratorquod 

IrAYNFS.JG Arizona Nuclonr Power f’ro.aci ( 4 orm<«ly Arizona PutHc Service Co) 
86/07/08 KlRSCH.OF Rogion % Ofc 0 H U.O O reefer. Ilpp 46363 036 -16363 ICG 

8807200315 LEM 06 012-00cn GflOOlS.Cha-irol D Inna' power lr.cperpVle d-io to -m 
p.topot 'and ny ol leads lo pienl p'O'otlor. sys drawer .Caused by tiorsoiyicl error I’Lrl 
prolocl.on s/s Channel DLneer power dimply upped W/G607t0 llr 
SHMIVFR TO. HAYWES.JG Arizona Nuclear Power Pro.ecl (formerly Arizona P^h'ic 
Service Co ) BO/07/ 1 a 6pp. 46345 139 46345 143 

8000170124 If lie r m Flo ahr.ty Eva'uniion Ropt HER 00-14 & Pwl 21 root ro st-bjjro-jp 
rc-'ay failure in C T: suppWd NSSS KSFAS cab nets Sumna-y of mnlfimct.cna 
rncl F nal «epl expected by 890915. 

LEWIS, C A , MOW l AMO.J.W . STEFiUNG.E C Arizona Nuclear f’owur F J vo|cct (tornn)f. 
1/ Arizona 1 J ublc Service Co) 80/07/29. SHRiVER.T O Arizona Njc’car Power 
Pzoinci (formerly Arizona Pnbkc Sorvico Co ) 13pp 465GG 324 46560 336 

8fl0fl 150 147 F’arl ?1 rupt providrg addl m!o ro Polttif & 0'umle‘d ro'Ays used in saluly 

S rfUJe equipment Lisl ol od'or utis sjppl or! w/Polter 4 Bromtio'd relays end 
CHERFH A E Combusiion Fng ncerirg, ICC 68^08/05 MURLEY. T.L. Oflico of Nj 
clea' Reacto: Hegu'dion, Orecicr (Posl 6/0411) 2|>f«. 46553 333 46553 334. 

8800220003 Sup p! 1 to Special Pupl 2-SR 87-024 on U7O910.72 h Vmi for i.*i 0 porab:l.ty 
exceeded for high rongo ncbio gas monlcr Caused by poof design for cherk sourco 
circu fry Do sign ct’ango prepared lor mpemo.iiatio-n lo eVn.nato circuil 
HAYNES.JG Anzonn Nuclear Powe: Pro, eel (forrr.orty Arizona Pub 1 c Survico Co). 
GO/Oa/lO Documonl Contro' Branch (Docurronl Ccn'ro! Desk) Opp 46603 166 
46603 16ft 


V. Operator Examinations 

80OB 100062 Rcqjosls ref mails Usicd In end tie provided for rcaclor ft sonor reader 
operator oxam scheduled for wk of 001 109 

PATC.H J Hey.un 5. Ofc ol th 2 D.rccior, 00/00/04 VAN 9RUNr.E E ArfZcna Nuclear 
Power Pro]t;Cl fformorly Anzcnn Pub ic Sorvico Co) Opp 464P3 040 46485 057 

8000 190050 Informs of NRC .nloiprctahon cf 10CFR50. 71(a) ro cha^-pOS <n operator Cr 
son or operolor status 

PATE.R.J Region 5, Ofc of tho Oireclo' Gfl/OO/l 1 VAN OflUNr.C.E Arizona Nuclear 
Power Projocl (formerly Arizona Public Sorvico Co ) ip. 4G59D 359 46506.359 
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F. Security, medical, emergency ft fire protection plans 

8807060520 Gonouc Llr B8-10 to al! powez roacior ficonseos & holders ol Pan 95 ap- 
provals ro purchaso of GSA approved security corta ro/aSvc lisl one! 

MIRAGUA.F.J Associalo Dmcior for Pjojocts (Post 870411) 00/07/01 Consolidated 
Edison Co. of Nnw Yorh. fnc. 3lpp 46300 299 46360 329. 

8800030277 Fcrwnrds Insp Repls 50-620/88 19.50 520/00-20 ft 50 530/0B-19 on 
680613 1 7. No violalions or dov^t.ons noted 

PA1E.H J Reg nn 5, Ofc cf tho Oircctor 88/07/14. KARNER.D F3. Anzona Nucloa' 
Powor Projocl (formerly Arizona Pub'ic Serv CO Co ) 2pp. 46403 337-46403.349. 

-8000030279 Insp Repls 50-528/B8* 19.50 5 29/68 20 S 50-530/RQ-lR on 800613 
17. No voiahons or doviai ons nolcd Major areas inspoctodivanous v.ial 
aroas.oquipmont in plant & followup of enforcement doms.open noms ft bul'etins/no 
tices/LERs 

BURD01N.3F. Region 5. Ofc ot Iho Oiroctor. Qfi/07/14. Ilpp 46403 339-46403 349. 


I, Financial Information 

8600240039 Adv.^os lhal info SsLnullod in uM 1100526 llr srthsfius lOC'R' 
niunls lo 1 lyiaianlc-ci) pay muni dI iluliimtif premums lit upt>'i\iog H7, 
MW|fl) 

NASH.DA Po'icy Dovidopmunt ft Tochncd 1 Suppori Dranch (Post ft? 
10 VAN UHUN1.E L Arizona Nuclear Power F-»ro|ect (f:un>:rly Arizona 
Co.) ip 46627.1/8 46627 170 


3. Insurance & Indemnlly information 

8800020220 Foiwards LndorsumnrUs 45 A 4G in NLLIA Pci oy MF-266 ft 
27 ft 2IJ to MAELU Po'icy MF-116 

KARNF.n.D B Arizona Nuclonr fViwcr Projocl (1orm<'rly Arizona P.ib : 
80/07/10 Dcrumcnl Ccnlrol Uranch (Dccmnonl Conircl fXsk) ff 
4630-1 156 


P. Oporaling llconse slngo documonls ft correspondence 

6800020362 Suhrn is general cornmnnls oh dowrp hriS'9 manual snali 
looilwalL-f sys ft assccuilud sections from dcs-yn entura rnarunl ft s 
manual ft i.rgos to crdcaCy compare t enLopl of rlosiyn bases marunl v. 
MAR I IN .ID Rogcn 5. Ofc Ol Iho DiroclOi. Bfl/00/24. VAN IIHUNU 
Clear Power Project (lurmorjy Anzctm Public Sorvlcu Co ) I32p 
40373 109 

8808020269 Summary ul 000708 mut’lmg w/<^ L Owrnors Group ro Gi'r 
"Loss ol RUM Wf ro RCS Pari n'ly r llcrT" 

TnAMt/ELV-.CM Pto.ua Ui octet htu V wmv/M5 Pif-ioct Uii-.A- 
46374 PO? 46374 244. 

8608040167 F orvvnrds Amund 9 to Ucenso NPF-74 ft safety uvfllual or 
hnao 3 1-1 to ncroaso noyniivO MTC Inul barn -30 pcm/F lo 35 pern 
DAVIS. M J Proiuci Di'ocro.'.lto V 00/0//25. VAN ORUNT.E F Ari/era 
Project (lonr.erly Arizona Puhlc Sorvico Co ) 4pp 46436 006 40430 10 1 

-0800040190 Amend 0 lo Lieonso NPF-7-l.rov.S ng Fi|j,.ro 3 1-1 10 uC 
MTC !im .1 from -30 pcm/F to -35 pcm/F. 

KNlGHrON.GVV Pro| 0 Cl UrcclOrnlo V. fifl/07/25 5pp 46436 100 4611 

-8008040193 Safoty ovaluat on supporiiny Amornl 9 to License NPF-74 
* Oflice Of Nuclear Roaclor fiegwlalion, Diroclor (Post 870411) t 
46436.10b 46430 ICR 

0008050290 Forwards AmonJ 12 lo plant jmrliclpnhcn og't'Omerl.r 
doJ nilions.addina funrhons lo FftO committao ft making oilier in ner In 
bo conysient w/p'anl epornhons ft currunl clenlric onorgy 
KARNER.D. ti. Arizona Nuclonr Powor Project (formerly Arizona Pub'i 
08/07/25 Documonl Conlrol Branch (Documonl Conirol Dosk) 21 
404 4 B 243 

B0O823OI17 PatliQl rosjronso to FOlA request for documents ro p'anl Ap 
or‘.d ft ave lablG in PDR. 

GRIMSLEY.D.H. NRC • No Doiailotl AfhhaiiOn Given DH/O//20 
Swidler ft Rerhn 4pp 46531:267 40581 270 

-8708260307 Forwards ropi ro Iconsing ft rosfflrl schodulos.p-c-f 
memo Info will bo provided weekly 

PUNCHES. J L Program Managomont. Policy Oovclopmunl & Araly 
870411) 07/00/21. MAYES.B 0 Olfico of I nvos ligations Ilpp 4G5UI 

0000050253 Forwards Amend 10 lo License NPF-74 A safety evaluation . 
Tech Spec Surve.llanco Hequiromonl 4 7.0 b <0 poaipono first jnservcr 
dll inaccessible snubdors until first refueling oulago. 

DAVIS.MJ Project Direclorato V. 80/07/20 KARNEn.D 0. Arizona 
Pro;oct (formerly Arizona Public Sorv.co Co) 4pp. 46450 128 40450: 1 3 

-8806050255 Amend 10 lo License NPF-Z-l.revislncj Tech Spue Surve 
men) 4.7 9 b lo postpone first Inservico visual insp for all itmccossibk 
( rsi refuo'ing outage 

KNIGHTON. GW Project Directorate V. 80/07/29. 5pp 464 50 132 484 
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• 8608050256 Safo'y evdluaion Slippering Amend 10 10 Licenso NFF-74 

* Olfice of Nuelu&r RenclOf Roqualion, Dcnctor (Post 87U411) 00/07/29 3pp 
46450 13/-46450 139 

6808000146 Fowards Amends 35.22 ft 1 1 to l r.onsos NFf- 41 ,NPI : 51 ft NPF- 
f Oi>si C^c !■ ve'y ,sa r my evaluated ft corrected Pago 374 1-5 to Amend 19 to LCOnSO 
NFF 61 Amcr.ds rov.so Tech Spnc Table 16-1 10 roducG max acluai on time ol 
valves 

DAViS.Mj Pro;oci Drociomie V 00/07/20 KARNER.D (3 Ancona Njcloar Power 
Project (formerly An/ona Public SonncG Co) Gpp <16171 056 46171 COO 

-8606090152 Amunds 35 22 ft 11 to Licensor NPF-41 NPF-51 ft NFF-74, 
respectively rousing loch Spec Tnh'o 3ft 1 lo reduce max oduaiinn Inin ol conin.n- 
mor.f isofalett va-vos from 12 s to I s 

KNIGHTON GW Propel LVuCornlo V 00/07/29 l5pp 40-171 062- 16171 076 

•■6808090153 Safety evaluation supporting Amends 35.22 ft 1 1 to Licenses NPF 
41.NFF.5l ft NPF /l.ruspCCL'VO'y 

* GliCv of Nuclear Reactor Hagulatun. Ditoclcr (FViif U'/C-iUi 88/07/29 2pp 
4G-1/I 077 46471 ORO 

8808100024 Fo.wflfds revised roiul requests ler plain pump & va./o rsP'vicu to&hng 
proqra'n ft rov sn:J responses to Questions 3 ft 7 posed in FA Lie lira 070330 It' lo Lf 
Van Qiuni 

KARNER.OU Arizona NuCloa' Power Pro.ecl (lonneriy Arizona Puh'i.: Soviets Co) 
68/08/02 DocemorU Control Branch (Doc.inonl Control OosK) bpp 46501 OP5 
4G531 t>10 


Q. Inspection reports, IE Bulletins & correspondence 


-8908050256 Safety oval ja: on Supporting Amend 10 to License NPF-74. 

* Olfico ol Nuclear ReaciO' Regulation. 0- roc lor (Posi 070411} 66/07/29 3(>P 
46450 137 46450 139 

0808 100315 Flosponds 10 NRC 000701 Ur io v.cialicns noted n Insp RoplS 60 526/U0* 
13,50 520/68- 14 ft 50 530/83 1 3 Correct . vh actions: wo'« pld**r» rg proiud-.rn wi l bo 
revised lo ■.-‘StruCl woik p’amor to contaU appropriate reactor prclo-cimri load 
KARMEnOfl Ari/cna N.icloa' Power Pro|Ocl {io'rrody Arizona Pubic Survco Co). 
88/08/01 Document Conircl Uronch (Occumuril Control D-Obk) 1 1pp *10405 121- 
46485 131 

BBO720OO 19 NRC Inlo Nt:i*co 69 055. "Potomial preb loins Cocscd by Sn$lu Fei'i.io nl 
ESP 5w.nq RuS ‘ SvC list r.ncl 

ROSSl.CE. fji/ivon of Cncrati^nnf Event* Assessment (Post 670*110 03/03*03 
Cor '.so! eluted Ed son Co of Now York, Inc l? 1pp. *16437 121 46437:241. 

6800030289 Suppl 2 to NRC Utletn CBC’Jb. ‘Noncorfrirring Mat* Snpp iuJ by Ppm 
Suppl es.ir.c al Fo'scnvNJ ft Word Jersey Mk> Co nt Wi'l arnslown.N J." Svc list ore' 
noSSf.C.F. OiviS-Ori of 0;>e\FGra f Events Assessmen t <PV>^t ft/tf-fM) QQ/06/03 
Consaidalod Edison Cn of Now Ycrk. Irr I49pp 46538 121-16538 289. 

8807200000 Suppl 2 to NRC EJulInlm DHUOft. It ormol Sinuses m Piping Con iecied io 
HCS “ Svc I st o'.Cl. 

nOSS>,CL n.vrsran C O/ierd/onaf CvoM'i Assessment (Post A7<M ) )) 

Consol dated Ed son Co of Now York. :nc. 12 1pp. 4(5504 .00 1-4650 4 1?l 

8B07290111 NRC Info Nctico 68-866. Polont al f’robloms VV/S'.icnno Fca:n Firo l)a<in>.' 
Ponoirai cn Soa's " Svc list unci 

HOSJil.C F Ciws ’on Of Operabo/M I Evenls Assuss/r.a/U (P0£1 0704 11). 86/U6/P4 
Conso!:daio<J ti<J.S0n Cd of Now York. Inc 1P3pp. 46509 \ 75-46669 20/ 


6805200205 NHC Info Notiou 8H 032. ' Prompt RopCfl-ng to NRC ol i-ijn hcabt Incidunis 
h*e1v.eg Ratfioaciive Wad “ Svc ..si onci 

CL/JNINGHAW.H E. O. vis ten ol fad... steal A ModiraJ Ni.c‘i\y Safety (Pm O'OW) 
60/05/25. Ccnsol-dalecJ Edison Co of Now York. Inc 120pp. 40388 179.40300 290 

8808030277 Forwards Insp ReplS 60 528/00 19.50.S2d/O6-2O ft 5C-530/D8 19 o.n 
86U6131 7 No vialai-cns or deviai cns notod 

PA1E.RJ nrgon 5. OlC of Ihu Riroclor 8R/07/H KAHNER.U B Arizona Nucloar 
Powor Preset {fonr.criy Arizona Pelil c Suv.co Co ) 2pp 46403 33/ 46403 340 

-8008030279 Insp Re-pts 50 528/88 19,50-529/89 20 & 50 530/80 19 Cn 8806 13 
I /No vio'ations or deviations nutod Major aru.is nspL-cto: I various viial 
a f ous etiupn'orn m p'ant A lu'lowup ol onforeemt.iu iiomq.cptin itoms ft bill (itins/no- 
ncos/LERs 

RURUON.J.F. RlCMAnnB.S RGQion 5. Oln of Iho Droctcr. 88/07/14 1 lpp 

10403.1139 46403 349. 

0608100321 f orwards Insp Ropis 50 528/88 22.60 529/08 22 ft 50 530/68-21 cn 
060627 0701 Violat.ons noled LiluiiSOO failed IO eri9uio (hat ind.viduals r;uir?orly oc- 
cupat'cnal doso to wh.olo borly cl U rot ovcoorl 3 rom 

MAmiN.JB. Rcgun 5. Ole ol mo IJiroctor 88/07/20 KAHNER.U Anzcrn Nucloar 
Power Projoot (formerly Arizona fS.blic Service Co ) 2pp 4C4/8 201 4G4 70.222. 

-8800100322 fnr.p Ropis 50 520/00 22.59 520/00 22 ft 50 530/60-2 1 0<i 600627* 
0707.Vio'alions r.olud Major a'oas inspected cnsilu lolowup of wnllon repts of run 
reuVno events rad al on p'olrjr.iion plant chonfJry ft radwasio ft iranspcrtanofi 
CllUS.M . ClCOTTE.G R . YIJUAS.G P Rorfion 6. Ofc of Ino Diroctor 88/1)7/23 
20 pp 464 70 203*464/8.222 

8807200162 Suppl 1 lo NRC Info Norco 08 046, “licensee Repl Ol tiolccl.vu Rcfur* 
“biSl-CCl Circut Broakors " Svc list onci 

ROSSl.CE 0. vis-on ol Opnrnliona 1 - Evonis Asso9&morii (Post 070411) 08/07/21 
CcnsoliUaicd Edison Co or Now York, Inc 125pp. 46309 054*46388 1 78 

8800020229 Responds lo NRC flu'lcdm 0/ 002.Suppls 1 ft 2. *f astenor Toaiirg lo Do- 
lormina Ccnformar^u W/App‘icaUlo N'aii Specs ' 

KARNER. Db Arizona Nuclear Powor Pro.ocl (formerly Arizona Pubkc So'viCG Co) 
69/07/22 Dccurnent Conirol Branch ((Document Control Desk) I9pp 46374 266 
463/4:276 

8807200246 NRC Buftilm 00 009, “Th rrblo TuliO Th-nnng In Wosimghousn Reactors 
Svc lisl encl 

HOSSl.O E Div.sion of Operational Events Assonsmont (Post 0704 1 1). 00/O7/2G. 
Co ns pi i da tod Edison Co oi Now York. Inc 123pp 46340:0/0-46948 192 

6808220214 Responds lo concerns noted .n Insp Repls 59 526/00*03. 50 529/60 03 ft 
50-530/68 03 re sorting of hot particle wastu.Hosulls of evaluaton intlXAteri need to 
fosume hot panicle waste sort no 

KAHNER.DB Arizona Nuc'efU Power Projocl (lormorly Arizona PulViC Scrvico Co) 
06/07/26 MARTIN. J □ Flog;on 5, Ole Of Iho Director 2pp 46600 287-46600.208 


8000150410 Nolificahon c f signilicridl neet nij on 030017 vv/ct I iri VValnul Cri-nk CA ?cr 
cnfcrcrmioni conference re early cnlical'ty event al Unit 1.|iC“SOhno! rad aticn ovlvOx 
postr/e/)) b/»il 2 A vio’*?Jion ru osscnhal chiMnr wairr sya 

• Rngon S. Gfc ol iho Drortor. 80/O8/U5. flegcn 5. Ofc ol iho DPocicr 2pp 
4(1550 1 71 46550 172 


8008220130 Forwards rsp R<*pls EO-bPO/O')* 10.50 520/60*10 ft 50-630/011-10 on 
080522 0704 ft nalicc of violftl on 

PATE.H.J. Rogion 5. Ofc ol H*o Ciroolo' H9/00/05. KARNEfT.UR Ar/ona Nuclour 
Powor Pre/rcl (fcrmorl/ Anzon-i Pull I c Seven Co ). 2pp 4660J l>1 fl .45003:033. 

8800220228 Not'Cd ol violai on from >"Sp <i'i 6U052P-0704 VlelQIinn noted Va‘vn EC 
V 101 fenrid in open posilion fo'low.rv(j add ten of chernca's io- Rya ori hOClilO 
PATE R J nog-on 5. QIC Of iho Di*oc»rjr 00/00/05 2p;» 40603 010 4 G 033 01 D 

- 0008220230 Insp Hopis 50 526/00* I H. 50 020/60 1*J ft 50-530/68- HJ Cn 800522- 
U704 No violaiions noi(?d Ma|Of aroa r » ms|ii*cl(MJ ruv nw of p'ant act.v.f:os.opo:nli“4j 
loris ft reconfs. meiitu-ing I'.sirv.moninnnn.Hivit manning ft f re proiectoii 
F(!)LICH,T . HALL.). FIORE I. l-l G 1\c$.<yy 0. Gfc of Ihu D.rocior OO/Ofl/Ub Mpp 
4(>Q03 Q20-I660:i 013 


8808020095 NRC 'nfo Nohce 00 C5/. f’uluniial Loss ol SdfO Shutdown Lf;uprr,enl Dug 
lo Pronistli re Slcc»» Cciilrcll(.'iJ neci'Fur Fa IjfO ” Svc liSl one' 

nOSSI.CL Division ol Oneralior’nl Ev<?n|s Assussment tf > ost 07o4ii} Rfl/CD/OtB 
Ccnsnlidati.d Ed son Co ol New York. Ire. 122pp. 46*169 1P5-4G45D 246 


0000020102 NRC Inlo Nonce 66-06U, “Potunlial Problems WMSf-A Oiown Boveri ITE 
5iL Timo-Cvorcuircnl RiVays " Svc list encl 

ROSS'. CE Division ol Operational Cvonin Asso‘>smoni (f'osf fizCMffJ. 00/0 iWOQ 
ConscKf a1i*d Ed.son Co ofNowYoik Inc tPOfip 4B53G U0 1 '40539 120 


00080301 12 NRC Inlo Nci<co 90 “WSIV Gnltio nal Frtilu'O al Wnlnrlcrd l/nil 3 ” 
Svc list encl 

nOSSf.C E O.v.sion of Operational Evords Assossmont (Pc^>t d/04ff) Bfi/08/09. 
Consoiulaiod Edison Co of Now York.. Inc. IP lpp. 4G467 01 1 -46467 131 


0000040062 Suppl 1 to NRC Inlo Not.ce 08 €34. “Inadonjato Gunl ' cakon ft Oocurno'i* 
tauon of Fire Carrier Rrmotmton Sea's " Svc list end 

flOSSf.CE. CrvtsfOPT of Onccituooal Events Assessment ffV/Sf 0704 M) 09/93/09. 
Conso'idniod Edison Co. of New Yofk. Inc i21pp 46550 205-48558:325. 


8B080S0135 NRC fnfo NoU: o UQ 060. “inadcqunlo Dos gn & Irvsta'lanon ol Walerliyhl 
Ponolralion Snni9 " Svt: lisi onci 

ROSSf.C.E. Dtvisicrt of Opezatmital Evrrrrff) ARR^ssmenf (Pest O704H) 80/06/1) 
Censo'idnled F.dscn Co of Now Yolk. Inc l?3pp 48569 28H -46370.060. 

8008050248 Nnc info Notico 66*001. ‘Control Hoorn Hp.bitohRy ncconl Reviews ol 
OpcfdlinQ Expo*.nnco.’* Svc l .si onci 

ROSSJ.C.E. Dv/soo of OfCftilonaf Evi<n)s Assossme.-ri fPosi 0704 11} 0U/U6/II 
Consolidate cl EU-son Co. of Now York, Ir.c. I25pf> 46594:312-46695 076 


6007210218 NRC Into NoliCO 08 052, “Folure ol lnifmitiv.no Tandom of IMoicher Suit 
Applicator Brachyihorapy Dovicos During Paiionl Trozitmont " Svc list cnc). 
CUNNINGHAM, Ft L D.viS'on ol Industrial ft Medical Nucloar Safety (Posi 670729} 
08/0 7/27. Co n so f dated Ed.son Co of Now York, fnc lOOpp 4630/029 48307.136. 

6007220034 NRC Info Notice 80 063. “llconsoe Vip'aticns of NRC Ragu'aiions.Wn-ch 
Led lo Med.cal D agrost.c Misadm r.lstfniions " Svc list onci. 

CUNNINGHAM.R E Division of Induslr-al A Medical Nuclear Sofoty (Post 870729) 
08/07/20 ConsoLdated Edison Co ot Now York. Inc W6pp 40396 2QJ 46397.020. 

6007220192 NRC Info NobCO 80 054. “k’ailuro of Circuit Breaker Following Inaiallal on 
ol Ampiocior Direct Trip Attachment.” Svc list onci 

ROSSl.C E Division of Operational Evonts Assossmcnl (Post 870411) 00/07/28 
Consd-rtoted Edison Co o> Now York. fnc. J2tpp 464 J 7.020 4841 7: 1 40 

0808050253 Forwards Amend 10 to License NPF-74 ft safely cvalualion Amend rovis&s 
Tech Spec Surveillance Requirement 4 7.9 b to postpone fi'st inservico visual Insp for 
an Inaccoss ble snubbers uni I first roluGl.ng outago 

DAVIS.MJ Project Diroctoralo V 88/07/29 KARNER.D B Arizona Nuc’oar Power 
Prcjecl (ioimcrly Arizona Public Service Co) 4pp 46450 128 40450 139 


900005029 5 NHC Info Notcc 8b C62, ‘ Record Findings ro l rrrloFnor nation cl QA Pro 
g'oms by Suppiors of Transport Pnckogoa*’ Svc 1.91 onci. 

BURNETT.R F. Djviii^n Ol Safeguards ft Trnnspnnalion |Post 0704 13) 08/08/12 
Consol dated Edison Co of Now York. Inc lOOpp 40581 165 46581 263 

0800090264 NRC iri'o Not-CO GO-OQ'J. "High Rad at on Huzrrds I rorn IrradiolOd In Core 
Detectors ft Cab'os" Svc list onci. 

ROSSl.CE Division of Onb.'Blionnl Evonls Assossmor.l {Post 070411) 80/08/15. 
ConsolKlaicd Edison Co of Now York, Inc 1 10pp. 46569 065 4 0569 1 74 

8000 110206 NRC Info NolicO 88 064. “Hoporting F ros in Nuclear Procoss Sys el Niiclu* 
ar Powor Pianis.” Svc list unci 

ROSSl.CE. Div.sion ol Operational Events Assessment (Posi 8704U) 00/06/18 
Conso'idoted Ed»SOn Co. Of Nevz York. I no I04pp 40643 001*46643:104 

8008120327 NRC Info Nohcn 06-005. “fnadvortenl D/ainagos ol Spool Fuel Pod's.'* Svc 
list or, cl 

ROSSI.C.E. U.v.sion ol Opnraiionot Events Assessmeni (Post 070411) 8B/0B/10 
Consol-dutod Edison Co. of Now York, Inc 123pp 40620.01 M6G20133 


•8606050255 Amend 10 lo License NPF-74.rev.a ng Tech Spec Surveiianco Roqu ru* 
mem 4.7 9 b to posipono iirsl inservico visual insp lor all inaccessible snubbers unti 
first rofuG'ing oulano 

KNIGHTON.GV/ Pro|fiCl Directorate V 08/07/29 6pp 46450.132 46450 136 


0008160392 NRC Info NoLce 00-066. 'Industrial Ftadog'aphy Insp & Enlorcemont “ Svc 
list encl 

CUNNINGHAM.RE. Division o< lndJSir«nl ft McuJ cal Nudcor Sofoty (Po^l 870729) 
08/00/22 Consolidated Ed.son Co. of Now York, fnc GOpp. 4662G: 134-46628 223 



Cd.iSj' dated Ld sen Co ol New York, Inc I23pp 46043 106 466-13 22? 


R. Periodic operating reports & relate-d correspondence 

0807260015 Monthly cpcmlmg repts lor Jlmq 106B (or Pa‘o Ve:do UVS 1 2 8 3 VV/ 
600713 IU 

BlOOW.TJ. HAYNES.J G. Ar ?rna Njcea- Power P/o;ecl ('onnerly A'.zcna Pubic 
Sarvic© Co > 60 /C 6/ 30 17pp. 46333 138 4 6303 151 


S. Reportable occurrences, LERs & related correspondence 

0008010211 Roy 1 lo Parr 21 A Inal Oeliconcy Ropl Dtfi 86-31 re loose rotor wind n<js 
cn Uni 3B d oso‘ gone* a ter F isi c'efocbwo roio* pole piece rep'accd w/ spare 8 looeo 
pofo o;eoe faster.crs roterquod 

HAYNES. J<T Auzona Nuclear Po*or Prcjo<j llo'morly A-<zora Pubic Se-rvcu Co.) 
0B/O7/C8 KIRSCH.O F Region 5. Ofc ol im D/0CIC' 1 ifp 46363 066 46363 106 

0309170124 Interim RelmoiJty Eva'uaton Flopl RED 68 14 & Pa*t 21 repl ro subgroup 
reMy lanjro in C-F-sippiea NSSS ESFAS c a bi rets Summery o-f maAmctcns 
encIFral ropl expected hy 860915 

LEWIS C.A., HOVVi AND.j VV. STERLING. e C Arro^a Nuclear Power PrCjQCl (termor 
ly Arizona Fill ic Surv.ce Co). 68/07/23 ShRIVFR.T O Arizona N.ic’odr Po»e* 
Pro.oct |fo*rrc M ly Arizona Pufcl-c Serv.cn Co ) Up? 46560 324 46566 336 

8803150176 FNO V-UBC50:ori 00030 l.utel shutdown alto* ovalj3tuo of damage lo high 
veil ago rsjlaior hushng which o ecu.' ret > on B8373i.Fivo to seven dey outage to 
repn.r rtama.je anticipated 

HfCHAROS.S Regions Ofc of teo O rector 66/08/03 Ip 4655 T 335 4655 1 .TO 5 

030015014 7 Pan ?1 repl p'o/io ng a?dl nln re Potior & Brtmfio'd io‘ays useti in safely 
n-aCo equ p.Te-* List ol olhc' ul Is supp\e(J w/ Poller & Srur'iiM relays C‘‘Cl 
SCI-ERER.AE Ccinttusticn Fngno-er.rig. Inc 80/C8/O5 MURLEY.T.F Olfco ul Nj- 
Clear Reader RogUa’ m. D.-eclc (Post 37041 1> 2pp 46553 333 46553 334 

0308190310 Special Hr>p| 3 SR 06 C03 on 8807 14, radioactive gaseous el* i:cni move's 
(teetered mo-e'ab’o fo' g'oatcr ihan 7? h Causal by ncorrcci UoJos nstallod cn 
rich vo.tego c rcu-l hoard Vo'tage board replaced & test procedu'e revised. 

HAYNES.J G. Arizona Nuclear Power Pro.ccl (forirc'ly Ar-zcna Pub* c Serv.cu Co) 
0D/CB/1O. Document Control Branch (Document Ccr.vol Desk) 3pp 46506.12? 
46538 121 


V Operator Examinations 


0808100062 Requests rel rralls listed n or.ci bo provided Icr roacto* & son n' rcacte* 
oporaicr oxftm sC'Cdu eel lor v,k of 091103 

PATF.n .1 Reg cn 5. Ofc cf the L'lrocicr C8/08/C4 VAN 3RUNT.F F A-.?ona Nuclear 
Power Pro, eel (formerly Ar-zor-a Public Service Co) 9pp 4 6-136 049 -16485 057. 

9800100050 Informs of NRC Inio/protaiicn o' iCC c R50 74(a) ro changes is o;:oraicr cr 
senior operate r steins 

PATE R J Rugon 5. Ofc Ol fho Droctor 66/60/11 VAN UHUNT.E E Arizona MuCloar 
f J ov\or Pro.oc* (formerly Anzona Pubic Service Co) Ip. 46596 350 40596.359 


DOCKET 50-537 CLINCH RIVER BREEDER REACTOR 


F. Security, medical, emergency & Tire proiectfon plans 

8007069520 Gn-er.c Llr 88-10 lo al power rea^io- hcerseos & holders el Pan 95 ap- 
provals re pu'choso of GSA approved security cenia ners.Svc l si one' 

WIF1AGUA.F j. Associate Director ter Pro, eels (Posi B704I1) 08/07/01 Consol Uafod 
Edison Co ol New York, Inc. 3lpp 46388 259 46389 329 

080004024? Ger.er c Lt' 08 12 lo all pov/or ropcior “co-’soos & applicants ro ruroval Of 
f ro prolot lien roqu:romon!s frem Tetn Specs Svc ‘ist or.cl. 

M.PAGUA.F j Associate C meter for Pro.ectS <Posi 870411) C8/C8/02 Conao'idufGd 
Frfison Co. of New Yorfr. Inc 5 2pp f64G3:29f. 46463 342 


DOCKET 50*538 MEMPHIS STATE UNIV. RESEARCH REACTOR 


P. Operating license siege documenls & correspondence 

0000040334 Forwards co-rccled Pago 4 ol 880714 Itr lo G Kuzo.coneclng error in tatlo 
ol smoaroblo si.rteco 0011541 ^ 3 ’ on 

RlLEY.nn Momph,s Stele Un v . k/orrph s. TN. 08/07/26 AOAWS.A O.v.sion ol Re- 
actor Proi'JCls - III.IV.V & Spocal Propels fPosI 67C411) 2pp 4Q43G 226 46436 227. 


Q. Inspection reports, IE Bulletins & correspondence 

0808150001 Forwards Insp Repl 50- 538 /BQ 01 on 860621 24 No vio'ai ons or devi- 
ations noted. 

COIUNS.DM Region 2. Ofc ol Ihe Ditecior 03/07/29 OLIPHANT.V N. Morrph s 
Sieio Un/. Memphis, TN Ip. 46551 293 40561 290 

-0808159002 tnsp Ropl 50-538/08 01 on 880623-24No viola*-ons or Uov ailons 
noted Majcr proas -nspecVid reviaw ol sconseo rad aion proicthon aciiv.t os ro do- 
commss'on ng ol Memphis Slate Uriv Ira nng & research reactor facd ty. 

KU20.GB. HOSEY.C M Region 2. Ofc of the D.teCter. B8/07/2? 5r>p. 40551 ?94- 
40551 2D8 

0808240 106 D.SCLS5DS ve'iJicaiion survey reso'Js as supp) to insp Rppl 50-530/flC Of ro 
teirrinahon of I Icensn R-1 2/.Basod on radolog cal surveys (acifihos & equipment co.n- 
tamnation loss tnan 'imit & oxposu'o moasuroTems ’ess ihan hrrii 
COLLINS D M Rogion ?. Ole cf lha Drecior 0B/O0/O9. OLIPHANT.V N Memphis 
State IJniv., Merrp'us, TN 2pp. 46635 2£6 40635 29/. 


A. Appllcatlon/constructlon stage documents & correspondence 


0007270158 Nohhcahcn cf conlract oxocuhcn Mod 0 to ‘Lease/ Pirchaso o* ( 
Fox Sim^iaior " Conlreclo* GE 

MFFHAN.B NRC ■ No Ooioi'orl Amiotion Givon FIN B 0754 ft. 
SPESSARD.R L D vis on of Opurahonai Assessment (Post 870413). ROL^ 
NRC No Ueta led Alli'iai on G.vnn Ip. 46307 191-4630/ '97 

. .0007270160 Med 9.rov,s ng conirnct scope ol work lo alow lor perfornuri 1 
sves A funds, to T.oaso/Furct'asri ol GE Block Fov SinuJaicr ’ 

GRPTlNJ Gonnrai Lleclrc Co HAGAN. T f Division ol Contratls A Propr 
a^crroni (Post 080615) FIN R 8754 88/07/16 bpp 4630/ 192 46307 19 ? 


DOCKET STN-50-557 BLACK FOX STATION, UNfT 2 


A. Appllcatlon/constructlon stage documents & correspondence 


0807270150 NoM.caton of ccntract mocuiion.Mnd 9 to ‘ l oasu/PufCh4£u ol ( 
Fox Srvu atnr ' Contracicr GE 

f/EEHAN.B NRC • No Ooip.ted A1fii»i>on Given FIN B B764. ‘j 
SPESSARORL Civ.sion ol Opornlionai A'isossmoni (Posi 070413) ROE 1 
NRC No Do la 1 od Affl-ShOn G-vCn Ip 46307 191-46307 1 97 

■8007270160 Mod 9 revising contract SCCno ol work to aTaw Icr pO'fO'mnr.c- 
sves & funds.lo "Leaso/P^rcinso of ULi< k fox S mul-iicr ‘ 

GR FFTN.J Goneraf F-’ocfnc Co HAGAN.T F O vi 3 :cn of Conf'itets A Propv 
fl^orr.ent lPo:,1 860515) FIN 118754 08/07/16 6pp 4630/ 192-46307: 197. 


DOCKET 50- GDI RESAR SP/90 


A. Applteotlon/con&lruclion slago documonts & correspondence 


8000170056 f orwards p'Cpi.olcVy BNl ropis ro p-otinh.’ily s.dnly study Ic* Rt 
90 RoptS withheld (rol 1CCFR2 740) 

MLIFR.CL Standard zal o.n & Non- Power Ruacior Proincl D.rcclcrnte. L 
WARD.U ACRS • Adviso.'y Comm>lloo on Hoaclnr Safeguards ?pp 4( 
46503 0/2 


0008100313 Foiwards prop' Gia'y VoIh 1 & 2 t:> NUHECi/CR-61 77 ru ruvow o' 
t'Ouso advanced PWR prohaEi islic sifoty &ludy.tor ruv.cwRo))ls v. :N 
10CIR2 799) 

MILLER CL Siar.da'Ui?aliDn K Non Pqwor Roacior Prn;ucl Ciruclcifite. U 
JOHNSOfg.wJ Woslinghouso Electric Corf) 3p;i 46£83;094-4668fl 006 

0800180314 Forwards prcpculQiy & ncnproprioiary ArroniJ 4 lo Woslrgho -sc 1 
PWR RFSAR SP/90 PDA Morlulo 13. "Auxi'inry Sys " f’rnpnolcuy ru’pt 
(10CFR2 790) 

JOHNSON. WJ. Wosi.r.ghouso Etoclnc Cnrp C8/OB/05 MII LER.CI. Sla j 
& Non-Powr r Rcacter Pro,ocl Di'oclorato 2pp 46593 089 4 65'J‘J: 120. 

-0800100315 Requosls lh»H prcpr.oiary Amonrl 4 In Wuslingho,isn ndvflrv 
RtSAH-SP/90 PDA MoUu’o 13. ‘‘AuxHary Sya” bo wilf’I’Oltl from public < 

(iccrn 2 790} 

WIESE MANN. R A wesiirghouso Electee Ccrp 88/09/05 mili.FR.l:l Sv 
hon 8 Non-Pcwor RoactO' Pro.oct Oirocloraio lOpp 4G593 091-46593 103 

-8BO018O316 Nonpropneiary Amend 4 lo MESAR-SP/OH PDA MoiJ.i’o U, 
Sys ” 

’ WOSliOgpouSO Electee Corp RESAH-SP/GO A04. OO/CO/HI. 20pp. 4i 
•16593:120. 

8008100190 Forwards states topt for Jul ro Currnni roviuw nnlestonos lor <>ach 
project Roc quests nofr/cat'Ori wrfh.ri l wk ot receipt of rnomo tl firobV/ms w/rri 
encountered. 

MILLER.C L SiandardizQtiOn 8 Non Power Roactor lYcjccl Dirocte'nlo f 
SHAO.L Division of nngnncnng & Systems Toclinology lPo i >1 0704 1 1 ) G 
□.vision ol Reaulo: InspCdon & Safeguards (Post 670411) CONGFUT. I 
Hndaiion Proloct;on & Emergency Preparedness (Post 070411) i-1pp 41 
46588:180. 


K. Utility Final Safety Analysis Report (FSAR) & amends 


0008000211 Forwa'ds Amend 2 10 prop'ioiary & nonpfop'-olary RESAR ST 
Modulo ii. ‘‘Rodiaiion Protect on" & RFSAR-SP/90 PDA Modulo 12. * W;i 
FVopi.'QlH'Y nipfs w.thfiuld (rof 10CFR2 ?90} 

JOHNSON.W J. Wuslir.ghouSO Electric Ccrp 86/07/27. RUBENSTE'N L Sti 
tion 8 Non-Power neactor Pro,oct Diroctorote 2pp 40461.339-46462 017 

-B0O8O8O2 1 3 Roquesis lhat propnoiary Amend 2 lo W 09 tinghouso Advan 
RF.SAR SP/90 POA Modu’e 11. "Radaiion Protection” & Amund 2 *0 RES' 
PDA Modulo 12, "Waste Mgi.” bo wilhhold from publ’c dsclosuro (tel 10 C 
WIFSFMANN.R A Wostnghouso Electric Co.'p 06/07/27 RUBFNSIIEN L 
izahon & Non-Power Reactor Pro.ocl Directorate lOpp 46461 342-4C461.3S 

•*88000002 1 5 Nonproprotary Amend 2 to RESAR-SP/90 PDA Mcdu ‘0 II. ' 
Protection ” 

’ Woslmnhouse Electric Corp. RESAR SP/90 A02 00/07/31. 26pp 4 
46462 013 


•0808120239 Non proprietary Amend 2 to RESAR. SP/90 PDA Modulo '2. Wr 
• V/esInghouse Efoctnc Co/p RFSAR-SP/90 A0? 00/07/31 4pp -i 
46462.01 7. 


DOCKETED ITEMS 279 


DOCKET 50 602 UNIV. OF TEXAS RESEARCH REACTOR 


0. Inspection reports, IE Bulletins & correspondence 


9603150070 f crwards Insp Hopl 50 G'J2/«B 04 on 000722 No v.ClHliCfls or deviations 
leled 

CA'.LAN.LJ Peg cn 4. Ofc of Iho L) rector 80/09/00 KlElN.O b Toxas. lln.v ol. 
Aiiilin. IX ?pp -16552 353 46652 350 

-6808150000 nsp Repl 50 602/08 0-1 on HB0722 No voSahons cr deviations 
noted Map: areas inspected b o'oy cal shield wall concnuio placcmom tor faculy <4 
O? p.-eopofaiionai & startup lost programs lO' Tf-tlGA Mar* H reaclO* 

SEOLF.WC GAGUARDO J F . MlLhOAN.J L Flt-yion A, Otc ol the OroclOf P8/OIV 
EM Spp 46552 355 46552 35b 


COCKET 50 603 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


A Appl.catlon/conslrucllon stage documents & correspondence 

8808040000 Fo'Vf.vds DCE Hr indicating acceptance ol closs.lKd matte: Linv^ao 
ag-ons 10 fonrovo any toxic Of hazardous mall Ircrn classil oil eq.-ipmnrit pno' to irons 
J*' lo DOF JC' d sposa 1 

SMEt SER.jH All Cnarivca 1 isotopo pn'ichmont. Inc 00/07/20 HlOMPSON.h.L 
Cll.ce cf Nuclear Maicr-ol Salely & StdGguards.D'ccior. 3n> 46420 359 4G420 3G1 

8806080036 Responds lo 080621 request lor <i(i<)l mlo ro onnchmunl ol natural y nec.-r 
•ra ra:ho«solepos To 123 wi ’ lies onnchT.y opprox 60 g lo about 50° a 
SMF.lSER.JH Am Chemical Isotope Ennchmont. Inc P8/0//20 ThOMPSON.H.L 
Cilice c' Njclear Mate'ifli Saioty 4 Saleg-iarjs.D.rnctor ipp 4G4f>3 03 '* 46463 n36 

8600230213 Forwards rogues! lo' financial nlo ro applcaiion lo' CP A Ol lO' 
lac ity. nc‘ud ng inotnnd by wh.ch fords w.ll ho prov.dod over eniru liConso period 
CLARK. AT Fuel Cyc'e Safety Branch OOrOG/iG PKFtF'FFR.W A All Chemical Tso- 
lOH? Ennchmenl Inc 2pp 46607 13146607 13? 


F. Security, medical, emergency & fire protection plans 

0008010005 Fcrwards Rev ? in security p'fln fer sbipirunt of clnss.liod nmller Muv with 
hv:f PCI ICCFH2.703) 

SMElSfcR.JH A'l Chemical isotopo Enrichment. Inc 80/07/14 IHOM^SON.H L 
O** :e cf Njc'ear Material Safoty A Saloyuanls.Di'octor . 4pp 46371 342*40371 345 

8800170297 Korwfl'dS Rev 3 lo seemly plan W/o oncl. 

SMELSCRJH AM Chemical Isotcpo Enrichment, Inc 80/08/0? IHOV^SON.HL 
Clfico of Nuclear Material SafQly A Safogjanls.D ruder ip 46566 310 46566 310 

8608230047 VVifhdmws request for socu'ify faddy approval of Cc'-O R.x/fjc* OiC I’tal' On* 
R ego, TN Need fO' sionny classified documents at Pmo Rdgo Ofc lacMy ro longer 
regj red smeo DOE has mado ofc space available ai anolher Toci'ity 
FFLlFRFi.WA Al. Chomical Isotopo Enrichment. Inn BO/OB/CO BUHNSIDE.W NRC- 
No Detai'ed AIM at on Given 2pp 4591? 320 45012 321 


G- Adjudicatory correspondence 

6808250040 Forwards NRC B80615 ;ir to Qpp'icant requesting add I ir-to fO‘ NRC man 
c al quafif .caf.O.i (om«i & Slate of TN 850805 ifr rug.. os /mg lo pan Cipa>o in pwcood 
■n-ys 

DOPDENlCK.OM Assistant Goreral Counsel for Hoarrgs //388 6958 88/0'j/ 1 / 
MARGUUESM U , UJEBKE.L A PARIS.OH Alomc Safety ard L consu.g Hoard 
Panel 5pp 4659? ??9*4G59? 203 

8800250054 Fowds applcanl 000017 ccrrespondonco.rov sing 0/1117 Iccnvng ap- 
peal ons 

BOHDENICK.RM Ass-siani Gonoral Counsel for Hearings //30U 6960 00/08/22 
MARGIJILES.M B.. I.UEUKE.E A . RARIS.O H Alomic Safely and Licensing Hoard 
Pare! 22pp 40502 220 46592 2*19 


l. Financial Information 


8808230213 Forwards request lor financial into ro applcaton (O' CP & OL fO' 
fac I ty.mcLdi'.g moihod by whxh funds wi.l tie provided ovor onliro l.conso period 
CLARK.AT Fuel Cyc^o Safety Branch QO/Oft/15 PFEIFFER. W A Ah Chorr.ical Iso 
*CpO Ent,ch merit, Inc 2pp 4G607 131*46607 13? 


M. Antitrust correspondence 

8308010164 Informs lhal no ha S'f, ustab'ishod to conclurfo dial antdrust tioanng necos 
sary re A!chemlE,lnc appheal on to construct 8 oporalo siable r.on radioachvu isotope 
enrichment faci ity 

WElSSjR Justice. Dept of 08/07/ S 1 . VOGLER.B H. NRC • No Ootai'cd Affiliation 
Given ip 4635U.237-4G359 237 

GBO0O1OO51 Advises lhat bai,ed on available pubic mfo.daia provided by applcanl 8 
08071 1 itr Irom Ally Genera 1 ro combined CP/OL eniitrijsi rovrew of app'icant.aniilrust 
hoar.ng not necessary 

LAMGt.WM. Policy Development & Technical Support Branch (Posl 67041 1) 08/07/ 
21. CLARK.AT Fuel Cycle Safoty Branch Ip 4G483 32/46463 3?Q 


T. Hearing Iranscrlpls on non -antitrust matters 

8600000031 Tianscrpt ol 880721 prohoanng contertncn in Knoifvilio.TN. Pp 1-4.3 
* Atom*c Safety and L'consmg Hoard Panel 88/07/21. 45pp 4G4 12 275 464 12 319 


DOCKET 50 604 ALCHEMIE CENTRIFUGE ENRICHMENT PLANT 


A. Appllcatlon/construction etage documents & correspondence 

8607290209 Requests 1o» add* mto ro appi cation Icr CP lor AiOemlE Fac Hy-2 Olvur 
Spfif'ys Ust ol a:1d< mlo roorlud er.c' 

CLARK.AT Furl Cydo Snloly Qf.inch 88/07/ 15 PFEH ; I'ER.W A Al Chem*ca' i$o 
tepo Ernchmonl, Inc 3p;i 4035/ 036 40357 030 

8000040009 Forwards COE lir m hcali-g acccpianco n< classil.ee! manor Licensee 
agrees lo ron ovo any loxr <v Imra'dDus mall hern class t.ed uq^prrenl pr.or to lrc >s 
fur tc DCE to: dispose/. 

F5MELSEFIJH AL Chain cal isctopo Lfrichmenl. Inc 80/07/70. THCMPSON.HL 
Clfco ol Nudcar Material Safoty & So'ng^afds.neuclcr 3pp 46420:359*46420 301 

6800000038 Rospo*'ds to B0O62I fuqi.esl lor add ido ru yn-.cl-rrunl ol nalur«'y n.cuf 
rir-o rad cisclOpes To t?3 w f bo enr cNncj appiox GO g to abo'.l 50° *, 

SMElSFR.IH All Chum c a 1 Isotope Ln* Chrrent, Ire 88/07/20 THOMPSON. HI 
OUlu of Nuclonr Malaria* Safety A Safeguards Dueclor. ,lpp 4646J 034 46463 036 


F. Socurlly. medical, emergency A lire protection plans 

0800010005 Fcrwj'ds Rev 2 lo su^.uity p an fo* s* ipnnul ol classihod ii'ntlorRov wlh 
fiufJ (rof f0C r R? 7‘Wj 

SMFISCR.JH All C;hoirco* Kotupd Ln* clirr.erit, h‘C 89/07/14 THOMPSON. H l 
Ollico Cf Nik onr Meier<a Sa'nty A Saloijuiirds D rcclO' 4pp *16371 342 4G3/1345 

8806170222 forwards Rov 3 lo litcl.ty nocunty plan W/o Orel 
SMLLFER J >< AM ChmvtfV Ir-oir/m Fnrctvnort. Inc. 00/08/02 THOMPSON, H t. 
NR(* • No Dole led Athmhon Giver’ ‘p 4f»LG2 274*46562 274 


G. Adjudicatory correspondence) 

0800250040 FoiWiVrls NHL 03C6I5 II* to appl rant rog^ttshrg adifl nfo for NRC^ hrsn 
cal iiuaHicot on rovow & Siatu ol TN 050605 it' rr;r,uust.ng to panritmlo n procoed 
mgs 

BuRDETflCK.B M Ass slant Guncial C<u.n'j(jl lor HrnrinQS -73U8 G958 80/00/17 
MAMGU. ICS M D . LUEHKE.E A. PAR1S.OH Atcrm; Safoty nn:j Ucors.r.g Bc.iro 
Panel Spp 46592 ?/9 4G6UP.2B3 

8600250054 Forwards app.K0Ht 118081/ co*n»spoi id unco, revising 071117 ‘icon&irg ap 
plica l o'is 

HCRDENlCK B.M AssiSianl Genera*. Co.insol Icr Honrrgs. //308 8960 80/08/22 
MARfil/flES.M U . (UG£/KfEA. PARfS.On Mo fine Safety and L Oomi 

(>ar.o! ?? f p 4659? ?28 40692 24 f) 


M. Antitrust correspondence 

0000010164 m'orms t««t n.» husi-s tuotnbi shod tn conciucju lhat .mn-usl hearing neens* 
snry ii* AichcmlEJnc applicil <m to conslK,ci & Lperaio stahlu non rtidioaci.vo isc’.opo 
orrichmerir faclldy 

WLISS.JH Justio. Oupl cf 06/07/11 VOGIER.BH NRC * No Gota'lrd Alf.jauon 
Givnn Ip 4f'359?3 7- *103 5 9 23/ 

80000 1 0051 Adv.sos ihnt based on .iirailfUXo r -nfu.dola provi-Jud by arP'Cani A 
0807 1 1 Hr from Ally Gon. ral ro roirb rcil CP/OL annual revow ol appl can1.anMru9l 
hjar.ru rut nocussa'y. 

LAMDL.WM I’o'icy Dovo'cpmont A Techircol Sjpporl Orftnrh (Pest 870411) DU/07/ 
21 CLARK.AT FuOKV.O Saioty Hmnch Ip 46403 82/ 46403 328. 


T. Hearing transcripts on nonmntltrusl manors 

0000080031 Tranf«cri;ji ol 880721 prcfioanng conlurcnco in KncnrvnoJN Pp 1 43 
• Atomic Safety nr.d l icensing Hoard Hannl DD/0//2I 4£pp 46412 275 46412 319. 


DOCKET STN-50 605 GE ADVANCED DWR DESIGN 


A. AppliCflilon/construcUon slogo documents & correspondonco 

6800000009 Forwards document* ro NRC review of GE appl cation lo' coililcahcn of 
aiJvanccrJ GVVR Mosgn.per 880201 meoli-g og'uomcni W/o onoi 
SCALE f Tl.0 C Slant Jarrl i? alien A Non Poaci Hoactor Proioct DruclO.'alo 08/07/20 
FUKUSH.MA.n Japan, Govt ol 2pp. 46467:102 46407 1 33 

8008100190 Forwards ‘ulaius rapt lor Ju> ro current review mlcsionos for each aid plant 
pro;oct Rortuosts roMicat cn wiffin 1 wk of rocopf of memo if prof Jems tdafos 

er.couniorod 

MlLLCn.Cl . Siarda'd-zatcn 0 Non r’owc-r Reactor Proleci Uirecioraio 80/0B/09. 
SHAO.L D vr.cn cf Engnooni.g A Systems Tocbro'ogy (Post 870411) GRIMES, 0 
Civ.sion ci Roacior Inspection & Sofng .nrds (Post G 70 4 11) CONGEL.F Civ.s on of 
Radalrn Proloclion A Emn-rgcncy Proporocfress (Pcssl 07041 1) inpp 46558 17G 
46588 109 


DOMESTIC UCENSIMG OF SPECIAL NUCLEAR MATERIAL 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP., CANOGA PARK, CA 

0000020197 Ack receipt of BBG60? Hr convn-t*ng to roviso radoIOGicOl conlngoncy 
plan.Documonl ESG O l -30. rov.sod 620303. to conform fo present oporanans & app/y 
accu'atoly lo aclivilios ccrrontly authorized by llconso 

MONTGOMERY .J l Hog on 6. Ofc ol Iho D roctcr 88/07/09 GIBBS.DC Roc^wO*.' 
Internal ona 1 Corp Ip 4637b 2Q9 46375 273 
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- AGO 8020 201 Prov Jos comm.tTom id coirplo*© rov cl racion; cal coni.ngorcy plar.per 
utsoo 1 License' S>W 21 on QbC51ti IW. Rocoru o' 890524 lelccn end 
G'GBS 0 C fiuckwe.' Inlomatonal Corp 00/C6/D2 MARTIN J.0 Region 5. Ofc of Ihy 
Di.-actor 4pp 463?S 270 46375 273 

BC08 190175 Act, recopl o! 86071*4 Hr mlovr. rg NRC Ol slops laken lo correct vidai ens 
rclc-J m mspol L cense SNM-21 cn 6905 '.G* 19 

MONTGOMERY J L He^cn 5. Ole of H e Creclcr 88/00/10 REMLEy.ME Roc^woi 
livernat Corp ip. 46G03 3 15 4t603 319 

0608250306 Fu-wards annojf.co neni of fiscally alarm &ys webshop spo'soren try 
DCF W/o end 

ROUSL.LC Hid Cycle Sa'eiy Rrarch 09/09/17. nEM.EY.VlE Energy Syslens 
Grctp ip 46647 015 46647 016 


DOCKET 70-0027 BABCOCK & WILCOX CO.. LYNCHUURG, VA 


0608010064 e'orrns ihct L:envJG w; I rol ccr'ln-a w/b we<_k / du.ir. out frequency cn 
r*ijh level d-ssr/veis as slated n 0710 '5 Hr Onego quo lo fnjh jrU;rr.u coriUiitunu 
l:cn levels which fi -too res...icd Horn s:alc;: practice 

nOYD.CC flahrnci & Wilcox Co 68/07/01 GHACF.JN Rugon? Ofc cf i K e Orel 
In' ip 46359 260 46369 360. 

6608080033 Responds lo vo^abons rolcrt an isp Rep! 70 0027/87 13 Ccircciuo 
oclions scl coni.i'nna’erj w t\ cer.se:! r.i r.ncln* irail has been lcrrpc<anV stored 
a«o ir.cj banks cf eq j,ik*aiicn pond A*vi,* s do rot shew ba/arocus con1m*s 
30YD.CC Babcock A Wlco* Cn Ctjn.'MI ROUSL L C D.vs£Vi of .n fuslnai S 
MeJ.cal Nuclear SatGFMPcsl 670723) 2::p 1646? 2/5 46462 2 /G 

6608030034 Forwa'ds Amend 14 lo I ccnso SNM 42 rlrlsVg licoiso Conor! ur.s 14 & 
15 

BOUSE. LC F^ei Cycle Saloly (Vanc'i R8/0//14 0OYDCC Babcock & WVcox Co 
ip. 46429 27 1 46-129 276 

• 0898030030 A'rond 14 to License SNM 42 rovis rg License Cirditions 14 & 15 re 
change io Soclicn iv (radological specs) 

MG'JSE.L C D wsicn e' indoSlr.al & voo ca> NjcUnr Safely (Post 870720) 89/07/11 
3pp 4(5420.27? 4B420 ? 74. 

•*8808030044 SER si.ppoMing 68061 1 <4 6hC6l6 App’i.'aicns fer amend in License 
SNV 42.chrt* y(' , g Seuhcn iV (ran Ob'-nice! specs) 

SCCNG.Al . BICINGFR.GH, Fl.oI Cydn Saloiy Qra>*ch 68/07/14 Ip 46429275. 
46 429 2/5 

-0808030047 Adv.scs fhai neither EIS ncr or.vi-cn assessment wnrrnnlcd ro 80051 1 A 
G616 applJcni ui s lr>' am^rd lo li_C"su S\M42. rr,oiMyng Secicn IV (rntlniogcoi 
specs) 

MOUSE. LC Feol Cyc'o Saloiy Branch 08/07/1*1 Fun! Cyds Saloly Branch, ip 
46423 270 464 29 276 

0808010290 Forwa'dS Ir.sp Bop! 70 092//U8 16 cn 660523 27 No v.oMtor* or devi- 
ations rcicd. 

COLt.INS.OM Reg on 2. O'C Of Iho Credo:. 00/07/10 TETRAULT.R r Babcock & 
W-fco* Co 2pp 4G361 143 46351 155 

•*8898010302 Insp Ropi 70 9027/09 1 6 on 890523*27 No v cUiiions cr dovialons 
noltrrl Va,cr areas inspected cmc/acr.cy preparedness w/ special emphasis on open 
iiems ip'onli 4 cd rliir rig Operational Saloty A«sossme.il 70 C027/00 22 
TESFAED, GOOCEN.A, CECKER.T f* Hcodh 2. Ole cf tl:o Di'OClCr. 06/07/ 11 
llpp 40361; 145-16301 155 

88001001^0 Provisos gjailerl/ r^pt cn proqcrorociH of now drum t-e»inner sys po' Insp 
Ropl 70-C027/66 C8 

GOYO.CC DbLcocK & Wi'co* Co Qfl/07/20. VCCOnKLEc. Lico.^STn Branch *ipp 
46405 1 1 7 46485 120 

8008110143 Forwards par: n:iy will.h-o’d insp Ropi 70 0027/88 19 on 883627*0701 Nn 
vicint ons ci dov alo'*s notod 

CUNE.W.E Rut|!on 2. Ole of mo Orecior 00/07/27 TF.TRAUIT R t . Bnhcock R 
Wlcov Co. 2pp 4651 1:222*4651 1 224 

-8008110141 Pariia’ly w.lhheld Insp Repl 70 0027/08 19 on 6B0G27 0701 No volo* 
lion« or un/iotions rioted Mp;cr areas ir*»pt>clcr); loshng & ma*nMocks,koys & 
corrt: nadars.ptiyscal barno-s including p'ofocted areas & v.lai arons 6. asossmont 
aids 

THOMPSON. O., MCGURE.Ofl Rccron ?. 0 4 c ol the Di’CClO*. DU/Q7/25 Ip 
46611 224-4051! 224 


8000150123 Ack fOCGipt Ol 000716 Hr nlorrr.my *,RC ol Steps laken lo correci viO'clt'Ors 
noiod in Insp Hupl 70 C027/6fM 1 . 

COLLINS. D 7/ Region 2. Ole ol tha O.reclor 8B/07/27 TETHAUL f.R.E Babccck & 
WiCOkCo Ip 4C542. 144 46542.144 


8000160449 Responds fo NRC Hr ro corre'ns oppressed as rusut* cf insp du'mg wks of 
880705 1 9 Corroci-vo actions cn 860727. safoly review par.ol Will accompany open 
aliens foreman cn carafLl exam o< each process <n Mod two areas 
TETRAULT.R E BatiCOCk A Wi C0x Co 88/07/27 GRACE.J N Ron on 2. Ofc of tlu> 
Oirocicr. 9pp 465E0 1 4 7 4 6560 1 55 


0800150364 Forwards saf&ly rnv.Qw panel repl ro nsp ol compact reader fuel & scrap 
recovery areas & infotms that largei dale lor corrp!et<on cf evoiuoi on of slorano rack 
exlonded to 860910 

TETRAUL r.fi. E Pabccck & W.lco* Co 80/07/29. GRACE JN Rea on 2 Ofc of the 
Oir ode r . 7p p 46550:057* 46550 Ofl 3 


0808050089 Inlorms that Tomporary llcanso Conduon TC(MC&A)*4 to Safeguards 
Amend SG-1 issued to License SNM*42.g'antng 10 clay oxtons ons lo comp eie & cfis 
lr U.ilo su nuclear mall iransaction re pis 

8URNETT fi.F DoiS'On ol Safeguards 8 Transportanon (Post 070413) Gfl/OO/Ol 
80Y0.CC Babcock & Wlcox C:o. Ip 46445 132*46445 132 


0800180236 Conf fins 033801 tefcon re charg og iml alsrn NCSS lo NCSE. Act-on Itr ol 
080727 net mlondoU to precT.'dO movomunl cf c'Olhi'li) & trasfr coniairung Surface 
on wiihiu ccrrjpacf roactcr luol & scrap toe overy area for confirmaf on. 
GRACE J N Reg-on 2. Ofc of the Dirodor flB/09/01 TETRAULT.R F Gabccck & 
Wi ‘cox Co 2pp 46550 C 64 46550.065. 


0008090234 Informs of spec dies 'Q rnceru fnrlings of ilnhconces for n*xwc* , ca , ?y 
safety conhols at BSW Naval F«ul Plan* Operations h<wD boon sl'ui Ci*-' 4 * l not 
be lesiarird as agreed in conli'mpiicn ol at.iicn Hr from Rcgcn h. 

BOUSE.L C f ue' Cyo‘e Safoiy Brar-ch OH/OfJ/04 CUNNlNGHAM.M L C., «..>'» o' l> 
duslr al 8 Medical Nuclear Solely (Post H7i>/?9) ?pp 46-177 303 40477 Ki 

8800240135 F.nal icspcnso to TOIA n.-quost 1o» documonis Ap;> K dcrii.'T.crts err I A^-p 
I. docivnonls pariiaiy do oir d as nuts do scope ol rr qur>M App M docua o.i's pj»l ,y:< 
w.thhetd (rol FO'A Exompi-un 5) 

GRIMSLEY.DH NRC • No Dota'od All/iaiio-i Given R6/C0/O4 BO.LYX P,t c Cti 
?en‘sCr«lcat Mass Erergy fYo.ect L-pp 16501 335 -16581 .142 

-0608110018 Forwa'tJS NMR SALP input based un mnnSALF* ovo'iifl'ors t*f.rl «v/S = If t) 
Ova ua* ons fjroparcu (In 1 rg SAl P Ort 19H4 May 1986 pe< Od Rtlalco dxu.ncn ^ 
iron rnci 

OdULFY.RF PWn Project DroUo.ote I 65/06/0! idRSC-I.DI 5. Ofc o 

iho Daoctor 85pp 46501 34.1 4065? M2 


0000170331 Forwards Endorsements 3 lo NEUA Ccruf-raie NW C9 & MAEljC<n'i 
caie MW- 6/ 

SAMUELS.J L Marsh & Mcl ei-nart tnc P8/08/1O niNlT?.l Oil CO o' N t:U v *tv3C 
ler ncyu'ai on. Di'Cdcr (Pusl 07041 1) 6pp *16563 015 46563.010 

0008160214 Tup ropl of pnr!:up,<t.on n Hegiuu II *nsp ai fnciLty on &t>07?il ??f*c^* J. v i 
i'rspecior idirNilieil ccrion weaknesses m treenseo protjrani lor rj.k<- rnei 4 » 
salety 

UlDlNGEn.G M Fue:C.yc!o Safety Branch 00/00/11 RCUSL.L C Fuel fV a 
Branch 2pp 46655 121 46660 122 

8800250207 forwards arrour-ccrimni ol cMicatiy a'ann sys workshop ^oi'i-rr-J tv 
COE W/o on cl 

MOUSE. L C I uol Cycle Safety Branch R5/05/10 QOYD.CC Oflhccr^ 8 ‘A-kD* Cc 
tp 46646 140 46648 140 

0808240206 Forwards Insp Rept /0 002//tHI ?0 un 083/16*22 & 4 o'U* Cl 
vclahon Urroso'vcd item .ifontilicrl In <n?p repl w.’l ho pursiit.-J d.njra Vl»’o . e ps 
CCLLINS.DM Reg on 2. Ole: ol iho Uiiecier 66/08/ 17 I E I RALJL >.M F IDUo> A 
W.'coxCo. ?pp *16b2U 0 1 4 4 GG2?1 020 

-880024028U NoliCO ol v, elation from insp on 660/10 22 V:o' .aliens rotol l.i ■ e to 4C- 
ruMluly quant 'y rarfio.aciivo off.r.enis roloased lo ii^fr.s'HCle I ftf 3 A per 
I0CFR20 201(b) roqu remenls 

COLI.INS.DM Region 2. Ofc of iho D.recto' «U/tm/i/. 2pp 4662*)0iy , f,62lini7 

-8000240292 Ins-p Ri.pl 70-C027/HR 20 Cn H6071H ?2 Vipfat on -lo*C J M,i cr nc.as 
nspoctod I quid A gaseous rndwn-ao nnjt.c onf rmulo'y measurer i*un'.s 6 en. -oii- jvo 
lect on 

ADAMAVIT/S. KAHLEJR Regirn 2. Ofc of ilm Oroclor fct'/r-.'i/ 1? 1 ?h> 

4G029 010 46029 029 


DOCKET 70 0036 COMBUSTION ENGINEERING. INC.. WINDSOR. CT 


0000170027 ’Elliuenl Mof‘.nonrig Hopl fer Period Jon Juno 1906 " W/ IISCOll I”. 

ESKR DGE.H.E ComU..slion Ergnooripg, Inc 011/06/30 3pp 4GS/7 N'3 '*6572 IB4 

0800100405 Prov.ilos Overview of furlhur antci)iriind changes lo fac .tea pe>r-)' t c«l lo/ 
rioxl Iwo yrs A inrleper.c'om cf cuirnnt enmm in-.cnts lo i.pgrmjt* i jjlkqiK sS 
end bo wilnhold pO' 10CFH2 790 

SCHERER. A E Coirbusiion Engineering, Inc. 80/07/20 nOUSEIC I Jt* t:*j< a 
Saf oiy Branch 2pp 40500 090 40569 100 

0808260376 Forwards anriDijiiuomoru of cnlcality ultirrn sys workshop ‘pr:.s'»rij Ly 
DOE W/o end 

ROUSE.L C Fuel Cycle Saloty Brand* 8fl/0»/ 10 MCG-LL O l> Ccri'h.y m Erv k cr 
r.g. lee ip 46648 314 46640 314 


DOCKET 70 0135 BABCOCK A WILCOX CO., APOLLO, PA 


0808010312 forwards Ship Repls 70 0135/06 03 A 70 0364/00*03 cn 0E3531* & 

not ce of v.otaiion, 

BELLAMY R fT Region 1, Ofc of Iho Oecior 60/07/15 CtJLEMAN.Wl S'lt'COCk & 
WlroxCo 2pp 46363 011-46383 024 

-0800010315 Nohco of v»olaiion from insp cn 860531-0603 VroW oa riYodtes? fjtory 
proiccl.vo equipriiunl i^aduqualo.no w/illoa procculuro lor uso of rcis|* m :<‘7 P'dCC.I -o 
ecu pmoni in p?aco & poteniial of count r<j tossos nol evaluator! 

' Region 1. Ofc of lha O rector. 80/07/15 2pp 4G3D3 013 46363.014 

-0008010320 insp Repls 70 0135/00 03 & 70*0364/00 03 on BB0531 0f-03 VoMr.*>ns 
noiod Major areas inspected rrgf organ 2flfion A coribols cxlc.n.ii cqv^s-/io 
controls. posting A label ng & status ol previously identified items 
WF ACOCK A . TMOMAS.W, SHANBAKY.M.M. Rcgon 1. Ofc of lfu> OndC' 00/07/ 
13 iCpp 46363 01b 4G363.024 

80001 10251 Responds lo noncomphancu noted in Inap nejila 70 0135/03 C2 A 70* 
0364/88 02.Corroct. vo act ons motel ccRng msiallod & security ofl:ce'S *.l lrcq*jL^*ry 
■nspecl all access corridors A hallways 

CULBERSON. UG Babcock & Wilcox Co 00/07/22 QELIAMY.R n Hegci I. Ofc o» 
Ihe Director 3pp. 46499 353*46499 354 

8008030404 Forwards Safely Insp Repls 70 0135/80 01 A 70*0364/68 01 on 000502* 
06 & not co ol vio'aiion 

0ELLAMY.R fT Region 1. Ofc Of the Dreclor. 08/07/27 COLEMAN W l BAhcock. A 
Wilcox CO 2pp 46412016*46412037 

-0800030409 Notice o! vioipllon from insp on 000502 OG.ViO' aliens rotcJ sc%«c al 
traiors.conialnors A boxes noi proporly I a ho led w/ djrahlu, dearly v.sblo s jn? irt-rt, 
[ymg radiooclive conlenls 

’ Region 1. Ofc Of Iho Dirocior 08/07/27 Ip 464 12.020 4Q4 1 ? 020 



DOCKETED ITEMS 281 


-8908030416 Inso Hop'S 70 0I3S/BB 01 & 70 0:164/88 01 on 86050? 06 Vclnl^ss 
rOtodWa.or areas inspected oman^abcn. nuclear uiliCfilly safoly.rovew of 
Options. rad a:cn protect on 8 radwaslu mgt 

nOTH.j. PASCIAK.WJ Region 1. Oic Ol the Droctor 80/0//27 I3pp 1 3 02 1 - 
46412.03/ 

-6808690290 Tc'wa'ds rcsu'is ol survov ol rornudiaiud «voa r.oar onuarco In Mobil 
Svcs 'aci ity.aoiaccni to U&W sito n Apollo PA. Surface scons dd not .donhly any 
areas cf g'O&s ccnljTi nai on 

lAND'S.MR Oak Ridge Associated tJn.vs 80/04/25. ROTn.J Hey on i. Oic of tho 
D.rec«or IJpp 46412 035 464 1? 0J7 

3808 1 10113 Forwards curMicnies showing f.nanciAl assurances let paynionl lor tlocon* 
rn.ssici.r g co'ils.pe.- 780313 IP Wcrt-ng capital in excess of estimated cost to rluconr 
rmssen Iticulics 

.ORDAN.IV Uahcock & W.lco* Co JORDAN,! V McDonvull Inc 06/Ofl/Ol. 
ROUSE. L C Fuel Cycle Safety Branch 6pp 46504 252 46504 250 

8808220047 Ack rccoipt of 000722 Ur inform ng NRC ol steps laken <0 ccrrocf volal.ons 
noted m insps 70 0135700 02 ft 70 304/08 02 

0ELLAMV.HH Roy on 1. Ofc of It hi Urccicr 06/00/09 COlFMAN.W.l Rahcnck & 
W.':q*Co 2pp 40000 200 46600.201 

8908180138 Forwards '‘Summary I lojjl Apollo Fac lily Offsite Conitimmat on Alccvo 
Area Cean.p” Sci‘ samp’os A radiation surveys of romod>nted an. -a cond.ictnd by 
BftW & Oak n.dtjo Assoc Unvs shows It^n n-eo nwola NHC guifltil rc*s lor umcslnci- 
ol ir,n 

CULBERSON. D G Bnbcock A Wilcox Co 83/08/12 HO’JSE.l C Fuul Cyc‘u Safety 
B-ar-ch ?pp 46577 036 40577 063 

-6036100168 'Summa'y Repl Apollo Fac lily Offs to Conianmuihon Alcove Area C'oarv 
up 

’ Babcock ft WLox Co 00/07/26 ?5pp 4G5//.030-1657/ OC'J 


OOCKET 70*0143 NUCLEAR FUEL SERVICES, INC , ERWIN, TN 

8806110302 Fo-'wards Pari A application for storage Incnly opurniion lor mixed low 
even S ha2b'dous waslo.por 0R0513 fcguesl Storage wil only bn provided for waste 
ore-rated onsiin 

ONQJ A N'uc'ea' Fuel Services. Inc (subs ol Golly Ol Co) 88/05/31 HALE.US 
Tennessee, Swo of. Jpj> 46500 200 40000 203 

8808020214 App icanon for nrnond fo License SNM-124.mctHy.na approach for doeem* 
missicn-ng of puton.um fac.’ilies Programmatic opptoach to dceoromissiunmd & 
schvfue lor dovelcpmonl of eljUmuim docomrn.sSlcn ng plan unci Foo panJ 
l CNCi J A Nuc'oar Fuel ServiCOS. Inc. (subs Ol Golly Oil Co ) 80/07/05 ROUSE.L C 
Fuel Cyclo Safely Branch. ?pp 4631)9 232*46303 P4G 

♦-B30B020217 ''Proposed Flutonum Uecornm svon.ng Program " 

• Nuclear Fuel Survious. Ire (subs ol Golly Oil Co) 110/06/21 13pp 4GJUU234 
40399 246 

Q808000150 Forwards guadr.rly repl on suites ol pond tlocommlss onlng aclivilos un 
drrfa^on holwocn Jan igoo * Doc 1990 V.owgrnpha from 830623 mooing also Orel 
LONG, J A Nuclear Fool Snrv:cus. Inc (subs of Gaily Ol Co) 03/07/08 HO'JSE.l. C 
Fuel Cycle Snluty Branch 5‘Jpp. 46452 136 4045? 105 

6008030144 Advises ihQi 800121 suhrmllfll ol now high enriched U FNMCP noods 
rov Fx-simg Pad 70 FNMCP woo'd al very least ronuiio rev m inlorGSl of clnr.ty 
MCCCHKL L r .G W. Uconmnu Ora rich M/0V/0H. HENSLEY.K D. Uoc'oar Fuel Services. 
Inc (subs. Ol Golly O.l Co ). Ip 40*129 353* 40429 353 

9600080007 C'at/es liconseo 880520 Itr re I0lh*yr coninbuhon to high or.richod pon:on 
of clecomm s S'er.ing oscrow fund l.lcortsou will noi make cash paytnord 
JGfiNSON.G R. Nuclear Fuel Surv.cos, Inc (subs of Golly Ol Co) 08/07/13 
ROUSE.L C. I iicl Cyclo Sufoty Broncli. 2p)) 46463 0/2-46463 073. 

6800 1601 77 Fnal rosporiso 10 FOlA roguosl lor documonis.Forwnrds App A documents 
A pnttia'ly wilhhold App (3 documents (rof FOlA L'xomplions 5 8 6). 

GRIWSLEY.OH. NnC • No Dota.lod Aff.lialion Givon 08/07/ M KELTCN.JM Nuclear 
Mconsmg Rnporis. 4pp 46501 149 46601 164 

-B0O21 00059 Radially withhold rept of 07 1201 04 mgi loam vis t to Drunsvv.ck A Cfliaw 
ta s.tos.Nucloar Fuel Svcs Erw.n facility & region ofes 

SNIF2EK.JH. Oflico ol Nuclear Roaclor Regulation, Oroclor (Post 070411) 88/01/ 
20. MUHLEY.T E. Ofhco ol Nucloa' Reactor Rcguialion. Dirocior (Posi 070411) 2pp 
4C601 169 46501 170. 

0808000036 Subnuls followup 10 06QG22 mooting ro mlogrdy onhancomoni plans for 
bunal aroa9Curroni schedulo calls for comnlel.on of ovalualon of prob'ems by Oct 
1986 al wfi ch l<mo repl will be provided to NHC 

KNIGHT.B F. Nucloar Fuol Sorv cos. Inc (subs of Golty Oil Co ). 83/07/16 
SWIFT.JJ. Fuel Cyclo Safely Branch 3pp 46462.280 40462.20? 

8B09030191 Issuos Amend 48 10 Liconse SNM 124,revislng Liconso Condtion 40 ro 
condvcl ot groundwglor momioung program to adequately define hy<l'dog>cal 8 geo 
o-cxal characteristics of area near unused wa9iowaler roioniion por.ds. 

Ru'JSE. I C fuol Cyclo Safety Branch. 08/07/20 KNIGHT, B E. Nuclear Fuol Serv* 
:co$, Inc (subs of Golty O.l Co) 2pp 46403 206 46403 210 

*•0008030195 SER Supporting Amend 48 lo license SNM* 124 re groundwator monitor- 
ing program 

SOONG.S . SWIFT.J J Fuel Cyclo Salely Branch. 88/07/20. Jpp 46403 208 
46403 210 

68001 10 100 Ack receipt of 080708 Itr informing NRC of stops laken lo correct v-olaiions 
noted m insp Repl 70 0143/88 17. 

CUNE.W.E Reg on 2. Ofc of ihe Oiroctor 88/07/21. LONG.J A Nucloar Fuel Serv- 
ices. Inc. (subs of Golly Ol Co ). Ip. 4651 1 214-4651 1 214 

0608080021 Informs lhat Uconso SNM* 124 amended lo incorporale modifiod criteria for 
cl bod-6 1 array storage of SNM in vaults.por 8802 22 appl cat on Previously issued Li- 
conso Condinon 83 wnhdrawn.SER end 

ROUSE .L.C. Fuel Cyclo Salely Branch 83/07/28 KNIGHT.B Nuclear Fuel Sorvcos, 
lr.C. (suhs. Ol Gaily Oil Co.) Ip. 40450 356 40450 360 


♦ -0800000024 SER support ng 'luonsco 88022? app rent on fo* ,-jrnond lo L cer.SO SNM 
124 ro nuc'aar c' hcalty safoty cnlena for cuhodai arrays vauil 
BIDINGF.R.G H . SWIFT.JJ. Fuel CycU) Safely Branch 88/07/2R 2pp 46*150:357 
-1G4EO 358 

. .0800000027 Discusses cnlogor-cal wc usnn ro 080222 Bpp'jjahon fo* av.oro lo li- 
cense SNM 124 concern i ;g n-.ir'ea' cnl-rally safety criteria ler c« bcidal a*r t -*y m 
vault IVoposc-d li-conse hmend action is CHtogoi.cal oxclus on. pc*.* 10Cr : R5l ?2(c)(l l) 
HOUSF L C Fuel Cydo Safely Brunch 0H/O7/2B Fuol Cyclo Safely Branch 2pp 
■16450 359 46450 360 

0808 1 50061 Issues Anurd 50 *n l.r'iunsP SNM- 1?4.nr.urpOiaimg mods n 1900 arnjal 
contribution lo escrow for tNiconuris'Sion-ng SER c.r.cl 

HOUSE L C Fuol Cydo SflfQiy Branch 98/0B/01. KN'GFHT.B NLC'oor Fun' Sorv.ces 
Ire (subs o' Golty O l Co ). ip 4655**. 113.46554 U5 

-■8008 160073 SLR supporhrg R80520 A 0713 np;>! calionS ler jrrun l 10 license SNM 
124 ro nr,t' w.?f C 0 'Wb\rfr:jn IoohC'Ow iond to‘ tlecourni.^icnmg 
SOCNG.A. SW.Fr.JJ Fun' Cycle Safely Branch BH/O0/M 2pp 46554 114 

46554 115 

8608100243 Issues Auiord f>l td L'Co-isu SNM l?4, neorperut ng chargus in 
o.<jani?eiinnpcr G90428 & 800701 tirs 

ROUSL.LC Fuul Cyc'o SafOly Bffi'xn 60/06/0? KNIGHT.B Nuclear Fuel Services. 
Inc (subs cfGnilyOlCo) ip 4646312 7.46483. 129 

-* 8008 100249 SF.R suppcn ng Ainoud 51 to C icunse SNM- 124 

SOOFXi.5. SWIFT.JJ fuel Cycle Saluly Branch 80/00/02 2f*p 46483)20- 

46463:129 

OBO0 15027 1 Forwards Irsp Hapl 70 O143/BG-1U on 060530 0BO716 Nr> viblaliO'iS or do 
vot:ons nulOd. 

CUNE.WE Hcgon 2. Ole ol 0 0 Orccior &0/OH/D3 LONG J A Nucie.r Fi.rl So-v* 
tcos. Inc (subs ol Geliy 0.< Co ). ?P() 46551 (195 46551.100. 

-8808150273 Insp Ropl 70 0143/U8-10 on 880530 0RD71 5 No vdnlions oi doviatons 
roiOilMap* areas «nspociO f J lociMy cpcrai t;ns, maml A mod* ruclcar cnicaity 
snloly.rAciHinn proieciron.raUwnsio mgi A mall conirol/nc.eo unli^u. 

Lf:( T.O , MCALPINE.E.J Men on ? - 0 |c O f Iho Drector 00/08/03 4pp 4C661 09/- 
4f.Sfjl 100 

8000100236 Fo*wa'ds insp Ml*J) 1 70-0143/00 16 on 800/11* IB No violat-ons or dov, 
al ona roiod 

COINNS.DM. Hpgion ?. O/C ol HO Dn>clor DD/COrO-i LONG J A Nuclear Fuel 
Surv.cos. Inc (subs uIGoUyClCo) ?pp 4659 124b 46501 :253 

--0B08 18024B Insp Ropi 7O OM3/G0-18 on 000711*15 No vclahons 8 O.v.aions 
noiod Major areas mspoclod cnvi'On mcrnlufii.g. li<;u:d radwosio tiiudmonl.off uom 
rm’osu-nme'ils A Analyf.os K a>nh*irAto*y n:uas.;rcmonls 

STODDAHl.PC. . KAHLE.J0. Rugron 2, CMc nl lim Direolpr. R0/O7/2B 7pp 
46501 247 46691 253 

000025(7007 f orwards orroiirconmrit of COF. Cfit'CiiUy afc'rn * y s worksfrap VV/o cr,d 
ROUSL.LC Fuol Cyclo Salely Branch 1)8/00/16 KNIGHT, HE Nuc’oar Fuel Serv- 
icos. Ire (s.ibs of Gutly Cl Co) 1f> 4064C 272 -46646.? 72 

0808220165 Rosjunds to 880721 Ur indenting Hull ruclnbsilieoum consldun.d for l.vo 
mull forms from Category IA Lu 10 to SOt-Sfy rutiulroments ol lGCFR74.Sut:parl E NRC 
guidance must prov»rl over rovisod DOE (jrdor for isiud rensopa 
MCCORK1 L.G W. licensing O'Aneh 68/08/17. MENSLEY.K □ Nuc'oo' Fuel Sotvicos. 
Inc (s.bs of Golly O.l Co ) 2pp 4GC03 Do 5 46603.066 


DOCKET 70 0270 MISSOURI, UNIV. OF, COLUMBIA, MO 

08072602 IB Forwu'ds Physical Socunty lnr.|i FloplS 50 123/90-01 H 70 0270/GU 01 on 
G0Ob2/-3ONo wio'ot ong reted Hoj>l ilolC'lft A natico Ol v.o»nion wiihho’d (rof 
10CFR2 790). 

MALLETT B.S Region 3. Ole Ol |ho O.ruclor. 89/07/ 14 WARNL’RP Missouri, Unv 
Of. Ru.'o. 770 ?pp 4630-1 153 16304:155 

-8B07260227 Purl nl.y w.ihhokl Pr.ys'cal Socudy Insp Ropis 50*123/60 0) & 70 0270/ 
08 01 (rul 10CFP2 79C(d)).MBluf areas im.puctcci ropis nf uofoguords uvonis & fixed 
s-to physical prefect on oi SNM ol nridornlo siratogic sigrikoa^co 
CHRlSTOFF : ER.G , CREF.D.J R Rogion 3. Ofc ot Ihu Droctor. 66/07/12 Ip. 
46304 155 46304 155 


DOCKET 70-0364 0A0COCK & WILCOX CO.. APOLLO, PA 

6800010312 Forwards Insp HuplS 70 0135/08 03 & 70 0064/08 03 on 80G531* C603 A 
noiico of vio'aiion 

BELLAMY.R R Hoy on l. Ofc uf thn Ducclor 66/07/15 COLEMAN.W L Onbccck & 
Wilcox Co ?pp 46363 Ol 1*46363 024 

*•8808010315 Nol-co of v*Clnt bn from insp on 080531*0603 VolHhon no f od rosp lainry 
ptoioowo equ'DWonl lradoqualo.ru} wnico procedure tor uso of rosfjxalcry proJucJve 
oquipmonl In placo & potoninl of courn.ng losses r.ot ovoluaicd 
' Hooion 1, Ofc of llio Ui'ocior 66/07/15. 2pp 46363 013 4G3C3:U14 

-600BO 10320 Insp Ropis 70 01 35/06-03 & 70 0304/06*03 On 860531 0603 VicYoiions 
notod Ma|o f aroas inspocicd mgi organizat on 8 conlrols.oxiernal ovposuro 
controls.posimg ft labeling ft sloius ol pioviously :donhhod uoms 
WF.ADOCK.A. THOMaS.W.. SHANUAKY.M M. Ftog:on 1. Oic ol Iho D.fcctor 66/07/ 
13 lOpp 46363 015*46363 024. 

BB081 10251 Responds lo nonccmpl anc» noioJ in Insp Rupls 70 0135/80 02 ft 70* 
0364/66 02 Corroclivo- aciions molal coi ing .nsia'led & socur.ly olheors wi l Imquenhy 
mspoct ar access corridors 8. hahwoys 

CULBERSON, O G. Babcock & W.lcoxOo 60/07/22. BELLAMY.R. R Region 1. Oic of 
the Oiroctor 3pp 40499 353-46499 354 

6808030404 Forwards Snfoly Insp Ropis 70 0135/80 0l ft 70-0364/66-01 on R60502- 
06 & notice of v<oloiion. 

BELLAMY.R.R Hog on 1. Oic of tho Drector. 08/07/27. COLEMAN.W l. Babcock ft 
W.lcoxCo 2pp 48412.010 40412,037. 



••8G0803D40Q No* ce cf volaticn '*oi*1 nsp cn 860592 C6 l/oakcns noted several 
Ira- e' sc ©Planers A ho<cs not properly ‘abelcJ »/ rfuabta.clcarly visb'e sg-.s dex 
*>inq rad oaeiive ccnleui* 

‘ nc;;i cn i . Cfc C' Iho D feeler Q6/07/27 <p 164 12 02C-<64 12 020 

* ‘BCD 80304 16 Insp Ro?:s 70 01 35/ 68 Cl & 70 0264/880! os 880502 CO Violdtcns 
^oieo Major jfuas «r.spoc:od oiganza'on.nj'loar cniicoMy sa'cty. review oi 

opgrai.cr-s.rad a* on protection A ra'twasie mg' 

ROT H J PASCIAK.WJ Ror: c-. 1 . Ole ol the Drpcrci 69/07/2/ 1 3pp 46412021 
40412 037 

**8808090299 Forwards result* 0< ScrvOy- ol retrod a toil area near e'»trarc« 10 V.qihI 
Svcs facility 6<j|3C0n| *0 Q&VJ sdo n ApolO.PA Surface scans dd ml cfcniily any 
aroas ol pros* ccnlatr nahon 

LANDIS, V R Oak Ridgo Assoc a*ed Un.vs 68/01/25 R0 T H.J Region 1. Ole Ol Iho 
Cirocio* 3pp 15412 035 40412 037 

80081 101 13 re gards cor: hcaiws shCw.-'g friar ical assmaaos ler payment For tJe.-tcm* 
ni ssen rg cosk.dc" 780313 Mr Wcfkmg CQ;t-tgl n exrcss cl uttiriaicd cos: to riojcni 
m ss:cn lac .dies 

JORDAN I. V Bobcccli S Wi'co* Co .CRDAN.L V VcCo.-T.otf Inc 8 0/06 /Cl 
HOUSE. L C Tuol Cycln Safety Branch Cpp. 46634 252 *16504 ?M 

0808220047 Ack re:© pi o* 090722 >'t in'ornv' 1 :) NRC ol s*ops IGkon lo ccneci vu aliens 
<‘0lerJ in ‘nsos 70 0135/06 OP A 7C 364/68 02 

BCLlAMY.R R Re^on 1 Cic of Iho Dxelo- 09/CO/C9 CO'.EVAN.W I e.ooccck & 
W Ico* Co 2pp 466C0.280 46600 2J1 


OOCKET 70*0371 UNC NAVAL PRODUCTS, INC. UNCASVILLE, CT 


DOCKET 70 0734 GA TECHNOLOGIES. INC., SAN DIEGO. CA 

8008010126 F crwanls Safoty nsp R< pi 7UO734/U0OS on G8C620 74 
Lons nuicd 

MGNTCCMER'.J L Region Ole <:* »w Oceior 6B/07/22 RADZ 
General Aicincs lirrirrrly GA leen-nlogcs Inc /Ge*te?ral A'oir 
4637? 03M 46372 054 

•*3000010120 Insp Ropl 70 0/34/HH05 ic. Gbdf>20 ?4 A 211 No viculr. 
a-cas inspected '’'gi ©rgan-zaiicn 8 loM-qIs. opo.-.Vcr irm- nq 8 ieti 
safely opuralicns fCivmV.'ad oachvO wnsit* uni A duiicli/ai on/ dee Ante r 
GRCCKR*.. Pntr.DLHGASr.K . I NOMAS R D. Region 5 Olr o' in 
07/20 14pp 463/? 04 1 46372 064 

8008220182 Fo'V/.i'iJs Amend 111 lo li'm-so SNM F/ : *> rtelOlr g *vo Sfi 
Iroai ©msin.) (Mv.ron njn 'r.r r.q privy am 

ROUSF.I /: Fuel Cyco Safely Br.irt n HH/Ofi/i/ AS6'. SSFN.K F C 
(lonner y GA lucnno'oyu^ In? /C u.i omI Aton .t C^<» ) 2pp 46602 340 ' 

-8808220221 Amerc 10 io L^.o-isn SNM l OtMlolifl-ru 1. ««• sin pin:; S!H 
ng c/.vi'On mentoruu; jrrtMjr «irn 

ROjbF l C Di^.s cr- cl InJiisIriAl A WpiSk <il \u:: tni Si'uly (Pcsl B’J : 

5pp *;eeo2 3*>o 354 

-8B0B220224 Safuty evaluation ' •; appeal on lo; 3tnon;i »o 

696 deiolni'i live s-vn:/ ‘-rj Mali -is f*o •• ciivho.” mor.ilo-r ng pi c 

SHIJI7EY, SWlilJJ I ui‘ Cycle Sah;ly ' ( , -an.ll 65/00/ 12 2\ 

46602 35(> 


8806 1 10159 Fcrwards Salegnards Insp Rep* 70 0371/69 06 On 880603 0 3 l^u v.o'ahons 
^ole:J 

DEU.AMY.R.R Region 1. Ole of ihe Dimeter 68/07/07 KAUFI7ANNC Umiel N\i 
c ear C*^rp. (subs. Ol UNC Rosoorecs Ine) 2pp 4651 3 003 4^> f j ’3 005 

- 6800110160 *nsp Repi 70 0171/09 C6 cn 98C608 09 No v o'anons ncn-l Md|0‘ areas 
h3P"r*crl rnoa si, reiTiom cont'Ol pro gam 'cr Sf>M 

JANG JC, PASCIAK WJ Re<j on V Otu of l^oCrccicr flH/07/01 2fp 4r>5l3.0D5 
«ifi6 1 3 C06 

0808230351 App icolior: lo: amend lo License SNM 'J60.mod ly ng roqu rmncnt^ n* 
mai^vn* nn vo».lla' on at How a*oas Voo c'nsgred io reeog'nze ihal co-rta.fi a'Ca a;r* 
non e levels rrr'imV Too paid 

CiRFOC.R J Un.*erl Nuclea* Co*p Is.iliS c< LNC Pesoj'Ccs. lie) fll)/0//C8 
HOUSE. LC luo* Cycle Salniy G*ar.ch lipp 16607 04 1* 46607 05? 

0800020175 Advisos lhat company calcnlaticrs sidled in SER ct r d 690627 n soppen o' 
ssvanCP Ol Arr.(?n<l 13 lo Luenso SN*/!-308 docnec; ^oncon&or\al v*> 

GJtfAAN.T Uril^d Nuc oar Corp (sUis ol dNCRosoiifces.nc) 88/07/11 Untcd 
Nuclc-ar Ccip (sob;> cf UNC Rosou'COS Inc ) 2pp 46309 046*46199 fM ? 

8000030052 Responds to 680525 Hr regtoslng exlrns o*^ ol comp cl on dale fo; re 
plaeoment of perimeter inlrusion detection sys liccn<o f^ondilun 0 4 ol Sa'o>j..ords 
Amend SG-1 to L'ccr-so SNM 363 be fkj revised 

f/CCORKlE.Ci.W Licumjrg Orai.Lh 08/07/1? CIGL'OTTIMJ UNC RcsOu-c/s. Inc 
Ip 46412 014*40412.014 

8000040120 SuLmils falDwup lo 86C6I0 te'eon ro p‘<jlorrc J motbed fer search ng I’.inl 
carr.od paesagos prior io ctiiry mo p'o'oetcd area Acc.cpiabfo manner lo rr.c?ol po* 
lernnance o-tgee lives .y le use equipment tu seaxh packages 

WCCOHKLE.CjW ^censing 3/a f‘Ch 30/07/28 GIG'JOTTI.R J UMC Roso^rrus. Intt 
ip 4G422 070-46422 070. 

B808250212 Forwards anno jrcemoni ol cntcVly aWm SyS Aor-.shcp spensorod by 
DDE W/o oncl 

ncUSE.l. C Fuol Cycle Safety Branch 80/C9/16 GREGG.R Uniied Nuclear Co p 
fstbs of UNC Hesouxos, Inc ). ip 46646 357 466-16 357 


DOCKET 70*0687 CINTICHEM, INC., TUXEDO, NY 


DOCKET 70*0754 GENERAL ELECTRIC CO.. PLEASANTON. CA 


0008190220 Informs ol NHC nturiirH.U o*i cl So: I on ICITII50 74(,i) re 

orator o' senior opc-aicr goes 'rt:n* '•moused lo 

silm - vii/po skip lily of , ea4si,jr»iu nl u> l c |>o 1 ilo:‘5:i 7*1 dees -m 

PATE R J Region 5. Olr olimr Un-Jo' il't/CH/11 i '.UNMMCulAM C 
tnc Co Ip 4G5Gf> 12ft Kifi'JO 12»1 


DOCKET 70*0624 DABCOCK & WILCOX CO . LYNCHBURG, VA 


08071 20614 Fx.-wanls lt lC p Hopl 71MIH? t/ftfi n-1 rjn 0(10523 75 S ( ul n\ 
provrl n j irc.'iMS< 0 Invel ol atturii >ii io pro j*<in» A assort. 1 * ai.'e 
(ipplico lo rri|.rovn oirnignncy |>n:pan<d i- 'ss |:ro<|-;nu 
STOHR J n Hogon 2. Otc of Ihn l).r«;.t:;r IHJ/00/23 TRENT, l. K lie. 
Co 2(>p 46327 040 46:U7 04 U 

**0007120610 Nn‘icr o* v.chhon horn ms|i re- npo;s73 Vol.Hun li*.li - 
vide indoctfifio* on as well as iiiiroa 'Hia«nr.ci kf n'.'i.ut* ft* *)l i.'ineig 
itani 7 u 1 io*i 

SlOHHjP nog oi ? Ole of H.o Un-dor »i'i/Of>/?J Oap 40327C42* 

-0B07120G22 Irsp Hepl 70 (Jfl?4/bh 0*1 op m)5?.! 2 r . Violations r.o 
msppclerj reviur. & Ovat.ial on Of lironst r> omrrgfn;.y [>•(*;» irr-cr.oss pn 
DF(/KFR.T R GOODEN A . DECKER, T M Hr.g.cr. 2 CU. ol P o D '< 
5pp 403270*15 4 (.32/ 010 

8007290160 (tesponjs lo v.olal-on nol* d in Ir.-gi Np|il 70 0974/0! 
ar lions ornoigonCY olf ter devo'npod |ttl> »los: mnlur s fur pos Irons r 
iroi orcan./aimn A nnxl annual dull vvll m^h.ifn Lomn uncjt cn u?sl 
1 HbNT.L ■< Ual.tOik d Witox Co 611/117/20 ( Jat.imenl Conlrcl Hr, 
Conlrol Oo$k) 4pp 46357 ?50 -16357 ?53 

0808030322 Forwards Insp (tupl /0 CH24/HU ?:»• on H00G13 16 No a 
nl'Cns riOlod Ccnlmuohon ol oral rcmii ii-uont m f’asujMpb 4 ru ;n<ibU 

S diHO'S 

ILINS.D M Region 2. Ol n nf tho Drcr.tor m/i)7/2? TRFN1.I 
Wi'cOxCo ?PP 46428 278 4642(1 206 


8809010307 Fxrwards Ir.sp Repts 50*C5'l/fi9 01 8 70 068// 06 *04 on BtiQGl'J 16 8 
no'«co of violat-on. Response shat Id ncUcio results o' review ro osi.maied ro’oases 
from hoi coll err.«*(|Oicy vonhlat on sys 8 p ans lo up-uato oflluonl release repls 
PEI l AMY. FI R Reg on 1. O'c o( the D. ee'er 03/07/16 MCGOVERN..J J Cnhchom. 
In- 3pf) 46359 326 46359 341. 


-0000030325 Insp flepl 70 08?4/(in C6 or. mm ‘.3-lb No vi&lnbr.n 
nuied k'ajor areas irsponte:l radahon p-oKKlcn r- 
op., pnx-fil.slalling.oxlerfiai uxposiixs. rtr-'ra' pxf.-osures surveys ia 
iranspcrlaton 

LAUFRMT HQ5EY.CM Rt-gon 2. Ok til luo Dirocior Pti/ 07/22 
164 28 206 


*0800010391 No lie o Ol vio at qn fiom insp on 080514 16 Vo'ai or.s noled fa lure IO per 
ferm surveys to ovAl.iHlo efltuo.nl ro'oascs from hoi cc-tl omorguncy venilaFon syft & 
quGitf fly ©Kicirncy lests cf SyS noi perlormed 
* Hen-on 1. Cfc of tho C ror.io* 60/07/16 ip 16350 329 46359 320 

-8000010393 Insp Rcpis 60054/80 01 A 7OOn6//08O4 on 690613-16 V.clat ens 
noled Majcr aieas mspecled radiological cunlro s orgHiri2dtio.n A &iaHirg.ox:o.‘nal & in 
lerra' oirposu 1 © coniro's.ollljenl men’or ng & conhol 8 radwasle shipping 
V/EADOCK.T. N MIT^.R . SHANDAKY.M Regcn 1, Ofc of Iho Oift'ClCr 118/07/13 
I2pp 46359 330 46359 34 1 . 

8808230300 Responds 10 NHl> Hr ro violations ncied n insp Ropls 5C 054/B8 01 & 70 
0087/06 04 on 88071 3 Ccrroci vo actions he l ceil etrc'ge.xy venManon sys uso ler 
m nalfed unu proper olt.uor.l mor.tcrirg uq.i pmenl msia led 

MCGOVEflN.JJ C nhenom, Inc 00/(10/12 BELLAMY, R R Rogxn 1. OlC of lha D>* 
reclcr. 5pp 46607:133 46S07 136 


0008110113 Fo'wanls ro'iifitatrn, slmwi-ig linancnl assiiMncus fo: pay 
ms sun ng cosls.per 700313 Hr Woikipg rapiial *t excess ol osiixnU 1 ' 
m ssicn faciiit os 

JORDAN L V BdblO'.k & Wkox Co JORDAN. I V MLUufinotl. 
RO'JSE, l C Fuol Cyclo Saloty Br.nrxli 6|>p 40604 252 40604 2f.fi 

0008 150445 Forwards Amend 4 lo License SN7-7/H *t:r EJnhcccs & \Y 
stO-ago ol dry rndwasio -n lomporary storage fnc lily IjjntmJ will n ‘ 
catod m Figuro 10 i ol 07120ft stibmiia 8 re*nov.r.g Pidg C nr. usage 
HOUSE LC Fuel Cyclo Saloly Rr anen HH/DR/IH OLSiiN A F Dana 
Ip. 4C551 101*46551 107 

*0008150462 An.end 4 lo l. censo SNM 7/0 lor Haiurck A Wi'cox.a 
arrcunls inrhcoierl ol Istod ncc'o.nr mail -n 'onus descriDed for t.scs .r 
ROUSE LC Fuel Cydo Sidoly (if anch 0H/0ft/04 3p p 40551 102*46' 


DOCKET 70*0698 WESTINGHOUSE ELECTRIC CORP., PinSBURGH. PA 

08-08150207 Regie sis copy of existing prccoduios ra employon Irammy. waslO 
mgl.o;:ei3lrcral saffily & cor/nyrr.cy plannng by 800/25 lo loc-Uiato operational 
saloiy review of laal ly scheduled lor B0C800 12 

EBNETEfl.SD Reg on I. Ole of lh© D.rcctO 1 08/07/14 GAU/I.D Wostnohotso 
Flocir cCO'p. 2pp 46561:070 46551 071 


-8808150464 Safety ovdkaton supporting Arnt-nii 4 lo License SNM 
siorage of radwaslo in new lorvpora'y sloragu Lie lily 
SCCNG.A Fee! Cyc o Saloiy Branch fin/07/2(> 3;ip 46551 105 465! 

8B0B170104 AcF receipl Ol (J0O72O Hr nlo-iT. ng NRC o' 5f©|jr. inker i 10 - 
noicd n Insp Rcpt 70 0ft24/ftB 01 

STOHR.JP Region 2. Ole of iho Direcior im/0ft/U6 TRENT . LK ii 
Co Ip 46672 1 94 -48572 194 


DOCKETED ITEMS 283 


DOCKET 70 0920 RENSSELAER POLYTECHNIC INSTITUTE, TROY. NY 


8606010092 Forwards Sa'egu ards Insp Ropis 50 225/08 02 & 70U920/U6 01 on 
092607 10 & pariially wiihhe'd r.oi co cf vo’alion 

BELLAMY. RH Reg on 1. Ofc Ol mo Director 89/07/19 LAHEY.R T Ru"ssdaa 
Pclvlrr.hni- IrsUuU?, Troy. NY 2pp 46170 250 WS 70 ? 69 

• 0600010097 Ir.sp Repl 50 226/06 02 on B00707- lO.V:o‘a1 on 'lOluri Ma,or areas 
mapo-c led; njC leaf mall cont'O'.actoi.niing R physical security mdud ng lacnlv OfG«mi 
za'.ion ft opnraton mi-osii'cnionl £ conlrolp.sh pp n:j & rocoiv.nn & inventory. 

HAT 7AAD XEiMJG.nn Reg cm I Qlc ol i»o p,ir>aot 00/O>m 41070 5b J 

10370 200 


OOCKET 70-0925 KERR MCGEE NUCLEAR CORP . OKLAHOMA CITY, OK 


88081 10 JIB "Raf^oac’jv ‘,y in Gasoros LHluonlS First Had el H1PP " W' 00060 '■ If 
MUNSON S C Stvj,.oy8‘i Fools COffi (Subs Of Kcrr-McGeo Nucloar Cu p ) h ( l/Cf>/30 
ipfi -16603 357-16503 3C0 


OOCKET 70-1100 COMBUSTION ENGINEERING, INC., WINDSOR, CT 


B 607260169 Fcrw.VdJv Insp RoptS 70 1103/60 05 & 70-1 100'RR 06 on U0352" ?./ Hnl. 
ci<*.'il.l* 5 n mgl conlro'S ol licensed program nok-d 

S.CRl OW.Gl Reg on l. Ole o‘ ihn Ci'ecter HKI/CI7/12 MCGILL.!' l. Oo-nbiisho n Fiv 
gi'uonrQ, Inc 2pp 4G2'J? 130 46292 166 

-6607260176 Insp Rcpls 70-1100/00 05 & 70- 1 100/8B OCi cr. 8Ri>5?r : -27 Vdalions 
ncilc-d fdiL.ro fo fufew rad alien wq4. porrii ' A fHA.ro fo rikvrsuro U ft U-235 cm w, isfr? 
cl seams Major areas inspector* Unrsprration ol /adonclivo mall:, 

ROIHJ. BEILAMY.HR. PASCIAK.W J Rr.gcn i. Ok n( l ho rVor.to*. 69/07/09. 
€hP 46292 140 40292 145 

“860726017? Insp Rupl /O l 100/00 CO cn 080614- 1 / Vio nt ons rolcd Ma.cr m-as 
> specie rl Iconseo radiation prolociiCn program 

GHliSlCK,J A. SHANBAKY.MM Hog on I, (J*c cl Ihn Ui'ucio; H6/07/09 I3:?p 
-1629? 146 40292 100. 

6803100394 Apphcahon for ninoml lo L cunso SN\* 1 06 /.chin lying or’ anco-l n.gt learn 
v a orqarwalional Changes Feu pair! 

SChLRFRAF Combustion Eng nuunr.g, Inc 110/07/ Cl RCuSF.l. C I u<-‘ Gyc'e 
.Sa'oi/ yrarrcfr 40pp 16597 0U7 7 Of>4 

--BB08 180397 Rnmiis foe lor IMHJ/13 ap;il colon lor n'rond lo License SKM ICC/ 
SCHERb R.A L. CorriLushon (inrjnoor r,y. !'ir OH/0//I3 MACDONALU.W G Olhen o' 
A:fmin.shotion & Resources Management, Oeclor (Posi 670413) ip 4i>5n/;fi54- 
-16587 054 

8 BOB 100405 Provisos overview ol lertho' a'il-c paler) changes to Inei'ilio 8 proposed kr 
n.-xl |*o yr 3 & indopor.dnnt ol cu'ront uvr mil ir, or, is lo upry&do Inci'ihos Reguosls 
ci- cl bo w iih hotel pc?/ 1UCFR2 790 

SCHERER.AE Corubusl-O-i lirgiroo'ing. Inc 08/07/26 HOUSC.L C Fuel Cyclo 
Salety Rranch 2pp 46506 090 46565 100 

830.9 7(30233 Fotwdrds Armr.iJ 73 fo L conso SNK1- 706? «S SLR Amend milt' cm-os to 
ccipi of U.unrched to 5^^ wdghl.irv lJ-230 .sotopu 

RniJSL.L C Fuel Cydn Safoly Qrar-th. 66/06/11 MCGILL l J L CcinbuHtun Ergi^rof- 
rg |r.c Ip 46557 335-46557 34? 

•6808160235 Among 13 lo Liconsu SNM- HJI^.miihcri/mj use of ’istorJ n*nlls irc uclf'd 
tcial 500.003 1<g IJ enriched lo roi mc»u ihan 5.0 w/o U-235. 

ROUSE .LC Givis on ol Industrial Mod cal NucX-ar Safely iPoul 070729) 86/06/11 
4pp 46057 336 46557 339 

“8808160236 SER aoihon/mg strrago of U cunchod up lo 5 0 vtoirjnt °o in U 236 iso 
lopo 

BlOlNGtiR.G H , SWIFT, J J Fuel Cycle Safety Bra ich 66/09/11 2|)p 46567 310 
4655/341 

- 880B 160241 NoiiHes lhat nt’ilhor env.rco assussoinont ncr ElS w«vranloi1 for C L 
330/20 inqjesl lor amonj lo l. const# SNM1067 to aulhon/o rocotpl.possc'ssion A 
sicraciu of U ef.nchod io loss Ilian nr oqual lo 5 0 woiglit c - U-236 
ROUSE. |. C Furrl Cycte Sulnty Branch 08/06/11 Fuol Cycle Safoly Rr.incli ip 
46557 342 4655/ 342 

0808240053 Forwards correcl ons of lypus S mcorpo'alus c'anfications & icchnca*. revs 
s.iggeslud by 080720 Hr mlo app’icalicn ler amend to I 'censo SNM 1067 
SCHEREFt.AE Cornbesi-on Lngiroonng. Inc 60/00/16 ROUSE .1. C Fu >! Cydo 
Safely Branch I03pp 4 603 1.093 . 1663 11 96 

B8D8250376 Fonva'f/s jnr.ot.'KO’iioni ot cttt:C2hly jla'tn sys ${)OttsofCd by 

DOE W/o end 

ROUSE. LC Fuol Cydo Safoly Branch 03/06/16 MCGILL. DP CombuM ori Eng noc' 
mg. Inc Ip 4664ft 314 46640 314 


OOCKET 70-1113 GENERAL ELECTRIC CO.. WILMINGTON, NC 


0807200063 Forwards fnsp Ropt 70 1113/66 09 on BC0GG0 10 No violaliO'lS or iIOvi- 
a: ons noiod 

COILINS.D.M Region ?., Ofc of H-.o G.-'OclOf 80/07/14 LLES.F-A Goncra' Eloclnc 
Co 2pp. 46345 160 46345 104 

-880720 0066 fnsp Ropl 70 1113/80 09 on 000606-10 No v.olators or novations 
r.oied Major areas inspected arr.oai oir.e.'goncy oxorcisu & icor.soo acton on findr-gs 
donidiod by Oporaiional Sofoly Assessment roam d^r-ng Oct 1986 msp 
GOODEN A. TESTA.E . DECKER T Region 2. Ofc ol mo Drector 80/07/00 rjpp. 
4634 5 1 0P-46346 194 

8800150126 Forwards Insp Rnpl 70-1113/60-10 on 8Q0705 07 NO violalions or dovi- 
alio is no'ed 

CLINE.W.E Region 2. Ofc Of Hie U.roclor 80/0//27 LEES.E A Gonoral Electric Co. 
2pp 46553 325 40553 327 


••0808 150134 Porta y A.ihtVti Insp Hep! 70- 1 1 13/8B- 10 O'i 09D/C5 07 |rof 
lOCm? 7901 No vioaions or duvp'rns nr ted Major arras -risportud lci’ov.Lp nt 
issues re I'r.plomo malign c 1 IAF A saU gua ds 

rO'JDGA. MCAiPiNF.E .1 RegiOi 2, Ofr ol Ihu Llrec'O' 06/07/2/ Ip *'.6553327 
46653 327. 

8008160196 Fcrwaros Insp Ropl 70 1 1 1J/H8-06 rn 6UC6?;i ?? A no‘ co of vnanon 
L.O..LINS.D.M Bogun 2. Ole ol llio D. recur 86/0//27 LELS.F a Gunc-tal Fect'c 
Co. 2pp 46651 264 -16561293 

-8808150199 Notco ul vin aiion frmn msp on 060523 2/ Via alo' s rated |)orlc»n.anco 
checks o' suivny n.o:ors ijcaied in rron man charge roo n noi rout r.-cly conei.cied 
arch sh.ll & roll up rfeer noi closed & mails noi being transferred 
COIMNSOM Regan ?. Ok cf iho Ci-ecto* 8!»/0>/27 2pp 4G56I 2b 5 4 66 61 26? 

■8806 150202 lr$p R*#pl 70-11 id/RR-OO on 000623-27 Violai ens nolorl MajJ-* aro.is 
inspected t«id alio** (roircto'i program areas m: urlr.g rad ali-) protect <>*i stall Cign'-i 
yar on A Im n n.j.scJ d i5Si.os -A iw'ipct&bcn >icti\tho* 

K'J^O.G B . LA JEM M.T . ROBEY CM Mcgcn 2. Ok of <ho Uire.lO' R6/C7/27 u;pp 
4b5?i 1 2C6 46561 263 

8800240135 Frivil rcspo' Sci IO FOIA rct|uc*sl ^r documents Ap;> K (1w.fnr?‘1» on*:’ App 
^ oocumcnis pn'in'ly n«‘i led as culsuJn s-r-opo ol tcnnesl Ajip M crci.fnonls patt-aly 
withhold |tt*l FOIA R)(iMI‘j:tiD'i 6). 

GRif/St EY.O 1 1 NRC No Oolaku Alliiiaho i Given HR /OR AM HO-EYK PuMcCiti- 
ycti s LM • l,i‘ Mass Eft-rgy Pro;oci 6;>p 40501 33S--ir>50l::M? 

•8600110018 Fcrw.irds NltH SAl f v i*.f.ui hasc>1 cn m n SAl r cvalunt ens o- ci w /safety 
(>v«)ljatons prepared dcring SALH Oct 1994 • May 1906 pm Cel. Re la|«'d ifcu.mo'ilti 
ten rno 

DUULFY.n F RWR I’/Ojcn DrerlO'Aln I flh/Ctt/OI KIHSCH.D F Region 6 C'r ol 
Iho Grectu*. 46661 :i43..l65R2 1 12 

0800250138 Forwards ami our cement ct C' t c.Jl ty alo-rn sys workshop spcrocrcil try 

COE W/o one l 

MOIJtiE.LC Fool Cyv'o Safety Gfdnch dR/Ofl/16 WINSLOW 1 P General Fioct'r 
Cn Ip 46610 K19"1b'>4« |Q9 


DOCKET 70-1151 WESTINGHOUSE ELECTRIC CORP., COLUMOIA. SC 


80072B0001 Aovi-ios inpl BR0701 Rev 5 lo lun:1-in.«.miul lu.clnar moll cor.'iol p'an con- 
sau.r.l w/p-ovisnns cf »CCFn?0.:i2{c) & acr.uptabto 

CLf-VE.WF Hi \;im i\ Otc ot iho DrocH.t. 0d/«// 15 LOCH EP. Wom-nrJ -ct.se t»ci- 
tnc Co:p ip. -16327 MG 46327 116 

0003100260 F ci wards lns:> nopt 70-1161/80 09 on 000620-2-1 & forwards roi:co of 
v.olni'On Fr.cls wilf-.ftcld {ret 1 CCER 3 793) 

Cl INE W L nognn 2 Ole ol llm Drucirr 86/01) /03 lOCMTi P. Wordi-ghousn Elec 
pc La:ip ?pp 4i>56» 10 6 46559 10/ 

8008240420 f'uiwarus »irini.ii*’ct:rnpnt ol - rilicul.ty Alarm sy r > wttrkshcp spenserrd by 
DCF Pan cipabon rnrtii.ragoil W/i> o**.cL 

ROiJSE L.G Fuel CyC'o Sn'ely Flifinrh HD/uft/lfi NARU>,AJ Wostinghousn t'luclnc 
Corp Ip 46626 14(1 4EG26 140 

0DDD 190030 Advise il«ii Hcg cn u tep Js oo Wes' mu bees/? f H\*f; pon clie/iprs seb/ni- 
tr<l under provsen ol 10CMl/fi.1?(cd lechricaily pound Rrj/isurl l-ccnsn crrdtien wi'l 
1:0 issutrrl to WcsimQFntiso Memo crmi.Morno wilhhr-id jrol IOCF112 793) 

TlNG.f* l 'ctmvng R'a^rh 06/00/17 MCCORKlE-.G YV Lit unsuig Branch Ip 
4604? 0f.f)-4GG4? 057 

0800190042 Advises lhal License Cunrlihen l l ol Amend 5G 3 to Licenso SNV-11G6 
rr. vised to rccojri'/c Roys 4 A 5 to FNMCP Adoclirrcnts lo fidLMOl & 0701 .tis shall 
Uu withhold Iron p.d.l z discfo<u.'0 

MCCORKLF. GW l icons n» Brooch HB/06/17 SANDERS, CF Wosl r.g house? Llecinc 
Cor p. 2pi» 46696 35 7 4 G 5'JG 3f*fl 


DOCKET 70*1 193 KERR-MCQE6 NUCLEAR CORP , OKLAHOMA CITY, OK 


8B0B 110110 “Marlcnci.vily Mi G.iscjiis F.lllucnts Firsl Hall ol I DUB.' W / 66U60I 
MUNSON SO Sciiudyah Fct.'ls Coip (su‘.?6 ol Korr-McGun Nuclc-jr Ccrp ) 69/U6/30 
4pp 46593 367 4G503 069 


DOCKET 70-1201 BABCOCK & WILCOX CO . LYNCHBURG, VA 

8807260290 Advises ol 'ss-janco ol Amend 12 lo licunso SNM- 1 1hll.ai ow-g rred ol 
racfialioa pru Indian p'Ogrjm d.irr.g s*.uldjwn cl fiiul fahneat nn ntlivit.ns & Arnrmorg 
Horn 9 ol ico-iso SER oncl 

HOUSE, L C Fuc-t CyClO Saloly Pra-ir.li. U8/07/OR WATTERS JP Buhcoch & Wilcox 
Co ip 4UJ0U 123 463C0 126 

8007260297 SFR su;;port<ng Amend 1? to SNM I 168 re plans lo s-hutdown luo*. 1ahr>* 
cnlio-i aci.vit cs Irom 0DO709 cf MC9-OGC9 

MCCAUGHEY.O A , SWIFT. J J. End Cyclo Safely Branch B9/U7/0fl 40390 1?4 

40300 126 

8808030128 Forwards Insp He;J1 701201/06 08 on Q03G13 ifj No vmiat.criS cr rfovi 
ahons noiod 

COLLINS, D 14 Reg on Gfu cf ilu) Dreefo'. 86/07/20 ALTO, R. A B.ihcoc^ & W.lcr>« 
Co ?pp 46404 161-46404 1fa7 

“0000030131 Insp Rept 70-I201/660B on OBOGKMGN’o viola' cris or elevations 
noted Major areas mspwicd rad'cilion j»o(oction prograin.incluJng oxposuro 
connols Mallir.g.radwaste mgi. Iransportauon St fcllowup cn pruv:o.-S onlorconiont 
issues. 

IALJER.M 1 . HOSEY.C M. Region 2. Ole cf Iho Director 06/07/10 6|>p 4640-1153- 
40404.157. 

0000110113 Forwards coddicalos showing i rancml assurancos for pay/nem inr cecom- 
m-ssiori-g cosls.per 760J 1 3 Ilf 

JORDAN,]. V. BahcoCk 8 VVi'cox Co 80/08/01 RO'JSE.LC Fuel Cycle Snloty 
Branch ft pf > 46501 252 46504 256 



284 DOCKETED ITEMS 


8006240 13S Final response in F'ClA nicest *jr Jo:.irro'ils Anp K documents er.ci App 
. dnci.nenls porua ly dele red as ccts do s-Opc of rosiest App M dccumunls parka ly 
wk-chhe ri |rr-f FOSA E*err|>:ion 5) 

GRiMSLLY.DH NflC • No Unlai ed A*l.l ahon G-von 80/C0/O4 UCLFY.K Kib';c Cul- 
lens Cf.‘ cal Mass Energy Pro.sci 6pp 16581 335 46501 34? 

-6608110016 Fcr*arcls fsiFUt 5>HP noui base d cn mr-SAiP evaUalons c-r.ci w/ss'oly 
ova t-ai or.s prepaid duur.g SAL<> Oci 1934 ■ May 1GQ6 rorcJRela’ed (JOcumcniu 
lien c~cl 

DUDLEY. R F HiVR Prcjeri D.»<?ctcra»o 1 66/09/01 KflSCHOF Region 5. Cfc o' 
rn> O.rector. 8 r >pp 46581 343-46562.112 

6606240431 Prov dcs advance nolico dial ice^sed acl.vilics vr II b»> reslariod ellochve 
6838 1 5 Tcsii'iq l' intaci * joI asseinb et- w> I hc^ri on 090815 

WAITERS Jp oasv Fuel Co 08/08/09 QRACH.C.W C.viSOfi ol Safeguards & 
Transpofiflt d*> (Post 070413) ?pp 465-12 669 4684? 100 . 


DOCKET 70-1207 NAVY, DEPT. OF. SILVER SPRING, MD 

8600030019 in'orrr.s lhat License ENM-1 147 w I roi o*p:-Q uni I applcai on lei renewal 
determ n<?:j by NRC.per 880622 <:* 

SWIFT jj Fuel Cyc o Saloly B'ar.cn 0B/O7/1? WHl T1/AM.R T Navy. Qopl ol ip 
484 1 2 055 -164 i 2 055 

8808040146 Forwards Jo 1 -988 fr>j lop t.ys cal SCC.niy p an Rov w.thhn'iJ 
SMACKLCTTE.J R. Navy. D"p1 cf 68/1)7/1 2 GASKINS.C NRC ■ No Dialed All.'i- 
aton Given 2pp 46430 221-40436 222 


DOCKET 70 2780 GENERAL ELECTRIC CO , SAN JOSE. CA 


€808220030 Advises lhal routo Ircm Porrnrr-Qjlh VA lo GE facil ty in P f .■w'cn.CA 
f ucfgod to moot regulatoiy raqw'omonts hi hcco* dance w/ lOOFR/D 37 r,':i ivnsrorl :>1 
spool reactor fu-Y, po* 88C203 rcgunsl App'Cvort mule unci 

MACDONALD.CE Tiansporiaimn Branch 08/02/23 KlHKlANO.M VV. tt..r ?** ft. c* 
Inc Co ?pp 46002.214 46602 240. 

■ 8800220041 “Sponi Nuc'oar Fuo'. Route S.j»voy,1 > o*tsnij-jfh N*a*no Tout *n in 
Portsmouth VA lo GF Facil-iy.P.oasHnlcn.CA “ 

* M4C - No Coia>od AIM Minn Given 00/02/29 33pp 4G602 2 1G4G632 248 


DOCKET 70-2932 TEXAS UTILITIES GENERATING CO.. DALLAS, TX 


0008040075 App'icahon lo.* .irrcr.d lo L«cun$o SNM 1912. rollr cling ad:si re* Inc.di o of 
owncf.'-.p niorosis n fnc l!y Includes Airor.d 2 ugromrent holwcun liraios Me. I vc 
Power Ccupnralivo. Inc & ul.l 

COUNRli.WG 7U F.lO' lfiC </cjrrr»o'fy Texas UWres Goiprafing Cj | 6-6'dt'*? 
ROliSE.LC Fuel Cydu Salyly Bmneb lOCpp 46450 03 7 -464 3 0 226 

6008180177 Forwards Amorcl 4 lo I. conso SNM- U)12.rov $ ny owrorsl p niced 6 -. iiy 
Comar.(jiu ReaV Steam Eeclr-* Stnicn Unt 1 as sinierl SLR.Arnu*i;i 'I lo Ir |. n > ty 
Agroorroni B 96 A caieqonail oxcuson tr>r an-ond ru:|uusi a‘so -f-ncl W/o c«i'<..v-L-rii 
noiJSF L C I uc*i Cycle Safely firancli U0/08/12 COUNSII..W G IU Elr.?l*ic |W?«- 
y lexas UMil-cs General n;j Co ). Ip -16690 1 15 46593 1 19 


DOCKET 70-1257 ADVANCED NUCLEAR FUELS CORP.. RICHLAND. WA 

8600120002 i n'orms ihai 060707 si.bm Pal revise J addendum !:> f MMC°. SaK guards 
P'an for SJd Wa&le U Recovery Fac lily,” acccpiab'e & rhal l.censn Con:i.tioi 1 1 ol 
Amelia SO 2 cl l.icor.so SNM- 1227 ro/«s«.d as r;d^alcd. 

MC;COnKLt,G.W LiCon&rg Branch. 80/C3/O5 Sf:HNclDLR.R A Adva' ced Nuclear 
f uels Ccrp (fer marly Rxxr.n Nuclear Co., 'nc I 2pp 465 1 5 135 46615 ISO 

8800240422 Fcrwa*ds an-o.irccmeni ol cnlCdily ai^'m woikaMcp spersored by 
DOF. W/o <.ml 

MCJLSL.LC f uel Cycle Sa'dy Grar ch 86/08/16 MALODY.CW Advanced Mucloer 
Fuals Ccrp (formerly E*icn Nuclear Co . Inc) Ip 46631 077 46631 077. 


DOCKET 70-1300 GENERAL ELECTRIC CO . SAN JOSE, CA 

8608110044 Forwards NCDE 3155'J. "Vo.*ns Cpcra’nn OA Plnn. lo rolloci crgani?a- 
tonal changes w b in GE Too pa d 

CEMO.L L Gc-'orai Elocuc Co 69/U7/U7. ROUSF L C NRC No Dolrti od All ha: cn 
Gyon. 3pp 46510 151-46610 235 

-•9800110047 "Morris Opc*al<D‘r OA Plan " 

OENIO,L L Gor.orfl' Eioclnc Co. €0/05/31 75pp. 465 H). 154 46510 235 

880 80 10080 Provides nfo ro foci in stcinQ 0 <or K rsl Ouartor IU50 
SCUM U S P Gnncral Elnclr c Co. 60/07/12 ncnERTS.J P. NRC ■ N*o Doiniieu Alhli- 
a^on Given 2pp 46360.012 46360 013. 

8007290252 Forwards lisp Ropt 72 C00 1/8 G 02 cn880Gl3-10 S forwards rol.co of vio- 
la: pn 

SMAF ER.W D Reg on 3. Ole of iho 0 rocicr. 68/07/20 RDRST.G T G<.noral Eioclnc 
Co 2pp. 1G350 254 46350 ?65. 

-0007290256 Nolico of viclauon bom nsp on 080513-10 Viclai'on notnrj werher la-lorf 
lo wear proper hand proicciion whilo handing 'acioacivo sn'utcn 
SHAPER. W D Hegion 3. Ole ol the Direcxr. €6/07/20 Ip 40356 206 46356 256 

—0007290257 Saloly lesp Rcpl 72-000 W8B-U2 on €60613- 16. Vio’aiion ncicd Major 
a*eas nspecicd rngt & crgan>2ai onal ccntrcls, radial on proteciion prograrn.ope'atons 
rovicvy.cn rica iiy saloiy.ma ni servo il anco A I'orsfi or taboo acu-.iies 
FRANCE .G M Region 3, Ofc ol mo Dircdor SCHUMACHER M C Reg ot 2 Ofc of 
Iho D redo: P8/07/ 20 0pp. 40356 257-4C355 2G5. 

86001 6024 2 Appl col on lor amerd to License SNM 2500. rev. si'-g Tccb Spec 6 22 A 
04 1 ro reflect changes in organization slructLTO Fee Cr.cl 

BCRST.T.G. Gonorai E'ceir.c Co 06/07/21. RCU5F.I.C, Ofhco of Nucinar Material 
Safofy A Safoguards.Ciiocor. Cpp 46585: J5G 16595. 26 1 

8000160170 Rusporrls to vic'aions noted n G0O72O msp rop: Coueci.vo 
aclicns techn cian romslruiled ro proteclivo closing 

ROFIST.G T. General Eloclr.c Co. 68/07/27 SHAFFR.W D. Reg on 3, Ofc of li*.o Di- 
rector. 2pp 46550 1 19 46558 120 

8006040367 Noblicaioi ol 800? 19 moot-rn w/GE In Rockvil'o MD to d.scuss Changes 
al fac- ity. 

RCHNEIDER.JF. Fuel Cycle Safoty OrariCh 00/07/20 ROUSE.L C Fuel Cyc*o SaloW 
B'cinc.h. Ip 46431:262-46431 262 


0808160037 Fo'wa'ds Amend 5 lo Lie 0 me SNM 25C0xo.Tsist-ng ol changes to Pagns 
16,17 & i B.m rospo^so to 080721 app cation. Caiegoical oxcUs on & r.otico ol Issu 
ance aij-o enc 1 

ROUSE. L.C. Fuel Cycle Saloty Branch. 00/00/11 INCiELS T E. General 6‘echic Co 
?pp. 46559 215 46553.225. 

••0808160041 Arre^d 5 lo L censo SNM 2500.ro vis ng Panes 16 l 7 A 10 of Apo A of 
'iconso. 

RCUSE.L C. Fuel Cyc‘o Safely Prarch 88/00/ 1 1 6pp. 46559 217-46559 222 

-8808180044 Concludes ihai oiWon assossmoni o* EiS nol wd'fanlod for 0QO721 ap 
pl cahon fer air.o*iri to Liconso SNM 2500/c vis r.g Tech Spoc 6 5 1 lo redofme p'am 
safely comrr.iitoo 

ROUSE.L C. FT. el Cycfe Safely Dranch 00/06/11. Fuel CyC ; o Sa'ety B*anch lr> 
4G669 223-46559:223 ' 


•0808160045 Nolico ol issuanco ol Amend 5 lo L censo SNM-2500 Amend revises 
Terh Specs lo redef.ne plant saloly ccrrmltee 8 io rolloci resiructui ng w.thin GF 
nOUSE.L C. Fuel Cyc'e Safely Branch 80/00/1 1 2pp. 46559 224 46559 225 


■8000180179 Amend 4 to L tense SNM 19 1 P aulhur-zing use d l)?)5 *or 
rcce pl possession, nsp.sior ago & paOagrg ol fuel fo‘ iioive,*y lo ca r ci ii I'c vm 
cho Ponk Sloam FiGcir.c SMhon Umt i 

* Uivso.n of 'ndnslriHl & Med cal Nuclear Safely (Pori 870/29) 116/08/12 ; no 
46590. 1 16 46593 11/ 

■8000180102 SLR suppoMing Amer.d 4 lo l iconso SNM- 19 12 
MCCAUGHFY.UA. SWIFT J J Fuel Cycle Safety Branch. 80/00/ 12 Ip t&'JOIlfl 
46590 1 IQ 


0800180103 Adv.sos that noilhor FIS nor uriw.rori assossrrf.ni wnrrorle-i re 530!V5 
upp'icalian !o* amend to License SNM lUl2,per 10C:FR01 P2(r) 

RCUSF.LC Fuel Cyclo Saloly Branch 00/00/12 Fuo* Cycle Safr'.y lli.'ir- 1 p 
46590 1 1‘J 16593.119 


DOCKET 70*3054 PHILADELPHIA ELECTRIC CO., PHILADELPHIA, PA 


08071 50098 Forwards appl cat on for amend lo License SNM 19 77. mill o. i/mT 
nf r:ur!onr Ijel lor m.lial com ol lunen. k Uml 2 A rovisriq inventory tr gu 'er cats ol 
l consn Cuii-l'lon 14 lo conform w/Cu*ront Unil 1 inventory schedule. 

DRAULLY.LJ Ph, 'aclclpha Eioclnc Co 08/05/1)6. nuSSELL.W I Ikgoo 1.0 ' i»l 
Ihu C tree tor 2pp 40462 079 4640? 180 

**B€0 7150104 Applxaton for orr.<?nij to License SNM 197/,a„:hnn*int> irco; I al ru*'c.ir 
fuel lor rii*al core of Llmc'c*K 2 & rov.S'rg inventory rL'i|i.i‘on*oiH4 Ol I icon* “ (V.rViN 
t-nn M tor cnlorm 10 curronl LiinoncK 1 Inventory sChorlulo 

BAUER.EG Ptilacfelphia Fiectrlc Co U8/08/17. Roylon 1. Ofc ol inn liirofla- ?9pp 
40462 081 46462 159 


*0007220372 Rev 3 to A 44, Procedure for SNM Accooniing ‘ 

* Phlarjuphia Eioclnc Co 05/03/22 l-;pp. 46462 169 -161G2.1/3- 

-B80 7220378 Rov2 10 Proceduro St-3 CP7-350 0. “Anri>fil Irjvenfory cl SNM " 

• Pi .uido’ph a Eloctrlc Co Ofl/Ol/24 /pp 4G4G? 174 46462 100 


DOCKET 70*3065 GEORGIA POWER CO., WAYNESBORO, GA 


0000000030 Forwards Ruv 1 to app'icai'On fer SNM Iccn^e fO r receipt poss'sson A 
fitorago ol unrradiaird rooctcr fuei.Rov contains changes re dosij".evo 113*100 A d(.i 
Ignolioh cf snenl luul racks lor !ompora«y slorauo of now lucl 

RICE.P D Gocrga Power Co 00/07/00 Olhco ol NucUmr MoU.nal SV.*iy A 
Safoguards.D.roctor ip 46463 037*46463 070 

-0808000032 Rov 1 lo applcotion for licenso.Ccns siiug tf rhanjfi ro 
dosign.cvaluat.on & designahon of spent fuel rocks fer u>mpo.'a r y slo r a<ju o’ * l>ni 
* Georg a Power Co 08/07/31 3lp 46463 030 46463 070 

0800100220 Adv<sos ihai l iconso SNM* 1 981 amended to in corporate ct“T£Os 10 
design. ova'ualion A (losignaliori ol sponi UiOl 

FIOUSF.LC Fuel Cyc'e Saloly Branch 08/00/12 RICE.PD. Georn a Powf-* f-e 2*^ 
46591 227-46591 230. 


-0000100229 A/re.nd J 10 bcenso RN\*-Mfli,anlhatwn{t possesion A use c) ?.3?0 l-o 
U J>35 

ROUSF..LC. O.vislon ol Induslnal & Med.cal Nucfoar Safely (Posl 070/23). 80-08/ 12 
ip 46591 220-46501:229 

-8000100230 InlO'ms lhal no onv.ron assessment nr bTS warrantod for 116070*1 ^ 

len for amend to l. .conso SNM- lOftl.author. 21 ny changes ro c f os* rjn.ovak, alien 8 ifc^ 
ignoiion of spont fuel racks 

nOUSF.LC Fuel Cyclo Saloly Brancti 8B/0Q/12. Fuol Cyclo Safely ttra“ch in 
46591 230 46591.230. 


DOCKET 70*3057 TU ELECTRIC, DALLAS, TX 

8608040075 Appl cal on for amend io Llconso SNM- 1912, rotloctirg add rcall'Ka'irvi ^ t 
owne/sh p intetosts in laciliiy.lncfudos Amond 2 agroornuni tjolweon n*a?os Elc-ctr*: 
Power Cooperaiivo, Inc & uhl 

COUNSll.WG. TU Elcchic (lormerly Texas Uti'ihos (innpraimg Co ). 01-O 7/?2 
R(3USG.L C Fuol Cyc J e Safoty Branch 190pp. 46430 037*46430 22 6 



UNDER CERTAIN CONDITIONS 


Popi Ol 2rp 46^177 iO? -16-177 306. 


DOCKET 710102 SOURCE PROD 4 EQUIP CO , INC 

6006000323 Adv.ses that OA p'Opram plan must Lo fusjbmillui for ro>iow 4 
approval. m oraor lo rcnsioio OA tfog-am Approval 0102. In plornentmg prccuduras/ 
ias'-ucI or.S S h cii!d ho provided os part of subm.lia 1 

MACDOiVA(.D.C C Transpor fflfron Branoh Afl/OU/05 D/CHARRv R D Source P-*o- 
OtCl'Cn & Equiprent Co . Ire 1f> 1616 3 2 7 7- 461 63: 27 7 


DOCKET 71-0159 LOCKHEED MISSILES & SPACE CO . INC. 


0903160351 tf> LUtcsfO’Hlvi^u to OA p'(K;rn>r> approval irr tail oar.U/o mail 

packago 0169 t;u snm io ‘is'cd nddioss 

MERCADO O P Lockheed V ssilos 4 Spam Co. Ire 00/07/25 TrarisporLH-cn 
Branch 2pp 4G59U 200 46590 201 


DOCKET 71-0173 PACIFIC NORTHWEST LABORATORIES 


0607280028 “QA Program Duscnplon lot Rndioachvo Mail Shipping Oonia ne*s ” 

I AVI OR. J M , HOENFS.Gn. CH'.KAlLA.T O Dulielln Memorial InsMuie. Pae'e 
Ncrlhwosl Laboratory 00/06/39 10pp 16344 1/3 46344 212 


DOCKET 71-0275 OUQUESNE LIGHT CO 


8600010016 Forwards QA program approval lor radonchvo mall package 027‘i,Rev J 
MACnONALD.CE Transpo laLon Branch 6fl/U7/25 S'BER.J D Ouqjt'sno Liyhl Co 
ip 40370 266 16370 25/ 

-58000 J 00 18 OA program apjvovaJ fot rad-oacr-vo wall pa ekaiju 02/5 Rev 3 
MACOONALD.C E. Trar.sprrl«l-on Rrarwh UO/07/25 ip 463/0 257 40370 25/ 


DOCKET 71-0535 TEXAS. UN1V. OF 

GB0B 170307 mlcrms of p’aris 10 shp 151 lF-tlGA fuul elements approx 10 
rr les Hog-suaiion as user ol Models UMM.MHlA & GM roq»csieo 
DAURn.TL fexas. Unv Of. Ausllrv IX 60/05/30. MACDONALD.CE NRC • No Do 
la od Alii ialiO ‘1 (Vvon I8pp 46563 219 46563:202 

-8808170311 Safuly Evaluation ro Gor:f\- 0 l Atonic Co 741226 rotiuost fo.* approval lo 
u®0 Models 1 RIGA 1 & TRlGA 2 lor shipment of radiOACt.vo infills In form of luul cln 
rro-'rfft 

MACnONALD.CE Transportation Ccrlif cnhor> Branch 75/03/26 42|:p 40663 23/ 
4G561 262 


DOCKET 71-0655 MICHIGAN STATE UNIV.. EAST LANSING, Ml 

8803120003 Forwfl'ds OA program approval for radioactive mall packnyo. U055.Hov 0 
MAC-CONAID.CE Tinnspo-tni-on Branch C3/U9/05 WILKINSON, R E Michigan 
Stato Ur iv . East l arising. Ml Ip .10631 175 46531 l/G 

-8808120004 OA program approval lor radioaotivu mail par. kayo. O656.nov 0 
MACDONALD, C L frnnsporlotion brunch 68/08/05 Ip. 46531: I /O 46531 1 76 


DOCKET 71*0866 PROFESSIONAL WELDING ASSOCIATES, INC 

0008050095 f orwa-ds OA program approval lor radioactive mail package 0656.Rov 0 
MACDONALD.C.E Transportation Branch 66/00/02 KLINE.R P Protoss onal Wold 
try Assoc aio$. !nc fp 46-145 221 164 *5 222. 

-8608050100 OA proymm Ofiproval for radioactive mall package OGSO.Rov 0 
MACDONAID.C F. Transportation Branch. 60/08/02 Ip 4G445 222-48-145 22? 


DOCKET 71-0657 N.V. ENTERPRISES 


BB08240344 Forwards application lor amend lo License 49 26000 Ol 4 QA progrom.por 
10CFR71 12(h) Foo paid 

COX.N N.V Fnierprisos 88/00/15 GORDON.L NRC NoOoraiud AIMial-on Given. 
Ip 46642 187 46G42 194 

-8608240361 Applcullon lor amund lo l.lcenso 49.26008 Of. author i/ng radiography (o 
bo conducted at iQmpcra'y |ob sno & dovicos lo bo stored -n Typo B shipping drum 
rnsido locked (lark room 

COX.N A N.V. Enterprises 88/0H/16 3pp 46642 180 46642 190 

-8808240366 Rov 0 lo QA proqrom. 

COX.N NV rnierp-isos 08/00/00 Ipp 46642.10146042 194 


DOCKET 71-3002 MODEL: NR-10, NIPPON NUCLEAR FUEL DEVELOPMENT CO., 
LTD. 


0808180249 Forwards Add' Into on SAR of Modal NH- 10 Packago J/lC8/0(M)F “ 
OUAlN.P. rransnv.cluar. ir.c 88/07/ 10. LF.€,M NRC No Doiated Afli'iaf on Given 
Ip. 4G506 3I9 -16586 342 

0808180215 Forwards “Add! Info on SAR of Model NfHO Packago J/IOB/BIMJE.” per 
NRC 000715 Mr re issuance ol cGrldlcato of compuiont aulhonly (or packago 
WANGLER.ME. Transporianon. Dopl of 8U/Q7/2B MACOGNALD.CE Transporta 
Iron Branch 7p 46577 012-46577.035 

-8008 180223 ”Addl Info on SAR Of Model NR-10 Packago J/ 100/B(M)F ” 

‘ N ppon Nue'ear Fuel Dovo'opmant Co, Inc 80/07731 2?pp 46577 013-46577.035 


DOCKET 71*3004 MODEL: JMS 07Y-18.5T, TRANSPORTATION. DEPT. OF 

0808 110034 Requests rov.dw A ruvolidaiion of Japanese certificate 1 bl approval h r JMS 
0/Y-18 5T PacKagu co*iif«((d to* transport of spent fuel SAR encl 
WANGLEft.M.E Transpodalion. Dept n* 00/07/ 19 MACDONALD, C F Trar.sporia 
fern Branch 9pp 40502 0*2 -16535 3 :4 

•8808110037 SAR for JMSa7Y-1H5T Package '* 

* Japan Ai on c Enurcjv Husea ch ‘n^iituio 67/07/31. 1.374pp 465J2 051 46535 340 


DOCKET 71-4986 MODEL: RA-2, RA-3. RA-J. GENERAL ELECTRIC CO. 


8007280419 Noh'caicn of ro^ishahnn ns user ol CcihficniG ol Comp'ianco *1980 W/ 
00060/ Hr 

MACDONAID.C E Transportm on U'nnch OB/07/06. DAVIDSON. D H Jonar S/S- 
toms Ip 16*45 260 46345 289 

0608040 160 Provides sclujdulos & needs tpr Nnc asssumco ro nmomls to packages 
thrnngh lOflu 

MAlODV.C VV Adva n ccil Ni.char PuO's Corp (fO'rr.Grly Exxon Nu^:oar Co . Inc) 00/ 
07/21. MACOONALD.CE Transjxriai on Branch. 3pp 4^435 238 40435:240. 

8808230054 Applicol-on for rev lt> CeTifcolo ol Compl a'.co 49Gb lo* Model 
HA.medify.no so li. on of crafcam tf’.C'kr.oss in rnnnr mmnff eo paid 
W NSLOV/.f.P G un ora 1 C eatn. Co 8fi/G7/22 MACDONAI D.C E. NRC • tio Qoialed 
Alfi iaiiOn Given 9pp 46ftU 344 40614:35 1. 

-8800230056 Remls foo fer (J60/22 iconsing ru-iaOSl ro rhartgo to corhlicaio ol ccnv 
f)l anco lor Mode' PA 

J OlfCK.n. GaveraJ Eloclna Co 66/08/ u JACKSC.N G Lconao I co Ma^agon-ont 
Branch ip. 46014 3f,? 46614:363 

0800190130 Applc«rl'Cn for rov lo Ccrt.licaio of Comp‘ion -0 -lOOQ fo* Mcdo s HA 2 & 
nA-3.m1:Jr.q l-stcd drawi-ijs for pac^agos & iricl.-cf-»ig gei.enc luoi typos G i & G2 Poo 
Si.hn-iUod under separate covur Hov 0 lo ANF 00 t20 encl 

GERRALD.L D Advanc<;d Nuc^on* Furls Corp (lormerly Fxxcn Nucloar Co . Inc ) RG/ 
07/2/ MACCONALD.CE Transportation Oranch 4pp 46500.024 -iG59ii 073 

-0006190132 Flov 0 to Si.pp’imvdrJ Appiea* cm, to Cor i if i< ato of Comp umc© -lyfifi” 
GEHHAID.L D Advorced Ntclunr Fues Corp (InnnurT/ Exxon Nuclear Co, Inr) 
ANF 8ft 120 H00 GG/07731 3Upp 46 5 0-) 020 46090 073 


DOCKET 71-5595 MODEL: L&M ORNL UnANlUM SHIELDED CASK, ENERGY, 

DEPT. OF 

0000010141 Atlv f os flial Cr>rlil,c-alu nl Comp'ianco 5595 fur Muriels l. & M packag.ngs 
oxp ros on 001031 App (cat on fer ronowal ol exist ng LOrhMcalo should bu submlied 
jf fo.'iSf 'JO days pr.<;r lo cxp-ralio/i date? ol cnrithcu lo. 

MACOONAl D C L Tfansportm ori Qranc6. 8870//22 MCCALLUM.E Fnarcjy, Dupl of 
ip 40363 075 4G3G3.075 


DOCKET 71-5939 MODEL: GE-t500, GENERAL ELECTRIC CO. 

8808030 1 15 Ro:]-,oM$ Ihal nil luturo llrs.SARs & ilrftwmgs for rddoaet.vo mad ^I'.ipp rt| 
casks ho forwarded lo 6siod porsonnol 

SYl.VIA.fi n Detroit Edison Co 06/07/14 MACDONAID.C T: Olf.co of Nudocr Main 
rni Safoty A Salog-./a'da, Director Bpp 46400 253 40400:255 

$800090320 Conlrms \tW rog'Slroi err m; usor Of packagoh Tslod m 060714 Hr 
MACOONAID.CE Tran-spodafon Brarch 80/06/05. SYLVIA 0 n Dolioa Fdhon Co 
ip 46470:316 46170 316 


DOCKET 71-5957 MODEL: DMI-1, 8ATTELLE COLUMDUS LABORATORY 

8806010060 Applcahon for rov to Co-l.ficoto Ol Corrpl-arce 595/ fer Modol HMl-l 
STRACKRA. C-nllctipTi, Inc (f.ubs of MoiiiT ; hysiCS. Inc.) 06/07/15 
MACOONALD.CE Off co Of N.dOfir Malorurl Spfnly & Srtfcqja-ds.Di'OClor I4pp 
46363. 1 79 46363 1 95 


DOCKET 71-5971 MODEL: 200, GENERAL ELECTRIC CO. 


8000030177 Roquoshi rtj(|.SPOt cn 3S uM.r of Mode! IPO 203 mdioaclivc iroils shppr.g 
cask 

WEBSTER U.H Carok-'ia Pcwor & l iqht Co 80/07/15 MACUOMALD.C F- Tianspo.'ta 
lion Branch 2pp 46403.213 46403 214 

000005012B Informs of regis'rahan as usOf of Cortilicnto cf Coniptinrcu 59/l.por 
000715 request 

MACDONALD.CF lranspori.Hier» Branch U8/C0/O2 WtfJSTF.R.B H. Caro! na Powo* 
A Light Co ip 46408 127-40438:127. 


DOCKET 71-6003 MODEL. M-130, ENERGY, DEPT. OF 


8808010105 Fonvards Cort ' calo of Con'pl ance 600'j.nov O.'ur Modol M-130 
MACDONALO.CF Trar.spo.'lot on Dianch QB/07/22 FN'GEL.W P FrtJfgy, Depi nl 
ip 4636! 163 46361 171 

-8808010190 Certilicato of Comp'ianco GOOD.Rov 9. lor Modol M-130 Approval record 
oncl 

M ACDONAl.D.C E Transporiaiion Brarcli. 66/07/22 0pp 46361.104 46301 171 



286 DOCKETED ITEMS 


DOCKET 7 1- 6-058 MODEL: 0*3, CINTICHEM, INC. 


DOCKET 7 1-9010 MODEL: NLI-1/2, NUCLEAR ASSURANCE CORP. 


8000240327 Forwards Enu'crsovo'il 1 I to NELIA Pel :y N^-255 
O'COS “.CR D.J Marsh A Mcte-'ma'*. in: 68/08/15 CINIT2.I Olfi-e ol Nj. oar Re 
actec Regulation, O-'eClcc (Post Q7C4i 1) ?p? 466?7;037-466?/:f)39 


0800010091 Submits nfo re lipnvcr ol empty NLI 1/2 cask at Ro-c-wvl -3C ly ir 
CflnaoA Pdrk.CA 

WFLlS.AH Nuclear Assurarro Corp BB/05/10 MACDONALD. C E \‘f!" Nd ?.q 
Ifl ted Atfuaiion G.von 6pp 4G363 1 73- <16363 170 


DOCKET 71*6070 MODEL: 927A1 & 927C1, COMBUSTION ENGINEERING. INC 

0808020363 Advise* that rospcr.se to NRC 633610 g.iuSCO'’S ro rqqjnsi horn NHC M 
nlo rdat-vO lo amend req josi Icr 027A1 & 02/Ci s^pr-hq ccnljntc.* Cert 'cate ol 
Coirp la ice wi l to Suppl.fid by 680805 

SCHEREn.AF Cdm!,us1on fcngncenng. Inc 08/07/15 MACCQNM.D.CE Tiansppi 
la i-o *v 13 ranch 2pp 463/6 ?A 1 46376 242. 

0000010155 Advise* 1 1* at Oort Kate of Coxp:an;o 6070 lo* Model 92/A1 arre-ded aft 

stated re 1ur>l burd os.pe' U&GSPG appl fallen 

MACUCNAi-D.C E Transpcrtaiion Branch 68/07/22 SLHfcREM.Afc Ccrrit. jSl.cn En 
gnu on 19 ire 2pp. 46363 228 463 63 229 


DOCKET 71*6206 MODEL: B. BABCOCK & WILCOX CO. 

0800010041 Responds to NRC request lor <iddl 1V0 ro 66051 / application lo* amen! <0 
Ceil. 4 cate o 1 Ccmr>l anco G2C6 lor Model 0 

WATTERS JP bdDcCc* & Wlco# Co. 80/07/15 MACDONALO.CE Trar.sporU’-on 
Branch 4pp .16386:260-46390 273 


DOCKET 71*6501 MODEL: 51032*1 & 1A. EXXON NUCLEAR CO , INC. 


Q0OBO40 1 $0 Provides scberiutes & needs lo' NRC ass sianco ro amonds lo pac l ar;oh 
through 1998 _ 

V Al COY C W Advanced Nuclear Fuo:s Corp (fcirrerly Cx>cn tt>j' ear (.0.. nc ) 88/ 
07/21 MACUOMALO.C E TtaftSSO'iai on Branch 3pp 46435 238 -16435 240 


0000230041 App’ cal'On for rGv to Ccr. hcolo of Ccrrp’ anco 6501 lo' Models 510321 8 
5 103?- la as stated Fee oa-d. 

GLRriAlU.L D Advanced Nuclear Fco s Ccro ('erme* / E**cn Nude*' Co Inc ) 60/ 
CB/03 MACDO-NALQ.C E Transpedalicn Qi&'ich. 21pp 4660? 330 4680 7.32 1 


DOCKET 71-6577 MODEL LP-12. ENERGY, DEPT. OF 


0808010226 Applcnlon lo* ft n. end lo Cert Kale ol Complice 66-7?.Hi*v 5 lo* Male I 
LP-12 Typo B coniamor.aut'CMfH'g on<i imo s‘i pmert ol 7C0 C‘i cf tuiium lauded 
n en nno at specific achvily cf 20 O pc-* mil mole 

DEMAFI'A.F F I iIj Poit do NoTCurs 6 Co. Inc. 00/07/19 MACDONA". D.C NRC 
No Dela'ed Afhl alicn Given 2pp. 163 63 1 4 8 46363 150 


DOCKET 71 6717 MODEL: 6717-B, GAMMA INDUSTRIES. INC. 

8000030123 Roquesls rcgisirat on as use' under Ccrtil Chios cl Ccmphanco 6717.9036 
&0C5G 

RUSSFLL.H K MiS& ssippi X-Ray So*vicn »a/07/0i. OUko ol Njccar Material Sa'oiy 
8 Salogiards.D roctor. Ip 40429 202-46429 202 

8000030101 Subrriis add noM.cai on ar!d*cr>sng Paragraphs 3 b & c cf NRC Ou'letin 
00 006 Bo* bo’tcd 10 voh'cte & I J has hasp A padlock assembly 
RAIIARD.BR Consented NDE Inc llCfirody Consolidated X-Pay Serv.ro Corp 
t'nsl) 88/07/14 OlfiwO of NuCloar Mater al S.ifoly & Salogi.e'CJs.DimciCf l p 
40400:256-46400:259. 


0808230219 Ronuesis roc'ShoIxic as user ol Ameish.am Models 650.660 & 7?3,lr.(lustri- 
a 1 Nuclea* Models IR103 & IR50.Scuro> Proriudon Models 2T C1 & Check II & 
Gamma Indusin09 6/1 7-B 

FINKENB'NDER T. NcrCal Tost r.g. Inc 80/07/20. MACOONALD.C E Irnnspodoiicn 
Branch. 2pp 46621 105-46621 100 

0006030215 Hequosls reg>s Ira lion as user ol Mcdo’ft 6/17 B.650,660 C 1. SPEC 2 T & 
Cenlury 

ROCKET T,D.n. McDqt molt. Inc 00/07/22 1AA.COQWALO.CE. Tracispo'UiUon Branch 
2pp 46429 354 46429.355 

8006109284 Rrsquasts /nglst/ahcn as user of Mo:-'ols USA/9C56/D0. USA/0O36/BO & 
USA/6717/BUJ) 

HOLOEN.R. Holdon X-Ray Service 00/07/26 MACOCNALD.C. NRC ♦ No Dotaied 
AflliaiiO.4 Given ip 4659D 120 46590 IP?. 

*-8000180270 Responds 10 NRC Bulletin 58 006 re SPEC 2 T r&iiOQ*aphu exposuie 
devices Purchase -dales & bansporal on mlo re th.eo dov.cos staled 
ROI.CEN.U. Holden X-Ray Service 80/07/26 MACOONALD.C NRC * No Delated 
Alf. ianon Given. 2pp 46590 121-46590 1P2 

0808050136 lnlo*rr.s of reg svaiion 09 use* cl Ce.'M rales ol Compia-ce 
67 1 7 .902 8,50 3 2 .9033, 9036 ,9056. 9 1 26.9 1 27.0 1 20 & 9135 

MACCONALO.C E franspcrtai on Branch 08/00/0? SOUTHERS.R L U.trasonic 
Specal 91s. Inc ip 46445 359-46445:369. 


8008170208 Appluai-cn lor amend 10 Certificate ol Ccmp'ianco ‘lOlORev 24 p<.-r.l .'9 
&hp<ne.it of four PWR reds i*t Ni l 1/2 cosk in ISO coniune' coniigj.ai ^/r.euVCri 
sh 0 d la”k li :nr1 Foo p<l (I 

WE LI SAM Nuc'uar Assurance Corp 00/00/08 MACDONAl DC F. lranspC* ilvT.n 
Rianch 3p;> 46661 206 46561 260 

8808180139 Applraton lo* nr road to Certificate ol Co.mpl onco 9010. n lo^m 9 sictc/I 
ol Mark 4? assorrb'y.coMam rg Ru moinll u luol Suppon no mlo or .cl Foo rid 
WELLS AM NuClua* Ass.jrar»co Corp 00/00/00 MACDCNAl D.C K cr. ol S:dc 
guard* & Transpo-ioticn d'osi 870413) 44pp 46606 1 r j3-4660 r > 166 

0808240160 Adv.sos lhal Annual m:,p or* NLI 1/2 cask comploled on 06061 * 4 ': jr«l 
flccoptebte passing a‘l nocossnry msps ()*>' Sociion XV4 ol NLI-1/2 t V®ly ana V ft s 
re pi 

ViFBRCCK )M Nuclear Assurance (*crp 00/00/1? MACRON ALO.CE 'haat,: :*ta- 
I cn Branch 2pp 4f6?/ 259 406?/ 203 


DOCKET 71-9022 MODEL: CE-250-2, COMBUSTION ENGINEERING. INC- 


0000100009 App'ical'O'J lor rov to Cortihcalo ol Lompjonru 0322 lor Mpiel 'Ci -250- 
2, nc'tras riy niiowabk? L*n'chm(jnt tl-al can Lo teinspOrled by CL-25C-2 ‘.^pp 
ccnia no.* I oo paid 

SCHFnFR.AF CombjVcriFngn.Hing.lrc 00/07/01 MACDONALD C t Nantpon. 
Ini cm Branch 43pp 46585 1O7-4G506 239 

0008180005 Applcaton for amonrl to Cerlifiraio ol Compinncu 602? <r.r Moiiy ( E ?6C 
2 

SOiFRER A E ComLustnn ErqincMriny Inc flfl/07/22 MACDCJNALD.C C ’-aiwpor- 
taliDn Branch, -tpp -16588 3CU 46589 305 


0800050083 f orwards lee for 000701 amend to fToriificatu of Cynskvict 
Model CE-26'J 2Feo pad ^ 

SCHFnHR.A E CombJftion Enf|inoonnj. Inc 06/07/25 Mt.LONAl.n.W.G 
Co*i"Ol Branch (DrcumuntCoriiro! I3nr>k) ip 46445 122-40446 122 


- ";C?2 k-f 
Dc CL r.cr.1 


0800100007 F awards rpv lo 000701 <i|jpli< alon lor Amend to Coililicaio cl ('onp’focp 
002? providing addl cnliCA ily flna'.yb-b & computer Ouip d associnled w/rr.lic^ pn*l 

SCHLHEH.AE Combust cn Eng noor nt). Ire 00/07/20. MACOONALD.C E T-a'iSi'C* 
•0* yn Branch 2pp 46585 0/2-46585 0M0 

■*8808240440 Apjjlcalion lot rev lo Cam lit cate o( Ccmpl an.n 9322 lij/ Mcda CC 25*7 
P.p'ov.d ng results ol addl cr i cnlily nna'vftis & computer ouiput nssoc air d wk* c-t'-'y 

' Ccrnb.iSt cn Fng noori'*.g, 'nc U0/O//2U ICpp 46505 074 40HI5 000 

8000150090 Forwards revised pages lo 800701 application ler arnoad to Cerir ;al> of 

Ccmp:ianco 9022 lo: Model CE-250 2 r T 

SCJHFnF.n A F Ccmbuston Fngnonnro. Inc 00/00/04 MACLONAIOCL 
laboA Branch 9pp 46551 204 46551 202 

8808150361 Forwards CedifiCfllo of Complnrco 90??.nnv 1? for Modol Ct *250-2 ftl»P 

KM.C t Transpcrialian Branch 80/00/10 LlCI ITFNUERCiLn Cot l-j< ici. 
Fngnoo'ing, fnc 2pp 40551.035 40651.041 

- 8808150382 Ceil.bcalo ct Com.p'iflm.e 9022,Hov 12.(0' Model CE ?60 2 
MACDONALD. C E Trnnspo*taHon Branch 08/00/10 5pp -1H55 1:037- 1G661 041. 


DOCKET 71-9020 MODEL: 604 & 6G4E, TECH/OPS, INC. 

0008050136 fnforms ol lonistralbn ns usor of Coihlicntus of Cc*n?nn:<» 
6717.9028.9032.9033.3036.0056.9 126.9 12 7.9 120 & 9135 

MACOONALD.C E Tronsporianon Brancfi 08/00/02 SOUTHERS.R L L trnsor c 
5pocalisi9. Inc. ip. 40445 359 46445 359 


DOCKET 71-9032 MODEL: 660. TECN/OPS, INC. 


860? 2 Q025 3 Forwatds tetyjQSl lo bo royislerod AS user ol Amr.-rsham Model LG0 <■* ;-0 
sure devico & Model 660 sourco chargor 

MALlNOSKI.J W Navy. Dopl ol. Naval Sen Systems Comrrar tl 68/07/07. Irm*,f.>r 
talon Branch Ip 4633C 03/-46336.030 

-B0O728O259 Adv.sos lhai I sled eqjpmonl oumorj/od lor radiogrophy on Lord USS 
Doon.Pormi 59 20132-A1NP 

LEE. FI N. Navy. Depl Of 00/05/20 OHico Of Nt.C'OAr Matcu;il Sft Oty A 
Salegirerds.Director ?PP 46336 038 46336 03D. 


8808290025 Requests regstrai on as user ol Models USA 9056 8. USA 671 7-RlU),USA 
9336-B A USA-0126 U|UJ 

WAINWRIGHT.R. Owonsty & Krilikos, lr.c. 00/00/09 Loustend. State of ?pp 
40686.331 46686 33?. 

0808230198 Requests rcoislr alien as usar ot I sled devices. 

JUNEAU, B Global X-Ray & Toftlng Co.*p. 89/07/20 Transportation Urflrch ?pp 
4 6628. 262-46 628 263 


DOCKET 71*9006 MODEL: Al 500 SU, TECH/OPS. INC. 


0800230219 RoquOSlS rOfl-slraiion us user ol Amorsham Models G50.6Q0 ^ 7 73.tefk s'i 
al Nuctea' Models in 100 & lR50.Sourcn Product.on Models 2T.CI & Clirc-v 1 1 A 
Gamma Industries 671 7-B 

FINKFN3INDER T NorCal Tesnng. Inc 00/07/20 MACDONAl.O.C E 1 in -sporla^n 
Branch 2pp 46621 105-46821 106 


0008030013 Requests regstrat.on as usor of Modols USA/0056/U(u). USA/67 1 7* 
Blu) USA/9 1 27/B(u).USA/0033/B(u).USA/002fl/B(u). USA/9 1 3b/D(u!.USA/91 20 1 

8(»).USA/9035/B(u).USA/9032/0{u) & USA/9 1?C/R[u). ^ ^ t 

SOUTMERS.H.L Ullrasonlc Specialists. Inc 08/07/2 2 MACOONALD.C E NliC * No 
OotailOd Affil at on Given. Ip. 46427 267-46427 267 


8807200226 Requests reg stratiOn as user ol Package USA/9006/ B(u). USS JASCN 
holds approved QA Program 008 9, Rev 2 

f/ALtNOSKl.J W Navy, Dept of. Naval Sea Systems Command. 08/07/05 Transpof- 
la I on Branch. 2pp. 46335 265 46335 286. 


8008030215 Requesls rcg-slralion as user of Modols 67l7-B.650.6CO C 1. SPEC 2 T i 
Century. 

ROCKETT, DR. McDermott, Inc 80/07/22. MACDONALD.C L tronsporiatiC'i 3*aivch 
2pp. 46420.354-46420 355 
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B0O8O5O2B9 Forwards USS MCkFE request lor rotj*s trail jn as user of An.crs^ain f/.Ofi*#! 
653 scarce changer 

MAL'NOShl J V/ Navy. Dept Of. Naval Soa Systorvs Command 88/07/25 TranspCr- 
lalon flvmch 2p? 46430 141*46430 M3 

88C 8050 136 Inform* of req slrat on as user of Q?rl hcaics of Compliancu 
6717 00?fi/J 032.9033.9335.9 356.9126.1) 1? 7.01 2 h A 9136 

MACDONALD, C L Trdusporunon Bran-h Bfi/OfVO? SOUTHERS.R L Uiimsonc 
Spec a ISIS. Ire ip -1644 b 3511-46440 Jf><> 

880 6090160 Responds lo 690726 Uf requesting USS Mcker? t>u register Gd os uStv of 
Muloi 650.US A/903?/ B(U) Adv.ses lha! USS McKon prow,o^ly regisKrod & no l'ir- 
Ihif acton necessary 

MACOONAID.C L Trnr.^ioiiaiipn Branch Hft/Cfl/OJ MALiNOSKi.J W Na/y. Cupt 
Cf, Naval Son SySltrms Command Ip 464/0 143 46470 143 


DOCKET 71-9033 MODEL: 660 A 660E. TECH/OPS, INC. 

8307260253 forwards requust lo bn registered as usor ol Airorshaei M«w;cl 660 o*pn 
sum duvree A Model 650 scarce changer 

MAH NO SKI j.« Navy. Hr.pl of. Naval Sea Systems Ccnurpro Hfl/07/0/. lmnspor 
la'icn branch Ip 46336 0:17-46336 030 

• B8Q7280259 Advises ihai i.slod equpnonl Aulhowod fer udegraphy on board JSS 
C vO/i.Ptrmij ‘>11 ?0'32 AiNP 

vFF.H fJ Navy. Dept of 69/0*3/26 Olfico of Nuclear Motnna' Safoly & 
Salet;i.‘dffJs,lJ renn' 2pp 4633U 03R -40336 039 

ESC 8030069 Reqjesls req sir alien os user ol Model 660 
RECK.J R EtMa ds Piputeo rusiing. Inc 38/07/19 Uonspnriaiion Ce;lih:. align 
Branch 2p;> 46428 268 46420 260 

9B0B230219 RoqjrslS roijisi'nl on ns user ol Amursham Muff? c - 659,660 & /73.:nduj.i/i- 
al Nuclear Models IRlCU * iHOO.Scurco Ihoduclion Models ?T.C1 & C r cck II & 
Gamma ImJuslncs 6717-B 

FiNKLNWNOEtU NorCnl Tauiny. tec 88/07/20 MACf-ONAl D.C L T/nnspetMw 
Branch 2pp. -1662 1 105 46621 106 

B BOBO 302 IB RequeMs roq shaken as user ol Mnduls 071 7 0,650.660 C* 1, S°EC 2-T A 
Century. 

nOC<£TT,un Mi DermoH. Inc OB/07/22 M ACDON Al.U.C F Transpqrlnlion Rranch 
2pp 46423 364 -16429 355 

8E0B0BO123 Inlnrms of rcgisUaiirn ns ur.ur ol Cnri'licoiu ol Compl-Anc-n 9333 per 
880/10 rur^uosi 

VACDONAl.U.C E Trar.spoiiaico Branch DQ/Oh/ 02 3FCK.J R Edwards Pipc.lro 
iGSing. Inc lp 46-145 131-46-145 ill 

0606050136 Informs of reg.slr.uon as user of Cedihcaius of CompKV'CO 
671 7,9020,8032 9033,0035.9066,9 1 26.9 127.01 20 a 9135 

MACDONALO.CE rransporralon Branch 88/09702 SOUTHEHS.RL Ultrasonic 
S;ieuilMSf6 fnc fp *ffi*M5 359 *«i*M5 359 


DOCKET 71-9035 MODEL: 600 & 6B0E, TECH/OPS, INC. 

860003(1013 RoqueSfS roq sfraf'Oh as us*>f of Models USA/GOr>6/G(u|. (JSA/G/l?/ 
BH.USA/O^Z/Rfig.USA/nOOJ/Uful.USA/OOPO/tnu), USA/9 1 36/ Bio). USA/') 126/ 

l3:u>USA/t)035/Q(n).USA/9U32/0<u) A USA/9i2ii/R(u) 

SOUTUERS.ni iJltrnsonc Special sis, Ihc 06/07/2? MACDONALD.CE NF1C ■ No 
i)o*<i led Affi iat un Ciivon ip 4C427 267 40427-2O7 

B 8-0 8050136 Informs of rngistraliun as user ol Ccrl«f<cal05 ol Comphar.cn 
671 7.9020.9032,9033.9036.9056.0 126.0 127.9126 & 0136 

MACDONALD.CE Trnr.sporlolion Uranch 08/08/02 SOU I HERS.JU. Ullrasonr; 
Spoc.ial sis, Inc Ip 46445 359 40446 359 


DOCKET 71-9036 MODEL: C*1. SOURCE PRODUCTION A EQUIPMENT CO., INC. 

90-08030123 Roguosis (OciShaimn as user under Coilihcnius cf Compliance 6717.9036 
A 9356 

RUSSEL l.,H.K Mississippi X May Sorviro 80/07/01. Oll.co of Nuclear Material Safety 
& Safeguarrts.D.rocior ip 46420 202-46429 20? 

BB09230219 Requosis rcijistraiion os user of Arnursliarn Models 660.660 8 7?3.lndusin* 
al NuC’ear Models IHIOO A lfl50.Su;.rco Production Mode's 2T.C1 & Chock II & 
Gamma fndustrms67f 7-0 

ENKENDlNDSn,! N 0 Cal Tosling Inc 88/07/20 MACOONAL D.C E Transportation 
Rranch 2pp 46621 105 460? t I0f> 

8608030213 Requests regsirmion as user of Model SPEC-21 oxposuro dcv co 8 SPEC 
C- 1 so t ree changer. 

BLANCH AW D.C M Fleclnc Power Research Instilulo. 60/07/21 MCDQNALD.C C. 
Olhae ol Neclear Maienal Saloly & Safeguards.Oiroclcr ?pp 40403 211*46403 212 

8B08039215 neq.iests reyiSirat-on as user of Models 67 1 7*0.650.660 C*l. SPEC 2 T & 
Ccnlury 

ROCKETT. D M McDermoil. Inc 88/07/22. MACDONALD.CE Transpo'ininn Uranch 
2pp 4 G 4 ?9 354-46429 355 

8 608 180264 Roquosls leyistrahon as user of Models USA/9056/Bl). USA/9036/B0 A 
IJSA/671 7/R(U). 

HOLDEN, B Ho'den X-Day Sorvico 08/07726 VACOONALO.C NRC ■ No Dolailnrl 
Alli'rahon G.von. ip 46590 120-46690 122. 

-8B08 180270 Responds to NRG Rullnh.n 08-000 ro SPEC 2-T radiographic exposure 
devices Purchase dates A transporat.on info ro three devices slated 
HOLDEN.B. Hp‘ don X-Ray Semico Pfl/0 7 /2C M4CDGNALD.C NRC ■ No Dolailod 
Alfi'-ahon Given ?pp 46690 121-46590 12? 

8B0823O198 Requests reqslraiion as user ol listed devices 
JUNEAU, B. Global X Day A Tftsim.g Corp 80/07/?0 Transporiation Granch 2pp 
46628 262-46628 263 


DOCKET 71-9056 MODEL: SPEC 2-T. SOURCE PRODUCTION & EQUIPMENT CO 


860B030 1 22 Hoqjosls u>cj el ration, as user ol MotJc.l SPLC 21 
FOSTtn.Cl Alpha Qj.Yiiy Srrv.cos. 86/OC/l? MACDGf-lALD.C E I ranspern* cn 
G'Ancft fp 4042-3 3f2 46420 3T3. 


BBOB030123 Renuosls reqslraiion as L,sor undfai Ccrtlcains ol Compi d‘CO 67 17,6036 
A 9366 

nuSSEU HK MisS'Ss pfn X Ray Service 88/07/01 Ollicu ol NuC’ea' Mdio-'ifli Saloly 
& Salt>Qunrds,C.rorif)' ip 46429 282 46429 P32 

B8072B0240 Tlcsponds lo NRC Bu'leln l!8 006. Acl-jns To Uu Tahori loi Tra'.spOfia- 
ion ol Mode' SPEC, 2-T Radc^raphc E>pcsu*o Dovico “ Noiiher NMc: Bulletin 88 C-CG 
r.or NHC. Inlo No*. CO 86 033 on sairo sub, applicib'u 'o \ ACUWR 
T AVLOf-t.J VV. nai'yff ,r -d Dewcr Ccoperafvo K8/0//C8 DAVfS A U Rog cn 3. CJ'c of 
I he Di'OClcr 2pp 41.340 016 46145 017 

8B0803002B ForwauJs 'isl ol Sl : CC ? T rad ograp' ic o»posuro dev-ces nvvr.cd A/or ut 
‘i/od by Irur.soe S°EC rad orjrapfre i ^isp otiupinonf ul lived sr.ee hftqu.n ng of |i*ocluc 
hun gf exposure devices A ru rrapr proMem encOuaierctf. 

nAI.LARD.JL Consol oolCd NDL, Inc florniidy Con^el ilaietl X-Ray Sriv cc< Ocip 
liasl) 68/07/ 1 3 Olhcc? cl Nuclear Nofonal Saloly & Safoguanls U-ioelo*. 3;ip 
4642-3 33B 46429 3***0 

GaOOOJOlOf Siibrufs hda njfifcdlicn odif'OSf.‘ii:j Par atjraphs 6 c cf NRC U-j Mm 

8 H 000 Box huVoil ’0 vuli-uo S li:J hasp & padlouk assurrlrly. 

UAU.AFUjJJR, Crnso'ulaicJ NI'jE. Inc flormerly Ccnso'idalod X-Ray Rcrvi.'u Cuip 
Pa si) Hfi/07/M Olfiry ol N iic 1 car Malarial Saloly X Sa'CdUdrils.Dite'Clor if J 
•16 4 f:0 ?r.b 464C0 259 

60002302 19 RoguOSis ruq sl'Olon as user ol Arrorulmm Models 650 063 A 773.ln tiisti 
a' Ni. clear Mode's 'R106 A IRro.Source Prp.Mchon Mcdo's 2T.C1 & Chuv;V .1 A 
Gamma huLslnos 6/1 7*0 

f-'IMKf: NRlNCFn. I NorCai 1 US* ng. lr.e 8B/07/2O MACDO-N AlD.C L . Iranspo lelion 
Praordi 4CG21 105 4G621 1 00 

8806030215 Requests rocjis'ratiD.i as nst'f of Models 6/ 17-B Of.O.bGt) C«1. SPEC 2-T & 
Conlilfy 

ROCKET [.D R. Mr.DeriTXii, Inc 80/07/?? MACDONALO.CE IrnnspOfMlion Brnnch 
?/),-) 48429 354 40429 ,955 

8808180204 Requests resisted on as user ol Mudnls \JSA/9356/n(). USA/9D3G/DI) A 
USA/671 7/B(0> 

lUJlRF-Nb Holden X-Pay Se.vico 06/07/26 MAODONALO.C NHC No Uolalnd 
Alhiniinti R.vty' Jjj 4f>5L*0;l2O 4659l) 122 

-8000100270 Responds lo NRC Rullolm 00OCO ro SPEC) 2-T rad sigmphb r^posuto 
devices Puicluisu dates & ira'vq.craton mfo ro if too do v cos stator j 
HOLDEN R Hold on X Ray Soivicc. HO/07/26 MACOOTJAl.D.C NRC ■ No Oolfllml 
Adr'aiic/J G.vnn ;p 40593.12140690 1?? 

0000050136 Inloim-i of rcy.Slraion ns usor ol Co'l.f 1:4103 ol Coinpl arid) 
b7l7,nn20.Qn3?.033'l.9fl35.«0riG.0l?r> 9l27.DI?f) A 9135 

MACUCNALO.C F Tmnsporlat cn tlranrd, 68708/02. S: IU1HFF1S.R l Ullrascnc 
bf>oc i)i*K Inc IP 46445 359 40445:359. 

8000240376 HogjCSK rogislrat on as usor ol Isiod McdU Spec ?T (urposuro rlovicus 
SIMPSCN.H.H Colton Heusicn. inc HO/O0/O9 GORDON L NRC ■ NoDolQlr.d All.ll 
alien Given 2pp 46023 l54*466?3 155 

0QO823O19Q non.iosls ri-cist'aicn as u’ier ol hsied dovcos 
JUNEAU R Global x*Rny A Tcst-ng Corp 68/07/20 Tr.ir.spor lotion Hrandi ?pp 
46620 262 46628 263 


DOCKET 71-9070 MODEL: N*B5, NUCLEAR PACKAGING, INC. 


QB0G 100290 Advises Inal vendor currently n procoss of responding to NRC 060320 
questions ro ad usimoni ol lalchns lor Model N-55 pnehago Rosporisos wi'l bo provid* 
0(1 by 001081 lo allow prod'JClion ol adtll un-t lor rolost-rig 

TEM.US.CJ Pac.I.c Nuclea' Systems. IfpC. BH/08/G3 MACDONALD, C E TransporU- 
lion Branch 2p? 46589 109 mPSBO 1 10 

0800 1 503B1 Hucuosis rog.slration S3 usor ol Models HN 142. HN 190-2. CNSl 1 B.C/vS: 
14-193 A CNSl 14-215(11) sh*pp ng casks. 

HAIRSTON. W G Alabama Power Co 80/00/04 Documord Conlro! Branch (Occu 
moni Conircl Dosk) 7pfi 46551 314-46501 320. 


DOCKET 71-9073 MODEL OH 142 SERIES, NUCLEAR PACKAGING, INC 

6B080 10031 Apphealon (O' renewal of Coriihcalo ol Cornplmnco 9373 for Mode! IN- 
142 Foo pa:d 

f?F TOW.R LN Technologies Corp (lot Maty London Kucloar Svc9, inc) 80/02/ 24. 
MACCONALD.C E Offico of Nuclear Material Safely & Snfoquanls.D.ioclor 3pp 
46371 359 46371.361 


DOCKET 71*9079 MODEL. NUPAC J4D-2.0, WESTINOHODSE HITTMAN NUCLEAR 


0008030115 Requosis fhai oi‘ future lirs.SARs & drawings lor rarhoaciivo mail sh ppi n y 
casks lie forwarded lo l.sted pcrsonnol 

SYLVIA.BR Dough Edison Co 00/07/14 MACUONALD.C.E Ollico ol Nuclear Mato 
rial Safely 8 Safeguards Diro-C tor 3pp 46400 253 40400 256. 

0OO8O9O32B Cenf rms ul.l rogistrat'on as usor ol pockagoG listed In 810714 Mr. 
MACDONALD.C E Trapper lai on Branch G6/0Q/05 SYLVIA.BR Doiroil Ed son Co 
ip 464 70 316-46470 3 16 
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DOCKET 71-9000 MOOEL: HN-60Q ft NUPAC 100. WESTINGHOUSE-HITTMAN 
NUCLEAR 

06060301 IS Rfeq„esi<i that all Mure IlfS SARs ft ifraw.ngs Icr rauoacbve *n«itl vuppng 
casks to 4 o*w,vded to hstod personnol 

SVLVIA.BR Doircit Ed.son Co 86/Q7/I4 MACCOMAIO.CE Clfico ol Nuclear Ma*c 
rial Safely ft Safeguards.C rcclcr 3pp 46-100 253 46400 25-5. 

0600090328 Con* rrns ul I /eg Mralicn as user ol packages i Sled n 8007 14 Hr 

MACDONALD.CE Tr.mspOMakon Branch 68/08/06 SYLVIA.O n Ooucil Sc«son C o 
Ip 46470 316-164 70116 


DOCKET 71-9094 MODEL; CMS 14-195-K CHEM-NUCLEAR SYSTEMS, INC- 

8008030115 Requests :rai a 1 1 fuluro Hrs.SARs & Lkavwngs Icr rad oact vo man Shprv’O 
ca c k s be forwarded to l.sied porsornd 

SYLVIA.RR Ccircii Ed.sos Co 88707/14. MACCOMAl.O C E Ollicu Cl Nuclear Male 
nal Safely & Saleguards.O roclor. 3pp 164CU253 *16-100 255 

6807290129 Reqjosift regslielon as ust-r cl I Sled inodelb.-n'^rJiruj Vcde* (‘NS 11 
195. NUPAC 14/2101. & CMS 21 300 

MCQURNlIT.M A Ho.isloh l &hli'*g ft Power Co 80/07/15. Document Co'i-o' 
Ur ancM Document Control Desk) 2pp 46356 266 46350 267. 

880Q090328 Dr.' rms i> registration as u>e* cf packages 'islrci m fW07 H if 
MACDONAl D.C E Transportation Branch. 80/08/05 SYLVIA.U H DdrCl Fd.&cn Co 
ip 464 70 316 464/0 316 


DOCKET 71*9096 MODEL CNS 21-300. CHEM-NUCLEAR SYSTEMS, INC 

8808030115 Deq.iosis lha* at fuluro Mrs SARs 8 rha* ngs Icr rad twelve ciaii sh:pp.ncj 
casks uo lorwa-dod lo lived i>c*sarnoi 

SYLVIA. 3. R Ooircii Ed-son Co RG/07/1-1 MACDONALU.CE Cll.ci* cl Nuclear Male 
nal Safely 8 Safeguards 0 roller. 2|ip 46400 253 4G40C.255 

0807290129 Requests recislrahcn a* uv*r ol iSlcd mode s. ncljdr>;j Vcdol UNS U- 
1-J5.NUPAC 14/2I0L & CNS 21 300 

MCBUnNETT.M A Houslon lxhh°g A Pcwo- Co 0H/O7/15. Document Comro 1 
Orarch lOocumonl Control Desk)! 2pp 4G356P66 46356 267 

8800090320 Confi'ms ull regisiralicn as user ol packoqos «stotl in nno 7 1 4 hr 
MACOONAID.CE Transportation Branch 09/09/05. SYLVIA.U h. Colrci Ed sen Co 
ip. 4G470 316 46470 316 


DOCKET 71-9102 MOOEL NPI-20WC-6, NEUTRON PRODUCTS, INC. 

0808190102 Forwards Drawny 0 24Qi60 of 20WC 6 overpack fihowr.Q drvunsKms of 
a!‘ principal components & info re mobs ol ccnsi.por 080713 rcquosl W/iwo evt'ft-i/e 
drawings 

SCHWOERER.F. Neuiro-1 P/od.jcls, lie P8/08/02 MACDONAiDF Tra'ispodHt on 
Branch 2pp 46591.294 4G591 296 


DOCKET 71*9110 MODEL MX-lC-100, MAGNAFLUX CORP 


8800230198 Rcq>*sts reg ‘.I'niim as ..so* el l.sio.i ucv'.es 
JUNG AC. B G’ooal X Pay ft "^il f*Q Corp f!p/u?/23 Tl.mspcrN'C'. 
4 6626 262 4 6678 263 


DOCKET 71*9120 MODEL: C-8. GAMMA INDUSTRIES, INC. 

8008010138 Advses i-ai (;orMi* ales ol Coinpl.arco i)l2‘6 9l27 & 9‘i 
0810'U Appcaiiyn 'o* rt-nuwnl s’iOii'i! t:o s.ilim n>.-| 'H rays p'irr :o o«p 
c-trhlicaio 

MACCONAI.D.C E Triirspefl.llien IPanch ROUCd-AN C. An 

‘p 41*363 219 46363 210 

B0OOO3OO13 Requests ruq similar as i.snr cl Mcuo -> CJR A 70066 70: 
HluU ISA/91 27 /-Huj URA/ j:».n/n;u) JSA/')02»/tJ|i,). USA/91 j5/fiA 
; J(u) JSA/93nf>/n(ii).USA/ 33327* Jf*i) R bSA/9 1 Z<\f if.j) 

SOUTHERSHL UlUfiSOnsc Sper.nls's hr fm/07'72 MAC;,X)NALO.C 
Colalu*:| Allna1*0‘> C: v»rn Ip 46-127 ?■>/ 4L427 I'll? 

0000050136 Informs ol rurjslrril cn as iiv*' c' OiiilicaVM pf 
f. 7 1 7.9t28.93'J?.y033.9336. , J0f.(> 9 1 2?i.‘f 1 2 7.9 « 2‘» R 9135 
MACDCNA’. O.C C Irnrsnrvi,iii::r [i*a*r*i fl!i/(lh/02 SOUU.FRST 
Spc'iill.sls, ffic l|J 4()<'./.5 ^Vl -Ki-'.-i'lll'U 

0808230198 Req.,c.*iis njqi'drai ::n as usur c 4 ; s1»-d dn^io** 

JUNEAU U Ci'otwl X May R Ti.slmy Co*f) lti)/l>7'2D ' fdr:sr J-rl.Y. 3n 
4 6626 262 466211 2f.J 


DOCKET 71-9133 MODEL C-10, GAMMA INDUSTRIES, INC. 

8808230198 HogiK-fits rc;j shnlion ii > is<- f ol IisUm d,’v.< «?s 
^NFAU.H Cloiial X Ra y R T e;.iri(| Corp HiiiO//20 frarsp'idj'K-n 
4 6628 262 4G02d 263 


DOCKET 71-9135 MODEL; CENTURY S & SA, GAMMA INDUSTRIES. If 


8808030013 Noquesls ro|;ibifa?d“ as i.sr-r ol Mu:rls USA/0U56/:ifuj 

t3M,UEA791?7/Bt.i).-'«A79:>;n/ JM lJr>A/9i:ivr:i, 

n(u|.USA/00Jf»/LUij)U5A/n0327*J<c) R USA 4 I * *.'?l(n) 

SOUTUEUSRl Ultrasonic Spf*M*nsis. hr f|nni//22 MATCUNAl [).r 
DoM‘lf*<1 Alliint.o^ (hvi.-'i Ip 46427 n>/ 464 2 7 Jt./ 

P808030215 Rcquoslfi ioi; filiiili::n ;is .isiir cl *> *#/ 1 /-I3,65(I,6C4- (« 1 

(.Jonhiry 

HOCK F T 7.0 R A'cRo-rr nil. >rc. art:n//,*2 MAC I >< WM n.c l: I wipe *, 
2pp 46129 36-1 46120 356 

0000050136 Inlu'ins of rr.q.sirai r;r as n-,i.i ol ( :r nitrates o’ 
671 7.9028.9032.90:13.0036. OOfu.n 121- 9127 rti^t! K 'jr)f,. 

MAC.lCNAl O.C F TfonspuiPil (> ■ ‘Imn.h l)f!/C*f!/i:2 
Rpncial ms. Inc 'p 46445 350 464-1!. 

000823019B RnnuGys mg-slMlion as fd Im.U-,| dcvi.ns 
JUNFAU.R (llobal X-Ray R N.-shnq Corp HO'O/rpO I f«ir*»:*«HlY ai* 
46020 2G2 4fcb20 2b3 


8808040067 Adv.sos mat Cerli 4 .cale ol Ccnpl onco 01 10 oypirod on UU063U Requesifi 
that corhlicato bo Icrwa-docl io stoiod a;M*ess.if rrnewod 

HAUGEN. E F KodiQk Qjafiiy Coiircl. Lid 89/07/13 MACDONAlU.C I rnnspor i alien 
Bra-.Ch 2pp 46426:285 40426 205 


DOCKET 71-9126 MODEL: 20, 20A, 50, 50A, GAMMA INDUSTRIES, INC 

8B0801Q138 Advises lh3l Ce*l.*.cales Cl Co rrp! iar.ee 0126.012? ft 9128 expire cn 
081031 Applcatnn for rorm*al shOi:!»t bo submitod JO days pr.o* lo Qxp*Hhon claio of 
ce/iihcato. 

MACDCNALD.CE Transpcnahon Branch 68/07/22 ROUGllAN C ATershani C(.rp 
ip -1B363 219 46363 219 


DOCKET 71-9151 MODEL; UN- 100 SERIES 3 . WCSTINGHOUSE-HITTMj 
NUCLEAR 


0008030115 flei;ui>sls that nM Inlurc llrs.SAHs ft drawr rjs fer 'piliO-i.isc 

fui fo wHiu'c-f to f sled porsnrref 

SYLViA.UR Cefrei Ed son t*u Hd/0//!4 MACDUNALl >.f - Ollicn cl I 
nal Safety ft Sqfcg.:a*d«- Di'or lor :ipp 46-lOp p r .:t -46-10M 2f>6 

8808090328 Cc;n1-r»iS «.*l rt rjifilcn! on .is ust.-r nf iia<:k.rn*S lisL.-d .* 84') 7 M 
K'ACCONAl n.CF Transpo-'lAhrn IVarel. im/tj'l/or, SY. VlA.1l II UlM 
Ip 464 70 316 -104 70316 


8808030013 Req.iOfits rogistraion as user of Mode's USA/93r.6/H|u> USA/G/1// 
RCu).USA/9l27/n(n).USA/5033/B|u).USAm2a/D(u). USA/91 35/B(u).USA/<112rt/ 
□Cu}.USA/OO35/0(u).USA/tiO3?7B(u) & USA/9l26/3(u) 

RGUTREnS.n l. Ulliason c Spccia'isis. Inc 80/07/22 MACDONALD C E NRC No 
Du la led Affi’iohon G.ven ip 46427 267-46427 267 


8808050136 Informs ol reg shaken as user of Certihcalos Ol 
67 17.932B.9D32, 9033 ,9035.9356.9 1 26 »1 2 7.912ft & 9135 
M ACCOM AlD.C L TrarsportahOA Branch 06/08/02 SOJTHFRSru 
Rpeoalifilfi. ‘cl Ip 16445 359 16445 359 


Ccrrpl 


U/f<*dse/i#- 


DOCKET 71*9158 MODEL: 10-50, INDUSTRIAL NUCLEAR CO. 


8000230219 Roqueblfi rerjisiratioi* ns user el An <-rslui n Wedr-ls (: r .3 G*>J I 
al Ni;Cfoar Morlnls IM'OJ ft If lOO^hiurrc* Prcihe.1 on Meduls 21 0‘ < 
Gamma iii-Judlnns 67 1 7 B 

r.NKENBlNOCR r f, ( ,r(.al Int: 08/07/20 MAtXnF.ALU.C L 

Urnnch 2pp 4052 U 05 -16021 106 


DOCKET 71-9157 MODEL: IR-100. INDUSTRIAL NUCLEAR CO 


8000290025 RoqjoslS rc9.sifai.cn as user cf Models USA <JG5G 0 USA 671 7 BfU) USA 
3036 D & USA 9120 B(U) 

WAINWRIGHT.R. Owensby & Knlkos, lr.c fl0/Od/G9 Lo'-isiaia Siam ol 2 pp 
4C686 33 146686 332 ’ 

0000230190 Reauesls regstrahon as user of Vdod c'ovices 
JUNEAU.B Global X Ray ft Tqsing Ccrp 88/07/20 Tran&pcr taken R'a^Ch. 2p» 


0008230219 Roqiior-is mgistrohon as user ol Amcrsnnm Mi-dnis 6E0.661 < 
a> Nuc'oa' Mcdos Run) ft 'nf.nSou-e.c- Pro:ln-:len f/ece.ls ?’f, ! - 
Gamma industries 6717 fj 

F INKFNBINDLR.T NcrCnl losing Inc mi707/?i| MACUON/M DCF 
Rronch ?pp 46621 105 46621 106 


DOCKET 71-9159 MODEL: NUPAC 14/1G0L, M & H, NUCLEAR PACK A 


DOCKET 71-9127 MOOEL 100, 100A, 200, 200A, GAMMA INDUSTRIES, INC. 


^efh!.caies of Comp isnce 9126.912? A 91?lt oxpuo on 
ab 10J1 App ica:.o.n fo: reniivval should ho SuDmited 30 days prior to Oxp faliofi date ol 
ceibl:ca!e 


\ /AC A 22i^?r: C LJ^y amon Qranch ^B/07/22 nCUGHAN.C Arcersham Corn 
ip 45.103 219 46363 219 


s l f « t,; > n as user °t Certihcaioa oJ Comp.anco 
6? 1 7.9028,5032.9033.9035.9056.0126.9127,9128 ft 0135. 

MACCONALD.CE. rrar^podation Bran;h 09/06/02 SOlJTHEFlS.RL Ullrasorc 
Specialists, Inc Ip 46445:359-46445 359 


8800150381 Hequ-.-stfi rogslmiion ,r. user ol Mo J u *ls HN 142.HN 1907. ( 
14-130 6 CNSI 14 215(H) fifi ppi*u) casks 

HAirtSTON.WCi Alabama Power <^o OG/Ofl/04 Uui-..nu’r:1 Co-rhol E 
rrent Control Dosk) /pp 46501 J14 46551 320 


DOCKET 71-9163 MODEL: GNG-20. GULF NUCLEAR, INC. 


0008090178 Foivno-ds roqnofil fer a:ld‘ info ro AhCGCO ap;> iculinr Ir.i rc r i 
calo ol Ccmphance 9163 for Mudei GNG-20 

MACDONAIO.CF TninsporUihon B'lmeh mi/0ft/03 RnUoHAK.Cl 
Corp ?pp 4R470 317 4H470 31U 


DOCKET 71*9174 MODEL r* 147. ATOMIC ENERGY OF CANADA. LTQ 


89031/02 19 Apportion lor funnwal ol OrtiLcnln o' Co-nii'i.rrcn 91/4 ft;r 
ch do > n Q COnl*H“'L*» FOO paid 

STRIKE n K Atomic ol Oru.«l.i. I Ul im/IHl/02 MAI ROMALIX. 

n'w branch 0f:p 4flbti5 ani-tf.M.*i »!•* 


•.'odf! F . 1 4 7 
Transput. 


•8808170241 ftov 0 to IN/MP I I •» / m ilus: .npl-nn piOf.not.ro For propCM-cn 
l C r sh.amonl ol louiU’d jincKnnn A nr.ir.if lor mm (ring p.u.knqe lo rood vulvdos 
• Alcmc Energy ol Crtr.uln. ‘ l«1 06/ 1 2/31 10pp 46566 HI i 46666 020 


-8808 170244 Ruv 0 to IN/l»l Pn:n> /On. "< in delim-s fir Sir:«.i rij <d i lad ondive f >hck 
enos Shpfjo<J Bv Hoad " 

HlflDAA, KOTIEH.J Alum c I n. rrqy nl I n ml l.lpp 48505021 

4656$ 031 


0007270295 Fo'wards ruvsod copy ol tOMal.vO Idling program fo' 1RUPACT "I Tosl 
Unis l & 2 at Sand- a 

QUiNN.G J Paclk Ni.cloa» Sysioms. Inc 00/07/00 CHAPPELL, R. Transportation 
Branch 4pp 46307 200 46307 294 


DOCKET 71*9220 MODEL: 004, AMERSHAM CORP. 

0807200417 Inlcrms lhai rov gw of 070002 app.icaiion ro Model 0F]4 packagn 
term fvaiod pe' D00523 It* 

MACDOMAi DC E T/anspo'faion Branch 88/07/07 ROU GHAN.CM Amorsham 
C<rp ip 40134 356 46334 355 


DOCKET 71*9222 MODEL: HN-215H, WESTINGHOURE HITTMAN NUCLEAR, INC. 


•8808170247 Hov A to IN/ MU 6019 /■),!. "Had imrhvn Mull fiuv-potl 1'nr kn.jny Ihsp A 
Want PrOCOtltro " 

ARNONE M . MALKOSiU,(i Alram: f rr*»qy :>l H.inriihi. lid m>/(l//;n 2?0? 

•16565 034 40565 066 


880720(3294 Forwards '(Sled documents for roviow in suppod Ol applcaion lor Cfflili* 
caio Ol Comp' anen lor HN 215H sh pping package W/lwo overs.zo drawings 
ROY.O A HiUrran NuC'oa' A Cevo'opmoni Cerp (subs ol Hitiman Corp). 80/03/25, 
MACDONALD.C F NFIC • No Dolled Alh'iaUOl Given 8pp 40327 000 1G327 105 


0OCK6T 71*9176 MODEL: NUPAC 14/2101. & 14/2 10H, NUCLEAR PACKAGING, 

INC. 

8808030116 W'«d nit l ii!r.m Hr, .SANs A dfruvri.f, hit r.uheeclMt muff sh'ppt'ifl 

casks ho loiwmleil u» p »?•<»*"< i 

SYLVIA, Ll ft OulfCil L d m H i C:i l'HM)/M4 MAC I )ONAl (),( . I' (Mini uf N.ic'uiV Main- 
r (>' Sdloiy & Salognard'. I ) ruder 3 pi> 4t»1tK} 263 <im:h> 2*V, 

860729(3 T 29 Muqijiists u'l.iisirfilmn ,r» if ’".f> • I »rh:«li , \ rii -■.drg Modi ‘I CW5 hr 

105 NUPAC 14/2UU A i. Ns 21 "»b 

MCUURNETT.M A Honslon I «|Htmi; A I'owi Co lift /n// 1 S Uruumnn! CrnlrcY 
Brarch (Bocurr*u?i1 Contml Dnshj 2[i|i IhtMi 2i,t» 41. IM> 2t./ 

8808150381 RiMf-oSlS ff-y a** nf V-Wrl-* ttt-i f*l2,i1i'/ f‘»“d 2. Cfv'Sf 1 
14 ISO A CNSI 14 216(1 1) M-i;i|>n » r.r,*\ 

HAIRSTON, WG A'alian-,! F\iai r t.u MH/CM/D4 Mm iiriirril (A.nlrol Urfint.6 (Docu 
m:ni Conirol DoMv> 7|:j> 4i>'.6i IM ii.sv I2i: 

68(36090320 Confirrn*j nut i. .i.r n< |-;i(:km;ns 'r-ii .J n rtftO/ 14 dr 

WACDONALO.C ( : 1 jiii/ph/ds SYlviA.ilIl l)Hn:,l lid ^un Co. 

ip 46470 316 464/0 316 


DOCKET 71*9103 MODEL: NAC-1. NUCLEAR ASSURANCE. CORP 

8B08030149 f orwards l)Mwr;tp 114/ 2 M i il.llnv 6 A 34/ 24' I 34.Hnv li.piu HRI)7/I 
10‘Con W/O StuU?d 

OANESF.F L Nil, Inpr AsM.rui-, , 1 i-rp P!l/1i//2l III II NIK No iJolali-d AIM. 
aionG.von 2pp 4i’>4(H) 226 HiiO-! 2.-», 


DOCKET 71*9104 MOOEl.: PAS*1, NUCt.EAfl PACKAC.INO, INC 

8806030116 Ruq.jusls Hud nil lolt.'it hr. SAIl*. A ir.iw mj*, U:i iniir.Mc l.vn mall s*vp|ir.g 
casks Lu lorwariloil in I -«li d pt'iMiru r' 

SYIVIA.RM Dntrcil l.d.vni Cn K>t/n//14 MACI U lNAl I M : I ( 111 c<i ol NuCu.tf Main 
nd Solely A Srilegiianls.l :■», , tui :i|.p 4n-u:n 26:i -iii iun 26!. 

8806090328 Conlirms iild fi-y slinli. n ,r. n-.H ol i>.n L,ii|i '. . slrd n Uf'U/14 Hr 
MACDONALO.C E: I rnn:i|i.;il<tUm Ur.in: h Hn/(H1/«l!, SYlVIAflU f John 1 Id S'jn Co 
ip 40470 :u6-.i64/o :nti 


DOCKET 71*9187 MODEL: 0G5, TECU/OPS, INC. 

8808250062 RcquOOlS riniislrnhnn ir, user ol forh/Ops Voilnl RU6 1 y|»0 R shipp rg 
conio-no' /camera 

MEnCAnQ.RP lockl'ei'il S*i phiiiMmg A l iin-.tmt L nn fu (snl.s ol l ockluTd Cofp ) 
88/08/10 MACRON A 1 1>,C I r nr. ‘gnu Inti: :n Urm-ili 2j.fi 41.r,4H 2// 4C.f,l8 2?6 


DOCKET 71*9202 MODEL: TN-DRP, THANSNUCLEAR, INC 


0007280422 Not'calion as use* cl CerhLcaio ol Complance 9??2 per 090622 inquest 
MACOONALO.CF Traf-spcrtation Branch 00/07/07 ZlJPKG.J P^b'ic So-^ro Eiec- 
Inc A Gas Co ol Now Jorsoy ip 46345 040 46345 1)49 

0000100204 Ucquesis roQisIral-on as user of Model HN-21SM 
HANNEN.R.L 'owa LlO-hc L ghl A Powor Co 06/07/2 2 MACOONAl.D.C L Trans- 
pOiiniicn Or o^L h 2pp. 4659 \ 278 46501 279. 

0000080197 ro-wa/ps, Ruv 1 to Ceriikatu Of CcmpJianco 0222 lev Mock*l HN 21511 
package Cod.' caio suporsedos Hov 0 lo Ctrrbhcato of Corr.pl aneft 9222 did BB0331 
MACDONAl D.Ct Transport*! on Branch 00/08/03 WALSH.P. H.ltnvm N icloar & 
Dovniopn enl Corp (sets ol Human Co»p) ?pp 46451 119 46451 124. 

-8800000200 C bribe <VO Of Cotvp&nco 9?22Rov i,tcr htodol Apfro^D 

moorrj end 

MACRONALO.ee Tianspo'Ullion Branch U0/C8/03 4pp 46451:121-46451 1?4 

0000160329 Nolihcaticn of rogistrahon as user ol Cort.licato Ol Coirpharxo 9222 m ro- 
spo«s</ to 00 0ti?2 request. 

MACCONALD.Ce Transpanalipn Branch. 88/00/10 GIORGIO. H Iowa Llocif.t LiyUl 
A Powor Co Ip 465-10 339 46540 338 

0008150334 NoM cai-ofi ol rfcqislfation as user of CorMicaio ol Compl anco 9222.por 
tm?2<1 rt;g udSt 

MACnCNAl.D.C E I ranspcriaiion Branch 80/00/10 KEISEH.H W Pennsylvania 
Powor A l.rrjhl Co Ip 46551 18D 4G551 189 


OOCKET 71-Q224 MODEL: MN* 190*2, WESTfNGHOUSE HfTTMAN Nl/CCeAR, /NC. 


0008000092 Requests reriisirahon as use; ol Wost.rghouso H.itrrrm Nucloar.lrc HN 
193 ? ratfioact.vo mails sh-pp ng cask 

D'.rcemCHG J c;oii>nior.weami Ed sen Co 80/07/22 Olfito of Ni.cloar Motonal 
Safoty A Gafogugrds.C feeler. ?pp 4B453 264 46453 255 

0800100254 Requests registration os user of V.odol HN- 190 2, per 10CFR7V12 
nENlGENOenG.L Comn-cr.woallh Ed.son Co 88/07/22 MACDCNALD.C E NFIC 
No Ooliii-orl Al hi aiion Givort 2pp 4G556 315 46Ji56 310 

0800100254 Hoquusls fOg.sira!on as use.' ol Modol HN 100 2 radioactvo mailr. tih.p 

[<N?vPp!wj pfu'ndolphia eioclnc Co. 08/07/28 MACDONALD.CE. NfTC • No Do- 
jfli'dd Ait J-aJion G/von. 2pp. 46586 351-46606 352 

080B050260 Nolificat-on of reg-sUai on as user ol Curlihcale ol Comp'iarico 9224. n re- 
sponse io 800722 rcqeosl 

MACRONALD.C E Trenspcriaiion Branch 88/08/03 CIEOERICH.G J Corrrnon- 
wealth htltson Co ip 46449 2?0 46448 270 

0008160301 HeojoslS reglSlfelion as user ol Models HN 142.HN 190 2. CNS1 1-B.CNS1 
14-190 & CNSI 14 216(H) «J*ippir.g casks 

HAIHSTON.W.G Alat)ama Powor Co 08/08/04. Uocurr.eni Conlrol D ranch (Docu- 
ment Control Desk) 7pp 46551 3f4 4655 1 320 


6607290094 Summary ol (1IU1S2S w/f v)f .‘in-id n.l (iAG A TranS' , udedf, Inr in 

R0Ckv.Lu.MD ro Wcsl Vnllny sh(i|'irij i nsk>. SAH Inf i ask ilusigns un|iUCtii:J to com 
pa'o dynom.c & Matir rnsu'ls 

ODEGAARDEN ft H. rMr-M'- rf.dinri Hmnch HiWO//Olt UititHfKtrintiOn lirfr'Ch 2pp 
48353 235 46353 236 


DOCKET 71*9200 MODEL: NUPAC 10* M2. NUCLEAR PACKAGING, INC. 

8808150301 neurosis rnyisiratK.n ns usnr nl Moth*‘s HN 142.HN 1U0.2. CNS 1 1-0.CNSI 
14*100 8 CNSI 14*2 10(h) shppi'iq tasks 

HAIRS TON. W (>. Alnlidfra Prjwrrf C;:j rth/OM/04 Rucumuril t*ontrnl tlranch (Rccu 
meni Conlrol Desk) /pp 40051 HM -ihoOl ;*20 


00CKET 71-9213 MODEL: TN-GEMiNI, TRANSNUCLEAR, INC. 

8887200414 Summary Of 86640/ tittvOini n ho^vHo,Ml> /<*' TN GEMINI pack 

ago ■* 

ODcOAAHQEN.il H D.vison ol Snlogiianjs A Transporiaiion (f’osi 070413) 80/05/ 
Div.slon ol Safoiiuauh A rrnrisporltlt.on (Posf 070413) 2pp 46345 032- 


8600090325 Nolilicat-On ol rcgsUaiion as user ol Ctirlificafe ol Compl anco 0224 .per 
880728 request 

MACDONALD.CE Transponalion Branch 88/08/05 KNAPP.WJ Ph ladc'plva tlOC 
trie Co fp 46463 276 -16463 278 

8B08230053 Hcquesis rogstration as usor ol I'lltmon Nuclear HN-190 2 rad.oociivo mall 

LEONAflOJO Long islond Lighhng Co 08/00/10 MACDONALD.C E NflC - No Do 
ta lod AffLiat-on Given 2pp 46625 f 58 46625 T50. 

DOCKET 71*9225 MODEL: NAC LWT, NUCLEAR ASSURANCE CORP. 

8800250092 Forwards Rev 1 io LWT SAR.mcorpgrallng quarlor-scnle model drof) lust 
results. Now app Sochon 2 10 8 describing rosu'ls ol lable ol conionts & rnf seclicns 
also oncl 

WF.LLS.A.H Nudoar Assurance Corp 08/08/05 MACDONALD.C E Division ol Safe- 
guards 8 Transportation (Posi 070413) 58pp. 48647 0-17-40G4/ 104. 

LICENSING OF INDEPENDENT SPENT FUEL STORAGE 


DOCKET 71*9218 MODEL: TRUPACT II, ENERGY, DEPT. OF 

Summery of 0006 1<J nu-uiir-.q ro conli?nls ol Mode' TRUPACt H pafkago 
OjeGAAHRLN.Fl H Division nl Saloqiiards A f ranspor tal on (Post 8704 f 3J 08/07/ 
hi v .Sion of Safeguards A frnnsporUl-on (Posi 870413). 2pp 46345 037- 


DOCKET 72*0001 'MORRIS OPERATIONS, GENERAL ELECTRIC CO. 

08001 10044 Forwards NEDE-31559. Morns Oporalion OA Plan." lo rolled orgamza 
tonaf changes mi O. n GE L’oo pa d 

DENIO.LI General Electric Co 08/07/07 ROUSE. L C NRC - No Dci|ai!od Alli.iat on 
Given 3pp 40510.151 46510.235 


290 DOCKETED ITEMS 


••80081 10047 "Wo 'is Operation QA Plan ” 

CENIO L Ge^c-a' Elocln.- Co 8&/C5'3i. t *>; p 46510 154-46510 235 

80080 1C080 PfOv des i”*o fu luf.l I**, storage 'jr F«st Cuarrcr 19C8 
SCHMIOSP General FIOCT* : Co B3'0 in? ROBLRTS.J P NHC • No DoiaiocJ Alt, 
at cn Given Ppp 46350012 46 jC0013 

6607290252 forwards Insp P.epl 72 0001 /3d C2 on 660613 16 & Icrwares rnhco ol v,j 
laf cn 

Sl'Af'EHW Ci Mfgon 3. Ctc cl !ho IVocic* 63/07/20 PORST.G T GynoMl L-txlnc 
Co 2pp. 46350 254-46356 265 

—0807290256 \‘Dl ce o* violation (tcm nsp o’ 0bC6 1 3 10 Vio oiioo mid worker lai'Cd 
lo A-car proper ■'ard prelect'd am lo hjrdln^ radoachve solid cn. 

SHAPE R.W D Rodion 3 Cfc cl frt- U octd 08/07/20 ip 16366 256 :0356 256 

-8007290257 Sa'eV *isp Rcpi 72-OCO1/8&02 on BbOGi.1 l6VoKii;n unit'd Major 
areas nspccicd trqt A crgarixaiicnal eonrrls. radiaion pro’oel cn p-og-aneopnioi ons 
rev ow c?.l c«il ‘v sa'eiy.ma ni sj*v<; i a'- jo & i'an$:»c*ialion act.v ’ es 
F RANGE .G M Reg.™ 3. Ol- o' Iho D rector SCHUMACHER.MC FKnjcn 2. 0?c ol 
>ne wirccior 68/07/20 9pp 46356 257 46356 265 

8008180242 Aj.p'icaioi fy< arcn.1 io L con sc SNV 2500 rtv,sn<| Toth Spec 6 22 & 
t 4.1 lo ro'leci changes r 0*gHm2<r. o- siiuCltro Pop one' 

6CRST.T G Gcrural bedre Co 86/07/21 ROJSt.l C. Cfhco c* Ntcloa' l/ni end 
Safely & Safeguards ~r*cir Gpp 4G5C5 356 4bWj.36i 

0808 1G0 170 Rtfspo'Ju :o , o ai on? no led n 860720 msp rcpl Correct vo 
acibns lechrvian /fi''sir l .cic J re proiec: vO dclhiio 

□(JrlSl.b 1 tie-o'al Elcclnc Ce 88/07/27 SllAFER.WD Roy on 3. Q'c 0< ihn f>|. 
rrc'or ?rp 46558 1 1 3 46559 120 

8000040367 Not feat or o* G807‘9 nectny w/Gb n Rct>v I'e.MD to dscuss chances 
at fac H/ 

SCKNElDFR.J F Fi.p' Cyc o Safely Rmndi Pb/07/28 ROl/SC L C Fuol Cydo Safely 
branch ip <6131 262 46431 262 

0SO8 160037 Forwards Amend 5 to I corif.c SN\1-2SUD.ccns.stir.g o* rtian.jrs to F^qos 
16 '7 A i»n response lo 88972' app5c.il m Catc^orcal e^cKisor & ruheo ol iss.i- 
a '-re a'fn orcl 

ROJSL L C Flo< Cyce Saleiy 0an:h 60/00/ ll INGELS.T E General Liociric Co 
2pp 4G659 215 46550 225 

-8000160041 An ernJ b 10 I C*MS» SNM 2600rovVnj Rages 16,17 6 IB ol App A ol 
l cense 

ROUSF.L C. Feel Cycle Sa«f-*y B'anch 60/08/1 >. 6pp 4655*1 217 46550.222. 

• 8808160044 CcrcLdes '' <al en von assessrrcnl or LIS nol Aarranlctl for 880721 ap. 
D icat.on t.r ancr.d lo Lrcr.'io SNM P500.n.vis rg TncV Spec 6 5 1 lo roUol.no j;>ani 
Solely cOir.Tdtce 

HOjSE L C. F uel Cycle Safely firarcr 66/08/11 Fi.e Cycle Safety Q'jnrh 1r> 
4055!) 22:t-4G669 223. 1 


<8800160045 Noice ol issuarcu ol Amend 5 io license Sr'.‘/-2500 Ame-d rtvi 
Tech Specs to roc?ol>r*o plan I saloly ccrnrriilleo A to rnfeci rostfuev 'q vs.th n ( 
ROUSE. 1. C Fuel Cyc ‘O Safely Branch O0/C8/U 2pp 46559 224-46859^25, 


DOCKET 72-0002 VIRGINIA ELECTRIC & POWER CO. 


0006010079 Forwards Pov 12 IO I5FSI rucloar SOCUMy jidffscnnc trG'rig & ru'll 
Ho.' i progrmi Flov wiiht cM (red 10OR2 7n0) 

S7EWAF1TWL Virgna Rower (Vryma L'ochic & Rowe* Co) tifl/Oj/Cd Doc*jn 
Conircl Urar*ch (nctument Ccniro' DosV) 2pp 46359 358 40'J59 

6000120054 Cnnlrn.s 66072H lo'con ru NHC 003818 cr 19 vigils to ol'.-’M) en p ^ 
Tinni ol spo il luei casVs F inal v.ni Unto w.'l Lo tlrt-dcd alter 09*rse , *n ol ca 
'o.“d rui 

^iCBLH^S,JF , Fuel Cyci<> Salely Branch 80/07/20 WAHL MAH F) V g rna 
< Virgna LlOClr c A Ro *o< Co ) 2(>p 40530 120 40836 120 


DOCKET 72-0003 CAROLINA POWEF1 8 LIGHT CO. 


0008250350 Noilrai.cn c* Hft<m24 rnoelmy w/ u il in notKvnllP.VD ! 0 il.tcg'S Let. 
amond iHipcaliLn Ir.r IS J Si 

Sn,RZ.F Kuo'- Cyc!<> Salely Brnnch l'h/0'J/1ll ; tCuSE.L C. I Uv! i.yc*C Sal 
branch 2pp 46648 035 466411036 


DOCKET 72-0004 DUKE POWER CO, 50-209 


GOO0O5O241 Forwards cO’nnvnrs «n respp'int if) 000.93) si.-lrn ill/V olSAT for ISFS) 
n03ERTS.JP Hiol liyelo Sflloty Ftrnnch 88/07/2/ 1 UCKER.M U ^Ic Pcaci 
39pp 46449 102 46449 •.■,() 

8OO011O1OG Summary ol 880714 rnuolmy w/uhl A cerilmdors n Scr-. iiSC ro t c .. 
m, liters o.n 'ironsco SFSl anplicniir.n 

SUJHZ.F F uel Cyclu SaKdy Rf-mcl' fin/00/08 ROIJSI' I. C Fui-I Cvtfu Si 
Hranch 50pp 46804 303 46504 352 

0006220007 n1crn<s t* ar 80OtilG flov 1 lo ISFSl fnci.nly proyam «cci'pt« a, i*o in r~n 
ingappleaho po-l uns i>l 10Cril73 

M^CCMKLE.G V/ liconvng flmrcn 110/08/00 lUCKLfl.H Di.-o f'c-wvr ( o 
■16603 2 /0 40603 2 /0 

6000290098 Tcrwards rosporiM#s lo NHC 803024 tj,.osli£»ns ru i«5 lctr‘c epuV.t 
to* p'am ISFSl nospor.scs CO'iwCm ISF Sl onv.ron repl S.U* p*r>jw,:!if;-i i cTJlh r C i 
w ll In;:) n un 001001 w/lrsl rlusi|t> rouc'olu po xrs ft/ |iu j,.le J fry» f.;.t ‘.Of g 
TUCKFR IIP Dikc Power Co 8H/Q8/16 Rocuiroil CorUiol RrancS iDctj'i * 1 4' 
irol Desk) OCpp 466H| 261 -46602 !?■) 
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I0CFR COMMISSION MEETING RECORDS 

86080 1007$ S'air requirornonis memo ro Ccnunssion healing in HoCkvi.'u, MQ cn 
rtjman factors program & NRC views o* ‘vAS recommonriat crs 
Cfffl K.Sj Cffiot- of fhu Socrefaiy of <f •<-? Com.™ ssinn M08O5JT 06/07/2 f 
STFLLO.V Ole Cl Iho Exocul.vu D.reclOr Inr Opprolijns 3pp 40303 .15 1 4( >363 356 

6807260103 Transcript of 000712 brief r.y m RoCkviIu MD on pol r.y papm Icr plan! lifo 
oniens cnFp 1 54 

* Corrmss or.urs 00/07/12 ?4pp .1628/265 40287 336 

880726024? Iw'Scopt of 800? M pctu/dc t'nuUn.j hy ACf)5 i« nothin lb. M!>Pp I ;i3 

* Ccfnm,v.<j"GfS 83/07/14 3Hpp 46304 2/146304 303 

8807290153 Slab rcqui'Gmunts memo 'O 600/13 b'lelnuj un pni^y paper lo' plant l.lu 
extension in Rockv Ho. MO. 

CHILK.SJ Olf'C.n ol iho Secretary the ComriiSson MB8O/120 0T>/<j / / ?2 
MARl.GHWC Olh:o of the General Co.mso! STTiLO. 1 / Ole ol U-e Eicoculnu IJreo 
lo; lot Or-etfiUon", )p 46353 JM-: 0363 30 J 

6807290177 transcript ol 8807? i brotiny on orronl Hiatus cf .nlo ro |xss:b‘u uso o 1 
Swb5>W r >ca»d con.punonK in rue’ear plants .n Rockville. I/O Pp l 67 
' Coir.*il«ss oners 68/07/2 1 LrUpp 46365 020 4i>.]55 IC>4 

8607290230 Shill rr.qwremonis mom.) re Advise* v Cnminiteo on Nuclear Waslo 060629 
booing n Rcckv llo.MD C» r.jclonr puor.liZHliCP ol ssuos A adrri n Strnl.vO 
mailers Comm I Ico X bluff to dovo’op procodjros lor timely closure Ol issues 
CHILK.SJ OIIic.q of iho Secretary of ItKj Commission &0/CJ//22 MOLLl FR.U VV. Ad 
vi scry Comm'.leo cn Nuclnar Waslo bARLER.W (* Clfce ol iho General Counsel 
2>:p 4635? 231-4635? ?.?2 

BB08010025 Forwards corrooU;:l Harscnpl ro 8 R 0621 meet ng tie l ween l VA 8 NRC lor 
addition io mootrg record, "Brioling by TVA on TVA Rcorguniyat on & Plan Stales 
GRIPLEy.H Tcnror.soo Vai'oy Authority 08/06/30 Oll.co ol Iho Secretary of ihe 
f:orrn-.isj:cn 4p,j 40360 344 46300 34 7 

88030 J0048 lisi of Jypos in Parisr./ipf of Co mn.ss.on 60CL-B9 oh»Q to sia\,s OJ /.Jam 
‘ Boslon Ed son Co 88/07/26 ?pp 46363 326-46363 326 

9800010137 Stall requirements memo rn Commsslon HR0712 annual Ending w/INPO 
ri Ftockvi'fo.MO io dsc.jss so foe tod in. hat. VOS lo rprovo opornKinn' podcirranen & 
saloiy ai nuclear power plants 

CHILK.SJ Oif'-o of ifio Secretory ol u»e Ccmm.ssion MB60/12A BB/0//2I. Oflico cf 
iho Secretary of Iho Cnmnvsslyn ip 46361 12/ 46361.127 

0008010149 Slflfl rcquremnnls memo ro Commission bnohrui t\ Rockvl'o. MO on fral 
n.lo a naki'>ij ammis on accoptencu entona lor ECCS for U|lit walcr n.icloa' power ro 
.30 fora 

CHILK.SJ Clhco of tin* Snr.rolu'y ol tfK; Commssion M6K0714A 88 / 0 //22 
Sf LLLO.V Cfc ol iho l;» 0 Cuhv<* Ur or lor for Operai<r;r»s Ip 46372 120 46372 120 

6600030076 Transcript ol 800722 briolmi) m RuckvCo.MD ro inlonm re; 4 on (JV/R Mark 
I cor.lanmonl itjsuus Pp 1 02 Supficrlmo dccumnntnlOO unci. 

* CcmrPiSS onot9 80/07/22 ?5p|) 4C4C0 263 40400 J3/ 

8BO0O3O362 Siaff icqjromonis mumo rq Commission 080/22 Lmol.rip m nocsv.llo.MD 
ro intcr.m ropi On BWR Mark I contanmont issues 

C H.LK.S.J Oll.co of the Sccroiary ol If-o Co'iun-ss'Cn M690/22 08/Oft/OI 
SreLLO.V Cfc ol Iho Execulivo nroclor lor Operations 2pp 40566 24 7 46561} 248. 

6000040370 Stall roqui'timunls morr.o ro 880721 hnolm-j on current siat»s ol mlo con* 
ft’rn|r.g possit'lu usn of sobstandanl co/rfionenls ir> n.;t‘lear power plants 7f i rli ro 
quo Sled siofl to assess adniuacy of roco.pl msp pregrams 

OHILK.S J (3lf co ol Hie Secretory ol ituj Conim.ssion 88/08/01 STELl.O.V Ole ol 
Iho EkucuIivo Diroctor tor Opurni-ons 2pp 404 J5 357 46435 358 

8800040387 Stall roqu.romonis memo ro Commss.cn 080714 ponnthc hf.efmg by ACRS 
n Rockville. MU to siall p'oposed tjonen:: Ur on indivcjuul plant exnm & (SAP II 
CHILK.SJ Cll.co ol iho Secrotary of Ihe Commission MB6D/HB 08/07/28 

FRALtV.RF ACRS • AtJv.soiy Comiriiloo on Reactor Salr.-tjuanls ip. 46436 228- 

46436 228 

QB08Q4038Q Staff totiutomonla mome re Co7?rr/.ss/ari 8t)0/ f 3 periods ItnohnQ at 
Rockvu'e.MD on stoius ol cporatinn roacto‘9 & luot fac/iiios 

CHILK.SJ Oflico ol iho Soc'Oiary ol tho Coirmsscn *3883713 08/07/28 

STELLO.V Ole of tho Execuhvo DrocKv lor Oporaiitins. 2pn 46436 103-46436 104 

80081 10236 Staff requirement memo ro 800705 bnolmg in Rockvi.io.MD ro account- 
ab I ty of rad oact.ve mall used by mall hconsoos. 

CHlLK.SJ OJI-co Of JJ>o SecroJa^y of tho Ccmm^s.on M8HD705 00/DH'OS 

STFLLO.V Cfc of Iho Exocut-vo Ci'cclcr fer Opornhens ip 46506.134 1C505 134 

0808170107 Transcript ol 080809 briefing in Rockvi'iC.MO r« issues associated w/COQ- 
sponscrccf advanced rooclo' designs Pp l-6f r Viowgraphs occl 

* Commss-onors 06/00/00 10lpp 46666 142 465G0.24 2 

88081 70 19B Transcript ol 080009 bnulmy on status Ol ag^comonts w/ OSHA.EPA & 
FEMA ro jurisdiction ovor nonradiologrcal hazards in Roctwi'lo.MO Pp l 36 ViOwgraphs 
esncl 

* Com.m sS'Cnors 88/00/09 5-1pp 46571 204-46571 25t>. 

6800170262 Transcript of 880811 putilc rr.eotlng in Rockvi.IO.MO for nflrmahon/iliscus- 
Sion d veto Pp 1-4 

* ComrpiS5 cners 88/00/11 Opp 46561 276 46561 284 

8600180103 Transcript ol 080810 pubic briefing in Rockvii:u,MD re status Ol nucloar 
mabs transportation Pp i -56 Supporting docurncntahcn encl 

* Comm, ss cners 88/OB/ 10. 76pp 46508 00 J -40586 07D 

8808180450 Stall roqu.rnments momo ro 800804 briefing on siatus of facility u M on- 
couraged 10 continue elloris to improve atfilucln of personnel & m (uni an strong m.gi 
mvo.’vnmeni in operahon 

CHILK.SJ. Office ol iho Secretary ol the Comnnssion MR0O8O4A 08/08/17. 
STEILO.V. Otc r>l tho Executive Oirecio' for Operations 2pp 46584 315-46584 316 


0800 100453 Slatl roqu foments merro on B‘tO0C5 bnelng n Hocl'villo.WD re siaius cf 
oflorts IO enh.r co salOty <?' i,sors v* byproduct rnaMs CO'nrr1ssio''Of Carr requester! 
NRC lo submit i^o paper describing pi oi pedo-manco ova'cAhen labors p'o.;rom 
CHILK.SJ Office o' iso Sectary ol ihe Comm ss cn MO8J0C5A 8Q/bQ/1/ 
SfCJIO.V' Ofc of ! r><7 E^eC^f ve Pritcto' lot Operalrors 2pp 46590 073 *JG59:>0&4 

0808 19D290 Transcr pt cf 00^011 pnb*ic rncotng i*» RocKi'InA'D ro s'«dua resu'ls S .rn- 
p'erncm.uion of U&W roasscssmenl Pp i 64 
' Corrrr.ssio' ers 80/00/ i 1 99pp 46597 19 1 46597 209 

0800220125 S*aff r*vqiii*erre-rf. murpo ro P8O0V1 al|iimaiion/t1.scussio'> S vote m 
Rocwvrfr-A'D ro SLCV-BfJ 21/. Arr.^mt of Cjrr>-»r, ss*r)*> ncgi,Jaf.o rt s 0*1 Owntvshp o 1 
Scc.-niies by Ocrlfln NHC Fni;:k>y(tfi<t & Accopln^co c‘ Ffiod.nolresh'ncnt /’ 
CttlLK.SJ Office t:f t'.o Sncrciary o*. iMu Co mi* vs s on MUdO'JI IB 80/98/17 
PARI ER.W C OH.CO ot 1-0 General Ccu' sol. In 46633 ?67 46603 267 

0008230130 lranscr.pl of 893815 b* b»lny cn Clr |r>r fJ.irluar Wash; neq..l-i:n'y Analysis 
in Rgciui le.MD Pp l 53 

* fvfRC No Uolfi led AH I Atari Gi^jo fl/J/Oll/ 15. 84f>;>. -16619 207-466 rj 200. 

00OB23O143 Transept cl biiO'Jtb bnelmg on rraini workshop n Rnckv Po.MD Pp 1 
43.Su;>pD*li* , g (Jccumepiat an er.ci 

* Con.n-.ssior’o's H6/0U/1C 75CP 46619 026 40619 UV. 

OBOB250181 S'u-I reqi.irnrror's mu-no ro status of agrcuiroms w/CSHA.Ef’A & FEMA 
corccrnnij fur.sdcfcn uvuf iion'd<ffofGq.cot rm*ar<fs 

CHILKSJ. UocLuing A Scrvcns iJrnnch MftHCf’OP 00/00/22 STf:LLQ,V Cfc cMho 
Ex ec..t.ve D>n.c1nr Icr Opr, raiicns 2pp 4C6-1 7 01 6 46647.01 / 


ACRS ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 

BB05230192 Discusses ACRS 33/th meoimg on 61) C 50b *07 ;o P'oposctl generic; Hr on 
r,d.v.d,.ril p'.inl ex.rns & preposed ISAP il Inovil.ial plant oxams should bu o<pnndod 
to inccrp<'mlo a? cuist<in::ng saloty <ss*.os.Gonor c Hr shoo cl bo revised 
Kr7HH.1V ACftS Afljtscy Ccmtnnu>f> <n nnpcli,? Salt/ft/onia fffi/ 05/10. 2LCilJ.W 
Carnrris^ :>rnrr>. 3pp 46501 144 46501 146 

8007290062 (.'omniums Oh NRC drab safety ov.Vuot on ol WostrgJio-so V/CAP- 10924. 
W<* 3 1i'ig*iOjSO La*f, <: Uroah LOCA Oos! (isi-mnln MothO;J(;!oQy rosu^ng froTi ACRS 
339lfi rrnotng on 08O7M 16 

KEIIR.VY ACRS ■ Advisoiy ComutUK? on Reader Salcgutirds. 80/07/20 STELlO.V. 
Oic of Iho Ei (qc.uIivo Ott<c*ot fet CfHjtS* no* dpp 4 6,1,' JO 2/4-4G306 27ti 

880/290139 Tfanscr pi yf ACRS Sutcornriiltu ro lhornr*pJ Hydrou'c Pr unor-cnn on 
600721 in WnsIvnglon.OC Pp 1-295 Rolatixl docu'no M.iiion onU. 

* ACRS • Adwsnrv Comm tin r> on Reactor Safeguards. 01V07/21 ICUpp 46309 318- 
40:tl1 130, 

BGOBO 10220 Irarscnpl of 080722 ^o ^ r r;q n WnsbinqlorsDC ro A CHS TVA cruvu feder- 
al issues on advir'Cetl reactor dosigns Pp 1 127. Holaled docanonlatTin one I 
’ ACJtS • Aitv.scry Commilloo on noaclti Sab.'giianJs 00/07/22 I50pp 46277 168 
4027/317. 

00G8O1O23D Iranso'pl ol 860722 hearing m W.isli.Mgvm.DC; ru AC;RS TVA orgorv2alion- 
nl issues on advanced reamer Uos qns Pp 120-247 Rotated rlo^arponlaton <>fic‘-. 

* A CHS • Advrsc-Y Ccnim-Uon on Hoocfo - S.ihjfiuarth, 8.9/07/?? ? 39p f # 46^77 029 
46277 16? 

8BOB010244 O.sci,ssos SECY 60 147. ' Ropi on irMogrnhcn Pian lor C'cvjro ol Sevoro 
Accident Issues. cJurm.g ACRS 090714 16 n ont.'igs. Commuiuis NRC siad Icr effcri 
to develop inlGn'aicd app'oach #o» door g w/vanous r.ovo'o acc deni issuos. 

KERH.W ACRS - Atlvif-Cry Cuinmilteo On Reactor Safnguarihi 60/07/20 ZLCHLW 
Comm ‘►s.rOherf*. 46-463 352- 'i0 4 <13 355 

0808020056 Summarizes 0391b mooiir-g of ACRS b0O7l4*1ti iiinoliiiq w/DOE ro roviuw 
of 1 1rali Commsscn p«;:e* cn koy hennsir-.g issuOS asacciatcd w/DCF. sponsored ro- 
actp' Uo-sg^s 

KERR.W, ACRS Adv.SD*v Co'iun non o.n Rnacior SefOguouJs. ftfl/07/20 ZECH.LW 
(‘orr.T.iSG cnrvs Opp 463/5 1 22 46375 130. 

BB00020393 Submits reasons Icr r.o| rncornmniul ng prcposml rov.sod pclcy Statomoni 
r.uclodr pant blaff working hours per dscusson du'inq ACRS 33 f Jih muolirg on 
880714*16 

KERR.VV ACRS • Advisory Coro'ivllcu cn Roacio' Salcgun'dii 80/07/20 7ECH.L vV 
Ccrnni sSi Oners 4b374 128 463/4:129 

8005030190 Transcript cf ACRS SubCCn'-rnrtfeo rn OMR Sys 000727 mwiMig rrt 
Wash ngtos.OC Pp \ -232 Euppcriirg dccurnonlation oncl 

* ACRS ♦ Advisory Cormllou on Ro actor Safeguards flB/07/27 34lpp 46371 00 1* 
4637134} 

8808120111 Transcript ol ACRS Subco'niTiiiieo cn Pli loscphyjocrrclogy A Criteria 
060BC4 meol.r'g n Wash ntjion.OC Pp 1-105 

* ACHS ■ Atfv.scry Corn.r.if:oo on Reactor Safeguards 08/06/04 I SWpp 40-lfiG. ffll 
46467010 

0000120190 Transcrpl ol ACRS SubcoinrtiiHou on Advanced Reactor Designs 000603 
mooi.nn m WnslHiglon.OC.Pp 1*299. Supporting tlncumunlalion oncl 

* AC PS - Adviso-y Cornmitlco On Reactor SafeguarcJs 66/00/03 331pp 4f>4fii 126 
46482 096 

8800160429 Transcrpt of ACHS Subcommilloc on Aux-Uy Sy& 060610 rnoehng in 
Wash nglon.UC.Pp 1 ■ 106. Supporting info and. 

* ACRS • Adv.sery Oo*r.miU«e on RfMtlcr Safegja'ds 88/00/10. 236pp. 46529.284- 
4 6530 150 

B60Q 160432 Transcript cf ACRS 340th general rr.eotng on 880012 In 
Wasl‘i"fl(cn,OC Pp 153 *183 Suppod-nq (focumoritafion nncf 

' ACRS • Advisory Ccnnrvueo cn Reactor Safeguards. 80/00/12 492pp 46528 152- 
46520:203. 
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6608160454 T/anscrpi d ACHS 34C n genera 
Wasfc-gian DC Fp 1 1 52 Si.ppcrt.-'g dofurren’a 1 0*i tr.c 
• Af)R5 A-j,.«cr> Co rrr deo on Reacter Sategua'ds 
16^26 '51 


rneeirg 
8H/C8/1 1 


on 680911 n 
I83pp 46527 329 


0800010244 CiSCu^OS SECY 08 147, Repi on IdteyruliO.n Plan f 0 - Go* -ro cl V 
Accdont Issues. ’ ACRS 8807 14- 16 moohrgs Ccirrrcn-ls MIC Hon - Cf "l'. 

•a d&volnp mie-urated approach lor clonlinQ w/varous severe aceceni ^ues 
KPRH W ACRS * Adv * 0 ^ Committee on Roaulor Satequards 66/07/23 7fr.i, . 
Commissione's 4pp 4G463 352-46463 355 11 * 


8608180310 Trailer pi ol 83~aiG ACRS Re^qty 9o ces & Pra- ces Subccm.ndee 
free 1 r.g i*» Wasr ngicn DC Pp I fia S-.-cpor* ng n.o er.cl n in „ 4 A 5550 OI- 

• ACRS Ad.iso-y CcmT.iiee cn Reader Sa'egja-ds 88/08 / 10 io«pp 4»»wi 
46555 110 

8809160320 Tran^-p* ol ACRS Subccrr..T.iiee cn Irpro.ed LWRs B906C9 rrcdng .n 
CcCTir.Hf* cn Me**. Sc**»-* 88-08/09 32/pp 96642 176 

4 65 4 I 064 


0808180321 Iransopl of ACRS Subconnliee on Improved LWHs 69C&C9 reccing n 

^AC«S*- Atr/sory Co<rini*cc on Reader Sategu3*ds 60'C8/O9 2Q- : P? 46555 ill 
4t:555 3 16 

6600220122 RecOTrr.erds lhai before pub caio^ n Imai Icrm.lral verfiscn Cl MJRFG 
1155 ncdco- R $k Rei OocLn,enV be sub] *D trough pee' tev.ow Gojum-te. n 
«/>■ doti 10 play it a cr ro e n rpienente' jn ol Conm ss«on severe apcidem PUCY 
aEPR.W AC&S Adviser, CoTirntee cn Readc* Safeguards 83/09/16 ZECi-Ll W 
CcTi'i-sSicners 2pp 4660^081 46003062 

8808250145 D-scuSses proposed rosoMien ol ol USl A 17. “Sys '^r action <n N -Clear 
P'£-' s Proposed /*«oU:cn dees r.ci adores* sys rtaracons fer 'u.uro 
flams Fteccmrr.e'*ds lhai tesclul on cl issue be s?lg<i fer comment 
kFRR w ACRS ■ Adv.sory Ccmcnhee cn Readct Sateguates 60rO6M6 ZECH.l W 
CcmTbiOce'S 3pp 48603 072 46603 074 

8800220174 Oiscossos tesclutcn cl USl A 47. "Safety Imp ica’ 5ns Ol Coniro S/S. per 
ACRS 34Clh mfeii-g on e8C8lM3L?l S“-0ur1 he redefined us«rg proposed rosclu 
i.nn as re’e^am lo newly del.nod cb.cciivo 

kERR.W ACRS Adv.sory Ccnm lice cn Reader Safeguards 88/00/16 ZECH.L w. 
Corm-ssicners 4pp 46601 1 B 1 4660 1 194 


0000030022 Weokly Inlo ropl lot w* nr.ilmg ftfir,/?? 
nEHM.r A 01c Ol lh« Fxeruiivo Director 1o; Opcral-ons 08/07/20 32 PP 
4C429 262 

8008090140 Inv.lus WR Graham 10 bn Koyrutr* speaker during N. lC !oir 
Aging Symposum on HQC931 in QoM'OMla.MD 

2ECrl.L.\W Ccmmiss onors 88/07/25 GflAHAM W M Prosrlonl ol US & f, Ct , 

Oil cos Ip 46403 234 4 6483 234 

8008090169 RoguuSlS npprov.V 10 reprogmm lu'ids m f Y80 os shn^n n r.—| -y , » 
assoc-aind oap'onaiion Lrcl also sc'rvt)s .is NRC. f Y8S base lahlo rep: i...,.,. 
899430 W/o ond ( _ , ( , 

7ECH L W. Crmnnssioncrtt 0U/C6/«?A nrvilL.I Mouse ol Hup . Appxj r.r* i, 

46471 027 46471 044 

-&QQG090\71 Rcquosls approval to rc?t)rocjrnir l.uuis u r YU8 as s'xowu r it 3 -y , ^ 
associated r*pla'ihlon Fru I a'so servos as \HC F Yflfi baso lahu a;.i i .< 
8PC430.VV/O one 1 

ZW'M l W Corrnvssihr 1 . rs fifl/Of>/22 UMfcAUX.i U linuyo ol Rep. Ei.«ac-T‘*' 4 
PuWworks ip 48471 029 46471 028 

-8808090173 RoquOsIs approval k> /0|:r<;(;rnm h.r.ds in I Y98 as shown n cu i i v | 
associated oxplannbon End Plso servos as NHCs FYU8 naso labe »c;:l t 
800430 W/o onpl 

ZECH.L W fomn'issljncrs 88/C6/22 JOI-MSTON.J (J Sonaio. App‘op»ia‘ ‘.>s i|, 
464 7 1' 029 46171.029 


0808090176 RoquOSlS approval lo roproyam lends in FYOG as s*.own n iT\l:.v/»a 
associated oxplanalion Enel olso snrvos hs NMCJ TYRR base lab'e re^l i ■.■■j'i 
680433. W/o encl 

ZFCM.L W Coir.ni ss'onors FiQ/08/22 Si lAHf> P n Mouse of Rop . Tpiti^ 8 : . . 
nexo Ip 40471 033 46471 030. 


AOVCM NRC ADVISORY COMMITTEE 


8897290098 Tenser pi cl Adv.sory Ccmmnee cn Nudear Waste re seccrd meeirg on 
680722 m Wasnngicn OC Pp 209 443 

* Ad#. so'y CcmT. lies cn N'uc'ear Waste 88/07/2? 200pp 46^90 01 3-462u9 055 


8808090179 Ronuusls approval 10 rcpioiircun l.imis m 1 YOR os sliowf m enj i*l -> \ 
assoc atucJ uxplanaiion Er.cl also sorvns as MIC TYRO Lose laUo hi. 1 ‘I.y 
B80430 

ZECH.L. W Cnmrjnssionors OO/Ofi/itt Ul)Al L.M h Ho.iso o' Hop . nlo-.::- 8 • s ■.* 
Allots I4pp 464/1 031-40471.044 


88072901 13 fra'SCripi Cl Adv:$ory Corrnvitec on Nuclear Waste second meohng on 
86072 1 m Wash rgion OC D p 1 206 Re'ated dOCuncniai on enc> 

‘ Adv.soiy COTir.iiteO on Nuc'ea* Waste 88/07/21 268pp 46308 207 46309 1 14 

6 80 7290230 Siall regu rcrrcnls rremo re Adv.scr/ Ccm.n i:ee cn Nuclear Waste BB0G29 
tnehng n Rockvlo.MD cn nuc'ea' psom^ahon ol -ssucs & admnslratvo 
mat'rrs CcmT.iiteo & siall 'o develop procedures Ipr 1 meSy c'os^re of .SSuoa 
CR LK.S J Ol* cq of d*e fjccro'a'y cl iho Ccmrnssicn 80/07/22 MOELLER O W. Ad 
v'Scry CcmT.ittee oa Nuclear Waste PARlER.WC Oflco ol ir.o Gcrorol Ceunsul 
Zpp 46357 231 46357 232 

6800160394 CoTmenls cn proposed branch techncal posdcn ro envron moniO'mg lo' 
ow ‘cvol waste dspcsal faci.tics per Adv.sory Ccrrmneo oa Nuc'ear Waste 803721 

22 meetings. 

MOELLER, DW Adnsory Corrr.iueo on Ttectear Waste 88/CQ/09 ZECll.L W Com 
tr.ss oners ip 46587 00 1 46587 003 

-8808180221 Prov.dcs com-nrsnis cn proposed Ccmmssion pcipy siatorreni cn rogu'a- 
icry coniro' o*€rr.p^ ons fer pract :es w. h ose pub ic hoa ih & salolv impacts below rog 
u'aio y concern Proposed poi cy fa Is 10 address questions »a sed by Comm *9icn. 

MCE HER O W Adnsory C err r.iliee on Nuclear Waste 89/00/03 ZECH.L W Com- 
rr.issic ner$ ?pp 46587 C02 46587 003 

980822Q106 Sumrrau/es ACNW ircetma cn 66Q721 22 te Guidance lor Ccurmnabon 
of Am coated Processes & Evens & Unani e patod Processes & Evens " 

MOcLLbR OW Advisory Ccmmilee on Nuclear V/asie 00/09/01 ZECH.L W. Com 
mss one's 2pp 46603 268 46603 2G9. 

9800240341 VcmhefSh p l.st ol Adv.sory Ccmrn moq on Nuclear Waste 
• Adv.sory Corrrr.iUee o.n Nuclear Wasie 89/0//27 ip 46627.042 46627.042 


COMMISSION NRC COMMISSIONERS 

8807140134 Expresses apprecialon fer excelsni resporso effert by Slate of OH re 
RBC610 spll ol molten steelPerscr.no! performed compelonily & clleciivoly in ro 
spend na lo acc dent 

ZECH.L W Ccrnm sS'Cne's 80/06/23 CFlESIE.RF Ohio. Slate ol Ip 46463 351- 
46463 351 

0807280407 Weekly ir.lo repi fc' wk erdrg 0807 1 5 
MFHM.T a O'C ol tne Executive C ree'er to' Operarons 8fl/07/?i 25pp 46330 165 
46339 189 

9806010074 Responds to 0PO6Q7 Itr re pub’ic parc cpai on in Ccmm.sscn decision con 
corning lesiarl ol plant Resulis of ongong GAO study will be considered in rosiad de 
C S Dn 

ZECH.L W C o rr mi $S- oners 63/07/19 SARBANES.P.S . MIKULSKl fl A Semio 2pp 
46363 303 46363 323 ^ 

- 8000910090 AcH recepi ol Comments on uf l plan lo' roster! ol plnni Ccrrmonts w.l 
be factored nto rev-e* ol ut I p'an 

RUSSELL.W T fle^on 1. Cfc ol Ihe D.reclo* 00/06/16 SCHAEFEH WO Maryland 
State ol Ip 46363 305 46363 312 

-SBOB&IO 101 Expresses ccrtmu ng corcem ro rested ol plart Accompaniment ol State 
ol MJ rep'uscntativo w/NRC m.vcsi ga'ors lo plant lo ver.*y thal utl efloctively implo 
mer.ted co'tectivo aclons ro resiart requested 

S fiSn S ' P S • M ‘ KULSKI R a s ® n ^ le ^8/06/07 ZECH.L W Comm ss-nners. 4pp 


8C00090296 Ncrnrudos JM Montqomory.Ml. Spr.nrjnr fi ft. Heilman ler lOfiflei r .* 

n ndm.oistraiion award Norn rmhO'i lornw. I'iirrat.vc? fb Lrography lor c .v,iir. 

end 

ZECH.L W Coirrn as'OnorB 09/07/01 WE^IM Cnnom* Soiyicos Ai! - i,v ..* « 
12pp. 404/G.138 -1C4/6 HO 

8008090304 f orwarilft Or soul to SClor.Co advisor to pfesidnni ro rotju'iition ol i i u.r , 
OtcuMui f. accftterhloi picducod cadoaciwc «i£Ul t,NAUM) Uryo* oncou rq-.i •* - ‘ 

stales io adopl NARM rngu'aton 

ZECrl.LW Co'iin.issii:f'ers 011/07/20 II.IVCHOC (‘onlorom u ol Rfl-fcaicil . U 
Program Directors. Inc 2pp 404/1 0l/-4ti4/1 f)21 

-8808090311 D.SCUSSCS 8UC505 mig ro fedCMl rcqiildlmn of naiurn'ty r::cii- -j t ' 
coteroior produced rad oar.tivrj malls (NAHM) Issuu ruteued lo Comm li«-r i •* » - 
agoncy RarVaiion Roscarth & Policy t*oo;iunul.oi^ lor appropriate alien* un 
ZEDU-VJ Cornrn.SS onors 0&/0//2fj. GHAV1AV.VJ H Piovdom ol U5 
Olhcos 3pp 46471 010 40471 021 


6008090314 Mosponds to RRC510 Itr r« NIK) plans lor oliiamng R t» :: ‘7 ,c ‘ 1 . ( | 

sves IO supporl agency drug tusliry proi|ram Ralorsio for pro:j*nm a Ntt rj i 
plans lor ohlanmn sves discussod c . ... 

ZECH.L W Commissioners 90/07/01 UAICM.OU Sonaio. Labor & n '' 
sources 2pp 40460 033-46409 036 


-8000090319 Roquosls udo ro NflC plans lo* t'brmnirg spoemnn col'Uu.' 
Supporl agency d‘u:j testing p«og<nm t .. . . . , . 

HATCH.O G Sor-ulo. l abor & Human Resources 90/00/16 nCBERTh.TMU .ri 
siono/H Ip 4646P 035 40469 035 


8000090320 Forwards rositense lo mcommnnd jl ons Ijy GAO in "IrVo J ' 
Ovodoukud Socufdy Conirots Outmg Oavolc pmonl” lo cha rpersens v ‘ 1 '' ,l * M ’ 
m uoos 9 subcomm, Iteog _ . 

ZECH.L W Comm.ss onors 06/07/2/ GLENN.J Senate Govoin-rrC M --' ^ ’ 

BRCOKS.J Houso of Rep. GovOrn.'r.orM Opcrat:cns IJREAUX.J (3 50 < i-v. 
morn 8 Public Works Upp 46467.206 4640/ 303 

8808100011 Forwards "Annual Repi Ter 1007 on ArJmimstrai on c< Gcvl m S.rd. ,Jl ' 1 
01 19/0 " ( „ , 

ZF.au . W Co’nnvissioncis 00 /Oft/Ol 1JW5H.G H SimalC, Ptosdonl 

Ip 464U5 132 46405 154. 


-8808100119 Forwards "Anrual Ropl Tar 109/ cn Affminisir«i1*0*i ol Cod -i * 

Act ol 1976 • 

ZECH.l W Corrm svone/s 09/00/01. WRlGHT.J Mouse of Rep. ■" 

House Ip. 46405 133 46405 154 

-0808100013 "Ar.nuol Rnpt lor 1997 on ArJinnsirahon ol Govl n • A ! c ' 

1076" 

* Commisscnors 00/00/01 2lpp 46405 1 34 4G405 '54 


0008100016 Informs that M Sptingor S P Norry wil rop'oseni NRC al M' > 
ship -n Arim n siraiion conlerenco - *** < ■ 

ZECH.L VV Commissioners 98/09/01 ALDF.nSON.J General Sow-s 
bon Ip 46403 265 46403 266 


-0808100017 Extends mviiaiion lo flllond GSA MNi nail Partnersbp i*« ‘ 

conloronce on 000012 13 al BWI Aigterl . ir . u , 

Al DEHSON.J General Services Adm nislrahon 60/07/06 ZECH.l i 
ors ip 46403 260 46403 206. 



NONDOCKETED ITEMS 293 


680610002 1 Provides lo'lov^p 10 lelcon w/J Mcsomon io NHC corlilicalicn of shipping 
casks NRC responsibly lo corl.fy sh ppng casks whon opplicahon for ccrl f cahon re 
co.vcd. 

7ECHLW Ccmm-ssroncrs 88/07/27 K'UHKOWSKI.P N Senate Ip 18483 272 
46403 272 

6808100025 Informs mat cflorl lo dua' w/prohlcm ol norconlorm ng maUs underway 8 
DC r.g coo«Ji' , aled by OMQ.por subcommittee 80C61G hoanng on con'crming iastoners 
i) rLCioat industry Audio/ p'an s lo spuak ai 800803 mceJing He'prod mlo end 
2ECH.LW Commissioners BB/00/0 1 DINGFLl. J House of Rop . Energy 8 Ccm- 
mere© Ip 46478 184 46478 1 06 

-8806160085 Advsos ilial NRC .ssued oncl mlo noiicu lo NRC license© ro substarda'd 
8 rolLfPisfied cacul bfoakurs recently idooMii?:! by Iccnsoo & mfq on CBQ/00 
ZECH.LW Ccmmiss-onurs 88/07/13 MllLLR.J <; Oll.co ol Managuiiioni A Cudgel 
4-jp. 46478 105 464 70 156 

8608100039 Responds to 000002 llr ro exports to Japan urvior now US/ Japan Aq'oo 
n-.eni Icr Cooperation Comnnss on vwiii process IuUj'O nxperl l.consu applications for 
Jcpan vmlh n framework ol ny'cemont 

2ECH.LW Cotiti visionors 88/08/0? WCtPF.H . bONKER.U . BERMAN H Houso 
Of Rep 7pp 46478 103 464 70 1 13 

'•9^08100048 Comments on nuw agreement lor nucloar cooperaiinn w/Japan F*ocj 
l.v© Utanch shodd Vci roq. tired lo pr ov.de sUtlOmfini of what quant )<)l>vO ‘iwi on mall 
unaccounted for <n Japan will ho 

VVOLPL.H. BONKfcR.D , UEHMAN.il House of Hop 8U/C6/02 ZECH.l W Ccmnvs 
sio^ors 4pg 46478 110 46478 113. 

66&B1D0063 l-r/wards Commisson responses lo Ccngrossiran. Mavroulos 880512 
r.uositorvi rG 880426 hea* ng on lulls lo rufotm NHC 

/ECH.L.W Ccnimiss oners 86/07/19. UDAlL.M.K Ho.iso ol Rop. Inienor A Ir.Sular 
MfafS. fipp 464/0.133 464/8 147 

B8DB100117 Responds to 860719 llr ru Commssicn v.ows o?i rnodfymg 
H R. 14 1 4,reaulhori2ing Pr.co- Anderson Ar.t.lo ol rpmalo poieotiit dsmconlivo lor ulils 
:o purchase modular, advanced roacicr unils 

ZECH.L W Commissioners 80/C8/O2 LLOVD.M Houso of Hop. Scnnco. Space & 
Tochnology (formerly Scioncu & Technology) 2pp 46-182 184 46482 2 1 5 

• 6606100 124 Requests Comm.ss'Oii Viows on niorfify.n^j H fi f-ffd. rOdor on/r :<j Rnco 

Anderson Ari.to olirrinaio polunlial d.6-nconlivO lo: mils lo purchase 

modu'or, advanced rondo* unis 

LlOYD.M Houso ol Hop. Sconce, Sp.ico A Technology iform.crly Sconco & Tech* 
r-logy). 88/07/ 19- ZECH.LW Commissioner 5 3Cp;i 46482: 186*464113.2 15 

8008100133 Fo'waidS rosponsos lo questions Icr record ol ‘icLcomrr.il loo 880512 hoar 
log on nucloar wasio transport. lion 

ZECH.LW Corrm-ssionors Q8/U7/01 UDALL.M.K. House of Hop . Interior A Insula' 
Alfa rs 20pp 46501 110 46601. 132 

-8800100137 Expresses apprec-niion lor assislrinco In flrrar'.gi“.p lo* H Ihonipson lo 
tesiify heforo 880512 SuDComm-lee on Energy A Enviion flooring on n.iclear wade 
tran spoil a uon 

LOAH.WK Houso ol Hep, Interior & insu'm Alfoirs. 89/05/19 2ECH.L Coniiri.s 
s-pnera 3pp 46501:130.46501 132 

0869100140 Forwards ovaljni-on ro NRC roqururnonts for nucloar powe* lacMy ’icons 
eo m ovoni that plani alert S r.otifu:aiion sys lor p-jVhC hoenmo mofieiatMu.pOf idccn 
2ECH.L.W Commissioners 80/07/19. UfiFAUX.J B Senalti. Enwronrr.eni A iVjhh: 
Wnrks 3pp 46470 249 404 79 261 

8809100164 Roqcesls ropi on NAS panel vis-1 to Soviul Un cn »o ruCuar safely. Ropl 
needed lor NRC dologahon lo use in p’nnn.ng lor viSil lo Soviol Umon n irid Auy 
1983 

ZECH.L V7 Commissior.ors 80/07/07 PRESS, \ . Naf-onn' Academy ol Sciences ip 
46478 234H6470 234 

0900100160 informs of 880707 mol-on li’od by Ashialanl US Ally Icr Mdd'o Oistr cl Ol 
A'ebarro roquosimu util show c.luso why ut.l sfiould rcil Uo Mold In contempt of court 
for noi honoring subpoenas issuod by Ole ol invoslinniions 

ZFCH.LW. Ccm.mss'onors. 88/07/18 SHAHP.P Hotrso ol Rep. Energy A Com 
nioico. Ip. 40500 320-46600 320. 

8808100212 Forwards respcnso to 60C616 roquOSt lor NRC views On HR 4489. “U 
noviiali7atien.To l.ngs Reclomalion S Enriclimnnl Act Of 1988” A H R 4591, *’ U Mi l 
T© lings Rernod Ol AchOn Amnnd9 Acl of 1900 ” 

Zt£CHJL..W. Comm-96'Onurs. 00/07/1 3 UOAU..MIC House Of Pop., fnmnor & fnsu'ar 
Allaus I2pp 40478 116-46470 120. 

* 0008100213 Roquojjls ComrniSSian viows on Bll s H Ft 4489. U 

Roviialivahon.Tailings.Roclamal'On A Enricbmoni Act ol 1000” A HR.4591, "U Mil 
Tai'jng.s Hemtvfral Action Amends Act of >900 " 

UDALL.M.K. House ol Rop , Inlonor A Insular Alfairs 88/06/lG ZHCH.L W. Commis 
sonors Ip 46478 120 46470 120 

6608100224 Responds lo 080519 Itr ro siaius of NRC aciicns on improvements to Mark 
I oonla:nmonts A BAW reassossmeni A pipe wall U'innng ssue NRC oversight w.ll 
assure lhai mrluslry solf imp rovO meat aciivilios ofloclwo A l-moly 
ZECH.LW Comm.sslonors 00/06/?4 SHARP.P.n House ol Hep, Enogy A Com 
mere© 62pp 46484. 1 2 1-464 84 1U2 

8000110114 Responds lo 800513 request lor mfo on slatus ol American Nucloar Corp 
amend ruq-.;esl lo roco.vo Ihl'd-porty radum- conlpminated so ls & cfebr.s to' disposal 
n Talipes Pond 1. Amend reguGst w.ll noi bo approved dun to I sled reasons. 
ZECH.LW. Ccmm.ssionRfs 80/07/01. SIMPSON, A.K Sonaio. Environment & Pubic 
Works. 2pp 46504 263-46504 266 

-6506? f0!29 Roquosfs status on Amoocen Nuclear Corp 8/W21 toque9t to' amend to 
Llconso SUA G67 to permit third parly radum contaminated soils & debris for disposal 
in Tailings Pond 1, 

SlMPSON.A.K Sonato. Environment A Public Works 88/05/13 ZCCH.L W Commis 
Siorcrs Ip. 46504:266 46504.266 

88001 10160 Wookty info repi lor wk onding 880729. 

HOYLE.JC Ofc Ol Iho Exocutive Diroctor lor Operahons 08/C8/O3. 34pp 46504 122- 
46504.155. 


6608110 195 Responds to 060526 llr to suggestion to exchange personnel siHliO."Od at 
reacio* stas in US & CaraeaNRC wi’l proparo iox( for bilateral exchange ay'comeni 
betwoon NRC & Atomic Energy Control Board ol Canada 

ZECH.LW. Comnssioncts 88707/0 J. LEVESQUE ,RJ. C.rreda. Gow o> >p 
4 6505:327 46506:327 

9008160370 Responds Lo 009707 roquosi U at Commcnwealih ol MA be aPo'dod o? 
poriun iy lo pfov.dG addi cbsOivers ai NRC loiegratod Assnssmcni leom nsp of 
pfanf S nco n ri ebsono; can bo ptovtjod by comniowealin 

ZCCH.L W. Com nissiDrors. 00/00^04. DUKAKIS. M S Maasarhusotls. Cornmcnweallh 
of 5pp. 46641071 46041:07/ 

-8608160373 Hmsos cor.(.erns lhai only o ro Comrnohwoalin of MA observer wil to 
pi'tmilir.i dour rf NRC AuQrnenlcd leant u>s p o> faddy 

nUKAKlS.MS, SHANNCN.J M. Massac h-.isoi Is. Com.rnon^Qallh ol 80/07/0? 
ZECH.1-W Comm.ss.cnors 2;:p 4664 1 07ti 4664 1.077, 

0BOB220 132 Wookly info icpl fjr ivk o , *.(li , '.g 800012. 

HOYLE.J.C D?o Olfhd ExPCJlive Di'OClor lc; Opera lions 68/08/ J? 3lpp 46C03034- 
46603 C64 

8800220 135 Weekly mro rep* Inr wk onduig A80b05 
llOYlE.JC Ofc ol tbo Executive Diroctor lor Oporancins 60/00/10. 32pp 46605 0J2* 
4C605 0C.3 

0800230117 Partial ror,jn;nso to FOIA request tor tfocuwanis ro plani App A ilocu'rcnls 
end A ava lublo in PRR 

GRIMSLF.Y.DH NRC • No Doia led AIM alien G.vcn 80/07/28 JOHNSON.G F 
Swid’c r A L’e* in 4pp 465Di:26/-465Hl 270 

-600B230129 Exprossos appreciaiion for arrangom.onls for record inp lo (acniy 

ZECH.LW Corrm.ss onors 67/03/12. MCBRIDE.M NHC • No Deta-lgd Afli’anod 
Given 30pp ir>5Bl 273-46581 302 

-0000230154 Summa- 0/0621 moot.r.g w/oddo: al rov.ew board ol Ros*on Globo n 
South Boslo'i.MA to dscuss need for imp-oved meini A cprvalcr Poinmg incluklry-A.rJo 
A opctaier pndn & profoss oi a'ism /opera icr rrcogn f on. 

FEI GATC.G NRC • No Detailed Allil.aLon Glvon 07/U6/0! Co?mi ss oners 4pp 
4fi5b 1.306 4660 1 309 

-6000230170 Summarizes 070521 moot ny w/Massarh soils officials ro ro-iirm Ol 
lac-bly. Under stands that p'u>r io c/eciS'On on rosloM.h.rll -or pv.blc mooiinga wJ bo 
hold. 

CARft.K M Cerrii’lfisioners 07/03/09 PAHKEn.GS Mossacfiusoils. Comaior.woa'th 
of ip. 46501.323 465R1 324. 

0800230324 Responds lo 680095 Hr urg-ng NRC to dscrntir.u© licon-i ng procoss Icr 
plant IJrulor Adm rvsirnt.vn Pruned. ire Act. Sect on 55U.NPC Has oU gnten to conlir.uo 
■icerisir’n prccood ngo & w(j*h to roach reasonable decision 

ZECH.L W. Cormrissonars. RR/OU/1B HOCHDHUCCKNER. MRAZEK.R J . 
DOWNEV.T J Houso of Rep bpp 40*536 1 06 46630:100. 

- 0000230329 Urges NRC lo dKcorUriuo ‘icc>".bi''j| procosS Icr fiiani L'stcd hi© Sk.cu'd 
bo provided by 890013 :1 NftC decides to conlinuu process 

HOCH3RUECKNLR MRAZEk.RJ. DOWNEY.T.l Houso Of Hep 80/00/05 
ZECH.LW Commissioners 2pp 46036 195 46636 190. 

B006230391 f'crv/ards rcpl ol nomf sclosuro ol safeguards info by NRC for quarter 
endng B0O63O.Or» emi occm.io'i.NRC w;lU-u!(l from pubic disclosu'o mlo Uort-ly.hg 
s'/o A arrival hmos of offsiio forces 

ZECH.L W Comm-ss' oners 06/00/ 16 UUSH.G.H. Sonaio. Prosxfunl of tho Snralo. 
5pp 46619 306 46019 310 

0BOO24O1OO Informs that hearing holt I on 803001 lo rosoNo tnroo .ssuos, Incliid.np pe'.,- 
lion fred by aitys roprusoning Afnf/oniu Power ('.o umpfoyeus In quash/moefify sub 
poonas -ssuod by NRC Mol on deniod.Proiociiva onJor end 

ZECH.LW. Comm.ss^nork 0B/O0/15 SHARP.P. House of Pop. Enorgy & Cum 
moree 5pp 46G20 253 46029 26? 

08O824Ota7 Hospor'ds Co 6/l<i7l2 Itr ro i,«o of ‘safo ands" at nuclear PC w<?/ p'aifs & 
offorls ol P Jay id obtain industry occoptnr.c© of palenlud mod lo manulaciuNng proc- 
oss of huj n’oss siooi p pus 

ZECHl vV Comm;ss ! cm>rs. 88/00/1 1 SHARP.PR Houso ol Rep, Enorgy & Com 
morco 2pp. 49020 354-40620:357. 

-.BBQ82401 &2 RoquQsis to provirjo Congmss cnpl SUjcommillGO on Er.orqy & Powor w / 
Info ro issi.o associalod w/iGSCC ol pipes ai OWRs, spec- ficoi.y .ado plion of precoss 
doveicpod lor repu-ring & preventing IGSCC by nuclear industry. 

SHARP.P R Houso ol Hop, Een'fly & Commoreo 00/07/12 ZECH L.W Commission 
ors 2pp 46629 350.46029 357 

8808240199 Responds lo 880 7C6 IU roquoslieg NRC parucipalion n 1939 comb nod 
lodoral loaned oxoculivo p'ogionvinform ng ag*corronl lo aas.st w/subj program w/ 
AM Haycralt as program oxoculivo 

ZECH.L W Commission©' s 08/03/10 TURNAGE.T K Voicrans Adm.rilstialion Ip 
46635 300 1GH35 3C0. 

6008240209 Responds to B80302 llr ru possible (lucomm-ssion nq o' plant Dolmled 
cost Gsiimatu for decom missioning ol plant noi porforrr.od by NRC.ResuUs ol siudy 
porfoimert by 0NWL und osllmot-ng doconim.ssioning cosis 'or rol 1.103 MW(o) 
BWR 

ZECH.LW Commis si ore is 68/00/10. HOCuBRUECKNER Hcuso ol fTop ?pp 
46629 057-40629 127 

8608240409 Forwards ropi of nond sdosuro of saloguards into for % Ufl rlcr nndng 
BQC630 par Bcchon 207(a) Of Public Law 9D-296.0nacfod 0C0630. 

ZECH.l w. NRC • No Potato iJ Afhkailon Given. 8a/0d/i6 WRiGHT.j House of Rop. 
SpOOkn: ol ll’.o Houso Bpp 46626 139*46626 143 

8808250031 Responds lo 80GG14 request lo' inlo lo suppl mlo provided by llayus at 
800426 hearing ro foo/oerizanon of NRCSpccilic answers lo questions oncl 
ZECHL W Comm.ss.onDrs 68/00/03 LLUAN.M House of Rep.. Inloriu' A Insular Af* 
fars 1 ?p p 4(364 7 0 3 3 4604 7.046 



• 3*> ft / ' r >la la’ or, uf Conference TabO ft rtjf v/ijeo can nets »• <-o.nmsMji.er& 
Hoar no RoaTiWnto F»m Ncrt“ ” CorVramor Pro'ji;di:n Hu-se.inc 
OJRT O T Prcd.iclicn HcjSO. -'c HAGAN. I F Civ yon ol Co-'acis ft F'Opmty Man 
aie.Teni (Posi «e05l5| FN 9-2-i 61 NRC 33 68 232 89/07/21 4pp 46304 064 
4630-1 05? 


Q80726C407 Not 4 cat cn o< conirad uxecul on Med O.to Oala Edry Svcs for 

PGQiOT l I ' CcniractC'SDA Sutconlrado.* Norcom lr,'.- Co*p 
DOhSL'i'.V CcAUaci ArHnmsHat 0*i 0ra"h c N C 302b NRC 30 06 OoG B9/04/29 
ROY.G Rogcn 3. Ok Of 1f‘.e R rector SFAHJLAKM MG No Dole led AP Nihon 
G /on ip 46 299 ?n 4 6239 24 5 


*•0807260414 Mod 9 oxtonj.'Q period C' prr 4 0 '(ranee lo 06Cb30 ft nf.fC3srg lund.ng.lo 
Oala Eolry Support S*cs fer Reg :>n III *' 

NORM S. H n SfTidl Bus-cess Aur.in.sirat on. NORIEGA S Ncrcjm niomaiiora Corp 
(lorm-erl/ NdmoOB Con nur.icaiicrs Ccrp ) VYiGG'NS.F J Dvso*' o* ConiraciS 
(070413-080514) FIN C 3028 NRC .IO 66 260 eO/Ol/29 2pp 46299 244 46230 2*15 


8007260419 Nolihcahon or conlracl o*ecuiooMcJ 11 to "Daio Enlfy Supped Svcs ler 
Reg cn III" Conlcatlcr SHA SLbCCn'rac'cr: Nccom loll Ccrp 

DORSE Y.M NRC No Oetcikd Aflil a'ip:i G ve*' HN C 2020 NflC 30 96 HCO 09/07/ 
12 ROY G Reg J n 3. Ok ol ro D.reclO' STArULA* M NRC No Oela-ert Affixation 
Given ip 4Q302 252-46302 259 

♦*0807260424 MoJ iVemen-ny COAlred fo* ndcl 2 yrs/ovsng siak-mcnt of wj^ 8 m 
croasnq chlna'ao anrouni to Oald Entry Support Svcs for Reg on IN 
NORIKS H H Small Rushes* Adv n -sirafcon NOR EGA.S Ncrcom Irilorrai onal Ccip 
I'Onrerty Noriega Co-mmuncai ons CO'P) HAGAN.TF D vision of CorHacis (670413 
QQGS14) riNC 30?6 NRC-30 &6 360 69/07/12. 7cp 46302 253 46J0 2 259 


0807270039 No' * "ai on ol coniract e*ecdicn “IfS End Use* S .import Svc " 
CorHactO'.AMCI 

RA£,N«J Contract Negotiation Branch 2 FIN 0*13(19 NRC 39-60 230 86/06/29 
SCOTT. S. Division o* Information Support Sorvicos (POSI 0704 13) VAN CUSEn K 
NRC No Data led Alfilialion Gvcn ip 46341 012 46344 17? 


*8807270044 Contract ITS Er.d User Support Svc, 1 awarded lo AMCi 
POSTELLE. Ptl Autorraic Management Consijlar.rs. !nc SMITH P A Division ol 
Conlracis & PrOpO-ly Management (Post 080516) UN D 1399 NRC 39 0fl 230 60/ 
05/P9. I62p p 46344 013 *16344 172 


06O727O147 Notification of ccnir«-»ci execuliDn.Mod lO.lo “DaM Emry Support Svcs lor 
Rog on ill “ Conlracto'.SBA S jbeent racier NC-RCOM Irill Corp 
DORSEY.M Coniraci Aclmin*siraiion B'anch FIN C 3028 NRC-30 06 360 00/O//1? 
ROY.G Reg on 3. Ole of ir«e Deeclor SFAHUIAK.m NRC • No Dela'ed Affnahon 
Given, ip 4630? 131-46307 134 


-*8007270154 Wed lO.cor reding exiensen penod el conitaci prov.iJ rn a id funerg & 
hcreasna cc I ng arr.otnl ol corUaci.lO Daia Enlry Support Svcs ler Region IN*' 
NORRIS.H R S^a'I Ousiness Adminslrai on NORIEGA. S Norcom Iniorealional Ccrp 
(tocmorly Notxi'ja CoTmimcatO'*s Co r P 1 HAGAN. I K OvVivon 0? Gcnback & Peep 
any Ma na gen i ord (Posl 8»0SI5) FA) C-3028 NRC 30 86 360 R 0/0// 12 3pp 
46307 132 4630? 134 


8807270158 Notif'cabcn ol conned oxec.iticn Med 9 lo ‘Leaso/Ptrchaso of GE B'ark 
Fok Simu’etor.*' Contraclo':GE 

MEEHAN. B NRC No Deiailod Alf.'idHon G von FIN 0 8754 NRC 05 06 169 08/07/ 
16 SPESSARD.n.l. Divison ol Oporatona' Asbossmont iPobl 070413) 
RCESSLEfl.S NRC * No Delated Afli at-on G.von ip 46307: 19 1-46307. 10 7 

**8807270 V60 Mod ‘J.rev Sing conlracl scope of work io ai'cw fer performance ol aodl 
svcs & kncJs.to tease/Pu’chaso ct GE Blar’n Fox Smjlaior " 

GRIFFIN.J General Eleclr:c Co. HAGAN.T F Div.sion of Ccnliocis & Prope'ty Man 
agorrom (Posl 680515) FIN 8 8754 NRCCb-BG 169 00/07/16 6pp 46307 192 
46307:197 


8007270194 NctdiCaLon ol conlracl eroctnonWcd 7.10 “Slv.ilta Qus Svcs' 
Conlraclcr Airport Conncc* on.'nc. 

HAGEY.H Conirect AJm nsira’ on Branch FIN D 2326 NRC 10 B6 224. 80/05/27 
f*iS‘*ER.L Faci' fy Managcnneni B*arrh. QUEEN.0. NRC • No Doia cd Alkiaicn 
G:von ip. 46335. 1 /ft 46305 181 

*•8007270200 Mod 7,prcvid ng ddcl ShulUa svcs A OKtending svc 10/ 1 rronthdo “Shuli’e 
Uus Svcs.’* 

BUCKINGHAM.M E Connection, 'no EDGF.WORTH.P J D.v.sion ol CoartaciS 

& Property Managemoni (Posl 08O5tfi) FIN 0-2326 NRC-10 85*224. 08/06/2/ 3pp 
46305 1/9-4G306. 181 


0807270206 Nodical on ol ccnYaci execc^on Mod 9.to "Cognilivo Modc*l ng Holiav.or ol 
Nudear Power Plar.* Personnel." Cor,‘ , aclor.Wesing t iouSo 

HAGEY.H Coniract Adm.n svaiion Branch FIM 0-1167 NRC 04 85-103 88/07/12 
GUSTAVF.R. Pfograra Mariagema.il, f’olcy DovelopTieni & Ana'yss SinM (Post 
870413). HYANJ G NRC * No Oo>ai'Gd AlW aiiOA Given Ip 46307 135-46307.136 


l-ons. Inc) rOGEY/CHTl- 1» J Divert ul UgntractS « Properly Vni 
850516) NHC 02-07-034 6B/(l//1ft i p 46306 362- 46.1C6 352 

0807270299 NoMiCOfrn ol crnlr«u I uxeculiun.'/od l3.lo * OpP’flf'-li' t 
Tochrckg/ Svcs I runny l ati * C-cnlrd Ur (irart.r/ilo ScFcrxI.USDA 
DORSFv M Conira;.! Adm n Jral u‘i Brancn NHC* 10 06 2 1 

GOLUMAN.P J Ok ol Personnn* d'usl H/0413) GASSIN.C.. MITCKJ 
Deia>lcd A1*.ha*u*i Giver ' p 4f-306 J6M 10 )06 350 

-0807270300 Med D.dooV li.nls.tt Opuaiion ft Ma nt ol M 4 0 1 

Tram rg Lah " 

PCO.F.C R Aijritu*n*n. Dept ol UMd.iAUr S;.lico‘, ‘.Vn 
EDGE WDM HI P J Oi*is cr o* C,:rir«k% ft f'ropurly M,vnit;uit‘u‘r 
NRC 10 06 213 8H/0//2' Ip •lliliOS 3 r A*-4li:iOS 369 

0807200002 Not'-calcn ol contracl r*x«*. ulon Vyrt 1 .to. Cklnhuma ful 
Conira:.kr Unv of O^sihorifl 

BELLS Conlracl Adnuii sfoil on ijranch 1 IN U 2CCG MiC-LM -6/ i 
GUSTAVFl R Program Muiw.-\unieoi Pc.licy Dnve'opir.Ohl S AnnF, 
870413) Ip 46325 23J 40325 24? 

♦■8007200004 Mcr: 1 ox'end ng f)ori*:i] of perfy*rn»inccMncro«rFin:; i:s 
cbl ya''Cr s,rovis rg ndrecl rale u'a <s*« A ifiaMjmg Havel rdii'lnifa-'Ti 
OK'al.onm Soisir.ic Nciwnrk ' 

OiJINN.B Okla 4 -0rra. Umv. of. Neora i OK PAGAN. T !•' Drvsan 
Property Managernc t (fYn.i f IN D 2 "60 NHC' 04 1)7-09'! 

46020 240 463^0 242 

8007280023 Nol'calari o 4 co:;peralivo agreurr'ont.Mnil l.lo. 'Vanl 
LPDH ‘ Conirnclcr Cedar Rapids l./.raiy 

Nlt-MFYEH F Prcporty ft I'rcr.rouvoi Hrnis.h FIN D-24 1G NHC -10 
19. GRIMSLLY/J H Uiv.s <*.‘i of lk‘cs ft Hceeros. (6/0413-ftnOf.M). 

No Dota led Allil-ar on Given ip 24 46326 247 

-0807200024 Med l.urtuii.Jno tor*ir»i».i lof soctnd yr,lo ' Mn ol ft Gpo* 
’ C-edar Rapids IA NlEMFYrR.r O vision ol Ccnlraeir. A fVoiwily M- 
000516) TIN [D 2416 NHC; ID II 7 If. I tlt)/07/1 4 ) 2pp *‘.6J25 246 163 

0807280064 NoHttfflcn ol conlrard <im>, u‘:nn.Mci;| f..m Assoss'imoi 
lne'inal H, (Vault Pherrrroria lor Suvem Acc.donl (Jet. siuus.' Onir. 
Umv of Cahforn a 

FlCLDSJ Conlracl Ad*»i msiraiio i l>i«ir x l< f* IN D-1341 NHC 04 (!/ 
SHFnON.nw D.vison of fir vie lor ft f ; l-,n1 Syslnms (tt704Mftftrt/rt 
NHC • No Cotailod AHi‘i<i* on Givr;o >p 46945 20/ 40345 2fiQ 

-•0007280069 Mod G.prOvidmg murornordal lunding lo * Asst^sn-oid J 
Thenna' Hydro.i’ic f'i cncn t’no ler Severn Aceidont Dec-sions '* 

* Cal for n a. Unv of. ShoIh Bnrtmra CA LfrCifAVODTH P J. f : r 
Properly Managemi’-d (Posl fttlO'ilS) FIN () I'M I NRC -04 ft ? -3*6 
463 15 26B 46345 269 

8007200078 Not.Lcatcn of conlracl uKOviHorvMod lO.lo "Arckvul Sli 
Svcs" Conlratior Dalo Base Co lne 

DORSFY.M. Ccntraci AdminiM'dliOo Branch. FIN D 1671 NfUMO PI 
MAGEE. W A Div.shn of Inlormatini 1 Seppnrt Survicos (f'osl tl7t)4CI|. 
No Dolai’Od Aff I niion G von 1 p 16346 245 463*15 240 

-•8B0728D080 Mod lO.rovis rig So r lion H to mckdo rnnnthly ronlnl foo I 
ers used lo stcro & shp NRC cassilieti reads to ft from NRC ofes ft < 
la! fur.umo.lo ’ Arch.val Slorayo & Rolaied Svcs ” 

AMES J A Dale 9aso. In: HAGAN.T Y u.v.son of Conlrtids & fVcpi 
|Post 000615) FIN D 1071 NRC 10 66 256 Hft/0fi/30. 3pp. 46145 7 

8007280107 Nordfceion of conlracl oxuu.hon.Mcd U.io Provo Vn'o 
Call Manlof Daln Genoml Compilers ft Peripheral Equipment “ Cr;r 
Eng neonng As5.0C,lnc 

VEiEZ.P Conlracl Adm n.sirahcn Branch FiN B 1663 NRC 33 PI 
SCOTT.S DivSion ol fnlcrmahon Support Sorveus (Post 0/04 19) 
NRC ■ No Dotalod Afli'iaton Givnn ip 4633 /.32/-4 633/ 334 

— B0O720O17O Mod Ooxtcrdirg conlracl oxpiraucn da to UvouQ 1 ' 1,1 
equipment -ist lor Sys U.F.G.H ft Ter.hnassonmos delolmn Sys A.C 
corilracl co ling ft ob looted nrnounls lo "ProvonlivO.Rcrr.od a I . Egu pr 
KEYS.P.R Con puler Eriyincon'ig Associains, Inc. FDGEWOnTH.P J 
Uacls ft Properly Management (f >osr 800515) FIN B 1663 NRC 31 
12 7pp 46337.328 46137 334. 

8807280243 Noldicai cn ol cocporniivo agreomoni.Mod l.lo Want 
LPRB " Cocporaicr Ponnsvllo Pt.h'ic Lib'ary 

NIEMEYER.E Propo'ty ft Procurement Brandi FIN D 2416 NR(^ H 
20 GHIMSLEY.DH OMico of Adinmsiration ft Rosou'cos Warn 
(Post 870413) SOUDFR.J NRC • No Dol.iifod Afh'iolmn Given 
46336 C02. 


•0807270209 Mod 9.amricr.?ing no cost e*ters.o-i okil 880930,10 ‘ Coyniiivo Mcdolnq 
Reriav.o' ol Nuclear Power P.ani Personnel ’’ 

NOGADM Wesl ng bouse Elecir c Corp EDGEWOR1H P j Division ol Commas ft 
Properly Managome.il (Post 800515) FIN 0 1167 NRC 04 55 ■ 103 88/07/12 Id 
4630 / 136 46307 136. y 


•8807280247 Mod I extomhog cooperate atjroomonl lor soccml yr.i 
at on of LPDR." 

BLCCKSONR Pernsv.lc. NJ NlEMEYEH.E Oivis on of Conirack 
agemoni (Post 800515) FIN D ?416 NRC- 10 07-339 08/07/20 
46335 082 


NONDOCKETED ITEMS 295 


BB07280256 ‘.-“oif** ji c_ .ir t »ri c»* em or K , r\ • ?c * F-r-^'jiito*/ p roa-ss 
Cnv'asior He | j „r y <Yo U -c 

f/L r-«Af, H Co'-i'rtCi Adm ‘Slf-Von Branch NRC 36 JiH-365 8fl'Ci7. :8 
C\t:-LVAUM Yc Of K-.v.v'tnifl tt a*'. bW'Jt i 3ASS M. ARC No Dt’a-eJ Aff., 
,V tn o vi r, if. if.. i 44 7?C 4I> j.|.» 2’> 

• 9807200262 U'.o ' :» I Im.q r.o .U*m lr,r ra*ol to Reg. on I 8 irrioHS nj ct‘ irg 
ci-rndf j i to Rmji, laiv.r, Proems " 

■■MLRr r J Reyn nio'y G*".up n' LhGF *VCH ' i \P J H./iS'On ol Co'iUdllb A fvcptf 
t/ l.'i'iflij'nim :F o<.i ■ib , /5“. t ij MIC (J f j 'JOO 6')'0?/“ib ?;■:> 40344 271 
4 */j ii ?f2 

8807280264 f.oi<f rah* t ol c.oj.ri al vc- arj't-uh.rr I Mo: I 1 F/hiM A Gp;<ui cn J 
l F-f J r “ Cvopf'.Y J Sr. ' *:st.*ro L 4 ini y 

f. L Mt r •'•*• i « Ro; .•nntr! Ff« .V>-f rfi NRC FJ ht 2 M *6-07' 

■0 On •/), f Mil* 'illi'.i* o' Ajr ,tuli..n A Rr,so.,itns M..- ag : rt-nl Cvociri 

r -- M S 7f •: ’ 3i “p At, i'^l n/'i i \f, tyf~j 

••8007260269 ‘.'o I i r-vi* i o-ij « mh> ,v umi « -* i i«‘i ■ lo- sr.-re-' o y< lo M,«m & ( ); or 
m-on ol „H>R 

VC CUl'-fl*' v.miM o- ; A i. fjl-H.'F /• F* F 12 .ison o' '.onion I*. 8 Prcpc-l ,■ A'an- 

* v, *i - 1 ■ 1 1 - *, * .* /■ »- 1. r . )it >v ' u 7 ' ■ <* 2; * f. ;-;>r 4 fv- -o f> 

8807260301 ’< i ol ■-■ \r.l\iu i ,• io 'o.fnca. /• .5 s'ar.ce -n 0<.vc*»- 

c p t if H *r p • *v.ri' * j Ft .jovr •. A l-r c ■■ d.i'cs C5 r .vcio-S Rcq-«* f“') vr'pji ir'.p 
f- . mo- .f s 'Vii 1 ' 'lie r ,o ‘('.'.L.iii.i m-.i 

M'-GF n- ''rV.Kl *. - 1* ?i ii ','i :*r,»rr*. fl*. ^ 1 H\/ F,flf. 0 j f!/ 1 '/J 8r>/'j7/'1 
RA_Wm. c , S m.;v» vj . pm A M,v iii; f t,< m S„i.(. V n (if^rrt {Pv.i 0/041': 

-UTSlfrLO^ r.*3(. l All. Jinr o n < i|) itllHCJS'* 

8607280302 VvJ > p'Ov i: i j f 'uf Oi.-.j 10 Tt j.ntal A^s-SiA' Hc-vCCf: 

ficj A "iji'i Tiy,li'i:| ho.jM'ii'. A r 'io • • I **•:•» iiy f'rrti l*;:s ^o*|un , '<j tf.'.i-iai n^p He 

S->,TCf.\ 

C.l' A TTt \ 'i r ^ .ii.a(. ,< >i I'l'soa'i. '■ u'^tiijif ^Dr.r \"»ORTh.P J DivitiO" oi Ten 
Ifr-Jilb A 'r'4)L“Ty V.v agc-'in* (F'ofC Ofil SlC; s N 0 '702 ?,Rf: 03-B/-1 ‘.0 lib 07/ 
i'j 2 up <6JiRro2 -iC itnoo:! 

8807280346 NcMi'.ihjr. of lif.V 1 ' * ■« *c*«i un Ini' T'-pciii Vcg* r;f cn 

P»o/,fio l ‘.y.RCi ah My A SalMy • P SA b‘i .«/v<lrr:od *0 Ap,ci.fan Nu.'. c;** 

be,'. C?/ 

ur/?»Ll.L (,0'ilfan i&y Tin f» 1 M0 NR(; C4 h r >- ‘ b‘J 80/00/2(1 

CtUb’Avr.HP O'V.t. o' N«4 / ,r i' aif.fv L.‘rp'::r IPOS'. 8A0720J 

M.-Rph^j ‘jn/; n. i aim.i'ci. oivci. *p 4bii5 O'l'i 'c». 

• 8007280351 C, f a'H ir'i Tcf.iCii Mc.vi t g on P'oi.Hbl ly r «oiat> iiy A Su'^V /'^■f.fcironi 

• PbA fi'l. «^A.vi:<-tl to Arr<-i:.HC. Nur'oa* F.omciy 

VAII'U'A D .isO'i c* i LiilfO'.K A ^'of.n'iy V-J' dijOmori fPiib’. 0(3 'JCPj) 
SOUAHfR.O A'lC'f.sr at f.oojl, fl\ O 1 HO fiRC (M 011150 tl0M)6'2» 

2or» 403 jC UTMfiiiVj '01 

8007290096 Nylik/lhCi* Of ff-'MMd (**u.'ilOn *Ap;»i:,i'c r. (»1 Or'C* 1 ! D^C Tr-rfirolO 

OMti'Jf.-ll 10 flijl li.i.hn: ‘O jy.ln , 

fJ'UU.UU f .;rv.lV Noi|';:iA?o'« B'.ircli 1 F'N D »Tjt NMC in 0U 2-13 8U/f:b/:iO 
AUFMAJ Dcp-.iy rnrdo* li,r ir'oon-Hir.n Firs'iiftos Mana:jo'n«*fi1 11*05! <i?04i3) 
t'MJI.SF.ts .1 N/<C No t)r( it(. K l A“ Vlf «>'» G v.'il 'p lCi'15-1 097 16 754 uOf, 

*8007290097 LLilrl.t 'Aj.|:'if..i:*p i>l Of-h a IVsC Tuif n^lnjy tlAdrcJuJ 10 Pd 
loc'- xlo^y in*: Aij»c omuf- i.ciAi.t?n f.Hf, A Mo‘.(1a r'o^t*f ii i.-g'ii d:*l 80CG1O oncl 
SNYULR-A l Relnrui'ct; lc^'inclO.)y »nr. WlClG f/b F I UiviS o‘» uf Cur.liuClS 8 Prop 
of ly Variator nf Hi il >:/j MiO^iC; : ’.fJ O-’.'JOl NHC JO 8fi 24‘J 8O/0A/30 I0i';)p 

4»;3&-1 09ii-4A*»5 l 20C 

0808020180 NoiilirHl*;:r. ol CC nliad c^Ci'-iOfi.Wod 'O.to Cf-Ciahoo C 1 CNWRA Fffl 
Of a I y fuMco RAO ( if Codfado* Sot.if'wCM Host air n irsf-iu'O 

Ol'-co of A Jm 'isirai .'*i A HosciifTt": ManatjO' I io'pl U roc^r iPesi 
6704r:fj F.t. o IU3C.0 C.p-bd fidi F^NChES.Jl fUg am ^Mnar]0 

frcni. Pd'.y Di»vi'l;’.fj -, -o'il A A‘ia.yf.*» 07C-‘*13| OUNTifiG.J NHO • No DP' 

la loo Alina? o'.Gurr !(>}) *4,306 ma . 16J0». MO 

••8808020187 MvJ 1- p’Ov. J 'i;j rtK"»‘ _ - r »l«i | 'u^d ng.'.o ’ 0;>OfOhcn ol GNWfiA hcdftol 
iy f» Vi .ioj nat) c*,t • 

• bcuif *ASi research ni.Mi.v, VACt; M h ti visur. c‘ Lcftracis & P*o:xjrly Ma» ar;e 

••*L‘ r 4 800051 ■ n Cfo:i'/o /jnr. c 2 wok wo?'?'* zpp -ioom m/ 

46206 M 8 

8008020204 Nohf r -rn '.n ol ton'iaci <.'<ecdo r Ved 2 lo in Vessel Hyd'r).]en Gene*3l:0'‘ 
for Suve/o r’ci. ce'Us ’ Co‘il'a<*?r;c rrgfocjrnri Cc e-rc- A Anol/S'S 
GOnbEYN 1 Ollico ol Adm r.-$u<iiio‘i A Hosci.fi-L'S N'.iracjofT'eni, O.»ocior (Pcsi 
8704131 NRC C4 bF. Vfi 86/07/26 GJSrAVf:.R P'o^ram K'ano^crreni Po'icy Ce 
vobone* ! & Ar a ysis Sian (Post U704i3| *vniGHT,R NHC No Deia leo A'inai.of 
G vL-fi Ip 463021/91146302 100 

-880D020211 M'jj 2.piov:omg ,iO/vh‘il al.usl^v'il of pfcvsion;*, rales A ontoeorg ccn 
uaa let 2 r-’S '0 “n Vcssef hffroQvn Gcro'auot F>o\otv Mcwuftli 
CHCfiFNDERG.A Er.greer n:j Science & 7‘OaiySiS RAGAN.l F O v.i cn ol Con rue IS 
& P'cpetiy Maeacjeuuynl jPosi 880516) NRC OVSb- «26 08/07/25. 2pp :6382 091- 
46362 ’C3 

8800020222 NcMicaliAr c* conracl i.«c:ul on.Vcrl 1 l ie ’ '4HC CcnrpulD/ SeCufUy PfO 
g'S'n lo- d'.ciass-liej boss iivo Sys Ocniracior NtlS 

MLFhAI4.B Ccrwaci Adrnr.slfAl'Cr. “randi f IN B 8b7‘# NMC-33 83 465 0fl/O7/?6 
SCOTT .S DivSicn cl mfcrfraiiOf* S^FP^f 1 Sery ces (Posl 070413) SWANSGfi.M 
NmC ■ hr. Dalai ed Alii aiion Given Ip 46376 ?f,6 463/5 268 

-0008020220 \t cd M i-}clUkj<v r,(j signed am&tni A deewantj ceirg prvcjol duo lo 
chri^gu i‘‘. rrc;ui*emcirl lo NRC, Lo'i'p.uor Socunly Prcg'afo fer UrclasSi'ed Scns*vo 
SyS ' 

WCGUFF'N.JC Naiional ir.sMuly of Si3i'd<irds A TccnnelDgy (formerly Nafcna 1 
tfu oau of Sianda HAGAffT F O vision of Cceiracis A F-‘iope'ty Managoniorrt (Rcsi 
80C515J F 'NR 8979 NRC 3J 83 465 00/07/26 2pp 46376 267 46375 266 

8808020232 Nonfculon ol coniracl CnDCjl on Vod 33, to ' TL'ChdCa' Assi^iancc Icr Fa 
C*li.os Rucu r.f'C) Spocia' Assistance ' ConrraciO' p a'ameiur .lnc 
MLEHAN3 Cillict* of Ajm-n-straiion S ResOure.es fVariagOTier.l, Crecio* (POSI 
670413) F.N 0 2102 \RC-0f>-8S- 1 56 68/C7/25 GRIMES.CI Cfc o? Special 
Prctt'cis CCm.EVt'.J ARC No Peeled Atihahon G^on ip :639^C44 463 99 045 


■ 8808020234 Voj 30 n-eas rg kirrli'tjio Te-rncai Assisiancr *rr Fjc«ilic^ Rccu'- 
r g Spc-'d 1 AsS.sl.vtco 

1 Pnrar.cof '“.c EDGF.VvCnTH F j 0 v von ol Cor’-acic & P'cprri, Vah aye Ol 
fPosf *605 f5f &C-Q7'? 5 ip 4r, 155 cm 5 1G:»^90 *5 

8BO0O2O251 f.c*l.taio' r»l rram e«ccui cf.Vod 10 io ^crriuenon ol Reiomme' Ua 
*cns rn nad-ai.o' 1 Ph/.uc* rn & MuASu-err.oni re “lochfo 0<J y B.jse Neuce 1 lr> Access 
b3*e*iy of Nu;Vpo> Po/v*-' Cofn*acio» NCRPh 1 

GORbEY.f/ Con)*ari AcJ-w" Si- alien Urani.h FIN G 1C30 NfiCGUQi l>2 r ) ?i0 07 ' 
25 G'JS T AVE.R FVcy an Ma-.a^cfr cni f^o‘»cy Dc-vr> r.piTii'-.i A A-ia ysis S’.ai 1 i G usi 
fi70-:i3) RFl J ARC Nc CuaIao* A '/#■*» to '. Qttcn ip 16399 ^4? :63i-9 243 

-0000020266 Mr;-j ,0 e«ief't;r j fjefO'l ol pe'io'nanr.e chAMji-vj pie;|»cl ol*cef A <** 
'roasiy co/r-rj A noi .jaioi atnojni lo Ftrrnjai-on pf Meccm-if.—oa’ r.n> o' Fia<F« 
.H-vn Frcied cn A Woasu*eri«i.-nl re Tn .'ir oiegy Ue,SC Net-dnri to Assess Salciy 
'A AY w 1 p f(H* cnal Ccr ^c.! On RadciliO'i F ; roiectO‘ A Veasu'c rif nls ••ATiAN • e 
Contact Ad r r< r .s ,f ar *)‘i tfra'f. Flf. G 1030 NF1C G-31 tt‘ h6 07/2‘ l|v 
46399 ,4 0 -r 00 99 24 0 

8008020313 Nclilie A 1 , *.n ol --.onlracl cvec-i'ie*''.f.1c I bl r. Vir*o:o«nr.«iie» 

C;'jmrae l-r G^vi ’e.i^Negy Svcs 'K 

//r'FHANf* Ccf'Uc"'i A':t.m sp ai nn ti'ureh FIN O “356 F^u .• J C? ^52 fth-CWh 
b'X> ' S l‘-iv r ,Dn c* Cernrxr'er S ’eit-c vrfTu*-. cal c* s Serv .cs iPfif? b 7 f4“'j| 
GiANO S.C. *jnr f.v, DuI 4‘C1 A'liurlcn fi ves ip *v 'ft? 25(- *.6*'-V 255 

-830002031 7 Vo > 6 p'5v <J r»:j I'cfemeru,,. y tk'.rc '.w*'iract .n -ej u»'C.,ni A 
-.OC'lyr A O-iel JOS'* pben o' wer* 1 1* c 'OCOl.ru'i- 

WIII.IA‘/SCj oO.cmrrenl Tr.c'v«^r,gy S^fv CC-S. 1 " C F nCil: V/f l£5 Tn P j e‘ 

C'-nif.itis A f'tztv'f Vanagen c-r.i 08*)6'5i F \ U i f-**«C 3JA/.252 bt J 

C7/2A 5|>p 46J-32 ;.5l -Ib'.'li? 255 

8800020312 NciVdbc') ol ccnl'.-rt: 'A j I 4 »o ‘JvcAiirp :<» Fn-vp s 

f.^doa* f neni cai Prcces«.os »o Scvorij Reac:cf Ace Jems Co"’*n.Jcr “.‘AS 
PAGF V Ccni-aci Aairr-'-ie' aitn Hr-iniri fjRL f:4-07 if:/ £Jls O’/2b C» %# ST/"vF I* 
Pro^ruT. VAr-uge-ncnt p niey Dcvc‘cpn(jf 4 H Analysis btai! iPos* «7-.<ii' ) i 
tjt ( CvCLL../ fiPC - \<n (3eld fo- 1 A(f«iaci >n Give)**. Ifi 4Go7/> 16 . “ ••16 370 102 

• 8800020337 *A r jO 4.e>len : r-.j gram 0»p.*«ii»0n dale lc*. Worns^op rin Fi-rp f, 
NuJear Ociii/i ^re cesses .o Sovrrre Hcuner Ar.rirfcnls ' 

SV.’H PM NaK/nnl Acu-.:eTiy o' SCioMius FDGLWOHTH.P .1 Co“?f«icl Arimnsira 
tcnOranch NRC 04 67-10/ Q6/07/26 'p <C*J7i; iBS-4Ki76 tO? 

8000020363 Noii-mxii ol ccnirdc: entculon.iyod fUo facfvicaf Asss'ancc* 'Jf Ener 
ilL*r.ty FieSpnnse ’ <;c«n»aci:>* Cmidx Goip 

VF.FHAN3 Co i'MLl ACniiis'fH’ jn Br.mch FIN R 6755 NRG 05 66-1/0 aii/()7'2G 
SPESbAHORl If. wo no* Cf.n-at o'-n' Assess neri i i p o'.l 8704tll| -n’LUF.R NRC 
No Doin led Afbiai r,n G.ven '.p 46302 23(. 46362 207 

. .0800020355 WcJ 3.PfOvulii| i r .cfCfn£fil,il lund-n-j lo, “ Ktfv.c«il A^is'nnco Icr Fmc* # 
coney Rosponsu ” 

¥ Ccrno* C crp FCGG A'Ofl 1 h.P J Division c* Co-'r.it.ls fi ,: ropc»‘iy Vardeji* i‘c*r«l 
(Pr.si 800515) F.N fl f>755 NRC-C5-66 1/0 00/37/20 ip 'SOMU 207 463B2 207 

0000020364 Noi* can an r* cuihriii r- no : ul-on. ToftrujcV Assisior.ee; lc r Devocpng 
In plenio'il.ibOn Gu rJ <ir»:i? lot Pad 2o Final Hulc. ‘ AAordnd lo bcicviecf-.lnc 
OrVAHL'X) IJ A. H'JU.S D.vscn o< C^nfocts (H 704 1 3 00051-4) FIN D 209? NHC 
Ci tM WG iHl’07/01 U Of*mSW OU,c<-> of AipC'cmr Roi,vWarp*y fh.scwch CV-ec;.*J' 
iPosi Q60720) RCECKLE N A NfFfl • No Dni.n'ial vMIfiarcri Give.- “p .163/4 233 
40375 051 


-0008070367 Ccnirac*. “TtcF'n cal Assslnr io Icr CKvUopng -nDlorr-eniahon Gbioarco 
lo; Pd-i 20 F r,v RsAe ' AwiVrjcU lo be Of’iccli.lnc 

yRAHRONDD.I J Sc-Onloch. Ini, RAKER L J S'nal Rus ness vVcJm n sirm-cm F,N D 
2092 NHC C4-69-C99 B8/C7/C/I <i(V 254-4 C5?4 2'J5 

••0008020373 Co-VuCI Tuci-nnnl Ass.s'.aniu IO* Uovelop»“g Imp trner hi* cn Gudan.o 
lo- P«vi 20 rnai Role/* A a aided :o Scieoiecn.lnc 

BAKfR l. J S-ral Gjs-ness A:J‘n n Skanon * Sour.Mcn. ‘' C SMTH.PA DvS3~. ol 
Co^'racis (07041 3-60C6 l-i) FIN D-2092 NRC C4 0b/C7/f>1 MGpP 

■10374 206 46375 651 

0008100065 Nc'.licai-rjn cf coni/aci nirecul cn f/od 0. ?o mil Pip-nj , ''!og'.iy ResOo'Ch 
Pfogram Coniraclor.bMI 

GF.LL S Ovsi or ol Commas A Hropudy Mo'-dgorofU iPosi Q?)C5 , fi) F,N D i(-50 
NRC 04 ,06- ICG (JH'Cfj/OO GUSTAVE.fi C'Fco <jI Nuc ear Roodaiory Rnsta ch. Oi 
rccio* (Por.t pf.ft72oi MAyF'ELD.M NRC ♦ No Doiaued A'lnahor G v 0 ‘ ’p 
464 /ft 197 40470 23 C 

-8300100098 6'crl 3 •reroasir.^ lends avftilano Irani iPlPG parnr p-jnls & provdng li 
at My a.jfccrronl -c lands (rom ctlitj man NRC. lo nil F pr.g ''d^jr,:,' ResOo'Cn Pro 

Qfani 1 

SEVvEL'-.H.M t'FaflO f<? Vor-.criaf irisblufii. CoFi.ffibiiS L300'aicfies HAGAN T r Cv: 
Sion C* Ccr traits & Prcpotly ‘/aragerr. 0^1 (PoSi 003515) r lN O l66Q NRC 04 65 
1 C6 Rb/00'03 Jpp 46476 1 30-464 78 2C0 

8000100105 Nalilica‘o-i ol co-ilrac.1 o*cc^f or> V.od 7 io Cpomt on & Mar.; ol 
fvUDOCS Ccniracior SBA Si.lt c or: ■ acini Sia* si ca ( r,c 

HELL S D.v.sio* Of C-jnl»acis & F-rcporiy ManaGerieni iPoSt 000515) F.N D 10/4 
N’nC-39 tfli 2M 90/t rw/03 SCO^TR S Oiy.soo of info'inatio * S .ppcd Served s 
(Posi 070413) CO^LNSi/D NRC • No Dein.'e.'J Al'laiion G.ven *P 46479,033- 
46479 0J4 


•0000 100 100 Med 2 incrons ng ncromonial land rg to Oporulron 6 Mui-i? ol 
NUOOCS * 

* Smu'l Business A^nri-nstrabon ’ Stnl'Stca ir.c rtAGAN. T F C.vsien ol ConVfiCK & 
P.'Opetl y Uanag^r^nf (Pdsl 0805? 5) FIN Of a?.? NRC-,39-fi6 2? J MjCS’OJ U> 
46479 0J4-46479 034 

8000100114 Nct'oil.cn ol contact o/fcc-.it on Mca 15 to Cenvor.i cnal Flys Ocveop 
no-: ’ Coni-dcior A'rtih’ccN. r.c 

KNOX.E Ccniracl v\dT.»'-.r,|rat-cn Branch FIN D 1403 NRC 33 B6-2Q3. 63/00/04 
EYSYMONT 1 G p U.vis cn. o' Ccn-putu» & Telacommu' ic aliens Services iPcsi 
0704)3) L'Ol IECK.A NHC - No Ftelj.'otJ Athlon Gwen. Ip 464? 8 2J2 4047^73.3 



296 NONDOCKETED ITEMS 


0803100116 Mod is.ncroas-rg ir-C'Omenfal Itndng.io Convenicna< Sys Develop 
meni 

* Maihloch inc EDGEWORTH P j. LV/.Sion ol Contracts & Properly Management 
(Post 680515) FIN D1403- NRC-:i3-QG 263 (?B/08'C4. ip 464/8 233 464 76 233 


8608100130 No* ficai dt ol coi't'aci OKCCJlion.Mod 5.lc Southern Appalachian Region 
o 1 Se smograehc Network ’ ConvacIO' Memphis State LVi.v 

OF.LL.S Contract Admm.islrai on PrancK FIN 0 '553 NRC.-04 85 107 68/08(03 
GuSTAVL.R Program Ma'mqomea Polcy Dove op men i & Analysis Siafl (Posi 
870413). WCV'JLLtN.n. NRC - No Detailed AHIaliCn Given Ip 46478 129 
46478 132 


--8000100193 Mod 1,0* longing for second y / of live yr coopom’.ve agree mc-Uo Main* 
8 Operation oi LPDR " 

ALltiN H L Toledo, Ur.:v Ol, Tclodo. OH. NIEMEYER.F. D.viSiOn cf Contract 4 Prop 
orty Managerr.enl (Posi 080515) FIN D-2416 NRC- 10 87-335. 86/08/C9 2z p 
46556 12B 46556 129 

0808160207 Nohf canon ol cooperative agrocrrmnt.Mod 1,to 'Mam A Cpe*a-.on o 1 
l PDR ’ Cocperalo' York CLunly Library 

1 Property & Procurement Branch SOUDER.J NRC ■ No Doiolod All ill on G\cn 
FIND 2416 NRC-10-97-331 08/08/04 GRIMSlLY.DH D.v.s on ol Frccoor o‘ r\o* 
rralion & Publications Soirees (Post 880015) Ip *10554 312 46554 3.4 


-8808100131 Mod 5.e«e*cisny cp*. on for li'St option yf.UKltr-dirg cJ jralion ol 
convacr.mcroasir.g oslimsiod cosl & cb! gal o-s A fOv.siny md.reci ram.lo Soulhc.*n 
Appa’achian Reg cca 1 Seisnr.ocmpr c fJntwcik ’ 

CARPENTER. T G Memphis State Unv . MompFiS. TNI HAGAN I F D.viS«cn o' (.on 
Iracts 5 Proper;/ Vanagoir-t-N (Post 890515) F IN D if>53 NRC 04-85-10? 8G/C8/ 
03 3pp 4G478 1 30*46478 132 


8808100143 No Mi cation ol contraci execution Mod 31. lo "Toclncai Assistance ler Fe 
c hi os Ro-fiu.mq Spec a‘ Ass stance ' Conirac’or Pa' a metcr.inc 
MEEHAN Q D Conlraci Adm risirel on Dr.vcv- FIN □ 2102 NflC OS-OG 156 88/08/ 
02 GRIMFS.C I. Ctc ol Spcr al Presets CORtEYOJ NRC - No ColaJod Alhmliun 
Given. Ip 46479.031-4647903? 


-8000100145 Med 31 ,ir*crea 9 ng ircremcnlal Un-f.ng.lo ” foehn cal Assistance fO' Fac-h 
t.os Rngi'iring Special Assistance ' 

* Pammu'er. Inc EDGE WORTH. P J Ov.sicn cl Ccr.Vncls & Property Management 
(Po^t E80515) FIN 0-21C? NRC 05 85 156 6f)/09'O2 ip 4b4 70 03? 4647903? 


-8808160212 Mod l.nxinndng ccoperot-vo agreement fer second yr.ro 'Mam A 0::a 
anon cf LPCR “ 

LYON DA York, PA NlEMEYER.E. Division ol Contracts & Property Moagerr-on' 
(Post 080515) FIND 2416 NRC 10 87-331 00/00/04 2pp 46554 313 46554 314 

0008160522 limit talon ol coopomlive evg* oomonl Med Vio “Maim A G^ia^or o' 
lPUR ” Cooporaior Mon oo County LibfA’y S/s 

♦ Properly & Procuo'iiunl Branch FIN D*241fl NRC-10 97-340 56/0<t ’C4 

GRIMSLEY.DH Civ.sion of Freedom ol Intoimahon & Publca'ons Sei\.^s (Pn.sc 
880515) SOUDER.J NRC No Dotn.'ed Affihaton G von Ip. 46556 10 1 4G5-5C f C3 

-0800100226 Mod 1 .emend ng for second yr of five yr r.oopemt.ve agmcn On' to Vo ni 
& Operator* ol I PCR.” 

HORVATH R. Morvoo Cosnty. NY NIE MEYER. F. Oivi&ion ol Conlmcta A Properly 
Management (Post 0GG51 5) FIND 2416 NRC 10 87-340 88/00/04 ?pp 45 e 5G.lC2 
--G55G 103 


8808100140 Noiitical rn ol comma QxecuhCn.Mod ■ . Mami ol Electronic Key Sys *’ 

Contractor Hut Te’ocom Co 

KN JX.E Cmtracl Adm nis^abcn B'arch FifJ D IF>62. fjRC-39 88-1 75 88/08/02 
F YSYMONFT.G P Dv«sicn ol CompLtor & T c !e r om rr.u nc j lions So/vices iPost 
6701131. WOO DAL l, K. NRC * Mo Ooia> ed Afll-atiOn Given. Ip 4648 J 123 46483 126 

-8000100151 Mod l.iricreasng g-JAn' ty & I si more iJoIi o i:vo desciiphon ol og-jpmnnt 
& add ng rnoro NRC personnel ajiher 20d to pface sve calls.to Mant ol L'CLlrocu: 
Key Sys.” 

HIRT P Hirt Tolocom Co ECGFWORTh P J C.vSlcn o 1 Contracts 8 Prci'eru Man 
iigoi o~t (Pcsi QB0515) FlN D 1662 NHC-39 8B-175 80/00/02 3pp 46:03124 
46403 1?6 

8808100162 Nohf canon of cenuact mreculon.Mod 21o * Spccai-ztil TGch^ica' Traning 
n PAR Train i.g ” Contractor Hosoj'ce Tech' cnl Svcs.lnc 

BELl.S Conlraci Adm n siration eranc*' F;N B 8798 NRC-2Q 87 -1I7 00/00/03 
SPESSARD.R L Civ.sion of Oporai onal Assessrronl (Pest 0704 13) Si/OWE.S K 
NRC No De'a loci Afliliolicn G.von. ip -16403 24 1 46 18J 242 

-0800100164 Mod ? providing rr.mnicniai funding to, Spocial/cd Tocnnrca' Tra nng in 
FWR lift rar.g. 1 

• Rescu'd! Tcchr.ca' Srrv:cos. Inc FIN (1 0798. NRC-26 87-41 /. 80/00/03 ip 
46483 242-4G463 242 

8000100232 Not-f.caion ol cerilrar.l execution 'Stale Gudanno m inriplomentlno 
iCCF*n6r av/anjert to Conferonco of Rad.Qtion Conlro* Projiam D.reclcrH.''ic 
MFARSF.SD Contraci Nocjoliation B'nnch-2 FIN G 1 139. NRC 04 98 1 49. 08/07/16 
GUSTAVE. H P Program Managorront. Pu icy Oovotcpmjnl A Analysis Slafl (Posi 
870-1 13). WEINSTEIN, M NRC ♦ No Dalailod Al/.halion Gvon. Ip. 46506050 
46606 13B 

-B0OBTOO233 Contact ' Sipio Gu dance m Imp’etitn) ng 1€iCFf\6V' awarded lo Corv 
lorence cf Rad aiion Conuoi Program Dirociors.lrc 

HAFlDEN.C.M Co'ifercnco of Racial O" Contrcl Program Cimctor6, Inc. SMITH, PA. 
Oiv.sion ol ConlraclS & Property Managon'enl (Pcsi 880515) FIN G 1 130 NRC 04- 
06 140.88/07/15 67pp 46506.051-46500 130 

8808150413 Notlllcat on ol co^trocl exoculicn Mod i,io Tochncai Assistance for Do- 
volop>ng impleTc/itation Guidance lor Pari 20 Final Rule 
Contactor SBA Subconiracicr Sclentoch.lnc 

CEMARCO.D A NRC - No DGtai ed All ‘miir.n G von FIN D-2032. NRC-04 09 096 08/ 
07/25 MORRIS.W Office cf N.rctoar RogelolC'y Rusearch. Dnocior (Post 860/20) 
ROf.CKLElN.A. NRC - No DelGifOd AIMiol on Givot Ip 46640 122 46540:125 

-0800150424 Mod l.rcplocn'g indwid.ial namod as key perscnnoi.lo ’Tcch f 'ca l Assisi- 
anco for Doveiop ng lir.p’omonlal on Guidance lor Part 20 Fma 1 Ru‘o " 

BAKLH.L J Srra l Bus ress Aonrin st'ati-on YBARRONDO.L.J Scienioch. Inc 
SMITH.P A D vision ol Conlracts 8 Propody Va'ingomoni (Posi 050515). F.’N D 2092 
NRC 04-69-096 08/07/25 3pp 46549 123-46549 125. 

8808160078 No’ fi cation of conlraci e>ccut on.Mcd 12, to “Facltios Mgi of P-634, MNB0 
& WFN Ccmputor FaolilierC' Co.iiractcr SBA Subccntrflcio'.Ko.'ircb 8 Assoc. Inc 
ML EUAN. 13 NRC ■ No Dofa !od Alfrllaiion G.vcn F'N 0-1387. NRC-33nG*279 09/06/ 
23 MAGEE, W A. D.vision of fnforrrntion Support Services (Post 070413) KiNG.M 
NRC • Mo Dolai'ed Afliloion Given lp 4655/ 343 46657 346 


0008 180433 Nohlicauon ol comract ovocuiicn ”Fuol Coolant Mi*ng/ Frag men’a tion 
Modeling & Ana!ys«s ” aw.iniod 10 Upiv of Wisconsin 

UMBEL. D. CLviS'On of ConUfldS & Proporty Management (P 03 I 600515) FIN G *1 141. 
MRC 04 GB 151 60/00/05 GUSTAVE. M f» Office ol Nucloar Rogulatory Rosoa ch Oi 
rector (Posi 860720) WRlGHl.RW NRC • No Ootai'ud AMlar-cn Givcrb ip 
46660 357-46660 350 

-0800160430 Granl "Fuel • Coo'ani Mixing/Frao ir ' om « llI > n Mouolr.y & Ar.a'/sis.' 
awarded 10 Univ Of Wiscons-n 

ERICKSON, R W Wisconsin Univ. of. Madison, Wl SMITH PA Dvsicn ul Ccn'rp.cts 
& Properly Manayemenl (Posi 090615) FIN G- 1141 NRC 04*00 151 00/0^/06 2<>p 
46560 368 46560.359 

0008180146 Noiibcation ol conlraci oxuculiun On-Call Mnini of NRC Per-pborai Corr,- 
puler Egij pmonr awarded lo Compulor Mamt A Paris Corp 

BA2IN.JP. Divsion ol ConiruCIs A Propurly Manngernunt (Post GB0515) Fl'l D-1017. 
NRC 39 00-249. 60/00/00 FYSYMONTT.G.P nivision of Comjuiir & To!o:omm-ri. 
catens ServC 09 (Post 670413) JOHNSOM.C NMC • No Uolnl'cil AU.Ialor Gven Ip 
4G576 143 46576 227 

-0000100161 Contract ’’On ca‘l Momt of NRC PunphO/al Cemputor Et|u * Oivard 
oil ID Compuler Ma-nt A Party Corf) 

• Computer Maintenance & Parts Corp. SMllH.P A Diviscn ol Convncls & Proptity 
Management (Post 000516) FIN D 1917 NRC-39 00 P49. 80/60/03 70np 
40570 144 46576 227 

8008190190 Notiii-aiicn ol contraci oxocuiion.v.otl 2.io Maim S Operation c 1 LPCR” 
Ccnlroctcr SiaiO Library of PA 

SMITII.P PropO'ty A Proa.romonl Branch MN 0*2416. NftC*l0 07 336. 69/08/10 
GRlMSlEY.DH ottico 0) Adrnr.l%iroi on a Ro&Oucob Manogirmunl OiTt-'v'.ot 
970413). SOUDER.J. NRC • No Dotuiled Affilul-on G.von Ip. 46595 14 1 *45535 43 

-0800190191 Mod 2.:ncroaSir.u funds lo "Mainl & Opornl'Cn of LPDR ‘ 

HOFFMAN.gr Harrisburg. PA SMITT.P. Division of Comrncis A Propc«ty Mnnojo- 
mom (Post e805l5) FIN D-241C NRC- 10*07-330. 00/00/10 L'pF 46595:M2* 
46595:143. 


FOIA FREEDOM OF INFORMATION ACT REQUESTS ANO RELEASES 

0003010008 Pailial rosponso 10 FOIA request for doc^monls ro‘v.nrdS App A 
documenis fnlorms thol adal agoncy roconfs boing roviowoU for disc : osjfO dotcmlia 
non & rocords 9 ub| lo rotiuosl xufo/red to anoihor Fodo/al agoncy for rovow 
GHIMSLEY.DH NRC • No Oota led Afhl aiion Gwen 00/07/1 1. FELTCN.JM Nucfear 
Licen9*ng Roporls 2pp 46327.211-4632/ 245 

-0008010014 Followup to lolcon ro EPA negot'atoiJ rulemaking project A low level 
wosie (LLW) rg*e Informs thai EPA doedod lo nogollaio alto.'not.vo ru‘a tocajso iu o 
solccbon critorion noi mol & wi'i sol LLW sid using iradiMonal p/ocoss 
MCGLENNON.JA ERM McGlonnon Associates. B3/11/29 OROWNtMG.n NBC * No 
Dotai'od Alf.i abon Givon 2pp 40327.213 46327.214. 


*8800160084 M.cd I2,ex©rc-si' , g opi on to add 1 yr & inrreaso comma celli / '.g.to "Fa- 
ciil-es M.gt of P-634.MN0B & WFN Computer Faci'iies.” 

IVCRY.B J Smal- Business AcPmin.sIralicn ROBINSON.K.W Korrob & Associates, 
Ire WiGGlNS.E J. Division ol Cor.tr acis & Property Management (Posi (380515) FIN 
D 1387 NRC-33-&6-270 80/00/23 3pp 46557,344.46557:346. 


*8808010030 Oilers comments on & responds lo spocif-c aroas of hlorest iuerbflod n 
EPA hdvanco roheo of proposod rufomaking on environ slds lor low ?ovel mdwa&'o 
d sposai per roquost. 

HAZLE.Aj. Olhco of Nucloar Malenal Safoty S Safogunrds.D roctor. 04/01/12. C^v* 
rpnmontal Profechon Agoncy. 12pp. 46327:215*46327 229 


8808160162 Notification of coopera: wo agroomont Mod 1 .Id 1/ainl A Operation of 
LPCR” Coopccator.Rcckttyd Publo Litnaty 

NIFMEYER.F. Proparty & Procoroment Branch NRC-l 0 87-347 09/08/06 

GRIMSLEY.D.H Ollico of Aam mstraiion & Resources Managomeni. Orector (Post 
870413). RO'JDER.J NRC • No Delailed Alb! ation G:vun Ip. 46560.204-46560 206 

••8800160168 Med 1, adding second yr of 5 yi cocpemtivo an'eomoni.to ”Maml 5 Oper* 
alien oi LPDR - 

ROSENFELD.J C. Rocklo.'d, IL NlEMEYER.E C.vision ol Coniracls A Property Man 
ageniont {Post 300515) NRC-10 37-347 30/00/08 2pp 46560 205 46560 206 

0808160102 NobficBton of cocpemirve ag'eomenl.Mod l.lo ‘Maim A Oporaiion of 
LPDR." Coopoiaioi.Urw ol T 01 a do. 

• Property & Procurement Branch FN D2416. NRC-10-B7-335 89/00/09 

GRIMSLEY.O.H, Oi/.sion of Freedom ol Infcimaion & Publications Services (Posi 
683515). SCUOER.J NRC - No Dola.led Afl ha lien G'ven Ip 4655G 127-46556.120 


-8808010044 Testimony of JG Dav.g boforo Subcommiltoo on Energy & Envirco ol 
HOuSO CommiUeo on iniorlor & Insular Allairs on 83)025 re NBC KgvAMOfY 
framework, h'ghghting waste claaslficat on sys 

* NRC - No Delated AH l ai.on Givon. 03/10/25. 9pp 40327:230 46327 238 

-8800010052 Forwards Commsslon paper advising Commlss on ro staff plans to trans- 
m.l comments on EPA advance nolico ol proposed ru'omaking on fow level waslo lor 
concurrence & signature 

DAVIS.J.G Olfice ol Nucloar Maiorlal Safoiy & Safeguprds.D rocit)' 03/1 W 10 
DIRCKS.W J Ofc of the Exocutive Director for Opdtatlon9 7pp. 46327 239 45327 245 

8800010381 FOIA request lot tecords ol 800503 mealing w/J Myeia.WUGS & VC lor an s 
cdmioislmt on staff 

FELTON.J M. Nuclear Licensing Reports. 09/06/06. GRIMSLEY.DH NRC * No Do 
tailnd Alfillation Given, 2pp 46327 335 46327 336 



98080 10400 PaHM 1 response' to FOlA request ler doc umcr.ls forwards Ap;> I 
il Cu r.onts App J & I av'iil.ililu ,n PHR App H dO.'uiilunis Pd'lially withhold ppf FOlA 

iiRlMSl IVb H NHC No Uotn’ed AIM jlio<i Given 68/07/11 f\,Ll c Oil'/crV*, Cnli 
cal Mass Err'gv Proiefl 7pp 463? > 246-103?/ 334 

• 0308160101 Forwards I Mi'll Nfin input to SALP lo< .U.‘ *90? Juno 1093 Pertoimarco 
ol i»Ll c ini n li.r-Ctsorjl area ol I eras V| acl.vlies mir'd Caieqoy 2 

VlLTflA L censing bra'dh 3 UJ/OH/OH USENtiU f.O G Oiv.soi ul h; , cr.S<“M 
,oOC4?a Obi 1P4) ?pp 4032/ 203-46327 262 

• 8309260249 Si.tinnK SALP repl npul <c irsu’ls ol Sopl 190? ■ A u g 1 9R3 oporaio- 
exams PcflnniMiicO OvaLiJlud AS Category 3 ImpiOvcmeni will ijj dok-rm non frem 
resuils O' ox JIMS Sldunii.'cd ler NOv lOH'J 

BECHHAM.DH OpuNito: L eenvny brunch (13/09/ 19 TOiJRiUNY.C Cpt-Mimy Fie 
ac lots Home h 3 ?pp 2/B-46327 270 

• 0502000015 forwards SAl P irput ter H30/O1 -84 1 201 

N^HSESV 1 1: eiising Hf.ir.cti '1 BO/OR/0 1 STAROS I LCKIJI Hejoi Ole ol lliu 
Dircclof 2pp 46327 >02.403? 7 ?U3 

•6S032 10274 Fo'w.mls NRH input m f»A(P review lor Airj 191*3 • Jfln 1905 por NRH 
Cfc Ilf *14 Overall liConsirg pprlcmumco ml*nq ol (Aieqo.'y ? ASS-gned End pnrtji.y 

wilhhu'U 

AULUCK H L censnq Hmedi ? 05/03/11 KlHSf - 4 1.0 Regnn l. Clc ol ihu Oedut 
4pp -16327 30?. -1632/ 306 

••0602270090 Fo'ward*. SALP ov.d-a.it on (or IDCFRfO 49 Impleroon’aiiDn In^ps 50 206/ 
65 30 50 3b WPG 20 H 69 362/66-28 on 050923 27 Lncl narlm'ly withheld 
GRIMES 0 K D.v ol QA Vendor (4 lochnirnl Training Conic- Prog'OmsIL (660212 
670-1131 B0/0.V 14 kiRSCM.Df Bogun 5. Oft ol I’M D recto' 3pp 40327 209 
4632 / 30 1 

••0605200396 Fctwtt'tis Mil) .SALP irftnl lei 0500 >6 ’160-130 PvrforrtVJ'-CO n QvCta,. 
Iu'.c1'0 srl an a ol lironsnnj Activities upgraded hum Calcgo-y 2 lo* Iasi uvaluHl.on 



Ihc D-rcClCf I3pp 403?/ ?60 403?/ 290 

-6606020028 Subm's NRR SALP mpul Jan 1085 Mar *966 Overall Calcyo’y ? rainy 
assigned 

NfRSLS.V PWfl fVo.ee t Director ulo b 00/05'?/ SlAROSTFOKl.R Reyon 1. O'c ol 
Hie Dree lor ?pp 4f>3?/ 310 46327 31 1 

-8609040288 To wards SAlP m|)ul frr limp Mop* 50-307/06 12 o i 0611426- 0602 w 
10(*f Hfi|)40 imiikrmcnluUcn Fuel f>arl a'ly wii1\l‘,olo 

GMlMFS.UK U.v cil OA.Vemdor S le«c;hrvoal rraminn Corner Preigr.nrsjl: 1060212 
H/0-H31 66/00/20 KIHSCII.O I* Rogijn 6. Clc nl ll»0 Dfi'Cte)' Jj M 40327 IP?- 
163?/ 314 


-8808020119 r 0!V.ri'dS eva uji^n c' lircnsce pedcmarce lor saicq^ards lec-^mg 
pnt'er c‘ SALP review lo: Coe 1961 No^ 1992 per RC Hjyreb 8?H26 requesi Cn-I 
partaly rt.'.rheij 

MCCORKIE.G VJ Po^cr Heacior Snlcyuards Liccr-s-n.j 3ran:h iPre 850707J 6?/1?/ 

1 1 JOYNCR.J Rog.cn 1. Clc ol IK D iecicr ,1pp 40327 268 4632? 2/0 

■•8808020126 Forwards cvnii.ai:on ol iconscc purlo'n-an;o ter S.VequanlS liiensrg 
po'Oon cl SALP review lor Jan Dec 1982 per RC Haynes B2li26 ien«.esi tnci paitia' 
ly w thr.eM 

MCCOdKlH.G VV Pewr* Ror.rtor S.ireg^ards Liconiir.y Bra r cO {Pro 65070/) 82/ 1?/ 
20 .OYNFRJ Reg cnvOl: cMh$ C:*ecro' 3pp 46327 21 1 -46327 ?t J 

♦♦8808020130 Forwards SAl P e/aLaitn c* acplcdni per’o*niar.co in uM salejuaros 
re *ie a eljnrg CY0?Enci partially wJr.nr d 

MCC(JRKLL GW Powei Reader Safeguards Licer.vng 3ran;h (Pre 860707) 63/01/ 
10 JOYNER.JM Rc.;<o.'i 1. Ole ofr^.u Dro-JO' 2pp 463?/2?4 4D327 275 

-8808020137 i crwarciS o^al.iai.on ol Icensec ptjf1o , n'an:c* Ijr sa’c^ua’is hcer.sng 
part on ol SAlP rovc-A ler Feb 1‘ : Q2 ■ Jan 1983 per 830104 revest Li d parraly 
w.’nheM 

MCCORKtF.GW PcAer PcaclO' Faleynads Lscensi-y Braren |Pre 650/07) Qj/OW 
20 PERCH. R L Ucr.sng B*arch2 ?PP 46327 276 1632? ?/? 

-8808020147 Sutmiis Cvaiual cr. of app-:anl pei’ernan:e ler salcguarcs l :ens..«j per 
(ran Of SALP (C‘, C»v for Sr,fi| s.?C di/nng potto J Cel 1982 Sept 1A93 f./‘Cf pa*lo> 
wiihle U 

MCCCRKIE GW Power Reactor Saloguareis l.cens ng Rrpn;h (Pm 85070/) 63/1 u 
02 JOYNER.J H Rcg«vi 1. Ole o* me Di'oetor 2pp 46327 ?60 46327 28 1 

-8800020166 Forvv,vds SALP repl ull for Aug 1903 • Jsn 1935 pQ' request Er.cl par 
t a ty w tnre‘0 

MCCORME.G W Power ReaclO' So'e^uanis l cons -g B*a-.ch iPre 85O/0?) 65/04/ 
02 3ISMOP.T Rcgmo 5. Clc ol P*o Orccicr ?pp 46327 284.4 63? / 265 

-880802022? Fo^ardS SALP mpj 'cr ut/ ler Mar 1986 • Feb 1987 End parna.V wilh 
hold 

MCCORKIF.G W Reacfo* & Trjnspo'iaiion (icensmy era^ch 87/03/09 
vlOYNF.R.J H Reg- on t. Ofc Of inc Urecior 2pp 46327 3?4 463?/ 325 

6808020003 Fmal response lo 10 A roQucsl lor d3ti.mer.1s App A dOCumer’S avaiable 
m PCR App B documents /Gleascd fcr p'acemenl in P JR & t-rc* 

GFVMSLIY.DH NRC ■ Mo Deialeo Alf.'ij’cn Given 88/07/0? FELTO.V.JM AXicfuar 
L<cenvng Reports 3pp 46327 3J7 4632b 0/1 

-8808020005 Requesis NHC pa’f cipahon at Velerans Adrrir Heg onal hyg en sis meet 
in:j on 880503 to improve & ensuie q^a'ily o< rad at cn sa f ely pregram 
PAfUOJFRE Veterans Adm rustrai cn 88/U3/15 CUM MINOR AM. R 01t.ee Of Nu- 
ciea 1 Male* 0l Safety & S<i’«jgua f ds 0.recio.* 4pp 46327 340 46327 3i3 


070(050^02 Nt.v f fo O/t Ur -M NHH skiff Jo n: ft*/ wry .-i/V' O/JJ Of Manun 1 

Chapler 05ib SAI.|> ' r lt:l Uti07?6 K snjvrsrdmn Ole Ltr 44 did 640103 lirp'omeni 
rig proce<1.ifO ii* l:i» uti’izud to [>ro|Mro .ill SAl.f’s A Manual CluipKr 0510 ercl 
DFNTONH H Ollitc of N.irUi.w Reat lur rieijijiafOii. Di'ecior (061175 (17041 1) 06/ 
12/22 Olfre Ol Nuclear Hoado* fU'tjti'.Uion. Gi'ocipr (0611?5 0/U4 1 1) 4pp 
4f,3?? 3 1 5 -163? 7 Jin 

■8701260155 f urwa’ds msp loam SAlP input to' K1CFR60 49 Imp ementat on Insp 
Kept 50 029/06 18 on H610?d 24 Cnienary l rainy assigned Lie*, p an ially weime'il 
CRIMES B K Uiv ol OAVn/ului & Tochmc.d Irorwn Cnnter Pro grams If: (85d?f2 
870113) 8//0 W21 LHNtTEMSl) Region l. Oft oi mu Dirccier 3pp 4632731*)- 
4032/ 321 


•0702170181 l orwa'iis NRR input lor SALP rept lo* fainty Rupt based cn pro.cci man. 
aypr eviVuations & mm SALP rval.nl tins enel w/ SFR prepared d..rrg SALP pr>*«cd 
of Nov 1985 f ell 1911/ 

SiAHS.PM PVVR Pioieci UroclOMto 0 0?/U2/in KANE WF. fk\jon 1. Cfc ol the 
rvt»cfo/ ?w 4AJJ7 JOJ Ui-J?? 32J 

•8709180164 Forwa ds NRR mput lo SALP ro fund onal area ol icn-wmj 
activ.fes Caienery 1 rat n v j assigned „ . 

OOGFRUA Assisi am L), ‘rotter for Ron on l Hoacto-s 07/00/ M KANF W f Roy on 
» Ofc cl mo rWelor ?pp 4032/ 3?l> -1632 / 32/ 

♦8711160069 l otwanib SAl I 1 -r-pul l»v Dec 1 98/ SALP board meei-oa »or taoMy <Cf 
fa’ nj pcr.jd (rom HblOJl Id Bi’»OJl Lv.V.iaiion ron.li ded per NRR Clc Llr 44.R0V 1 
A NHC M.m.n. Chapter 05 U». SALP 

LDfSON.GR Pro.cci CifecioraUi 14 1*7. 1 1 'Ct> KANC.W r Regcn 1. Ofc Of mo O 
i Oder Gpp 4632? .128 4GJ27 HJJ 


•8712070084 Forwards rlrali MUM ovaluaton ol ut? porlormanco lor icensng aciivitcs 
Po iiDn Of SALP rev cw (cr Feb 1985 Jan 1906 Enel pailia’ly wilH-eld 
QRAUFUTEjO Own Pr.-ed D.tecuvaie 3 TAC 60793 60/03/ 1? KlMSCH.DF 
Meg cn 5. Ole ol Ihe Ui'CCtOr 4pp 4G327 300 40327 303 


-8002180090 Forwa-ds SAl P /ipt.1 lor period ol 660801 HB0 « 31. NRR surrmary ol !• 
cens ng achvihes ccci/rniy over SAl f ? period. d-tai'od rovow ol icons ng aci*v»hes <5 


Muprcilicg d.iiaW'o end 

80GtR.UA Pro ect Directorate 12 tUl'OSM? KANF.WF Pro.rct Lirocicraie t i »P 
1632/ 33 1 4o327 334 


•8808010402 f ivwaicls d'a« SAl P lopud lo* lac lay lo* review A comment Request* ie 
bo prcp.YO.1 io CCi-nmenl nn sub; repl at Board mealing on 860715 n Regcn V 
ofc W o end 

KIRSCh.IK Region 5 Ole 0U»»e CVectOi 86/07/10 CHAFFEL.A JOiINSON P 
NARflUl P Meqion •'* Qlc of die Ditocio.* Ip 4632/ 255 46327 258 


♦ 8008010407 Fen* Juts cl '.VI SALP iop> , 

torrntem o t sc.’Jj lepi ai bin d meei-eg oionn .^.v- » -- 

KiRSGH.OF Region 5. Ofc of iheDrocior 87/li/U CHAFFLE.A 




ppi tor gi.l for revow & requests to tie pre; 
L q-fU on 87 1 1 1 7 m nogiun V ofc W.'O ord 
- M - /•OM Ct!c a ?IMMERMAA 


MRSc.H.O F Region 5 OfC Of IK* D rocior 87/11/13 LHAl rtfc.n / 
SCAHANOR Reg-On 5 Ole of tne Director ip 40327 259 46327 263 


•8008020106 I orwcVds SAI.P rept fcr fac'ity lor Doc 1984 • Jan *966 Enel part.a*lv 
w.iwoid 

MCCORKLE.GW Off cool Nuclear Material Satcly & Salogua’ds Direcicr 88 '07/ II 
^OYNFRJH Roy ion i Ole ol H^o L) rocior 5pp 4 63? 7 263 463?/ 2o/ 


♦♦8808070009 fYo.ides cerements & obfervafrcfts on ltdinny prcsere.aion Jo vei- 
omns Adr.in i-dusinai nyg cr isis on 880503 

MYFRSJ Ollice ol Njcoar Malona* Salciy & SaleqnaMs.Di'CCtor 88/05/10 
M.CtLROY.Ni OlliC6 oi Nurlcar Maiena' Safety S Salcg^ardS.D recto.* 2pp 
46327 341 46327 345 


♦ 800B020012 Lxpros^Hs ma* Fs for NRC part Cipatien ai serrmar Re'aioo mlu or.cl 
f/ATrJOUE.R E Veterans Adm r.stralicr- 88/05/25 CUNNINGHAM.R CHicc o' Nu- 
C ear Material Safety A Safeguards Oecior 85pp 46327 346 46320 071 

8806060 1 10 F nal response to FOlA request lo* diet men is Forwards App D 
djcunior.ts Apps C ft □ dccumcnts ava.'ati'e n POR App E docu-nonis pariuVly wilh 
field irel FCiA €xe.r.p'. cn 6) _ 

GRtMSLKY.D NRC No Cota led AIMiaron Given 8B/06/29 BAUMAN L Govern 
mcni Acccuniah lily P/o,ecl 5pp 46407 054 46407 114 


•8808000112 Responds lo 861125 IF ro a'logsmons made by SA M.'am 
NRC Staff acl-on ro ccnce ns end Rolaied mfo enci 
ZECHLW Comm ‘ivon/*;fb 86/l?/24 GLENN.JH Sonaio *Ppp 
4640? C83 


Summary ol 
46407 066 


■8808080114 Responds 10 861202 !V requesting m'o on NRC rev.ew ol a'Mgal ons 
made liy SA M.'am NRC care'u'l, rev.Fwmg ai'egauons & develop ng .r.'o io ajd*css 

7E^H.l. VV Comm ss oners 66/12/24 CELESTE RF Or u. State ol 2pp 4t>407 Cl'4- 
46407091 


•8800080117 Fo'watds requosi lor invesbyaticn ct GE ro a'leged vola* qns ot 
10CFH2I Sappcriing documenldt cn (a‘is shod Of subsiar.iiai rg potoni'31 wrengdong 

MURPHY D Li OH cool invcshgat o*is 88/01 >22 MARSH RG Reg on 5. Ole ol me 
Crodor ip 46407 092 4640? C92 


•830808012 0 Ach receipi o' 860122 rre.To ro request lu.* mvesiiga’ cn 0' GF concern 
mg a'le^od vrj'aio's ol 10CFR21 Concurs w/ assessment coneernng suDs’arce ol 
rris 

MARSH. R G Region 5. Otc ol mo 0 rocior 60/02/01 MURPHY.RD Olfco ol Inves- 
1;ga* ons Ip 4640? 093-4640? C93 


-8808080122 Discusses request ler aieyatiCn p'esent-M lo NRC by GAP n Oci 19B5 
STELlOV Ole ot me Executive O.reclor f cr Opera’ on^ 87/11/16 HA>ES.3B 
Ollice ol 1nvesiiq.H*ons ?*PP 46407 0^4 46407 114 


1O8O0O13B Partial respenso to FO>A request fo* c'oCi.n’er-ts Forwards App C docu 
mtots 8 djcuments ava lahia m PDR „ ^ 

GRiMSLEYDH NHC - NO Cetai'od AM.i at on Given 68/07/0/ BELAin R R K r^pai 

. .ft 7 ion 


*8805040049 Requests three m.1v.duals lo assist n reprebOntng sidto & lo:a‘ govt po 
s-l-ons during errcfgur.cy p'annrg exorcises to be cenducicd Ly FEMA Gu dance as 
lo oxpcnarce & tiac-you-d of peep'o noeJoO for mjrrc-ses end 
JORDAN F; L OH.cy tor Analysis A Eva'uai cn ol Opfifato-ai Daia. Directo* 68 04 
20 KRAMMEREn.C SiatO. Local & Indian Tr be Prog’ams 2pp 46407 168 
4640/ 189 


298 NONDOCKETED ITEMS 


-8805110329 Acivscs tnm second graded qtenl exerc so a . oa ccnrJ.iCkd on 083'“O7- 
09 Sinto A oral officials rc'jse to (.an c pa*o in eTC-gency /PSpCnso planting NRC 
roqcesls space lo cpr.iaio lodemi “r.onirci col " ro s-rruTate s’ate 8 iccai cheats 
JORDAN E L Of 4 ce let Analysis & Fvalcalcn cf Cpe a'.o^a Daia Director 8A/C4/ 
2) DEL LOWS. J Cnorgy. Oepi 0‘ <p *6407 190 404C7. 1GC 

-0806190018 To wards d/pH oils *o ccnlrcl p'an ‘y FEMA Hc^ioa II Hcqui’SU review 
<y Sec: on 4 dealing w/gi.idanc© la: ccniio lets v,"o wvi te suit, la: ng stale A “ccol 
oihcia's F nai craii wil be used lo develop plan lo* plam 
SFESSAHO.ni H.vson of Cwaf.onal Assossmer* (Post P7C113) 00/04/20. 
OLMSTFAQ.W J Assist anl Gor.e*al Coi.-sel for Hearn js Ppp 4040/' 4 y 1-46407 192. 

-0808080142 Surnman/es meeting w/FFUA ru on haw :o approach conduct 

& scheduling oi plant ejt’fc.s* gi- Odnco f;>r exercses w/o stain 8 local go as Related 
rfo enc 

SPtSSAHU.W L rc deni Response Gra 'Cv 08/02/ 1 1 JCRDAN.F l Cll.co for Analy- 
ss & Evakaionol Opc'a’-o.Til Data. Direeior 33pp 46-IC? 124 40407:156 

-8808080140 D.scusses d*a‘l ccnlro pm & icqiosl rovow of plan If ag'ocmcnl 
lead ed pfa« *. I :hen ho rrocV ert ‘a cover Scab'ook sm.al en Prill conn ol pan er.C . 
vVEiSSB Oflice lc' A alyss 8 Evaluation cf OperatO'ai Oaia. Urcr.iot 06/04/Pfi. 
CONCVAN.D. Federal Fn n'gon-y Management Agency 3lpp 46407. 1 *>7-46407 :fi7. 

-8008080153 Oiscusses B60502 taken ir> i.pccn-g flam cxcrciso* NRC s: I f‘as de- 
tect irrorosi in o>e*c-so $ moihod of conduct 

WOSS.b nc OerT Resporse titan:' 36/03/03 2CCH.O nl H< saon-ff iVa^ci’ 
ip 4f,iy7.l <) I 4C407 no. 

-8806080160 Summary ol 080425 FEMA moni nj w/utl lc asv.ro ihai a l par nos con- 
cerned v//cor<juc r . 0l pas! OXQIC se had consistent i.n«J0rsl<inr:nij of silunton 
WLlSS.B m P c deal Response Branch 08/05/03. 2ECH.GG Inc item Response 
flranch f>rp 4640/ 194 4640/ I <J8 

-8808080164 Discusses SPO'-PS token ro p.r! o»n‘Ci»es Expresses concern on no>- 
coa* ty o> ho* Conunss3 rt aouIJ nasG Inal deienrnat on on adequacy ol p'ams 
emergency ■ taper iso p'an 

WEISS>.B»* Inc lonl Rosponso Rrancli 88/05 '01 I nci::ur* Response (i\mch rtSpp. 
4640? 190 4640? 2 33 

-8806880170 AcK 0GC5C9 lolcon -n rosporsn to I Spessard BH042U mo mo ron..osirg 
■ Cvlew 8 comments ol d'n'l p'a'* 4 ccn^ol plan 

WEISS.RU ln;iL 4 onl Rnspcnso fjrnneh C8/O5/C0 Incionr* Rosporso nmr,cn iCpn. 
46407 234 4C4D? 243 

0800060 169 F.nal response to c O A rooted fo* iloctmenls Fci wa-ds roloasahlo por- 
ions cf App B ooc.iPVinls S^b; c?ccun;©iv,s a so available* in POH Por* Jins ol App R 
documenis * tMield (ref F’OIA Lxen-.piicn 3|. 

GRIVSLEv.D.h NRC - No Co Mi Od Alh Miron Givca OD/Cri/;iO MAXWFI.i .0 
t'osmos Rrca<fcas:ing Ccrp 2pt> 46479 1 00 404f»C 016 

-8806080167 Petards repl o 4 fives: eai en ro p.ml mal« toiso siaiernuni Cas * 3 86 
COG Invesiigai cn e'esod 

HAVES.BB Ol'cn of rvObliga: ons 07/04/24 RAV SAB He;p r 3. Ofc nf iho Hi- 
rOJlo* 2pp -164 79 105 4G473 ICC. 

-0808090300 Disj.jssog resells of nves 1 . ,;nhcn ccrdjdod nlo ologolicn Ihu: Ml so 
slate.To.-its niado 10 MHC by fo*im r -Ji-ccfcr 0* rucloa* soc.iMy iPNS) ai 
MC l ly Invesiigat on rovo alert ONS willu'ly 4 ,.rnshrrf fa so mio d-jfirg NftC BO'112 
i'sp 

tlAYES.BB Oflce ol Invcshga: ors U//C4/24 TOENStKiV Dislncl c* Cofur.Si.i 
2cp 464*79: 107-46479: 108 

-0800090310 Invosiigaron Mept 3 86-006 on 67C40'. Falso sinterroni rrano hy di’eclcr 
cl nuclear sec»,rily (DNS) & anoxpi lo in:sl >arl .nspoc:o» noicd A l < , .| >r aroas 
j-svosi gainrl a logaiton ih©: uh- GNS fure si o:l lateo m'o dj*«n(j Nf-IC 85 11 12 nsp 
rvAZMAn.RC PAWLiK £ T . HAYES.D D Oflcoo' invOGlitjai ens 07/04/01 P7pp 
46479 103 46479 136 


••8808150127 I'drscnp: o< 860017 *wt*Sl cj.divo irlerv ow of C C^ody in Di 
42 

* Ace-Federal Reporters. Irt 86/09/1? 43pp 46479 353 464*»0 0'J6. 

8800080/03 F ral response to f OIA request for rtocu'nenls Fcrw 
dDCu*n:>nis (trther a;ron heinij taken on appeal Hr did 88040/ 
GHiMS'-EY.D h NRC No CetaVd A I Illation Givon HH/07M 1 dOLEY, 
zoo s Cr.tcal Mass Fo<tqv Pro.ect 2pp 46407 244-46-107 31 1 

-8701140135 Rrall Con rmssion paper rt* ar.'t.a' s.immary c 4 exon 1 . 1 co*‘S i 
cm-cn act.vihos lu* rear.tnr & son or rondo* operators 
STEvLOV CIc Cf <f“e Lxect'.vo Drortor for Cpoiators 87/01/0? 32p 
4649/ 3*1 

0800090124 Final resigns© lo ,: OlA requnsl for djcn'iicnis Fcrv 
dpcumanis Apps H & I docun onls avui'afjt- n POfl 
GHiMSLLY.DM MK, - No Dr’Aird All/aliyi Gven 6*1/07/06 
Cos'tijs Eiroa-JcAblrg Co u 4pp 4t,-li 1 ?0f, 46412 003 

-8008000132 Sul:m,is dal, Mqii'.ijhl Or U? U)20.l'irei? ol eqhl K‘SlVs I. 
A.ihr allowed imeCdi.se I Uv <1i' • n r.Mrun on: au iro.Boin valves in 
lested & dDseil vulhn *cii-i*ed ii‘r.o frame 

COLBURN TO Pro of I Ucdoralo Ml 87/11/04 MllfU.FY,! . 
MIR AG. A r f»RC r.o Lot.ii'od AlIiMHou lS?pp 46411 212-464 

080015008? f O'A request 'c* <btii<n < - , «‘ls re li.er r.e appi ainn ol :3 ro; 
HospAJeiy ol Pills Lurch PA lo* LeW4( sit;*roi«icli: radios, i.-g-cnl tier ro ' 
rn/g oy E'CHa Co of 5w«.ilon 

POTHiAWA 1 . AH Cclumii.s Hosp . CMraqo. II 88/0(j/0» flUDlNSCN 
Cufrti'cd Ail.: on G.vto ip 404fJ0 03/ 404 80 03/ 

0800150091 F na< rosporso lo I'OlA reqi.rsi *iy dccurnonls App A rJoru 
auailah'o m PDR Anp H doc-monte parr ally w Ih'iod (rol FOIA Fxcrrjjiio 
GHlMSLEY.D H NRC No Ccta-'ort Allila-on Given 80:07/11 POTHU 
u*nD..s do so . Chicago ll 5pp 46-lfln 03d 46481 

-070 13003 10 f’ariial a ; y to RoquMiriMs ru Salu Us<? of Bnu'ct.s dl 10^1/- 

* Riilsb.dtr . Ln.v Ol piltssi.rqh PA *«>/0i/:i1 1fi2(>;j Ji)4jrl 00 13941 

-07O6OBO128 i.iconso 37 03246 OD fnr (inv n* I’lltsliurgii.iinlf Cri/.rg p js 
ol Co 60 for ir.sla’lation suorqn rnplacimuei K temp* ;rary t.io'dgo of Li 
Sys Ms- Jo 23016 

DAVIRJ Roy on l . Cfc ol the D n tier *17/02/06 4pp 46401)043 4648' 
0706080134 f orwards . icm» »0 37 U1246 09 

DAVIS J rSo;j on 1. Ofc of ihn Darrior lo'/diii 07/02/06 iVA'. D.N V 
oL Pitrsl-urgh. PA ?pp 464B0 G(>9 4i>4Hno?o 

0706080146 ■'O'vvards mlo ds nsiod w/A Ma.ly c.n 8/0170 »M criin- 
n oruai'dns ol mnd ca‘ acv^ory hoard lti.^i.ijh NIO^ , n.*nr:i;u.i'le*s lo Hoi 
WAI.O.N Pillsh::ryh Un.v 1‘uishuqh PA 1 0'>OC*i d7/0l/?0 OAvl 
Ole Ol If oOroder /p|) 40480 iSSti Ki ltlOOfiH 

. 0706000188 ^O'whrrls inlo ru trair iriij A 4>xpr>rii:;i v .o ol Ums'o'tl & Deut 
i/Od users Of Gair.-ra Krile l.'nr 

WALD.N Pillsh.1 yh Un.r i:*. I'Htefairgfi. f'A ICVI0H 90/08 29 fteg • i 
DeuctcP 3 ’.(>() 4G480 177 4i,4Ui 039 

-8706080198 Responds lo PGOilld A 23 itgiosK fur a±J info rc 
I cerise Lu 1 islo.nl qual f ca' tns 1'arisrmiiert f>*i IH>0 h?'J fo 1 tvaluafio 
commi'leo.Oja iMtai (».“iS ol pnysicisis A r^coM c; 4 1)61030 tuldin wcl 
VVA^D.N PillSbtrgh Unv of. P,l|s1iurgh. f»A lOMOh Ofi/OiJ'O? Vloij .s 
Direclo* 2?f-P 46481 040 46481 0*15 


8808090331 Ropl ol GGC6:6 & 09 30 i;iio'\iow cf C l ary uy RC Ka?mar ro jso ol ADP 
sys ai util for nandl eg sole-gea'cs m!o. 

4 Reg on 3. Ofc cf fho Oe©clcr ('8/C6/30 ?pp 46-*.7‘J 136-46479 U2 

•8008150049 Hopl o 4 880G24 8 10C2 i'llcrvicw of J Korto hy RC Ka/mar ro use ol AUP 
sys oi p'a^l Icr handl ny safe^ua-as irfo 

4 Rovcn 3. Ok of 1^0 DrOClOi 88/06/30 7pp 46479 143-40479 W) 

.0808150854 Rc|- cf 860325 ir.terv ew' of D Ba'C-U by RC Kazniar to uso o 4 ccrrpro 
ho.isivo ckciroa c ClC syS Icr snlog.iartls oId al pan! 

• Reg on 3 Oic ol tec Di'-:ctcr U8/06/30 3~p 46 -i?n 153 46479 162 


-8808150067 Transcript cf 85001? nn'si g^iivo mior/iow of J Pinna m Oolrcil Ml Pp 1- 
38 

‘ Aco Fedora* Rupert©'©, “nc 06/09/17 40pp. 46479 153 464 79. 1 92 


•8706000203 FcrvwVils ©(:(; r.,il-on for li.rnsd 4 0‘ I r:>vt3i , ll Ga rina S,s. 
kn 4 o.& core Ual siorroiact c rad osurq cal uml) 

WALD N Pillsb'.rtjh. Unv of. PillShuryli. f^A 1069011 06/07/26 DAVi 
C 4 c ol ihe D.rocfcr lo 46480 1 20-40460 166 


•8706080216 App'.tcdlnn let 'icc.cso, iu.lt van wg LO UmsUyd ft W Ueuisc 1 
for research Foo paid 

WAID N hlu,Uu'(jh. Urw ol. Piitel:ur<in. PA 106938 fin/:)//?5 27j 
46180 155. 

•8001220029 Arr.n'l 1 *o Liconso 3? 00245-08 for Unv of f* ifbljii*gh. ar 
n ent rely 

DAVIS J Region 1 . Ole Of iho Director 8//Q0/14 4pp 4U4B'J 04/-4648 


-800815007? Padia !y cJtitekrl Iranscnpi of 06091 7 -nveshyat vo interview w/W Has'ngs 
m Doiro i Mi.Pp i y ,3 

4 Ac© c edora Rcpcnis**. 4 «c 86RJ9/17 A6pp.46;70 193 464/9 26? 

-8008150078 Transcnpi cf P609 1 ? Inves'icano mie.v ow o 4 J Pip is in Do troii. Ml Pp i- 
46 

’ Ace-Fee.oral Rnpcrto's. me 86/C9/17 40pp 46479 258 464/9305 

-0808150085 Rcpl cf 801001 i*'|©-\iew cf P Ch.l^s by 4W McMahon & RC Ka?mar re 
us© o: con-pjlor zod clo-lfO^ c ofc SyS for hani’n^ safeguards info & rolaled -NRC 
roguMhons ai plant 

’ Region 3. Ofc of ire Ocrocior 88/08/30. 5pp 4fi-;79 306-464 /9;3 10 

—0808150103 Ciscusses nfo ch:a nod f/om laclty omp'oyeo Curing 660415 tdcon r© 
©‘‘egod false m 4 o povd«:f by L W Hastings lo Peg'cn I I SecuMy inspocio- G Prtle 
tlj'.rg i nsp cor.duclert at plart on 861112-1227 

“AFIL.C H Reqicn 3. Clc ol Iho Diroc'cr 86/04/30 K ND J A Rnn.on 3 CM: ol lhe 
Crector 4rp 46479 311-40479 314 

-8000150108 Part aKy winre^d Iranscr pi of 860R13 u vesl golivo nlerviaw yv/S Thomp- 
yr>n in Monroe.Ml Pp I 33 

4 Aco Fedcra* Ro(jor1ers. Inc 86/CC/I3 35pp 464 70 315 46479 349 

—0006150118 Rcpl of &QD625 nlervcw ol J Cloncn by JN haOman & RC Ka/mor re 
usa of pam ccrr.p'chcns v© elcclton c ofc SyS lor processing safeguards inlo 
* Rag on 3. Ok o* lhe D.*cclO' 86/06/25 3,np 46479:350 46479 352 


•0001220035 Forvvards Amend \ lo l icense 3? 00245-00 Cond iion 16 
hied by receipt ol R70/29 su*vey 

DAVISJ Rcqtn 1. Ofc ol iho D.reclor 107626 87/06/14 WALD M P 
of. P/tsb-irgh. PA 2pp 46400 120 46400 121 

•0001220051 Appicaioi fo* amend to Lie nr. SO 37 -00246 99.Humnn/ n 
mom to begin on 870014 Misled ndo. ncludng ‘oak lut.i re bU iis 8 proce 
orr.ergorcy msfruci-ons encl(>er 87072/ loccin w/J Johansen 
WALD.N Pillsb..rijh, Ur.rv of, Pitisbr.ryh f>A 107626 07/07/29 DAVIS 
Ol ihe O-recicr 4flpp 46400 071 4 64 HP 119 

•0800150100 Amend 2 lo Liconso 3? 00245 00 ♦()' Unv o 4 Pi 1 1 St: U re b an 
in onh'/Jty 

GlENN.J il Hog on 1 Ole Ol Iho Urccior 00/06/08 5pp 46460 05141 

■0008150122 Roquosis us led addl nfo re 071026 appl e.lt or. lor anenj 
00245-Oy.mclud r.g nun'bo* & c 4 <str,bUio.n smears 10 bo taken S an-ly/r 
Mem \ of samplr.g momod 

GlENN.J E Reaipn V Ofc ol rho Director 1 80005 07/12/18 WAIL 
Unv cf, Pillsturgb. PA 2pp 46400 122 46480 123 

8800 150 130 Discusses epplcaiion fer anierd tu License 37 03245 09 a 
sosson & uso of Loksei: cerebral siu'ootaciic /ad osi.rgicai uni 
WALD.N Pilisburgh. Un v or PMtsb-.rqh PA 106^05 87/ '0 26 Rome 
CireclO' Ip 46400 124 46400 124 
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••8808150136 Respcnds lo B7 1 2 1 H req..ost lor mlo >o appl.C3l«ori lor airond !j beers© 
87 002*16 09 Amo' d shci.'d (Odd as l-siod 

WAK D.W Lin* of. VillSlUJUlh, PA >00005 83/01/05 GU.NN.JL Ueqton 

1. O'ccf i ho Di-'onor ip 46400 125 40400 176 

•e808l50l42 Fo'wa'ds Amc“.d 2 to L.consc 37 00745 OH 
G1 KNNJE Rc<|CO 1 Ole Of the Occtcr lUBCOO BO/O7/C0 WALO.N IVIsb„ryh, 
Umv. o*. Pillstu'gh. PA 7pp 46:80 120 46400 127 

G 60615017 1 FOlA request fer ilorumcnls ru rnql team assossmom ol Rogon I collid- 
ed on a«C4il 15 & cf other reckons d'j'ng' pasl 0 nonins A rosJts o* muelng cn 
errsfo *os frcuMSifig on 0HC4 f-f ’ 

F'-TON.J M N.,doar I. consmg Reports 00/05/03 D.vison ol Rules A Records 
1670413 R805141 ?pp 46601 14/46601 140 

0608150177 F rial response to I OlA request lor dcoimunis Forwards App A documents 
A pariia ly wohhold App R iiorxmenls pci I OlA Exemptions 5 A f>| 

GRlMSlFYOH NRC Nc Oc*uiilo:l Affirm on Given 06/07/14 PEI.70N.JM Nuclear 
Licensing IVp-o'is 4pp 46501.14946601 103 

••8711 120130 Par a'y w.ihiiuld summary of NRR Myi Toam 6/ii?Ci> 09 /i<ut$ f-> Silos A 
Poijia.i ill ofes Region in well managed 

SN'F7EK.JH Ol* ce of Nuclear Re&oiOf Fleyul<v.or>. CituUcr (Posi W704H) 07/)l/ 
.59 MuRi.rY.TE Oik© ol Nee ear Reader Muqulaimn 0 feeler (PoU b7C-n i) 3p;> 
4360 1 105 10601 >07 

••8602 100059 Parraiy wrlhL.UO rep: ul H/1201 04 rvqi loom v.srl to 8rnusw cK & Calnw 
Pa s'los Nuc'e.v Fu©' Swes Frw.n lamiy A rog.on oles 

St. FZEK.JIi Cilice of N,. clear Reader Reg.i aIkhi, D.rcdo* (Post 070411} 00/01/ 
23. MjRLF.Y.T L CKro c 4 Nuclear Rondo* Rey.iiai on, Drocior iFest 07041 1} 2pp 
46501 169 4G501 170 

•8802120233 forwards repl ro NRn ni:jl loam v.sl to Ffogcn II lo* mlo T hrd mgl n»is*i 
condccfcd daring j»r of 080 Nf in Region tV Noil r»gf vrs r schtvftJod let «l> u‘ 
GGO2C0 m Hegicn V 

MERLEY.TE OlLeo ol Nuclear Reader Rcy,i‘ai<on, D.reClor (Post 070411) 60/02/ 
08 STEll.O.V. O'c ol iho Executive D-roclor for Operatons lp 46501 160 
46501 160 

*8803040298 Pariially w.lhho'd ti p repl Ol 600203-1 1 rnyt km in v.sil 10 Region V S Son 
Crofre A Trojan silcn re integrated assessment ol myt olfucl.vor'.uss assoc iTind w/ 
reg onat-zeiJ NRR A NMSS programs 

S‘s e^CK.JM. Olfco of Nudodr Hoacior Regulation. O rector (Post Q7iMM| 00/02/ 
24 MURlEYJ E (Jflicn ol Nuclear Rnar.ior Regulation D;'i:clcr (Posi 07C4I1) 
THOWPSON.HL OI!.cr.* of Necluar Mater a> Snloty A Snloyunrds.Dirocle'r 3pp 
46601 171 4U501 173 

•0803070201 PorwarUb parhal.y Ailhlielri po'ceplicns from mgl toam vst to Rcg;in IV 
on 68D1 12-ITi Team corrposilicn A sl'uCtij'u also on cl 

SNIEZEK.J n Qtliro ol Nuclear Roacto» Roguialon Drocio’ tPosl 0/0411} 00/02/ 
20 MUHl EY.FE Oflico ol Nuc'oar Rnnotor Royulnl.on. Ciroctor iPost 0/04 1 1j 4pp 
46501 1 75*46501 170 

8805310183 Rad'aliy w.ihliokl n.emo fo'w.'ird rg J Smo/Ok repl ro rug? learn v.s.l lo 
Region 1 Nijmoroua ns'yhlw yarocl that wll bo esml to enhance programs <n legions 
A ricadqnartdfs. 

MIJRLEV.T F nihco ol Nuclear Rimeior RogulHtiort. O.rocio' (Post 070*111} 08705/ 
23 STELLOV Ole nl iho Execut'/o U.redor fo' Operations ip 46591 170 
40601:102 

-8805310 1D7 Trip repl of 890412 15 Mqt foam visil to p'anl silus.lwo malls l censor's A 
Roq on I ofes list of loam members 8 summary ol ebs^r Wilsons & pcrcoplioas Irom 
v sii oncl Info delated 

Sf; EZLK.J H Olfico ol Necloar Reader Rerj-.laiion, Rifcirter (Pnst 870411) 06/06/ 
10 MUfUEY.TF Oflcu of Nuduflr Roaeior Rt^O'J'aiion. Dirccler iPosI H/Odll) 3pp 
•10501 190 46501 102 

- 8808150248 Forwards spocipl Insp Repl 30-022 /fl/07-01 cn 070520 0722 ro gem 
S!o.*io itra/iaVan opotahen at tacihly & n'.iujultcns uboul si.bf epataterh 
NORELIUS.C.F Reg on 3. Ole ol Iho Dirocior 90/03/20 BRUGGEH.R M Mssouu. 
Ur.iv ol. CoiLfrbm. MO 2pp 46501 153 4650) 164 

♦B3O015O253 Insp Ropl 30 02270/07 01 on 07062ft 9722 No violniions nplcrl Major 
area9 inspociod 'iconsoe yomstonu nacJotion A counimy procodi-rog al facility & ale- 
ga nens ro recent rotoaso of 60.000 carai uomsionos lo puu.ic 

LASUK.8 H . SRENl AWSK1.U.J . MALLE Tl.O S Hey on 3. 0?C oMhf) C rector 06/03/ 
20 6pp. 46501 155-46501 164 

-0QOB 160277 Forwards replS from J Srvuzok re NHR rr.Qt loam visits to Deg on iV A V 
A informs of Mlh mgt v.sil rlurmy wk of 00411 in Royon l 

MURl.EYJ.E Office of Nuclear Moactor Mngulntion, O.recto' (Post 0/0111) 06/03/ 
03 STELLO.V Ofc of the Executive Dirocior for Operations ip 46501*174 
45501:1 74. 

"8008150325 Partially wJKield Hr lorv^ardrg Insp Hopl 30 02276/07 001. document ny 
nvjp alo roc p om cor.corns provided m 0/0513 Hr to NRCJ re rod at on cf Qomslo-nos 
A sufisnquenl re:oaso to general public by Unv ol Missouri 

WFJl.CH Peg on 3. Ole of me Q.recior 00/04/06. A|l.'*al on Nof Assigned ip 
45501-103-46501 103. 

0003 J 5 0243 ParUai response fo FOlA request tor dOccrr.onts.Fprwwd S App> M 
documnnls App L docurrenls maintained in PDR.Apps N A O docum.onis par lia'ly A 
lOlally with riel d. respectively (rof FOIA Exomphon 5) 

GRiMSLEY.OH. NRC No Dola-led Afhl alien G.von 80/07/05. IONE5.C. Alf.llanon 
Noi Ass gnod I4pp 46501. 104-46503 353. 

-81 10200062 Summary of 010020 mcetmu w/BNl. ro (Jifforent intorp'oiaiiocs of App R 
Section tll.G A HIT. Topics included shutdown dnfmilions.t me :imiai ons.&i? ng ol doci 
cater) & allornaiivo sya A msiruT.oniai on Alter. doo l.sl oncl 

FfORAVANTC.N.E Auxi'iary Sysfoms Branch, flf/00/21 PARfl.O.O Auxi' , a*Y Sysfems 
8'anc.h 4pp. 46501 200 46501 203 

-•8209010271 Forwards evaluation of licensee 810301 roguosi for exempt ons from App 
FI lo JOCFRSO.Secbon IJJ.G rerjurromenls A SER item 3 2.1 rn allernalo shulrJown ca- 
pab laly . 

JOHNSTON.W.V. Asstsiani Drocior for Malls A Qua! Engineering (Pro 830201) 02/ 
08/11 LAINAS.G Assistant D.rectO' for Safoly Assossmont 22pp 46501 214- 
46501 235 


*0301060520 Fo'wams NE Fioreva' ,, e 610921 nuima re App R sa'o shutdown review 
O1O02O rreelrg Provisions ol memo used in ccn/inrlon w/NHR review r.f icrmseo 
submliaJs A dcvc'cprjynl ol »rsp p/orodj/es fjr froPecf'On b«CAliJ rt*gu remenls 
taylCW JM C.y of Roaclo- PtojiaifiSjF (Pro 030103). U2/11/12 MARTtN. T T. D.v 
Of Fr*g rioc-ir.g & Tocrv* cal f: rrjjraT.s Rl, Cl RH'NSKI J A Meg on 2. Ofc cf Ihe D roc 
for N'GREUUS C.L Reg ™ *<• Ole cf mo D.roctor 4pp 4«<,0l 240-46501 24 1 

-8306 150030 ^orwirds droll Ur to at ice-.scos & app icanls rt? NHf. oos.t on on certain 
roy„iremenls ol Ire protoclon rue, App H to 10CFR5O lo assurr^ uorsis'e".! .n'trpro 
tal on 

VOl.l.MLR.R M Uivis«-n ol trig noerwg (fro 05 1 125). GL 02-21 ivi/05/25 

GISENHJT.OG Civision of LK.ensr*g ((j/W4 23 05 1 124 J f fpp 465GI 29.3 4653 T . 333 

•0312230107 S..irmary ol 831115 meolr.y in tieihnsda MR re |irr> pictecio*' ol sain 
sliuldown capahMy !0CI : f150 Ap;* H Sec ion HiG. Agenda 1st c* Hitocrlcos A rrm-tas 
Ol'Ct 

MCKEE. P F Opo*ai r*g Meae'ors Program Ur.Div OA.Safoq .i'ds A Insp Programs.. F 
83/12715 ‘J r fCKS.W J. Ofo ol l^n Uxocui-vo Rireclor fur Opo'aho-s Cpp 46501.330 
49501 353 

•0403060321 SuLinls prcp'ised ?,3c-nf:a for App H lessons le.irr.uU Mar A Ap* v.ork 
shops cisrcssu-.g suli.s (loser tied in IF Inlo Not«cu 04-O9 Lis» ol spoakors A wor-shup 
dales n-cl 

GRACE. JN Dv of Cnaily Assn' a nen S«slcr guards A l^pecuon Prcg'timsT: (B3D1Q3- 
0502121 ILIN-Q4.39 rtf/02/22. MAMfCIT f. H.v of Fnqni-.ung 6 Trdi-icaf Pf C 
grarr-,. Rl O^SH'NEKl.J A D v cl Emergency Prepared -oss f4 Malt" ai5 Sale!/. R? 
Sf’LSSARU.H i D.v ol Emergo-cy l*ropa'Cdr*oss & Cporaicna* Snppcn. Rl 5|;p 
46601:354 16502 065. 

*8407170020 Disciissns unplr. mental on td 7%pp R 1.ro proledion p'og'anr l eonsco ras 
taken insp, ns hie rclo & nrp'eineniod Irn p'y'echnn o'an ucy”iui App R 
rugi.i'n , i;c*nis.nCiAE nupe.'ionr.u ccuntrrs ruusiry chary os ro lacx. ol clans/ ol App R 
ASSELSTiNE J K. Corrfr.sw-*>*mrs GL 93 26. 94/06/21 Dlf^CKS.w J Ofc o^ iho Ex- 
ecu', vn D rtc'O' for Op< f aliens 2pp 46502 150 46592:169 

-0410040113 Responds to 040224 cillu' np prof cp rvon (D^O) ro Hro 
proiocronUct)‘‘sr>o Uhs provided a«1c-g,*alo .usiil canon 'or comro 1 room oxon plicn 
from snon be ropu runncls cf App H GPG 'e solved 

ULNTOV.H.n Of lic<> ol Ni.cluar Rogclur Rngulai-on. Drocior K>rn.051 125). 04709/21 
FFRGUSON.RL Chemical EnGroonng Branch 3pp. .;G«02:2H)-4G592 596 

-B4 f » 160193 Requests corrnerrls hy «4 If 14 *n rccornmpr.daUO')* t/cm Fi'u Ptoloct-on 
Po'icy Slecrnn Comriitoo. 

(jIRCkS.WJ Ole ol iho n<oci,lvi) Uirccicr lor Operations 04/1 1/02 DL: YOUNG. HC. 
Cfc ol ‘r*.spec*icn R LrTorcemO'M. Ulrocto* (0202310704 13) Ip 40692:206* 
•10502 30) 

*8*11 11606U Ir/onns of anli'ipoled 641 130 corrplohon dam fo* riovulop nn sld f ro p-o- 
iccunn Tech Specs po' Fire Prctoclion Fo‘ic./ Sleoriivj Corrrntloo 04)026 im*:ro to 
VVJ Pi’CKS Marked up Tech Spocs oncl 

DOSA.f hv.(rurroniali3n H Co^ml SYHietr.fv Branch fJ4/il/0tl ANOFRSON.C;,l 
Rcqcn 1. Ofc rf iho ()t/ecicr UENAmoya.v. Olhco of Neciuar Hoacior Regjiabjn, 
D.rbcto* (pro 051 1?5) CONI.Cr, T.L Region ?. Ole ol ti W j R.rodcr 16pp 4H502 DOT 
46602 370 

•0411210104 Eo'vwrda corninrts on rcccmm-ntlfiVona hem ropl (3‘ Fro Frioloction 
f’oliuy Sk'o-inq Ccmm 1 ice. Supports g.qr.cra 1 Ufust (jf pro;: used aciicns 
DFYO'JNG.MC Ofc o 1 Inspection & EnfO'COinon), Cireclcr (620?0 1-U704 1 3} 04/ 11/ 
15 STFII.O.V Regional OpcMtcns R Citrenc Roquroments EDO (R/o 070413) 
:ipp 46607 32 1 -46502 323 

•84 11200166 Common is on Fro Proloci cn Rclicy Stoenr.g (‘Pirrruie© <ept Primary 
concern is uvadan I ty ol resources lo supped msps lech Spue c-hangos K Sid Hro pro 
leclion condition Support o/p-cssod lor repl g.von rosclui on of comments 
JCMNSTCfi.W.V. Assisluril Ciroclo' lor Mai's, ('fiom a Lnvi'on Tocli^nogy iPosi 
B30201) 84/11/10 DENI (IN MR ORito c< N.rCloar Hoac’.df Rogu'alion. Ditcc'o: 
(pro-051 )25) 7pp 46602 34? 4C532 345 

-8412100346 Comb nos 1CCFR69 40(t>), 10CFF15U 40ic).Gonorij: l.»r U1-I2 & niomal 
Aujci'oary Syft Branch memoranda inlo smg o doci.rnonl fer uso in evaluating Lro pro- 
toe non sale s'-uiriov/n submiitals 

PARR.OD Aux hvy Syslc ns Oifirich GL 81 1? 04/11/30 Auuanry Syslems Urnnrh. 
25pp 46602 346 46503 009. 

•8412190359 Co:mit>nl9 cn rt>coinmonrlJ.iJ Ire prolQChon po'icy & program actions in 
rospi)‘‘.so to 8-11026 memo Cn*’t'a' pcur»t ol cuninel for ssuuS iloscribcd in Horn 3(d) 
shot. 1:1 ho i.til 2od lo roso'vu u ffnrencos. 

MAFi UN R D Rnci:>ri 4. Ofc 0< tlio Cirodcr 04/ 11/ 14 SlFl LO.V. Rogonal Opor- 
nl ons & Generic Re quue.nonls, ECO iPre 070413) 2pp 16502.331 -40602 337. 

*04 122 70249 FccwarUs miukup of STS on fan protecC'Cn.per ag' - oe-r.on( dumnj 84 N 10 
rr.oot-ng ol F to Proiecllon Pol ry Wo-ki-g Group Ccn'rnents ruqyosiol Loloro 850 1C4 
ROSA.F msliumontal cri fi Control Systems Branch B4/ 12/07 ANDERSON.CJ 
Rogcn t. Ofc ol the Duocior BENAROYA.V Office ol Nuclear Roacto: Rugdaton, 
CirvClOf ipfQ-fl 5J)?5) CON LON. J E. Region ‘2, Ofc of Iho Uife^ro* 39pp 46503 085 
16693 126 

■8501020132 Forwa-ds dralt nev P to Tnmpormy Instru-t.en 2515/6? ro lesp ol App H 
rnqiurem<;nls for solo s-hj'c'own. Communis rcquosicrt by A50104 
GRACE .1 N D v ol Quai.ty Assurance. Safeguards A Inspnctcn Progroms.lE (630)03 
0502 1 2) 84/12/20 STAHOSTECK&.R Div of PiO|Ucl & Ros don} Program-s. ni. 
OLSH'NSKl.JA Roq ion 2. Ole of iho Dirocior NOHEUUS.CE Hog on 3. Ole of iho 
Oocior 17pp 46503.132-46503 14f) 

•8501220422 Subm4s changes 10 ouostiqna & answers one 1 lo App Ft questions & 
answers Cnanqos prov.rled for consldoraiion t^oforo linaH/mo document 
JOHNSTON.W.V Asfa.siant Drocior for Mails, Chom & Environ Tecimology (Post 
030201). 01/ 1 1/10 VOLL74ER.Ff H FJ/o Protection Polcy Sioor-nu Comm-Ueo Ppp 
46502 336-46502 341 

•8501280114 Requosis rosponses to Ouos1io*is 1 7 & unrn 3 Ol DircKs 841210 merro 
ro Commissioo paper cn h*o prolucbon Sieorr.g cornm-noo rt-pt seni lo PDH Comae t 
should be iMoniillGd by 860107 

VOLIMER.R H. D.vison of Engineering (pre 66ll25) C4/l2/2ft STFUO.V. Regional 
Oporai'o^s & Generic Requiro morns, EDO (F’ro 670413) DEYOuNG.H Ofc of Inspec 
lion & Er, forcemeat Di-ector (620201-G70413). ip 46503 149 46003:151. 


sfavs or inplerrc'itaf on cf life p'otoc'ioa features 

TAVl.CR.J M Ofc ol Inspcc’On & ErK'CCrneni, Director (620201 8/ 0-1 1 5) H5/02/23 
VJf-LtY f E Reg cn I. Ole o( the Oiroclu* GRACE J N Roy cm ?. Cfc cf l'.o Or-CC 
icr. KFPfL FR.JG flog on 3. O'c 0 1 Ido D recie* Ip 4ft 50.1 1 73 4653‘J 182 

•8505300501 Advr.os irat ^ire Profet* an Steering Corrmtlco repl. ssued *s> Goro'ir 
Hr 85 -01, net forrr.a'ly app-revoo by Ccnmesicn Fm.d ngs cf o“.yoiog safe shjUJown 
nsps car. bo pi a- on n unresolved'’ or "ope-' rein categories unri approval 
PARTLOW J G Du Of Inspection Programs.lE (350212 67C413) GL 65 01 8VC5/P0 
STAROSTECKl.R Peg.cn 1 Ofc of li e Oroc'or. WALKER. H Reg on 2. Ole of IK 
C rocmr NCRLUuS CE Rcg-CO 3 O'c or lha C rocto' 2pp *16503 18-1-16503 317 

♦6602050102 Regccsls denlilcaKn of dw ccni.icf for 'egcnal nsp lcm> takers la 
.v'or^o NRR aternauvo shuidcwn a Ira p-oMKcn rcv:0A0f lechncai as<isia-~co cn 
regon-nastd post ? ft* sa'e shutdown i-'sps Schudj 0 Ol nsps c.,tm nod 
PAHrLOWjC. Hv of IfKpccl cn P*oy*3mr,.lL (850212 8/0113) HG/01/29 

BERNFRO.R (Jiv.f> on ol Do imj V/n'er RcaJo.' <n\Vfl| I consng (05i 125 67C4 1 I). 
THOMPSON, H l E.vsion cl l*rcsw zoJ Wa’cr Heacfo' Li.ors ng - A (651 125- 
8/0-.11). viRAGUA.F J D vision et Pross^nzcd Wain* Poac: Dr l*co ( s ng B (85 1 125 
d7Q4l1), 2cp 4f.(,03 310-46503 31 ‘J 

♦8610080178 f oi wards il-aH Rov 2 !o lr.s:> F roce fi.ro 64100, "Posr F.ro Sa'Q Slu'd^wn 
E*n«rgoncy l ighi-rg & Og Cel ecfiD t Capaoi *y at Cpcrairg A Near ’Ten Operating 
F^-asIC* Tael lies.’ po< SFCV 85 305 & SEC Y 85 3C6i3 Cunne-nK UL.n in 1 wks 
PARTI QW I G On of Inspection frograms.lE (8502 1 2 6704' 3) GL 06 10 G6/ICJ/0I 
LE3NL IflR SO Poqo.t 1. Ofc ol 1ht> Cfi>*:ioe GlUSONAF Rngon 2. Clr of ttvi D 
‘AC 10 " PAPERIELLO.C J Rogirn 3. Ofc ol Iho Dirccicr ■ / pp -16503 33*; 46503 350 

•8705270723 Informs ol arrange me 01$ being majo *o suppo-l rc-nanng pjsifro s>alo 
sfiiirdc.vn .nti«)l val.dar on risps A remaps under « 3 64100 & nuw inormnl rovn-i* canon 
nsp when tray ar so urder IP fc4 1 50 

HLUUON.F- J ^lo^ram MuKacrronl. Po‘ cy Dei/o'cpTcnl & A-u'yS s Slall (Post 
rr/0411). FIN A 3133 87/05/10 ULRR.J P Rc::cn 1 Q*c ol !••« Oredo* 2j;p 
465Q3 351-10503 352. 

•8-80B150250 D.sc-.isses jUSfiFica'lD'i (o.' rocunng cfoiolcd Icchncal 'ovuj.v by 
nipo-c’o.v' I cense a c-mms rr.cds re*;:lnrl »o rr.oel App R.Saucn I I G (U>la:c-J ir-'o 
en^l 

CREWS Jt. Region 5. Cc Ol P*o Di'ocici 62/07/29 TAYLOR Di/ r,| Reactor 
Prcg/ams L 330103) lOpo 46601 20*1 46501 213 


46532 152 46502 155 

♦ B0O815O30O Rey^osi >ove* c< transcrip: ni 04fi?. !i f;o‘n"ii'is:oi ir.eei *14 
red-on lo eeierrr.in9 aden iferns tt al sbojd t)e ruJ Iri.-sscd 
VCLLMLH.R H O.vis cn Ol Fn:j nno-ng (pre P51 125j H4/06/30 .IOHNSM 
SSianl Orec'or lo* MbUs. Chcm & Lnvror* Tedirieleijy (Pn^l 8 j 0^01) in 
465C2 156 

•♦8008150385 Fcrwa'dS Unmscn *ioio rg Cc.rr.‘i;issi.;no' Glinsky re «J 
o;>i‘Y*;n nccO'i'menrlnd resclu’:cn 'or "dtjnson/Harr «co oillering >1 
cc.vnd on 840530 

DlRCrfS.WJ OlC of lf ‘0 Ek<?CvjI vo Hi'f eler lor Cpor.ilion*. 81/0ii/04 f 
GILINSKY, ROBERTS Commissioners Ip 4|’5;>2 ’fi/ 4f,*,32 167 

♦ B0OQ15O392 lofcrms rhni nssonntion rices not l\ivo n*.y «putrl.;: siolsticj 
cofnp!«io vs pa*tal suppress on or rlelodioo sys 

HORNET T.R M Noiicnal Fi»o Proieciipn Ass-^ci.itrcn tM/CG/«7 HAMS( Y 
3. Cfcol IhoU renter I4pp 46502 ‘61 46632 1 6H 

♦♦0008150401 Subrn *s Isfod views Icr beriuM ol Loiii'i’iss'sn to , o.i i | i | .n ii: 
locl on App n lo 10CFR53 

COUNSIL.WG Ncrilioasi Ncc.iu«r Eronjy Cp (s..bt» ol fJ: 
QjfTCR.AB Cnroli -o Power & U|M Co 'ti/O’J'PG F 1 At l ADI NO Ki I ^ 
ers 23pp 46502 109 40502 2./ 

■ 0608150409 Requests ‘Sled r! rr-ijcs 1C M l 1026 rnulio t o n r orr 1.1 |.' J 
non poicy A prog'.jm .idols 

vOI I UEFCRh f.ivisui of I n jnoerr.g (,:n‘ fi‘> 1 1 ?'<), 04/11/06 |i vCKS 
i':e Execulivc Di'ecior Fo* 0^ *..uors ’p -;i.6U2 :•*)<• 46502 3:12. 

♦•0008 160 1 37 Forwards mlo 'o s’ccnry eo” ■i , iliro vscri» 

VCLLb/tH.H H Div.S'On ol Erpireenry icre 601 125) 0-1/11/?/ CiltA; ( 
CiMlty Assurarco.SafCijunrcIs A ris|vdor> F ; ior;r,in»s,ll. (■ i :iul 
MAFmiN.T [ Ftcyo.n 1. Oft of me Uri'cior ()| MSM:A(\VV J Pnii/.ii v* 
460U2 324-46502 330 

8008160190 r.’atFios of 841219 sIlc'ivj ■ noting A Z>) n 

DrrKs Ault or vn bo meolmy w/ACRFi cn 8-t 1 2 1 -*• a i ‘..ime lop;c 
VOLLMER.R H U.vision of FngnH;orni:j |pie-KM 125) fi-‘. / 12 / 10 Cwisc 1 
•ri;j Unr-USl 125) Ip •1650:1084.40603 984 


•0808150263 f orwards 620702 memo Icr rile Prpvsoss ol me ro be ny ccn^idcred in 
ccn...nciion ///Ccvolopmioni ol msp procodj*r>s lo* fro pro’oelicn haf-fii roqo rrmo'Vs 
TAYLCH J U Dv ef RoattDr Proyrams.lt (Pro 830103) 02/08/17 UAHTlN.l 1 
Rrgrcn I. Ofc ol tro Oifocior. OlSHIb.SK'.J A Rog nn 2, Q(c of l»io 0 rector 
NOREUUSCE Region 3. Cf<: of :ny Director ip 46501 236-40501 230 

•8006 150270 Forv.a/ds agenda l si cf ailo»'r1r.os A m.oot.ng minutes fer it /regional safo 
shutdown msp froy-dm cuoro nalion mooing n Beirosdfl VD on 033202 Another 
wcui rij scborl^kd for l«i»rcr hall of FYC3. 

WHITNEY, LE. Dv cf Gual.ty Ass.i*an:u.SireguarrJs A ifispechon Prea'amslE 
ianoi 0'S. 853212) 83/02/22 ANDERSON C Region I. CfC of lhr> Drec’01 A?|,p 
46501:2.12*165:) 1:268. 


0808 150278 CcncL.des lhal uso of oxi core ll ennccoar-IOS (ECTs) acccpInU'o aHer* 
i*4hvn fo uso of hor 'ng romp RTDs Revised slafl pose on rr* rj:.r»ptnrn .ty c 1 ECTs 
unj 

RU3FMSTF..N.L 3 Assisiani DiCclor Ij.* Ccru A Pam Syniums 83/03/16 
MA11SON.HJ Uv‘jo:i of Systems “niograion (811005 8511241 4141 4G501 289. 
4BS01:20?, * 


•8608150287 Subnriis agenda lor 83(1014 nmoimg o.1 fno pfOtCChon, folio* ng 830013 
nieetma on App H.Sec! on .1 C>. Frro P/o’ec* an cl Sale S“u1dnwn Capat 1 ty 
HCOWN K. Rocicn 5, Clc ol 1h« D.rector. 83/68/02 WHTNL Y,l QIl ol Inspociion A 
Enlorcemcit, DroctO-* <020201 -6704 1 3). ?pp 46501 304 4650 1 j*)5 


•880BI502S8 Di.ser/ssos 82CQ02 fF-Vogerwf s ato siujUdAft msp prcg nni coofcfi'’n(ian 
mcoiny Arctno* meeting will bo held sjbstqudrt lo irwhal safe sl ufdown irsps 
P' amed for labor ha.i ol FV&3 


TAYl GR.J.M Div o 1 Qua ii/ Assuranco.SafOt uanls A insdeefnn Pico ams IE (09U10.1 
b r ;02l 2) 83/03/12 WURLEY. 1 L R.ricn 1 Cfc ol ihu LVccio* O'RF'UYJP 
Rog.cn 7 O'c ol me Oirorio*. KEPPlER.J.G Ron on 3. Ole cf llio DrcUcr ip 
46501 3C6-4G501 3C6. 


BB08160203 Torwards oriel ruv‘> to pngr-s Jtrsrcssi'V) fn* pr,;l. » 
gut lane n.por add in'o received Chnnyo*. rn'incl p'r-siml *ifni(l fos-lims 
PAHH.OD NRC • No Dcdalod AFFrl.iUci- fiivon ti-1/ 12/?4. NHC f,/> P. 
dl.cn G:von 5pp 46503 127 40509 IJI 

♦8B08I60217 Requests D.v gf Sdloty Tec'mocrjy ty t»iKu io,i:J n p-<:% In 1 
Conmnsslm papr.r on fry p/gioriion A i'i|mf lo Ik- p-r>vik*:| hy flfdVI'i 
VGLLMER.RH Division ol Erigiiioi'ring (p*o H5 1 125) (14/12/11 '•I MS 
of Safely Technooyy (8C0420 H51 124) ip 152 40503 1 fi/ 

•B8001C0231 f : orw.i‘ils cormronts on prrpnsod 515 on f ro p-o'niwm li.i 
841207 Bui Cvos lhal proposed STS wll p-gvi.iu u-asonntilo JhHi.-riinr.i ■ 
vonhof'/protuciicn oy.ipmoni wi. proic.'Cf '. ifoly rHntciJ i>y.jp*i*uni 
LITTLE. W5 Hoy nn 3. Ofc of ihu Dfi-tior Ha/OVO'l FIOSA.I : 

Ccnffol Systems Branch 9pp 465011 H.H 4(2 nil 1 /» 

■BBOQ 160242 Roq.iCSlS lhal lslo<l ilom-i l>r * nn.l.id^d 1*1 fro [iioicc 1 >m j.<i* i* 
ion repl.for c anlicntcn 

0LNAROYAV Chorrrcoi Engru-unui Hrancti U5/0:|/lt VOUVrHJ'll 
Enyinuor.ng (pro 051 125) 1 p' 46509 '\ 83 465; n m3 

B80Q 160268 Not r OS Ol 05650/ rnonl rg n lh ifiosoa.MO lo rr*vioW ir;n I 
siOn vulo cm post f.ro SfiFu shoUlcmn msp program 
PAHTl.OW.JG Div ol Inspoclidn fagiirums. l : 1650212 8/64 1 
EUNETER SO Region 1, Olr of Ihn Dr prior (ilHSON A Hcgnn 2 OV i 
icr PAPERfELtO.c J Hog on .1, Ole o' if <* r;i*e; iur dim 4.6501 :i?(l 4i 1 1: 

OOO016O2B4 fn'orms lhal Ron on I lias compfeluij i-ilti.il round of vjil.i: / . 
post fro safe shuiiJown at nil Rugion I rp.icfui f.ic i.hospor TI-20ir./6? I 
ANULHSON.C J Rogon 1. Ole ofil u Drpcio* fi/z'O/OS HERNON. 1 J 
l-consing A Research Inlogrni on (Jrapcli (n/n ;i t 00091?) ip 4(>50t >M 


irg 4 

gona' safo stuldown i~sp p.cc;rnm FY83 review/ FY84 i.l.irinnn rroohrg n 

Dethosda.vr) 

of Cua, t / Assj-arco.Sfl'eouards A Inspochon Proyrama.;L 
<630103 86021?) 03/10/13 ANDERSON. C Hego.n 1 O'c cf IK- Director CONLIN T 
Region ?, O'c ol ri*o Drpcfor. WHUAMS.C Reg y.i X Ofc Cl r ho O reefer -frp 
4C501 .>07-4650 1. 3 10. 


8808 150280 Pariml respO.'lSO lo I OIA ruriur.sl Icr ilnrmvcr-ls Apf> G clon-ne 
wilf’ttolrl (/H FO'A Evnmpt-on 4) 

GniMSLE Y,D H NnC • No Doitnlco Affl.al-on O vc.r 6H/0//1H Al ?l 
Ccrrrn tloo 10 Bndyo the Gap 3pp 46520 D0 1 46520 1 1 5 

••8808150284 ParhOi'y Withhold "Phyf.cal Setii'ify f’l.irt for Fholoct on i»l f*‘«l 
ate Strategic Sign f;carco " 

’ Cal foma. Unv of. Los Angelos. CA 0t)/rj9/3l 4i(ip 40520 01)0 «i‘.?6 


-6808150311 N ofr flea tic n ol 030^13 A 14 rr.or.tr 4 m BctlOf,da.fAD 10 rov ow safe sh.i 
down nsps to <Jalopla*i fY84 sa'o shutdown irsp e*lo»t r.’rcuss various salo slvj 
down msp a genera' fro protection issues 

As-iurance.Sa'eyjarfis A inspeefon Proarams.l 
(630101 0., 02 12 ) 63/08/26 TAylOR.J.M Div cf Ojal ty Ass..rahc<‘. Safeguards A If 
spneton Picg-jms.lE (030 103 6502 i^j. 4pr> 4G50I 311-16501328 

-0808160318 Disn.sscs revsnd po cy 'cr fro proloc 1 on s.le ouiils, II recicn net irVO 
,CI 'KP.no-mal f .0 p.o’ecl-cn s-lo yi:i«l w.l bo cond.'ed 
BENAROYA.V Chomical Ergnoormg nraic.i 69/11/29 Oem ca' Er.giaocnn 
Dfoncn. ip 46501:32(146501 3?9 y 

-8B08150347 forwards log, A work shoots ro App R.Sccfcn III G *Safo Shadow 
Team insps ' 

EBNF.TRf^So Reg on 1. Ole of the O.*ocior 64/03/22. MCKEE P K D.v o( noadC 
Progranfis.lE (Pro B3D103) 144pp. 46502 CO A- 46502 140 

" 8 ^nl 503 ?Z S ^ fcfT ^ ,s ^ La l!?JL : V ro ? 1 0,1 o.flcr.r.g po( op."icn (OPO) Irrm R L.cc-3'do 0 
Viosl nn'iojse SPOS CPQ cons do rod resolved 
nA«nvM n n? ,lC ° °f Nuc'oa* Roaclo* Rogjlaion. Oircc'or (prc- 851 l?5) 84/05/0' 
46502 15 W ^ ' C0 0 He * 0u ' ce ^anagemen*. Direcicr (P/o 670-irj) 2pp 46502 15C 


-8008150288 F^rlially w.ihhi.-'d p/oposnri pages to Amend 2 to ph/vidi ri 
* CaLforria. Uriv. of. I os Angulos. CA 01/02/20 10 ;>;i 4l>52b05? <> 

••8808 160290 Radially w.lhhc!d pacios lo Amend 5 to pfiyseal sucvnly pa 1 
’Caiforna.Ur.lv of. Los Angolos, CA 82/09/ J1 Spp 46326 003 15/.?., r 

-0808150292 Radially wilhhcld paqos fo Amurd 6 lo ph./S-cal HCci.rily l> a*i 
’ Cal forma, Unv of. Los Angolns. CA 81/0H/31 ?pp -1G326 00 r J -l6(>?Ml 

-8800150294 Forward9 14 parhaliy w.thho’d fl.uir’S lo Amend 7 to plr, 1 
plan 

ASHBAUGH.C E . WbGST.V/ F : Ca'iforn-a. Unv of. I os Anjc V‘S. CA 
THOMAS.CO SiardauJ'/ai on & Special FVojocis Drarxlt 1 Cpp 
46526 086 

-8800150299 Pad-ally wthhnid poruons of Amo-id 6 lo physical socur.l/ ff.vi 
‘ California. Umv ol. Los Angulos. CA 8-1/lO/JI 14pp 40526 097.4(j6?n 

8808150309 F nal responso to FOJA ruiuusl fer docu-nc-nts App E rloin 
in P0R 

GHIMSl.EY.D.H NRC No Dotaled Alh’iat on G von HU/07/ 10 Wt'SSI 
Weiss 3pp 464 B1 C66 46181.060 


Uc-ihcsda.MU ro cMlo.-.r.<j sebpop.ilat uns of nuclear powci pants chosen Jo* 0 h 
g Cj;>L*s 1 0* «l!c''riOfi fi:rJ 

dARANOWSKY P Events Assessment Branch ti//0fJ'07 SflRK^.A Reader A M .ir't 
Salr.iy fssuo'v Greicii -ipp 46520 20P 46526 353 

• 83 OS 160051 Summary of 870-129 mooing w/Nuuk-ar Uiii Group on Si«ii:ori niuckna 
(NtGSBO) n Beihusdu.VD ro procedures dnfl'mcj w/ NUMARC Iri.li4l.vds 2a & ?l) 
t ‘Ought form by NUGSUO at 670402 moair-cj 

RUGiN A W Ro'iab-lty ft Human Factors U-onch 8//05/12 SPF. ; S. 1 P Olfi:.o of ku* 
(.‘ear Regu‘atory Research. Crocicr {f'ost 060720) Ppp 46620 126-46626 1?/ 

•♦680816006? Rev 0 0 lo ’ Assuring Adnqunty of Station U'ucr-oul Response 
ProrcdirosCUMiu'inos & Technical Pesos, “ did 070424 

* Nuclear Uhily Group on Sim-on Blackout 07/0-1/2-1 48pp -16520:120- -10020 176 

••6608160076 Forwards 1NI J 0 diesel gnriunUu unuvaiinli ily data riipvr rm 
« strut ti-ons.wn ch wi‘l lx* used as |>arl ef NUMAHC Slalian Blackunl Initiative -l.pt*' 
sia*i request 

CPEKA.J F Nuclear Management ft Ftesuu'cna Council (NUMARC) (formerly Nut t*<v 
Ul -y Manayo OPcKA.j l Nonhead Ul-Mics B//C6/03 KNIU ,h Oil c« of Nuclear 
Ri^tifaiory Research, Director tPosi 860720) 3(»;> 40620 1 76-46626. 1 7fi 

-0608160068 Summary pi 670/00 mooting w/ Nuclear IJt.'ily Group on S’alio*) Olockdiil 
iNUGSUO) ro Qu di/mys & p’ocmtt.u.'* dealing vt/ NUMARC in*aUv</ 2 
Sl.RK'7 AV/ ROQClO' ft Plant Safely Issues Branch 07/07/15 Sf'EIS.l P Office of 
Nuclear Heyulfl'O'Y Bosoa/Cli. QruClor (f*osl 060/20} 4pp *16526. 1 79-4 65 2G 162 

-9806160099 Summarises 67072-1 muflirvj v*/ TP Spuis.A Cutio-.M CttCdUb A S Moyd 
io hoar presentation on pMns for uvvoiul.on of Mahon War kouf 
OECKJORD.E S Off to ol Nuc'oar Royu’airvy Rost-arch. Di-uckr (Post 8C07£0) 67/ 
07/20 OUct* ol NtCloor Regulatory Research, R ruder (Post 860720} llpp 
4 ; >f,?6 183 -10526 100 

•0603160196 Rov 00 to NUMARC 8700. ' Guidelines ft fechnral Rhkus fer NlJMAMC 
I ..lialivns Address ng Bloiion Blackout at iwn« " 

* Nuclear Management & Resource* Counc I (NUMARC) llo-morly Nue'ear Ululy 
Mmqge 07/08/3 J 0/pp -J&5 26 35* 4f>52/.07« 

-9800 160270 D.'all Rrrg Gedo 1 l r >6. 'Slahnn Blnckonl 

* NBC * ND Dcifl.U:il Alhiaton Givun 87/00/1-1 4Hpp 405? 7 070 -1052? 1 71 

-6300160236 ffev 0 0 lo NUMAflC-O/OO, ”Gu.dol r>os A Tr-cf-r'ical Hnsos fer NUMAflC 
In i a**vofi Addressing Sial on Ulackoul ai LWRs ” 

N i-'oor Managoir.enl & Resources Council (NUMARC) (furnnuly N..ck*<ir Ufl-ty 
*2anaso 37/09/21 157pp -1G527 1 72-4652/ 328 

88D316031? f’ri'hal rosponso lo FOlA request tor docunicnis ro* ollsilo omo*goncy 
p'tm Forwa*ds Apo f doCuinmUs Apps F ft f* rlocumunls pvn lah'o in f > DFI 
GR.MSLLY.DH NRC • No OoiA'InrJ Afli'iauon G.von 80/07/21 BELA'R.R R Kirk pal- 
r ck & Icchhan 4pp 46523 137 4G523 270 

••6801290133 Forwards '<81 Of pr.rxipal conlncls.Mic r crJ.ng vilil & NRG. lo pcimt olleclivO 
cocroioai-On fer FCMA rov.ow of uil local olls-lo rarJ:0*onicn1 emo'gorxy response 
plan 

CONGLL.Fj D.visun of Hedialion Proloclion A Fmcrgoncy Preparedness (Posl 
8/0411) 88/01/25 KRIMM.R.W Feifornl Lmorgoncy MamrjomeiU Agoncy ^FP 
45523:267 46023 260 

-8602090165 FcrwanJ.s uJiJ Roy 9 Jo “Sbo/eharn O/fsrJO Ra^JcJ^aca , Lmrrgur^y He 
spcr.se Plan" Floquosls Indmys on whoihor plan mnets nlcnm cnlona w/o oncl 
CONGCL.Rj Division of Rndmt.on Proloclon & Eir.orgoncy Prepaio:1nos9 (Posl 
870-111) BB/01/27. KniMM.R VV F ederal Lmo/goncy Monsconiont Agency 2pp 
4 G 523 •269 -16523 270 

-8604280370 Parim'ly withhold rusponso In 880115 rnomo ro srhed-.ilng of oxvrcisos 
lot faCililyNRC supporls rnvisod schodul.nn of o^erersos roquosicd hy 
licor.soo Ccnl rrral on of FEMA ab<My lo support scncrd.j'o cha-'.gos rorjjeslCU. 

S fOHRJ P. Or/is.on of rfatfiaf-oii Protccf.ori ft Emergency Propaiod/iuss (Ptisf 
87041 1) 68/04/22 KRIMM.R W NRC • No Doia/od Allnaiion G.von Ip 40523 264- 
40623 2GG 

-0804200378 Responds to NRC rnguOSl le confirm m yirtit-ng uld w J inr;n oss io nrove 
prolccied FEMA graded ollstio umorgor.cy propmednoss exorc so dale from wk of 
88061 3 to wk of BBCbOO Cfianges accoptablo w/l.stctl cond>l nns. 

IFONARD.JD. Long Island Ughirtg Co SNRC-MS6. 88/04/20 UHOWN.S NRC ■ 
No Ootailad All fcahon G.ven 2pp 46523 266 -16523 2Sb 

-6808160387 Prosonls plan to address refusal by Stato of Cl to participate n Juno 
1989 foci'.ty/loca' on-orgoncy rosponso o.‘yar.i?ation oxorciso 

CROCKER.ON long Island lighimg Co 83/05/03 BR0WN.5 NRC ■ No Oeia.lud 
AfM al.04 Given JOfpp 4(3523 f 63 46523.263 

8808160444 FOlA requosl for dorumenls re tola’- r.umbor of insp hours ft loiol number 
ol violations lor each Rcg.on IV planl for CY8? 

VVILUAMS.OG JRA Associalos OGW-H8-055 89/06/20 GHIMSt.EY.D.H NRC • No 
Copied Afflalion Civon 2pp. 46523 2/1 46523 272 

0600 160446 F.nai rosponso lo FOlA request for ducumonls re total insp hou*5 ft toial 
dumber of vclatons lor Roq on IV p'ants for CY87 Forwards App A docuTiant App A 
document also avaitatjfo In Ron. 

1 NRC • No Oeiaiiod Affiiahon G.von 00/0//21 WlLLlAMS.OG. JRA Associates 
2pp 46523 273 46523 276 


*8202110116 l-O'w.uils corruspo^donco ro Ire protection for facnly. f ire rrcfeclcn 
prog-am rev uw cc-irp ol« 

JChNSlON.W.V Assshinl Di'ocicr ler N'ai s ft Qjal Lny ncoh-'y (Pro 030201) 62^ 
01/21 TAYLOR J C.v ol IlcMUor Prcy-a-nsIL (Pro 830103) Ip. 4&67U041 
-1C6/9 0GI. 

•60 01050 161 Nblihes t'^al jssiijo nl Hutcnuf c dcp'Oss^riiQi cn sys *n cor|i.nciion w/ 

I PCI os rmpesod shutdown rrolhett in event o‘ Mo v^ll result n sivj'l-fom. uncover- 
i*;g ol upf>c* pen* an of enro af su't.o UV/ff faciM.os.ti^l rr.olhj:f sir'l acooptab'e 
RU3LNSTFIN.L S As'islem LNocicr If r Con* & Planl SysJtnis A2/|?/03 
*j1AlTSONiF( J Division cl SyslOthfi tnlegraiion (01 H10S 86 1 1 ? 4 | 3pp 465/0 CG6 
-lC6/<) OCR 

•8305020091 Responds to 820309 request for jjj danco on six uricsn’.ved h/e 1 >:i>! 0 t- 
hen items R*,i dnneo submitted jmov ties fistaiji*on sujs A coder. n;ip‘ tal:lu to mods 
JOHNS fQN.W V. ASVstar.* n.'ecloi fur Malis. Chum, ft Fnv.ron TtiCfifnlngy (Pod 
H 30201) 83/04/27 OLS»-. NSKI.J.A C.v of Fn^i' Ourir.g ft Operolional Proqrmns. If? 
3pp 4G5R0.160 46580 162 

•83D5050274 Rcspo'idi lo Rug on It 83031 7 reii-jnsl for ccmnmnls ro I u* bugade pei* 
v.orfu’l phys*::al e>a r.s 8 la< u.>! of ui I lo speedy o*fira(0'» dale on hoi work ourmts 
VOLl.MFR.RH D.v.van nf Fry neeimij tpre-t)5l >25) TAG 51026 U3/01/22 

EfSFNr f(jr.O Ci OA.SfOrl o* Lfv^ns.YJ.j (8CC*l2/f US f f 24) 2pp. f 5 H <( MiO 1 50 

•8300300806 CppOftuS if'Cl.is-04 c' physcal soparat-nn barriers t'oscnbod in Roy Gu Jn 
1 75 m Tttli Spues.in rosponso lo Tosk interlace Ayruunioni 83-53. “Piiysical Irdu 
p -ndofim id Ltertr l.i 1 Sys * 

MATT SON. R OrviS'On ol Sysv.ms InicgraLiOn (A I 1QJ!> 651124). TAG 51567 03/07/ 
22 LlSFNHUT.DG C.v.son Ol Uousi'.q (800428 051124) 3pp o66/‘J 07? 
4G670 0M 

•0309270357 Revo as Lcrv'seu s*<:iMcrm ft long term ron.p unsatorY ect.ons on ns!) 
luulngs ro lOCFRGO.Apii fl shu!dawn/1.ro fmHochon rle'iconr. us ShcrHrrm actions 
nrtcpinMe 

IOHKS10N.W V Assishint IVecfO* for Mails, Chum ft Lnv.rnn To^hnolu^y ( f, osi 
030201). TAG 52150 03/0.1/10 (A‘NAS.G. Asr.iSlanl fJ.n-ctnr iqr Oficriili-.y Reaciors 
<>pp 465/9. 105 -106/9 1 12. 

♦B3 10050157 Rccorrmondn Ifi-it Tech Spues ho updated to recp.ru su vni'l.ineo icsf'ng 
of flefivo f.«> hnir><r&NHC tovtCA of tu* prof<?.?t on prcqtotfl co.urp'efrxf Spues lot 
q'l upoiainQ f/anis should ho updated pile: lov-ew co iip*of*on 
VOlLNlLn.fi H Dvision of Lnunoor ny i|i*e 851 126). TAG 52120. 03/00/lb 
CtSLNH'JT.OG. Division of liconsng (U00420-6b1 124). ?pp 40579 t€3 46570.10-1 

•8312220163 f 0 ‘wqrds ruspO‘‘.so to Region IV request for tccl-ncol ass stance on ap 
p:icnbil ly of 10Cl : HLO.A|:;j R to fiiclly* RosuJs cf porlormanco goal mv-Crw for allor 
nato st.gldDw/v cocln^ rr.oiliod oxpnclod durr-y upcoming mo-4h. 

JOHNSTON, W V Assisiant Drcclor for Mnl<. Chom ft Fnvi'on Tocli-'-Ology (Post 
030201) TAG 52647 03/12/07 l AINAS, G O. Ass s'tml Director for Oporahng Roac 

lO'S /pp 46570 156 4G670 1134 

♦84051 50106 Fcrwarda revised drafl gudonc<> for onforcon-o-d actions ro firo protect un 
roq*J roxords ft overview of rnyonaf communis ft IF roftponse fer 
ccmn*.om GoTmonls roquosh^J by 040504 

DEYOUNG. R C, OlC of ln9pocion & Fnforcononl, Dlrr«;lof (82020 1 070 4 13) 8*1/04/ 
28. MURtFY.l -C- nnnon 1 , Ofc Of Iho D rc:clo» ORGIU.Y.J f>. FTog-on 2. Ole of tho 
D.ioctcr KlPPl.£n.JG Potj:Gn .1, Ofc oMho Dr/cefer 7pp 46570202 465/9 2J? 

-0405210498 D.SCUS'SOS NRC 840504 App R wctksl“op m Allarda.GA Noxl werkshep 
schcrlu'ed for Juno 1004 io* d scuss msp lonm review ol ficcnseo reevaluaton ol .tems 
cfovat nq from Apn R rorju romonis 

DEYOUNG.RC O'c ol IriSpect-nn ft (Inlorconvnt, D rector (020201-870413) 04/05/ 
1-1 DLNTON.H Ft Olfico of Nuctea- Roacior Roguiat on. Diraclor (pm-R5t 125). 2pp 
46579 304-40679 305 

•B406 130092 Expresses coneorn ro NRC use of contraclcrs w/o Amer can Nuciea* In- 
surers app'oved 1.ru barnor soalng sys to porfo in ponelroliqn soalinf) ai rucloqr puw* 
ored gonnration facltios. 

ELIAS JL Oow Corning Co*p 64/06/06 DENTON, M FI OlliCO of Nuclopr RoaclO' 
Rogufafon Droctor (pro-85 f 125). 2pp 46500 053*4056(7. 05*1 

•6407020570 SECY 84-259 RecommondS Gnrrmission au‘,l»on?ci Director Of IE to *ssu<) 
oncl no*uo oi v.o’aiion ft proposed rnpusition of clw punnliiosin arroii'ii of $440,000 
ft oncl o‘dot tor n*cJ ol Jrccnsu.baso/f on moil fafsu srom.-nenls 
D1RCKS.V/.J Ofc of tho E*ccutve U.roctcr (Ci Operations 64/CG/21 6dpn 
46506 163 46500 172 

•8407170061 Roypcnds to 631221 rnquosi for roviaw ol DNL sul>rr.ilia's ro firo causing 
currom r-ansform^r soccndory loads lo open A poss bio Pdvcrso effects on prmrry 
CloctriCrtl SyS QNL assosumcnl ovmiy conscrvat-vo & lacks SubsUmUanon 
SRI?J1 VASaN.M Powor Sysleins Brancfl 04/06/27. PARR.O. Aux I ery SySten-o 
Orar.cli 3pp. 46579 346-46579:340. 

-0406130517 Forv/a r ds 8(ld‘ i*Vo ro ,nsp liiiding lo supporl Commiss or.ors requ,.-st .n 
rosponso to 0-4 07 24 riformol roquost Total ol 783 lire p'Oiccicn clrfidrnc OS identified 
in 1977-1984 insp repts 

SBESSARO.R.l Ri’.ion 3. Qtc al tho D.rocfor. Q4/07/27. GRACE, JM D.v of Ouaftr 
Aesurancu.SafOQuanJs S lnspeci.on ProyrnniS.lF: 1830 103 8502 12). lOpp 4G579 349* 
46530 005 


■8000180133 Frovnios cotiiws A suggested cMiujos to Iuq piciador. gjidemos ft 

rules 

RAMSF.Y C R . Ul lE.J W. Region i Ok el mo O-cO-lO' 8»/t.hi/2!) ‘.nTlF.W S Oiv O 4 
Eniorge: cy Rropa*odrosa ft Opercd.cna Support. R3 21pp 46 r ’79075> 4657903ft 


iromc.i"C ; i.d n 0 ccirivenrs on mli.rurohilioos Of App R addit un 
ilc ms 1 bled e'-der questions raised ft convnmls ori (.:i ol mt:ui u 
HFPPl Fn.I.G Rnijcn 3. Ole ol L '10 Director 64/Cb/O/ VOLL 1 
Ergrnnefinq (pru 851 125) 4pp 46579 34? 46579 ‘1-1 f> 


-6808180140 Edwards ccnnncriis on SRP 0 5 1 <Q life fvoierii'J't requi'tirniia W/o 
each 

U7TLF.WS Reg on 3 O'c ol :-c U;*«elcr 03/00/29 (JENAMPYA V NRC No Do 
Alt , i;iiijo Gf/m Ip. '"•6579 C90 4ti‘i?9 09:1 


-6008180296 Forwards specific comment?, on int>rproiato»<- 
ed .ii fPoora' workshops on hie prctculion.pqr 8-1C51H memo 
SPlSSARD.H L Ren cm 3 . Ole of Iho Drr.ctnr 04/0?/?/ VOL! 
Er,q nocr ng (p'O-86 ' 125) 3pp 4G5R0 096400UU C06 


-8808180154 Pi 0 /ices addl changes *o ‘ re prOfeCticn g.jdeines A rues 
FIAMSEY.GR . VJJE.J M Hericn 3. Clc cl mo CrcCtor 83/O'J/l? LIT ILE.VVS O./ol 
Sri e-gentf PiepairtinDSS A Op:vat yn*\ Supped R3 2pp 46679 tGQ 46579 101 

--O8O018O156 Forwards add I eon nv.nit* cn prt.r,oseil charges ic SRP 951. "fro Pro 
Ice (i-cri ** pc<- 6 'J 0 7 1 9 nreiro W/o en;l 

LITTLE w S. Reg cn 3. Ok cl ihv L reel:)* 83/09/16 BLNAHOYA.V NRC No Ue 
Uu'ed All I a: on Given ip 46579 K>2-4 6579 102 

-•8800180165 Ren iosts lhat orcl p-oposod serve Nance l-osii-^'j K-qui'C merits Lc me ud 
ed n preposuo SIS lo' li*u p o'cclicn 

SPFSSARO.n l n.v ol Emergency Piorvnrovtnoss A Ciperahcnal Support. R3 63/IN 
04 LlStNHUI OG Lrivisio-.ct Ixenvig (d90A23-asn24> ip 46573:1 \3 <\667G.1 \3 

-•8800180170 Fo*w«rdS rCv.sed p eppsed STS to.' I fe p'oleUCn lef review 
LITTLE W S Region 3. Ok rf iho Director. 83/ M/04 SPFSSARD.R I D v ol Fmr.r 
quhty Preparedness A Operntonol Support, R3 fcop 46679 1 1 4 46579:1 19 


880B180299 Forwards Insp Rcpts 50 390/64 66 A 50 39I/J4 
vio'ai'Cns no’cd 

VEHHELU.UM Regcn ? CVc Ol 1l;n R rector 84/0b/27 I’M 
val'ey Authority. ?0p 46580 0u9 46500 010 

8808180303 Ifibp Hcpts 50 3U0'B4 05 «. 00 391/04 43 on tMi 
roted Ma.o' ^'eas inspeciod con pianto lo iCCFR60.Api> It. See 
cu.'isco (io'H.ImkI items 

HUfJt.A'D. MADRLN.PW. MILLLH.WH Hognn 2. Ofc (if tin 
43.84/08/21 22pp 46580 011 465UO 033 

•8808180308 Snlimils aunrUirly repl ol r.illurnq 1.10I bp *(;V. in 11 
monts 

DEN TON. H R Ol»C*f of Nuc'oAr RuactO' Reqnlaliun. Ui'eeto* Cp* 
nARnY.LVV. Ollcto ol RusiK.reo Mar».i«jwir.nnL n.iector (Pro n/t 
•16500 03f. 


-0800 180173 ForwanJs proposed Tech Specs lo- I re protec* on ler ccn^demlion 
5PESSARU L 13. v ol Lnmrquncy fVefinrcnJi esS & Opurali^-ia S:j;-p j‘L H3 03/07/ 
1? 1-lSFMHUr.D G n.vSiO't o 1 Licor^ng <8C04/fi R61124) ip 466/9:120 466/0 129 

--RB081B01B0 Few, arcs proposed STS I or Iro p’Oteoiir.n *rr uansmllal lo MRR *o: 

fOViqv*/. 

UTTI.F.W.S. Rcqnn 3. Ofo nl ihe DnMa* 8.1/07/11. SFF SSA n L),R L Civ ol Ln e*- 
qori'y Prcporodaoss & OpdOtiOnnl S..p^O*l R3 37|:p 4b579:l 21 465/9 15/ 

-0008180199 FoiwanJs fi*o*ro i« Rc?qicn III insp cwpo'ierite m ire pro?rctinn/prr.ven 
! on a*ea fer ccnsi Joral cn & uso n aovc-lopi'ici * of goner c lir 
Sf’FSSARD.n l. Ron.cn 3. Ok cl U-o Oi-ec'&r B3/12/C9 PARI LOW I (i U > of Ol,Y 
ily Assua-co.Sn/orji.ards & Inspect un Pregra'fS.lF. <030103 06021 ?j. 8pp 
466/9 165-466/9: 173 

-8800180206 CoinT.onis on fuv o* cf d/nli rjuirlarce on post li'O calo sfi .tdown 
capab lilies No coaimenls ollered. 

SPESSARU.R.L D.v of Emergen, v F’/cpmod* oss & Cp:raiional Si-pncrf. R3 04/01/ 
2b RAFin.OW.JC Oiv ol Quaiiy Assura-*i;o ( Salcg.iafds & '*sp^ci<d:i Rrcy-ams.lE 
<630103 050212) 2p;> 15079:174.46579.175 

— 0808180210 SECY 84 077 ProviJ<*s Cun mRSDn w/mfo ro resells & aclioes O'.sng 
irom NHC miiiai msp nf Mcnse-* ccmp’iarco w/provls j.-s of l0Cr : H5043 & rogi.ro 
ments ol safo shuldo.vn pori on ol f 'o p-otochcn u.io 

DIRCKS.vVJ Ok ol the Exec.itivo L'.reuio- lor Operahci.s 04/02/14 3pp 46f.7ft 1/6- 
40570 161 

- 8008160222 Forwards Isl of an atlordces ai 840223 Uo pro’CCUon ncelnij ai 
Raniada inn n RosemoM U 

SPESSAflD.R L Reg on 3. Ofc ol H'O C rec»or 06/07/16 UlTlE.WS 
RAWSEY.C.D . UI.IE.J M Reg on 3. Ole ol iho Director 10?pp 4G57P 102-46579 283 

• •88061B022 7 Fprwa'ds ovo'vrow o* regional coirmonts & IE lesptmsc rc en'c'cemanl 

^.idanr.o fo' 1 ro p 'evefilic nr protect’ m viol.mors O'afl qj danee shcuttl t»t> rov owod & 
rnady fo* discussion ai regicna* adm msuaio-'s 840329 incoimg 
DEYOUNG. R C Ok cl Inspection & Lnkrtemerr Dirccici {820291 670413) 04/03/ 
19. MURIEY T € Reg on 1. Ok ol tho F>iro^lor O'RE'lLY.J'P Reg on 2 f>fe ol iho 
Oi-r»ck>r. KEPPLER. ICi Reg on 3. Clc ol Rir» D.-cciOr Cpp 46579 264-465/9 2JL 

- 8800100231 Roquosts sign- n I st Irom Reg on III wO'Kshcp o.n 10CFR5FI, App R 
DFCHFRT.V/ Pnoe.-io Co iiractcrs Inc 84/04/33 Reg 31 3, Ole o? t'*o 0 rc.c’rn Ip 
46579 298 40570 29ft 

• -&&08180233 PtoyOes no comtrenis co ptcpoaM oo1o*ceovo:V. dance for Rc pie 

ver'< on/ prelection v.Dial'CiiS. 

COI IINS.JT. Reg on 4. Ole 01 Iho 0 recto'. 84/05/04 DEyOJNG.R C Cfc of Inspec 
1 cn & En fort. onmnt D if-clor <820201 -8704 13) Ip 465/9 2'J 9 46579 299 

--08D0 180245 Carrinronis on rev sod (halt g.i :.’anoo <or fno prevention/ protochcn 
viola* ons.pcr 040426 rremo. 

ORElLLY.jp. Region 2. Ofc ol Ihe nrecio; 84/05/04 DCYOUNG.RC 0*c of In 
speohon A Enlo'COmcr.t. O.-oclOr (82020 1-8/04 10) 4pp 16579 300-46579 303 

-8806166250 Forvwa-ds CD-nTicr/.s 0:1 diall e,nloiceniom gudance lot I10 p’O-Giil-on/ 
piotor.hon viclaiicns.por 040426 maTO 

KEPHLLH.JG Peg oa 3, Ole of ihe D'ecio* 34/(J5/22 DEYO-VG R C Ole ol In- 
spcriipn & Fnlo-cerr.ont. Director <820201 07C4 13) 2pp 40579 3G6-46579 307 

-8Q08180256 Provides supporl r g -nlo Ip; diderng opinion on 1CCFR50. App R Rase 
promise lo App R coUF'ianco is asscranco lhai lire proketon leaitrcs provided ler 
struck 'os. sys & componnrts irrpo.iani to s^le shutdown 

RAMSEY.CU.. UUE.JW Reg on 3. Clc of tho C-rociO' 84/05/24 SPESSARD.H L 
Oiv Ol Emergency Prepa'odr.<>S9 & Opc-f atonal Support R3 20pp 46579 308- 
46579 334 


BB08 100359 Prov <ks iindnislandinq of communis uy pe , sw« , ‘n 
Prelect cn Ro icy Steer riq Dmimltun 04 1 002 ummIipij 
UI.IQ.J M Region 3, Ole ol tho (i rector. U-i/i W2U Rogiun 3. nr 
465U0 037-46509 04 t 

■8808100362 Forwards evn'uaiiod ol bid fro protnehon Tr.rli 
ifiO-.ld ho inccrpurdlod mrn l.jiu'O m.*vs 

CONION.T F Rcgcn 2 Ole ol ihu D. 10 CI 01 U-i/n/23 R(3SA f 
D.'eclo' 8 |);j 41*5(10 044 4650(1051 

•08QB 180369 Forwiiffts co'nmenls on <lr*i1l prccudures fo* nsji :il 
(juireircrirs lor safn v-h..lilown 

RPFSSAFlD.n l Region 3. Ofc ol iho D.n.-clo' 05/01/04 L'dtA 
Ass..r;irco,Saferjuards & Inspor.hon PiogmmsJF (03J1OJ (l!if>; 
46580 056 


•8B08 180375 Requests approval m si.fiport of soinann.ial worl- 
ctiango App R insp mfpermneus & moro conbSlonl appro. m‘> 
/Cl,: no hro proiochou msp ftrogr.tm 

IJLIE..I M Reg on 3. Ole ol Iho Crocior 00/01/29 l>1Ur.W 5 
D roeipr 3pp 4G5U0 067 46600 1)59 

-80O81BO379 Forwards < rrurnunis on p'opnst'd change?, lo Ii 
860201 rnomo 

PEMIS.P ft riegcn 2. Ofc ol ihe Dmcio' 85/02/2? ROSA F 
Di't.ciO' 5pp 46503 060 46600 077 

•-8BO0 180384 Forwards JM U10 ft C namsoy 061026 memos in 
Sion roquost to oblan views ol individuals having cfiffo; 1 g (.(• nw 
ler.ticn issuos 

CULDEMCNDy/G Hi«g on 3. Ole of if.o Drocuir 05/10/25 » 
r>1 Erqirx.onng (p: c 65 V 1 25) Ip 4668/1 <17 (V 40600 096 

- 080B 180386 f inwards myl rosclutons ol tiutftiardng dlfcnng <» 
icct cn issues 

DIRCkS.WJ Ole of llu Exocuhvo Drecfor for O|joral:on«; ft' 
ROfiERTS. ASSELSMNE Convmss oners 4pp. 46600 097 4650 

--88Q8 180389 Disccssos comparison u( leo proureiion /c'i|ui.*riui.' 
lors ft nea' lerm Ol.s 

COMLOM.T E NRC No Dotai'orJ All lumen Given 00/10/ NT H 
l<n‘u*J Alli’iaton G-von 27pp 4G50O 101-46580 133 

— B0O818D391 Farwurrls ir sin.Ct onS for 1UU/-00 upcoming A(;<> II 
HUE J.M Region 3. Cfc of U.o Ci'octor 07/02/03 Reg on X O 
46580 134-4G50O M? 

-8800180393 Tcnvards comments on pioposod changes to S TS 
UTTLE.W S Reg on 3. Ofc of Iho D rocior 00/07/10 HQSA.F 
Dire dor. l5pp 46500 I4j-.1650O.15/ 

3808180459 FOIA re<{uusi for decumonia re appheahon fur 1: 
Lo jrtfus Med ral Clr.Camdon NJ 

FERRY CIHILLO MPl Profossonal Sorv.CO Cuntors, Inc 80/0? 
N'O OolJi'od Aflhiaiion Givo.n Ip 46563 336 46563 330 

0800180461 Final response lo FCJIA request for ducumr; 
dccumoni App A document also available in PDR 
GFWSLEY.b NRC • No Dcia-lod Af I. ha no.n Given L J fl/07/20 
Proless-onaf Service Coolers. Inc 2pp 46563 339 40563 J«*.b 


d?:<iniL>iUs Do'.uinfr.l I 7 rolcMMd Hi;n\irnr.<j App l doammts Withheld (ref FOlA F* 
eruption 5j 

CRilK.Sj OH.ro Of tho Si^nla'v <> r l"" Lyanw. Mt'C 7/i>& JONESCH Aflu 
ai.Cn Nol AsSrjnOd ?p|> -IfifiM 1'h) 4f/iht till 

-8800230065 Ai'viSO*. ikil < cmm.^, oni-s /ocii Hotter I'.Di.r hit- ni A Ca»f approved A 
lernawe ? 'nr cr*.lcm.f , moi , t of lire* proles lion KX.FRdO.App 0 r«:|,. romonK 
CHILK V> v 0*f < u of ff’o Sicft'ltiry r»l '.he.* U:u'ir.r,s.;>t. 87/05/01 SILLlO.V Ole L* 
Hi * Executive fUoclO* for OpfMlon* Ip 46681 M l -46CH1. M 1 

8808230107 TOIA r( tp.t'M let nlo ro ructrds ol voles taken by Cninn'.ssiqn & records 
or hfVisenpiS r»1 (xrnni‘,‘:iyi n,. <:iiin|s ft* shutrl;:wu o' restart on or alto* 
HbO:i2^eOV piipc'r X t«.h--ii recCfr/S picpnrt if or dhl odor UCOlill 
.lOHNSON.G C £wisllr>r & Her In Hi 1/I»;i/2S NRC ■ N<, UuUhM Albino G-ven 3yd 
46591 214 4(>£{1 1 ?l>6 

8808230U7 Pari.nl response) to I'OlA request lor ilor.imouls n> p‘a r il App A flnci.rrenrs 
o. cf & avnl.iUo in f’OM 

GHIM5LFY.U.H NOG No npiiuk-il All Ml on Cvvon fl-VO?/?ll JCr.NSOK C> E 
Swi-J'or A Berlin -ipp 405H1 ?G/.Hi5fl1 :i M 

-8201270065 Ariosos of Niili posbon it* hyii;c:i|rn control sys No s.ajccnbjn marjo 
fft.il anti'yVH titowtoii by I o m sys m-d'dl/rl ft! pi |.»l Ante /ir.'ftq..*ftf<? ct fbui ft.) tutil'e' 
work on sys needed O' IhiH werh '.koutl Uu l*.ohj m abeyance 
('•ASF. EG Olf.co ol Nuclear Him. lor rh/vj.iohcn. Dinner (pro 061125) 82/01/05 
I'lflCKS.W J Ole ol ll*o (xerulivn 1) ruler lor Operations ?p;j -1C6R1 2/1 4lV;ai 27? 

-070017012? Noi-hus of uss.qnjni'iti <:* iiMu.irjrrs lo ensure consistcr! adens w / 
ach.ovcinunl ol ccinprHir.nuvrf.h dmc/illy correct A iniyly actons ru lOsia'l proyroms 
fll plants RcriuiMS <1rt*r.1iyi o' LHC) gjutu'en n> o-sltni to a^siyiiL.J manager 
MUfflEY, fF Office of «'fur ; f*,»r ffe.mur f hsji.'ahsn. CVocior (Post fl/0llf| #7/03/ 
1? SrFlLO.V Ofc ol ll*o l.xocuh^n I^i'i’Clor fnr 0| tn dicing 2pp 3U) 

■1G5H 1 3 H 

-8700260307 Forwards ropl n> 'rf.fjfivniaj A n*sl<ir| scho<Ju:ok.pf‘ EDO H70727 
mr.rro n)o w» fitovuU.0 weekly 

FDNGHGSJI PiO'jMrn M<ir;i«p<iiH > nl > Polcy Duvc*l(;pn)o<il A AnalyVS Slalf (I’Oftl 
670411) 0//007 21 HAVrsmi Cllk.r* Ol invO'jiiialur.s 1 1p;r Wai 31 2 4U501 322 

* 8711040261 fU-spoiuK lo 11/000? .ir lo Ciiu.'ni.m ?orh rn p'anl r< ; sian w to uMcchvO 
rfldiD'OJ.r.il u/np/yum y ;os;»:.'ovf» p‘an hrproviano'ils na/f/Ply ur.r Jiv way ba&ttJ on 
070606 TEMA rur>l Klnuj s * nri'jis ol coi.fcm Plant Wn nut slarl ur**l iss,.us roso’vu:! 
MURIFy.TE Clf:ci‘ ol Nuclear HimcUu Hmjnlal on. l)f«*:.tcf 6/0411) R7/m 
0? MAUGUrr.Or. pryn^ailh. r/A 4pp 41^61 X?r> 4UG81 s?d 

**8711040266 C)>)av,uo pani rushirl ptiri;!‘n:j ruvs lo ia:l o'r.ipr,al mrorcjr.ncy rospor*bO 
p’an C'Jircni plan did f.'ay 1!ifl5,innnoqunitj w/rubfM.rl lo rtrsp«nv hmo.ovorual.cn 
p'orn;J,.f<^ A t.’Cnpt.on cirs 

A<A| Afil/Tf.O/ t lytncuUi, MA H/Wt/O? ti.O U. C-mm ss.onr*rs ?r;p 405fff 3PJ 
4666 1 ;i;!0 

-8808230129 Exprossos a(iprrH:ial t> « lo* arra'ij|fnr.ontH tor r«>cont inp lo 1ac.l.‘.y 
ZECHJ W ssom.rs 0//03/I? K a C:VtU>I)lT .M NHC • Nn DulaiVd AIM aim 

G vnn 30p/J 4060)2/3 46601302 

*8800230136 Sul:rn.l« t alK.r Inp ropl 

GVVYNN.r.P Nik: No Ooiaiod Ad, iai.cn G.v(*n H//0J/12 ^RC * fVo De'« led A?nv 
ano^G;vnn 3|ip 4060 1 303 iOfJU 306 

-0808230154 Sumirar./us 0/0021 mtoimij w/rdilonnl rovCw hon'd ol Uosio.i G‘cl:o in 
South bnslon.I.'A lo discuss hoed for improved mnini A uporato: tiai‘.r'*(| iMluSKy-w.dP 
A optraioi critic A profos^i.inal sen /opera for r<!COi|«'f.jn 

FELGA1L.G NHC No Uotailcil AMi.aiion Givui‘ 67/06/03 Cnnvviss^nofr. 4pp 
46661 306 46601 303 

-8800230170 Summnr.2os 070521 ireolintj w/Moss.»Chsoiia c'l.eias ru restart ol 
foe My Uft(J(.'/<fl.oftdb ihtn t>rot 70 tk.’i.t'non on icsiail.UafiM pt-bi-c rwoWH ) 5 vv II bn 
hold 

CAHRKM Ccrrims^o-.nrs f)7/0'.)/0 , 3 PARKl.n.G S MaisuclHisnilS. Comer^nweallh 
nf fp 46501 J23 46681 324 

■ 8806230180 iJ-seuwop (^omircrtwrrahh oJ MA 2 20F»pol«tcn 10 Ohlc n lur.ds assussod 
fiyainsi ut I hy NRC 

GROSSO.A MHC No Duiaicd All.honon Given 2 206 02/03/30 NHC • No Duun’od 
/d/lai'Qft G.von ?pp 4r,6df 331 46*;»1 332 

•*0808230185 D-RCussos ,hif!r,o flork orvundud duciSio*) ro BcllOih vs NRC li&icd filer 
P'eiaicn of Seel on 1l)'j|a) pormiia mere ordo*ly & oifcct.vo reyelalcry process perm I- 
ini) Comrnsfticn to A orate rcsO’.rtit'S A .mp'omcnl enforce monl remedies 
CUNNjrjGMA.V.G H Olheo <)f lito Excel rfitfft teejaf CtfGClct (Pto 660701) B3/107 10 
nCYOuNG.R C Ole of Inspeci-on A Ertforuement. Drocior 1820201 '870413) 
UENTON.HR Cft:c(» of Nuclear Ruaclof Heynlahon. DiruCler (pre85U25) 
OAVrS.j C Offico uf Niiclnar Material Saloiy & Sideau.vds.U recior 2pp 4655 f 333 
46561 334 

8800230320 FOIA ruq..osl lOi documenls ro 080520 memo horn DM Morns to RF 
Fraloy lransmiii.r.n proposed Fn.U)CFn20 A Nall Council m Rarnahon PiolCCHOn 8 
Measi/remoncs. ‘'Roe on. moiidaimns on Cirn.ts for Exposure fo foni/-ny Rad’ahon 
F ELTON. J M Nuclear l iconMr-y Rppons 80/06/27 GRlMSlEY D M OfUo of Adr.m 
■Slratcn A Resou'eos 7anar;omont, Director (Post 870413) ip 46580 1 73*46580 1 73 


8800230363 Af!peai5 6?OS10 :1c ) r. ; jl c* FOIA re:;uesi Slaio A loca» co'rec 1 & pt'Mi.ft 
fteasv <?s «o,i‘d oe p:c»vnred ty ARC ^hjicnij ct ir.'o 

MICHCHSON j Ahlalon Not Assyria! 6R^C6/23 CiviS'jn of Frantfo i. of Inlorrrai cn 
& P..u!?ai:cns sevens tPesi 5605151 RuSEElL.WR Nf-f. N 0 0*jl«i led A*i..atoo 
Given 1 p 46580 182 4608D 1&.* 

8808230360 Responds to 88052.3 appoV r» 8600)0 dona c 1 FOJ4 /cql-c-s' P'evO:;sl, 
wdn'-oi) record rrc* Rr-rjcnl responded to remain r*q port on cl 6Q0623 It* not rjrerily 
re'ai r g io FOIA rr-r;u?si 

GR VSLCY.n H o'fca of Atrm risirjt on d Rrjsru'cos //anacjL'menr. CVeoicr |Po^i 
670413) 86/Oa/iG N CkERSON J All. 1 arc ^ Net Ass.,|-.od fp 16583 190 
46560 195 

•♦880B230369 Allachmenl I lo Itr.ccns V. ng c* response »o Alega'.O'i A r* de‘ t.eraia ie 
duel on ft) tsj a)* 3ft s-rvey re wil% to at, eo J t.rf Pot sg-voi s 
’ aoMon Edison Co &6r0rt/ie 4pp 465-tG 191 -46SB0 )S5 

8808230371 I-OIA request 1t*r dccumeni>> <o techr.cal p'cpcsal 'uLird'eo by 
Statsica.lnc fer op^raten A mar t ol NHC Oocjrrem Control Sys S a- re'aied 'e-'hr. 
cal ucrrospon;lc*«te rc Contrart NRC 39 08 ?ll 

OFAf; Ji Go'-.eral Qala Bys'ems. In. NRC 39 88-211 63'09/27 NRC • Mo licta.'nd 
Afli «.ihcn G.vcn Ip 46580 105 40583 156 

B80B230375 FO'A roQ.esi lo* records ol ah conirrun.cat ens made ro NRC on emergen- 
cy rphhca! jn &ys (red p‘ij".o) Response st culd .no udo dcnMy ol ca'ler.conlent ol 
ca'I.liTu ol ca'l & o»acl wo*d: *.g ol comm ;n cai on whe # o possip'o 
ROLEY.K Putnc Olson’S Crib: at Mass Energy Proieci 68/06/ 10 CiRlMSLE/.D 
OJ'co eJ Acfm-'rsi/aJ.tft & Re sou -res Marajurrrm. EteJUit l^osl ppp 

46581 078-46581 OB? 

*-8800230376 Requests fu l fee waiver of p'ocnsr ry.searcb A djpica' on ccsis incurred 
hy NHC .n b.lf'.'ng &u1hn* 8H0611) FQiA rcauesi 

0OIFY.K Pub C Oilmen's Cnbc;»l Mass Energy PrO;nci 8H/06M0 GR.MSl Ey.O 
Oil co of Admnshat on A Roscurces Managomenl Drenor (Posl H704i:«) CHiLK 
fJHC • No Detai'od AH.»iaiirn Given 3pp a659) 0B0 46581 082 

8808230377 Final rospDrse lo FOlA request for documents FcrwOrds App A decumenis 
A ciucuntrils mamianed n PDR uririe' si.b| reguesi number 

GRiMSlEy.DH Olheo ol Adm n.sirai*nn A Rescmces Management Crecior (Pcsl 
H 704 13) 88/07/28 BEAN.J L Gcnoia 1 Uaia Bysiems. Inp 3pp 4^530 197 

46531 075 

-0BO823O385 Part al y v,iih‘*cd Techncal Prcpusal HS ARM uB Pn. Proposal to Pro 
Operatron.s A Mami of Nuc car Ooci./r.on'ar cn Confrof Sys “ 

RANARH Siaistca Ire 87/12/15 FLEENOR.C NRC ■ No Doia led A1f.:aiion 
G.von I79pp 46580 2CU4C581 017 

-8BDB230390 F’arhal.y vv.tr.hdd Or lonva'dng Dost A li'-al proposatm response io NRC 
rcqocsf tot Proposal RS ADM i)B 2M. ’Cpcralon A h'oni c' Nuclear Co:Lrrcr»a<-cr> 
Codtro 1 Sys ” 

' Sianstca. Ir.c 88/02/16 FIEFNOR.C UivS.on ol Conlrar.is 1870413 080514) 
5Gpp 4656 1 018-16581 073 

-8008230394 Parh.Vly w 'hheid ■!' fo vvardng addcr. 0 irn lo bosl A Imai proposal in re 
spouse lo 880219 <reehng 

ASHttOrlTH.J Sta'sbtta. Inc 88/02/2? FLLFNCR.C D.v.siOn ol Ccniracts 18/04 13 
8805 f4J 2pp 46501074 46581075 

8808230379 Fmal respors© to FOIA requosi App A documents avai au‘0 m POR 
GRimSLEyOH Of* c© ol Adm mslrai nn A Resources Management C rector (Post 
870113) 88/08/04 GClEY.K Puh'i. Cibrens Cr.*-cat Mass Energy Prcied 2pp 
4653) 076-4G58J 077 

8808240088 Foi.rih pa hal icsponso lo FO'A req-osl let doctm.ems App if rlo^rr.er.ls 
en.i A ava iah'e in CCfl 

GRlMSLLY DH NRC • -\o umaied Altlai-cn G:von 88/C8/03 BOLEY.K Pttlc Cil- 
zens Cniical Mass Energy Pro, eel 4pp 46562 2C8 46582 219 

-8800240093 Provides sequence ot .nfo received born t.t l re allocation of drug at>uso 
CONSIARlH.G L Peg ft/I 4. Ole ct iko FStcclo? fi.3/07/03 MADSF7.VG Reg, oft 4. 
O'c ol ihu Di'eclO* 6pp 465B2 214 46582 219 

8800240103 FO’A K-quesl to* I stud req.S'ry sheets for sealed sotrees A dev, cos 
SMAU P FOI Sorvcos 72146 88/07/20 f FLTON.J M NRC • No Defa.'Od AIM at on 
(.men 2pp 4U602 M3 465P2 114 

86002401 11 F nal respor.se to FOlA reqcc-sl for documenis App A documents ere) S 
ava.iaf.fft in FDR 

GRIMSLF.Y.n H NRC • No Uo'aled Afl.'ial.'jn G.vcn 8U/0B/r)3 SMALl.P FOl Serv 
cos 2pb 46592 115 46582 20/ 

-8800240119 Pacva-o ot reg.slfias ol radoaclive umVed scutes A dov.ces A safety 
ova'uaf err ol 46 v cos 

* NRC • NoOcialed AlfuatonG.ven 08/00/03 83pp 465B2 1 17-46582 20/ 

8808240135 Fuji respcr.sn io FOlA requesl for documenis App K doCLrrenii, oncl App 
L documents parl-aNy deloicd as Onts ijp sropn ct requeyt App M documenls parha'ly 
wijhhu'd (ref FOIA Fxemni-on 5) 

GRIMSLEY.DH NRC • No DntVed All.nat.on Given 86/08/04 BOLEY.K Pi.UcC.ii- 
zen s Critical Mass Ere/gy Pro.ec: l 6pp 46581 135-46582 11? 


304 NONDOCKETED ITEMS 


0GO8 1 1C018 Fu-wards NHR SAl.p npui uasou <n m n SALP e/a'iia 1 cns end w/<af( J tv 
OvaUatOn* ft cparetf du-.ng SALP Cel 1564 May pef.cdRo'aieU f) 3 cua.onta- 

DCOl.FT.RF PVVR PfOicci Cri>c:oialo 1 b5'C8/C* KiRSCH.QF Region 5, O'c of 
n o Director 65pp 46561 . 343>46!:62;1 1? 


8000250133 Third pa*linl response 10 FOA rcq.iest fcr d>cii.Ton?$.App O (icoumc'iis 
or*-; ft p„a labia n PDR Ad^l records 'L‘t erred to Don’ cl Ccmmcrrw ft DO: for ruviow 

GRlMSl.FY.D NRC- Uo Dolor eo AM I a'.iOn Give"; 0H/O//21 */.CM ILIAN. J A Oft'el 
veny d Myers 5pp 40605 14!) 46066 1 19 


-8808250 142 Forwarcs irce-'soo 6701 lA *•* , *ansnvi:rg Iccnre app'ica'cn lo; plant & 
Vc's l ft • PSAn *’ W/ti oncl. 

CASE t G A'otic Lrnrqy Co.rniss On 6//01/20 OKRENT.f) ACRS - Advsory 
Co.nitijiton on Reader Sak-gi.aras ip 46005:147 40605 148 


•6800250150 Fcrwa-‘ds Vos I 8 <1 Of PSAR I. ecJ h.i PGftE fcr proposed ccnsl & epo: 
rilon o* PA‘H al ui I *»k‘ 6 ruq..t-sls ro:>! ie Icakrres Ol p-oposoif reactor oporal-cn 
i kV io ra..$e railoioe caf effects o*’ h$h 8 sbaii'ish hy 67C4 1 5 W/o one- 
CASC.t G. Alorr-c trc’Sy Co-IMI bSicn 67/02/06 MONSON.M A Interior Dept of. 
F sh & ‘Ariel i'p Scrvrn Ip 4GC05 143-40605 150. 


>8008250170 F pi wards Vo's I & I ol TSAR Mod by r'G&E lc» p'oposcd oor.sl ft opor- 
ahen ol PWR (it Catlo Car yon jiilo ft rogues ropl cn rnolucrc'og cal asputls ol pro 
f: osc rl reader location which rr g‘it have toamg on agtmcy sa'etv revow.W/o rnci 
CASE t.G Alert c Energy Comnsssoi 67/02/C6 PACK.D M Commerce. Dcp? of 
ip 46605 : 51-46605:161 


-080025018© Rcqjesfs l.sled svc fcr Comm ssiun per co.-i‘Jil:t;ns ol Conlrael Al(49 
5)2667 ru p'oposed ccns: o' PWR by FG&G ol Dabo Canyon $ ta.irchxi ng top' on 
analyses o< ong r.ocri-.n fade's by 670115 

CASE E G Atcn» c Energy Co <r.ni ssmn Q7/C2/14 NGWVARrf.NM lllno:s IJnv ol. 
g-fcana I. Ip 46605 1b2 46605.172 


>0800250100 Forwards req..o-s: for ae<1 1 n\> re nslrumenlp.lijn ccntro* & power syti lo 
bucocrt 6701 1G app* C0h-3"> for CP 8 KQnse 

WCRRlS.PA Atom c Ere '«jy Cc remission 67/05/10 PE1EHSCN.RH Paolic Gas ft 
E oct'ic Co 5pp 46605.1/3 4600517/ 


8808250204 Towards rcq..est fcr adefi mfn re Silo.plant ayool. ccniammo*'! slrucinral 
ikb j:n. nMruinenlal-cn.w>nt»o!.pCAor sys.plani sys.ESFs & acc.dcnl onnlys s 
MORRtS.PA Alcm c Energy Co n~m «.s on 67/06/30 PEIf-RSON.n H Pacific tias & 
ElOdreCi) iDpp 46605: l70-46C05:iyr> 


>8080250211 Repo.* is on conplG'«o r ' ol rovrov* o' n^p^filon by uh lor auihon/aiicn to 
ccnslru^l pinnl & mlorms tral ACRS po'ioyos thai p’OpOsod roaclor can bo co:isiruet 
€d w/ roascn.inio assnr.vco ol ope^at a*» *<to risk lo pi.b ic si'oiy 
PALLAn'NO.-M J ACRS ■ A«Jvisc r y Comm ttoo on Reactor Safcge3'ds D7/06/15 
SEAUORG.CvT Atomic Eno'gy Co-i ni nsicn 4pp 46605 19/ 46606 200 


0808250213 Requests (idol nfo on app*icnn1 fira-ic al m.-al »-nt ons r« ro appl calion 
Inr nuihcr>7<ition tp conalruct A opo/ato fV/R ai D.ab'o Canyon vto 
MORRIS. PA AIotic En<.rQy Gorrm.sSiOn 67/07/11 PETF.RSON.FI H Pncific Gas S 
Lfoc" c Co ?pp. 46605 201 46005 202 


•8B0825O215 Fqiy/ft-ds pro: nr- riary siatO.Te<;1 from Sialo cf CA rn grant <«I ol CorliUato 
ol Pi.b'tc Convt^rionco A Necossily lo PGAE fo r inlo 

BLANC G A Calforno, Slain of 67/0//14. FRlCC M L Alomi: Energy Ccmmssion 
llpp 46605 203 40605:216 

•86002502 1C Requests fcr I sled supplorne.nlal i^fo re 670116 applcfibon for CP & fa- 
l> ity :-conso.ii*clud ng confOim.nr.ey of proposed dosnjn lo Comm^s cn 6/0/11 GDC 
& oti # ocuvos ct R&O programs. 

MCRmSPA Alomc Energy Con rn ss on 67/08/31 PET ERSON.R M Paci 4 c Gas & 
Eloct'ic Co 2pp. 46605 216 46505 230 


■8008250221 Forwards comn'onls by Gnvircn Sr.renco Svc Adnsn un P3AR pot 
07O7P6.O618.1 1 & 17 requests 

SMAW.M NRC ■ No DolGi'Od Alhhahort G von 67/00/01 MORRIS, P A NftC • No Ho- 
ta'od MWtirtiO'v Gwen. 2pp 4€606 ?3t -40C.05 232. 


•0808250229 Transmts Sjp^l draft rapl lo AEC “A^oniracy Of Slruclu'ai Cnlusa f Ot 
C nh ‘0 r'anyon S.to Nuclear Flanl,*’ d*.d 6 70907 for ACRS reviow 
MORRIS.H A Aiomic Energy Ccmm ssiori 67/00/ 15 PAl LAQIN'O.N ACfTS • Adafnry 
Commiltoo on Reader Safeguards ip 4 6605 233-46605 P33 

•Q808250233 Su;>pt dealt "Adequacy ot Structural CMflfa lor Oiab'o Canyon S-lo N-ido 
a* P'om ' 

NEWMAf^K.N.M . HAU.WJ. Pacif.c Gas & Electnc Co. 6//00/0? 13pp. >16605234. 
4G605 246. 


-8808250314 Forwards US Fish 8 VAtdrfa Svc rr?"t co/uam ng ccmmo.nis & roccmmon 
dabcn9 cn radclog>£ai & rcn-ra«J o'ogcal o'focis ol proposed roacior faci'ity fcr info.n 
rel to appl cal on let CP & laci' ty 'tccr,so..V//o end 

MOHRIS.P A Alomc Erorgy Corrmisso/i 67/09/15 FE7F RSON.M.H Pad U Gas & 
Elocirc Co 2pp. 46605 247 -16505 20? 

-8800250321 Informs ol lorwa'd ng agency iopl con’anng com'ronts A rocorrrnortfn- 
ions on bolh rad o'ogical & no' 1 .- radicl-c gica’ offecis ol proposed cpo/alon of ruciea» 
□cv/of reactor at Diablo Canyon sde 

tiOYD.R S. A'.OTtc Eneigy Comn'.v3srcn 67/09/19 MOHSOtf.tAA Inle.nor, Ocpt ol. 
Ftsh & W’i d'llo Sonne© Ip -16605 263 46605 563 

-•8008250331 Foiwards icqjesl for ad(Jl ro appl ration fcr CP A facility license fo' 
nuclear pevver pior.t al C ab’o Canyon siie mc’ud ng ‘CiSrn-c design <n lorms of ciitor<a 
for Class l s>s£ coi-pononls cons da r -r.g load corrh nai ons 

MOnmS.PA, Alorr.tc Erorgy ComTnss:on. 67/10/20 PETERSON. R H Pacific Gas & 
El ecu i r. Co 5pp 468O5 264 46605 2G8 

-8808250335 Regjesin rosper-ses lo oncl ACRS quosnons Mi application for CP A facil- 
ity i-ce ns o fcr nuciGQ' po*er pianl at Diablo Canyon silo 

MORRI5.P.A. Atomic Energy Commission 6//H/01 PETERSON R h Pacific Gas & 
Electric Co 3pp 46605 269 46605 271- 

—8009250343 Forwa*ds DS AEC Div ol E'ccns ng Repi lo ACRS in m&uor til PG&E 
Drab'o Canyon Nuclear Plam.Repl 2 

MORRIS.P.A, Atomic Energy Comm ss on. 67/11/23 PAHADINO.N J. ACHS - Advi 
sory Commiltoo on Reactor Safeguards Ip 46605 272 46605 272 


- -8800250356 US AFC Dv ol Runtlur L cunvru; Me:;* to AC«S i-i nam C EG At 
C.ial'.lo Canyon Nuc.lo<v P’ant.Rcpi 2. ' ler ubO 'a/ ACRS r\l lie*. 1-J67 »nh#j|r j 

* AIo.ti: Erergy Commission 67M1/23 23pp 4F6C5 273> u.tb'j 205 

•0000250364 f owards d v b/\ i?0 rep: on insih.iiirniuirui for D«:ib!u C.m,o i bi AC-S 
rev our 

MORRIS. P A Alcrruc Ercrg/ Cofr.'nssion 6//1I/3:) ^Al i JO.N J AC r: S A J. i 
sory Comm ’too cn Roar to- Sa 4 f»:juarris I6p;j 46605 2% ■U : F.‘)*j 31 1 

-6000250367 Forwards FGAF G/1206 A 671*30 I'rs ir«tr-» ( m.ili-nj At, ends 9 & 8 o 
Cable Canyon PS AH. resp^c lively for ACRS rov.onv Anendb 9 6 0 f Cli.fJa S..ep!s 3 ^ 
7/oSpOClivOly.W/o cr.rl 

MORRIS. PA Atomic Energy Cti emission G/'l?/0/ f'Al 1 aD “JO 'J ACRS Ad* so y 
Comcittoo ori Roacto' Safegu^'ds ip -ifiF05 31? -46605 3?;i 

-8008260036 For wards AEC safely ovdlunt on *i‘ cipl-oiind p'Vi r.:l r-q, m-tfu-f -i,| repi« 
of Anns $ corsulianis & nolens ol opf>ei)r;n':o fcr stall m I 
CONNER . I 13 . Atcrnc Lr erg/ (.^onimiSSicn tU/D*. /?'J WrLLS.A A . > : AX'CN IIC, 
P:C>FORDT H Atomic Safnty and Lr.cnsng Hra'D P.irt;* p 46M:S 327- 16F'>5 328 

-80O826CO44 Floq’.iosts po/rr ss»m for EJ Logon *n mafu,. !mil< <f dpfieiir.'i- - fc r» c« i»cii. i 
ol In'. I Uroir-Qrf'ood ol Qleclrcoi Wo-kors fo' mak m, si,uein.“>i 1 f forlr-g I CaL . ; 
caiion fcr p-ov sinnal CP lo.- fshmi 

FHEEMAf/.G M Intcn-aioral n'ol'mrliuo-1 ul I: oeir c .!' iVofors 61'DW7 
MCCOOL.W D Alomc Lnr 'qv (‘ommisson in -if f'0 r > d? i 4U;05 321) 

-08OB26OO88 AEG safety ov.iluaton in rraiu- c' Icon* 

* Alom c Fncrrjy Coin'iiibs un C0/O1/23 461:05 idO-u.i.dii :)?'» 

-08OB26OO96 Submils ffM Nuvwrrark & W.J Han 'o cV.ilorl q^'o s ng fro i 

671033 05 men: ngs m flothebdo VD « Y*asi-i'i(|!(o JC ru p‘an ie«: • 
ininrna'bfiiping S vote's Req -L^ls answers lo sub) u„vis|iens In Im-il/e rco* in uW 
icer-so ,’ifjp iraimn 

UAIL.WJ Nnlbftn M Nowrnark |i-i<) g Sr.rvne^. A/v.uoo 

VORRIS.PA AVjmc Fi’errjy Coannssur: 2f'fi 4filHmtJ?fi>4li60li0?7 

-0000260 106 Towards tlrall rr.-pt transmituid on 0/12Cl> *r» ACHS ft A'l-e rS a & *) 
tSupps 7 & fl) fcr p’ant F nal AF(^ Safety ovalual on w/ n . .(u--n rep: rc-i c- *f v ic-i 
by 6/123 I n ©/uni Uiaf ACRS w.li hirn.sh n:pl m r.irly W'o r> i£i 
KNUlMOf Atomic Friurqy Ccmmissiun 67/ *2/1? NEVVMAMK.N V. N.r-ir.n M N<„.* 
maik Ccr»-u : ng Lnginoufl'Mj Sc'vicos Ip 4660H0?ft •l»if,f)»iii?b 

-08002601 15 Forwards lop cal i'“UOx to Opp iLiil'-f' ft «irro-i:!s VJ/ty un ,1 
CONNER. T R Atomic Encigy C/Omnnssion f>H0l/?0 'At 1 1 S.A A , PAXION'IO. 
PIGFORD.I H Aiom-c Saloty and Mcowm lio.nU Piif.nl /3pp 4i.6':’>023 
46606 10 1 

••8000260134 In'crms of rov.nw ccrnpluliun of ft p.‘(>vtf lus ,u.'«Ji.;rs lo pn f«:s*.'d '--it! <- 
ol fact ft COrcuSOns ol sub rUlotl Uy PG8F rl*«f fiht)?/? 

CONNER, TO. Aiormc F-inqy Commission GH/02/2O Rlpp 46506 10? -iCCOfi M0 

B8002S0139 FOIA request fo» duCurnonlft mernunalkirg ft rnlti im.; v.o.l sluice s .‘ • 
ten by uh) repl oi morl of PAD!) ft Rl.RS siroan’heil.1n»al spe:« ft in nwnjs ?cr mod o' 
f’ADD & RinS blromnbocf ft final iopl of i,r.dL*fS(rnfvv;o i:o-iirol sys 
GULLCDGE.R Slarida'd Ininrr-ai-onnl Constructor' Co f'it/::3/l3 LiMlMS'-l.Y.i) Mh- 
UoDom-lct) A» l-ftl on C> von 2pp 120^ 171 

0000250144 Final rosponso to I 0:A mqunsi <or tloci. i.'-id*i Arp A donnionK r .l ft 
iWiii’al/u in PDR , . 

GRIMSLEY.U H NRC • No DctailOd Afh'inllon Givi n n'j/uiJ/fM Gil..! EDGE H -SI ml 
ard Iniornat-onal Conslrecf-cn Co 5pp 46606 172 li>ti::0 I'.P 

-08OB26O147 Advises ifiat Vcrdcr Insp Ropt 9‘)'J0t;f»73/in 'H ir.iy Ln n ens« il :o 
r:tt)l-c 

WESTLRMAN H Rogon 4. Ofc of iho PiK-etcr UH/im/04 Rrgui 4. Cfc cl li.o l>i 
rer'er Ip 46606 127 46600 1f>2 

-0000260162 Advises Hull ASlB fiL-nrngs oniJm-pn- tlsc.-.sinns w/l'.i'rir «n 
660020 Geivrf has all fools ft issues fosokoil.liicreloru mu w>iro-;*,u«t i pet! ( o bn 
ca'iod _ , 

LANDSMAN, R 13 Rogon3.0fcoi IhuUreuiur H5/10/04 GMCFNMAN.l G r «c-,Oii 
3 Ofc ol Iho U rector ip 46606 153 46606 153 

-00OB250 1 64 f orwards MB Landsman 051C04 iro-rri lo EG Gfcermno ro Hj»i *i ai.y No 
outsianrl r.g technical issues requiring resolution (iv u.sull of v, mtl* r.in 
iivtolvnroQhl.lssuQ closed 

tjRF.ENMAN.CG Region 3. Qlc of ibo Dirocior »5/i0/il fJKNISF:,f1 f’ Rwjw 4. 
Ofc of P“.o Droctcr. Ip 46606:154*46606 154. 

• -08DB260 1 58 Recommends c'osuro of Allngabon 4 03 A :;fi9 base.f on listed In'o 
CONST ARLC G L Rug on 3. Ofc ol Iho Crnctor ilft/03/27 LMER50N.M F Hnfi t.- 4. 
Oic of t'to H rocior 2PP 4CG06 155 4660H 156 

-08OB25O1O1 Advises ol review of C6 f:rnynusiy tnci uica'V cbsnd alitg.auo'i lies 'rem 
mid 1903 lo current daio issues arJifrossn unl roaso-iah y ft properly based Ch rJo 
mado avo lablo by alleger 

CALL AN. L J Reg on 4, Ole Of Iho Dirocior «7/ 12/03 MART IN. R [) Re.j r>n 4, Q-j of 
Iho Dirocior 3pp 46606 157-46606 15U 

0BO826OO68 FOlA roquosl fo f documents ro J Mckay ais-qaii.':rs c:f lax sccttly ft 5VcV 
iirobloms at faci5iy. 

MCKAY J.E AfM ation Noi Ass gnetf 07/07/06 Fedora! Run-au of liivusiiga’On 1 U‘p 
46606 200 46600 296. 

0000260070 F nal rosper^so to FOIA request 10' documonis App A r1C)CUT»0'« A 
available »n POR App A documo.'H part'ally withhold (rof FO'A Exemption 7) 
GRlMSLEY.Dlf NRC - No Detailed Aff.iiauon G.ven fm/06/0? MCKAY.Jt A'Mifti in 
Nol Ass gnud 4pp. 4 6600 297-46607 01 1 

-8800260000 Partially w.thheld lir forwa/cfmg linal ropl of lacilly nsp/mvoshya'iori 
KEPPlER.JG. Region 3, Ole Of iho Director 77/07/on Federal Ruroau ol InvuM-jd- 
tion 45pp 46606301 .46607 011. 

001)0260166 FOIA requost for LE Philips QU0407 niomu lo MA Ring 
HARLOW.SJ Afli'laiion Not Ass gned 80/07/01. NRC ■ No Dolaled AlMafon Given 
ip. 4C606 260 46606 260. 
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6808260191 l-'nal response to FOIA roquosi lo' document* App A docu.Tenl unci & 
nva ‘aH« in PUR 

GRIMSLF Y.D H NMC • No Detailed Allnalirjn Given AB/09/0? HAHlOW.SJ A|f*l* 
31 0‘1 No! Ass yard 2pp 4Gf>"6 291 46t>06 2115 

• 8600260167 Fo'wa'ds “Status Rcpl Fvauaton of l asata Insiabnty Lvonl" fo: u:So n 
r-rnp.v ny A vyt rented insp Team topi 

PHlLllf’S.l E Div.sicn of Enf|ii<oeiing & Systems Technology (Posi B704IR 96/04/ 
0/ fl'Nj.y r\ NRC ■ No Doia-lcd All 'lahon Given ip 46606 265-46600 265 

-8808260172 "Status Ropi Lvaluahos Cl I.osa’Io Instability Event " 

* Cvson oi Engneerin^ 8 Systems lochno’oqy (l*oSt 970411). U0/C4/Oy 20pp 
4£606 ^f.G 4CG0G 2d5 

8608760171 FOiA rct|uGsl ler contract awarded under F1FP RI3 ARM-Rfl ?30 to Autn 
riA'riJ Mgi Co.'Sulianis.lriL 

WAUSWCRTH.A B Qoo/ A'len A HamiUen. Ire flfi/07/26 MTU No Cuiaced All,', 
at on G.von Ip 4600b P50 . 16606 258 

6608260174 ri al response to FOIA request IO» NRC It'J-fW 3:J0 Contain ovatat/o n 
FDR. 

UniMSlEY.DH NRC- No Ooiatarl Allilounn Glvon NHC -39 KH 720 HH/00/05 
V/ADSWCRTH A Uorw Allrsn K Hnrm.iun. In- Ip 16606 259 1f.(Xf> 25*1 

8303260180 FOIA request lor documents t;n NRC rnsper.so to req.iesi Irom Slain ol Ml 
»Q IpOOliHy oi ilsposi'ij low Uvol radwaMc 0» ux.simg r.iuear |iuwi:r 
r amsc< n merits un DOG dry tusK storage study A isi ol addressees *0‘ ropt, "IrtfirJ 
\V/o. . “ 

RCSNiKLJFF.M HadOSClivo Wnsie Culm pa p-i b6/U//0b. NRC • N:> Dole K-d Alii 
at. .n G.von 46606 107-46606 lb‘j 

8808260187 Pprl al respov.t* to FOIA rnq-jnst 1o» (tocuirer-’s App A dotu'm.nls aval- 
at: a .n PDR App G documents onn ft nva'lnblo m PUR 

GRIMSl.EY.DH NRC - No Detm'eJ Aff'iaUm G.vnn nn/OS/On RLSNKOFf'.M R.v 
coatbvo VVrtsJO Jpp 40600 PC-0 -4 6606 207 

“8605270151 Responds to request ro Stole ol Ml Art 204 Seaton 21(d). addressing 

• epsihlty ol deposing of low level mdwasios at ok, sling nuclear pewer r or. cl or dies 
9ELI. M J Operations Pianch (16/05/ 1? LIC^US R M Region Cl. <J*r. \t\ iho U ruder 
?pp 4<*GOG 256 4tif,£f, 257 

**8608260196 Ack receipt Of 890.107 iir re least) lily of tl-SpOsmij lew level rarlwdsto ill 
O «fist rig nuclear power plants Ltr lorw/vdcd to NMSS fer rcsiuiirie 
UCKIJSR Region 3. Ole ol H:o Uirecto* 08/04/ 11 HALLS D Mufvg.in, Sljilo Ol 
2pp 4C6:>6 203 -16606 204 

* 8808260208 I orwa'ds comiipnls on rrpl. "L.v«rv f j W/<> Lnndli'ls " Rcpl fi.ccmrvenl.i 
lions based cn macuiralo A nceinplekj mfo A analysis 

NUSSOAUMEH.D A Siaio. local A IntGin Tube f'rccjfnms 00/00/00 Atlnatcn Net 
Ass. g nod flpp 46606 20fi 46006 V \2 

**0808260215 Forwards updak-ri vK/rsion of ropf 'vSfatc t7.s?rib'if-on of A/RG Oocur cants 
Per l<jw LOvol Rad waste I’o'icy Amonrls Aei of inft r i tP».t)‘:c l aw ^0 240) 
KAMMFRpn.C Stfite. local o IrwJian 1r ho Programs 88/U>/29 L'AlSCJN S lifat'c 
Local A Indian TnbO Programs 42pp 46606 2 13 4t,(-.i>6 25-1 

"8000260233 Forwards NRG response lo D Rales tjjostrn ur (J8030? Iir ro dsposal ol 
lew level rAdwasto 

LlCKUB.R Giaio. Local A 'ndnn Tnlio Prcgrnrnts 08/07/ •.*> ROACH fl. Mitl'u|.vi 
State ol tp 46606 255-46666 255. 

8808260246 Final rosponso to FOIA roquosl Roqurrst rofcm.il to Another leilernl 

GRIM^LEY.D H NHC • No Cola led Alhhairon Gwoe BH/OB/OP. FOGrt. JC Uuncori, 
Wnnliorcj. M l!er & Ptm-lrroVo. PC (lomiorly Djrxnn. Wn.nhi-rq & Micr) ip. 
46607 012-46607 014 

8808260206 Appoals dcn-al of FOIA roquosl for portions of SECY-U/ Uifi & SECY ft?- 
1C6A. 

FELTON. JM Ni;clonr Llconsmg Repsris 80/06/16 CHILK.S OlfiCO Ol t>‘0 Secr^4ary 
of iho Comm-sslon tp 46666 107 46606 107 

8800260207 Responds to appoal of den-nl ol FOIA reqaesi fo* SECY ft?. 108 & SECY- 
87- tfiGA Qrall SEGYs prodoc vomil S withhold (rof FOIA ExOmphori 0). 

CHILK.S J ONiCQ Of Iho Seer clary Of mo ConvnisS'pn 08/C0/O5 FELTON. J M NuJ!o- 
ar Liconsng Roporls 2pp 466506 1 80.46 000. 196 

880B2G0327 Fmol rosponso lo FOIA roquesl for documents Informs lhai nn add records 
sebj 10 roiiunsl nvOilahin because sub, rocords dscarcJorJ or cculd nol ho locator J 
OHIMSLEY.DH NRC No Detailed Anikthon G .von 08/08/09 DEVJM-J.. DIYON.C. 
Govornmom Accoanlab.lity Pro;oc1 Ip. 46606 102-46606 186 

8000260332 FOIA request for documents ro b:d inb fer RrQ 000046 lor snnals sub 
«cr ptinn svc.FYBU 

LENZ.U Washington Management Group. Inc 80/07/26 NRC ■ No Oeialed AIM: 
atian Givar-I tp 4GGU0.1 70 46606 1 70. 

8000260336 F.nal response to FOIA requost lor documents ro RFC 000046 Forward* 
App A document 

GHlMSLEY.D NRC No Goia<lod Alli'ifltion G.von 88/08/tO LEN2.0 Washington 
vanago.monl Group. Inc 2pp 46606 170 46600 101 

**860626034 1 Submits bid tab lOr RFQ 000046 for serials SubSfiptiori svc. 
FYfiG.ghow.fig quotes received including 9vc Charge 

THOMPSON. R D. Operal ons Support Staff. 08/C8/O5 CAWLEY. J NRC - No Ola led 
AIM aiion Given, ip 46606 101-46696 101 

8608260345 Final response lo FOIA requosl for documenls Informs that doci.rronls Sub] 
to request bo ny prcco^sed undor previously fi'od Roquesl FOJA ftft 107. 

GRlMSVEY.D NRC ♦ No Doratoj All.hai-on Given 08/08/08. CCNOIT.H Government 
Accouniab l.ty Project. Ip. 46606 1 75-46606 177 

0008260354 F.nal roponso to FOIA roquusl for documents Forwards App P A eon 
cxorrpl poitons of Document Q/1 Sut)l documents also aval'atdo in PDR App O & R 
padially & lotal'y wahho'd. respectively (rof FOIA Exerr.plions 5 & 7) 

GRlMSLEY.D. NRC - No DelailOd Afliliaiicn Given. 00/00/00 DAY.B Austn. TX 7pp 
46606 160 40606:174. 


-•8801 190280 PcVlialty w.trhold r.om.) ncjv s ng tmi c*n 0/1?24 US AMy OIC 'led notco 
of appoa' A denod NRC; portion to ontcrcu sulppona curecrcci lo 8 Gardo ro sock 
safoiy m'a’od inio m B Ga'do possess on Notice ol appoa 1 o-d 

BFdfiGS.W M Sot-citor B0/OUO5 RE^-M.T A Ole of iho Exe-sul-vo D rectjf ler Opor- 
dhors 3p;>. 46606 1 70-46606 v 74 

**0808260303 Fo*wanJs fian'-tc'ipfs of interviews w/Atfoynrs (concerned inlvidua's) 

I. 2.4,/, 12. 13,2 1,25.28 & 30 A requosls lo rove* 8 edii rnatl wh ch ccurl comrron.isc 
ofc 0 'iQcnq O' pla-nod .nvostigahens r.f atr v l os bl p pnl 

(•ALVO J A NRC No Dot<“- od Alt I aiipn Given 66/02/06 HAYES. R NRC • No Be 
lu.'o-J All I shon Cnvcn. 'p 40606:167*46635 167 

--6808260370 SummA* zr-s aciicn iioms on po»1 ol I cersoo rosu t ng hem 660205 mcol- 
mq w / 1 insure at NRC hoa. (quarters n> qujstiiins «i*srtJ ly alngaror.s. rcjeivOd irom 
GAP A Saloly ^.Irjintir .mco Assossmont Tean slo irisp Our n-} >v\ ol iJtJOl 10 
HADAMG* N P Prc| 0 cl CrcctOASto IV 86/02 / 11 Prnioci D.rccto-Mle IV 2pp 
4GbOO.1C0 4C606 1C.-> 

0008260422 f'OfA filquu-s' lo' cJCcuxcn's re Arrcticnn n^clua* spu: alisls un p'jyed l;y 
South Alncnn stale t:.vi*o<l po.vt»r t.O'npany A atonic power staiions .r‘c‘udnq EJ 
Mar Key 6S3.122 Hr to JS Herr i.glon A DDL 1966 i‘,vost gi* on ol subi 'dn 

MCJKOLNA.K Fund 'O' Pcoco (Nal urnl Sccu* ty Arcnivoj 66/12/20 ROBINSON L l 
NftC • Nc DutUilod AIM , 1 ’ o i Given V„p 4^t39 04Q 4EG09.DS1 

GOO02OO461 Paiial respunse lo FOiA rt.-qnost to* deo nrents Forwards App A 
CCcumonts Curia-n App A dcc -nionts *i1hh-:.M partial/ ri m entuoly (ro' f O A Exen-p 
lion I l j 4 f»! 

GHIMSi F:Y.l) H NRC - No CniaKrc Al'latcn Give'i t!0/C6/Ob MOKOLNA.K Fund 
for Peacu (Ndfioua' SecU'ily Aic'woi 4pp 46CCflflfi2-4G60 4 'f TOO 

•8008260470 Path ally w.rviw'tl Critfl Commission paper re nfo rot). ioslf.il nl 050201 
Ojmir-iSfLiori rrmoinq 0 “. US c * ?uns ni Kcnburq nuclear pewo' (>14*-, 1 . 't S ) .Li Ain- a A 
q .osli'.na & dfv.Affs lliai nay he u&ol.j n bpeenn-q Concessional hoA'-nqs 
DlRCKS W J Ofc n! Iho ExeCvihvi- Uiru-Clcr for OpemrcnS (15/02/26 6pp -IfiRlOO^b- 
46609 CGI 

■ O8OU26O403 F’art a ly withhold Hr |i , ovidi'*q isl Ol nd.v cl.ials v. / >‘.ut onr opcrntO' l> 
consos ir US per 04O-H7 ruq.io-jl 

WILSON fi A NRC No Dole led A'lium-i Givon 04/03/20 MAN TOO f H South 
All ca.Heput-f C Cf 9pp 46609 CC2 4C 609 9 7U 

■ 0008280400 /.civsus porsens cons«Jt.ii**q umploymenl ah'OBtl n njeloar roinlcd a: livi 
lies to do uwuru of cnrl rctico 

OFNTON HR Olfco of NiicUmr Hcaclnr RnguoFm. prettier (fY^st H7H41I) 06/02/ 
20 Nnr; - NoDfjMiJed Alfiirticr>G vi-i> Jpp 4f 000. D71 -46609.0/3. 

"8BOB260493 IVliaiif w.h'halrJ iir furv/a ruling c<c*»sif e<J Cnm'i.issiDs paimra.SECY 95- 

II, 135-21 A |t!> 104 pc' 0604 f 6 rpquosi. Ac vises llmt s..L| papers clnss1l,u*J A not aval- 
aide to tntlMt: Cs lo ho WuiaJud pur ^fnC App 2102 W/o fncl 

fMLLAl) NO N J NHC • No Dole led AIM m« un G von 86/05/23 MARKF./.E J Mcnsu 
Ol Rnp. Enory/ A (’nmmcrcu l|> nCIlOtl 074-46600 074 

- BGO026O498 Forw.mJs m n.ilos of siiLq'Oup on riudear e<pcH cotinl naton 050119 
nioo!-r.(| lei nfoW/o tvii:i 

UinCKS.W J. Ole ol ifn Exuculivo Di-ocloi fo* C|:or«ilcna 06/05/09 PALlA0;NG. 
MCUlorS. ASSEI-STWr Coi>TJssorr-i5. )f> *Vi;ci)()?C -JfDMff/S 

**0800200504 Rospontls l(j 060 1 26 A 0301 Ihs rtf rr.'PQiluiJ i.-na.ilnonjed on ploymeril 
act v t-i‘s ol us citrons m n.i^oar power ncgrnm oi fecuih A'<ica 
RALLAO-INO.N J NRC • Nd Rolaltxl AfUliaiir'n Given. 85/04/02. MARKEY.E J Hnuso 
of Rep , Crrigy A Cormiorcu 3p)i. 46000 076 1G609.07B 

*-0 000200509 ^aqiii'ly wi|h l u,!;J ic)it o' LUO informal inqui'y conduced in qhtan into A 
OfKuTcrts r.i-urlcil id mspend lo Congressman MarNoy 860126 & 030 1 lirs ro uiflu- 
tlion/ctl i.'fiip'oyrnorq by US cilizu-ns m i.uu cor puwti proq'arn nl Snulh Mr.ca 
DinCKS.VV.J Ole ol Ihu EjujcuIvvo Drecrnr fer Cpc-.'idons 85/03/00 PALLADINQ 
Comrrs S'dt crs 4(5636 070 46^89 7)97 

"8000280516 Prtjv.floa rcsuhn df Ofc of Cofyrosr.-ciia' A'f.T»s ir.qnify on hno^tcdgn ol 
GtfiCi.Y of C&rr mission level ofc ro acl.v,tn?s hy US c t-^ons in Sa^m Alhca that might 
bo bubi to Sect on 57|b) ol Atomic Cl;orgy Act of iU54.os mnoruoul 
KAMWcRLR.G CongrosvotiA 1 Afbn s 85/03/2/ HALLAClNO Corr.rp ss osr.rs 9pp. 

4cr>o-)On» 46G0D oqg 

"O0OG26O52O Inlorms t'*m any US Cili?en ccntomplut ng ir.vo'vomont n Lnc'asvhod ac* 
tivilios n foro;gn ni.clca' enorqy pron-mrs in COmlfios to wh eh genoml autl.cn/fllidn 
does i.ot apply shoud contact Ole of Inli Scmrity AlfausOCL 

NOrWYP.G NRC No Delated AtHTutfian Given # 5/03/12. NRC - No Delated AU.li 
anas G.von Ip 4G60B 0:>7-46GCf) 007 

-0008260621 Fonvords Comm ss-an papers rc> mvotverrunl of US ctt-zris m r.udoar oc 
livibos at Kcc*bcr<| mclOBf power plant in Soul>> AlnCO W/O onel 

I AFLLUR.JO NhC - Nti Oola.lo<J Alfllahcn Given. 05/03/13 MURLEYJE. RoOion 1. 
(Dfc ol iho Urocicr GRACE.J N FTogio 1 ' 2. Ole ol iho DirectO' KEPPLLR.J G Rug on 
3, O'c ol tho Di'ocior Ip 4 0003 030 46C09;090. 

• 0008260522 fMrlially willihold morncrandum lorwnrdng diall rospenso lire lo Con 
qrossmen Mnikuy & ro'aicd rlocutn-cnis ro pcse.b'o u' , auihori7a*f Acliviiios by Ameri- 
cans m n-jc.'oor no*or program in So.ith Africa W/o cncf 

UfHCKS.WJ Ofc Of tbo Excci.livo O.ioolor for Cpo/at ons. 05/03/08 FALlADlNO 
CcmnvssicriOrs 2pp 46609 U3-0 46600 ICO. 

0008290111 FCIA roquesl for May 1980 odhcn of roerso manual for "Fundainenia.9 of 
in sp Coarso.'’ ollered nt Techn cal Tracing Ct' m Cl'miienoog.i.TN. 

RIEHM.PF KMC. Inc (18/07/21 Ol1.co ol Adm.n'SUal on 8 Rcsojrcns Manaqomunt. 
Director (PoM B70-113) Ip 46608 022-46900 O?? 

0800290116 Final response to FOIA n.qjcsl lor insp ccurs-o manual Foiwonls App A 
clocumenl App A rtcLLment also ava.lable In PDR 

GHIMSI. EY.O.ff MHO No Oc'.Ui-Oif Afh .at on Given OO/Cfi/OS RIEHM.f'.F. KMC. fr.c 
I?pp 4G60B 023 -16609 046. 

-*6808290122 * FunuJamonto's of Insp Courso." 

• NRC NoDetmlod Afli'-ahon Given 00/05/31 3B7f>{» 4C6C 8 025 46609 0-1 0 
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8005310244 rO'A request tcr documanls re emergency response p an fo* faoMy 
eFLAlR nn Krkpdhck A Lockhart B^l /CV26 VANDF.nVALK.B Tra-spOftar cn 
Hep 1 ol 6|:P 46054 362-46654 30 7. 

8808310246 Responds to FQIA fcqjasl lo' Uocuirerils iO FEMA r 4 o on laoily 
oercises Docun'oni 1 I sled cn aup available in POR A Doc.,monl ? Icrwarded & 
avai able ir PDR 

GRif/SLE/.D H NRC • No De’ai'eu Afi.i ai cn Given 8&/08/01 HELAIR.n n hrkpaf 
rc/n & Lee than 2pp <16604 309 46654 360 

-8603090132 Concurs w/FEVA 6(13333 drall Hr ro ^dnnce cn q.-ailyng exu'c sps 
wiere stare & local rpvis dec nu 'o participaie LI' a l. r>o issued ro FFMA rcg'O^al 
durclcrs as amend lo FEW A Gu'danco Mo.rc (GM) EX-3. "Varingng Pro- L‘* urciso 
MUHLEV T E Office of Nuclear Meaner Regulation. C 't*c*or (Post 0704111 80/03/ 
03. PETERSON. GC Federal Emergency Management Agency ip 4665' 3Q0 
<16654 360 


GEN TEC IS GENERIC TECHNICAL ISSUES 


8808010293 F (.mauls pror.n6r.rt sgr/rviA lei 890824 r .ottir g ro aunnaiy leodw.i'L'i s>s 
relist:.! ly G/a'eaiion Ge^ovc Issue 124 repift hr Orysta RvOi.A^ansa’. Nuctaar OrO 
Ut t 2 A Pen Cai- ci.n also onci 

KALMAN. G Project U federate V 08/07/20 FRllT.J Sftdurmio Veil C pal Utnly 
D ftVicl. 4pp 46303 200-40363 ?03 

8008020006 Forwards * □.'y\%o:i ‘rs/aion Sludy. ' po' request for atidl mlo re 680603 
ap pica nen ler a mend 10 Lirt’nso DFR-21 per 86C628 lolcon 

MnOCZKAGJ. ttcitneant Nucea* Energy Co Isubs ol Nomeasi UMcs). 
MHOC2KAEJ. Nc-lhoasi U hi ties Q12065 08/07/?! Docmr-onl Ccnlrol iKinrh 
|Do<u.w>nl Conlrcl Desk) 2pp. 46309 26 i 46330 287 

0808020113 I IS'S ■toms addressed a: CRGM Mealing l39,'MClj-r(j proposed li-n Rev 1 
lu NuRLG C654. Eval.at cn Cnle.'i.i ‘or Review c? Oils to Fme/goncy P.ans Props md 
by Licensees ' & revised resolution lc< US A- 1 7 W/o encls 

uOHDAN.E L Comnii'oo to Revow Generic Roqu toncnls 38/07/15 STFuLO.V. Olt 
ol ihe E>cculivo Droclor fur Cpcretcns 2cp 46393 010 46300 0-19 

0808030317 Leeward* Safety irsu Rcpts F0 456/88 19 & 5C 457/80 19 on 880529' 
0703 A noteo Ol violator. Response to r.cluu shqji addio->s mgt u'ocis.cn raking 
process ‘o* Reform n ng whnt events mpcr:ao!o in ler 10CFH50 72 
FORNEY, VV l Meg jn 3. Ofc o' lire Drocto.' 86/07/2? FIFED C Ccmmor-wealih 
Edison Co 2pp 46427 302-4642? 322 

-8BO8Q3O320 Safety Insp Ropls S0-466'8B 1h A 50 457/06-10 on 889529 07C9.No 
vic'otors noted. Major a<eas ii\sr.ocir>(J licensee nciio-n on provo^bly liioniiFcd 
ito-rs.oro.'gc- cy p<c pare d-oss. followup on ~MI nc’on «iems & events 
HNDSJM Region 3. Ole o' the Drcclcr ILU 85 001 68.07/19 I8pp 46427335 
4642/ 32?. 

0008630336 Forw«inJs ge' O' c SEF1 ro goner n: urp emonriho^ p/ocerluro fo* nnplome‘1 
taiicn of US A -46. 1 So.smc Gca il cai on c' Fqu^mcril n Cj>oraing Ptnis " Ccmplol- 

00 TiCCOplab o fer irplcmortatidn prow Jed rpon issues ntiequcili ly msol^od 
SHAO.L C Division of F'.ijiriuC' ny f, Sysirrrs Tochrol xjy (Post 870411) 80/07/241 
SM rn.N P Spistic Ounl licai'On Ut My Grc.,p ?pp 46429 105 1642^: 169. 

-8008030337 Gononc SLR o'v qencnc n plo i er.talu)' proerduro ler miplOironla: on el 
USi A-46, 'Soisn ic Gnal-ficaton o‘ tquipnicni n Chiral r.g Pioms ' Imp cm< nlni:o-'i 
cunm:io n ;ii;y acccptab'o 

* Ofl.co of Nur.lea* Reactor Reg r olon C rocinr iPost 670411) 80/07/23 63pp. 
46420 107-1G420 16U 

8008040105 Forwards UCRL-21015 "Huvioa/ ol Setsrru Annlys s ol Haich iJn:|s 1 & 2 
!t St'uriuro Rosponso Spec Ira’ Rcpi rosjlis s'^w rnt L“nil 2 l'r:or response spectra 
<l|?0 ©nvolcjie LLL spoclrp 

CROCKER. L.P. Pro,ocl Di'ec’oraio M-3 TAC 56227 68/07/28 1 (A'RSTON.IV G 
Gocrgio Power Co 3pp 46426 149 46-126 284 

6008040107 Fo'wards Insp Repl 50-293/60-20 cn B80502 0C No virlanor.s 
ncted RocciUs ol pfanl mods should be roadly ova 'at:“e 

CURR.J P Rogon 1, O f c ol Ihu 0 rector 88/07/21 BIRD.R G Dosion Edison Co 
3pp 46431 086 46431:036 

-8800040109 Insp Ropi 50 293/89 20 on 880502-0610 No vio ahons reted. Ma|-y 
areas mspecfed OA aspects of mod covernj} mat's, wdd-ng S NDE 
KA n LAN II J-. STROSNIDER.J. Rogicn 1. Cfc Of Iho pi'octor. 80/07/18 8pp 
46431 OfiO A6431 696 

0000120105 NUMEG/CR 5176 EVALUATION OF GENERIC ISSUE 
125 M 7.REEVALUATE PROVISION TO AUTOMAT CALLY lSO_ATF FLEDWAIFfl 
FROM STEAM GENERATOR CUHING A LINE RRFAK 

BRUSkL.S I . WEI LAND.H J . CATHEY. N G EG&G 'dal‘0. Inc (suhs ol EGAG, Inc) 
FIN A 6861 EGG 2544 85/07/31 D.v»son of Roaclc' & PiaN Systems (870413- 
060716) 55PP 46<i 63 320 -46454 023 

0000160393 Fo-wards '‘Generic Issue Mgt Conlrcif Sys Ti rd Cuflrlc' FVB9 Updale 1 
BECKJCMD.E S Oftico of fJjcloa' Ruguiaiorv Hosea'Ch U«‘eclor (Posl 060 720) 08/ 
Cfe'Ol STEUO.V Ole ol tno Cue cut vo L^teclO' lor Cpeiatio’-s 3pp 4f>562 009 
46552 223 

— 8808160395 "Goner c lbsu<i Mgl Cur.trol Sys Tt^id Ouarior FYOQ Uprlale.” 

* Office Ol Nuclear Regulate ry Research, D rector {Posl 060/201 08/07/31. 212 pd 
46562 0 12*4666? 223. 

8000170129 Summarizes progress re rosoLFon ol Genonc Llr 07-02 & USI A-46 re ven 

1 cation of se.srr.ic adequacy of mecl'ancai & oiccincfil equpmeni i.-i oqeraiing 
reacio's Prcp'iOlary nfo wi'hhod 

CONWAY .W.F Florda Power & L ghl Co. GL 87-02 08/03/04 Document Control 
E ranch (Documonl Conirol OasM. 9PP 46583 034-4651(3 070 

6008220145 Discusses proposed resohiliqn of ol USI A- 1 * $ys Intoracion n Nuclear 
Power PlartlS " Proposed resy'utiOn does nul nridross sys Interac lions fer fulu'd 
planis Recommends tral resolution of issue t>o issued for common! 

KERH.W ACRS - AUv.sory Ccmm tlee on Reactor Salcg-uards 88/08/16 2ECH L W 
Co nr.m ss orers 3pp 46603 072-46603 074. 


0808220174 Discusses roscluLOn nl USI A-4'7, 'Gaiety Imalcahons 2 f Conirc. S>s.‘ : l^i 
ACRS 34Clh meeting on 60081 1-lJUSl shou'd be rodef.nua using propose) rc?o‘. 
lion as rolovanl lo newly dolmed objeclivo 

KERR.W ACRS • Advisory Committee on RoaciO/ Safeguards 08/ry/l6 2ECH.L W 
Commissioners 4pp 46601-181-46601 18-1 

8000230220 Summary of 080720 mocf ng w/NUMARO & ulils in Rcckviln.MD 'C ir'p; 
rroniaiion of A 44 rule Cbta nod staff feonhach on Draff Gene.- c Response i ;; S' 3 ::.'i 
B ackoul Rulo for Piaofs Nai Us rig Alfumato AC Power 1 

SFRKI7A W Reactor Plant Safely Issues Drao-ch 80/08/16 KN EL K Hoicc* F.a't 
Saloly Issues Branch 3flpp 40607 104 4000 7 253 

0000250140 informs lhai pr cnh/al on ol Gorter c Issue 62. "Meaclor Sys Rci-.j A^p 
calinns." shows lhat sa^ty concerns l;einrj arfrJrussod in roscGion of Gereui ss w -i 
29 "Uullr g Degradoron or Falu'u in Nurld.v Power Plants ' 

nECKJOnD.C S OHico of fL.cloar Roq.i'aiory f?u',oarr>i, Drcclcr |Posi 01,3720) 30< 
09/10 HOUSTCN.R W. O.vSun ol Galely Issue Mosohif-on (Posl 06O7 - /) -tpp 
4C649 U63 46640 080 


l&E INSPECTION AND ENFORCEMENT 

8005200295 NRC info Noiico 80 032. ' Prcmjri Reporting tr> NRC Ol S:gnfuar. !r;«Jvn:'» 
invcivinn Rad oadive Mall ' Svc list one- 

CUNNINGHAM R E D.v.sion cl Ifdustnnl & Mrrlicfil Nuc'oar Snloty fPosI B7.t723i 
08/05/26 Ccnsd rlOlou Ed snn Co of Now Ycrk. Inc I20pj> 463AU l /fi-ie jO-* ?,«0 

6607200162 Suppl 1 to NnC ln!o Nonce HO t)4f> l.icunsee Rcpl of De'o:*.,e Ro 1 .r 
uisfieci Crcu l HroaKors Svc isi unci 

ROSSI.C E D.vison of Opc.ratonal bvonis Assossmu il (Pcs' 070411) 02/07/21 
Ccnsol rlaird Fdiscn Co ol New Yo*k, Ire l2£pp 46308 178 

0007200246 NRC Bul'otn fib 009. "ThimElo Tube Thrilling m Wc.SfnghOuso 
Svc lisl cricl 

ROSSI.C E D.v.sicn of Cpcraiicnal Evouts Assostifi'-ur'i {Post 870-111) IEIN 
BU/07/26 Conso 1 CfaiOd Ed son Co of New York, Inc I23jgi 46348 070-1634 0 132 

0007210218 NRC info No* Co 88 052. "FtVluro ol tntraulC'ino Taivfom ol F eicf.or Si..i 
App'icaicr b'achylf'orajiy Cevcos During Pnf e.'il rrenimen! ' Svc *<Sl or-Cl 
CUNNINGHAM, R F D-visor ol inrluslna 1 & Mtdcnl Nuclear Safely fPusI ft/072 Oj 
88/07/27. Conso'iJaiod Edison Co ol New York. Inc I08p;i 46JU7 U2-I-4C397 I3(- 

0807220034 NRC' ln'o Nolicu 89 053. * l tennsuu Vmlnlion:, of NRC Re<;u"il c'iy.WI.k 
L ed to Medira* Dnr;nq<.ir, M sadm e simt ons ” Svc <‘Sl enj 

CUNNINGHAM, R E Div,s;o‘i of nduslun 1 A Mrd.cnl Ni.clna' Saloly (f’OM 5/072D) 
08/07/78. Conso'uJaied Edson Co of Nc;w York. Inc iCBpp 40306 283 46307 o?9 

0007220192 NRC Info Nolice 89 054. ‘Fa lure ol Crcml BruiKer I o iow.r.g v.y, 

el Arnjjlecior R:r0Cl Trip Aliaclvnuni ” Svc l.sl unci 

ROSS* CL Dvivon of Opemiien,il Events Assossn-r-nt (fV.il 870411) ^fl/n?r?il 
Conso’idatcil tciiscn Co of New Yoik. Inc 12 !()jj 464 1 7 020 464 1 7; 140 

0007260123 FN 80 060 on 0HO72i),noiico Of pruposod rnposiliCn ol r,.v I f k n N ■> 
flrrcunl of SI. 125 issued to Iconsco Aden Eosod on v;0lai on .evolve ij two e«j'i»|'fti 
ol mir.icpoi disposal ol tad OcUlwg ftnil Suuo wii V>o tiovlmd 

Fl ACKt . LlEBFRMAN J 0 *c ol Enlccemnni (Pouf 870413) EA OH-157 iirn?/ir 
Ip 40304 31/ 46304 117 

0807260212 FN 08 057 on 80O7OG.no1it:u of j;ro|io»(>d impo«ihOn of C.v. y-V ;• ly 
arrcunf ol $5,030 wJI bo issued, tiused on researcher recurving 1'iyrod upl3ko Iwu 
rugu'nicfy I rr<l & <nndo<i..nfo ovnluat on ol uiitako after initial m;l cat ons 
oOHANSENJ I.IFRERMAN.J Ofc of FnfoiCumenl (Posl 87041.1) 0fl/Oi/1O if 
46286 300-4 62 06 3G0 

8007260404 FN 00 030Aon 0fi351O,Ccmm ss on noidied of Ole Of Fnrcu.orr>-,'. Inten* 
la lis'ie <jt((cr susronauvg l cense A crcte.i lo show eftuso why l conso ' r. l-e 

revoked l icoise will l>o revokotl upon *ssunnco of errfor 

JOHANSEN. J . UFBERMAN.J Ole ol Enloicumonf (Post 070413) FA-66 103 8A'-J7/ 
19 ip -16297 089*46207 089 

0807270166 PNO III 00-064 on 0UO7 IJ.pro&sure transient in RWCU s/i canJotl ecu 
pre&SICfi f.1ti r g on ‘nstrimonl Ino to soparaio, roloasng wmer A stonni con'nr ra'i 1 
w/rad;oacliv.ty in reactor h’rfg Caused by la«lurl fitl-ry Damagod ino isobiled 
PCLKG.P, DEFAYET1E.H. KNOP.R Royion 3. Ole of 1f.o D.rocior. 88/07/16 ?nn 
4633 /.267 46307 258 

0807200019 NRC Info Nolico 08 055. "Potential Problems Caused by S nglo Fa _-o o' 
ESF Sw rig U-/S ” Svc list unci 

ROSSI.C E D. vision of Opcraticnal Evorrtb A&sossmuni (F'usf 070411) 85/08/03 
Conso!:<fa ted Edison Co ol Now York, Inc 121 pp 4043? 121 -46437:241. 

8BO720OO6O PNO IV-88 055A on 0807l2-15.soa!od radiabon seu'cos in i.n 
fncaiions So^rcos impoundod.pockagucl por DOT roquroments & transported lo s'^r 
ayo focaiion on INFL silo No radoaciivo mail found 

DODA.R J Reg on 4. Ofc ol Iho Director 08/07/1/ ip 40325 236 4G325 2J:i 

8007200109 PNO IV 88-058on 80O7l5.rnultiplu tornados occu-rod in r.clrop-. pn 
Omoho.NE.causmg extonswe structural damage & focal-ved jr;iw(.r ouieg-’S NI'.C sn 
spectof vetiliOd Lhai h gh wicrts did rot cause any p“ani damagn 
WE Si ERMAN.T. Royion 4. Ofc Ol the Difocior 00/07/10 Ip 40344 1?F, 46314 32C 

0007200210 EN 80 050 on 080700, nolico of proposed imposition of dvd pena !'. »n 
amojnt ol S5.CC0 issued to hconsoo tiasud on fa-luro to provide apprepnato prrsonnr i 
dosimeiry.prcpor p’acomont of personnel dosmotry & establish pmprr convol 
JOHANSFN.J.. LIEBERMANJ Ole Of Enforcomnni (P09I 0704 13) EA-80 09? 00/07/ 
00 ip 46336 287-46335 207 

0807290000 Suppl 2 lo NRC Bullohn 88 000, "Thermal Stresses n Pping CorrocioJ IT 
RCS * Svc lisl encl. 

ROSS1.CE Dw-slnn ol Optiabonat Evonvs Assessment (Post 8704 11) L8K x 8'0i 
Consol dalod Ed.son Co of Now York. Inc I2lpp 46504 C0 146504 121. 

8007290111 NRC Info Nolico 88 056. "Pofonhal Problems W/SiiccnD Foam F re Rsmc r 
Penoiration Soais " Svc I si encl 

ROSSI.C E Division of Oporaiional Evonls Assossmcni (Posl 870411) £8/08/31 
Ccnsol dalod Cd>son Co of New York, Inc 12Jpp 46569 175 46569 297. 
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S307590123 PNO ll 60 04? on <3ft07i3.NRC noiifod cl uti -u-onl lo m.iiaie sluloawn oi 
-"■l :o fopar F006 nocbsn /alvo on HPO sys Shutdown prompted hy ovauahon r.di 
r^tir g it' a 1 .-ladegjain ir/quo mey be available y'rjf.v reduced vo'iago 
0A n ROLL.fi Reg m 2. Ole ol mo Director 86/07/13 Ip 46.V.C 31 Ifi 46340 33ft 

68072M232 PND VHBCO^on NttOrM.sajsfjrYu t>u*pocfo;f lo to rocd.fo ifiseovuved 
tc^’.d CA'ctoard cadon* stored n gonorul recovery 8 saivago warehouse w«thi\ oro- 
xcisd area L ennsee invest nor or* conbnu.og i/ifo assossmenl team no' 4 ed 
NG^DFRHAIJG l , SCHUSTER. M Rog-on 6, Ole nl Iho Droclo' 0fi/07/ 1 5. ip 
46353 350 46353 350 

6808010069 PNO ii 88 043A on ftO') 7 1 5.augnxviten msp luam reviewed evonis A assn 
ciaVfl correct vo actions 4 cr cimpmunl fail.ires All ropai's completed on b-TO/ift 
etetp: les'.nj tor HPC.t inniorj co id.u on to- operation CKlttr.sion 

CARROU.fi l Region 2 Glr oi the (Jrccior Uft/07/20 2pp 463?? 0 1 9 4637? 1)20 

8f003fOI?O PNO-V 88 0*16 on (100 / f ?,uiii( o'a'niat.y (ripped & naiiraf roo'ifown con. 
nenccd Bs resu't oi gro..*i'J fnull i<i 12 kV non- v.i,V hu&ns Event <rivO si-galion loam 
birru to ootofnv'c local on A cause oi gro md I anil 

k’FNDQNCA.M. NARRUT.P Regan 5. C)lc OI Ihn Drerirr fttt'0//1fl ?op 
■16361 126 403U l?'J 

6800010142 PNO VflB U44 on 8007 16 roacinr shut down ler ropaa oi , fi*k , d Ci :rcin<; 
ol'H 1 ? ?a Shutdown i>»cuoc!od 40 h Cause ol laiU'o under mvosiignlion Cisaf.eorr.iJy 8 
irpUi<_er.'j«l of put ip toiM'ty oloir.ooi noCev",.iry Shtrfufi expeufud on l>60/?l 
[fONSEMR Hcqgn 2 OlC ol mo Circclof (18/07/18 Ip 46363 324 4G31.3 32-L 

6600016303 PA.CJ V'66 0-iOon 000/20 fuo Omko oiii wnon spark Iro n wo’iincj lovn g. 
s led s:>-T.e paper fliers -n vnnM.ihon at sirt>an> Rldg nvac aVt'il A l> <* dept 
•rr-.po'ijcd Fen hrcuo'ii under rrnirol A l;l:lg rc.oiliy allowed 

fi EDJVlFfl.E) A Reg on 5. Ole of mo IVt-Uor fift/0//?1 Ip 46:160 'JL0 40360 Otn. 

6900020095 NHC Jn/o NoJiCr* 01) 007 VoUy>b,il I os% ol Srt’u Sh„iJc*» rr y n;>-re">1 Duo 
lo PronuKan Tricon Conlroilod hochbei Falnro' Sve I si one' 

POSSI.C F O vson of Operal o‘ial Fvonls Assessinurd (Post 670411) Bb7C&/00 
Cecal ia(ed Either Co of <Vnw Verk. me f22f>p 46450 125 4t>4CO »MC 

3003020 102 NRC Info f'tol'eo 30 C6B, ‘ Polonhai Pjotilurns VJt ASF A Rrovvn (’oven ML 
5 1 L r mo- Gvorctr rc'il Relays ' Sve list or*c 

KOSSi.CC D.visicn of Cpornlionnl LvonK* Assessment (Posi b/04ll> 68^CR/00 
Oenso' datoii Edison Co of r.'ew Yuak, )r.c I20;)/J 46530 00 1 4(>bGI) )?Q 

0903020150 PNQ ‘i f>0 LK'J cn 01*07 Ib.Anrirnnnied Insp Toani clsp^ichod lo planl to 
' ! >ww oqupmi'-.i Iju./q Oi,'<;nfb ffuif woro vnccunlotod cluing plan no J hiuiUlovn ol 
lac! Iy. ne'uci-rj la-Lro ol FQ06 liPRl vaivo 

eARPOI I H E Rnijun ?. Ofe Ol mo Director 63/0// 15 2pp 46362 162)4036? 1H2I 

3BO0O2O351 J’NO I 66 0/5 on 0M()720jesulls ol lerjupondo il mvosligalion ro 0(:n*Alor 
sldr.|),n:| on duly amounroj U.*.c nl nn*y actions cu: ed r“.t| d sm s^> nT.ro assignronh lo 
o«ve.' p'JSilicii'j 8 fgrnul rop'.nuir.ns mado nffc.cl.vn on 61)0710 
CCNIC.R. COWGILL.C Hop on i. Cfc ol llm Cireciur 60/0//20 2pp 40366 24? 
463U6 243 

B6QB030016 KJO lllflfl-Or.6 on 6H0723 racdoniilied dry^o/ lent ago Ij'Cus 

sbult/c wo Uol.ovc:t con rrnj from fi'XC rr-pgard ftfnum isolation va«vo K two 

v<dves in roaelo'' woior c‘ori , .‘j;> sys Mi;|><iirs.ma*nl & .nssp ticlvt uS p'nnnocl. 

FElKFP. KNQPR ne;jon :i. Ole ul Iho Uanclor. 0U/07/?f> Ip 46400 220- 
48403 228 

8808030064 PNO IV 6U Ub9 cn 0(10/24. unit ehiil dewn & roo'enwn fonunent ed lo re- 
p'aco loakng easkois for iwo Har.qOo on pross'.rizor Plarit rt-sian o>p-;ctoo 1u Konin 
by 880727 J 

CV WDFFtl Min Horycn 4 Ole of i>io Hitodor 88-07/25 fp 40403 Mtf- 

46400; HO. 

0588C3O855 Ff/08 C62on 06U/?7.noticn of proposed •mpovl-gn of civi' pomlly m 
amojni ol 150,000 issued io hcensoo basuiJ cn fni'tre 10 lost vn^.ons snkty ie'aioii 
chock valves as rcquiruJ by .nsorviCO tc slnUj program 8 lOCFRbO 5fdy) 

LGEhMAN J . I IEQlRMAN. I Olr of Cnlon utnem (Pom 8/0413) CA-68 154 68/Q// 
22. Ip 40428 258 40420 250 

3608030074 Ft688 022Aon DOO M 7,notico of vio’ai-on 8 proposed nnposilecn ol cavil 
penally in amoum ol $103,000 issued hasud on riiji if.cant prococjural cnntio* woak 
nesses during performance of outage act«vr(ios 

VvONG.H., LlLOERMAN.J Ofc; ol Erifcrco-ront (f^ost b/OAKl) 38/0//2Q Ip 
46429 260 46429 269 

8800030078 Forwards NRC info Nolicu 89 040 ro poicnhally dofoctivo rofuruished cr- 
li. l breakers NRC rovow ol sample invoices irdcnto I rial i;oni).'a‘ | y hr cake's mo sold 
'0 distributor & occa^ona'ly slipped direct lo mid user W/o unci 
GRiyFS.Q K D.visou ol Reartcr Inspochon & Snfoguards {Post 070411) lEiN 88 
048 85/07/29 £W! E.WP foorgy. Oopl <jl %V 46400 239 ffitOO 2-U 

6308030092 PNO OSP 88-013 on 8Q0927.HVAC employoo eiecirociilod when <luclwork 
teti.Cuift ny 120 vo!l ligfilmn cable A pmnng employeo in cabin 1r<iy whon cahlo 
qrotnded agansi hay Employoo proncureed dead open an.val 

WlLBE.J. WARN.CK.R. OlC Of SpCCni PtO;odS 8D/0//27 ip 464H l-'.O 4Q114 146 

8808030 112 NRC Into Notice 08 069, "MSIV Cerda R«i*l Folure at Wauvford Urvt 3." 
Evr i si encl 

HOS51.C E Dv.sion ol Operational Evonis Assessment (Post 8704 it) 08/C8/Q9 
Consol da loci Edison Co o< New Yo*k. Inc I2ip(i 46407 011 46467; 131 

8808030172 PNO 111 08 066 on U80724.iinit shul down to nvQSlig«dQ g*ujnd (slio?f) in 
nis«n gonerniu' Plant uxpectrd lo remmn shut flown lor 2 to 6 wKs Tor generator m 
pars 

rlNQ.M, FORNEY. W Men on 3, Qlc of Iho D.rcciar Bfl/07/25 Ip 46404 118 
46404 158 

80O603O1BO PNO ill 88 067 on e80722.ronifOllerJ slv.JldOwn iritiaiod to ropcu sioam 
JeaS Un/f down lot metre than 4Q h lor sf earn foak repa.r A po ffons o' fusing whefi 
e*h ruled wa‘l tii cknoss ol less lhan ihroo mctios Staio oi H nohf«od 
HINDS J, rORNFY.VV Roc, 'On 3. Ole of Iho Drecior 08/07/25 Ip. 464/8 148 
464 78 140 

0600.030185 En 00 03/A on QGOOlO.noiico of violation & proposed imposition of civil 
penally in amounl ol $1,250 issued hasert on madetiualo mgl Oversight & control of 
rad logical safely p-ogram 

JOHANSEN.J, UFBEn.VAN.J_ Ole ol Oto ExeCuhvO D.reci<tf tor Cpe/atons. 69/07/ 
29 ip 46429 270 40429 270 


0OOBO3O289 Suppl 2 io NflC UjI‘o:ii H0 095, Nonconio'in.ng Malls Supplied by Pipin'.) 
Suppl-es.lnr at Fo'so'n.Nj & West -lu'soy Mly Co hi VJ l.'ams'own f/J *' Svc i.sl p^ci 
RObSlCt of Cp<?'«r or* Cvcrds Assos?n;o- f (Posf 87CMMJ fCfl 68 0C5 

88/00^03. (.0“ SO. Id 3 led Fcisj-* Co of Ntw Ycrk Inc 149j.p 4653ft 121 46538269 

BSO0O3O336 P\C l| bi) 043U O t 690722 augitie fled rx^p leATi ai Uri.rsw.ri 

rfepads I uam compicied rov ow ol evonis A asset a!e<1 cnrieciivu dctons icr cm. p 
mor*. bi-.u/o s enroi/ntorod din-'Q s6 u t. foa*/i & DC rujio- propferrs 
CAHRRLL R F MOgmn 2. Ofc olOio D.'OClO' 08^07/2? Ip 46404 I5 f ) 4 0404 1 59. 

8608040062 &.p;>l 1 ro NHC 'do Noiicu 83 004. "IrMficguaio O'.ta'/iCaiiOf & Docu-rna 
lar rn ol Fro 0«vnu PorriMhCn Seals " Svc hsi n-’rl 

RD$?I,C E Div^«on r4 Opera: Evens Assostntc/'t 070 ) M) IFfN-J)*? f)VS 

eft/03/09 Cor.col dated Edisun Co. ol Now Ytrk. Inc IJMpp 40553 205 46568 325 

6000040094 PNO 1-86 076 <>a 63072 l.corpo’afo ergnoo r dlaimbcl wKo!o body fnikor 
upon exilrvj /-idicieg tp/ly conlro’lorj area Hhor to i.p'et f'lj .nsp ol oolImca 1 Conner 
lors v.rdc >f react. ;r vosm:' lo'ai radial cn d^sc rereivtd loss iluin '.09 ^votis 
lOFSCHR. Sf lANLJAKY.w Unai^n i. Ofc ol trvu D.roctor fi0/U7/25 Ip 46-132130- 
4043? 130 

0000050047 PN04V ftfi 060 on 0bO?2H.I crr.scu t*p;>oo roaclO' fn-rn I00*o rm%cr as 
ppit c* plar ned 1C0°* power plahiau ‘n.iiai sMti-ip test program Pro! mnarv rov.i ts 
sat slticuwy Un i w,n romam .n “ol sl uldown itr repairs 
MOLU.aF HcpiOn 4 C»C O 4 IHO Direcinr 86/07/28 lp 4fta 10 3?4 464 30 321 

0808050135 NIC Inlo Noi.co 88 063. ’‘InadC'Viain Dus yn A insl.Vlal.on of \,Vaio‘| gtd 
(’uitolrfH us Seals * Sve *.sl <T.cl 

MOSS' ,CF D«v sid.-* ol Opcrahm.ii Evur-ts Asscsr.inunl (i’o»l d704'l). IE 1 *! f*3 M 
(•H/06/H Co isclulatcd Ei isos Ccj o 4 Now rcik. Ir-r '2JpP 1b6f»9 2<JH :657->:)E0 

0800050217 PNOd nn0/?O ' l 'fn/27 r'u-K.n Uoitm* co owpe's ?,i.eo P|'i'*i<1f;|iVi'i E'O' • 
Inc Co (Pii CO) 'or h-l-.re to ccrrply w/f'ECX) o5!'gat.ut‘H infer rcnhucl to nolily io 
owiiC's cf sencus Oheralci atiurtivur.oss p'<<ldems 

l.INVIl.LE Hujicn i. O'c of t-n C-ruciCf 00/O//2/ Ip 4l{44 r i3?fl 46445 320 

6008050243 LN 06-Ub3on 660720,031X0 o‘ (:rcpf>soil ni|>cs‘li:n of c vu por.Vty <n 
on.o..ni o' $6 0Cd w..l tie iss icd io Icmisoo based on 1ii7i.ro lo r or. duct rpp opr am 
S..rvdys,Pdn I'liKkftiafi A perform dose cnfilir losi rn 

JOHANSEN, J. ’JEnfHMAN.J Ok ol FnlnrcunK.nl (Pnsl 8/0413) Fa 8ft 163 Cft/07/ 
20 Ip 4G446 25I 46445 25 C 

0000050240 NRC inlo Metro GflOfil. "Cnr'irc.l Rocm MnH:t;iDi1»1y Mncunt Hov ows ol 
Cpcnrt rs| fxf:e/i :rt dt Svc f r.f cr>c 

HOSSI.CF (}iv s-oii of O^oraiiora! Evonis Assessrronl i(’osi 870411) AFOO/ROO? 
08/00/ 11 CofiFC-iriau.il Cd.6iv i Cn ol New /ork. Ko 12bp;) 46594 !l 1 2 4(>5U5;076 

0008050258 PNO«f!H O70on flf'D?281aiLru ol Co 60 tuInXMnpy souu o nrc/onlod 
zo:,rco ‘/O n rcUrrirg to sale pwsrK/n Sii.rfCO roiiocU;:! t.^rnj oururgenuy 5f< ;p.Fue # :fs 
wi‘l bu rcr"act<fil io cslimaiu nA«f personnel doses roc oved by Ih. 0 physic aus 
PlCCONLJ GLENN J notion 1 Ok o! li.o Drector l'Q/67/26 1f> 4644ft ?fH 
4G440 261 

0300050295 NHC Jn'o N.olico f’0*Ur>2. nccc’rd J' nduvjs to |Tp:or»K:/:MI o-> cl fM Pm 
nmins t>y Su;:p' u*s nl Tianspo'1 l’<ickiiyr?s Svc 1 61 oncl 

RURfftiTTnC Hivisio-i of Saloyaards & I ran^pcriniiun (Post 117D4I3) 06/08/12 
C^onso'idaiod fi/son Cu of f.'uw York. Inc U;0;:p 4608 1 155 46561 ?<>3 

B00005D346 EN 80 C61 on 090 7? 5. nol-Ct* oJ vcJnhcm A p'oposrd lo pp- .r on o' *: pen 
ftites in nmounl ol $75,000 Iss.iL’d Aciion based on v nlalonfi ro control red Inly with- 
drawn w/ ro icier oro'oehen sys sh;>i1in*) inks ms! Oiled 

LUEHMANJ. UZUCrVSMJ Ctc of CrAwe^mciK (Post fJ?tMf.3j Bfi/0//?a fp 
46445 360 40445 358 

8808000 140 EN R8-064 cn 8'J0303,noiiru ol preposud i.r.pasil.cin ol civil p-onn't/ .n 
ftmount ol S1CD.OC0 w..l ho issai rl to hco isoe ba c .od on fa n*o lo rlotcmino sys opor- 
ffU’/fy of fi<gfr kvcf htiloty nfacl 09 sys upon wkIouco of dC'Sftpi dohccr.cy 
LUFHVANJ. LIF.UEMMAN.J O'c Ol (Zriforcnmcni (Po'il 8/04131 EA 8(1-1 13 88/07/ 
20 ip 40450 240 46459 240 

6B08090261 NflC inlo Nolioo 68 063. High Had aimn Ma/nnh From luncialcd Ir. Ccro 
Delon on, S Coh'us " See (.si crcl 

ROSSU* E n.visiD'i til Operailonnl Events Assossrra ni (Posl 070-111) 89/C8/15 
Conso idaicj tii son Cc. of Now Yo‘V lr.C 1 lOfip -UV<f, 9 065 41)580 174 

5908100101 LN 03O20Aoo P804 ifi.uolico of propcso J ni;x»s lion ol Cwl ficna.iy .n 
arnojn) e) 52.5U3 issued fo icrvvsco Aci.cn has or J on licrnsco noi daviivj milJicri/ud 
physic'.m *o uso S/or sti(>e*viso licensed ma6 

JOHANSEN.J l.lEOEHVAN.J Oft; of EnfO'ccrr.om iPost 670413) FA 87 125 00/08/ 
02 fp 4646.'): 1JO46403 f30 

0808100147 IWO-IV 88 062 Ort 090001 un l nvvual.y Inppud frt>m 1()0 C <> pewnr nllC' ro- 
cc.v.ny conlrc-'otl bleedolf h.gh/lnw l ow alarm on roncici coolard pump A. Caused liy 
leakirij sensing ir;t* which lOSm-Od in !owr;r A milrllu sr:nl stages lai urn 
CHAM9EOf.A»N.D Reef on 4. Otc Of mo Utoctor 00/08 .'02 ?()p 46403 350 
4 64ft 3 363 

6608100230 PNO IV 8Q C6iA cn UftOOG^Cniiebcni ropresenliil.vo per I or mod radai.cn 
surveys on Mo-W/Tc-DOm gu/-.oraioi recev/ud w/ oxcessivu rod alon 'CvO's No 
eamflj/j cr m/ffcag.? io qonuaio * loom) nosuJfs may bo .nvalri. 

SPir/fnERG.D Q. Region 4. Qlc ol iho IVocinr ftfl/08/04 ?pp 40470 015 
46470016 

0808100279 P.NO-IV 5R Obi on G00730.oitcossivc racfiaiion love's leund on mcomrig 
Mo-OO/Tc.pom cjocoralcr Ellnris io servoy do ivery pu/sonool & vehicle S i)e*»'r - n i'’e 
causu of oxcossivt) radial on underway. 

SPir?nERG,DB Region 4. OlC o' iho Dreelor 08/0B/02 Ip 46465 116 46485 116 

0608 100294 PNS I 80 0C4 on OUOliO-l armed guard accidently dscha-ged round from 
handgun wMo ru’-.olslorii.j pfior cle*anng A rokadng weapon No one whs 
injurociGuaut tie ng rolroicod & woapen will to oxam ned by gunsnvih ljuforo rC.jrn.ng 
lo svc 

SM/7H.G. KEfW.G.R Hcncn i Ole Ol Ihn L'.roctcr /’6/d3/Of. fn 46470 033 
464 70 030 
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8808100300 PNO-iV-8B-064.cn 0t?C0O4 . tcor.$on pl./s c si rcpO'ted theraa-y rmatlm ms 
iraton mvo'vrrg lour Cs 137 impV‘1 sources ol combined 200 t«Ci implanted mio V? 
V' oi l pa'uni r, nl eni demon! ed A rorry/ed scurcos No el'ects on palcnl noted 
SPIT7BEHG D B Reg.on 4. Ole cl ihe Ureclor 80/00/05 7pp 46691007- 

40501 COii 

00001 10320 PMC)-' !l 68 068 on EfcG8l5ln(l Brolhohoo.l Of Flccinca' Workers throat- 
oi'kcj lo go on <lrny Abed cr.o Mali cl yli er.p'cyess wourl Pc aftec*cd.Reg cn *ll w'l 
stall oh .tfcuirHho-.~ocV il slr.ko shci.Ed occur 

t'jFl AYE 1 TF H.. AXLLSON.W Rccton 3. Ole rf the Hiroc’cr 80/U9/O3 ip 
4^400 233-46-199 P03. 

80081 100&7 f : NO II 60-C-l5:on B8Q?2?,conlarrhrt'ed test equipment sTpp'-cl from 
Uurrbay md'a lo fccrnr.snw.GA Akvftls.lnc dd noi havo “iworso lor radioajtive rears 
bul r.c* n od Slain ol GA ihat irii al suvoy md-jmed coniiin.inahcn -nsulo package 
WOODRUFF .N l Rngon 2. Ofc cf Iho Crock* ?»:p -10611 ?«?? 

40511226 

08081 10093 PNO \ 6 l i OOOnn 0t>O7rj.flulf> struck Slate ol NJ worker «/ po-ianlo tie nr, 
iy r yu.l.oak lesi Ail. be perfc ri«yj cn gaug-^ Gaj:jo wi I ho «oni lo T'oxler EiechCfi 
i- . hIj lyf fOprt » 

OAVIK.J JOYNER.U P« gicn 1. Ok ol t-n Cicctcr. 8R/O0'U2 'n 466CC 199 
-ic? co i o:* 

8008 1 10135 PN’O 00 057D on 680624 ordc" i&sjod lo Neutron Products re .riadeqanty 
■iChilunrij o* wckurs ‘eavrg resIrctft'J .veaAs cl 80080? amost al disk coniam 
na: cn surveys ce.rp ole Sinn 1 fin'd ccn’ammai cm noted on empoyoo mattress 
V.I-tlilM IIJI1FN AU.J Rcrjon l. Ole cf Ihj Darter 86/Cfl/O:) in 46199 iim- 
4615<):1<14 

8800110166 Pf.O l-R6-')7j cn a"0?29,wiO‘ *eac!or oporaicr losied pas.lvu lor drug 
uso Punting rnsu S cl secern tost, -rdv<du.i' siiu a'ccss denied 
•ANnr.l) bALl.n.n Hugo-’ l. Ok ol iTo Drccicr 86/07/2‘J ip 46-159 352- 
■I'MOO 15? 

88001 10206 NRC Info Notice 08 C64. ‘ He coding Fees n Njcloa 1 Process Sys al Nu: fo- 
ur Power Plants ’ Svc It si uric- 

ROSS' C R. C./.smn of O/omlicria' Even's Acscssirort (Posl 07041 1) 80/00/18 
Cc.sjWlaUM Fd son Co ol Now Yc»-t Inc iCMpp 4064D 001-4664.1 104 

0808110226 PNO II-00 O1UC Aii^menluU Ir.sp 7ear dspalthud lo silo *>n 1180715 S rlo- 
parted cn G0C/22a f lU' nlcrmai dcbnelng w/ Ir.tnseo ot msp lir'dngs leamconlin 
ii os In ioviOiv so^ural med p-ickur;os A posibcr.s »0 dc mn’o: (fofx cnc us 
CARROLL, n F Region 2. Ok Ol IhO D.'Odor 88/07/25 Ip. 4(3505 321 46505 321 . 

6808110337 f’NO I 68 0->Oon dG3804,i.cors«o nohVd NUC cf appaosit loss ol cal t:r 
ref t^-irco Scinco is small rndal car,sy o coniai° ng 0 B8 m(j t3s-l3/ l.xcnsGu pl.ins 
in ro lease adv sa'y :o aii NIH o'rplu,ons on Rn’Tosjfn cnmpjs 
7‘LLGHATj, GLGNNJ Hogon 1. Cfc of d*o Dirocio:. 00/C0/O-; ip 48505 163 
4 650-j lUJ 


8808120327 NRC Info No* cn 00 055. "Inadvertent Drainages ol Sp'irl Fuel Poo's Svc 
list encl 

ROSS'.C.F DiAsioa Cf Op.ra1o , 'al Evenls Assess nonl (Post G 70 -• 1 I ) 88/08/1f) 
Ccnso’i falr?rj Fd.scr»Co ol Ulm York. Inc I23pp 4662001 1 -46626 133 

0808160176 Pf,0 V 0U-05O oil fi8G0fJi,iiri1 shuMown allor Ovdljul^n ol dimagi; to high 
vnlkqu ir si.lafo' bits! >ng we eh Dcci-rrf.rl cn 860731 K.vo ro seven day ouiauu lo 
n.pa.r da*nn:-o a-uic pain-d 

HiCHAHUSS Rerj.DT 5 Clc cf I ho Crector 60/O'J'O3 Ip 4C651 305 46551 305 

0803150330 PNO II 60 -046: on 880/2 i.eno niCu ol P-32 •''fldverfodly u-spOst!<J ol in 
la‘ dl.:i a'lcr tioirq unsuccessful m ohiam ng .nstruction cn whai lo do.Gmcry Express 
concerned event Package will be ‘clt at lar.dlili 

1 RO.lANOWSKI.R Rogoi 2. Ole C' Iho Direclo: 36/C0/O2 in 46551 108 
4f,55i 108 

0808150341 FMMll.BB-070.on f?On&O0,dif>pcuily devc'opod between cheTist'y nnalyscs 
A radiation men lor enl.matcs ul leak rale Foully samplo apporoi.is idenlilied A 
repj fr><) Rolucl.no oulayo SctinrJj od lo 8«0301 

RURGCSS.D . AXFLSCN.D Reg on 1. Ole cl iho D /cclcr 8U/O3/09 ip 46542GUH 
46642 008 

6800 100042 FNO-Ill na-071 on 060600. Lr ck lh*OA - n (Trough wir.dsb o‘d of corf'aclor vo 
fre'e A drive assaullcd t:y pcckotcts Inodem bong mvosigniod by Mar ren Coi.-rilv 
6l.o-.ff dcpl Stale w il bo tnlo-med 

BELANGER J , MAUL! 1.13 PegoA 3. O'c ol Iho Di/ecto/. 88/08/09 1i> 46559 240 
46550 240 

8008180344 EN-flR-085 cn R0C81 l.r.ohCu ol proposed imposilion of civ.l ponalty m 
arnounl of 51,250.000 ssuCd 'o Icnnsoe Uosed cn widosprearj irouoniivunoss In con- 
be I rr:oin lhai resuldl in B70331 shutdown order 

LUDtMAN.J.. IIEHERVAN.J Ole of Friloxerrenl (Posi 870413). FN 8B-065 80/00/ 
09 ip 46554 315-46554 316 

0808160392 NRC ink Notice 08-050 "Induslsal RaOiCijraphy Insp S Enkircemoni " Svc 
isi crcl 

Cunningham. r e. Di/son or indusidai & Modcai Njc’oar Safety (Posi 8/0729) 
lE:*rfiG054 00/08/22 Cor.scl.cfa led Edison Co ol New York Inc Odpp 4G628 134 
4662B 223 

8008 160414 NRC ink Nohco 08 067. "PWR Aiur-haiy Fueclwcler Pump Turbine Ovor- 
sneer J Trip Fai'uro ” Svc l si oncl 

ROSSI.CC C v.sicn of Opcrahcnal Evonts Assossmonl (Post Q/O-lll), ItlN flfi 009 
08/00/2? Ccnso'id^ted Edison Co gl New York. Ire. i23pp 46643 105 46G43 227. 

0808170150 Gerenc Lb 8B-13 lo all 
4 08/08/00. Alfil-al:cn Not Assigned 0 

0806170191 PNO-l-08 081 cn 08O8C8.NRC nolhcd of apparent loss ol four calbr rol 
sources & Iwo Spol markers conicm ng radoaclivo reall Flforls lo kcato sources un- 
SuCCoSslul 

CCURTEMANCHE.S . JOUSTRA.J Region l. 0<c of iho Duccio.- 08/00/08 Id 
46504.365-40564:355 M 


8008170339 EN-Wt! 016A nn I!li“3l0 JP l.ir«.»,‘n ^-‘.PAnderl lo erd-.r 
Icon'.eAUcr camhil co'sdoratiun o* L,iu>on o'isc r.rdor mvokrg net 
to issued today General Icensne autt.«jruMii.'jA k:r L«r < -cn ter-q rr.-voved 
FLACK, ET. IIERFR'JAN J Ot'r -i Knlo'r « iinf i t- J osl 't/0'*,)) Fa 072J? 
ip 46563 287 46563 ?R7 

0808180333 Pf-0 IV 06 066 on lO.f olu-ii a* r,*:f - ijcap'ier u/crevfrasu'a. 
Suit ng from RMORtiO dosi rit-lry vtixJrr rep's c* 14 t r.--i cxpnsjro Caused I 
came'8 lock box or Mir bad.ju uve'ngTl slur i;)r w/sourro -Jlj^'l rcsib arra 
POWERS D A Reycn 1. Ole (4 l»ic* HrOr kr fiO/c/t/ 1 1 ip 46‘,<-c 276 ^65 

B0O818O457 PNO V h0 06? on 06001 1 Stare cl CA rnl Sci! NR(. Ihat Cdrrf 
Nirioar Mode! Ml, l irr..stu*i* density r;,u.c|e sir Icn rl.r'r g t> .rglary of ga ?< 
anl T-il.CA Local poke A stater uvi A Mt*?: '< pis jm thell 

MCHNOnjvV. RIFOI •Ni'd.H.U A f l £*: | o i Cc til It o O. rur.tor 86/ 
406 7 /OrtO 4657/CR0 

8808190244 FN-B7- IC0A un 111)0017.0, ■ l.r r-ipusirg . vl pi-nTty u u'-.,iri 
iSSHOj.lMSed On mviftA ol icr-nsen 0?*?1/ lg 1*7 1 lO:l DC'PCC o * 

prepend .upos her ol c rf l penalty Vk 1 1« v,o rl o ort nr ns skimi in : otire 
VVCNG.H . LlEBEHMANJ Ob' of Lekr'e-fO'il (I'ov H'/ii-H'i) FA R/12/ 
ip 46595 2/4 40595 274 

8008220095 PNC IV 5*1 Osh O*. /‘hCitl2 lt«-.|„n IV noi.*i*rJ r.* Im-jk acCKl.Tl o 
10 approx 30 inks we-il ol -t.iir*;i To.ck caupfri • r u w *j>| js 

faci’ily Shppng pncknty.s uonu-age:: : krk.i |i , rulu i-, n lo Stale of Si; 
HAGKNEY.C Hog on -1, O’r. ** l*n> ’[iir-^io; nn/i;ii/ , ,» ;p 46* t.O.CbC ;G’>.j 

8808220170 LN 80-667 or* f!R(t)l I n.r.nl t r ol p-ii|>u-,<-d ,-ii'ios'i.' n ci, 
.-MTCuni Ol 16O.OCO SSU‘,0 le Hii.v.: h«*,<«d u l 1 v. nl m wM^h 
vossel Writer Utvol m:1 CQI en n h..t u . av lai-in i.* 1 no iruy pi r*p 
LUfMVANJ ULULttMAN J f)'r u* I nK:tt r-rcrl |l osl H/C41 (> f A P5-1 
15 l|> 46603 ??5 4 r» 1.33 226 

8800230203 l*NO V RR 001 I.n Jtir'lll HI M;!. ili'j-l Ovi.n-r|;csil*u O* f< 
occurre d Caused uy 27 C * ‘ft? -;n.j-r<i mi li.ily icT.K t-'i: mio u»pns-«oi 
Ope.' a I ivy sa.'voy rneie fun l .idgi. m t*: *..j; pur lei prr c^syiiq 
iHOMAS.nO Region 6. O’e ol Ur iH-xlo* Hri/fUI/il p 16620 201 116 

8808230214 PNO 11-88 0 ‘. 7 on MMOMuS.iu-il shi.l down dun to f nn ary tp ser- 
in "D * sksirn cjoncraior Gi-ueraiur louna lo tnvr- n-mtir r.vali'e uarl In s<c 
Uii'rfj Iasi Ouletju urbly cu.*<rnl tests r:* lw<» gr- u train's p'.ir-r ( il 
PILULES. 1 Region 2 Ole ol 11 10 Hr.-; in- !i»'/d#witH i|. -;59'2 177-4591? 

8800240123 PNO-11' U0 074 on lUlftfl I 7. in:: sli.ri- iliri-.ily i:,un;r- discovered 
ccrsl tra lur at |Cb sin l-.elt rrpoii »-.l Ui Am Arti-:r.Mi pake dopi A Sia'o 
Of lina ih Reg on III monitor rg lu-osirn nf ar.luri 

VVlEOEf/AN.O O . MAJFir.nS lt.-i|iv( 1 Oi< i»| it-t' Oirr.etn* fu}/ 
460?fl 357 -10620 35/ 

0800240129 PNC iV- 06-05? on HH0K * *.,NI :£. nuiilu-.i lhal ir 93;,, t jon-;r ; V0f 
Syrc-or w/dxenssvo rmanton icvr.l of /(t.t r ri.m/T al sur‘,iju of u nliiru 
COnUimiiuilijn lourd Slew fnqlarrJ Nut <*ar r -f n»si uiai-vu Sunl to repack. 1 - 
lur 

DODA.RJ Rrgicn 4, Ole nl ti e l);n tr.i tm/ent :t Ip 46626 JtiD -*6626 ‘ 

8808240142 PNO lit 00 9/. I on l)f!iil) lf.,1 r i-n-u-r- mpurlerl that i|iH.ge coat- 
A'n 241 scurco rti as rig t'cin slor.ujo an-n : n m>yi- C'ti't r a i| tvoarc 1 ' pcs 
.11 p ant K responding io all nows 1nq1.r1.1s 

WIEOFMAN. MALU:i; Reg on 'l C'< of ihu \irty\w S hh/OR/ 1/ Ip 
46629 056 

8800240356 EN 80 O66 cm 80()h 1 6.10I cu uf viu at«cin A prupos.-d . npcsition 
ally in a mount ol S460.GU3 wi l,u iss.ju.I bn^vl on rfi-:lri lions ol r'gi.ipTii 
lion rr.nu remcnls of 10CFR50-:<1 

LUEHMAN.J. I IFliEHMAN.j Ole <>l fiikn .-‘i,uni (PoM H7D4 1.1) l-N fif! 3 
12 Ip 46627 360 466?/ 3t0 

8808260145 PNO II 88 C4R cn bhGfMO.M cr.:Sr. i>. I.e iUnR r«. ( i o|0 . 

dovico.ccniam'ug 5 C- !' 192 sta.rco. mu im-ctionud tL.-rng irr>,dri><nl (.1 p 
of AL ran to 1 og cal health UA'icfi respbr u ,-rl min ed air- y 
WOODRUFF R L . THOJANOvYSKI.R fV.sju'i 2. Ole: of fun n.r<’flcr Pfl?( 
46G46 255 46040 ?£6 

D80B250308 PNO-I-BB 0B.1 cr Hflf)ui:i n aclo' lopfjnJ Irem 90% pnwor sLn 
ono ul Iwo man iransformors Pl.mi rt.fie*il-y n tiut »liuhlnwn w/werk unde 
cnnneci damarjud imnstormof A 6*bl m.i n gero*ai<;i A lai-. wo'k. 

TRIPP.L Rorjicn I. OlC ol Iho U rector. 09/00/15 Ip 406-18 104 4 6648 16 


MISC PUDLIC DOCUMENT ROOM MISCELLANEOUS 

8807260144 Rnquosts ihal ‘isto;l pcsons lie prevdr.d access A cones In' 
li.os lucatud in Sio'agn Bm 12? Room f»i-i? r > 

PtlERSON.MR Asr-islnni n.roctcr lo' lelorealcna* Sccuriiy. 0H/O//22 
Off:CO of ArJm n:sirfliion A Rfsourct s Manac:<‘rue'it. D rector (Posi 3^ 
46304 103-46304 103 

0807260317 "NR(? Quarterly Repi on NondiSi Insure ol Snleq-jards lr*k 
* NRC • No OelaicrJ Alliialon Given a6FR5l7l8 0G'O?7 2G 4pp 
46293 00B 


0007200415 Forwards drafl agenda tnr HUOO'JJ 04 workshops cu decomrs- 
lor roviow Commonls o.' rocommnnilfl*.ons reqaobtod by 060727 
PITTIGUO.CL Rngu'aiO'V Brnr.ch 8U/07/1D STFYFR.K G Materials I 
Branch 8pp 46345 039 48345 046 

880B170298 Comments on Gonnr c I. Ir 08 07. Mjdihod Cnforcumoni 
10CFR50 49. Lnv.ron Ojaihcation ol Eleclr cdl tq.ipTorl Irrporiont 10 Sa 
dear Power P'nnt "" Po icy osiacl-shos framnwo'k re l0Ct-R50 4‘J violations 
REYNOLDS. N.S N'uctoar Utlily Group on Lquprroni Oual heat OO. GL-83- 
04 TAYl.OR.J M Depuly Fxeculivo D.roctcr lur Hon:onal CprsrdlioiS 
870413) I3pp 46562 228 46562 240 


80081202 19 PNO IV- HO- 063 r>n 860003, ccnlmcl eoctncian riscovGred imccnscmus at 
wo.’k kcalicu al ('cop o.‘ plant Imftv dual *'anspo a lurl to hasp .5 [I'ono.incod 
d.MilCaJSO ol iJuutb m Jyr invov-rjaticn. 

DCNNL I r.wn nogen 4, Ole ol Ihe D.-acicr. 08/00/03 ip 46516 2 1 5 46515 ?16 
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800831009? Vol 25 to ' NRC issuuncos.Opimcns & Dulischs ol NRO VV/ Selected 
C'liors fan-J-ano 1987 " Pp 1-997 

* Div s Cn of Freedom o' Informal on a Puhl calionb Se'vicnS (Post 0BO516) 87/ 06/ 
ZO I.ObOpp 4S-6J8MB 

8809310102 Vo' 26 lu NRG Gsuan'ius.Cp nnns 8 Pncr.rr.b Ol NMC W/ Sck-clod 
Orders Jul Oc.r 198/ " Pp 1 530 

Oivfson of frees/nm of Infer mat on 8 Puid.cafions Six vie us (Post 6505 lb). 07/ i?/ 
11 fjCCpp 46639 22U 46641 0 /0 


NUREG NUREG REPORTS ANO RELATED CORRESPONDENCE 

6907260166 Cor* Mis NUREG 1160 loam visd to Co'poraio oles Ch 860/ 10- 21 lo coin. 
ptefo staff u/afjaf-on of plants 

(iRELNMAN.F.G Rtgon 3, Ole ol lhr> Ui'octo: 80/07/14 RLER.C Cot monwcali-. 
Ldi- JO Co. ip ■1628/ 367 /16287 157 

6837280103 AcKisus Uni no ndo. rel,of front ASME Cod? regu romo'Us. necossn'y boson 
Cn 960401 SuVrniial of su|:plerr.orilol ndo ro preserved msp 

jMTCOH Project DueCl crate * 4 TAG 65324 80/07/11 MRGCZKA.E J NuChoaU 
&'Ct<jy Co (Subs of N'orthoosi l/(rMrosj 2fV» 46J.J4 iPtUilU 3?,.’ 

9607200304 F- o: virftriJs projHuta'Y 8 ronjbepr otary Suppl ?.Ruv 0 «:■ VVCA<M0t/0. 
‘ VVusi'rijjhcnacs EPOS Dovrp 8 Votif.cnKm Procuss fer Uoovo' Valley Un t l Nuclo 
ar Slat. on " 

SLBER.JO Deques no Light Go TAG 51221. 88/07/18 Recurrent Com 'O' HrariUi 
{Documor.l Ccniro' (Josh) 1?j:p 46335 188 46310 204 

0697290140 SUmiii*, mpul lor inci.is.cn in AO rupl lo Conyess lor Sciono Cinder 
CY80 ro Polonlial Comp'oln loss of All AG Power OuO tn 230 hV Sw.tehyaro f/ods" 
L'-scovi.-re-J ai plant on 0G9-126 

Gf?ACF JN ffajori 2. Ofc of (ho (Vue for. 68/07/(4. .fOHDAN.L L C'fr o for AinVy 
$ s & Lvali.at on of Opr.rotional Dala. U.rocio' Ip 40157 230 46:167 230 

8607290163 Forwards rovikod omemuney operating procedures gunpra 1 nn (\ickeg > per 
Sup-1 1 1b NUREG 073/ 

CRIDLEY.R. Tennusseo Va'luy Authority. TAG 44205 88/07/20. Dooumont Ccrd'ui 
0frtneh (Dorumnm Conlrcl Desk) 2p;> 46341 261-40342 200 

8607290301 Summarizes unusual cvonl at faciLly por NLHFCi 0654, Rev 1. App 1 On 
80071 ‘/.rrari^a' roacior tr.;» ln.1iq*<*<l Caused by ground fau'l r.dicatcns on uler'irun 1 
buses Ur.it in cold Uufdcwn 

r0WNSFM3,J0 Pacific Gas 6 flor.lr c Co 00/07/ lb BRIAM.W San l us Oirsin. 
CA ip 4C353 3 r ,8 46353 358 

8600010022 Inlcims Pint I Ml limns III A 1 2 & III A 2 2 lO' nnu-ryoncy ruspenso capeb:. 
ity (NUREG 0737) completed Region II w.ll SCf'OiJi.'n posi iitip'eaiunialion ruvu.w of 
S’jbi Homs 

LO.M H PrtijOCt Ui'eclo'Olo 1M TAG 45979 P8/07/21. IJILLY.F H Carolina Pov»er & 
IfihfCo 2pp 46363 26 If bid J ?0? 

8608010034 f orwards Mildly uvnljucn acct-pi-r-rj uiil sul.rr.iLinls re NUllCG 0?37Jtmi 
" D 1 cciicorn ny atim/aicy of ovr'rpressuru prolotuou in FWHs 
KNIGHTON, G V/ Project Direcloralo V TAG 004 IS f!fl/0//l4. MRUT.J. Sacmmm.in 
Mun cipRl UliMy District 3pp 40159 28? 46309 31 1 

”6608010035 Safely <*vH‘uahori Suppprtfg idil submflrds re NUMLG U/37, Hfm II D l 
conccrrl''q adequacy ol ovrrpresSLfo protection n PWRa. 

' NRG * No Colo, led AMi iaiion (iwen 88/07/ 14 27 pp 46359 2H5 46359:31 1 

8800010104 AJasus Uijf uf i." portion ,n 6P03CM nppf.cal O*i fer an;e.uf '0 viconse LTH 
46 r.ol ju$1i1iud n vow ol fact tfiai containmnnt voninuj umorguncy proof d^ros 0asc:J 
op fjo‘h oxygon & hydroyun coi’.cr nlrniicns ptrr Gononc Ur B0 30. 

IONG.W.O Project D.rociornlo IV. GL 06 30 98/0//19 TREVOHS.G A. Nehras'-a 
Pub'iC Rowo.* Uisir ct 6pp 46303.21 1-46363 215 

8808020080 Responds to 860618 Mr ro constiluoni concerns about Meed Rrpl NUREG 
J2B5. ‘NnC SJaff Eva'r/af/on of GE Njcfuui Hoitc tor Slur/y (Re/vi Depl) ‘ 

STEUO.V Ofc of tfiu Eneculivo Drcclor for Oper^Mioos 80/07/15 CinAHAM.R. 
oonaie 4pp 4C382 297-40382 302 

8000020095 NRG fr.fo Not co 08 057. “Poientiaf toss Of Safe Shutdown Cqu pmen: Gjo 
10 Promaiu'o b.'icon Cohirollud Rnciif-ur Fai-uro " Svc list c‘r.c‘ 

ROSSI. C E Oiv.smn ol Operational Events Assossmenl (Pom 8/0411) 6d/OQ/OU 
Ctmso'idaiod Fflison Co. ol Now York. Inc 122pp 46450.1 ?6 46459 246 

88080201 13 Lists Moms addressed at CRGR Muounn l3U,.r.clu(l fig proposed final Rov 1 
lo N JRCG 0654. “Rvalualon Crdena for Rev.ow of Offsilo Emoajency Plans Prepared 
by l icon & tov^etl roacfufion tor USl A ■ i ?.w/o orefs. 

JORDAN. L : L Commiliou to Review GoncriC RoquirernGnts 98/07/15 JiTEUO.V. Ofc 
Of tho Exoculivo D.reclOr for Operations 2pp 4C399 048 46390 049 

8300020230 Responds lo Generic l.lr 06 01 re NRG posilion on IGSCC n GWR nusUm- 
.tic siair.lubs Sloel piping urn mlnrtiion is lo ccrilinuo w/ rrplomcnmiion cf 1GSCC msp 
prcrnrant as previously subm.ltud No IGSCC doteciotl 

OERnY.KW Consumers Power Co GL -88-01 88/07/25 Documont Control flranch 
(Documcnl Control Desk). 4pp 46382 129 46382.132 

6608020309 Forwards propnoiary A non proprietary ecceplecf vorsions ol NCDF 3QU96. 
‘‘SAFFR Mcrfef for Evaluation of f.OCA for Jof Pump A Mon Jul Purrp Pfarrfs. ” Vo/S ♦ 
& II 

PFCf FFRLEN.H C. General Electric Co MFN-5b 88 BD/07/06. SKOC7LAS -I A 
OII.cg of Admin siralion 8 Resources Monagemonl, O.rector (Post G7C413) ip 
46397:181-46399 025. 

6-608030265 Advises lhai comrrmmont to implomont SPDS upgrade pr:cr to resiari fol- 
lowing second refueJing ouiago found accepiaWo Ui«J 0BO592 sub/miia' committed lo 
continuously disp'ay post LOCA coolnrj vormb'es & hydrogen conconlrahon 
JAFFF..D H Project Circcloraio 1-4 TAC 65005 80/07/27 MROCZKA.E J NorlheaM 
N.iclear Fnergy Co (subs, of Norlheasl Ulilities) 2pp 464 30 005 46430:006 

6608030326 App'icalion for amond to Liconso DPH-52.rovising trip setpoint for slated 
sys t-mor Adds surve-llanco & sotpoinl rcqjiromonls for fi gh drywell P'Ossuro bypass 
l.mer Timor moots NUREG 0737.llorn II. K 3 IB requiromonis Fee paid 
GRIDLEY.H. fonnoaseo Va'loy Authority TAC 00090 88/07/20 OocuT.enl Conlrcl 
Branch (Oocurnent Conirol Desk). ?pp 46427.010-464?7:027 


QQ000303G5 Clanl ns l’I 6/Cftl v sjpm tial re 'iStnd Reg Gu d.> 1 U7 pararrrjie.-s A roti 
les cl niuni ons ccncr.fftng t>ar,vn :‘u:a 

CAPS TiCK. H %V Veim-jr* Yankee Nuclear Power C orp t-W 88 064. 86/07/28 Docu 
m&nl Cor\tc) Qranch fDocon :<.■-'■/ Con if o' Oes^J 3(.() My\2? 128 >t6t2/ l JO 

6806030424 Fcrw.vds 198/ charqgs to lac/dy repi as rig see bed in FSAfi 

MORGAN H C Ctvolna Powu- & light Cl nNPD/89 3122 88/07/21 Dpcui enr 
Conlrcl Bi3r.cH (Dorumcnl Ccr'ro' Desk). 3?pp 46405 o 67 4 Gt 05 105 

0800040057 l*Icm1s .r-vitalicn TE Jarr,os 10 pari cipaie as irdorventluril jico* advisor 
10 NFIC n c< iff«h;a*on <ii;U l NHC in<;p cf tilil s I'ulahnn Incil ly cerli' c/ibo'i will co' ssts 
ol ihrcn phases 

HANNON JN Ojicralor L erm- ny Rrunm O0/O//?fi SHGRI.M R ‘Aano Yankoe 
Atomic Power Co. 4pji 46 '.24 207-16424 2'fJ 


6000040294 Su(|;,osis ih.d c'oso i.onto^t should t>o iiuiir.Vi nud uu'ween nil A NRC to 
re uvainalin cl cnr lrol ror.m han tahi t/ por NUREG- 073 7.1 mm n D 3.4 
KA1MAN.G Fro|ir:t Cirjjiwoin V TAC 03323 88/07/ If. F Ri.lT.J, Sncrmhoro Mg 
rir.ijjili U* .ly Dslnr.i 4p.j 46 •: 24.3^0 4<j4?4 32 J 

8QQQ04Q'J3? Sn'i wary a/ 0007H/ moot rig v* 'nii rc c.'c'oar yerie at-nn n?spo isu spccPa A 
sr*uh‘.>er rodueiion p‘0]fani Allir.car.co j .sl & p!ol of s.io-sporiiic spccbuin cnci 
JAUliCUn.k; fj Pm,ecl D;re;:lo-ato P'3 TAG 67359 80/07/21) Project Dree Iciaio II 
3 6p;> 45426:30 l 464ft 30b 

0008040373 Forwards Si.-mrary irpi on ra<:.oactvn mm «n VA.sl Laso l.andfii (NhMcG 
tJOO.Hev 1) for corm cm *A7o oriel 

SMT Tj .1. Fuat Cyrto Saw# PMiwh (Uh'0?s*tS KUCWA.Ft Vissci.n, Sta:o <:f fp 
46436 1D2 464JG 1 0P 

8D060S0009 nc:c't*rids *<> Go roue It' 66 01 *,GGCC; in Ausreipjir: Siam ess Sk«;J 
Pipinq.” U i.| di'vf:!of:ui» f.ncl ipdaterf IGSCC proynnn lor loci ily wh ch fobws ijjdo 
Ir es Of \URFCi CJi:i. Rrw 2 

MROC/KAF.l NurllHiasi N.. clear Energy Co (subs ol Norlheasl LI llius) 
MHOCVKA C J Nodfieas? 'Jf-.fes Gt.-bd-d I 0ft/O7r ? 7 Gjjurn«mi Ccntrcf Cranch 
lDccumer.1 Ccntrol Duel.) 5pp 464:19 001-46439 168 

0008060103 S..mina'y of I'bU/Jfj moving w /uW to slat on safol/ /evtcw rj/nr/vyReJaied 
infix c-'cl 

llOOn.U Rru.uct D:'uclureir |< ;t TAG 670 1h 0U/O//2U ProjuU DrfViiraio ll 3 
Him) 40-i an 090 464 28 in 

0000050105 Discusses u'.-l t Utnm|ils Icj resolve lit* to issues re iScldt o% condirsor 

R f: ny & coninian unl picu jk‘r.eiraliD',s i xl.i;ii|i:j issues ro mooturg rcq.i roreats of 
U/1EG C’J>3.R0v ? A posJiJ.iied |i gj) rr.ot^y .mu inna* wV'ti liorOitMinn. 

Wit SOhJU (j<. ner ill Ruble IJI.Ilies Ccvp' • GPU 5iurvic/> Corp 5C00-WM61M RB/ 
07/27 lice nir uni (Conirol Ura^cM lD.>cun;nni Ccnuo 1 Di?sk) 3pp 46438 CLP 
46438 0G3 


0808060150 f : o.”wnrc!«, rdu ro uiiYurnenialkCn of NUMkG-IM3I.Hov 2 "Tocrr.ir.ol Rcjd 
on t/.iti Select cn A Process Gu del nos 1:t* ilWR CcclaKt Pie^suro nou"dsry Pipng" 
llinnv.C r>. Nragaw* Rcwrv Corp AMRPL 115 /. 80/O7/P8 Ccci.ivenl Con 

irol Urarxh lOccumer'l Gcnlroi Desk) (ipp -16431) 1U5 40'.3n I4fl 

Qooeo&oion FcuAarrls NRG. s»in nary mjii cn ladmaclive mb n Wost Lnku tamlfi.l fer 
inlo W/o one 1 

SWI1T.JJ f nol Cycle Safety HranOi 8B/0//2n MOWERS.C liridjjfjlon MO ip. 
46438 1 16 46430 115 

0000050 192 Advises llutl 638630 Rov 1f» in Tn:l.j‘4iirt‘, Sccjiily Manunl." dcr>6 not ade 
qurRn’y address o.rrom NRC poslnn on arp'yi"U 00 sq.iaio nch 
rnqu rorro d Rusulim llj.' ol i hang^sfrcr N'jriEG-OlKJfi ruriuoslcd 
MALLEI T.D S Hoffon 3, Ole of iho O racier. 00/1)7/20 STEIN HARD T.C n. vYiSCon vn 
Pt.hl c Service Ccr|i if) 46449 ?23 46149 223 

8808050213 Submits raid ol visual o«arns cf feedwQfor spargers. per NUREG 06 19, Sec- 
tion 4 4 3 HP). *'BWH Eocdwelcr A CRO Helirn Lire Nozzle CrdckiriQ,” cen- 

ducLcddjrng Sp'.nj) 1998 roiueli.-g cuingc. 

(RE VCRS, G A No hr riska Pubic Power Disircl CNSS8U73G3 00/07/25 Oocumunt 
Contro' flraach (DeCumenl Conlro 1 Desk) 2pjv 46449 l5h 46449: 107. 

0000050226 NUREG /CR.510« THF;ftVODYNAMID PROPERTIES OF TC(IV) 

OXIDES Selulii dips And Ti:o Elccirodd Poh>ntol Of Thu lr(Vllj/Tc(lV) O*ido Couplo 
MLYER.RL . ARNCIO.WD, CASE.F l Ortk R dgo Nidicrml LatiOralcry. FIN 0-0462 
OMNI 6490. 00/05/1)1 D-v,<von ot Ergnecrnuj (Post A70413> JGpp 16306 330 
4630UC33 


B0ODO5O231 NUREG 1398 R91 flADlOACTiVE MAIEfTIAL IN Tfd: WEST LAKE 
LANDFIU Sui-rrrary R<.porl 

* OJv.s-en of Uviusinal 8 Merhcnl NucI<jo* Safoly (Pcsl 07072(1) O0/C6/3O ?1pp 
46389 004-46390 026 


0808050237 NURBG/CR S020 A SUMMARY OF ENVfPO.NMENTALf. Y ASSISTED 
CRACK GROWIH STUDIES PERFORMED AT WF.S1 iNGHCUSF. ELFCTfllC 
CORPORATION Under Fun ::rg From Tho Honvy-Section Steel TechncXrii/ Program 
DAMPORO.W.H Oak Rjdyo Not-cnni l.abnrolory GaMKORD.W.H. Wostinguo'.iso E'oc 
trie CO'p. F|N 0 0119. 88/05/31 G.vson ol Engineering (Po-st 870413) 27ipp 
46300 012-46306 20? 

6B000SQ242 NUREG/CR 4639 V04 P3 NUCL FAR COMPUTERIZED LIBRARY FOR AS- 
SESS’NG REACTOR REUAOILITY (NUULARR) Useis Guido, Part 3 NUCLARR 
System Ooscr pi on. 

GlLMORF.WF . GEhTILLON.C D , GERTMAN.D I f:G&G Idaho. Ina (suh& ol EG&G. 
Inc) FIN A 6850. E.GG-2458 Bb/OG/30 Divifiion ol Roacior & P-aril Sysioms 
(8704 13 8807 16) 22L‘pp. 46393 355.46394 223 

8808050249 NURFG/Cn -1639 VOS P4 NUCLEAR COMPUTFRIZEO UQfrARY FOR AS 
SESSlNG REACTOR HEUABlLiTY (NUCLARR) Data Man-ja'.PDrl 4 Sunn* ary A'jgfo 
nakons 

CiERTMAN.D l . GlLBCm.BG . Gil. MORE. W E EG&G Idaho. Inc (suhs ot FG8G. 
Inc) FIN A-6054 ECSG 2t50. 88/C6/3U Div.Ston o' Reactor S> Plant Systems 
(070413 880716) 3lGpp 40395,023-46395 337 
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0800050257 N^HQG/CR 4633 V04 Pi NUCLLAH COUPuTfcRlZF.O LIBRARY FCR AS 
SbSSING RFACTCn RELIABILITY Cl. AHR) User’s Guide. Part 1 Overview 01 NU 

CLARn Urtia Rot oval , . 

GILMORE WF., GCM’. LlCN.C O , GGRTMAN.Dl CGSG Idaho. Inc. (ssbs of EG&G. 
Ir.c ) KIM A 6 8 50 FGG-?4?8 G0/C6/33 Dr/so*) cf Header & Htoni Systems 
ift/0-11 3-681)7 K>) 05pp 46395 300 4639501 1 

0008050260 NUHEG0753 V2? NO 4 . NUCLEAR REGULATORS COMM. SSION IS 
SUANCES FOR APRIL 1<S08 Page* 335 1U3. 

• Divisot of Freedom ol informa'on A Publcalicns Services (Posi eeo5*5> 86/06/ 
j 0. 1 59pp 46394 224 -46395 022 

8808050273 Appear on Icr amend lo License DPR 49reviSog Tech Specs lo compy 
■»v / Gene* c l lr « l >01 & MJ/lftt 03 '3,Rov ? Reliefs rcptece.ntni ol interim msp pro 
gram & iiLc-pcraies beg fi-*imj date lor current 10 yr I'serviCO msp & losing p*o 
crania 

f^OTHtm WC ewa Elocfnc Lghl 8 Pc*o.' Co NC> 66 520? B0/O 7/27 
M.JRLFY T E Office ol Nvctear Reactor Roguauon. Orocicr (Dost 870-111). 7pp 
Arj/.5'i.OOVAG«viQi7 

-8 8 080502 79 Proposed Tech Spncs ro rcpacomcr.* ol nlcnn*. i,'Sn prog-nm 
4 I Orta E oct . l-yhl & Powe' Co Gl l)8 01. 03/07/27. I0pp 164530304045301? 

8808050278 NURLG/CR-5075 IhE SAKI-UI REAL I VE INSPECTION SYSTEM 
O PE R A T l ON Al FHINOFI FS AND IMPLEMENTATION. 

HALITE NF.D.LD OOClOR.SR Balle'lt? Memorial ar.IHuin, Pac.fc Nodhwesl 
Laboratory F.M B-2467. PNV C413 Bb/Cb/SC. Or.-s on Ol Ensntcung (Posl 070413) 

1 74pp 4G'J89 02/ -40369 20C 

0800050201 NUHEG/CR 4630 V0-1 P2 NUCLEAR CGMPU lEtllZEU LIBRARY FOR AS 
S-SSING HEACTOH RFUAOIUTY (NUC_ARRj.U5cr s GjiJo.Pan 2 Gu do To Opor 
at«on S 

G'LMORE.W £,.. GENTL lONC L) GEHTMANOl EG&G taro. Inc ls„fcs c 1 EG&G. 
Inc ) FIN* A 5860 EGG-2468. 80/06/30 Ci^i-^rcn ol Procter 8 Pl.inl Systems 
(07C-m GB0716) 1 1 7pp 46303 230 46303 364 

8808050285 Responds lo Goner c Lfr OH 01 NRC PostlO.i on IGSCC n UVV Auste: Hu: 
Sia r.ioss Sieei loms cf concern oxp'ossco m feciws* ‘isiod A teilc^ed b/ ro 
sponses „ 

nOTHr.RT.WC Iowa F’oclfic Liflbl 8 Power Co GL8B-OI £30/07/27 MURLEvJ.E 
Oh-ce of N--‘ear Reactor Ht-gj'alcn. Drcdo.* (Post 870411). 5pp. 46-145064. 
46445 082 

'-8808120067 Rov 0 lo "IGSCC Augmented Fean'S NbREG-QJ 13 Rov 2 ” 

• tewa EiOClriC Light A Powe* Co GL Bfl-01 68' 07/26 14pp 4644 5 050 46445 062 

0800050291 NUREG'CH 4GJ9 V03 P3 NUCLEAR COMPUTERIZED LIBRARY FOR AS 
SESSlNo REACTOR RFI IA3U-ITY (NUCLAnilj Uafa Ven.ul.Pan 3 H.irc'w«iro Corr 
renom Fa Lro Data (HCrOj. 

GQFiIMAN.DI. GILBERT .nil QIVOREWE LG3.G cljho. Inc. ISios c* LG AG. 
•\zi r N A €854 EGG-246fi. 68/06/30 Piv son ol Reader A P ani SySloms 
(B?04 13-8007 16). 537pp 4639? C6 1 46303 237 

80080502GB NUREG/(.;R-4b39 V05 Pi NUCl CAfl COMPUTER 'ZED L UNARY FOP AS 
SFSSING REACTOH REL'AUlLllY (NUCLAHR) D;ila Mdr.ual. p ari 1. Summary Ue 
bc*<:)l 

GF.RTMAN.Ol- GILBERT. UG GILMORQ.WE EGriG irla'O. 'rc (S-bs ol LGAC5 
Vic) r IN A 0854 F<i(i-?410 68/06/10 Dlv.sron ol PoAClcr & Pia' 1 * Sys'ems 

(B7O413-00C716) I23py 46391 298 4639? C60 

8000050309 NUntG/CR 4639 V05 K2 NUCLEAR CCl/rW ERiZFD LIBRARY FOR AS 
SESSING REACTOR RE LIAO' l IT Y (N‘JC-ARR|.r,ata Man.ia.I'aN 2 Hjman Error 
Protab lily (HFPj Esb-nafos 

GERfMAN.OI GiLBERT.O.G GILMOMt.WF FG8G Ida- o. ‘re (subs of EG&G. 
Inc ) FIN A 6854 QGG-24&8. 80/06/30 Div.s:<n ot lU.aclui & Plant System^ 
(8704 1J U90716) 8 1 7pp 46369 20146391207 

0808050324 Noliltos Rial rlrall Inal repf on clano oul ol IE Ou!?e*n 79 ZG.Seb'rlied on 
BfiO/23 eccop^ab o. 

BLHLINGERGC Gcnnnc Ccmrunicnl ons Orancn NHC.05-B5-1 57 IEB 79 ?i> 60/ 
08/01 LOFY.R.A Para-noler. Inc Ip 464 IB 2 1 4 4G440 214. 

8608080055 NUHEG-0750 V27 N05 NUCLEAR REGULATORY CCMMISSION IS 
SUANCES FCH MAY 1986 Pago* 4B5 626 

• C v.bion of freedom ol irformahcn i Pool cations Services (Post 66051b). 68/07/ 
3 1 I51pg 46197 312-46409 102 

C80B080062 NjREG/CR 2030 V07 NG LICENSEE EVEN I REPORT (LER) 
COMPILATION Fo' Mcnih Ol Juno 1909 

• Ob\ Rdg^ tlar-o^ui Lato-atcry MH 10 GRNL/NS'C.203 ftB/07f3\. C«»co to* 
AnalyS s & Evaliral.cn ol Opcraiicral Daia. Orecio* I28pp 46408 103 46400 230. 

6800000060 i\ JREG/CR 4073 UENUHMAHK STUDY Or THE I UYNEV EVACUATION 
TIME ES7IMA1E COMPUTER CODE 

URBAN r < T. VCELLLH W.P GARNES.K Ualto lo Memciml insttulo. Pac. 1 e Ncrrlt- 
wosi laboratory FIN P 203b PNL 6I71 G0/C6/30 D.vis on ol Radrahon Protection 8 
Emergency Prop.vednGSS |Post 0704 1 1) GOpp 404C3 349 46-103 339 

0800000098 Forwa'ds Amends 122 lo l icenses DPR 32 & CPR-37 <4 safely 
eva uaficn Ame-’cls rev.se Toctr Specs ro cfllee.il sarplng & rac'iabon manturirnj sys 
lo' P-131 in wote' samples for ccns s'ency w/NUHEG 04/2. 

PATEL.C.P PiOjOd Drrer lciafO \\2 fAC 66117 00/00/01 CRUUEN.U S V.rgn-a 
PortC f iVirgn h E'l-cir c & PcrtCf Co) 2pp. 4645? 255 ‘*G 4 52 267 

•-8808000 ICO Amcnis 122 to Licenses OPR-32 & OKR 'I7,c , i8 ,,, 9«3 Tecli Specs rc* el 
llueni sampling & rac-oticn rron.tor ng sys for 1-131 n wafer *>anrples lor conSSloncy 
W/NU1EGC4/2 

BEHKOW.il N Project DirectO'OlO H-2 GPF1 37 A 122 08/00/01. 9pp 46452 257 
464 52 266 

0000080111 NURCG/CR 3145 V0G GEOPHYSICAL INVESTIGATIONS Of THE WEST - 
ERN OHIO INDIANA REGION Annua* ReplOclobo' 1089 - September 196/ 
SCHWARTZ S Y . CHRISTENSEN.O.. LAY.T. Vich-aan. Un.v. of. Ann Arbor. V.l FIN D 
1695 BB/02/29 D.vir.icn ol Eng neen.ny (Post B70413) G3pp 46403 040 46409 10? 

0008080113 NUHEG/CR-45CB QEHAV:OR OF A CORlUM JF.T IN HIGH PRESSURE 
MElT EJECTiCN TRCM A REACTOR PRESSURE VESSEL 

FRID.W Sandia Na’onal Laboralo.'ios FIN A- 140 G. SANO05*l72b 8G/04/30. Division 
Ol Reactor Acc donl Analysis (b/04 13 8007 16). iBCpp 46409 100 46409.267 


08O0OBO1 15 NUHEG/CH 4674 THE SLNSU vi T Y CF EVACUAIlOM HME ESTIMATES 
TO Cr^ANGES IN INPUT PARAMETERS TOR THE I DYNFV COMPUTER CODE 
URUANIK.T. MOELLER.MP BARNLS.K Gallo' o Memorial Institute. Pa;.', t Norlb 
rtQSl Laboratory F'N P-2006 TNI 61/2 65/06/30 D v on ol EngrteOni g 0 S.s'e.'s 
Te^hno'ogy (Pcsi 670411) 7Cpp 46400 2B5 4640U J40 

0BO6O0O1 19 NJREG C036 V0/ NOi NRt: REGULATORY AGENDA Oi-.irtf. * 

Roprri .lanuary March 19B8 

’ Division el Freedo m ol -.fc'iralien 8 Pun 1 atijn$ Seivi^ei* (Post BB0515) GD/C/^ 

31 11 ?pp 46409 2 P.6 404 10 (.-J9 

8008000121 NUnFG/CR 5165 SElSMOl OCilCAL INVEST CiATlON CF FARTHC JA<ES 
IN THE NEW MAUHIU SEISMIC ZONE AND T» IF NORTHEASTERN FiCF.NT Ol 
THE NEW MADRiD SEISM C ZONE l ir a ne;iJil.SeplL*riini*; I'JBI Decomber I ••!!»> 
HEHnMANf. RB 1 AYL(JH.K , \GU v lN B Sf l o.i.s Un.v Si Lons MO. *’|S D- 
1691 B8/07/3' Divvon o' Engroonr g |l-e>i U/C4 13) f;1pu 4640B ?3l 46400 21! *. 

8008090123 NURECi-9320 V12 N06 LICENSED OPLRANN'G HE AC TODS STAINS 
SUMMARY REtUTH 1 Dam Ab Ol May 3 VI Wft iCV o, Dry* \) 

SCmWARTZ.I Divison cf Ccrrpnbr S Toccjm-n.-it.ilior s Snnrces (Pcsi B7C4I ;! 
8G/0//31 5U2p;i 4641 0 040 4U411 101 

8008090104 Fciwanii supp'emnnial min ro DCRi'JR.p n BH050I & 0617 tclconsl- 'c i.«l 
messes open items, ■nclud n.) ad'll rued lu' red ;iir,\i ir;omior nslr umenl a :-on dn- 7 
steam gnno'aior tul;0 rupture 

RURSkI R l Lc,uivaru Poaci & ,.«:jl-1 c;o WiP'iH 1 240 55/00/0 ) Cgc.uhchi Co' tict 
9»anch iCccurrenl Cnnlrol UesV) 4/pp 46-107 249 46167 295 

8808090142 Forwards AmnnJ 105 to ..n;t*n*.n CP 1 1 20 fi saU.ty cvaVahcn Arrtnl 
COTinodales Imtng ccnJUons ro mu i< >; nali.*: ifopfi.»'iSu , /ahrei sys per NL'rR C 
0737,ltem UK 3 18 

ROONEY, V L Pro.oct Drectoraio 13 JAC 6f/'6? DH/06/04 CAnsiiCK.R.W Vvt 
rront YanFuo N,.cli;af Poao* Co*p 4p*: 46 ' /B 028 40470 041 

08OBO9O144 Forwards stat.»s ol c.lecir:ca cn 1. .:<ii tin ;;n.gtein in rnstarl (jf 4 c‘* a I c 'k.. 
laicns ccrrplete om upl Ft MSAC wm.h wi ijo ssued Ly 08UO24 RolaluJ nfo i-nJ 
GRQLEY.n. Tornnssoe Valuy Aulhcniv li'WSft/lM Dor.rnunl (‘cntrel U f ar: , i il^oc , 
mnol Conlrol Desk) 1 1 pp 464 77 339 404// 34'J 

0808090334 To'^nrus Hr ^<.>0* :o sovn< (> ruiv.si 1 '0 presidenl ru furju alien d nal.idll/ 
CCtiimny & atco'oraio: p-oiUcul la heacl re mall INAHMj.Urrjos e-.tci.ragmi v *t ^1 
SWOS lo adopl NAHM furji.-laiio i 

ZFf'H.L W Co-nm f.s-O'teis 60/07/20 TKDrGMU.l. Cou'r-ien'O c 1 nadi.l'.«:n (.dii 1 J 
Kre:j*arn DiioctefS. Inc 2pp 404/1 017 -11.471 0? I 

-8008090311 D scuSSOs 0005(15 nilg ro le-Ji.r.il nrgiilnrcn of -mlu'aly cc < rrr t| A a r 
co.otelo' prodULid rodoncl.vo mils INARM] I .su«; «'lo»r< il te Conn ill cu c/n l-«1 * 
ano-'ty Ro-j-mon Research 6 Foley U:iv\'xv<\w ^ tnr *») ntte.u5>n 
ZECH.l VV. CcminssiOfX'rs UQ/07/2G GnAHAM.VVM l-fesid^nl 0 < US. A LjUHUj. » 
Oil c es 3pp -1T.4 7 ' 0 1 0 -lb ; 71021 

0008100155 Fcrwnrds Suppl b lo MIHFCi '0.J2 orunnhor ol LilmIil-s W/Qi.l'el 
WJLLERUH Pro out D rocioMV III? m)/07/ "1 -M.lSS.li f COinmcn/irca Hi Ltl • 

Co Ip 4017ft 1 56 46 1/9 150 

0008 TO0295 f : riwards roiico ef cfn‘s-r:oteli::n of isvi- * 111.0 0* imu ‘.ds lo Licenses t‘IN- 
57 & NPr S & eppcru.nly (O' near <i:j on rin'J'Jh? repuasi ro MStV Ircli Sp • - 
t-teims 

CnOCKEn.L.P Proet.l Drecicrnio 113 tAC t.(J inn HH/OB/iVl HA RSTONV/N 
Georgia Porter Co ^pp 4050' Odl 46501 Ci:t> 

8800100303 Nat CO of CCns (Je‘<»i o-i of <s , .‘..n Ci' C* ( «rni:rrls fo UClt.SCs LI’H-fi? ^ 
NPF-5 & ii'cposerl NSHC dnieimr«ih:>;i A i:ppc»riiif iiy let ln.su n<J Amends revise *i’ h 
Spurs ro MSlVs 

CROCicER.L.P Projo/.l Drecicraie I 3 115/07/2/ ipp 4601)1 001 4GU>1 006 

0000110058 Forwards Naiural Cru.lnlie-i Sys Compnr.r.o.i flop!,’ per NRO 
rrado during 000/1 1 & 13 fe'con ro luslify anp'-c.'ipiily o' rosulis ol r-alurai CMCu'r.'i-n 
shj'djwn lost 

MnOCZKAEJ Norlneasl Nuclear Fnorgy Crj p.ubs ol tirut'iOiiM U' »Osi 
MnOCZKAEJ No.thoasi Utribus B '29D3 00/05/03 Dceumcr-l Ccr-rol Iru'iiC* 
(Dccumont Control Dosk) 2pp 46530 260 4GEC0 2B5 

0800110074 Fo-wards rov.so:! Pago 436 ry Ti*ci- Spec Imses Seei-tm 3 6 He. *.ct| im j 
corrects lypo teenmoratod i: *o AmoruJ 91 

HOWARD Dn Arkansas Power A Liyhl Co iCANO/OnOO 85/07/29. C*LVO A 
Pio.eci Orocloratc IV 2pp 46533 291 4660(1 ?;)2 

8800110102 NURLG/Cn 4947 FRR E train lo "Arulysis ol A.102D & A5MB Sir) till 
Malls n Su'vo.i'anco Capsuos o' Commrrc-al Power Hoaclo'S. ' eurrcci'-g 
2.4,5. 1 1 .20 2 ' A 24 

S I ALL MANN f.W. Oak Ri;li;o NaiiOha' l ahomtery. FlN U 0415 CRNL/ TM 10-1 6* I dl|/ 
05/02 D.vision of Eng ncerr,g (Posl 070413) tipp 46463 343 4646J.350 

0800110141 Rcciuusls FIT publcaton ol n<r‘r u ol cor-s dr.rai cn c* issuanco ol wr*:'iS 
lo Liconses OPR 10 & DPR 31 A proposed NSHC dole'rri'wil on & eppertu* N T.r 
hearing on 6130620 request m nsirumrrntur on enhancnrronls 

SlCGEL.R Project ni'cctornlo hi - ? TAC 60720 09/U7/29 NnC No L'oU ed At 4 ■ 
anon G von 5pp 4651 1 217-46511 22 1 

0800110206 KRC Info Nc'ceCd 06-** Heporlng f r res in Nuclear Procoss Sys nl 
a* Power P'ants ” Svc list onci 

HOSSI.C E D.viso-'i of CperalionHl Events Assessment (Post 570411) BP/OG/'ft 
ConsoLdatCd Edison Co of New York, Inc ItMpp 466-13 03140643 104 

0800110237 Applicaiion lor amends 10 LUonscs DI ; R 19 & D?rl ?5.aJd ng Eccl 0-> 3 »!/ 
4 8 Ol Tech Specs ro conbol room air fi'iraiion sys (NUREG 0/37. Item III [) 3 -'| I ce 
po:d 

SHADY J A L'.cmmonrtOam) Edison Co 407 4 K DB/0B/01 MUm.FY.T E. Ol'iCe ol 
Nuclear RoaclO' nogulaiion, Droclcr (Post R73-H 1). 2fjp 46506 0BQ 4G5O6 130 

8000110301 Pom.vds NRC summary rept on rad:oactive mall in Wo&l Laky lanll l 
INUREG-IGOB.Rov 1) W/o si.rrmary 

LAHOCHE.G. Fuol Cycle Saloty Branch. 90/03/03 BANFRJl.S K. Missglh. Sldo c* 
Ip 46513 109 46513 117 
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•♦830BH0303 forwards NRC summary repl on rad oaclivu mai in WOSI Laku 

<anJV .MJ'lEG- 1300. Rev 1 W/o summary 

L A HOC HE, G Fuel CyC : o Safety Branch 08/00/03 TURl.G Energy. Depl o* Ip. 
1561.1 HO 4C513 110 

-8806110307 Fensards NRC -summary mpi err radioactive mol in West lako 

lar J v-.r. L. n L G • 1 ana.Re V 1 .W /0 summary 

SAIFT.JJ Fuel Cycle Sak*iy Brant, n 06/00/03 CHEN J. Ecvironmnnial ProioCloor’ 
1o 466 13 'll -10613 11 1 

■B60B110310 forwards NRC s i*r»rar/ repi on radioaci've irad n West Luko 

end'i'I.NUREG- Il'Cb.Rcv 1 VWo Summary 

LA^CCHF G f uel Cycle Safely Branch fJ0/O0'O3 BERGER .J D Oak M,dyo Assoc 
I p 46513 1 12 46613 1 12 

* 08031 10314 Forwards NRC su -T ‘n-<jry ropi l'*i roilioacl^e mail rt “Acs I Lake 

3i id'ii NUR EG 1303. Hov 1 W'i> s jinmary 

LARCCNC.G FcoiCyCu Siiloty B'.inch 00/00/03 GHCCFl.L, T n. Missojr . Slalu ol 
■p 45613 M3 *1G5l3 113 

-8008110316 Forwards NRC samu.jry rep! on rarlitacl vn mail si Wesl l a»o 

■a'lCfil .NURECi U'OU.Rcv 1 W/u summary 

lAROCHF ti feel Cycle Safety Brand 88/OH/u'J WFISSB Missj-n. Sta’e ol. in 
16b 13 1 ‘ 4 46613 i M 

•8808110317 FcruvardS MrC Summary n.»;>! on fud.oact vo nail r West laFo 

larcl l NlJHLG 1 30<J Rev 1 W/o summary 

.ARCCHt.G Fuy‘ Cycle Ga'ely Rranc'i 06/00/03 ULDAN.D Mssr.u-i SMto o' H> 
-.6513 1 15 46*313 Mb 

• £808110319 Forwards NRC summary rc;it on ramouci vr> n jtl n West Lake 

M'.eil.NUREG 1‘JOB.nov 1 W/o summary 

LAROCHE G Fur? Cyclo Baldly Branch 80/CO/O3 ROBINSON R Burns & WcUon 
r-C* p -KiblB H 6-466 13 110 

♦•6808110323 Forwauls NRC summary rop! on ratJioaci wo ■i-.atl r Wosl t ako 

aril l.NURE G* 1 BOQ.Hev 1 w/o summary 

ROCSF. i. C Fad CyCo Saloly fT'a'ich 60/00/03. WHITAKER W E Wosl LaiQ Co s 
*p 46b 1 3 11 7 46613 1 1 f 

680B120Q05 Forwards saloly evaluation pr .t opting NUl A^b cede ir.r uSu in n'anl smai 
treak -CCA ana’ysos 10 exler*! spoiled ft under h<n!aiions ilolinoalod m o* cl SEN 
WANG A B fku.nci Di'OClOraio I 4 TAC 46630 66/00/03 MRCC2*A E J Cp-ncCli- 
cul Yankee AIOTI : Co 33pp ■•6031105 46031:13/ 

9003170057 NUREG/CR-6071 \ RAC SUPPORT SOFTWARF 
JEN<S,R.P . MARTINET V LOS Alamos Nahonal ..uho'niory FIN A 701G IAOI214* 
VS 60/CG'33 L’uison of Reader Ace deni Analysis flflO/lb) 106 

<64 78 H12 464 76 35 7 

8909120069 N JHEG/C R 0139 ADD (M TiiLi iNCi OGY,SAl : L 1 V AND COS T S OF DF* 
COMMISSIONING A REFFHLNCF. PRCSSUm^U) WATER RLAOTOR POWER 
STATiCfi Teennta' Supporl For Dccunmi.ss on i:j Mnlio'S Relaled T y f'rtftardhon Of 
Iho Fr’a* Decern mission r.cj Rulu 

KCN/L'K.CtJ. SMJTH R l BhIIC'IIo Me ron-nJ Inslilujo. l J nc ' c f.orlli-sr sf l phcmlcry 
FN B 290? AAaO 2-bb 66/()7r'Ji Civisrm o* Limirenir.y (Posi 0704 13) )01p:i 
4C4bb 155 46455 25b 

68:3120071 rerwams, «esp?nsr« 10 r.(/:.viL Ur "MIC on JfiSCCm BWH 

Auslenihc Shiurloss Sleel Pprrl ■ 

R fW R G Dosicn Ldson t:o GL-60 01 06/06/04 Oocurneui f:c nlrcl nrun;i'. (Dccu 
Tcnl Ccnlrol Do^M 26|:p 46537 26/ 46637 29?. 

8803120075 NUREG/CR-4J12 V01 HCl.APb/MOD? CODE MANUAL Vo uino i CotJo 
Shjciu'u Syslcms MeUe'S Anri So .iho.n Mon.ods 

RANSOM.V H . WAGNF.H H J TRAPP.J A EG&G hlaho Ire (subs ol EG AG "nc ) 
U M A 6J30 £03 2396 66/06^31 Diyison of Accidenl £ypJnai:on (Pcvl 340101) 
3 ??()() 464 57 136 46458 151 

8808120082 NURbG/Cn 4312 VO? Hi RELAP5/MC'J2 CODE MANUAL Vefume ? 
L>«i‘rs Guifr* Ary ,ripjl Mi’:(iini/ro/ds 

RANSOM.V.H., 'WAGNrR.nj. TRAPP.JA EG&G Idaho, In: (suus of EGAG. Inc ) 
FIN A-605?. EGG 2390 07/03/31 Office ol Nocleft' Rngu’plory Rescan:*'. D reci(;r 
lP0St H60720) 4 4 4pp 46466 051 46457 134 

8006120105 fJURbG/CR 5170 EVALUATION CF GCNERlC ISSUE 
125.11 7.REEVALUATF. PROVISION TO AUTOMAIICALIY ISOLATE FEEDWATER 
TMOM S1EAM OFftERATOR DJRlNG A LINE BREAK 

CnuSKE SJ., VVEUANO.FU. r.ATHL Y.NG EGSU Idi/ho. re /sd>s ol EGAG, U'C ) 
FIN A 6001 EGG 2544 08/07/31 Divisun o' Reacior & Paul S/Slt>mi (870413- 
CeC 7 16). 5bp,o 46453 326 4G454 0?3 

S509I20U2 NUP F.G'Cn QFj?2 ADO 03 7ECH7LOLOGY.SAFE7V AND COSTS OF CL'* 
COMMISSIONING A REFERENCE BOILING WATER REACTOR POWER 
STATION lechnca' Support Fo* Dccommissiortir-t) Mailers Rcdulod To Pioparahcm Ol 
Tne Final Cecommsvou ny Flulo 

■rONZEKGJ. SMITH, Hi Baiid'o Vomcuoi inahtufo. l*ac!c NotiKwesi lafsctalory 
FIN B 2302 AA40 2 56 00/07/31 U.v-Sian of Cng:neon-g (Pcsl 0704 13). 67pp 
•16153 26? 46453320 

9B09i2DMQ NJHF.G/CH SCOJ THREE* FREQUENCY EDDY CUnHFNT IN STRUMCNT 
UODD.C V, CHITWOOD L D Oak R.dde tJ&tonpl lahcralO'y. FIN B04I7 ORNl /TKV 
10663 GG/05/31 D.viSon ol En(;meonni| (Posi 870413) I5bp:> 464 55 256 

46456 C 50 

8608120123 NUREG/CR £054 RECOMMENDATIONS TO THE NRC FOR REVIEW 
CRUER'A FCR ALTERNATIVE METHODS OF LOW-LEVEL HAOGACTIVE WASTE 
CISPOSAL. Er.y.rcnrrenlai Mnmlomg And SufvoiMar.ee Programs. 

DF.tii lAM D H . STEWWER.no. F.DDY.PA Bailo 'o Mrrr.onj' ir.amio, Pat^z Nctth 
*osl Labo aiciy FIN B 2484. PNL-6553 88/07/31 D.vis:o.n ol Low lovd Wasio Man 
arjGft.cgi ft Deccmm ss On rg (Po$l 870413) l9/pf> 46458 286 46459 124 

6S0fit20f3O DsCuSSJS 0707 1 4 GHDR suppTemeniaf rppl ro atorm syS Re5diS of Sledy 
mcicated lhai cerlarr alarm sys dd noi fall within cuidolnos cf NUREG 0700 ft ro 
qi. red sys mods Al.vms curonlly schoduied for msiaMakon by Sepi 1008 
MECREDY.RC. RocFosler Gas & Elecinc Corp. G8/08/0? STAHLE C. Documeni 
Confrqf Branch (Cccemeni Confrof Cosk) 2pp 46525. IG 7-16525: f03 


8800120 t3l NUPFG/CR 4597 V02 AGING AND SERVICE WEAR CF AIJXIL'ARY 
FEEDWATER PUMPS FOR FWR MUC'-EAR PLANTS Vo'emo ? Ag-ng- Assessm^nis 
7ind Monde mg Mojhchd L /o)jdl>c r s 

KlTCH.OM. SCHLONSKI.J S SOWATSKEY.PJ Oak H-riOe Nahcnal Lanofaicry FIN 
B-GG20 ORNL G2G2/V2 89/C6/3'j CnnSion ol Eiici'-ocr.nn (Posi G70413) i36po 
4U45G 152 46458 ?«/ 

0008129165 NJREG/CR 4025 THE POSI IRRAD»A NON EYAMINAMCN OF THE OC 
MELT DYNAMICS LX PER ME NTS 

FRYERCP H.TCHCOCK J T. Sar.<J a NaLo-'a' Lab^*alcr>os FIN A ■ 1 1 0 1 SAN 08*3- 
1102 80/07/3*1 Diinsicn HeoclDr Acr rJenl Andys s {i}?C4 '3 820716) 53;;« 

46481070 464 91125 

0800120169 Forwards p'Orr oia'y WCAP 10T51 P A S r.o npr opr ol a % WCAP* 10052 a. 

' VVFSTAH A'J/anced fh'ec Dime 1 signal f-rc^anr for N'din'alHfdt&J c A-dys s ol 
i.WF1 Ccros 

wOHNSON.VV.J Weslii yTo.ise E'fCl* r. Cr.rf; NS NRC 88-3351 08/05/29 

fiCCGES M W Ui«mOh of E'-Tr.e^.nTi & Systems Toeh^ciotty (Post 870411) 2 i>l 
46524 149 46525 103 

6BO0120173 NUREG/CR 5012 SIMILARITY PRINCIPLES FOR EQol-MENl CUAL'F 
CATION (3Y EXPERIENCE. 

K ANA O O POMLRFNING.OJ EGSG )dri“c. cf EGftG Inst * Ssulhwcs! 

ncsearcfr InsirMe V N A f.3?2 EGG 2t2i FG/07/31 Oms on C» Fn aneonw lPc-.i 
079413) I4 7pp 46465 237-46 1*16 023 

0&OB12O1&1 Nuner. 0525 im S.V ^GUARDS SUMMARY EvEM LIST (SSEL) 

* U.viS'Or cl SalCyjarrls ft Transrcrln: <;n iPo c .t 070413) &b/0/'3l 393p;> 

40404 207*46-166.236 

0800120303 rosfjonrfs lc yidal :vi3 noied u Ropl 5C-302/GG )b Cc'-cct-ve 

ajhonsO' 101 chan'jft J to bo less rcshicir/o ft ic cllrily Hint rocemmorced vj*s a e 
c|uide‘i r .os 

WlDEl.L.RC F’o-.da Power Corp («,^hs. of Fordo Prcqress Corp.) 3H08G8 00 60/ 
00/Cfl Docmerii Ccnhcl Ur, inch fPi.-cijrr.cni Conlroi D'tsi) 4pp 46523 35/ 
46523 300 

QQ08 150024 Fctwan.s Rev 1 10 NIJREG 13CG. ‘ Summary Rcpl on Rail cad vd Mall n 
Wes! Lake Landfil “ ft f.'JFIEG/CR 2722 'o •ndipeg-CiJi Si-rvey cf Wed 'okt» lardi l m 
St Lou!. CcbAiy.MI w/c ends 

LARCCF-F G F-tel Cyc'e SalOty B.-ancn 88/08/OJ MCNICHDLAS.E All.* alien Net 
Assignee} lf> 40552 093-46552^93 

0E1OO1 50105 Snbrriis »esu‘ts Ol c^aluatcn ol Gennnc Ltr U2 33 ft Sup;M 1 lo NUREG- 
0737 re a/d study fo' evaMdon of nvc da'*:u of ann.,ri: nie*s w/rpui Peon mo*o 
ih:in or.u p*a rt ( parameter sot pani 

SlEBEh J P Ci.q.iesno L<gfd Ct» GL*H? :I3 00/08/02 Di/Cun.iinl Ccniro! UrancJ) 
(Dncumr'-I Co.*i|rcl UesF) 4pp. 46550 314 40550 337 

G608160065 F<dw,ird:> SSER 16 INURE G-O/g/) co^u.‘ rej ccrreJlivo achcr* prer/am ns- 
social od w/drs j;ri ol ccnr.'uil smp ; .rsis W/o end. 

CiHIMES.C 1 O'c of Special Pr-j;ccts. Dfl/CG/CG COCNSiL WG fU Lkellc (lomiorly 
foxas Uh ilius Gt-neral-ng Ce ) 4po 4G560 0J2 46560 030 

OPD&160197 Fciw.rnJs sftM/ evnl-j.iljrn ft kchncol r.^jiuftlion rc;>* DCRDR ivn^e:; on 
uli l 061230 si.bmlia' ft NRC/Scr-n-^o Apprcaixris inll Co'P in prcgrciis mi::ii ler 
r-ernd B00522-2G. 

□ LACKS Ole of SpXial Presets TAC 66105 80/00/0'J. W—IESA 1enr.osv.?e 
VaiJey Aulh jnty. , J pp 4055 1 *10 4 051*-: If) 3 

• 080G169199 Sftfmy uwi‘iiar :>;i ro uliil*-C ( fUH vtos w.l meol al requremenls of 

Su‘(4:l l !0 fJldf€G*0737 vshnn gi«' (trovi^os NHC w/cJo:crroi , .t«i| 1 jn of ccrrp'oi cn el 
funct 09 ft MSI a*' 4 y-5‘f. ft LOnire' /oenr mvcnlcry 

* Ofc c,l Spec 41 Proiocis 36/08/09 5;v 46654 153 40564 157 

0 000160220 Fo-warcls Amerd 125 lb f ro'/isrona' Lico' se DPR 16 ft Sfiloiv 
eYaleat-an Amt hrJ revues Tecfi S/;i*c S<»c' di ft.f.er NUREG-0123, Rov 3 tjt cb'ily ft 
ccns» storey. 

DHCMFHCK.AW Project IVe: total o 1-1, TAC 68372 80/O8MO FIT Zl^ATR CK.E 
Gcr'orai Pub .c UlRi es Ccrp GPU Serv.coCcrp ?pp 4660 1 086 46601:007. 

-0000160224 Ar.ond 126 \o Liccnsr? DPR Ifi/' an^.rr) vaiOJs areas In Tccf« Spec Soc- 
hen G *o* c'arity ft CO'tsslercy.pe* NUnEG-Ol23.Rev 3 
STOL2.JF Pre.L’Cl U.-ectraie i 4 08/02/10 8pp 46601087 46^0)004 

8800160223 Forwards surr.'i-ary rent on rad cacl.vo mat I m VVesl Lake Lardlil (Ro/ I la 
NUf(nG-nUQ) ft raciiclot) ual btivey ol Wosl Lake La' dl.' (NUHEG/CR 2/22). W/o 
omls 

L ADOCHE.G I eel Cydo S.Vely B and* 0.0/08/09 MCN;C- 'OLAS.E St lou s MO 
l(>. 46550 25'! 46056 250 

0000 160251 App canon <o* arnond lo Lfconuo DPR-23.adU r.rj ope-abl *.y ft strveil anco 
idiuroptonls hr cO‘o vjnl Jf,c*mocouptf*!i.po; Ge' Onc Lit G3-37 pa'd 
E.URV.LW Caro'ma Pcwe* S l.nthi Co GL 63 3? 08/03/ CD Oocun-onf Co-Pol 
Branch (Document Ccnlrol Cos*} 2pP 16550 1CG -1G550 1 1 1 

**8000)60257 Proposed Tech Specs adm-g cpcr»1>My ft survoJe-ce icq elements Jcr 
corn i.’kiI thurnjocoup'os 

* Carol na Power ft IguCo 8B/O8/09 4pf>. 46550 100-46556:111. 

0800100259 Fo-wdb A mcnJs )3 J & 137 lo L censes CPR-44 ft DPR SO. rotpca.vc'y 
& safety o/a!oatiDn Amends cl ango Tech Sj.ocs to increase recorder raegos cf reac 
tor vesso! wale' level msiru nonial cn ro rosponso 1i> Generic Lt 1 84 23. 

MARTjN.RE Project Drcclo'aio 1? TAC 6u5'J6 80/08/03 ALDEN.W.M f9 ilgdel 
p' i 9 LloC’C Co 46660 039 46560 054 

0808160311 Fo* wards tespenso lo spoefe iton.s n Gon-efic Llr 88-01. "NRC Pcsdion 
on :GSCC n 0WR Auslca tic Slanlcsu Stocl Piping** ft hst ol wolds Uy caiegonos 
based un re vie. v of p-Nnl p pj f g noiJ.y 

OHSERWS De‘ro t Ed so-n Co GL 88 0l 86/06/05 Documenl Cont'ol Branch (Gcc* 
umeni Corbel UOSF) 17pp 46563 347*46561302 

8505160329 Responds lo NRC Generic Llr 08 0j. NRC P<3S t>On on IGSCC m BWR 
Austenitic Sta n'oss Siool Pipr.g, * requrng that licensees fern sh current plans ro plpo 
roplace.rc'ttinsp. repai* 8 leaFa^o doieciion 

KOWAl.SKI.S J Phi'alelph a ClOCMC Co. GL-8B 91 08/98/0?. MlRAGLlA.K J Assoc 
aio Dr-ocTO' In: Pro;ocl$ ( Posi 87Ct 1 1) ??PP 4655?.2G2-fG557 334 
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CUN V INGHAM. R E Division of industrial & Modcai Nudoar Safety (Posl 8/0729). 
88/07/27. Consol daicd Htlison Co ol New York, Inc. 106pp. 4639/ 029-46397. '36. 


8007220034 NRC fnfo Nahco C8 053, 'Lirenr.ee Vufalior.s ol NRC Rcgu otions.Wh ch 
Led io Men -a‘ D.a^noshr Misa im:**-sirai ens Svc I si one 

CUNNiNGHam.r l. 0.visicn ol ir.du slnal & Medcal Nuclear Saloty (Posl 070720) 
88/07/2& Cons o: dated E(l.so:i Co ol Now Ycrk, Inc. I05;,(i. 46396 293-4639/ 0?6. 

8807220192 NRC Inlo Nonce 88 054 "Fulmo ol CiCuU Rroakr.r Fcl cwi'.g Insia latipn 
Cf Amp'ocio* Oroct Trip AUac^rTiOrl " Svc lisi oncl 

ROSSI.C E D.vison cf Or>orancr.ai Events Assossmonr (Post 870411) 89/07/28. 
Co nso'idaled Edison Co cf Now York, Inc 121pp. 4G41 7.020-46417.140. 

6807260086 Foiwardi twockly I si rg ol yunoi C ccmm^rrcal rns tn/mg consdered o # 
under r lovrlopriK.nl liy NHCircXd rp fcuioi ns. inlo nolicos & yonenc Ais 
RtnilNGEnCH Generic (;omn-.u*n ^aliens B«aiiCh. ftfl/Cf>/ 1 7 FADDEN.DL Insitulo 
Cf Nucloar Pcwer Oporatipi.s 6|>r 463U0 1 17 46JC0 122. 

8007260093 Forwards h.v.ei'kly listing ol yo^oi c rcrvn^rucal ons LpOimj cons do rod or 
under (love’CkiTionl by NRC u e'ed r ‘p t:ul!ntns, inlo eoiicos & g eneric irs 
ntHLlNGFRUH Genu'n^ Com rntnicat ens Rranrh 0a/U0/26 FAlOFN.DL Ins', tuto 
Cf Nuclear Pcait Operahcris. fpp 4 6304 4610-1 062 

0007260277 Ferwa'ds “G'dn f G.i I W c.'C.v Sfainrr Lrcrcfsu CorrJurtO/J on U7 f f I 7 l ti, 
ol In; parlMpafian .cml oxcrc so f*c de'cicncres noh.J Two trees requnng corrprJivo 
aciion A sove.*ai areas fCLO.'iuriC -'JcJ fo* mip*ovoiriGnt .dooiil.cd 
KniMM.M.W f eiJer**' Emcrgoruy Mcnajjemo-r Acenuy 00/07/16 CONGFI..I J D.v 
slcr» cf n.nlaiui Protect oi & Emeryoncy Proparodress (Posl li/0411) ip 
402J1 2?y 16291 323 

*•0007260270 "Grand fijff Nuclear SUificn Exorcisn Cchduclr d on G7i \ \f lfl ' 

* fcrie.'ul Erncirjency Man.iycrr.Odl Agency PD/02/26 I4pp 46P=M 283 46291 323 

80072603 46 Fo-’wa'ds Dmil/Rcv 3 lo "FteconunendaiiDns on Lm^ils of Fxposuru lo Hot 
Parbcics* o*' Skn’* Dacu'i'onl sfroufd bo prnlcd as Ropl 101 & avalAbo in 34 
months 

NF.Y.W.R, Noione* tiOon..i‘ on Rail a* on ProiocEcn S Moasurpmur ts NRC 04-85 1 1 8 
88/06/17 ALLXANDFR.nt Hrulmton Proiec.lion A Hoallh F.floils Biri ch ip 
4 0292 037 1629? 071 

♦•0OO72CO347 ttafl/Hrv 3 in RecOTtimndnlionb cn Limits Ol f Kfosvre !o Hot F J arii 
clOS' on Sin. 

GESELL.If.. FORRES P D , VCINHDlD.C 13. Naiicn«l Council <n Hadiaiion Pmicc 
lion & Moasjremcnis 68/C6/J3 NRC • No Dofaded AIM at on G.von 34pp 
-16292 030 462U2 071 

B0O726O376 D.scusscs lli*eo-rnonih Ofc ol Enlcrcomem rolotiOTAl nssignmoni comp'ei* 
od on 690702 

SIEFANO.JJ Pro.cct Drcctoraio 111-1 00/07/06 CRUTCHI lELD.D Divisun ol Roac- 
tor Pro. opts III.IV.V & Spnci<V Pro.ccls (Posl 8704 l l). ?pp 46209 246 40233 24/ 

O0O726O37S D.snusiOS an'e.cf rov ow prccoss 
MULLLR.O Pro. eel Dheclcra'o HI 2. 08/07/CG DJDLLY.R D.vslcn ol RtACKjr 
Pro.ecis - 1 ' .V.V & Special Pro.ccls (f'osi H7C41 1). 3pp -16299 237 46293 239 

8807270106 PosponH to U607C8 •** rer;ucs1.ng mlo cn I‘.(jw 10 Obtain biweekly I Sling cf 

8 <'f‘.eric comrpun cal ens tic-irg cont uforcd or Oovr.'InpuU l. sf-rgs avoilnb!»; at POM. 

GnLfNGrR.cn Geiv-.c CmiTiumca'ions Groncfi m/0?7 10 nontAN.J.r Opub. 
M*.ni?my & Glnsgow (Icrniu-rly Dcuh & Mnnl/U cj) Ip. -*-6305 1 62-4G305. 168 

B007270239 Torw.VUb urQioso ref)t for 07i 1 (j 4 oxcrci$u ul ollsdn cn-oryency p'opmcd- 
ness plans fer p'nni 

KHIMM.RW Fodrjral Lnrr,rijo , ‘cy Vanago'nom Anoncy fJU'07/15 CCNGEL F.J C-vi 
son ol Radiiiticn Prcteclion S Ernonio.-cy PiCjpiiforfru'SS (Posl 87C4I1) ip 
46335 28? 46335 340 

*•0807270245 r-xorcise Hopl for 871104 Exurase of Olfsiiu Radiolmjical Errcryjrrjy 
Proparconcss Piiins ler OrowriS Ferr/ N‘u( leaf f’ower P'ant " 

* FcJumI Emergoncy Manoaomeril Agency. U0/02/24 50;>p 46335 289 46305 210 

880 7200019 NRC Info Nchcc P6 055. Poloniiot Problems Caused by Smylo Faluro ol 
E SF Swing Hus.’* Svc l si ur.cl. 

ROSSI.C E Divison of Opurohona) Events Assessmem (Post 070411) 6B/<b)/03 
Consol daiod Edison Co ol Now Ycrk, ir.c. I2lpp 46437. 1 21 49437 241 

0007200090 Forwards Tcial Po;:ulat on Dose CalculaiiOn. - * from FEMA uxorcisg on 
650707-09 

LEONAHli.JD LrjnQ Wand Itg'ihng Co O0/O7/2l> Documonl Conuc) Uni'ychlDocu- 
rr.eri* Conuo: Desk) 7pp • 1 .634f>:iQ2-4F>348 069. 

-0007280114 *TnU1 PopjLHi'jfi DoSw Cn'cu'<lliOn '* 

' Loog Island l.ighl mg Co 99/07/20. 550pp 46346 170 46340.060 

0807290008 5upp» 2 lo NRC flu! el -n 98 000, * Tlurmal Stresses in Pip ng Cornecind 10 
RCS *' Svc iisl oncl 

ROSSI.C E DiviS-on of Ore-aticnal Gvonis Assessment iPosi 070411) 98/00/04. 
ConsoLdaicd Ed.son Co cf New Yo/n, Inc I21pp **6504 :C3 1-46504 I ? i 

0807290081 NRR Q*c Llr 603 os/abVh ny procedurus for preparation Ol plant spccilu 
Tr>ch Specs to* new f'consos an o^d cf Tech Specs lor cpa.'ni'ng p'ants S rev cf STS. 
MURVETy.TE OIIicc ol N'uc'eo* Reactor Heyu'aton, Daocicr (Posl 07D4 11). 08/07/ 
14 Ofluo Cf Nuclear Reactor Regulolion, Droolor (Post 870411) 18pp 4G354 269 
46354 266 

0807290160 Forwards “Rob nson Nncloar Power Plant Exorcise Ro;)1.“ for 071036 
KRiMM.Fl w Fodorol Emergency Managcn’enl Agency HQ/07/15 CONGELFJ D.vi 
son of KadiLUion frioicciicn 4 Eme'gency Pruparedrcss (Post B704H) ip 
46357 076 '*635? 4 16 

*•8807290 162 * Rcb nsen Nucloa* Powo* Plant Exorclso Conduciod on 871006.'* 

' Federal Erne'goncy M a nascrre.nl Agency. 98/01/06 4lpp 46357 077*46357 110 

0808010086 Fprwa'ds “A'OSti'ighOUSO Owners Group 000620 Hr ro loss of RHR wh.lo 
RCS partially l»Hod Llr confirms slatdnonl in Goner.c Llr 87-12 that core uncovcry can 
occur much rno'c rap jiy wbife RCS in dra nod conru.on than prov.ousfy tiof eved 
TRAMMEL.C *A Pto\Qc\ Oi*GCtciato V GL-07-12 00/07/11, Ollicool Nuclear Reactor 
Rogulaiion Orecto* (Post 07C411). 2pp 46363.001-46363 009 
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8B0B0 10224 Fe'waftis I rial e»e*crsu rt.pl ol B7IC09 exerc.se of ol's ro rad clog«cal ener 
qcncy p'cparcdr.ess plans silt? spec fic 

A 4 MA* H W r r<ioral Encrge-cy Mfi'agorr.e''! Agency 89/0// 14. CCNGFl F J Oivi 
sio**. ol Rad .Hun Proiocbcn & Emergency -reparudness <Po>* 870411). ip 
4633 1 031-46361 102 

—88000 10223 'Exur so Eva ealtcn Ropi Sony Power Plani cn 90:)614.’‘ 

* Perioral Emergency Management Agonc? 89/C6/M 67pp -1 6 3 f> l 03P 46361 102 

8608020095 NRG In'o Nyic© 80 057 ‘Pcten 1 al Loss o' Sd'n Shutdown Equipment Luo 
»tj P'pTiarg'o HiLccn Cenlre led Rc-tl her FjiVo " Svc list oncl 
ROSSI. C L Dr/isicn ol Oceralicru Cve'-is Assessment iPost 670411). yfi/0fl/C8 
Ccncol da loci Edison Co or Now Yom ino 46-159 125-46459 2-16 

0803820102 NRC In'o Nchco F0-050. ‘Folrmol Problems W/ASFA 0ro*;« Qovon ITt 
SlL T rn© Cvercirrenl RoayS " S/c si one 

ROSS ,C.E Oivisco cf Opernlorai Events Assessment (Posi 07041!). 89/06/00 
Cense! fated Eri son Co of New York. Kc i?0rp 46539 CU 1 -46539 1 2D 

8808030078 FoiwanJS NRC ‘ufo Notice 8t? 04G re poitriully dofecUu re’-rbshod cr- 
cu.i t.-rcal'Crs NHC review c' sar'p'u n/n.:cs rd cate n ai r,or.er«V l.reavc's a'o sod 
to cl stnbulor & occastcnj ly sh pped d »ecl la o*vl user w/o unci 
GRIME 3. R < Dvi«-on cl Rcactc* Irspecicn A Salei| jams |Pcsl 87U-1M) ILIN80 
046 00/07/29 ENGlL.W P. Lr‘C*r(|y. DeM of 2pp 46400 289 461P0 ?41 

68088301 12 NRC ‘n'o Nc'co 88 C5'J. MSiV G.ido R.H F.n ure nl WavrK,rd Urn 3 " 
Svc I si cnel 

HOSS.CE U-v.sicn o’ OfttiAter*- Events Asscssnienl (Posi 8/U4H) U6/(j8/C9 
( onscl Jaiod Fdiso-* Co ol New York. Ire 12ipp 46467 01 1-46467 13 1 

6008030255 Sjmnwy of O.et-raln^ Heacf.vs Everts VtO'nj 08 23 cn 900/1? View 
MP* s S a si ol aifoneeos ercl 

ANN MG W. Lvenls Assessment Bra^ci CRFM-08 028 C8/0//'F) RCSSl.C E Dm 
son oi Cneraio.-ial Everts Assessment IPosl Q7141I) ihpp 46406 1 14-464C0 12'J 

8600030289 Suppl 2 in NRC Ru'fcir* 88 005. Ncrcor'orm n.; M.i’Ss S‘irp ed t/ Ppmj 
Stppl c*s lr*c at FoKcmNJ & Wc-Sl Jersey ‘Jig Co al 'Ai l a'r-sicwn.NJ " Svc iisl orcT 
ROSSI.C E Civiscn cf Cpe'd* vnal Fvc^rs Assessrcr.l (Post 8/0411) iFR ftfl 005 
C0/C6/C3 Consc'wJfl'pil Ed sen Co cl New v c'k Inc 1 49p r -> 46530 1 21*46500 2(H 

8808040029 fle iucsis plan In; ccrTpeir.g co'ivcrso'! ol ren pcv^O' rOACCr ''on highly 
cni.tleJ U f,it*l in lew oonchod U 'ucl Con /on on dependent on federal govt knJi r g 
nuBENSTRlN L.S. Ass slam Orcror la; Hog on IV Headers ft Spornl Pro;ccts 837 
U / / * 4 SlfcPHENSR.F Fr-C'Ciy, Oopl o'. 3,vp 46423:359 16-123 JGC 

U808940062 Sv>|rp " to NRC nto \ch:o 88-C«4 ruJoc;ualo OuUfi cation & Dccumvn 
talon ol F op darner Po r ‘c^lra , on Se«i's “ Svc i si end 

ROSSI C F C'Vi?;on ul Optrol ctji! Everts Assessnoni (Posl 07C4I1) Fir; 88 004 
6'.?/ij0/O : > Co:«b3'-d,i?**o Edison Co ol Now Yo.k. *?: l?1pp 4i >058 205-46558 375. 

0808040176 Forwards hallo' { . Id; A NS- 10 1 ’Nj^lear Jala Scis 'c* Readcv Cos gn Cal- 
Cj'aiions." AttS-10 3 4. Colem' naiion o' Inouna 1 E« <"<jy Ccjn-sd cn Pales in Nect- 
ar Roaci.vc*' & AMS- 1 9 ‘GmU'. 4 ler Arq.p S'l c n w/re^u 'orl ecmnonls 

n.iHr.NSTf ‘N.l. S Assistant Rirccio* lo 1 Ru>%n iV Flna-lcrs K Spncia* ^rojoc:*., til}/ 
07/27, HAliV/ M National Insiiln’o ol Slan-nrds & kr.h' oVHiy (ft>rm<irly Nolo* a > 
fi.i'OO.i cf SuariM 6f;p 46453 ?S5 4C46J 201 

8UO0O4O243 Nalilua: □'■> ol 6U0804 u.oolmj w/KMC.lrc m RcckviloMD lo discuss r<>- 
soils ol fencin' ooe'ato' ‘-nrvoy ro pioposcd n.l; on dog'ue rc'iJ rcrnenls lo; ser-or 
roicior or c-atn's 

ELFISH VAN.M R. CM co cd Ncelear Rog.uilory Hesonrck D/i.-cIcr p’oil 8607211) 1)5/ 
CI//22. LAHS.W Cflicii o' Nuclcn' HegjatDfy Rosearch r>itoclo; IPosl 86072(:) ip 
4643/ 304.46437*304. 

8000050135 NRC 'n’o No: ce 6*1 -WO ’’Inadcqjnlo Dcs"n £ h .^fa'l.nion o* Wak" light 
Ponolrauan Scnis ' Svc is* encl 

ROSSI C b Orvisicn ot OpoiAlo-al Events Assosstrc'-r (Posi d/0411) lElNOCJ-4 1 
39/00/11 Co-snidfiv/J Edfcn Co o' New /ork. >rc 1 23;>p 46669 298-46570 060 

8000050240 NRC Pi'O No-licn 8ft C6l. ’ Cor’rU Room Mali tnh lily - Roccni Ruvio^s ol 
Gpcroln q L »iJeriC.‘‘i e ’ Svc l.si €n:I 

ROSSI. C F p.v.siDi of Opera'io'-al Evonls Asscssn erf (Posl 8701M) AEOJ/EbU? 
0B/ 00/ l ’> Con f.-r! dated Fd so*r Co of Now Yor*. Int l?f:pp 46594 312-46596 0/6 

8800060297 Advsos that drall l»nal repl on acccpinnee o' 1na‘ rep* 'O’ c’csocul ol IE 
3.i*ic.4 n 85 C02 acce7,'.ah o.Rt-cip or * coniminit* on lack cl ir>$pcnso Horn seno li- 
censees 8 la^k cl rec,u- ed ncgali/o <icc'«v»ticn n Dulotn uaef..i 
RFnurvGER.C H Liorof c Co'niu' jcai o* s firri'^n, MiC-05 06 15/ 0? IEG F>5 032 
8B/0U/0J LOFY.RA ParnTOlo.*, mu Ip -16453 258-40459 258 

G90G050295 NRC Inlo Nciico 09 062. Roconl Fi'*di'-gs ro Irrp'enionldi o*i ol OA Pro- 
•ans l>y Supp ors of Ttanapcrr f , ackoc)cs." Svc I si end 

JMNEI7.RF Cv.son o 1 Safeguards 8 r/ansuo'lohcn (Po$1 8/0413) 89/CU/12 
t^cnscl.daiod Eotson Co ol Now Yo/k. Ire lOSpp 4o68i 165-46681 763 

8806080086 Forwards EF'H' rep*. “EvaLntion cl Toiro E Peels cn Eqjofp Hardness 
Tcokr & Uuc“e‘ Rrpi Gcnoie Ai-al/ss 8 Evafuaiion ol SjsdccI Mall Ide^lJicd n 
NRC Gulak* B<J 0C5‘ 

RAS N.W H Nncloa* Manago ronl 8 Roscurtrs Coun:: I (NiA'AflC) ('orme* y Nuc“or>' 
IJli ily Marmgt* IE3&9 005 00/07/22 MAR-IN.rT As-.ocia:r> D rector ‘or Ins; i*ci cn 
8 lectin cal Asscssmenl tPcst 97041 1) 2p;> 40451 039 46451 i>9h 

-9806060007 ‘Eva Vi a lien o' Tenm Effects on b'qjnlp ‘fa'rfnuss li'Mc* 1 " 

GANJY.O Llectr c Tcwor Ro-ie'ci'Ch lnslile:o 68/07/20 iFpp. 46461:0-41 40461:066. 

6808080095 Summary oF Ocomnn j ncacicis Events 'Aclng 88 30 cn B80726.1 si ol 
al!(?!*does 8 s .nim,i , v of ruacio* ?.erams end 

I ANN'NG.W cvenl5 Assessmeni firarch O^EM f-8-039 00/0//26. F-?03S‘,C E Oivi- 
s on cf Cpivafcnal Events Assessment iPos' 0/0411) I3cp 46402 169 46402. »m 

8008080106 Fcrward'j lira* reel o' B7:0l4 (Dini n«ercise ol ol'SilC rAd C'Cg-Cal cnic.'qcn- 
: y response p-ans lo* j.ian| No dev.ir.ncaos obso^orl n oxc'e sc 
•4RIMM.I1 IV. FeuC'al Emergency WanngoTcni Ajjc.icy 1)9/07/20 COfJGEL.F J Civi- 
sioo of n«iu arid! Frotoclien 8 Rirergoncy Proparudross (Posi S/C-lIl) 3pp 
46451 PCI 46-151 1)30 

8800080138 Pa/luV response lo FClA 'cqjcsi 1C' tfoct-nwis Fcr wards Apo C rfocu 
rents & doets'K n?f. avaiau&m PCF) 

GR.MSIEYDM NRC No Oeia tod AllVahcn Givon 68/0//07 OELAin.n.n Krkpai 
r.rk 8 Lo::Mia.'t 3 p)j 46^0/ 115 46407 187 


-88OBO0O146 D.sa.ssr s d-'a<t cordrcl plan 8 roqucsl rov.uw ol p'anl' ajc-tr.’ i 
reached p an wil ir.en do modified lo cover Scnhrook s lunlion Dra'l con*»Dl i^a' ta- 
Wb SS.B Ctf.co lo* Arnlys-s 8 LvaNahCn oF Opcratorol Data. C rctCr Fl'Cij?-: 
DONOVAN.D redu'al Emcrgoecy Ma'iagcrnoni Agency 3lpp ntyi'i: 167 i<5wC/ t%i 

8B080B0209 Forwards info t;cf:co U0 U-1G re* how de'cclivo rcfu.hijl rd c uci'cal t.;. ,* 
mort may havu Loin Supplied lo planls Invosligairjn ol live u'ce.t h i bker ce rpr \ 
sh Jw lhai cornpancs sfippod b'cakp's In govt facnlos & agcnclos 
GRIMES t) K Diviscn cr floacio' Inspocliuo 8 Safoijja ds {Po:,l u7Cuij l \ 0^ 
046 89/Cfl/OI P/es Uenl ol U S & Exur.i/livo Olliccs 2pp 4G-'* r * 1: 1S7- 4(451 * I * 

8808090083 Forwards Info Nm.rr; Uli 0-1 G fu doloelivo refi.rh:shod oHCtnco* er,u r ret 
that may f avo been supp'ieu to nuclear power p'anis Vivoico also uici llu: l'-r Vs 
roci;».crl as cusiemt r 

GRIMES BK Division o' ReaciO' Ir.sp- ?ci«o.‘i & Safeguards fF J osl 9?J-‘ * *' 7 0’- 

046 60/00/01 San Francisco. CA 3|:p 1646/ Mf. 46 :6? 155 

BB00090080 Ko-'wa'dS Inlo Noheo 09 046 re < I'ri.rnsiarres under vifh dot.ci *e ■ jf L t- 
biahvd Ceclncal uqt-ipnieril Suppiurl Invoices S O'dcrs a so or*cl Ihil ictrl ', f . i 
ah e^siomer 

GRIMLS.DK O.v.^iO'i ol Ruar’or inspection 9 Safurju-ircJs <Posi 50-!“’ fcigtv 
046 89/09/01 DHANNAMAuFp.co.Dopi ol 22pp 46167 I 57 4646/ ‘bb’ 

8808090094 Fo-'wa'tls inlo Nof-ce 99 i>46 m poi(?ni ally delect vn rnliiiliwi.sl <V:*xoi 
equpmonl s .puled 10 rucle.ir power j4«n!b Invoa.e also o:w;l II ml r laniiK , ■ <j i 
AS Lcslomer 

GRlMtS.B Y ol Roa* '-.; liiTq.ceAon & Salujuaid^ lPc.s: fnC*.* *) ) ^ :. - 

04f> 09/09/01 SCI niVAH.il i Vnk-inns Arfm nsl'dt cr* 3p|> 4t- !'j/ 1;*. *<:H/ Mw 

B008090105 D bCuSses engon ■ivustijah^n r;1 livr; crcul l renkor ;c-ir<r in-' > ( i* > 
Nc'ico 80 046 Co.-npan es snipped breakers io r.untx.r ol c;ovl l. w :-i> r 'rvp 

Hu'oa.p c' FnrjrAv.ng A Pnnlmg Info Nct.cu 8IJ 04G f, rvucos oik 
GRIMES DK n.vison cf Roacio* lr*sf>oc.1icn S SafecuanJu (Rosi i go 

046 00/00/0’ 1 rcAf,.,ry. Dupl of Ipp -164/0 132-46 I/O 14 2 

88080902G4 NRC inlc Noiice Rft 663. high Mar) alien Hazards f-rorr I'f.K' i:<. j l. (>,.'•:* 
D-.4c c'o’S d Cables “ Svc I si onol 

ROSS CE Div.sson of Operaionhl Lv(;nls Assossironf Ihosi B/OUI! 9. '->3rt5 
Conso «lAlod Ldson (^0 of New Yo'k. Ire I K)pp -16569 0u5- 4 0669 174 

8800118043 Forwards ' Roeky Mounlivn fVn ncd Sloniqu Hyclrm* c\ii« l : rc. fo 
tocted Spocos Sn*vny ler Rocky Mounla n Plant Dcwun ?Jl> KV , y v A 

f nal s .ppl lo ‘FFS.ffoc^y Moanian Prc)<;::l 2/25 “ 

t:CLKFY,A M Me oil Flccinlicnlion Aif.u r.iblrulion l)0/Gh/O6 KMC. No Jy il. : Ail 
a lion Given tp -1C5U9 1 ) 5 -165 10 I5G 

--800B1 10065 "Hch:ky Mo .nl.iin Pun ped Slora.p* Hydroulccinc Prou i 
VAN MARK J Moral [ : ecintiuilinn Adm reMnili jn 98/07/31 V.-,V 15M* ■ Ilf- 

4650;» 203 

**8800110066 ‘ Proleclud SpCCx'S Survey fc:r Ffncky Mqu’iIA P-Pi nl |!u,-«- , i iv 
Transmisr. !>n l ine ’’ 

* Oy'ctliorpo 1*0 wor Cerp H0/i)3/3l. 'ijpp 4(i50‘J 1 7 i-46 f .0'i.2U'l 

* 0808110060 FERC'LIS 0321/S f ml s..ppl lo “f LS Hotky f/owMn l , ie.v-.s , N f 
Geouj a " 

* Fcnoral Fno-gy firqu'alciry Commits on /li/cij/ji) 6 )pp 465011 ?M /*IM j /■ 

**0008110071 TES.Mccky MtiunUm Pro.vct 2/26 - Gecrqin 

' Kuieial Powe* Cun n ir.sou 76/C5/3I 244pp 4660?) ?b/ 4651C I5<» 

8008110178 Fo'wauJS Info Nohr r* 00 046 re ifofccf.vu 'Ofi.rb:*>hisd <s «*-'.!• :i '-f i ■ <■' 
Sn;iji“icc‘ lo nucirm pewer r>:nnls f'.vu Siaio of HA ecir-pnrius njifK-.i* I > k .^f’r 
now 9 rnli.rli b'icvl kiM-mrs In conianors cosurrtj’irui o;.q rial mlg 
CiRIMES.DK D. vision cf Ruaclor lr-*,p.;ciiDn & Safeguards lPr»sl 9/0-1“) l *j 5*9 
046 06/08/1)1 Nevada. Sl.no of :ipp -i65D5 303 -16505 311 
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-880825017? For* .inis e»ac.se rrpt lc' 671 0C5 eterc-se o’ o'^'ic radu’oqca' error 
prcpavd.sG's p'aiis let fuc'oar pcAer p'ani 
kRIMMRy/ ft*-*. fu 1 mi'^'cy M.ma-orrcnl A^cy 60/07/15 CONGEL.f- J D.v, 
i jn ol Pidai-on F»oi»c:on 4 cric#g , < , 'Cy Prepav.flrcss < p osi 87C111) ip 
4664b 33: 46G48 331 


• 8808250183 Pyr n$ttn Nt^lea' POwC* p l3n EnffCiSC 
• Fr«ie.*a Frcc^ency Mari.isement Agency 67' 10/05 4?pp 46648 332 465*9 016 

8800250210 Forwards n,o;es i*?**.;‘ r rg US Coast Guard as cuslomsr ol poicrvaly 
def t c i.v<? Co:*' ta rqu^mem W/o tods 

GS'MrSOK u.isio". of Rea: lc- In^prc’cn 5 Safeguards (Ptvn 07041 1| O6/C8/I0 
NCWTUNJM US Ccas* Guard Tra' SpcrM 4 ox Depl ol ip 16649504 46649304 

8000250273 Fcrwa-ds info Nc*ce 08 016 ic Sia*-.* o* A2 f/ato-'a' Guard ro creum 
stances under wt-cn deled *0 refurbished orccl breakers suppled to plar*s Lr.cl in 
.vie denr lios ree p ent auor’ey dS cuslcmer W/o encl 

GRIMES RK pi* sen o 4 Ht-aclo-* ir.specicn & Sa'ecjua'ds (Host B704M) It N08- 
C'46 86/08/ 18 Anrcna. S*aie ol 2pp 46649 302 46649 303 

8800250316 forwards i -vocos re poltniial i defective olecfrca' equipment W/o ends 
GRIMES. BK n,/.s.on cl Heac'or Inspection 8 SafCpue'dS (Pos* 8/0411) 08/00/10 
RRAVMM Ar l'o*ce Ccpi ol 2pp 4CG42 221-4661 2222 

8808259348 Rev 2 »0 NRR O': IH 1000 request. *'y Cfc o 4 Investigat ens ccnduci mvos 
1 gat.ons '"'0 mailers n^cN'-ng wrongdony on pari ol emp'eyees 0^ lico.nsott cr 'icons 
ee ccr.'iadc' & lo not S cl any vseem^enq 

MLRLEY.T E Oi'ce ol Njde.v Rea do: Regutaion D-rectf/r (Posi 070411) 60/08/ 
i5 Olt.co o' Nuclear Reacicr Reguialiori, Crcctcr jPosi 070411) 4pp 4664? 133- 
-•.6642 n 44 


-87002 10SO1 Provides gu dance m not licatiyn lo Ole of Vvesti^ai ers corcorr.mg po 
ie r * a' «vro.ngJo ng Term vsroGg'fong snould bo app ied as de'norl in Manual C'tiipier 
C5i 7 Lua rp'es include record la's lir.ancns <i mall la'su siaicmo^s 
STtiLO.V Ole ol re Ekccuvo Drcclor fcr Cooraicns 37> CB/ 1 1 NRC - No Co 
ra'cd Alli aionG .cn fipp 46642 337 4664? 344 


PR PROPOSED RULE 

8D08010 12 1 Ccrrrreri oppes^g proposed ro'o 10C-R35 ro Iran ry req.i rcmonls 4 or 'i 
censu e cl ph y s cians lo use t:/ p’oducl mails n luma^s Urges NRC lo com nuo tram* 
«rg reqj rumGnt ol 6 months ler cartfiOvascu'ar njclea* moo c no 
COHFNMV Ve'crans Admir,' ? »*a' an 53FRIB845 0C0M 80/07/15 Oockotirn A 
Services Branch 3pp 46308.107 46309.109 

8808010 136 Ccmmeni Support ng n:opcse<J ru e 10CFH34 ro salety reqj rerneds for n- 
riustr al ran u^raphe equ prr.ort A-reos w/pxposa 1 bul Sun r.o bcnefil ol tebelLfvt pio 
ta l rraVo & rrede number cn oev ce 

THOMPSON J M Industrial NOT Co 53FR046D OOOCO 88/07/21 Uocketif'i) A Sorv. 
ices Branch ?pp 4G3O0 120 46300 121. 


8000010258 Ccrmieni opposing p'oposod rule- UJCEHGO io cnerguncy - 2I . , 
parednoss roqji.'cmunts lur nucloar pnwer pant fi.ol loading & n,i-a' V* , 
anons ^ 

AOLEH.C Allnal.cn Not Assigned 51FR 10435 U1G79 00/00/06 C-.,LKSi 
tro Sccrr.-iary uf iho Ccrnm ss«cn Ip 40309 202 40300 202 * J 

8808010260 C'immonls cr» pro;j::sr«rJ rrjv to IO:,FRl70 & 171 RocomT(.r Js al 
sercnd cpiicn w/no chomjo to 1 0CI’R 1 ?0 o 1 mamlnirnng c rings or re •* 
tai’.cal rents A Iranspcrl packagers 

TFliUBH TransndClmv, lf.C 6JFH2407/ Og(K>3 00/07/22 nockrhn t 
Urarch 4pp 4 POOH 203 46300 2^6 

8808010263 Conn onis cn n'OpOSod rules lOCMIl/Q & \7\ to fee s'l-»d c 
ruv ol proposod lue s.( hu Jucs l:y y ani r <j w a ver ol fuos lo* Ucsirn rc.\*- 
ca* cn ol ad/ttf‘.cnU sui p’an dosiqris 0 " ** 1 

■3UNCt1.Dr Frurgy. D< l»l Ol 516112407? ltO”P4 U0/O7/25 CHILKSj C“ 
Secretary ol ItiO Coaiirissun 2pfi 40:»?7 021 45:127 0?2 

8806010294 fiomrnr-iHS oppOsr.g prrtf)oso:l revs to l0CI : ni7i) A 171 &n 
an-ua‘ feus Feels rnjre sir ngrnl corrn.fvi! ar.luin fcr viyiahons rrcre d 
rol',cr 1‘ian, mcro frem.onl msps " UVI 

MOKLI.Q Un vrr sal lest mj. Ir.c 53M1240?? oocofi 80/07/10 Oi' ce o 4 tt. 
lary n 4 Iho CominsS'On Ip 46127 DPI 40:12/023 

8808010300 Ce.-nirem opposing proposed rr;vs to p-nposrd ruN#s iCCrfl'Tqj 
srhrdu o ol Icos Ur<)rs 10 ruta-n uurrei:l juovis ons 
MASSL.T Mabs.i. hnsotts Insi-tule ol Teelirolcgy. Cii»nl:ri:1;jo. MA 
0D0G6 00/1)7/19 Ooekotry A SmveL--. IJf.iur'i ip 46327 024 4632/ 024 

0808010311 Ccm-ncnl opposi*!') f:ropos«rJ rules l0CfM!/0 A l/l re 
ft.eS Rcg-OSts revow of disparity ol let- scIimI.i'os 

LAMASTMA A Health Physcs Assocmlns. I.tij 0J t H240/7 00007 09/C7/P? 
mg & Soivicos Branch 2pp 4032/ 025 4<ri?/ 026 

8008020076 Conmunt suppaMinii proposed rue iDCfHrd) ro (>o‘iCy staicmes* 
icy coopcmlon w /slates al rcmmeu ial r oeln.ir povvor plant & olhor ru: car 
t-qn O' i.!l>*i)lo a i tacnt.es Ructuninrir ds Nfti; nspec tor occon-puny n-'i NPC 
tor 

GfllOLLY.Il Tennessee Valley Acltifjr.ly fi3tit2l0fll 0301B 06/O//'5 D 
O>mf0t Otfluch (U?,c\n«MU Couuo* (InsV) ?p.p At .*,12/ 02 7 4<Vi27 025 

8808020083 Comn-erH bupptrrlir u f>r<jpO‘.e:l min lOCd H3f» ro t'a-.-i' g A o>oc 
‘er a lo; n,.c!e:V mcU.cmo lecf rioi-ijists Houemmr-n:is tn.it tocrnolaqis’s - 
tor ml |,y Aimr & NM1CU instead of 5il K: 

UELl.fl Affil alinn Noi Aii5 yrt.-d VJI- -TMU'MO CCKJ 10 00/07/15 Dockdrag 
Rrarcli Ip 403? /.02D ■ 1 lil? 7021 J 

0808020009 Coirmnnt snpporilny pref)0'.e:l mo lOCfU'if) ro jioky siatemcnl 
m.sson coopnralion w/sinlirs at commeic <i- reeled' powar p’antsA'casc 
wh ch siato part c i’.irly nlerosiul I sled 

S'STLH WAHY MAD Mnr-c-SotO, Slate ol !i:ini2lQ!Jl CCOl? 89/07/*4 Cl 
Ofl.co ol II iu Secretary of Iho ('omrnissian l(» 4632/ 030 46327 030 

8800020003 Corfinurit snppdrivij proposerl ii.lu KjCrilCO ru po*«r,y siaiorroci 
.ny cooperation w /sidles al rarclunr f;owcr planh. A oil-er p.cilud an cr cl id 
ily 

KHlSEFUi W IV-nnsy.viiria Power A l.iyhi Co. i»3m2l90l C0016 0: 
ClilLKSJ OH:cu ol mn Secretary uMhu Cerninssir in ip 46127 031 163270 

6808020132 Dscussus MUenl in forward cornmenls on pmposr::J rulo irU^KC 
p:isa* ol rodwaslu into yi:dlui|ic ruf>osilr>ry 

KAY.CI; Energy. Dept ol 531111 7/09 CU022 UH/O//I0 Qlfi:n ol Iho See 
P o Coan nss on Ip 4 f»12 7 032 --‘-f >3? / 01? 


0808010154 ComTcni epposnq p-eposed tue 10CFR24 re satoiy foqo.'Oa wms Ic-r m- 
CuSlnal rad cgrapl ic e<;u pTe-nt OppcS6S usu cf source pos lion ir,dica 4 ors A automaii 
ca ly 'cckrg sources assembly 

OZMUf J.T GloDo X Ray Services Inc 53FR04f : o 0CC61 88/07/20 NRC • No Do- 
la' Pd Ath iat on Given ?pp 46309 1 22 46109 125 


0808010169 Corn-rent oppesnq P'CpOSed ru o ICCFREO /o NRC po'icy Slalemenl on 
COCptrenon w/sH*os Urges Lo-rmssrcn io mod.fy poicy sialemoni lo prov.do Hni 
siale rop-esoata* ves may part c paic m NRC nsps o*i/ as obsorvors 
RIDGWAY.DA Snaw. P.ttman. Polls A TfCAbnoge RIDGWAY.Da Baltimore Gas A 
E:eclr cCo RiUGWAY.DA C*ove and Eleclr c II um.nm-ng Co 63FR21091 0C021 08/ 
07/20 Docketing & Services Branrn icpp 463GB 110 46306 1 19 

CQ080 10178 Comment cpposrg proposed rue 1CCFR34 re ptopos.ed lately <ec U /e 
mcnis for rcfusina* radicg-api C equipment 
American Sooeiy Ic' NcndosbuClivo Tes’rg b3Fna460 OOOfil 08/07/25 NHC • 
Np Dciai'ed Alt l a* on G. ven 2pp 4030d 105 463C8 105 


8808020142 Ccnin'cnl on prcpoSud iu'd IPCm/(i ro rr-nulfilion ol U c: 
lac l l‘u«. Duvclopmonl ol r.(>w roqulnli rns s.‘ionhl tiu (Jo'uyoj aniil need 4 0. k v 
doinom.tratej 

HARDIN J H fSDtopo Ti -chr 0 * 01 1 «. -s ri3rm3?7(i 00C04 0U/O7/19 DoC fc ul'.g 
ices Branch ip 46100 212 40160.212 

8800020161 Comir.r'ni supporhng proposed rulo ICCPII/O /u sopa'Hlo sol o' m 
for IJ onriclimoni fnci'itcr. 

MOWHY.WR AlhLotion Not As«iyno<| fi3Fni327(i 03C03 00/07/16 Due 
Serv.cos Branch. 7pp 4632/033 40327 030 

8808020156 Comment on p/eposod rn'o IGCPm-i ro siMely rot;u remcils Ic: 
(aUcgiuptwc eiv»pment m li>«« ol Aimmcan Sociuly tot ^iDT > lnc t.utjO/ 

’ Efccir.c Aloys. Ire 53f R04OO ():)05 1 00/07/10 NHC - No Dcta'C-J - 
Given ip 463C0 211 463C0 211 


JD-iNSnuD.JH Focd 8 Water'Vc 53FRl7 r ?09 OOSrBB/OZ/iV Docffig' 'IfsSv- 
•ers Branch 2pp 4C3C8 126 46308 12/. J 

8800010243 Commeni cpposr.g proposed rule 1CCFR/6 re reguialon cf U enschm^nt 
lac- 'ilies Suggests proposed ru'o may noi prolecl pufc'.c from exposure to hydroaen 
1 lu once |HF) adeqjatofy DraM rev 0w su nmary ol hr health ellectl encl 
? A ,nS^ R ^2" R E Env-rormenia! Proteci.cn Agency 53FR132/6 00014 68/07/2? 
CHilK.b Olhce ol Ihg Secreta'y ol iho Corn miss on 65pp 463C8 128 46308 192 


8800020161 Commont on proposed rule 10CFH34 rn s.ifoty rcqjifcmonts for 
radiographic uquprnonl in form ol Amoncnn S('Cioly let NTD.Inc survey qjest 
VAN FLULT.I Afthaiion Nol Assigned DIFRU-IGO 00050 H0/O7/2O NRC 
la led Aff.l abort Given ip 46360 213-10360 21 :i 

0008030286 Comment OppOS ng proposnil ruin 10CFR170 & 17; re rev 
schedules NHC impropc- to took to nvod MlSI agroomoni by Iry ny *o tc:u> 
for o.'cgram & 4 or sirr.ilan'y lur.durl proyarns.in (luSo of mcroasno Part 17 
charges 

KAPLAN, D S. Sacrumonto .Municipal Uli'ity (Jiulricl 53F 112407 7 COOH 8 
Dockot.ng & Soivicos Brancli. 2pj>. 46360 20C-46360 207. 


8808010252 Comments on safety teret.ls assccated w/usirg .'oak bo loro break tech 
noiogy to modly funclicnal 8 peftcrrr.ance reqj rercnis for EC CS A envron cua'ilca 
i ens o 4 saloty ro.'aled eleclncaf A mecha , 'icai equ.pment 

JOHNSON, VV J Weslrgl ouse E'OClricCorp. 53FRI1311 00017 8B/07/ 13. Docko« nn 
8 Services Branch 8pp 46308.194 463C8 201 y 


B808030291 Commonl oppos rg proposed rulo 10C u Hl7O S 171 ro proposed f' 
schedules Asks lhar NHC allow i-consoos io t>u fiscally rospcnsib'o by pu5it 
v.sed loo schedule appl cable lor fcllcw.no yr vs curronl yr. 

GOODMAN.l S Doiroil Ed.son Co 03FH24077 C0O12. 88/07/26 Docket.^ 
icgs Branch Ip 4C3G0 208 40360 200 


8B080 10254 Ccmmoni oppos ng proposed rule 1CCFR50 ro emergency planrinq & D ro- 
paroanoss requremems fo- nuclear power p'am fuel load.ng & m.hai low pewe: oper- 


0AUBII2.P Afl. 1 . anon Nol Ass.qned 53FR16435 01678 68/07/22 CHILKSJ OH 
of Ihe Secrota'y oflho Comxiss-on Ip 46308 193 46308:103 


CO 


8808030293 Cornrr.onls opposing proposod irods to I0CFR170 A 171 to n.anr 
mg loos rr.oro appfopriale lo NRC cosls ncui rod in provd-ng sves 
roactcr Suppo'is opfon to dolor olfecl of 1 0CFR 1 70 until noxl yr. 
VJILUAWS.RO Pubic Sorvico Co of Coloiado S3FH2407/ 00013. 89/07t£ 
utmg & Serv.cos Biorch. 2pp 463b0 209 46360 210 


NONDOCKETED ITEMS 317 


6800030402 Comment opposing proposed c'larvjos to 1CCFR3-1 ru n^uSlnal 
raJogrophy Disagreos w/mosi added eqiipiix-it dus:gn A const roqu remems d-.r? tn 
in: 'easing pctcohai ler mnlfuriclion 

?OnOVAN,1 Air ferco, Dcpl ol 5JFRU<ub OJO-V. ftH/f:fi/30 DocKOirn & Sorvta.s 
B'dich fcp*,* 16300201 -4(1310 20b 

8308030421 Cot, mom opposing proposed .v t-nls to lOCffll/O & 1 7 1 Prewdes sun 
o:$l.o'is ter nod of proposod ru'e 

blLBEHCiJi: Shaw. P.liman. Potts & TrCiwbnuqu SHOE R Cl, J E Bali nvro Gas & 
ffccvi^ Co SfLfclEHG.J C Caro 1 n* dowe' 6 light Co SttFRiMo?/ OOOIQ 80/07/27 
JockQliry & Services Branch I2pp 403L0 1H8-4b%0 101) 

8808030425 Comment support r.g p»np t'.ed <uli iOC t; R5D re NRC policy Mait-moM on 
ccopo'a'iori w/staios at comir.crcia nuc ear poao' p'anls 

SwLUVAN.J L Geroral Pi.biC U*m< «, Cr.r,. GPU Sur Cup 5‘iFR?19ftl C-CO?*: 
0J/Q7/22 CHILK.SJ Offco of the SuroM-y o( lh L * Commission 'p 4036') HI/- 
■S3C0 167 

8500040197 Comment oppps/ p p>o;>o$< H mtos ICCm>/0 H l X l re revs <»/ hi a 
^ cl. ori-j'es Requests thru Ccmrriss oners 'oeorn <w- Nn;; tu-ri-ni hudgolary processor 
n O'dcr lo provide nroalor assurance of -uavjuibtu curmlalion Uutaetn Svee A costs 
EJWARDS.U.W Maine Yankee Atonic : 'oa< r Co 531 H 2407 7 UOJIO. 60/07/26 
DocWoinj & Services Branch 2pp 4(>j‘.:: liiCKj'jbd !(>■ 

8303040211 Comment oppns-rg P'OpOsdl rules UJCfni/O & 171 rn atr-eai leu *0' r.u 
clear power reactors Ol or anph.nliuns A m.i.o - mitts Icunscs A co^O'intro amend 
KNOTTS. J LJ 3, Shop. Cook Pence, A Roy r olds KNOTfS.JO Arkansas Power A 
■ fpl Co KNOTTS J ti Cersd damn Eihsu-i t.o fl No* Yok. no 53Fn2<077 fC0)5 
88/07/2? CHILK.SJ Qllico ol Ihu Seen ury cd Hie Uum.ir.ission 1 1 p;> 46360 i G;». 

16159 172 

88080 102 IB Comment supple.'iioniing *1 o:.e pr jv.<lniJ t:y DAW Owners Grciij> & 
liisl'0;>,Cooi,PufCuT & RpyncJds j>-> bonaJJ i>) rj/ouft r.*J i,JVs» IJIJ Jipicvns lfv>J ;>rj r.i- 
'ior*al basis fur identifying •icorisr-o as benoliliirg from m*-<>arch can bn iJovetunGd 
WILSON. K n. F’O'dfl Powoi Corp (‘.uhs of t ;, ord,» Prog-oss C'orfi ) S3FR24U7/ 
0CD23 06/07/2/. CHILK.SJ CttTu of Hie* Secretary < >f It o <'orrm<sson In 

16160 173 66360 173 

6008040220 Comment advising Mini I. stud iC^r.scL^ iilsc psdins w/n »lhp‘ ro corr.rr.onts 
*.n pre posed rules lOCFOWO d t/f a* .irmual Ion tor r-uclenr pc-ver reactor OLr> or 
applies l iOr.s 8 ma,or mails license.:, & i.imlormny amurd 

KROTTS.J.G. ft shop. Cook, f’urtoll d ReyeodS 63f H24077 CC0?6 68/06/01 
CHlLh.S J Ouckoimg A Services Drancn ip 463*/) 174-46360 174 

8608040 2 2S Comment opposing proposed rides IC( FRl/0 d i 7| ro /uv o 4 icon SO fnn 
:>C’iurju!os Rotiunrds Comm ss on coesde-r concerns expressed c.ircluly n rulumnk nj| 
r-ro coss 

SOlLRLR.A.E. Combustor i nr.(;-iioeicii| lie *$3 s: H240// 000 M 86/07/^7 

C*t (. K.S J oriicu ol ll 10 Sucroiary uf tn,« t.:cinn:isv.‘;i‘i 4|i|i 46J0C l7H-463f:0 l£J 1 

80OBO4O234 Comment opposrtj p-opo^ei mlus tf.lf;FRl70 d 171 re rov of tip 
sclks/ulus Scyjosfs Ccm/nssrcri s'rn<.f,f « p'r-grarr costs A F IEs at’oc-ifeil 
fo OdiA/ f OD c tors to bring Ihcm m 'me w/llms': lor ohini riioctor lypO!>. 

W.I.OUS.WS own Cwno's Group blll HMO// r.OGlfl 60/07/22 CHILK.SJ O'liro 
cl *‘io Socroiary of tho Comn istiion Jpb 4b: 1 60 i 70 4(/jt.(; i // 

830 8040240 Comment opposng propo«.n:l rules ICCFRi/O d 1 / 1 re rov ol too 
ilhetJu'OS Encourages Comm ss on to irnphrmeni connmnls cn irealn en: cf feoa on 
rcv.ewriy sUJ rof rJosigns & neuit ler uap on a'l lues in rjun-pk mi j piocess 
MlTCHEll .n.C Gunerai Lfoclnc Co 531 H240// 0301 7 0R/IJ7/PI1 Decking a Serv- 
ice j Branch 2pp 463C0 16? 4G3ii0 166 

6808040391 Comm.onl suppoi ling propose:) n.lrs, IOCFRi/0 A 171 ro fen 
sci.odulos.Rnnc pal ob,ocbon U> rules re'atn:. in ‘eu-oval o* unroal ec/ n~s on coloc- 
*icn of loob. 

OCIDRE HP7.J H Houston l:<;hh/y & Prrw D,/ ?')F 02407/ CCQ25 66/07/25 Coco 
mr.vt Conirol Branch (One uir.cn t Cunirel Cesk) 4pp 4636C I5G 46J6P 159 

0808040392 Commonl opposn.g proposal me* l0Cf : m?0 8 171 ro scbodilo of foes 
Inr hoallti 8 safety A saloy. ranis msps fc.r maF kcnsnes Current rosu'aliona Colic-' 
4 Jd.ess issue prr msp chargus for nonrent no nsps 

GAGCn.L Aff.haiion Not Ass griutl 5Jt'H24i)7/ C0024 U6/O7/P0 Dockotii y A Sorv 
kos Branch Ip 46360 155 40360 156 

88090500 IB Commonl suppoitmy *aw fem ol Bi:d“.op.Cock.Pu*coll & Ruynckls com 
merits on p'oposed /nlos 10CFR170 8 1/1 'o annual foes NRC; s' cuM wilh/raw pro 
posed ruto 

WEDFCRU.M.O Southern Califoma Ed son (,o 6'jrn?407/ 0CO22 88/U7/28 Dock- 
O' r,g & Sorvicns Brancli Ip 46369 214 40360 2 1 4 

8008050037 Comment opposing proposed rules iQCFnr/0 8 171 ro SuhrjU.ilo of leos 
ler mall licensees Proposed mott.ou f;:r estob’isl-mg too hr rouino nsps prosenta 
fiscal nsucurity lo hobp 

El.lA.J M Affiliabon Not Ass:gnerl 63FR240// 000?1 88/07/23 Do:kolmg d SOiv 
:ces Crarcfi. fp 463C0 2f5 46JGJ 215 

8808050141 Comment ondorsing cornmonls submitcd by SVnw.pilimanPotls & Tfcw 
br u'ljO rc foo schoUulos for ‘iCuiiSCns Arr.ount of NRC allcniion reco.ved by planl 
•argely oulf; do plant control, thus mnk'rg form of bll.ng n rule randomly unfair 
ALtXlCH.fv' P. Indiana Mchiqan Power Co tfcrmo/ly Iruiarur d Wiclvgan Elocir c Co ) 
53FR24077 00019 08/07/29. Dock! -in A SorviCOS RrariLh Ip 46360 218 

46360:210 

8608050152 Comment opposing proposed n/r.vv JOD'Hl/O & 17) no ar-oira' feO fer 
Dcwor ro3Clor CLs Annual too unconslihil onal duo lo jGted reasons 
SHF.LlON.DC Toledo Ed.son Co 59fH24077 C00P0 89/07/27 Pockt-ng A Sorv 
ecs Oronch 2pp. 463C0 216 463G0 ?l / 

8£08080f5f Submits specific rocommonJar-ons for nrtprovCreentiS of Batfef'o classified- 
ten melhodo’ogy.por 88071 1 request 

FAILEY.M P Balielle Memorial Insiituto. Co'umbus LabcraioKes 88/00/05 
SHEAl/.HCi Soulh Carolina. Siato ol 3pp 46450 3C6-46450 308 

08OB-(>9O|2f Commonls on proposed rule 10CFR76 ro rogu'ai'an of U cnruJimcnt 
fac-lilios.Frov.des responses lo si* quosions mcluderf in aavanco nolico of subj pro- 
posed rulemaking Suppl sot of dciailcd commonls will bfr submitted wiihin 90 days. 
SEWELL. F*G. Energy. Dopl of 53FR13276 0C015 8Q/07/2C CMU.K.S O'lico cf Iho 
Soc'ete/y ol tlw Cor amiss ton 3pp -:64 ) l 203 4G4 1 ) 205 


8808090130 Comment orposny proposed rufG 10CFR34 ro propcsed s-tloly ro<;u ie- 
menls for rduSlrial rarJiograp' 1 c oqu prrenl 

CO.\WAV,WF CapLT X Rav SO'Vicg 53fn046A 0hC65 8B/07/29 Amo;,C3n See ety 
ler NoedoslruCivO Tosirg ?p;r. 4 643 7:26 1-464 37 265. 

0808090139 Comment s„ppcmng preposed ruu 10CFn50 ro look bpfom hroak 
oppiicatoi’S Rclovos use cf subj ler h no‘cgy may prov do attomative trial a'lo^s safety 
here tds from inero real si c LOCA onaiys i usng current ovaluot on frcdols 
CCPELAND.P A AdvanrrJ N-rcJea* fuels Corp, llcrn:oti>- Exxon W.,ctoa- Co. fro) 
53FRIi:ni OOOIfl 88/0?/?l Dockoii--g A Sorvces Branch. ?op 4f>4ll20l- 
4C4 1 1 ?02 

OBOOOBOfS 1 C<:niro”t opposing proposed ruo lOCTHaa ro rad ography 

Ovcroxpcsiitu foil's ifai NRc u.'Kfc.'u^timaietf cost of comphanr.u w/rroposud roa.Ja 
l Ons y 

NEThtRCJTT.R W American A-r i . us. In- 55FR84C0 C9367 G9/07/20 Docktrlinq S 
Servcos Ipp -icill 197-4(:41 1 ?C0. 

0600090160 Co*nrT.fjnl tuppo'l ng prop<ib<-d ri.lu lUCFflja ro S3'ciy rt-qu-e.r evils fui m- 
dustr o- rruf 2 -graph c cqjpni >r.t Co.u irs v//pro.*>r»seci ru u uxcopt noted cfionq^s 
SANTANFl Li.A Attiloicn No‘ Assigned 53Fn64f:ll 00C68 80/09/01 MftC • Nc Co- 
la Ml AMi' a-ori Given hJpp 4641 M07-4641 1 196 

8008000176 Co'iirrv:ri| oppos nj proposed rue- lOCf R3*'* ie req- furreni lor -rn-i, stria' 
radiography Bel uvos visual nicato: & dosmoiL-; wJl promote cert placor.cy la uso ol 
survey mr.lo-s A nut i" favo- cf ASNT as f;crtifyinq body 

O- SON.UW MOS Impuclion tnc (Iqrm^rly Maq-allux Cufp ) 6‘jrn64f.0 000/1 CG/ 
07/26 NRC NoDolfl CJ At* *ai cn Given 5pp 4641 1:102-464 11;18G 

8BO0O9OI07 Comrnunl opposng proposud riFo 10CFR34 ro Industrial raq c -rap* ic 
cquprn: m Bel ovos i-cw typo of camc'a wci.ld n-jl ho ns sain OS eurrt-nl .fovicc-s & 
Tect'fJ Luw s wmiJfi iva!a*» r.'iaks fr.'jl s A ,vh sftos ns r ead ol survey rroior 
EDWARDS. DC Fuwarcls thpolnn Festng. In: 53FR04t:O 00072 Bd/Od/Od. 
/JLLLISO. Cth:<> ol Njclnar Rogu'mo'y Research. Oi.-ocicr (Post 8Fi0'7?fj) 2pp 
4643? 266 4643/ 26/ 

8800000 1 93 Comment oppos ng proncsod ru'u 10CFR34 ro safely roq.i mint ms fo* n- 
rfuslr d‘ radi' .graph c oqup uem. 

■ Fdbncai o*i Irifvpi’Ctun Sc/vccs. r >3f R8460 0C370. 9G/CU/01 Ai-ioricon uly for 
No-id o siiacl. vO T^tng 2p|> 4643? 2 68 4G43 7 269 

0 008090 198 Comment opposing oreposod ru'u NJCFFUM ro safoly req.i foments 'Of ti- 
dust rial rad ogMDfi c o:;u:pneit Frols tt-at a'.v-iii cos moler mey (iruvido fa'sy sense ol 
security, o-’cciura^iog radio mypfi-.'f to rely cn hooper 

OLACK.Sf* CuftiJ Cily .ostrvj lahornlnry ire 5lfftB4GJ O00C9 88/07/26 
SNMVVN.T Arrei.cjn SdCiafy for Nun<?os!fi.C»ivo Tosfir.g ip 46137 270 4G43 7 270 

0808090244 Coi'inunl opposing proposed r».le 10CFR35 ro trui-my & r-yiiunorico 
cuteria Be'iovos si-g'n.} pul card ntcq sis vy.l' lea:l to i -cicasoo nbk to put:lr. 
rvM'lh S-.iqijcSls tetonr-g p»osonl niochnn s*n s>r nanclng h :«.‘nse orpl'Cfit'^ns 
SCI irU-lELU.M > i. roxas. Lin of Gatvesio-:. Tx 53Tfnot345 COO Ml 80/07/27 
Dcrkulng & Services Oianch ll) 4043/ 242 46437 2-12 

0008090263 Asks cldfilicalicn of proposed Ml-** lOCf t\31 ru saloiy ioc,u roTcntS for n 
itu'ilfi'V rnrAccrcf.h c ogtir/.rrertt ErrrpfayucS Ol Me / fy ufrf</,rg X flay rtKAog'apby witt t:d 
<e<iim d *n wea' alarm tlostrrilcr u 'Jut sutij ru'u gmJol bus 

f’AHK.n.E Unun CatlJ-ilo Co'p b’Jf tlBlOO fiOC6Q b0/07/?8 Doc-.ot ng A Sc*i ViCOS 
Uranrli Ip 46437 263-46137:203 

8600090272 Ccm'nenl «i|i;;o lng pjonos<‘rl ruld I0DFH35 ro training & Q*Vetu.nco cri- 
tc-r-a fo? irc-dical I cons r.y St'cngly discou'a^os ijiangnq ousting ictju'alui s In o/tfo- 
to create spacml r.utogo-ius ni licensiru 

NUSVNOWir^.M.l. Atfilmton NO! Ar.slgrud fKlf-Rl 6845 00315. 80/07/25. Docknhrin 
S Sp/vicosD/nncJi bpo 46437 250 464.97 262 

6800090285 Corvniunl on proposed relq 10CFR36 ro hairing A oxpc-.i--co cu»ena for 
rr,o:J cal usu ol Lyp-odocl mall ■■censi-g Jiugg-^.ts lhal provisens t:o nnuJq for b'Iow 
i no nuclear pharfreosis lo he nulhoriyod u:»ors o:» rrodicQl usu Meunsos 
FUN TQ.j A /Vfi'iauon ffoi Ass Qhr-d 53FR 18845 0001 G. 86/0//20. Oockoi r«j S Serv 
icus BranDi. )4hp. 4<>437 241 46137 257 

8D0009Q292 Coo inom Optrusng preposod A.IO U)CFR35 rc mod tat uso ol byproduct 
nmlls Re' ovOS Hint requrod i“a&SfOO'n S supervised expononct- r,'o/ie-D»il Sugg o sis 
dial NRC cslal) isti suf cctrso o.dl nus.m cor-suluiddn w/rnccicnl riiplo-tkalus. 

* Afh' al on Not AssgiPd. 53FR1U945 00017. U0/O7/2? IDcckoli'-y & Sorv.uos 
Branch ip 46437 243 46437 243 

660810022$ Comment opPOsng proposed rtfos TCCPHt/O A 1 71 ro 'iconso & arnual 
feos.NRf: should cruolo new category fo' niaenosiic (Jov cos 

SAVINN.RJ LIXI. Inc. 53FR2407/ 03001 88/07/10 Doweling & SurviCuS Branch 
2pp 40479 067-40479 U/3. 

GB08 100244 Ccmmcnl.cors-sl ng cf rospenso to Arrnr:can Soooly fo- Nohdcsiruci.vo 
Tnshng.lrc SLTvuy on p*cpcsc * fi.la 10C C R34 rn) safety rcquromonis lor i' d.isin-al fo 
<J ogropi c eg j pmont 

4 PonsH'.ola T ostiiMj LoLo'atonos. Inc. 53FFt84f>0 OC055 GO/07/22 NRC ♦ No Dn 
m 'Cd A0 Uni on Giv-o-r 2ftp 40437 233 <643? 23 f 

80081 1<]0 19 Dorrrnem 0} prisfr'g p'oposod ru'cis 10CFR170 A 10CFRI71 rG removal ol 
ce;lng foos & other amends to foo sr.tiudi.lcs Foo eoi.ngs bc-n u lil .ndjstiy & NRD 
MALOOY.{; W. Advarxod N.icN ur Fuels Ccrp flcrmcrly Fkxoh Tiucloar Co, Ire) 
53FR24077 0X06 80/07/?t Dockoimn S Sofvuos Branch 3pp. 46437 277- 
46437:273 

88001 10031 Comment suppo-rtirg propoiod rulu lOCFRbl ro d sposul ol ^ruolcr than 
Ctoss C r t v!*ay.o.ncqjQ t >i urnonri In Iq-iguago by Im.^nq oxcopton lo d srosot fo 
DOF. lacti tios. 

VIERIMA.T M.dwt-sl fnierstato Low Lovcl Rad.caci.vo Wnsto Comm. ss on. 
63FR17709 00010 80/07/03 CHILK.S Oil co ol ttio Secretary ol iho Comm.ission. 
2pp. 46437 274 46437 275 

80OB 1 10057 Commonl opposing piopoc-nd ru‘o 10CFR35 re hairing & uxpui en-co cnle- 
r-a for medical use of by product mull 

MORALF.S.J O Afh':alicn Not Assigned 53FR 18815 C0030 06/07/11 Cockoirg & 
Services B'^nch Jp 4G437 276-40437 276 



318 NONDOCKETED ITEMS 


8808110362 Commcnl sjppcrtiry p'Opased rule IDCKR34 Cn.V'ge shou'j red jc o We\ 
hco.1 c* personnel ovteuxpos w/o Mgr ‘.raa ncreasn n cosi of rjd.rg'ap-'iy 
SHFRA'INL.H. Atl-ha'iQI Noi Assnneo 5 jFftBieO UC053 88/07/29 Uj«>©lrg & 
Sorv c.C5 B'ana'i Ip <10437 273 -10-1 37 273 


BBQB150258 Cornmunt cDPObmi; ofopcsod rules 10Cfn?,5l 8 60 ro 
ceduros fer coo'ogiC repositories f<,r ligfi luvel wasio 
YtAGER.DO Surra Cub Legal Dolu-iso Fund. me 53FR1613I 
CHILK.S Off co o< ifio Sec'oiary of me CcmrnssiO'i 3pp 4640? '£\ 


8008110003 Co»m e»1 Suppor: ng proposed rUo iCC-Mf.O re pole/ siHTunwnl cr- ccop 
cw.cn vr/Mat es ai c/imrctoal nuclear po«o* plants & o*"Q* n i:‘oa‘ u<odi- v jn c» 
ui I ration facllies 

CETANCOcH f .SH Hue r to P zo. Ccm.ncn.vea If i ol 5JfH2i08‘ 3(3023. tMJ'0/'i2 
KAWcRefl C Stain. Local 8 inj an Trou Programs ip 4G437'2/2‘46437 ?72 

8808110086 Conrcr! 5-jppctt.rg p* ope sum rJo 'OCf-R^O rit ccopcmlja ►v/si«ros ai 
commercial ^uaeor pe*er pams 8 onrr rtcfoai produc* o*‘ tv u'l'izaucn lac-Hies 
DANIELSON 7 S. Inc-a-a, StalO ol 5-3rM2 198 1 00322 flfb0//05 Docko-rg 8 Sttrv 
ices Branch Ip. 4t4'J? 271 46437 271 

8808 120305 Ccinmtni support r.g proposed relo iCCfff3‘ ro irdjs:' al u r-cyrdp 1 c 
erjupnonr Qes* safely lealuro ic g vo rajog*ache' is irari.19 8 savoy merer 
JJUSHJF Al/'./lto" Nol Assum’d 53FR046O 00076 eti/Od/O! Code* rig 8 Sorv 
ic - s Gra “cr 2pp. A 64 7 3 OjB At 473 b93 

8800 120310 Co.Trumt eppos ng proposed ruu 1CCFR34 re possible cu-ral cO'WrcaiMi 
uf rad jg'apficis mblfLClO'S shojd t.c g *d.i ri rC-Chcn & assslanca & be d.*ditod by 
si a lo 5 M«C 

W AMT i.’ ‘DAI E F Y Alf !-al-Cn Ncl Asxijrod 5r>. r RG4tjf) C9074 <?n/0/'2b <)*hco o* ire- 
Seoul*'* ol the Ccnvnss on Qg;> 4G : 70 0'1d-4b4 7U C9r 

0808120316 Ccniwnl cpposi.g proposed • »‘es iCC-Ri/C 8 1/1 to Itrnse A annual 
fe-osNRC ppricn ol ccopornt .o i-fcyrares sh:iAl i,o laken 4, em rena n:i.g OO c o ol 
funds app'oprwled by T crg-css 

HOWARD. 0 R ArkenSAS Pc*er A I. gM Cc Wt)?AQ/7 f;Uv>29 fflyCB/O-l C-^L^.S.. 
Of* co of tho Sec-o’afY ol tno Ccn n ss :vi 2pp iGI7 ) OH 7 1 6-1/3 088 

8808120330 Coin-nenl i.jppc»li-Q p.*C| I'jsoo rj u lCC r n36 ie Ifciii* cj h onp^ficrico <.v 
Id a fer c’mcal por'3.'nianco cf L«ir:1iovi»scuflf n-iCc.i' fn<:df‘ne D-'oecUbfUS Fa.crs 
ava lab Lty of a^prop* «t«» lr<3 rn:j lo per 'em slug's 

ROTVINICKE.H. Cdilorma. Un.v uf Sa- r»ancscu. Ca 63FHMW4G 0327 Hb/0// 
20 Occkok-g 3 Serv.ces Uro'*ch ?p;v 46475 ■ 4 6-1 79 Ofiu 

0808120344 (;cnincnl eppesmg propose il rule 1CCFF135 re tran.'ig of riLS'ca nOcrii 
ocrse^ncl Af ru-* u<i r a*cdic<>'0 facilifes rnusi t:e rrado lo buo^u ho !o sn.-ru st:ls ul 
gefl'ily 'nc;uo nq n«>p & pari c pal cn n OC'CA (.»ccraTS 

BLL^fvFAO fl.Q. Am Ini o.n tfo: Absiy”e(J 63Fnide46 COM2? 68/08/03 utlco of Uio 
Scc'eincy of Iho l.'oniT-isSicn ip 464/9.01/ 461 ?0 0 10 

0808 f 2034 B Com er* opposing p'ODOicd -ru o 1CCFR6I rr' rhsposal c* 
mdarnstos Urnecessn-y lra.‘‘spo.M ol ran#.jsiu v//o ippo/a' of Ol alfecled r.o nnum 
lies sirO'*yly o;.po^pd 

U ARRlCO 0. Mi.cle.i.* ln*onmnon A He',ei.r:o Soivice 6-1FR 17700 0002/ 6d/07; Pt 
NRC No Dolo 'cd AIVniiQM G . on 5pp 464 79 0/0-4C47J 0M3 

0808120355 Ccni'n^ni Opposing rinsed ri.lo *r.C~n3‘j ru ruodica i.se ol typiciJec! 
mal.NHC shoe 3 pfu-ido fer sonio llox bi :y when uvnl.iating appijcani S'-'ce luiu r o op 
ol cal ens ol solcpcs fiania ly u* kown 

HELDS A SI Elvaiulh f'esp. AppcMn. w« W H 18045 C0023 8W/03/02 Doc-e* 
htj & Eo-v.cos Ufdfich. 2r|> 464 79:0/7 46479 07<l 

6609120357 Ccmn\>iii> ■Corpo , li*'ij ptopocod r./e iCCfR'J-l centre fnng c=i!tjVy r<:-;rnc 
mnls *ot in:.’ust'*a udograplic cgjpmcnf 

‘ American Sj;;.ely for No sdObt-uct vc Tosv g 63Ffl'!.l60 CO'JSI 00/O//10 ^RC - 
No Dei-Hiled AN l ai on Given I p 46479:0/0 46479 f>76 

6000120366 Cor meal on propos'd 'uY-s !0C ,; R 1 70 & 171 ro rev 10 lem 

schedtiis Rulos based cn marred assumptions 6to,il reso.rao Ltrdi.n irrp-isod by 
P&V/ roaclors NRC s^ou d rectce prc'j'am Costs A Iasi llux losl lac-lit.es 
lUChER H 9. D.Ao Ho*o I Co 53FR24n?7 U^?. 80/07/2/. CHILK.S J Clfico Of ‘ho 
Secretary of Ihc Comrissron 2pp. 464 70 0/4 464 79.0/5 

8808150181 Cornmonl onpxposeJ rule 10CFR34 r« SfllGly rcc,u rorrenls fer industrial 
radogrdphe equ pTtrit.Eirp.'ossos ccrcLrn lhai NRC concenl'rti ng on wron j cause 
lor cveroupnsuros nequi.*cme r l for aiawn rjesnioters aln^o nrCLtd p-omci rj:?o- 
(jiaphers 

DECKCH.JA Piolosst>na We^f-ng Assoc a*es, Inc. 53FH94GI) E0A73 80/04/01. 
Uockoing & Serv.ces B-auch ?pp 46179 059 4C 47!) 060 

8800150194 C<)mmoni cn piopOrOd reles ICCFH170 & 171 ro l‘Cu*'So 0 anniiil 
foes RecoTmo ads adoption c( Cpuon 2 Mothoa .vctll o.Lm.ocuo need to ado^t cfer 
charges lo ru es 

BIRD.H G Bos’on Cti-scn Co 53FR24077 03020 68/07/?/ Dcckot-rg <i Servcos 
Brunch Ip 46479.061*40470.001 

0808 150200 Comment Stp^orl.rg proposed n.lo 10CFR35 ro modcal use of byp<odu.l 
maU irai una 8 experu-nco cr ter.a 

TEFFT.DC , DEHART, GK New N-nnpsnio. Slate of 53f R18045 c 0024 60/00/0.1. 
Deckel nrj 8 Sorv cos B/StjO. 3pp 4 61 79 052 464 70 C64. 

08081 5 020G Ccnrneni Stppcrfmg fjropcsod iu'0 10CFFI35 ro rredcal uso of byproduct 
m-at'.tMn rg 8 oxpc-icncn c'ltena. 

KLLLE0.WM Arnoncan Soc otyo* Radro'c^c 7och‘ c:log sts 03FRieB4S 0032b. t'0/ 
08/04 Olico (|1 Ibe Sccrolary ol tho Ccwt SStin. ?PM 46482 1 67 . 4840? 166 

80001502ft Commeni Sepporimg proposod rule 10CFR36 ro Ira'Hi.Tg & ojificvi^nco cn 
ton a tor meu ca' use of byproduct mail 

YUN RYO.U AllrlraiiO.1 Net Ass cnod. 63Ffn8045 00325 O0/OO'O4 CHILK.S J Cftne 
o! fi*.o Secrota'y of tho Crjiunssroi Ppp. 46470 065 46470 G66 

8008150220 Ccrnmeni Ol proposed rulo 10CFR61 ro disposal ol radwaslc CoTfriSSicn 
aciiOM uoes noit iog io rosolvo urcunamhos ro tfisposi'cn of ia f go vets of cfo'erso 
ra t/^astos 

SANOrRSCN.HE Env ron.mon*al PrOlccI cn Agorcy fi3FH I 7/09 OCOJJ 60/00/04 
CHILK.S Olfice of Iho Secretary Ol IHO ComTiss'dA 2pP 4b482 165 46462 166 

0808 T 50230 Common! opposing proposed rules 10CFR2.51 8 60 ro NEPA rev.ew pro 
crvfures fo.' goo'og c rcpositcr os 

TREICHFl.J Nevada NJC'ee.' Waste Task Fcrcu. Inc. 53FP1613I CO-30 i 80/07/26 
Docketing & Snrvcos Brancti 5pp ^640? 16046402 16-t. 


0800150260 Comrrenl s.-ppod ;ig proposed rules 1CCFR?,51 8 GO ro 
ccd^fo*. <o.‘ ue-tlog c roposilo* os 

SANDERSCn.RE Envi'0“.-nuf4,il P*uf(»olio:i Aguncy bjFfhGlJi 
CHILK.S Office Of the Secretary of llu Comm ssicn Ip 46402 130 

80O81SO2G5 Comment ‘-uonuriirg supposed »i. os I0CFR? 51 & GO re 
ccaures for geoioci^ repos ter os li.r hgi . le vel wa-,lu 
KEARNEY, JJ Ld son Insiil.ilo Dcart;(i'n. Ml 53rR1Qi3l ( 
CH t.K.S J Ollice ol fhe Sr.cn inry o* Hio < omrmssion 6pp 4ii4U2 1 

0800150274 Conunoni oopp'-mg proposed rules lOC'flp.Gl & 60 ro 
coduros fo* gowlcgc repa&ihjnes 

HANCOCK D Soij’hwesl fiu«carc,:i »ifd lnfo*rno!iori (^e;ik" 531 ff 
00/01. nockGtm;& Bfvues Umo. n i2pp 464H? i?1 4G4U2 13P 

0800150282 Corr-nenl epposnj i;<of oM.d rules l0C:rH2.f»i 8 f.O r0 
ced,.ros lor goo'eg e n postcr.es 

KASSEN.K* cnvronmi-nfal Defense Turd r »3FR 16131 0-JU3.I. 
Ollicu of tho SecroMry c* IH: (‘o-n-vis . u*i I /i.p 4G4F>? 143 16-102 

8008160079 CcrnmerM yuppmug prr f r.s<\i iule lOCf'RLO n» add I p| 
belo'r tj-ean njchrotcqy Uh sironijly erdoibes proposal lo r.vosti| 
assocuiiceJ wrlu.vt Lnlorv bn.-ak leLn-.o'o jy 

COJNS'L.WG TJ E‘CSI*k (Vr-i.-ly tcuns GomumI n.j 

CO0 19 68/00 /0b C)*li-o o' I'i-j Vec-ola/y of inn Cumin, «$'cm 
464»iJ 333. 

BB9B1G0325 C^mmurt su‘,)‘,):.t hmj pidir.su<1 into iOC.fVl35 rr. ntd 
mat s Iraf'irrj 8 O/pcncnco entens ^rugr.im wi . oe n;q..i‘uci lo ha* 
Stuikos pe # yr eve' rnn,J' oroa-i sy; X <io 2d 30 c > as ot'd o’o f y pro 
IHOA'AS.F I) Arfhatcn Nbl Assiqrie 1 Vjm I»*f4 r « 0001U H !)/ 
Do .kcin;| & Serv.ceb rlrjr ch ?pp ;o40J ;-34 40403 335 

0000100334 f'omrrenl s..p(:o‘f ng p.o;i.isun ruv I0CJ HJ5 ro co' sur^ 
irnni-ig pcrn::l rr-qu.rcil oi p , v^r a -is tor .lgcrs y app'Cviil t»l us<: c 
HA1 TNLf^ R S A'f.l ali;.n \m Assij unl 53FR1HU40 C 
MCEI.HOY.NL NRC ■ No Alln ilort G.vrm 3 up llvlfl ljn 1 

880B160360 Cummnnt epf^osrg proposuil rules l()(Tft?.5l & (:f) ro 
corhrros ler qeoljgc reposilo'ies 'e* t k,‘i Ic.ve wash' 

LOUX.HH Mhialion KOI At, signed O'iv Idol'.n UJPC? 00/00/0 ' 
icos QrnncM 40pp 464lM O I4--Ih4fl4 U'i J 

00001/0052 Discussos siaius of fib 120^ «idvmuu soiifae u* I Mo 
5irR433B/ ro bc'ow raju'aio'y t:oin.rn pilff;) wqslos Agrees ih. 
n.duco vP*b of waslo I’Wd wo,.!d (m sent to hronsr.-d uepossl sles 
DRAGCNt T TL.K S Roqj ald-y Hi m. I GN fM3,tb7 R/»/0R/0 > V 
Intersfalo l Civ Lovol Hadosc livu Wn:>i*- Commission 4pp 405/? i 1 

0000230007 ErdO'ses commenls pn»vrf s| !;y NJMA’U- in 800/13 11 
slaios nt comrrercinl s-ic-oar iiuai.,* ii'.iiih K othi : nucs.-ar p'odot! 

c. Il-Cti 

HOL I ZSDHFiR.n L lirois IVwer f>; S Jf 09326 BH/Ch/Gl 

ol the Sccrelory ot |Iij (^uin a i‘it>sion ;*s'is 406V J 060 406/3 059 

0008230013 Cummout &..p;i^rlmr| p%pu .ed ruin iOf:rROO ru N : 
stales Slab) of OH nluntls lo ensure UmI NMC fa.il pglcy siaic 
vO'SOly impnci stalo pM-gsme. 

ALSWORTH.M W. Oregon, Slnle of VJl'H2l‘«*1 CC02/ fm/0/!/i 
S’.aio. Loo:d ft hvJan frou Pr<;v,rami 2r.p 406/3 COO 40573 001 

8008230023 Ce.'nrronis supoodinq lOCf R50 ro lr nk IrOfaro- -b*o,f» *«' 
sips .si. ou I if niiiifo rulern.sk ng to ronsde< app'.c.uo't of trc'n.oloy 
coton (les tin bases 

PHI IPS, MM Nuc.lo:^ bli'-ty Gro.j;: on Eq.ipmuhl Cua iliCdliOtl ' 
00/08/05 Dockolmg ft Sorvicns Ljr.irt n I6pp 40573 002 40673 0 

8000230031 Ru;i;c<sls lhat ccrmren; f<.ro:l lor proposal ruton-d^ 1 
break reclmofcgy Lo e>!cr.ded «n;<nn due *n hnir* needed to ohiu 
groimrf inlo 10 rospcnrl to oulrjatud /r gunsi for publh; to*nrroni 
r Now England Coal I on on Nnclea* Poluimn 53FR1 131 1 GCU2I 
mg& Son/iCGs Branch ?pp 46673 07/ 4f>!./3 078 

0808230040 Comment SuppoMnq pioposo<J rule ICC^RGO ro 
toetinelogy Boirevos sut'j technology wil f)»oviuo LenOfils in tern^s 
mont cpomb 'ity ft avalabrlly A mdjcetl annlytiral rci;u romcnls 
SWiTH.R E Rodioslor Cias 8 Eloeirr Corp 631 H1 1311 C0322 
Offico of Iho Sccroinry of H o Cor 3f)p 405/3.0/9 465/J ( 

0808230043 Cornmonl on preposej mk: lGC;f : R35 ro rcnurerronl If 
cal OKper.onco be 5C0 n Current reg.i.runenls shc'uld remain r 
insuro Ciipl ly Of sV II alia red by lr«u*ie*> 

DRESSEfl.r P Atf.lat.on Noi Asssjucd 5jmiRfl45 003?U 00/Oi 
Socioty ol Nuc'oa.* Med Cine 2pp *16573 08? 465/3 G83 

0800230049 Cornmonl cpposrg [deposed rues 10CI N170 ft 171 i 
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DC08020256 LER 60 022 00 on 68031 0.bo-llng wfich sor.urtis gas-ot ro'mr.er p alo 
fra.rtured Caused by bolls r.ci mc-oi ng spec rnr.ui'emenis Changos being i*nple:i'.e''tO;1 
to replace rrall V// 080725 2c 

SUHIvCfl.T D , PAYNES, JG Au?cna Njc'oa' Power Project (lo/rrerly An 2 oi'n Pub 1 c 
Sc vi co Co ) 192 C0396 JGH/T. 00/07/ 25 Qpp 46403.046 46403.053 

0008030199 Forvrards ilraii loTcwjp to 060624 Hr nuhlyirg custOTer ol problem roped- 
cd to vo.*‘Ujr ro SPEC 209 l^oacl 2AC-D i A4 coniroior card w/ assoc atod 
?AX , HM rcrnovablo rra^Lal ca*d. per Urtccn. 

niZvi.SH, f r»jl>o:o Co*p 60/07/ 1 5. ‘All SCN.n.C NRC No Dotai'ert AIN a 1 on 
Given ?pp 46 W\ 172 -16404 1/6 

0000050319 Pori 21 inpl ro cl scovnry ol cooper toritam npiio'i in 125- veil stoiicn 
baiter «*s Coup a r ccnlrnn nnHcn cou'd rouu.i in lownung cf cel vo'iago or negative 
plate voll3<:o w/ rertuc 1 - 0*1 In liatlOfy capacity. 

GALLAGHER JW Phradelph a Eloc'nc Co C6/0//2D HUSSLH.WT Roe on I OJc 
ol 11.0 Dreclo* 3p;> 40440 215 46446 217 

880009022 1 l.ER 00*019 00 on U0972O.de1crtniecd Ilia 1 <!e* ciurOos w/ Potter & Gruf 
lin'd fcLuys Cu.isbli-ted rcpoiiah'o ccndton po* 10C;FR2I n<J:*/s loc<Vcd -n NSSS 
f:S1 AS cah nets l"cn?.i£ea relay nxuxis ng w II hv mplerr.enlcd V//60C8OJ Hr 
SMltlVI:R.I.D , HAYNFS.J.G. Ai-7ona Ntclenr Power Pro.eci (fcrniorl/ Au/ona Puh'ic 
Service Co) 192/0039 7 -JGM/T. 66/08/03 I4f:p.4b477 107 4Q4//2C0 

3800150147 Pnrt 2 7 repf provdr^J artjf nfo ro Rofior & Rrumf.o’if ro'ays used -n safol/ 
nracJd o.juipnir.m Llr.l of other u5'9 suppl ed w/Polrt.r & Uiu nhoid rnlays one 1 
SCNEMLRA.E COTbusion Erg noe'imj. Ir-r. 68/08/06 MURlEY.TF. OfHco ol Nu- 
clea* Reader RerjulaLon. Oirocler (Posl 8704 1 1) 2pp. 40553 333-46503 334 

0008170124 Inter in Relmln'ily Evaluanph llepl ftEil 00-14 & Part 21 ropl m subrj eup 
relay la l.ae in C E-uippliod NSSS FiS^aS cab nets Stnuha^ ul maHunuLoris 
orcl I 1 ‘ial ropt o>pcctr)f) by 890915 

IEWIS.C A Anzcr.a Nue'eai f J owcr Pru,ccl (lo'rrcrly Ai-zoip Pi.U' c Scivico Co ) HER 
HQ-lA 00/07/20. SNMfvLff T (7 Arizona Nucfcjr Power Proiecl (furrne.'Iy An/ona 
l i.Llic Serv ed Co) IJpp 46560 324 405 6«5 336 

0008100435 l',vl 21 retd ro nilej rlulrcl w/Gou‘i1 MOc'e 1 PU3200 pressure 
Jrfinsrrt flrvsr 7)iroe folva yrafs wir.ovotj Nq:i\ 5vC X ro turned to mfg ter 
nnolyss rrtyi «cefi“i) ACiion ))!un lornvj alod to moa ter sub) transmitters 8 replace ony 
UL‘|r;Ct.VC dnv CCS 

Fint ll.jr . NUTTLR.S Sacramento Vumcipat Ul I ly Uislnd. CFO 69 1 13 00/O8/U8 
MARTIN JG. rtego i 5, Ole cl ll* Circe tor 4 pp. 46601 124 46601 l?7 

8008100200 f'act 21 re pi re pus*, do binding 00 ** 1211:00 ol HFA <\jj«.i ary relay w/morfatilo 
ccniuLl Imijr.r Ercl sve Hr heinQ ui.nl to fll purchasers ol relays wi 0 spooi* od Ni.*. ear 
it cr crpi vabnl cn erUoi 

OULf^VACffRIRS S Gun-jui/ FU-cUc Co /J6/0ff/?2. TUOWflS.V NffC * Nu OeMfod 
Aflnnlcn Given. 4pp 40596 071*46696 074 

8008220071 PaM 2\ re, 31 ro MI A auxlnry ro'Qys w/movoh'u Contael I ngor 
t rirj ryj InveSIgat on nf s^s;*i'C1 rJevci’S conH/mnd bndirtrj 8 lOwtUhci) to > j cause av 
movriy LCnicjels mlg wider than alowoli'u lolernnce TTep acom-i'ril lo bo availnb o 
fllHOUl 

OUEMWAOUFR.S Gcnoml Cludi.c Co 88/00/12. TAVLOR.J. NRC * No Uoi<v‘od 
AUil-nhon Given 4pp 40002 357*46002 360. 

8800250 1 35 Part 21 ropl ro crack r.g of s’nlr-s used in to.ir way vnlvos fjin shed Cn nc* 
tuators for VSlVs den to braz rg/hoai treafinrj cf sltja rrnllAll sites usi. rt g aduoluis 
v, II be formally notiltod by 090926 tial C*ncl 

KNLCHT.V/.G Arcl'Ct/Dj> n:j Co <sd>s o* A^Otor/CMii nq IrnkiSltUK. U:r ) 

88/un/lO Ole ol En' orct'n lent (Posl 870413) 5pp 46G4B 0a?-46O4e:09l. 
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8007260 102 Advises that 0' range fronts mado for W Hpass & R Paths lo v.s.t o'cs ut 
Wa ld Trado Or bcg.nnr.g 060803 lor 2 0 iJoys> lo aurtt proerdj*os & rocords mga-d- 
mn vendor cvoVai 01s S, sn'ety related precu-omanis for ))urci*oso& for walortord 
□MACH.E W Vor'rtor Inspecl un □r.inctf U0/07/21 HEALY.CC. Ebflf.co Sorvcos. Inc 
(subs of Ensorth Ccrp ) ip *16^03 020 46303 026. 

80072602 74 RcquOSis addl in f o ru sves provide:) lo nuclear nduslry sneo 1985 per 
10CFR21 .will .0 30 days cf llr date. 

GltlfVES.GK C./.skjm uf Roacfoi Inspection 8 Salcgua'ds {Post 070411) 60/07/19. 
KPAMF-R.K Power Inspechan. Inc 4pp 46288 202 4G208 265 

0007270279 OscuSSCS NRC v sifs tj West nrjhbusa Supo’v Co brtVicL.cs. par RAU714 
to'co.i A<j*ecrr(*,*ils iSlcd.i'iclud r.g provision of ccp:es or doctmcnis roqeosied by in 
vcstiyutor 

MARCOVSKY.G U Wosln^houso E.eelnc Corp. 03/07/10. GRlMF.S G. D.vis.on ef Ro 
oclor Inspociion S SolegumdS (Posl 0704 1 1). 2pp 46305 109 46305 190 

8008080110 Firal re’Sjjonso In F'OlA request fo* dotumonls.FofWiirds App D 
doturnonis Arps C & O docjir.cns «vn lobfe m PI)R App E docurnonis partial./ wiih- 
held (f of FOIA Encmplion 6). 

GRIMSLL'Y.O NRC - No Deiaicd Alfiaiion Given. Oa/Cfi/29. DAUMAN.L Govcrn- 
mont Accoi nlab My Project 5pp 4640/054 46407 114 

-8800080122 Oiscussos roqtost lo* alecjelion p'esentod to NRC by GAP in Oci 1905 
STELLO.V Q(c of fha Execuhvo Drocro' far Opaafons 37/1 f/f6 HAYES 6 0 
Olf co ollnvushgaiions 2lpp 4640/094 46407 IN 

0808090007 l’o*wa»d5 partial dccuircm production Irorti WCSCO Midwestern Ov re 
b.*eakcr sup^fio/s lor nucicdf pJ.opJs 

MARCOVSKY.G 9 West nghcuso E'oclrir; Ccrp 80/08/02 NAIDU NRC • No Ooio let) 
Alliliat on Given 06pp. 46463 200 46461 265 
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8800110122 Fcrwa'ds Insp Hepi 99000404/000 1 on 080416 2?. A nt>icc ol 
r.cnconlcrrr&“ce N'cncoi'c finance to iVesiinghatso r-'C-C(Ji.fe for rencrl ng of tfofecls 
undo' Pa 'I JM dnnli'cri 

BRACH.E.W Vender Inspechen Branch 88/03/04 GALLAGHER J L West n;;h*jusw 
L'eclric Ccrp Spp- 46505.337 -465CS 35/ 


■0800 190304 fnsp ncpl 00001105/80 01 on 60O627 29 V.elatiOO- 
noted Major areas inspected arogran-rnaic evaluation of imp cir 
o/iirri to fabricator) of gan-ma ray projoclors 
CONWAY. J T OAKEn.r T Vendor Inspect on Branch 00/cft/ 
46500: lOi. 


•8008110123 Notre ol 'j‘'cor*crin3i.ce bent <r.sp on 06C4 18 22 N'cnccr'O'ntfrct.’ 
rct-cd Major areas nsbocivo uvaljainn & reco'ds ro sevcal recent everts al Wes 
i VVH typo eccot.Ht pp.sr-r p ants 

HAASS.W P Oifico of Nucea- Reactor heyj'aiion 0 recto* (FW 
»Ol M OVS.U. Vo n' jo: Inspcc' or Grarch 68'0?/26 ip. 46505 34') 4f>50b 3 iC 

•-0GO81 10124 Insp Hop! 9930^04/88 01 on 060418?? (Vjvabcns *?oic:J A'n.cr a*eas 
i* «i)£ clod (ft* f;A ovaljancns A reccrds »o so ./era I events ai WfSti'Hjf<o.«se J*VVR4ypo 
n.icISM* oo/rC pl.mis 

HAASS.W P. Divson cl Fteuc'cr in?pecl on & Salcgiiti'd-: (Pest 6/0-i1l> 
POT APO'/S.U Vendor Inspection OfAirv Bft/07/28 I7pp 4G6C5 341 46505:35? 

8808110196 Ack roco.pt of 8RC6P3 rospcn«n to NRG Bulc-l-.*' 86 C05 re Langes put' 
e'nserl ty Cen<:x iio‘r West Jersey Ml<) 

3RACH.L VV Vo ider Inspc cli-cn Branch !fiP ttb035 RG'CH'04 SCHAl-FFR.T.F 
Ccnax d.,fl<lV> Corn ip 46513 223 46913 22 J 

880312022? bcuvnid* ) >sp Hi-pf WJt) l >02 M \» o~ UU0M< 26 A .vofites « 4 mreen 
'O'manco A vio a* on 

ORACLE W Vo' Jc' Inspect J" Branch B8/0U/U2 UC-'AMiY.HD Source froni.c 
ion A Fqjpncnl Co . r r 2pp 1G515 196 46 r >15 20u 


8000 240213 F-O'wurds NRC Insp Ropt 09930403/08 01 re ahvn* 
pldyeo ' J 

HOYl.L J Ole c* H e F*ocuhvo U.recfO' for Cporalien*, 8b/C6/l 
Con<jfosscral Allprs 2pp 460^5 310 46636 021 

••080824021? Fnrwa'ds *nsp Hepi 99900403/88 01 on 060201 ■ 
IcIIoaop lo Insp Rcpl 90000493/80 01 in rosconso lo alcytUMi 
851C95 Hr Wrtle'i siair.mont a<M;c&<-m;| nor’CtnfonnancL , n.Lijos' 
BRACH.E W Vordoc In.pccliQr U'nnrh 8U/0U/IM WOOL H 
*pp 46635 312 465 ,«6 0? i 

••8808240280 Noi co of r“on'.onlo*man::< from insu r.n 8bOJ0 1 ■ 
mted GE 'tspcesit/o tnrjreo' procured 100 rnplaccneni mr 
screws w/o p -rciiaso rJ;:cunu»'ii i |;o»*hj procnssurl 8 vor heat (>n 
* VcrdO' nsuoctci 1 Oranch 88/n9/U4 ’.p 4G635 314 46G35 :tM 

--0OO824O291 Irsp Hepi 399U0403/G0 01 on 86920110 Nor co ilo; 
areas inspectoJfifciinf ons involving pol.rr.t.i' delicien. us n rn?« 
will m OA [,roa*a*ii nnnny Mar in?n'. Apr I9ll2 
PETTlS.H c . HOf-M'OVS.U Vun;|(>* Insiir.r.lion b'ancfi 86/0//? 
46696 0? 1 


-8008120227 N’o! co cf v'o'Glon Vcm ir.sp O': 08-3524 ?6.ViO ahons ntjlec rerici ed dec 
ui enls nol pos'ed p'ocodj'os lu Ovd i/dle dc-viii'oes or inform licensees or puvns 
vi. o< dev aeons rci wr tlrn A iCt Ffl?1 nr app*i.»:j io pu'clMse or'fe's 
1 Vcndo. 'nspeciicn Lira.'i-'' 08/00/02 'p 46615 108 46616 108 

-8000120230 Mol Co ul n j'-co.’fc 1 n ance ‘‘om nsp on 680624'?f» NuncoVonnnnoo 
no'en or’ hi r*inoa-:iivo nails packages rfd noi ccnlan foaui A one pack.-wje con 
to ned -ctiLo' .nstcao o' loam A roceuls o? ifilnicaucri A use not kepi 
' Vendor Inspuc* o.“ Brnr.ch O0.C8/O2 3;p 16615 139 46515 2C1 

-0000120235 Irsr) Itopi 99901102/09 01 on HROSPa-fti Vo'dlun*/ rcnco-rcl Arco 
reted Va.cr .riras irspectedlo doierni i o <1 SPLC 2 * ml:) o< r Ccdileaiu of Co.T|ii- 
anew 9055 Rev 3 ctd P6031 ? 

C il IMOEMCi.n L , bAKEn.E.r Di/sicn ol HcM.-lcr Inspoclcn A Safc-giidrjs (♦"‘csl 
070411) 08/07/26. 7pp 465 ! 5 202-16515 208 

8000150064 f crv.prrj* Vc-nlcr nsp Griinch r.|ut to Pv^cn ! SALP ropl on CL 
Wi-dscrjier «y0/0d ’Ciioosl. 

GRIMLS.S H !3<>.s r>i ol Moacio* Insptrcton A .S.i>rvji.A-(ls (Rosl tJ/C4'l) t)0/OU/(>9 
SJOniCM.G Reg cr, 1 Ofc ol Ifio C icclcr 4;. p 465^3 367 40563 300. 

B0O015OO96 rp-vi.aK's lnsi> Hopt 9Ut:0<>l0j/dH Ol on 88050? CG A rnlco r? rtm onkr 
m.inte. 

PRAC;H.CW. Vc-r dcr Ir.spi-et )*; ffrarrh 00/06/0 1 Vvlt.KiNfCN.I h » micpux* Corp 
3pp 465 IP. 007 4G54P028 

• 0800150 10B Nclico of r 0 <, CO.ilO t 'n«u^O trwm irp cn 069502 L‘i> N'.rcuiformanco 
nuk\1.rr<-as .res to e.isure Mini s 1 <j* I kOyS A icrrmna li»::i.s piocuroil Irorn corrn-en: a* 
ai.tivendo's ftrrr .ippcalitu i1esi:|i» ie-i|e leni'n:-* no’ c si a el s^cJ 
* Vn*<def -ns;>c? :lr(jn Ur.inUi ft'i/Ch/Ol. Ip 46542 010 4064? fi 10 


6000250144 F ral response to f'O A ro a :;o<;M ler ucc..ni‘>nis App i 
avcimblu m FD { t 

(iHlMSLFY.OH KRC Mo Cci.nVil AfCmno-i C>ive-‘i fitl/PH/04 < 
ard Irtcnulicrirt' Consiruciicn Cr> 6p|i 46996 12? 40LU6 I5'J 

■0000250147 Arivisos Ihtjt Vor |; |cr 'nsp llopl <JUUrm23/8::-1ll i 
p..U!r 

WFsrrnMAM t r norjico 4 , oic oi ttu- uroc.io.. mh/co /04 Rc i 

fi-et jr ip 46606 1?/-4ti6i;0 152 


REQGD HtGULATORY GUIDES 


8807290010 Uis-Jnss'js upijradng pi f:lnnt proCfiSS mr!i:i1i::n now 
w/R( (| GurJo 1 97 

COMWAY.W1 Flendi f’o/ver * ( Co l Uf! 2<i0 0l)/t|7/?l 
Urjinch (Documont Cc:f‘lml Desk) ?pp 4035/ 14/ 4035/ 140 

8800020006 I oiw.irds "OryiAii.ll 'nsu'.ilion Sk.ily,' pu-f r»y|..< lo* 
iipp’ic.ition for a-ioml lo L i.ur-.o Dinvpi.por 0110078 token 
MftCC/KA.L J Mf;i1l o<isl N .-ck-a* { ro-gy Co (sntis ol 
Mf^CCZkA.f; J No: Uv -ns’ Ulhhcs rj12C65 86/0//?! IiiM.nr 
(liOCvtilcr t Conlrol D^‘S^) Pf:p 4|i39:i ?51 Ai/m 28/ 

0000020108 I- O’* Arils r olco o 4 i:c»ns if<>r,ii on ol issjnrtw ol «nr 
20 .ua lend ntj i"i|i!ori iunt.it on d«iic for ftr-zj Cu.cJo : 97 c.nii l i,i'? i i 
UUO/Ol nppIcAlron 

KININI'H.M. RrCj-’Ct Oreulo»cilu l‘ I I AC 68676 RH/07/26 KiN 
Eno'dY Rcsnurcor.. Ire 2pji 46986 169 46306 I A) 


O0O0150112 Insp Hcpl 93 r OOlCt>/f10 U I on ft; 0592 f!G No'-rcnlcmoriCo rputri .Vajcr 
Anus nspncH-d opera:o:i:il CA A environ ss-jos ro sn;:p y o' iu>:a* cciuatO'S A parts 
to n jclor.r mai.slry A l inv.d tc viOw o? CA progMm 

JACORSCN.J D., POTAPOVS. U Vi.rjJcf ^spochcn branch 0A/CG/O1 Kipp 

4064201 1 1654 2626 


0008020200 Responds to 863621 rerp.osl fn' position Male ‘no -l n 
Guido i O/.Hcjv 2 or> fof‘rj<j n-iju-romc.'iilb of Typo D vanatr n.p:-r 
1 1 Comp!i inco tMi'o oriel 

klNGSU YOO Sysn.m En.-rgy Rosonu c-s In:: ALU/ 88 /OK. 
mr.nl Ccnlrol Or .rich (Occmi ont Comro* Dm.k) *.pp 463/5 1 ’b 4 1 


8000150150 Forv.arcJs Insp Hcpt 9^903519/00 01 cn 68041119 A nolico Ol 
nor ccnfcirnancd Rcspr-nse rrdcainj ^lop9 Ipkcn to im lako.n cr Steps plarmcd to 
cancel cue' no* fical o.ns /wceivoa from Ccr-t/cl 0<»l«) Corp r«r<|i:osl<' J 
ORAC-n E W Vendor Inspection O’drch UB/Ofl/04 IJFRMSENSA Bit :hlol f’owC' 
Corp 3 pp -16042 1 32-46642: M3 


880B030275 Forwards safely Ovai.iii-n supper! eg uM rc t;ui.-sl io i 
morij.it ions of Reg Gudo 1 97 rc.- nst'iaronlakjn to mjrnlor e&.i* 
?<i1ion of Caicrjory 2 instrumoninl on LG&G Idaho. Inc cHG NJA 
HAYLS.J 3 Propel Drcctcrarn II l TAC 51137 613/07/27 t : l 
Ca-cln.a Eleclnc A Gas Co 2f»ji 46407.024 4040/ 069 


•0808150159 Noire ol ncneonlorrnanco frem u«p on 08041 M3 Ncncoi derma- cu 
nolo i codo sponsor fcf GT STRUUL ccrnp.ilo.* prog- am Ifllcrl lo i c-'lcrm ociens cn 
cnor rohCGS sort ty Control nnt<3 Cc r p Item Jan 11)86 lo n*oscnl 
* VyruJci Insp - jc* 50 D'an Ck 00/09/04 Ip 465**2 135 -16512 135 


0000030276 Safety ovn'uaiion supiiarlmg oil rc(;uost to dcv.iU- 
lions of flug Gudo 1 97 romsiru-ner-intion io iron tor conta.n-i.r-.i 
’ OHvo of Nucloar Roaclo' Hed..lafien. TJinrcto' il’cM 67011 
40407 026 16407 027 


80O015O1G4 Insp Rf-.t 99900519/811 01 cn CI?C4 1 1 • 13 Nurccrilcmunco noind M:i|i.r 
areas ns pec !ed revie * cl reccm ong neermy i-vnUdions porlo-Torj tor Alabama 
Power C;o A hand'ma o * corr.p.d*,r ccdo -error notf«c.V-ons 

JACCDSON.J.B POIAPOVS.U Vtrirn* Irspociior Dia'ch Q0/O7/CB 8p;j 
46542 136.40542 14 J. 


•8800030280 EGG-NTA 7231 'Conlorrnanco lo Rug Gud(: 197 
t.viilualicn rrp: 

SrOM-ELJW L(iAC> Idaho Inc (hubs of EGAG. Ire ) STOFfl . 
Fncjurcnrirj l abc.raicry f IN A-G463 AAC51I37 60/04/33 N r U. 
al cn Given 26pp 46107 026 4G-10/ 053 


8008170232 Responds to 69DGP4 re<p*GSl fu' ad: l. r*o tv no.-conlu:ma<ii:a neted n 
‘a tv* 993C2OO8/08 Ol.f/onl Iranncj reecds '-Or Trc?niw< Id 8 CtVVA r'anls fer I90G A 
106 / erci 

TVLRGLRG.JC C'u'.clo Vo’onals Cccp 08/07/27 fjRACJIW. VemJor Inspeciioa 
Urarch M);:p 40551:331-46561 310 

0800 190293 Aflvise-S lf*ai rc<:.p-ioni will bo roh'eci w»ion NRC o/auatiOn of L Urdu ul!o 
gaimns co rp'ele per PG0523 

GRlf/r^.R.K Division c'f Reactor fnst.uction A Safcg^a-ds (Post 0704 11) 00/C6/12 
V«‘ ALTON J O A logl cry LudVm Corfi Ip 4G691 12O40GO1 120 


0008030365 Clanhus ulil 870611 suhrnttol ro isiod Reg tiicuo l 3. 
fcsol ntonticns concornmy par.imolcrs 

CAI J STIC»<.R W Vormu.nl Vankoo NuClO.i' Powot Ctcrp FVY 08 C 
mtni Conirol Grand i (ttocurr.ont Coniro’ Desk) 3pp 46427 128 4< 

8608040026 Ack recupl of NRC SEft on dofu/rotl WNP-1 prC| :ci ' 
Gutfo » 97 Faci’ily conformancu w/Uusiyn A clOvcJopmcr.i (Jnlur 
rostail 

SC3HENSGN.G C. Washington Public Power Supply Systnn- <iOl 
Docu-nenl ConPci Branch (Pucurr.ont Ccni/ol Desk) 2pp 40 J *2i :■ 


8800180299 Fo* wards irisp Pepl 03bti 1105/00 Ol on 80CG27 29 & rolcos of violaicn 
A rcrconln'/rance 

BRACH.C V7 Vendor Irspociion Ura-ch 00/08/12 UEC4EHVJ Amorsham Corp 
%:p *6593 002 -40EM 105. 

-0800190300 Nvjl'Cu of v<cialicn lioin nsp on 880627 20 V clat ons nolwd rovow ol 
pjrchaso ordo f s to ver-Jo*s ro/oa’od li'ai Amcrsf-am ditJ cut impose f^'t 21 reou'O 
mens cn i sigci vendors 

* Vendor Inspection Drancti 08700/12 Ip 16599 095 46638.095 

-8808190303 Notice of nonco.'ifo'rnprci> trem insp cn 000527-20 Nonccnlormarco 
re’ed reqi.-rorrcnt >or vnrdor lo have approved o/\ program rot stn'eu on purchase 
o'du.'s A 'ack ol doccmo'iioi on <o cerii'iCabon o 1 two corrunt nspcctors 
’ Venrfcr Inspect on Branch 68/00/12 3pp 46590 096 46699 696 


0000050100 Forwards Amend 144 lo l k.omso Df'R-SO A ?.aloly cv.il 
porotuo acbon siaiGnionts 8 Serve Hanco roqu roirGr.is .no ui-1 Tv 
f)Obt-achderii momlor.rg instrumontauo.n required Py Reg G .kio 1 
HERNAN.fl W Rru/’ct Oifocloroto f 4 MC 88354 68/07'*£9 n 
Pubi c I JliM es Corp GPU Service Cerj) 2pp 40438 046 464361' 

-0800050109 Arr.or.d 144 io License DPR-50,incofpO'dt ng acii >'i s 
lance rc(;urentcnls into ulil Tech Specs ler ccria-.n post acotlci 
meniaiicn roqu-rod ty Rog GuhJi; 1 97 

STCL7.J.F Projoci O.rocto.'aio I 4 U8/0//29 6pp. 46438 050-1 1 . 4 

-8008050111 Safety eva'uai-on sjpporiing Amend 144 to l icense 0 
’ Ollce cl Nuc’Odf Rrractor Reqjlalion. Director (Post 07041 
46438 056-46438 058 
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GRiVSf.LY.OH NRC • No Dotfi.'ed Alfi ini on Given 00/07/11 SCRGl.l) Massacf u 
seifs Commonyvoallh ol 4pp 45526 l 1 6 46527 323 

-88(18169196 Rev 0 Q to NUVARC-0/C3. 'Gu/ieltves & Tect\ n icpl Oftscc lor UUf/ARC 
fr t.at.vos Add' oss ng Staiion 0'acXoui ar LiVHs * 

’ Nuclear Mandyyrnoni A Hosoj:ccs Counc. (NUMAnC) (fcnncrly Nuc 03' Uli'ily 
Manage 87/C0/31 87pp 4G526 351--IU62? 078 

-0000160288 Rov 0 0 lo MJMAMlMJHlf). "Gudolnos 8 Tocbn Co ( GPSes fo' NUMxIRC 
Inii alivos Address ng Slfilfo'i O'ackoui at l.WRs ' 

• Njcoar Varagement 3 nesourco* Counci (NuMARC) (lormoriy Nuc'car UMly 
Vanago 07/00/Pi I57pp 4652?. I 72 4652/ 326 

0808 160247 Sunrra*y ol 600902 freeing w/NJMARC ro Info Nct::os 89 010. 00 046 # 

00 04G,Suppf 1 on substandard oloclt cal ORupmeni. Moot rig Annduuis & tisl ol ntlcn 
dees oncl 

STONE jC Pxo.ocr OirectoraiQ ff’J. 1EINE8OUI. 09/0(1/09 LAtNA^.O C As S' 51 a tU 
Direclcr fer Region II Hoactcrs 4l5pp 46683 073-46504. 127 

800816030? Mold caf.cn ol e«C0U] mooting w/NLMApC in Hockv I'o.MU 10 1PSC1.SS «n 
dustry rospor'se lo Info Nchces 03 046 & 83 040. S:ip;J 1 & ru'aterl issues ro rrisrep 
resented e'oclncaf cqj'pmcni iLinshcu lo njcic:»< industry 

STONE. J C Prcjacl C rectoiaio h-3 IEIN-08 046 Qd/On/05 MURl.EY.T SNlEZEK.J. 
MlPAGl'A.F MHC • t)o Cowed Alfi *ai on G von ?pp. 4655Fr 120 4b5r6 121. 

8808190266 Noll cation ol 630907 ircoirg w/NUVARC SIS improvement coord nation 
group m nockvi 'o.VG ic> d.scuss j'.rog-oss of work cn Tech Specs miprovomorn pro- 
g-am 

euTCHER E J. Toch-rcoi Speci 1 . canons Branch 09/O8/12 ROSSI. C.C Dvsioi ol 
Op era non a 1 Events Asses smcr.i (Post 0?O-n i| 2pp. 40500.1 25-46506 126 

8000230228 Sjrr.mary ol 080723 meot-rp w/.N JMARC & uli'S .n Rockvillo.MO ro mp‘o- 
myniancn o' A 44 | U ’o Obia nod s*afl locdoack cn ”D/af| Gcnonc Response to Sin’cn 
B'ackoui Rj'o for P.anls Not Using A remain AC Power.'* 

SERKiZ.AW Reaclo' Plant Sololy Issues Uranch ufl/08/15 KNiFL.K Roacto' fVani 
Sa'ely issues Brarch. 36pp 46fcf)7 IG-1-4CG07 253 

-880823023? Oral! "Guide: nos 8 TedriCiV Gases lur NUMARC hiliahves Addrossnn 
Station Btackoui ai LWH ’ 

’ Nuclear Manager.er! 8 Pcsoj'ces Council (NU.MARCj (fermody Nuclear UH.ty 
Manego 63/U7/21. Slpp -10607.703 46607 253. 

8808240037 Summa'y ol 830010 me-tm j w/NUMARC task g'oi.p ro now STS tor Ro 
ac’vily Ccnirol Sys’* & Power nisirbjfon Limts*' Randoul & list ol nllcndcos one 1 
OuTCHEH.Ej Fochncal Speci f .-ahcns Branch ce/03/12 ROSSI.CE U.v<sion ol 
Cperahonal Events Assossmort (Posi 07C-1 \ 1). 4pp 4G02B 350-46623 361 

8808240251 N'oui cal on ol CRGR UHQ024 Mooting 145 Agn''da .'isied 
JORDAN, E L Commltoo to Rov.ow Gerifr'c ReqcircmoniG. 6B/08/17 

BERNERO.RW Olticu ol Njc’ear Maionai Snfoty & Salecuards.Di.'uClor. 
GOLfiBERG.J.R NRC • No Peim od Air. -otren G vun PAl’FRIELLOC J. Hegjcn 3 Ole 

01 Iho Oi'CClo: 2pp 46635 293 46635 299 


-*870 1 140135 Umlt Comm ision ro annual summary of Oxfl/n,!ic 
cat.cn aciiv.fms for roncior & sen o* reader operaio's 
STELLO.V Ofc o\ Iho Ex(.CJl>vo Di'eclOf ler CpuraiiOns 67/01/0? 
46407 311 

8808 100274 Roquosls -npuf On aclv.tes re Wost ValOy proiCCt fo 
paper po' BUC60J meot-ng w/COE Response rcqucsh.'d by 8f>03;5 
p.'ccoss saiotv ruvows & rnrnior rg 

CUNNINGHAM RE D.vson ol Inilusinal ^ K*ntJ.ca1 Nuclear Sole 
C8/D7/20 DROWNING. R F. Div.siCn of High LOvOl Wasle M 
R70413) KNAPP MR D.vis on ol Low Luvol Waslo Managomoni A 
(Post 370413) 2pp 46501 C6 7 -16501 076 

*•8008100290 Ora It Cominssicn paper providr.q CommsS'cn w/h; 
OCL ro.TCdial acliori & (Low l r.vol) wnslo luchrolulgy rroq.rirTi 
bnofing by JE Daub H? 

STELLO.V Ole ol iho Fxocutivo Director for Opcr aliens 03/05/27 
4650 > 070 

8008180099 Pa‘t«al response ro r QIA ru<)ui!Sl for rfocumenls App P < 
avo lab'o n PDR 

GRlMSlEY.DH NRC * No Dulalod AUiWdion Given 83 f O7/>0 Y, 
Not Assigned Or-P 46579 032 4G570 039 

-•0008180210 SECY 04 0/7 Provi.lus Commiss on w/.nfo ro rosufs 
f»cm NRC In ha' '.isp cf Vconseo comphanco w/provsionS of lOCF 
moots ol sale sf utdown ocrlion ul lire protection ru'e 
GinCKS.W J. OlC ol the Lxuurl'vo Diri.ctor lor Oporators 84/02/1/ 
46570.101 

-6407020578 SECY-04-259 Recommends Cornrnss on autharuo D ri 
end nohCO of vioiof on & proposed rnpos.licn ol civ I pon.rll es in ar 
3 ontl order ler ined ol hcense.lmsoil on n’All falsu siatcnionls 
DlRCKS.WJ Cfc of tho Cxeuitvo U.funior fo' OperaiiO'S 
46550 163 40509 172 

0000240250 SFCY 00 225 Recommords Comm ss on approval cf x'ol 
ru'e.making fo' ccl'cciicn of roqured lues mandated by Cor gruss 
STELLO.V Ole of It e Exccuhve Orcdor for Oporpi ons 0H/O3/O2. 
46626 315 

S80B2G0461 Pfirha* response to FO'A roquosi for doromonlf. I 
documouK Cedon App A docuirents wilhfo.'d partially or -n ortruly 
lion 1.5 & 6) 

GRIMSLLY.DM NRC - No Delalud AlliVahon Givon 80/08/08 M 
'or Piraco (Nalional Socer.ly Arctwo) 4pp. 40G09 052 46503 1UJ 

-8B0B26047C Pattal’y wilbho'tJ Comivrtbftlor. paper ro ir.lo ruq 1 
Commission moolc.g cn US cit'/ons at Konbery nuc.'oar powor planl 
questions & or’&vvers that may bo csefu' m upcorr.irg Congross:o.‘*ai 
DIRCKS.W J Otc ol ihu L xeculivo Diredcr for Opo/olons 85/0?/2t 
46609 061. 


STATE PROG STATE PROGRAMS 

8807140134 Expresses nppreciaiion fer oxc«d'oni rosponso elfo't b 
00C61O sjj ll of rno'len sleol Rorsonnol por formed compolcntly A 
sper dmg lo accit/cnt. 

2ECH.LW Comm ssionors 80/06/29 CELESTE, R F Oho. State c 
16463 351 

8807260025 Forwards ccrrecleJ disebargo monitor:/iu tepls for Qj!f/ 
Mar 1980 ro NPDES R«*mii OKC000191 

UTNAGE.W.L Sequoyah FuofS Ccrp fsubs of Kcrr-McGoo Nuclear 
KNUDSON.M.O Texas. Statu Of Ip. 46297 300-4629/ 301 

8807260277 Forwards "Grand Gulf Nccloar Station Exorciso CondJCK 
of fell pa'iiopation icmt exurcisoNo dolicioncios noled Two areas n 
action & sovera' areas rccon v mendod lor improvement cfoniiticd 
KHlKfM.R W. Fodcral Kmoigorcy Management Agoncy 80/07/15 ( 
sion of Radahon ProlecVon & Emorgoncy IVoparodness (Pc 
46291 279 40291323. 

••8807260276 "‘Grand Gull Nuclear Slabo.n ExorciSO Conductud on 07 1 
* Fodoral Emcrgercy Management Agency 88/02/26 44pp 4B2f 


0008250232 NoiiVcat-an of 0COB19 meotr.g w/NUMARC to discuss fridusiry actions in 
response to Info Ncliccs H8 J6 & E8-46 Scppl 1 & rolalod issuo9 ro misroprcsonlod 
oiecincal enu pmen: lumijticd to ruclu3r Industry 

STONE.JC Project Otruciorale 11-3 )ElN 8S 04G 8Q/0B/ 1 7. MURLEY.T . SN'EZEK.J . 
M'RAGLIA.K NRC No Dolg led AUil a* on Given 2pp 46542;223-46642 224. 


0807200102 Forwards not.ee sent to Stato ol ND I ccnseos 10 revise 1 
rules to mako comoaiible w/NRC rules Revs will bo lornml.'y adoph 
1909 or oady 1989 

MOUNT.D.K. North Dakoia. Slaio of 08/07/08 DODA.RJ. Region 
recior. 27pp. 46344 327 46344 357 


NONDOCKETED ITEMS 325 


S8C&910112 Advisos of proposed change lo pond Uuaifror’ process as described n 
fl/J£39 ffr.Adihlion of ba* urn enforc'd to Rond RA as pr maty rat/ urn a-Tevaf method 
recomrne*’ilod tp cneoi dscLargu m il Um> ol radum removal 'OSto a l> conii-to 
WITHERS O L Ma'apai Resources Co H0/C5/23 WAGNER JF WyOTing. Stole o' 
ip 4 63*33. 205-10303 205 

0300020069 Comrrer • Support »ig proposed mo 10CFR50 n s pU Cy sMlerne'*! cn Co*n 
r ssion cotf.oraiioo w/siaios at comnn.-rcmi njr'oa* f-o*r»* ptonisA'eas ol r.sp ri 
wt.ch stale padicu arly nloreslod isltxl 

SISTER t/A nv MAO M.miusoto. Slain c* 53rR?',9l)l 00017 68/07/K. CriKSJ 
CH CO ol ihe Secretary of the Comm.ssion ip 4032 /.030 .41)3? 7 030 

8606020397 Rnspsmls lo Tnprpu h!lCfjl.r »h a: a.uJialCf Lo nj hull by Tc^no Co:o in 
FMon VO Sialo Ol UJ foeovos regulatory 0ul*i;:r.lv «.-ncc» stole is Ayocrnunl 
Stole fund aid wll have stainless sloe I ‘mu 

RUSSLll.W T Region 1 OV Ol iL.e O.rocto* Ufl/07/ 19 I HARPfc.U.C All.l al-on Noi 
Assumed 2\ip 46399 200 4b3<J r J 205 

‘•6508-080174 F^pro^sos contmn ro irradato* schedi oil lo lio b»i I LlklcnMU lor if 
facaton ol tiiSpo^ablo ii^isual suaf lies irMduLci noses P real to C iit^npoaVu Day 
IHAHPl DC Aif.ial.on Noi Assigned 00/00/ l? NRC No Ret , t on Alluaii::n G-vm 
4pp 4f>339 232 46:m 2uf. 

630B0SD069 *-o.'wanls ust.**-*U-*-l eosis lo nvtoun m.'l & io‘aU '0 in llos per Penml 
052 Fuels lhai vo‘ ol (r'ver niatJ n i ru oirO'slaimJ Cor.sJ specs £ f 'mis shcu'il bo 
1 *Ml £Cil C‘On| w- 

ANHUUS.N J Aironcor Nucoar Culp 01006/29 MOxuF K.M WyofT.rfj, Stoto ol 
3pp. 4Q438 1 UMltoim : h 

8609080010 IVwanJs Glair.- ol CiA, I Lit I o’c.j.oj 1 F merger cy f : liVi.Annu* F Inycsliju 

GHlDLEY.H Tennessee VaLey Auino'ily «n/U!J/02 Itocu-nefil ' .unlro iKmch iDocc 

r cr.i O/rUnH^sh) Dpp -«<i \( t ? 2/4 

.*6008120365 "UaoO’cgir.il Emergency I’tor- A- me* r.lrgusiion Hnll-A.iy 
•Georg a, Slain ol U6/SH/02 'ilpp ‘(>*62 ill*: -lb-162 ^74 

0BC3OO0 1 10 Fnal rosnorr.o k) I CIA fogunf.l loi d.icu'mfnis I'crvvftfds App U 
dacui’icois Apps 1/ & D rl(Kuiiu:i.is av.Vabo in Pl)>1 A:ip I: rloeununls p<rlio y w.:h 
hod I'd FO'A Exrmpiijn 6j 

GfJ MSf.C v .P WC No fu'Mifo.f /VMaf'Oi (J^O.i Wl/CH/P!) (1A D-WA.V.L u7Affi 
Tiom A^cuanuibMy Pro eel Tipp iti407 CM -Ib-IUM 14 

>66080001 14 HesponJs Id 1161202 19 (uiu.dM ny rilo on NHC ■r>v.o* yl a >1 of; a lions 
rad* by i>A M fj n N-h, eafeA Hy 'i^uwii ij a’A.*<jJf ons & rfovrfo,miij nfo ro m.’dfOSS 
ailogoi :r .5. 

2FCH.L W Coin i isMO“.t ‘b » r >/i2'*M CLl.FSH: rl I O.'ao. SUilo ol 2|.p 4fj.;y7 : OH4 
4640/091. 

86C81O0242 Ccn'f'ns 8!i:j/0l diir.,ssi:>n loi(nv.rt) NH.C fev-nA of Suilo (,f i\F awiiai jh 
COOI'd! precram Prcn’.'ifn lef Mfcp.liili.n n* agioimiunl mal e .nhuuniiu 10 |i»ulccl p.ili k: 
1‘edllh 8 S.ifbty ljr‘atil<] 10 make Vi:!in:| if ml slab 1 p'df.vn crrepnliri n w;NKC 
rAWj. : HF».C: Si He* LeeP A livhin ln::e fVn.jiams. Bh/Gfi/(M VwmCiMT.O T. Nu 
braska, Sialo e* 6p;- -10465 Oni ^i.lflSrMd 

6906110027 AdvSes tl'Cil n.vi:* o 1 I. i:e iliy Sfenisofr:: lie I* '>*•*. ufe fo* n ■»:.!(. I U*i rt'tln’O 
U<|eal rcsOJfccs iransh.rrc 1 '.o Atisa>nas hslon . f'rvscrv.il or iVugram 
HUi : Cnnc Aikarsas. Slfiki ol fJ6/Cfi/(;f* A*',,aion Nm Asspned l|> 4ii-l‘J'j 2DIJ 
46451) 298 


6508 1 10083 CoamicrU suppu'l 'Hi proposed lulu IOC* flUl) ai poiay slalu re-! cn cci/fi 
eailun w/stjies ai ccinmt 'e o< r*i:elnar pov%c* p'anis A olho* j-ucIim prcd.ic*on o* 
ur n^bliOA Inci ii«os 

LiFrANCOJfU.SH f»LM /fo n>;o. Con rnniwralih nf ODOp.l Cll/07/12 

KAMUEHEil C SlOlo. LOCd 1 A Irdan 1 ih;d Pforjeanv, lp -16497:2/2 1643/272 

8936110096 Cacinmni suppoinr g |>.*o:csDd mio IUCFM5H ro CObjUran-n yr/slaios .il 
Kt'fwntitG'H* Acc ent pom ' t /jJ/infs A , *.. , cJc , a; p'vthichcn o » uii^ah^i far iims 
DANIELSON T S rd ana Siam ol. 5'J*n2l : JU1 00022 i\ At 07/00 Dc.keli.g & Sm 
":ob Dea-.cb Ip 46437 2 /'. -lt4:i7 271 

60081 io 220 Ack rcantf cf 000713 lit to p.vl it pabon of CrrrtrtKuv63:t> of UA m mie 
grau.tl as5C5srv.<:nl loam m^p ol plan %c'u*i!(.<cd for UUDfWfl CuT.a'cr.wOiil lb .riicnds 
lo pf(iSS lor (jroolOf parl>c:.fi<i1ion n ii'sps of p'An 

AGNES.PW Massncl'usolls. C'cinrncr.woailli (»l 06/07/20 HUSSEllWT n(fC|io'» 1. 
Oic of (>»© C-roefor 2pp 4<:UK:2tU-W<yi?W 

0806120103 Furw.vds NT'DlS Porml 06 OP 010/ lor facKily prf rd|U'.Uibn 
V/AF|NFnj.U D.iinmoio C,as & L ecin- Co OO/OH/oa Uacumenl Cenuo 1 Brarich 
{Ooc w nu;n( Con'rof Oosk} ip. 46625 2vU • -16525 317 


-8808 120 164 NPL'ES Penr.il MmC02399,.ssuud lo bGAC 
' Mary* and Sialo of 67/04/21. ?Gpp 46625 292 40525 317. 

8608120306 Sunrra-y ol UUOti t } N(.c:oor Wasio Ooatd fi'ool-ng ro Hanford doforso 
was'o cleanup repl c,n ciimm.s ferum for dcflc-nso w«i5U & picpos-fd »u:e on rodof.n- 
t On o* g*oai€*‘ than Class C vvaslc 

BSMOP.WA Wasl-iiKjhja. Slftln d H0/C6/I7 Wasidn-jlcn Sialo of. iCpp 
46515045 46515054 


6000120309 Summary of Nucloa' W*>su- Aptfisoiy Ccurinl tiOCGl / meobr-g n Lacey, WA 
ro Hanlord uvasio Cln t m,ip.ldSk lorco ropl 8 Ncrlnwesl Cibicns for^m rcbC'ulcn 
’ Waslrngtun. Sialo ol DQ/0G/17 Washington, St.ilfc ol 7pp 40515 033 465)0 039 

0600120314 Sumrra'V ol Nur 05 ' Wasto Board/NuclGar V/aS'o AdvSory Cornel nlo 
moo' ng on 680616 ro Hartford cJolonsu waslo rl(*n'iup plan 

• Washirgton. Slate* of UU/OG/iC VVAShsrigiun Slnto ol. 2pp 40531 258 46531 258 


0608120333 Press rc'ttfso arirouncno lhal Sialo ol VM Nuc'Oar Waslu Bc^rd 8 N„clo 
a- Viable Ar! tf iso*y Ccur.o' will loer HnnlGfd wasio mgi faCiMy on 600616 
GILLILAND J Wash nylon. Slain ol 06/08/08 Ip 46525 242-46525 242 

00D0 120342 AgeniJa lo* Jont NuCtoar Wnslo Board & Advisory C;ouncl 860610 moo* ng 
m RicL.lar.cl.WA lo discuss HnnlonJ C'uan..p lund rig & Tri CiliCs eCOf'OT.y updaf© 

* V/as“.i nylon. Sialo of 08/08/19 Washington. Stole ol. Ip. 465i5:3l , J*465l5;3VJ. 


6B08J20356 Agenda tor tiudtoat Wfl'/O Beard 080819 mcoipy in HiCh*a-dWA ro deci- 
s*sn on lask Icrco p-oposais & roviow oi cl: all rr.i‘.>b on p'an amends 8 NRC d*a f l 
iiansporial cn n.los 

* Waslunylon. Stole of 09/00/19 Washrgion, Staio ol Ip. 40525 223-46 j25 2?J. 


8B08 1 50200 ComTC-ra au;tpcrlnj propcsod ruu IOC-R35 ro n.edcal uso n' Dypicduci 
mail trair.ny A oxpcr.or.co cn'Cf.A 

TEFFF.DE., DEHART. G K Now Hanpsn *o. Sialo ol C3FniB045 00024, 00/00/03 
Oockoirg & Serviens 0*artch 3pp 46479 062 464.7Q C61 

0000160027 Firol re*,po iSO to FOlA rocu-fsl tor doccmenis Fer^ardS App H dCC*J1 cr.ts 
& mtofms innt App G & R docjrer-is «iva lAh o in PDR 

GPlMSLEV.D H h f 1C • No Uula.locl A1' I hi on (5 von 08/0 7 / 1 * SORGl D. Uassach.j 
seffs. Co*>‘rro*»*C«T.lii c7 4pp *46526 116 46526 f2‘ 

0806 170003 Cormcnis on ristfi Stnto Pern .i 00 030 fer sn*mjo ho'U A hfiu* n:,craujn 
al p'anu>er 8*JU7 19 loai esinhn.i Co.mly shru'd t*r» rhn'iyed lo Ha n.lio > C'ojnty. 
SCHUlEnOACH.M Tonr.osseo Vai ov A-jl»*oi.:y. Ob/Cfi/*' 0 SlNClA.IULM 'oanov 
soc. 31010 ol 2pp 4657/356 4657/ 359 

8600170091 RnfjpcndS to 063719 r* jd Chni/.mv. ■/ech rr> Si.ile* cf W vre^v-y <0 /e.j'ics J 
fer NRD vcv/S on Iwo DOF jto'fly plans ‘JRD COr r.ludbS lhai tub* 
incomplolo DOE agroi.d to rcc.^a* .ate Ivno study p'ems m hcini ol NRi; comtenis 
3TEUO.V Ofc cl i ho Fx<r;uf»o Di'cciui to' ^pernlibr *. 60/00/12 LOUX.H M 
Novad.t. Stale ol 2pp 465 /> 0*3 *01/ ) :t*iO 

880B170303 ForwO'ds Ccir»mtn«e(iiih ol HA f jop* r.1 Lnviron Flosourcos comrronis on 
drah Sup i.l 3 lo proyan ni-tfic F S 

KUNE.S ' fto'insyJ^inld. Co'ninor.AOdllb o'. lH/0d/O4 MaSNIH M I (JRr N iD :- 
tolled A'l.l alien G.vcn 7p^ 465/C D*t4 40570 36<i 

0006190015 lnlp.*n*.s lhai NHC par rpnko'i n HS mcekr-t o/j‘u3ii< n lar*- lorre iv 1 be 
Ox pan-end la rc:ui|o J luLonui 

STOHR JP Reg on 7, Oft ol iho Dirrotn' 80/00/04 SE^sriLJ L Goc:»*u Sialo r/ 
Ip 46593 132 46593 13? 

8690230013 Cornrifni scpporircj preposwj iulo 1CCFR53 fO NRC cjOJ) 0 *?ilit*ii »v/ 
sto'csSiaio ol OH nier.ds lo r-surt- im l NRC Ira p >i c y shi'Orponl nr:t*> noi 
versuiy trnpacl stole* p'oijranis 

AlSWCRDiMW Ciogon. Stole of !'lFR2‘9dl 0002/ 8H/0-J/d2 KAMUFRLR.C 
Stofu. Loca 1 A India 'i Tribo fVcjinnis 2p;> 4<V5/3.(tolMi'S73 00 1 

68062300 56 Corr.ni on t s-i:ipcni'iQ prepuce;) 'uto 10CI R'.ffi ro Inte l's) fi r>x|i ?n-»nco cn 
lena fer pr.ys'CiSlH,lcci nck4‘,n:ls ft ccf- mninMs ConiinuLd oxpcsuu lo *iq^v ■ to*. is ai'I 
incroasu u^Oto' 1 locln.cal uiid(vsbir.d nn of ir.d *ufn.ii& in *ckl 

BROWN H H CcnreMiOii. Stole ol 09027 bp /Ob Oil Dockuh nj a. Siiv- 

i-es Ora'i-h ip 405/3 085 46573 c 65 

0000230061 Co*nmi:nl u;:po:J<*q i:roi»cs'.*tl 'ule ICCf H59 ft /J *o rmc'oaf p:>wrv p a -it 
access njlhon/nf on p'Oigran- Prupos-rd uolr, slab, muni an inf|.jo.,y ft t mnirs i**':o*‘ 

S«Slon:.y 

LASH, f U i r.c: s. Stale ol. CJopi ol Mi.cl.ar Salr iy 5j r R/ l ‘/J4 03C7 ! ufi/0d/*f) 
Oockotirg ft Soivtor s Bra », eh 3pp 4057.1 06G 4 65/3 OiHi 

08OB23OO67 Comnanl opposee.; premised n.los 10CITM7H ft 1 ? 1 *t* tos ul fen 
stl’Pvu'os flu os vi.0id A^ra'SS iv« :l Iloi-mu) lr-:b <;j‘ i. , j .ear pwer mar.lofS ft U lui*l 
cydo laCil u lorivi'i^] icrcji ly ..m Ear.ij :d U*f-s nsf.rsso'1 or. mails leor.soos 

IASH.TJ1 Jlnrig. SJnfu yl. Ucjil. t>* Nji.K’.ir Salely 5H : n?40// \OC0\ Pfj/OfH i i 
Doc-olirg ft So'vices LV je.el i f:pp -165/11 U93 4f557;i.i)35 

0606230200 Arlv*Sr ; s fh,)l ol' ue-l <:alb for HiftO A pir.v j..s yrs lev.o^eu ft I sled t.iptn 

C on f aids c i.irtu a kv o n fo a sas Ah f 
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* Wash rg'on. Stale of 08/C6/1G Washirgton. Smie ol ?pp -'.Cij* <1 -i.-M 

8008120333 Press rotoasu .nnour*c>.*-rj ifipt Sidle c’ WA Nuclear Wa.'ii ll.i • a H 
ar Woslo AtivisC'y Council w.ll lour Hanlcrd waste rngt Inc I ly on PhPfMfi 
Gll.Ul.ANDJ Wash nylon. Stain uf 88708/011 Ip 46526 247- 46626 7.;? 

8008 120342 Agorda fo* Jord Nu Jnnr Waste Board 8 Advistiry Cc i, t. 4 n ejii 1 r 
m M chlanrl WA tu tascuf.s Hanfcrd cleam.p li.n ii'iu 8 Tn Cit-us e v ‘--i,;.i . 
Was’vngfon. Sldfo ol 80/03/19 ;V,is/-rr.r/tGn. Shim of fp iii : j ' 5 |»*i4i 

8000 I 20346 O sc.-sses rov.uw ol rfrafl lor ui>w Soeliun 7 ol BAG 016 p:... « 1 j-, ■ 
led t;y 800710 I*- UndorstondA ihot ilaia resultuy from use o' Mlll/.k , <> t 
sonlcd .n comptulion repl m same luimal ns used in olf.e 1 u.pis 
lOhaUSPM Cpor.ii 011s Branch 06/00/02 ARTHUR W I I n. i.u [ .1 
46523 280 46625 209. U ' 

0Q0B 120350 AyenMa To; Nufleqi WnsU- Advisory Gcun. I l.-u.l’i 
R'cMnrrt WA Lo <?i'.‘* ,.ss r exen in en: inters lo Nirlrar Wnslu •< 1 1 » - . 
poiiO*s A slate ro'tirie .19 co l)(^T* draft rmssijn p'a’i anarid 

* Wdshrgnn S"ii t . ol mi/n<i/|»> WaVirmior Sink* ol ip .‘,i s;u .-ir. *. .* 

Q008 1 2035G Agenda *er fTiidn • A.r.io Hoard 000 ‘1 1 ‘J meet r<\ m H .1.1 yv* . - 
sion ch tnsK forco propesa's A ‘cviuw ol draft rn-ssigri pin-; am- a Is A f. • 
linnsporl,iten rues 

\Vastnn:|lO , i. fjtolo Of VYn'-tmrjtO'i. SLih? of 1 1 1 -H.V6 // : ,■ 

0008 1 20360 Comments on review of St.iio ol CA <icor«iO {ip;><i.ii.“ n 
pa*od f :/ Huy f Wesior Inc per 00002' r ||> 

KNAPR.MR Rv.sion ol Lew lovol Wnv.io Marinyoiceui A la :1.1m • 

0704 13). 0b/O7/2t) NUSSBAUMEIT U A AssiSl.ini TJ.rocicr fc»r A i-. 

UM.m 3 (ip. 46525 243 46625 244 

0800150035 Bof| lusts scheduled deliverable dale lor N l ilu:.tn , ,«i tt ' 1 1:. , ► 
Ddgu of Waste L onf-doncc.’ - tin Uimiriud hum 0R3HI4 lu Ufli)'>7f1 
P'f RCE.H Center fo.* Niiclrrnr Waste Re(jiilalo*y Annlysr.s Pu/dM'ln Is . ■ a 
ID -v.Dion of High luvcl Wasio 'Jann^emeru if’oDl n/Q 1 1 J) ip it. 1 fhini •*, 

8008 150053 fu/wj/da (:tv'iOtnflty cfitnnwnls cn Ctc.n Nujtar ‘.j* p, 
rcpls on 50I d l<ca! oe ol 'ow lovt I radwnsto Advantaijes of MB' if * *m.> i * 

C ijifiznl comprcssivo slronqlh le^hruj adilressod 

S SK'ND.Fl FTrcoHiivci* Naional l nbfjrnto'y ■ IN A-;i*74 hfpik. 11 ».*t **, 
ToclM iDnl Urarch h.pp 4o662f'0 9 46552 092. 

6808150 120 Jnl 11*00 ircniNy ropl for TnsKs I IV mirier f.N A I U.'. ;i . 

nx’thOdo'CKry osvsliircu, ifeniifcar 011 & analysis ol Miici.-ri.iiiin;>(i h.i r r 1 • 

A Tin m A mat of I’A codr s( - 0:d usImMin w.ihhclu 

CHII2.NH Snnuia N.ihcral l nbDralivius T IN A 1106 fU>/(rti/|6 |>Im ■- *-.i- 
ais>r^ Rrancli 9pp 40542 167 4064? 1/8. 

0800150 1 31 f.Vnh'y t.t' Rrcuriins f lofil 62 for Jul 1980 ru at liwit s of. « 

02(14 001 

I- AN NON. M M Wor/nn (ioophytical Ccrp I IN I>-I0n3 vVli' nr 1 r 
iBHAIIiM.A MIlC ♦ No Dula Ini Affluhoo Given 1|> 4fi55 1 7.13 -1i.‘ I . ■ 1 

8600 150 169 Ro<i-iosls lst(«r) info ro tJaia Imsus rna r.iavM’d by IV)| • .*i- re ■ 1. 
dun baso & sccniihc A orgnoenmi properties data Las« rh 11 nil... • ,r.» 1 
to sd-no nf ropos.'ury ai Yi.ccn Mo:.niam 

I'NEHAN.J Cpe.atio’is Branch Od/Cfl/ll SIlilN.ff l-fn ir Is 1 * 1 

46541 290 46541 291 

08DQI5O182 f orwasls commonis cn June* 1900 monthly Hr refit I «i .*• - m 
liO’i of POE Wasiu Pailhngo lust U«tia.“ f or f :, N A 41/1. No r kvi-i- *. -i.« 
twy of ront'ACied piutsucis autho-i/ed 

PETEHSCNCM Technical ITcvow Branch FIN A4i/i 1 

INTEHflANTfi.C G Nnhortal lnz>lituk nl Star’darik & fonhrm , ::i; ( |f 

Bureau <d Sian: El <lpp 413641 :T1? 4f>64l 935 

0008150 106 Forwards ( roposod fulo Add lion u 4 Ha 222 8 k 'H V,*‘. . 1 

з, A(ldil'0ii ol Apt) B Lxf'laraiory Narraiivo & Revs nuSuHi'vj fim. < » ’ . 

Iiiqli Buriup Fuo!'' lor comniunk 8 rcncmmominlijns 

MCRItlS.PM O.visnn of flegulaicry Appli^, lions (Pcsi it/dil •« <■ 

CUNNINGHAM.RC Ollito of Uc.lear Maiena' balmy 8 ■ H. r . • * • 
SHAO.L C (D.v.GCe of Fngn.ooneg & Systems ‘luchiiDlayy fl’O'4 fi/Otl'J '•*« ■ 
OMiou ol Nudea' Hearlo; Rceuiaton. Dirocicr |Po r ji fl7tMlR 'rV|s* 1 ' 
46 470 20? 

8000100225 Tcch“if al Ass’slanco in Idunldir: alien & Kva'ualion d '•< ■ '- 

Ishucis ro ITeposilory S lo Characion/aicjn Plans. " Mctdl.’y Vqi M' ». t , 1 > 
1U80 

Cl :, JNG D H . CUMMINGS. G E Lawronco L.vOm.o*o TMl'DrslI Lflhi u 4 . v 1 *■ '■* * 
0fi/O0/Ofl Bl ACKfonn.M E rcchmonl Bcviow Dranch 3pp 4GV.1 v* -t* ■ * 1 

0800150326 O.scuisos oslabtisbrnonl of figli tovo' wasto AD 1 ’ coj ii " V • p • 
i‘> oruor lo cco.'dimio planning lor APT’ work & usrablisli ageu y i> ■ «•' 

Ia'O roprosenlal vus shou'd l:o provider) 10 Allomaro 

DUNTINGJO Systems Engmoormg & Eva'urU.on Drarcli 00/OH/fM I'- < * 

Love! Wusio Maria(ien-Gfil (Posi 070413) 2pp 46542.049 46542 O'-O 

0806150336 Discusses icch-ical poms ta>socl in B00201 Hr ro Du; an-) u«- 

и. 'o.ocl Tc’ch.*ica‘ issues raisod will be caroMly cons dored ns pj’l o'l a* 

KNAPP.M.H Oiv.sir.ri of Low LovOl Wasio WjnnqerrenL 8 (Jc:::n.<r 
0/C413). 08/08/ 10 nOlfMAN.II Co’OMdO, SiaiC ol. Ip. 46642 061 • 

880815034 2 Provoes fo'iowup on pjfOviUJS corrospondonco re co -irf-i* f »* 
p:ais to inko ccncomng roviuw cf topicnl rept. ' Stock Equp.rcf'i f 0 W ■- -* ’ 
caVorr Prccess lor Low Lovol Rndwasto Gonot:c Waste Fo’in Cn.i I c.v ■>< 
HANGAHT.n l. Biviscn ol Low Level Wash? ManncoTiGm 8 Oec^** > 

070413) 00/06/24 PldLLlPS.W Slock Equ'pmonl Co. 3pp 4651? ail 4< ■ 1. 



6809150453 m-OS Vn.s 1 A ? to "NNWSl Wablo M<jl Pro.ocl Clc Audi W 06 SAND' A. " 
MOIONICM.J HEANHY.G . SUUlFIfE.WH Energy. Dupl or 0(1/07/12 1.945pp 
-issues* 40549. iO'j 

6-809160001 Provide', ropl cn aci-ons completed ro Low U:vOl Fladvrasto Polcy AT.oncl 
Ac' d 1985 Muihod osiobl'b'ujfl for disposal ul low luvnl radwasui olhcr than si*ai:ow 
buna 

St-llO.V C'c ol IK> Fmcuhvo C«roc1o' lor OpC.'ttlior* (10/04/01 SHARP.! 1 H 
house- O' Hop . hr orgy & Comn.erco 3pp. 46550 353-4Q5b6 355 

Be(-6l6C0fi9 Pro/dCS rc.pt on alliens r« low Level R mi was to Polcy Amcmi Aci Ol 
I'jjS f/eihods t'btnO'iViod lo: disposal ol low Icve' radwasic cli:c?r mart shallow land 

lls.‘ ll. 

S T EllO.V Ole ol Ibo h *ec olive Ducclor lor Opor.Hionf* flb/04/01 UDALLJM.K 
HCjSO ol Rnp . Inlt.fio' & Insular AHni'i. 3pp 4(iSbO 3S0 46556 360 

6? J3 160093 Prov do<. ropl on nciions co'rp'oioil lo date ro low Lovol HncJwasio Pol vy 
/.'nend Atl ol 1985 Ac liona l.niod lo ostahl'.h procedures 8, develop rnpabi* ty fra 
prccu r Air.g ‘ice-io ng Hpplr aliens lor wasio disposal lor hlios 

STl.IO.V O; of mo Lxecuiivo HrcclCf loi Operai-ons 08/04/01 unF.AUX.J.n 
Sente. Frwiro 'iiienl A Pufifc Works 4p;j 46559 CO t 46650 001 

6SQ&160134 Conimenls on May 100(1 Waler Ruso.ixes Prolcciign S'lfttuciy for Tar! riijs 
V . ; posh I al Cheney Rouoivo./ D.sposat Silo" & Jeon 1060 “Co''.CCpfi >ul l>osqn Cfl’cii 
atons for VngcUied Covor " 

P.O'TMA N.H Colorado. Sialo ol 0H'OI)/U5 AIUHUR.VVJ Energy. Dtp* ol 33;>P 
46555 32b 46665 Jb4 

8603160332 Forwards Records Mrjl f-lan ’ 

PRESlHOi.r.P.r NRC No UuinRM AfhnaliOn U.vOn 88/00/03 LbNLHAN J.J Opa- 
at:ns Branch lp 46550 175-46500. 1 9fl 

- 6800160335 Records Mcjl Plan ' 

•Er.cryy.Oop1 of 60/07/31 ?1pp 46550 176 40650.11)0 

88O016O3B9 Fo wnrds STOCK 600720 Ur.rusponranr) lo NRC (Jnr.sion lo Uisrontnui 
cenxni ten cnl ropf review, ler nlo. 

r.CDARif L.K k p vision ol low Lovol Waslo Mnriaguinnrit & Rocgtuh ss or.ru (Post 
fW I 13} 69/Cfl/ff SfSktND.(j. UtooMiavan Naiio uil Labowory ip. 46561 0I>9 
45561 01 ; 

0e:®16€4 31 ro'wards revised snnmury ol UUO^lIl mcol'ra) w7ASMl : . in RodvIn.MlJ ro 
regu alien cf ni xed wnsio 

FtlLMJ. nonu'aiory branch (W/0U/U!) KNAPP.M M Civiscn ol low t ovol V/a£*o 
Maragm.oni % Docon'ftussiorm;) (Posi 670410). 4pp 40561 C'JU 46561 102 

• 3308160436 Hciquirsls corrodon ol mncLu ary in Page 2,1 r-e 2 ol inn.des ol ObtOlft 
meuiiiig. 

MOCiHlSSl-AA 'nsiilaio lor Muyi.laiory Sraonco 60/07/27 HFLL.M J. flajii'fllory 
P\rich Ip 4rji>6f 102 4656 f T02 

6803170014 Foiwa'ds review schodelo lor r.COSAMi High Inlofj'.ty Conliin or 55 topical 
•cpt vV/o oncl 

lV,DMAYtn.L3A Technical LParich 00/07/10 HSI1.M Kifi huock & WpIcoj* Co ip 
40? 64 004 46504 004. 

d30B>70023 Fciwmlt Rev J Jo NNWSJ'HH-d. ”N, k JWSJ OA Plan fet h-vm w & 
ar.TOvalRov odcressod NRC corumcmls disc.nSLd in OOL/NRC 00070?! (Pooling 
Srb N.n EriO'rty. Depl. ol 00/00/lb yCUNGRLOOD.D J. O;>era1:ons RrarUi 6;>p. 
46565.056 16565 235 

• 880B170031 Rev 1 to NNWSI/RH4). "QA IMflf. ' 

’ Enc-gy, Depl Ol 00/07/27 1 74pp 40560 06? -411565 2 J6. 

8028170026 RoqLGSls oxlonson of pocod ol perlormancu Of coHiacl Ircm G01 U/ lo 
B00VJ1 lor FlN D I047.al no aildl cosl to govl smeo 1 nal rulO not m ollecl unlil 
600727. 

HEU.MJ. HouMtory Branch HN D-1047. BO/08/0!) BEVERIDGE . G P/Oflrnm Imp'o 
mortaiioT Oranch (posl 07072!)) Ip. 46572.127-465/2 127 

6606170 0 30 Requests oxlons'on ol period ol purformanco tro.m UU0930 to 000420 lor 
FIN A-I7G1 OjO lo cl'ango .n iinr.opnl mvOSlirjalor. 

BELL.M J. Mog-.iiaiery IJranch FIN A- 1761 0fl/OO/O'j BEVGR'DGE.G Prurjr.im impln- 
mcilai cn Branch (post 07O72U) tp 4C571 143.40671 143 

8808170052 Oiscwsses status ol 06120? advance not co ol Proposed Ruomaknu 
6IFR4J367 ro bolcw rogulniory concern (F3RC) vvaslos Aijrcos Ihai ORC QC'.ons can 
redaco vo'.s of wastu ihot wou'd be 50m to I con cor I disposal sdcs 
DRAGOHGTTh'.K S nugulaiory Rronch 51FR4J3G7 00/03/09 VlERIWU (Vidwcst 
intorsmto low-l.ovtjl RadioncUvo Wasie Ccmmission 4pp 465 72 1AP-4G572 199 

0808170091 HusponJs lo 000710 Hr lo Chairman Zr-ch to Staiu ol NV views & request 
ic* NRC wows cn iwo UOE siudy n'an9 NRC concludes tiuil bcih pia^s 
ncornp'etc DOE oq*nod lo rocvaluaio Iwo study plans in light ol NRC comments 
STEllO.V Ole ol (ho Exocuhvo Director lor Operations 09/09/12 LCUX.M R 
Nevac/a. Siaio of 2pp 465 7 1 343 465/ f 346 

0BOB17OIO5 Oscwssos Hy/otogy Section farn:!iarizai'0n w/h.igh level woslo piorj'am ar- 
ch locluro concopt & rotational data devclopod by CNWRAUsuiq app r ovcd pregram 
nomenclature will allow edoct.vu communication ol NRC technical concerns 
CHLRY.P L Technical Rcv.ow Branch 00/68/ it COLEMAN, N . FORD.W . POHLt.J 
Technical Rev ew Branch. 2pp. 46672 202 46572 203. 

8006170120 Forwards NRC Ford Study." por 000023 request during NAS Ce'loquum 
on OA for Undcrcround Ropos-lenos W/o er.cl 

KENNEOY.J E Div.s.on ol H nh level Wasie Manayemeni {f J osl 070413). 09/09/12. 
DAEMEN.J Arizona, Umv. ol. Tucson, AZ Ip 46564 338*46564 3jfl 

8008100029 Forwards NNWSl s.lo ropl lor Jul 198G.W/0 cnc.l. 

PBESTHOLT.PT NRC- Ng Coiailod Aflihalion Given 88/08/10 IINEHAN.JJ NRC* 
No Dolailod AHil al'On G-vcri Ip 46584 105-46504 105. 

*8808180034 Subrn ts NNWSl 5HO ropod to' Jul 1989. 

PRE.STKOl.r.P T. NRC • No Oola.fod Alfr'raco.n Givon 00/08/15. LINEHAN.JJ. NRC * 
No Detailed AIM at on Cuvon lOpp 46584 186*46504 195 


B0OO1BCO40 Foiwatds paper Troalmem el Dncaria-hl.es .n Performance Assessrnom 
ol Geo'Ciic. High level nadwasio Repcsilcrius " W/o one- 

BONA NO, E J 5ar.da Nphcn.y L fiber a'onc-s. FIN A-IJ65. &A/D8/JO. BROOKS, P Op- 
oral ons Q'anch Ip. 46576 253 46676 253 

0800180170 Tcrrincai Ass slnnco i'i Id Oritilic alien & Eva'udtion cl Sc vr .0 TecloiiiC 
Issi.os re Rc^oSilO'y Sdo Charactor-zai on Plans/' Monthly Mgi Hr Rgni 24 lor Jul 
I960. 

CHUNG.D.H., CUMMlNGS.G E. Lawroncc LivOrincie Nulional la%o*alory UN A 0297. 
i 190. 26/00/CU BLACKrORD.V L. Tcehn.-cal Rovmw Branch 3pa 4659 M9G- 
46691 198 


0808180241 Mod A0l0 to UOE Cocpfalivo Agru-orr.eni Db TCU4. 83 AL 10-154 to Slate 
cl W/ iixroas-ny luridiriQ 

MF.YRMS.V/C trergy. Dept cl. 06/00/15 5pp. 46505 340 -10505 353 

60(10180327 f crw<vds info lo r.ompfev M.fe stones D5 d Al.nr.'ud r.g del rihor.s cf now 
dale I o!ds & he'd rile.'fCl.lLiC.nsr ps 

WrhT ING.A FI Genie: lo* N-ick ar Waslu Hog.JJtcry Analyses. 00/08/12 
AI.TOMARF; P M Divsio'' of H.fih Level Wesio Vona:;cvrr n l (I^SJ 8704131 37rp 
465117:247-46507 202 

BSO0 100330 For waidS lr.p <ep1 O* 880600-10 & 13-15 visd lo M n-|uapO‘i;».MN »o rt1lu' , d 
"Second ir.t: Symt^sum on RocHbursls & Se.smcny n Minos A Key Ouesncris in 
Reel MccligricH 20lh Ar.rual US Syirpos liti on Rock Mechanics 
HAGCMAN.Jf’ Center lor hur.’eai Wkh'.o Rcgu'etoy Analyses 60/00/CB 
HEAHI1)NG,J R Dwrsir.vj ol I 'tgh Level Wasie \ A a non error 1 , {Post 0/01131 ip 
4659 U 2?4- 46099 243. 

'■8808180331 lr.p rep l ol 600000-10 A 0OUO13 15 visit lo Mr**ii('apcl S.VN ro attend 
ance cf “Second hill Sympusljm on Rocrbutsls A Sr-.sm ciiy m M res" A " Kny Ouos 
liorus In Ruck Meehan r.s 23ih Annual US Symposium cn Hc.ck Mu chan cs 
HAGF.MAN.JP, I'ArniCK W Comer fer Nuclua* Wasie Requ'atory Ana.yscs. Bfl/U0/ 
OO Cu»n?tv {qt NtK car iVasla Hi-gttewrry Analysts Wpp 4db?n 225 46590 2 13 

G0OB 100344 Forwards trip n.pl ol 060HU4 vis it lo COE do-lonso waste prccoss ng laci'ly 
at Snvonrah HivOr ro waste accepianco p'oenss 

LINEMAN J .J Cpmrthor.s Branch 60/08/17 Slb'N.n Ert-rgy. Cnpl ol. ip 
46570 137*46576 139 

-8000 180347 Trip ropl ol C8980-1 visd 10 OOf; delcnsu waste process ritj fpcii ly al So 
vannnh fWor ro wasie accopinneo acuvibes 

WAl.KFR.WC NRC • No Data led A|f Kicgn Givon 88/08/16 BROWN IN G. R E NRC 

* No OuMJed AfJil al on liven 2rp. 4G67G 138-460/6 139 

BC0Q1G0352 Advises ol ocboris lukgn lo fo'low up cn reccrrnu rir'atons made n Adviso 
ry Comrriiiee on NilC'cur Waste (ACNW) 880/01 Hr AGNW com'ronis on DOE 
88()621> kr.ol-rxj fu dr all ri.lomak ng edition pmv J jU 

CORl.AN S Operations Branch 60/09/17. UNEHAN.JJ. C|H*rn1cns Branch 3pp 
•111691 262 46591 ?6(> 

0000 1 80402 Sup; :$ 800(104 merro awnvmg Nr/wSl QA Plan flNWSI/OB O.flov i W / 
cncl 

fJARRLFT.L H Energy, [K» v il ol 0H/OO/M GERTZ.C Enorgy. Dopl ot 5pp. 
4C509.H3 4G589 117 

8008150231 lerwards Hr ropl "Peimilml EruSiCn al Yucca Maantnn Nuclear Waste 
S to ” 

CHUNG.IH 1 I nwrercu L.vereuoro Natlcnnl laboialory FIN A-0P07. 1.-196 06/08/16 
FiLACKl Ono.M E. Tocl'n cal Review Brunch Ip. 46593 3 19 46593 353 

-8800190234 f J 0! o-rilifil Lrcsicn PI Yucca Mouilru't Nudoa' Wasie Slto " 

PUf^CCLl.CP. Lawronco liverrv.cro Nat-one 1 lobcrulofy FIN A 0297 66/91/30 NRC 
•No Deiai'cd Alliiailcn Given 34pp 4659332ft 46593 353 

8B08 190258 “Techn cal Assistance fo # In S i r Tosing" monihty p f o<jrcss ropl for Ji.l 
13UU 

SUJGM M.M. El Intcrralicna', fr.c FfN 0(001 ft 40 07- 16. 80/00/15 BUCKL CY.J T 
NRC • No DelOifod Affihalicn Given 3pp. 46590 12& 46690 123 

9BD8220020 Bov 5 lo ' E*{>l'>raicry ShjfJ FaC'Jiiy SelisysJem D u=,jp net)uJ'efr.i«;>Js Do: 
umonl (HSF SDflt))." Vcls l & 2 

* Sc-onco Appiicalions intemaHonal Co*p po-rmo.'ly Science App'icaugns. IncJ 08/ 
011/15 Mpp 4069 1 .275 4660 1 307. 

0800 220043 Provides NNWSl Sile rcpl fO: Ju' 1908 
f’ReSTHOLT.P T. NRC - No Deladod All lent' D*i G.ven nf)/Cfi/16 UNEHAN.JJ. NRC ■ 
No Data led A(l.f aton G.von I0?pp 4G599 20MGGCP 05?. 

0008220072 Forv;ardS lr.p ropl O' llasce parlic.patnn m 88000?-03 inoohry cn ccl'o 
c u urn on 0A pract ros for un-tlur ground ra Jwasto repos'lonus Gobi break-Cul WitrhcM 
HARTRO ITASCA Consu'b.ng Group. Inc. FIN FMOlG. NRC 92 05 002 00/08/16 
TANIOUS.N NRC • NoDniafotl Alfuint on G.vcn 20pp 46699 ?26 40509 245 

8808220096 Forw.n’ds NNWSl p o|ucl tnasior I st O- controCcd dccuxonis l«si ng ol 
docnmonl slams shoj'd be usgd to vrjr.'y that documonls he'd lor oso aro cu-ront 8, 
ihot ojI ot date mail nci usGd for conduct ol pro,oct work 

SPAETH ME Hoonce AptfiuMions Inle/naf-cnaJ Cc/p (formpdv Sc cnco Applications. 
Ire) L80 RVO MDC-069 88/00/04 KEN.NCDY J NRC • No Dolai'CCJ AH natron 
Given ANUHIST.L.L. TEMRtCR.T Scionco Applicat-cns Intornational Corp (formerly 
Scio nee App! colons. Ir.c ) ?2pp 46000:238-40600.3 19. 

8808220102 Forwards monthly acivily schodu'os lor UMTRAP silos 
ARTMUR.WJ Er.ergv. Oopl ol 80/08/22 NRC • No Uotailod AlUaiion Given 23pp 
40603 240 40603.26 1 

8800220278 Forwards BOE woolly ropl lor wk ending UG081? 

PFIES'ThOLT.P T NBC - NoDelafOd Aff.liaf on Given 86/00/ 18 L INF. HAN. J J NRC • 
N-0 Detailed A f ir ai on Gwon 5pp 46601 0G6 46601:070. 
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8008220322 Forwards i**c €•&**'/ n'o ‘o ccdcj' m ct-vc/ desgn at Green 
Pd. c/ UU/MtHA 5 \o v :n tC' CO'-SI ef 10 nc^ barncr w'o tost p<3J prnvilcd n 
CO' S d 'rat-on ol NRC concerns c*e; coulter ML : fy o f 1 2 'Scl* raden r.arx. e: 

ARTHUR W i t'-occ*. n^pi o' 88/08/ !5 ICHAUSP D.% 15 on ct Low Le.t4 Waste* 
Ma< ager.ont & Deod ™* 1 iSiO'T.g (Post 6/0413) 38PP *16601 318 46601 355 


0008240374 F onwards initial i frail Program Axcl-itCduo Database C- 
pu' d'alL TOP C0l -092,.Sodio.' 1 Examples mk.-f.dod to pro^do cj 
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46334 269. 

0007260289 llconso for Tho'iison Sag.now Half Screw Co.lnc.lo ex 
avsomb'-QS.lo Anjonina 

PETERSON, MR. Aas'slani O.reclor for Inlernahor'al Security 
46285330.46205 J38 

8007200110 Forwards applicant response lo Executive Branch quostic 
3.0C0.0C0 Ci inhum to Umlod K rindorn. 

PETERSON.MR Ass-^lani (j-roctor for fnlernaiionnf Socur 
THORNE. CE Siaio. Dop* cl. Bujoau o* Ocoans & Inlt Envcon. & 5 
ip 46327:117-40327:110 

8808050020 Amond 6 to export l.conso for WoshnQhouSO.aufhonring 
fuel for KNU-5 & KNU-6 to Republic of Korea 

PETERSON.M R. Assisiant D'foclor fer International Security. WSIM0 
Ip 46452 359 46452 359. 


8806300122 Forwards Advanced Nuclear Fuo's regues’ ler amer.d lo License XSNM 
2161 authoring shipment cf Caoad an or-cn rraM to Wesi Germany. 

PETERSON.MR Assstanl D:roclor for Internal Onaf Socunly 88/06/24 HART T 
Energy. Dopi of- Ip. 46344 0G6-46344 009 


8808050024 Liconso for Soli Powored LUjhling.fnc lo oxporl 3,000,0i 
Un.ioo Kingdom. 

PETERSON. M.R Assistant Director for Inlornaiional Security. 
46438 345-46438 345. 


880-8050926 Forwards llr from iVostmghOJSU Corp rcciuuslmg omtsnd lo OxpOd LicefCO 
XSNM l759.HUlhCrivr,g shipment ol addl Australian mail lo SCuin Korea lor uso i-i 
X.NU-7 8 KNLf 0 me If at power ivac.UfTS 

Pc PERSON. MR Assistanl Director for International Seemly 0R/O7/29 HART.T 
Ecergy. Dept of lp 46437 . 1 14 464:17 115 

•8808050029 Appl.caiun lo amond licenses lo change require wcr 1 !* cn Canadian & Aus- 
la jpn inaiJ.cnj/H,‘t? Jicen.su Jo autiionjc $hf>>nem of n *c:in rJ» to'wui of KNU-5 fit AMD- 
fi 8 .ncrcose amount ol Ausira'njn o.'ign man author iK-o try 15.030 ktj 
HUCEC.W S. Weslmjjhouso riocuic Corp WSH-107-Btt 00/07/13 FETEnsON.MR. 
Ass Siam Dire CIO' *or lr-torrai»of'a‘ Security ip 46437 1 15 4643/ i 16 

880B05003& Ap^J r alien frr 'i:rnsr> lo oxpOd tb/ee triliaiod target, ro^an n .7 J.95D O 
l'iri.in.lo Japan 

FISK.R H EiJow imomaticnal Co 80/07/21 Ip 46439 ?<M - 1 G 43 G 295 

8808050045 Fo'wjrds opp 1 '- Aliens in export GO.OUU Ct t Minin gas & P rfio Inhaled 
laryois.ecnla n np 1/J50 O 1'ilium.lo Japan w/o an/ihr.ii-on 10 oxncri it.* jio-rl twyols 
FISK.RH EdlOw Idler rational Co 08/07/21 WWGI'I.R. NMC - No OolnilCiJ Affi ijliO'V 
(Vven Ip 46438 03-1 -41)438 015 

* 6808050046 Appl cM on Inr liconso lo expo'l 60,000 (> IKl in UuK yasocus form.lo 

Japan 

FlSK.R II Ed’ow lr tier national Co. 88/07/21 ip 46438 035- 4643 u 035 

8800050055 Amor.d in lo license fo‘ Advance*'! Nuc’ear Tucls Cup, ni/i.omirg ship 
/rent o' 34,633 *y ol Canadian origin man lo West Gennany 

PETERSON MR. Ass.slard D rer.ru lor inlunniliOnal Security 08/07/28 2pp 
40430 032-46138 033 

8838050962 Anv.:id 6 10 export I cense. add ng AB-1 Atom AU as filer mod Mr 
eens gneo Licensee authored In export & slap 29. 1 O 6 kt) C»irvnJ an o'.jirs ina;i 
PE7EHSONMH AssistarM Dm.-cto; for Inieinohonal Security. RLUMSO 88/07/29. Ip 
16440 343 40449 843 

5808060041 Ap;:l cation for air.onds lo 'iconses.changi- g rone foments cn Canadian & 
Ausiral-an n ail 10 read as I sled.nuiner i?ng shipmcrt ol lo.fth round tu KNIJ 6 & 
KNL '6 8 .ncioasr.y amount of mall lo 45.500 k<| U 

MUDEC.WS WcshnglimiaO Elc-clnc (*orp WSH-107-80 00/07/13 PLIERSON.MR 
Ass«siaet LTiioctO' lor Internal onal Security lp 46483 07 1 ■4646397 1 

630800004 7 Amend 4 lo I.oon$e.«inl 1 i 0 r-?in;j shpir.ord ol up lo / Mj U 236 coidrtir cJ in 
160 ky U.io Fr.mcivWosl Germany 1 he Ngllicr anus & UmiIckI Kmt;dum 
PLTEn.SON.M Ft. Assistanl nirecto' for Inlurnnt enal Sc::ur.1v Fj 8/()//27 tp 

464 60 355 46463 365 

6808080049 Forwards Wosi r.ynousi* appl cation IO f nmor.ds 10 licenses, n cr<MSi r g 
q-janlity ol Auslrjiian & Cana'lum ongri nml* authorued lor shipment 10 South Ko*ej 
PETERSQN M R Aysislanl U. cclor lo: Inirmatenal Socnnly UEJ/07/PG HAfir.f. 
Energy. Oepl Ol Ip 464G2 0/1 4C 162 UiD 

8398000051 License Igr Marotta Sconldic Ccnirols Inc to oxpoil M»n fo'd Model 
SPVS'C ulrcct'Cn valve nssenihly lo Aryunlma 

PETERSON, V. R Assislanl Daeclui fer lnu%*nniioiin' Ser:urily Rh/'j// 27 ip 

40451 151 40151 151 

3898080054 L ccnsr.- lor GE to i/xpoM 780 kg U 236. con taint'd .ri 26,497 ky U In Japan 
PETEnSCN.MH Ass'Stnnl Cirocto* fur Iniernalionai Sucu' ty F OF 88 52 86/07/27 
Ip 40451 36 1- 464 6l 362 

3800080058 LxoCutivo Branch posilmn re Sell -Powered LijMmg opflcalon to (rxpcit 
bu k tritium to UpiIcnI Kuigdom I'conso should he guarded 

STHATFORD.HJ Siaio. D(»pl of. Bureau of Ocoar.s A lull Environ ii Scionlrhe Al 
fal s 8G/07/26 SttFA.J H inter nnicmal Programs, ip 46451 152-40451:162 

0008080059 Ltr of a&suranco ro Tforisr-.ucleor.lrrc application Igr amend to i;c«nf>o to 
ox pod ruic^enr mail lo Sweden 

VAMGO.l Sweden. Govt of 88/07/20 HOCNEY, J M Lnerg/. Do pi ol tp 
4G152 3C5 4G452 306 

8008080061 Appl cnl«on lor leer, so lo export 2 g U-235 to Fetlornl ne;;uU z ol Gnrm.i 
ny. 

NELSON. A AT & I ACN031 80/07/15 lp 46463 08/46163 007 

8008000063 U» Of assurance »0 export of 700 kg U 235,contcj nod n 26.407 kg U.lo 
jtinan 

TOSHIKAGE.M Jepan. Govl of. 00/0// U nOONLY.J M Lnoajy. Dopl ol lp 
46452 300 46452 300 

6800000069 Requests that two ponding I cense opphcoliDruj.Xn- 130 & XSNM-l6fl3.bG 
rota nod as aciivo 

HUDEC.W S WostT.rj house Oletlnc Co/p WStM II 0U CU/07/15. VVHIGN I 0 NRC • 
No Dela led Alii ial on Given 2pp 40460 334-46450 335 

8800080073 RoquGsl 3 that United Kingdom aulhordios* ho rolilod G 1 Oxf-J'l ol 
3,0C 0.000 Ci Int.um gas by Soli Poworr-d Lighting to SuroMo LlrJ in viGw ot ongong 
concerns re increased mtorost m ir.lum-at runway fi helipad land ng sys 
PETERSON, M R Assistant 13 rector fer Iniernahor'ul Seemly 00/07/29 OEVINE.JU 
(J S Cmtoss os fp 46461 329 4645 f.3,?9. 

8808080105 Fohvarcis Marlck Corp app'iCahon for oxpcrl ; i-censri 
CLARKE ,F ,8 Baloy Foreign Krcighl Forwa'do*. Inc UFFF /‘92G 08/07/21 

'ARIGHT. B Iniernalionai Programs 4pp 46476 133-46476 137. 

-8808000103 App’ieaton for hconso to export 225 6 ky unirradialed dootoi nn oxido to 
Canada 

CLARKE.F 0 Madek Co/p 88/07/22 lp 464 76 137-JG476 137 

080B iCO I M Appf caf-on far freonso 10 nxped 20.000 Ibu nickel Imso a'loy contain ny 400 
.bs ol irioricm to Canada 

* AMAX Specialty Molols Corp* (suhs of AMAX, Ire.). 80/07/ 15 lp. 46433:235- 
4 6403 236 

8808 f 00226 Forwjrds app’rcnfion for amend fo Licenso XO -l^ Jy. auftK>n?ir.q OKpQH of 
soa'od sell luminous glass light sourcos to Canada 

MILLER, J Sat 01 y Light Corp 88/07/28 HEMBY.E. NRC - No Doiailtd AlM.aloa 
Givon. Ip 4G405.244*46485:245. 


-0808109222 Appl caticn fc* ice.“so la oxpert lOJ.GCQ C /y/ H*3 gas. ccnta-ned in 
sealed sell 'tm ncus g'ass light secrets *o Canada 
‘ Safev L*gM Co.p 89/07/20 tp. -J64y5 24 5 46105 245 

80081 1091G App'caion 'or lec^so to oxpen depleted U pales, contnrri:i i./<b 
N obiuin.lo West Gu/rrany 

FRCGGE. I M Ar<;cr.hu Nahoanl l at:cj*atory. SWQ1212SD. 06/07/14 2 pr> 
465 73: W7- 105 1 If I Oil 

-8800110017 Forwards Hppteaiion l;conso :o oxfiort approx 30,030 kg depleled U.io 
WOSI Gotfruny 

fflOGGE.J M Amonr .0 Nai cna! ULoraiory. 88/07/14 MOCRE.N NRC No Dotmlod 
A# 1 J a: 0.1 G ^ on fr 46513 lOfc -46513 101). 

0888110230 Reqiosts ExcculvO Granr.h posii on in Salniy L t;ht Ccrp app’ication lo* V 
ten so to export J 00,00 3 Ci tri*..jin to Canad 1 

RE TEH SON, M R Ass slant Cftrclo lo* ir'o/naUonal Socu'ly. 88/90/03 
FHCRNF CL* S'ale, RopJ o 1 , Lhju^,, pi Oct*/>ns S Injj Fnv/o‘> & Sco^hfc AHata 
lp. 46510 247 46519 249 

-8000110232 Fo r wa*<Is rfpplc.iio'^ for lvjon?.o 10 export soa'ed so'J |.im*r:eLS g'ass kg 1 '! 
souirt'S ‘0 Canada 

//iLl FF1.J Salcty L 9 hl Corp 0?l/p7/28 HE MB Yt NRC • No DeJai'Od AJf; &hon 
Given lp 46510.240 46510 219 

-8808110231 Applcalicn fc< licd'Vi t lo exporl JCO.OCO Ci H-3 gas conlaned n sea ed 
sell 1.1*1' no. is glass hgi't scu'cos.lo Canaan 
’ Sa'oly Li.jld Coip 88/07/28 lp 46510 249 46610 24 9 

B80B120012 LI on so ler Ed’ow ln|l Corp 10 open 15 247 ny U?J5. toMiiMGd n lb 4 70 
kg U.io Ru-ii m-,a. 

PtiTFRSON.M R. Assisia'it Crecicr ta 1 ‘nierraticrfiai Security HMl-5 80/C0/O2 Pop 
46525. 1 B0 40625 199 

8&0Q 128930 Rerj-.iests Fxccu: »0 Dmnch pasiilon ro Eulow hill Co app" ralni lo* tcanso 
10 expert 1 ,«JL0 C* lnlnjm to Japan 

PF. I ERS(3N M R Assisi an I Dirtrcter for lr,tc*iiol.cital Seemly 6U/U8/03 

TriOftNL.CE Slft’o Uepl ol. Bureau >1 Oceans & ‘-'ll. Envron S Scif.nl fic AIMrs 
Ip 46516 137 46615 138. 

8808120052 Forwards npp utiUCn lor I lo export 60.000 Cr Intiu r eas to 

Japan W / 9 a 4 cl 

FISKR.H Eiilow Irilc-nohci Hl Cn DO/07/21. wniniH.U NHC No Rota led Afl I at cn 
Given. Ip 16525 196 16526 1 90 

0COB12OO7J fleriuesis Gxucutivu Brnecti posiiicn ru t’pplealon for license to expj'l 
225 6 kg el heavy wato* to<^an;«:Jn 

PE rEHSON M R Msblnni Deccter ler inlemalorjl Sr.cuity 08/00/01 

f HORNE. c t Siohi (jopt ol. Bu'oau ol Oceans fi h*u Envrof. & Sckipimc A'lars 
i|i 46631 198 46631 2C6 

0008120206 RpuuosO Exccutve Bmr«h pcsihcn on Ed'cw loll Co app icahcn lor !i 
cer-.s'j lo ox part 60.099 Ci U.tiurn lo JnfMM. 

PLTFnSON7/R Assslfmt D recto* for InlcrmtiOna' Socui-ty. 69/03/01 

Tt^OHNC.C E Stain. Dept of. Bureau cf Oceans <& inli. Lnvrcn & Su eni tic AIM«'S 
ip 466 15*1 <16 46516.107 

80081501 10 Arm-id 2 lo Icenso fo' A'd'C’ 1 Cr om c-H Co, PC 10 expert 14,5'Jh kg acute 
t urn ox do id Canada . 

MOORE. RN Assistant Clircclcr ter Iniorraional Sottnty. 00/09/11 Ip 4G550:1U2 
1G560 103 

-0008150135 Appl cn* on frr nn;ord lo mepu'l iice.‘ ,, »u.o<lo , '::ing validity unl.l 0J0101 
Pf/TZO.&N' Afdr-ch C n Uir.icaf Co MJ. (sl(is Of S.yna A'f/r.ch Corp/ d0/CO/Cd 
MOOnS.N Nl«, Nd Detailed Alli'ifilicn Gwon lp 46560 1C3 4 8550 1&3 

0008 160143 Amend 6 to iconso lo; Wusuryho^su to expert 6 260 ky U 235 conicinerj 
n 174,770 kg U lo Smith Kg*e«i 

MCORC.HN AbsrsMinJ L'.ruCfCf far f'tfernaf.xmaf Socu-rfy. OO^OQ/1 7 fp Adti-i923l) 
40549:230 

0800159160 Amend 6 to IcariSO tor Wosii'ighouso increasing yuanhly o' Austrian fi 
CannJiOM man eolhou/cd fc sh'pmeni to Kcroa 

MOOnr.,RN Assf5*unt 0<oc'C( tot ir , .om4tin''Q' SocuiJy 9-3/00/ If »p 46559.104 
46559.104 

0800150340 License lor AT&T Ci; to export 2 y'arrs IJ 236 lo We si Germany. 
PETERSON MR. Assistant Cioctor fo; Iniomaiiona' Security ACN301 eo/OO/U) 
2pp 46550223 46550 225 

8C08 160302 Amend 4 to I cor.SO lor Wostny house Eloaric Corp lo expert 12.7C0 kg U- 
235.to Ropuh'ic ol Korea 

MOOnE H N Af.vslant 0 'Oder for Internal io^oI Security WSH-107-00 88/C6/1 l lp 
4656) W9 4656 J 039 

8800160113 Arnord 3 lo export kcenso for Tfai>sniiC'car.l"C,chijrQng Icenstie 
odJruss.do'oi ny NLiXEM S Trans fuk leaf. GmbH In Wesl Germany as inlorrrucTotG 
corsiynnos & a<ld>r.g TrarisruckMl'O SA 11 Frai-co ns uv.orrretSiato consgnoo 
MOC'HE P N Ass,sJanl Dr/uu to» ler Intwrul cnaf Socu/ily. b8/05/| V 2pp 40556 125 
46656 126 

0008170182 Informs that Hl>0203 rociuesl fer approval o? iojIo to 1 rar-s;> 0 ?l spent fjol 
from Piens 0 nlcrr.CA to Porlsmcuih,VA moois logulatcry rrt;u'tenionls cf 10CFR73 37 
MACDONAID.CC T/anspo'iat on Drarch 120 A 86 / 04/13 KIRKLAND M W Goncra'. 
Elec tnc Co 41pP * 16591-290 4 Q50l 325 

8000170206 irfornis that 871203 roqjt'Sl for approval of routu to transport sponl fuol 
from NcufcKVa lo Savor nab R-vor f^ani moois rogJaiory re cur orr.cn Is ol 
JOCFR73 37 

MACDONALD.CE Trai'spcitaiion Branch. 88/05/17 MANGUSi.J TranM.jclear.inc 
9pp 46584 345 46664 354. 

8008170237 Rcgucsis assistance m cbiairing ossumnee iu for one' Miisu fi Co app'ica 
r-on fc-i iconso export low en-iched U lo Japan 

F ; ETERSON.M H AssiSlmt D.ioctor lor Inlornaliuna' Soc.if.'y 08/Cn/f:9 
THORNE CE Siam Dept. o\ Bureau of Oceans fi mu. Envircn. S Sc ontilic ANai-s 
lp 46562 279 46562 281. 
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-SBO0 170240 Apf.lcai.cn fC‘ Ue."Sf> fo Cupud 1.035 k g U ^S.con'a r:ed in 34.81/ kg 
u io Japan 

IKEiOAM M??.u & Co lUbA) Inc (sjbs ol Ml<u» & Co. Lid) MBK r3/F5/2F3 69/ 
07/22 2pp 46^62 230 46562 281 

880017024 6 Fcrwa'ds GE appear on 'j* arre.-^d r o V'esse.auir.cn2ing shp-nent cf 
21336 kg U to Swaziland Ur of assurance requ'ed 

PETERSON UR Asvs’anl D.'edor V i'' , c-rraticnal Security 63/06/09 MART.T 
Energy. Dcpl Cf ip 46572 175 46572 1 76 

• 8808170250 App‘ cal on to amend I conso.aulhcru rg Sh pmeni ol 23.336 kg U & 750 
kg U 126 cf Ausiraian o<: a io Sw.tzerlarvJ 

PlOViEHSF D G<me:al E'CMtC Co e.3rC&/03 WRIGHT. B L UPC No OeU'od Af 
f« -a I on Given Ip 46572 176-465 72 176 

8808170255 App! :a'cn 'cr renewal of 'lifnsc.rw 'ending val.dty tnM GC0101 
P,^O.0 N A'd-.ch Cherrcai Co. (Suss o' Sigma A'dnch Co'P) PB/CQ/Ofl 

MOORE N NRC - No Deta ‘ed A6i «al cn G ven ip 46562 248 46562 248 

8800170263 Fo-wards 89C6C3 >" f'OT N«ssro l*ai Arrer-can Ccip r*gues%rg charge Cf 
t-d over fer Mgh enact ed U Response on wke:h:r p*o;osed now end use fc* rratl m 
„RR 4 far.- ity rrceis c r *ena >n A'qt-c Energy Aci cf 1954 »cqjes*Cd 
PETERSON. MR Assisfani Dree ‘or ler iniemai oral Se:uniy 0&/U8/O8 
THORNE CE Stale Depl o<. Gu*oau of Oceans & ’nil Frwrcn A ScienLf.;: Allars 
ip 46556 300 46556 3C3 

♦ 8008170266 Fcrwd'dS •:* reavcsirg acp'Oval ol diver* cn 

YOSH ULRA.l Nsshn I ^ a* Anercan Corp 69/08/03 MOORF.N InternaliOnal Pro 
gr.vrs ip 46566 30 1 46566 30 1 

-0808170274 App! catqn fer ameno 10 icense d vpr:."g 3 312 kg U 23b 10 Japan flo 
search Rc&ctc' 4 

VOSHUMUFM.T Nssfio -war American Co p 1 UN 86 0-13 8Q/G8/03 MCORE.N 
NRC No Detailed Alf.iaton Give- Ip 46566 302-46556 30? 

-800a 170280 Si.Lmis end c*t? statenori ccn'rrr,i<,g lhai 3 312 kg U 235 w.ll be used 
for Gel af wOpan Research Reactor -i 

OkaShitah Japan Aicm: Ere'gy Rcsoarcn insi'uio 68/03/01 NRC • No Doiaieu 
/Vh! a’ on G.ven. ip 46566 303 46566 303 

8008170286 Forwards appl cation fer I cense fO export low enrehod U fO-‘ use n reac- 
io*s n Korea lir ol assurance roqjred 

PFTERSONMR Assistant D. eclcr Ic* ‘"crnaional SecuMy 80/08/04 HOON'EY.J. 
Energy. Oepi ol Ip 46552 252 4656? 253 

-0808170291 App'.cahcn fer I cense in exporl 68.903 kg Uas en-icriud LrO.lo Korea 
FISKHH Cdlow inlOTaiipnal Co 08/07/25 ip 46562 253 46562 253 

0800170295 Ap;J,:aiion r c , i, cense fo evpoM I.C96 kg U?3b contaned n 34 817 kg 
u.io Japan 

•KEOA.M MtS'j.&Co (USA), '-c (subs of U tin & Co, Ltd) MUKF3/F5/2F3 88/ 
07/22 ?p p 46565 3C8 46566 330 

8808250164 Informs Iha 1 l cense prchDils e*po*ls of AusVa'an A Canadian ong n rnal 1 
10 Swi/trrJand Request cannoi bn acted upon row smsn AusIra'ian-Swil/erianJ agreo 
rr.ert fer coopca: on has net teen ra* tied 

PETERSON. MR Assistant Drecior Io- ‘r’errahoral Security 80/08/19 

F LOWERS. F D Genera’ Eiecii c Co ip 46649 1 1 7 46648 1 1 7 

8008250170 Requests assisiance .n cbiamng .t* ol assurance re npp! caion lor Lccnso 
to eypon low onr.chel U to Japan Ap r ricaiicn encl 

PETERSON. UR Assistant Oreclcr fer Inicmaticnal Security 66/08/ 1 9 

TriOHNfc.CF Stale. D^pr of. Ucreau o' Oceans & inH Enwcn & Scieniihc Alfa rs 
Ip 4G548 257 46648 260 


•0808250188 Applicaton for leunso lo oxpo/1 38b kg U-235 Io Japan 
MARUYAMA.T M.lSubiSlu Inicmaiiorml Corp (subs Of k/itsutishi Co-m wc* £ -• 
0/ 8B/08/1P ip 46646 250 46348 258 P ' 


-8808250191 TcrwA'dS appiCfllon for liccnso to uxporl sl ghlly onnehed IJF6 m 'rs^ 
N'ARUYALfA T Mitsubishi Inle/nat onal Corp (subs of Mi1sjb;shi Ccro 1 
07 80/0D/15 NRC • No Doiai'ed Afl.halion Givnn 2pp 4GC40 259 4CC40 260 ^ ^ 

8008250220 License lor Wosimg'ionso 10 uxport 305,283 kg U.ccnia rmu P ?ca , .. 
23510 Korea y W ,g U 

MOORE. R N Inltmaiionjl Programs WSH-107 80 88/06/11 in ■>*, 

/IfiAijr. 51-1 K «co-ic<ri 4 


0800250256 License fer Maik Corp lo oypori 225 5 hy (ieulerium ox.do io Carv^ 
MCCRF.n N Assistant Di'ccio' fo.' Inlurraiionnl Socunty BFFF 7626 b9/n>oiG 
46642 103 46642 190 P 


8008250265 Amend 4 fo L cons*) fer GL fo oxjiori 0 /50 kg U-235 coninim-d n 
kg U.io Spam ' '■‘w* 

MOORE. R N Assistant Oirncior fer Inlr^rnalmnal Socunty 08/08/ 10 in 
46646 110 0 b 


-8800250267 App'.calier* lo amnuJ I consu.null-or.ymg oxr.od ol 191 kg u 235 
FLOWFRS.F 0. Gonoral Elcclr.c Co. FO 00- 123 60/06/19 WH.GHT d t h-m 
bonal Programs Ip 46646 H 9 46646 119 

0808250272 l iconso for pillow Irll Co to rixpo'l 1.060 C> Inl^rrijo Japan 
MCOnE.fl N, Assisiani UrcMnr foi Inturnahon.jl St;cunly 68/06/19 Ip 46647C2- 
4664 7 020 


8800250200 Forwards cor/edoil Amend 4 to Liconso XSNM 1 750.ajfhon2 n exorirl 
75.030 kg U-235 lo Repub'ic of Kofcw 

wniGMT.D.l NRC • No Doliilud Afhl.ihOn G von 68/08/19 NRC ■ No Dola eti Al‘ 
01.OH Given Ip 46646 212 46046 213 


0008250287 CorrceU*d Arnonil 4 lo .‘iconso for Woshrgtioiisn to oxporl 75,000 kc O 
oad an o* gm moil 10 Korun 

MOORE RN Assisiaru Druclrjr for Inter nolioi uif Sucur^y WSH-107-RB Wfbfiru to 
4664 6 213 46646 213 


8000250290 Execulivo (Irancli posit on ro Clnvu'aiuf C^rysta's Inc applcdi>on lo c.p:ri 
2C0 ku of heavy walor lo Canada 

STRATFOUD.fi J Slaio, Dopi of, Uuroa.r Of Oceans & loll Environ A ScieriV A' 
fairs. 86/06/ 15 SIIEA.JM lolurnniiona 1 f'loyra-r.s Ip 46614 002-46614 002 

0800250310 Executive Uranch posilon rr* Ed.ow Inti C*o opplcniicn 10 export 60CDC C 
bJk qasocus b ilium lo Japan 

STRATFORU.H J. Sfnlrj. Depl. uf. [Jiiroao of Oconns A iml Env.ron A Scerci*: Ai 
fn-rs 86/08/17 SHEA JR Inturnat onaNVoynrns Ip. 40640 030 4C6 19 033 

0806250317 bxccuhvu Branch posliOn rn Manuk Ciorp appiCalion lo oxporl 2/6 6 ky 
heavy walor to Canada 

STRAirORD.R J. Stntrr. Dcpl of. Bureau ol Oceans A loll Lnvi'cn & $Cie.Vk A' 
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CAPSTlLK R W 

8808190)36 

56 27 1 i 

BUNTING. JO 

C0O727OM7 

WASTE VG 

T 

CALLAN L J 

O0C8 100139 

50 285 

0 

CAREY.J J 

0807260207 

50 J3-1 ( 

BUN TING. JO 

€007200222 

WASTE MG 

T 

CALLAN.L J 

0898 IC0 1**4 

£0265 

P 

CARFAGNO.S P 

0608330415 

NU‘!f(i 

BUNTING.JO 

€€07280230* 

WASTE MG1 

CALLAN.L J 

0608100)90 

50 458 

0 

CARNS.-N S 

8800040326 

60 302 

BUNTING, J O 

8608150028 

WASTE MCT 

CALL AN.L J 

8 BC 8 100235 

50 490 

O 

CARNS.N S 

80C0O-1 0332 

50 J52 

BUNTING.JO 

8800250053 

WASTE MGT 

CALLAN l J 

80081 002 JA 

50 285 

Q 

CARNS.NS 

0006120224 

y >2 

BURCICK.7 M 

6008 030 142* 

50 255 

V 

CALLAN.L J 

08O81CO239 

50402 

O 

CARNS.N S 

0600 190269 

i J V 2 

BURCO'N.JF 

€808030270* 

53526 

f) 

CAL! AN.L J 

8 HC 8 1002-U 

50 182 

0 

CARNS.NS 

00C6 190306 

60 3*1? 

BJHGEH C V/ 

€8C8G30l8?’ 

50 424 

0 

CALLAN.L J 

B80B1CO251 

53 302 

0 

CARPENTER.JH 

6808C90064 

60 271 

G'JRGER C W 

8608230360* 

60 424 

0 

CALLAN.L J 

0898100262 

50 206 

p 

CARPENTER. 1 G 

0800103131* 

cgnihai.* 

OUHGFiSS.D 

8608130341 

60 255 

s 

CALLAN.L .) 

abt-a 10023-2 

5C 313 

0 

cahh.k m 

0608230 1 70* 

50 ? 7 J 

BURGESS DL. 

R80728O339* 

CO 255 

o 

CAUAN.L J 

80CB1OO313 

53 460 

0 

CARHOL.l K 

6608180164 

£6?3 1 

OJHGESS.B l . 

€ 806 100325* 

50 315 

0 

CALLAN L J. 

08081 10 JO0 

£0 45b 

0 

CARROl l .n 

080/293123 

60 126 

UUP HR R 

8608100170 

f >6 2 

Y 

CALLAN L J 

9003110024 

5C 298 

0 

CARROlI.R E 

8600010069 

60 324 

BURNETT R F 

8903050099 

70 27 


CALL AN.L J. 

once i200.li 

50 490 

0 

CARROLL R E 

8608020150 

50 3?:; 

DL-RNcTT.R f 

8008050235 

50 3 

Q 

CAl LAN. 1. J 

09CB17CC-14 

63 285 

0 

carroll.R f 

8800030336 

£3 324 

SURNL1T n r 

eOCBCJICUO* 

PR 


CAl.iAN L J. 

8908*2007/ 

60 313 

0 

CARROLL .R E 

Q0C8 110226 

53 324 

BlJRNETT.R.F 

€808310234’ 

PR 


CALL AN !. J 

0808120315 

50 26/ 

0 

CAMROLI K 

860/260096 

607*1 

OUHNETT.H.F 

8008310230’ 

PR 


CALLAN.L J 

800012032' 

£0 450 

p 

CAR 1 LR H J 

0808 U0 193 

60759 

3 URN SAVE 

6800 3203 22 

60-124 

S 

CALLAN.L J 

8808120J26* 

tO- 4 50 

p 

CAHVFLi.D 

0008010130’ 

60.114 

BJHWS.S P 

8807270^08' 

50-446 

O 

CALLAN.L J 

€606120329 

53 29d 

0 

CARVER. G A 

08O0LCO175* 

‘//.in 

BURRIS.S V 

3600220238* 

60-445 

Q 

CALLAN 1. J 

8803120332 

50 490 

0 

CA3E.0 r 

uuonnuootfi 

69 12 ? 

Ut'nS.KI H r 

B3072G02?0 

60-392 

0 

CALLAN.L J 

860012093? 

£0382 

0 

CASED 1 

8000050001 

60 :■/? | 

BCRSKi.R F 

63060202*3 

53 3-J2 

0 

CALLAN.L.J 

B0Q8' 203-U 

60286 

u 

CASL.D.T 

MOUOOCOtn 

y >37? 

BliRSKl.R F 

€8C60n0lC4 

60-282 

p 

CALL AN L.J 

THmuco/o 

63 602 

o 

CASE.C G 

02O12/CC65* 

£1)271 

nuRSKi.n r 

89fmiC0097 

60-182 

p 

CALLAN L J 

€BO0r;ooo4 

60-205 

0 

CASF.E G 

0836260142’ 

tJ ?/5 

DURSK' RT 

0038180322 

60 332 

R 

CALLAN.L.J 

80C815O1C9 

£0 267 

0 

CASE.b G 

8800250150’ 

6)2/5 

Bvjhski.r r 

8609150056 

50 382 

P 

CALLAN E J 

€0081 £0121 

63 402 

o 

CASL.E C. 

0000250170’ 

£»•) 2/5 

BURS-O R f 

8003193069 

50 332 

P 

CALLAN.L.J 

00081/0202 

53 302 

0 

CASF.E G 

80U025O18G* 

60 2/6 

BUflSKI.R f 

8338 100 ISO 

50 332 

o 

CALLAN.L J 

0608 1 70269 

60 498 

o 

CASL.E 1 

0800350220 

NJilLiG 

burski.hf 

€0C824O17 1 

50 302 

o 

CALLAN.L J 

060810)192 

5940? 

0 

CASHWLLL.R J 

8039220164 

53'6‘. 

QURT.DT 

860/260259* 

CO NT rac r 


CALLAN.L J 

0008180296 

60 313 

0 

CASSIDY .C E 

89O02JOO4O 

I=fl 

ajsnj.F 

€308120305 

PR 


CAl lan: J 

8008160 118 

50 313 

Q 

CASTO.C A 

08001 10270* 

Si) 'A i 

DUTCHEM.E J 

86081 9C2E5 

REV’EW CR P 

CALI AN.L J 

d0O0ieo-i45 

50-182 

0 

cast no. u 

00CU 1700/0 

£!> 26-1 

butcher C J 

6C082400.37 

HHVicW CiR P 

CALLAN.L. J 

8800 1€04 £6 

63*250 

0 

C:ATCRL 1 OLL,G J 

0007269308 

43 11:120 

BUTOEH.H C 

€807260 155* 

60 4 16 

G 

CALLAN.L J. 

O0C8’OOCO1 

£0298 

0 

CAIHCY.NG 

0806120106 

Nslu :i 

RUTCmER.RC 

06C6C30343* 

60 4 16 

0 

CAM AN l J 

80Oft:9CC59 

SC 205 

0 

CAVANAUGH W 

080003030? 

59 4 If 

butler w.r 

88060101 95* 

502// 

P 

CA| t AN.L J 

0RC019O1O4 

60 200 

0 

CEcaicr t.o.l 

0nO039o:)7H* 

50 2 i>* 

BdlLEn.W.FI, 

08C8C6GO79 

60 307 

P 

CALLAN.L J. 

8608220027 

£0 313 

0 

CCRNy.D a 

8838010170 

WASH M i? 

OUTLER.WR 

800605 0236 

£0-353 

o 

CALLAN.L J. 

80U622C03-1 

£0 402 

(J 

CFSARSKI W V 

0000120131 

N. rll (• 

UuTLER.W R 

€808150291 * 

50 272 

p 

CALLAN.L J. 

80O822CC69 

50 490 

0 

CHAVIUEnLAlN.O 

00O8O3OC64 

59 166 

BUTuEfl wn 

08C816O261* 

50-277 

p 

CALLAN.L- J. 

6800220136 

50 -102 

p 

CHAMDLRl AIN.D 

0000100123’ 

60 40? 

outler.vv h 

8808 160590* 

£0 352 

p 

CAL LAN.l J 

8600220162 

60 41)8 

0 

CHAMDERL AIN.D 

0008100147 

£U m.O 

OYPA'/.n g. 

8007260164 

£0 200 

s 

CALLAN.L J 

80082201/2 

50-290 

0 

CHAMBERLAIN D 

0000 120080* 

f.c :in 

BYRAV.R G 

8€0/2t0235 

£0 387 

s 

CALLAN.L J. 

6908220108 

50 285 

o 

CHAMULRL AIN.D 

0008 120120 

m: in 

BYRAM.RG 

80081 10C9J 

60 JCB 

s 

CALLAN L J. 

€809220230 

60 490 

0 

CHA74RERLAIN.D 

0HC016U194* 

6 C 4f>? 

3Y.HAM.RG 

8H38 150233 

50 387 

s 

CAL LAN.L J 

000822030? 

50 498 

0 

CHAMUERLAIN.D 

8006250116* 

&o -in 

byram.rg 

8800160490 

50 368 

s 

CALLAN.L J. 

69C8229347 

50 482 

0 

CHAN.L 1 

00082 5 0024 

50 441 

□YRAM.RG 

8BC0 160309 

50-308 

s 

CALLAN.L J 

8006230366 

60 490 

0 

CHANE 1 

0000250065 

53 44 ) 

QYRAM.n G 

8DC624O20I) 

£0-287 

s 

CALLAN l J 

0808240032 

50 205 

0 

CHAN.H 1 . 

0806253300 

55*443 

UYRAMH G 

8BC0250123 

60-387 

s 

CALLAN.L J 

880026010/ 

£0 313 

a 

CHAN.T.L 

8Q3B040028 

60 3-11 

BYSVlE\ D.G A. 

880/260 163 

r 0-463 

R 

CAL LAN.L J 

0608250150 

50290 

V 

oian.t.l 

000 7 26006 D 

60-334 

CAL DWELL J 

890B3C0 10 1 * 

50-3'.i 

G 

CAL LAN.l J 

00002501 cr 

50 400 

p 

CHAN.T.L 

6007293171 

£0 344 

CALOWELL.R.A 

6900160 l 25' 

60*482 

Q 

CALLAN.L J 

00002501/9 

50459 

r 

CHAN.T L. 

0006010221 

£0 1*4 

CAEEAN.E J 

6807260421 

6-0-2B5 

0 

CALLAN.L J 

8808250203 

60 445 

V 

CVLAN.T.l 

0 B 0 W 1200&6 

SO 341 

CALLAN.L J 

6807200*126 

60*265 

0 

CALLAN.L J 

85C825020P 

50 287 

p 

CHAN.l L 

0000000190 

50 1-M 

CALI.AN.I J 

6807260429 

50-332 

0 

CALLAN.L J 

B0CB250329 

60 207 

f 

CHAN.T L 

80001 G035 1 

SO- 314 

CALLAN.L J. 

6607270002 

59-31 J 

o 

CALLAN.L.J 

8803250334 

£0 450 

Q 

CHAtl.T.L 

8900240308 

£*3 34'. 

CALLAN.L J 

8 BO 7280 119 

50*499 

o 

CALLAN.L J 

0600250351 

50267 

o 

CHAN.T.L 

0008240-1 10 

50 34 1 

CALLAN.L J 

8907200125 

£0 468 

Q 

CALVO.C A. 

nec6i834ie* 

50*402 

p 

CHAN.T L 

8800250224 

50 341 

CALLAN.L J 

6907200134 

50 438 

O 

CAL VO. J A 

00O728COOG 

50 313 

p 

chanorasekaran 

00C81U3135* 

50 39/ 

CALLAN.L J 

G 80 7 280 160 

50 382 

0 

CMVU.J A 

BOO? 260-104* 

50 482 

P 

CHANE Y.hD 

0900 1033 17* 

£0 469 

CALLAN.L J 

€80/200313 

50 982 

0 

CAL VO, J A 

8Q075903CP* 

50 302 

p 

chamnley.js 

000802004 5 

50 4C3 

CALLAN.L J 

8807200319 

50*285 

V 

CAL VO. J A 

8806010115** 

53302 

p 

charnley.j.s. 

0008020171 

ro-'fiEi* 

CALLAN.L J 

€907280321 

50 235 

o 

CALVO J A 

8B'J0O4CO9y 

50 313 

p 

charmley.js 

9909040333* 

50 326 

CALLAN.L J 

6837200325 

60*498 

F 

CA! VO.J A 

8608060038 * 

50 313 

r> 

charnley.j s 

8808390329* 

so m 

CALLAN.L J 

€807290173 

£0 458 

r 

CAL VO. J A 

88C8050059 

50285 

p 

CHAT TEN.H E 

8007280302* 

COH THAT* I 

CALLAN.L J 

€€07290175 

60 313 

0 

CALVO J A 

U0O8LOCO34’ 

63 208 

p 

chaudllary.sk. 

Q0C8L9QQ2.0* 

00CO22O24O* 

632 Ul 

CAM AN.L J. 

80 03020231 

60 402 

0 

CALVO.J A 

00001 10181 

50 450 

p 

CHENG. A Y 

TOPH hi 1 

CALLAN.L J. 

60080203 M 

CO 408 

0 

CAL. VO, J A 

R9C8 160323* 

50 368 

p 

CHERY.D l 

0808 170105 

WASH: MG 

CALLAN.L.J. 

ofioaonoici 

59 313 

a 

CALVO.J A 

80C818O198* 

£0 20 ? 

p 

CHfKAl.LA.T [) 

8007260028 

71*173 

CALLAN.L J. 

86090331 78 

50 45 a 

Q 

CALVO.J A. 

€€05180214* 

60 200 

p 

CHILK.S 4 

0807290153 

iocrn 

CALLAN.L J. 

68000301 B9 

50-286 

o 

CALVO J A. 

0900180239* 

50 267 

p 

chilk.s j 

8007293230 

ICCf M 

CALLAN.L J 

68C0O3O2C6 

50 313 

0 

CAL VO.J A 

8008250048* 

50-J82 

p 

CNILK.SJ. 

OBOOO 10075 

10 C r H 

CAM AN L J 

8906030296 

50 290 

V 

CALVO.J A. 

0809250311* 

50 313 

p 

CHILK.S J 

0000010137 

10C ,; H 

CALLAN.L J 

OOO0CCO296 

£0 456 

p 

CALVO J A. 

0006260363* 

50 490 

p 

CNILK.SJ. 

8008010149 

iocrn 

CALLAN.L J 

R8O6C40379 

50 206 

F 

CAVIERON.G H 

6000030136* 

60 312 

p 

CHILK.S J. 

0608030344 

WASTE MG 

CALLAN.L J 

8208040382 

£0-265 

Q 

CAMPBELL. G G 

8008250293 

£0 259 

s 

CHILK.S J 

0808030362 

iccnt 

CALLANt J 

0808080037 

50*313 

F 

CAMPQELl.G T 

000729006? 

40 7102 


CHILK.S J 

0808040370 

10 CFH 

CALLAN.L J 

8 8C 8 08003 9 

50-311 

O 

CAMPOELL.T.G. 

88072000-14 

50-368 

p 

CNILK.SJ 

800804030? 

iocr*n 

CALLAN.L J 

8009080105 

50-499 

O 

CAMP BELL. TG 

083002001 1 

60 313 

p 

CTLILK.S J. 

8B0B0403R8 

10 C' : M 

CALLAN.L J 

8800000210 

59*26/ 

Q 

CAMP3ELL.T.G. 

8B00020018 

50*313 

p 

CHILK.S J 

0008100327 

• 10-2001 

CALI AN L.J 

8000090004 

50-299 

O 

CANTnELl.F S 

88081/0381’ 

50-280 

Q 

CHILK.S J. 

0808100060 

40 2061 

CALLAN.L.J 

8908100005 

50*31 3 

O 

CAPOZZI.A.P, 

80C892Q4CO* 

50-32/ 

P 

CHILK.S J 

0000110028 

40 2001 

CALLAN.L J 

6800100016 

50-26? 

0 

CAPPUCClO.G 

80OBO8OOO5’ 

50-271 

P 

CHILK.S J 

80081 1C089 

40-200 
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NUMBER 
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NUMBER 

CATEGORY 

Ch l* S.J 

800B 110736 

iccfr 


COI.EY.J l 

8098100252* 

60-261 

O 

COSWAY. W F. 

809/23^010 

50 250 

P 

Cl kK.S j 

8608150069 

50 443 

G 

COLLING S.SP. 

860 7270203 

40 8943 


CCNWAY.W F 

0807290086 

50 335 

F 

CH'LK.S.J 

66O01BCO63 

50 443 

G 

COLl. INS, 0 L 

OOOOO'^P-)' 

50-P6Q 

r 

CONWAY. W F. 

66C8-J 10753 

50 250 

R 

Cm l < S j 

8800 1 80460 

50 327 

P 

COILINS.U.L 

0806050229’ 

60 2 05 

p 

t;Osway.v/i 

d6Ji!02!)2JD 

50 335 

O 

Cl'KS J 

0008109453 

iQCF n 


COI lins.d m 

8097200 KJ 6 

F0 336 

F 

CCNWAY.W F 

C9030CJ3 

50-336 

S 

ClvILK S j 

nnuo??oi25 

10CFH 


COjinS D M. 

0O972CO302 

60 395 

9 

CONWAY.V/.F 

862803^005 

50-259 

Q 

CHIIKS J 

UUC8233U62 

FOIA 


COL LI NS. O V 

699/260380 

50 26i 

r 

CONWAY.WF 

6609030164 

SO 260 

R 

CHI14 s j 

080823^065’ 

FCJ!A 


COLLI NS. DM 

000 72090 01 

70 1113 


CONWAY. W F 

U9060J0367 

SO -380 

o 

CHLK.S J 

0000260090 

50 341 

G 

COll INST) M 

OftOPCOOlf) 

60 360 

r 

CON vVA V .W F 

800804C.*)0 1 

60-335 


CHlK.Sj 

8806260181 

ICCFR 


COU.'NSU M 

6800010262 

40 66/6 


CONV/AY.W F 

00090*00 1 b 

50-336 

P 

C'l L* S J. 

6808260297 

FOIA 


f'-CLl.lNS.DM 

n&euo* 8297 

60 348 

O 

conwayav f 

H 00804 CCNQ 

50-260 

n 

OiW/OCD.L IJ 

8836120110 

NUREG 


COi.UNSOM 

6800010290 

702/ 


CONWAY. W F 

0809010185 

SO 336 

F 

rKCnCRAD.A.P 

6RU601016/* 

50 344 

P 

COLLINS.D M 

8600330092 

60 324 

r; 

CONWAY W F 

60C6O4O213 

50 250 

fj 

a- o',; a c 

000024026/’ 

50 209 

O 

aill.INS.DM 

6M-60391 2ft 

70 »20J 


CO’hVA Y.W.F 

88WK>5C:.‘69 

50 369 

n 

CHC/All.C 

8000030261 

SO 450 

s 

CO’. LINS DM 

6800030137 

50-369 

O 

CCNWAY.W F 

860835O 1?' 

SO 260 

p 

CvnSlUNStN 0 

OOL'OCPOl 1 1 

NURLG 


COUINS.UM 

00(0030264 

50 700 

r 

CONvVA 7.W.F 

H8O6C60 ' 30 

PR 


a-'vsri/u,soN.M 

6808230081 

WASTE HIS 

COI LINS.DM 

080003029/ 

50 4?4 

F 

CCNWAY.W F 

<1808 1 1C 035 

SO ?5I 

S 

cmisrcFFFn.G 

0807260227* 

50 123 

o 

COlUNSOM 

8 U 09339309 

50-703 

a 

CONWAY W 1, 

ft'JOBI ',0045 

50 251 

s 

CHisrorrFn c» 

6b0720003b' 

50 150 

o 

COI. L iNS. D M 

B 8000393 19 

!:0 261 

y 

CONWAY. W F. 

WCfi J J0060 

59 309 

0 

CHR SI OF FED .G 

8800040346* 

50-156 

0 

CCU INS. DM 

0038030122 

70 824 


CCNWAY.W F 

<1800110100 

SO 260 

s 

oniSTCFFLH G 

00061 ODO0H* 

50 34ft 

D 

COLONS D V 

f'frCBCPU 124 

53-389 

0 

TQNWAY.W F 

P6C0J 50040 

59 25 3 

H 

CH»^A/;C)WSKI n 

8800240096 

50 454 

O 

COLl INS. DM 

bOCECDO 1 10 

60-395 

0 

CONV/AY.W F 

8808 l 80363 

*0-260 

s 

C-*LNti O H 

8809 1 60225 

WASTL RR 

3 

CCIUNS.DM 

8008110220 

5C 374 

F 

CONWAY .W e 

B8C0 IC043? 

60 250 

F 

(M-UN3.DM 

0638160170 

WASTE HIS 

COM INS DM 

8808159001 

50-530 

0 

CONVVAY.WF 

e»^&J 7001-4 

69 25) 

P 

OHjNCi.O H 

6800190231 

WASTE RES 

COLLiNS.U V. 

8800150003 

SO 3P1 

n 

CONVVAY.W F 

08301 7GS07 

69 250 

P 

GCOT1L.cn 

0606100322* 

50 526 

O 

COLL INS, DM 

8806150123 

70 27 


( ONWAY.W F 

0600170129 

50253 

P 

ci wyenG.n l. 

6608 120235* 

OAU90 


COLUNS.D V 

6608150 1 <K> 

70 1113 


COS WAY. W F 

O638PJ0-H'3 

50 250 

S 

niiiis,M 

0800100322’ 

SO 520 

O 

coluns.uv 

FjOjQ 150 J99’ 

70 1 1 13 


CCNWAY.W F 

B0O019JO9S 

50-260 

R 

Cl AUK. AT 

000/29U200 

50 604 

A 

COU.iNS.f) M 

8GonrjO?iB 

594C0 

0 

CONWAY v/ F 

8BCD100210 

60-336 

F 

C- ARK. A. I 

6BC8120I0/ 

f’ROj 


COLLINS.D.M 

l!6C0 170100 

60 261 

0 

CONV/AY.W F 

8808100221 

50 335 

S 

Cl AF1K.A f. 

0008160441 

PROj 


COLL. NS U V. 

68001701 |Q 

63 360 

f 

C ONWAY.W F 

8006190233 

6C335 

P 

clar<.at. 

0006290213 

50603 

A 

(XJLLINS.D M 

89001/0127 

50 260 

r 

CONWAY W F 

8808220644 

59-336 

R 

UARK l U 

6800250046 

50 32? 

G 

COLLINS. U M. 

OOCO 1701 31 

50 335 

F 

CCNWAY.W F 

00On23C(;-C3 

60 335 

F 

Clark p n 

880/2/0167 

50 363 

A 

f:GLUNS. D W 

MOOO 160230 

70 143 


CONWAY.W.F 
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50 312 

P 

KEISER.H W 

KALVAN.G- 

Ba0€040056 

50312 

P 

KEISERHW 

KAl.VAN.G. 

0808040204 

50 312 

P 

KEISER.H VV 

KALVAN.G. 

B80017020U 

50312 

0 

KEISER.H VV 

KALMAN .G 

0800170300 

50 312 

p 

kEller.k P 

KALMAN.G. 

0800190)98 

50 312 

p 

KCLIFR.W.M 

KALMAM.G 

U8081601 10 4 

50-312 

p 

KEl.LEY.LC. 

kammerlh.c 

R800 100242 

STATE PRO G 

kelly.f.m 

KAMMEflER.C. 

08002-101 £6 

STATE PROG 

kelly.j a. 

KAVMERLRC. 

06002602 15 4 

FO*A 


KELLY ,J A 

KAMMERER.C 

96C826C516* 

rciA 


KELLY.J.L 

KAMMEHER.C. 

86CB31023) 4 

PR 


KELLY.J L 

K ANA D O 

8RQ012O173 

NUREG 


KELLY.J L 

KANE.GE 

6904130000 

50J3B 

s 

KELLY Jl 

KANE.GC 

8908 120331 

50 339 

s 

KELLY.L 

KANE.G C. 

3BC81G010I 

50 338 

s 

KELLY.L 

KAML.GE. 

tJ60B220\?5 

50-336 

ft 

KEWPER.JS 

kane.wf 

69O0U2CO25 

50-24? 

0 

KE'APER.JS 

KANE.WF 

8908020277 

50-277 

o 

kewper.js 

KANE.WF 

8808020279 

60 317 

0 

KENNEDY, E.E 

KANE.V/r 

9900030301 

50-286 

o 

kenneoy.c E 

KANE.WF 

9308050133 

50-247 

Q 

Kt/JNEDY. E F 

KANE .W F 

8806150231 

50 213 

O 

KENNEDY.J c 

KANE.W f 

€809150233* 

50 213 

O 

KENNEDY, J E 

KANE W F 

0903160421 

50 423 

Q 

KENNEDY, J F 

KAPIL S.K 

€809120215* 

TCPREP 


KEPPLER.JG. 

KAPLAN.A 

8 80 7260046 

50 4 10 

n 

KEPPlER.J.G 

KAPLAN. A 

090726022? 

50 440 

p 

KEFPLER. J G 

KAPLAN.A 

60072602 2J 

50 440 

V 

KEPPLER JG 

KAPLAN. A. 

€807270004 

50 440 

p 

KERCH.H.W 

KAPLAN. A 

860729000? 

50 440 

0 

kerr.w 

kaplan.a 

€8060102 76 

50 440 

F 

KEna.W 

KA PlAN.A. 

€800030204 

50 440 

S 

KEHn.W 

KAPuANA 

8800030285 

60 440 

P 

kerft.w 

KAPlAN. A. 

8808020303 

50 440 

F 

KEnn.w 

kaplan.a. 

0000040110 

50 440 

V 

KERR.W 

kaplan.a. 

8008050 228 

SO 440 

S 

kerr.w, 

kaplan.a 

8808120134 

53 440 

P 

KEHn.W, 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

NUMBER 

CATEGORY 


NUMBER 

8838170349 

50-440 

Q 

KEurEH.DK 

8G08030126 

8808103035 

50 440 

R 

KEUTER.DR 

6608030286 

8908260304 

50-440 

s 

keys.p n 

6607280170* 

8906030200 

PR 


KEYWORTlf.C 

06080200 70 

00O0O2G329’ 

50-270 

o 

KEYWORTH.C 

8600170197 

8BC8O4O1C0’ 

SO 293 

0 

KIESSEL R J 

BB00120021 

08C8I80037 

50-440 

F 

KILGORE .0 K 

8803160066 

8903100200* 

50 344 

P 

KlLGOHF.BC 

8008250352 

BSD ? 260393 

50 520 

P 

K1HONA.L A 

800810032? 

8803020220 

50 520 

J 

Kll.P.G R. 

8808100084* 

8 8C 80202 28 

53 528 

0 

KILP.GR 

8603100084’ 

8809050067 

50 529 

p 

kilp.g n. 

66/56 101139-3’ 

68060502-JU 

50 528 

p 

kilp.g n 

0808 1C 0090* 

60OO1COO24 

50 520 

f> 

kim.dh 

88C8 100257 

€008103315 

50 528 

0 

KIM.H.T. 

0000150170* 

8606110052 

50 520 

0 

KIM.SH 

0606100257 

B60915C0I2 

£0-528 

F 

KJNG.K 

80U0O1O13O* 

6000 100271 

50 520 

P 

KINGSLKY.O d 

€007250032 

€808220214 

50 528 

0 

KINGSLLY.O D 

88072L00C6 

8608150282 

PR 


K1NG51 EY.O D. 

BB072/0173 

0b07560l49 

50 213 

s 

KINGSLEV.O-D 

09ORO2O2O7 

8906020112 

nn 


KINGSLEY. O D 

0000020280 

6906030347’ 

WASTE MGT 

KINGSLLY.O D 

8800030116 

6609090310* 

50 341 

0 

KINGSLFY.OD 

00000401 13 

6607200303 

50 213 

s 

KINGSI EY.O D 

8808040142 

€838360310 

50 443 

p 

KINGSI FY.O n 

6006040144 

8606 150265 

pn 


KINGSLLY.O D 

0600040147 

8909100294 

50 219 

s 

kingpley.o l) 

8000040308 

0609010007* 

50-225 

0 

KINGSLLY.O 0 

00080403 1 1 

88083203**4 4 

50293 

0 

KfNGSl EY.O 0 

88G0O5O22O 

6000020190* 

50 277 

0 

KINGSLEY O 0. 

OBO0 150209 

0806030369* 

50. 170 

G 

KINGSLEY. O f) 

0900150232 

60080401%* 

£0 271 

O 

KINGSLLY.O U 

0000 1 602 7 7 

€808160157* 

£0 29 

O 

KJNGSLEY.O D 

80C81GO282 

0037260231 

50 307 

Q 

KINGSLLY.O D 

6BC018Q151 

6907260397 

53 307 

F 

KIN*(5SLEY.OD 

8603220120 

G 907280320 

50 307 

P 

KINGSLEY, OO. 

0000230122’ 

0607 290264 

50 307 

K 

kinnf.man.j d 

0000020202 

683/23026/ * 

£0-307 

K 

KINNEMAN J O 

Q8080P0J07 

GBC801003B 

50-307 

P 

kinneman.j.d 

nncBiBono? 

8800010216 

50 30/ 

P 

KINSEY. J C 

86063030-35’ 

680802035? 

50 307 

O 

KINTNCH.C F 

0000150222 

8838020003 

PR 


KINTNFR.L l 

8008010172 

8606030202 

50 307 

P 

KINTNLT1.L l 

U8C80 10205 

0906040065 

50-307 

0 

KININFR L L 

0800020126 

600910017? 

50 398 

p 

kintnf.r.l l 

8800020100 

0803150059 

£0-38/ 

p 

kintneit.l l. 

0HO0O2O36B 

8890150051* 

50-307 

p 

KIN rNER.L L. 

800B03C080 

8508170044 

53 387 

p 

wmtiER.L.L 

08C6O3O125 

B8C0 160355 

50 369 

p 

KiNTNE/I.L L 

08C00403U1 

6809 lOOMf, 

50307 

n 

KINTNEH.L L 

690803016? 

8808220114 

50-30/ 

P 

KINTNEn.L L 

8800100100 

0608230207 

50*300 

o 

KJNTNLH.l. 1. 

8808120210 

69C8293020' 

50-367 

p 

KININFRL.L 

08C8 120256 

0609030103 

50 373 

s 

KINTNfcRL L 

8B0B160294 

OGO015O2C6 

PH 


KINTNLH.L i 

0000170313 

0000110207* 

50302 

V 

KINTNER.L L 

8800180104 

B9C802002D* 

50 247 

0 

KlNTfil-n.l. L 

0808230160* 

89CB100141* 

50*205 

Q 

KINTNEH.L l 

8600230422* 

0906220175* 

50 230 

O 

KIMTNF.R.L L 

8609240136 

8808330054 

50 J27 

R 

KINTNEn.L L 

0000240143* 

B9C8120364 

50 259 

n 

KINTNEH.L.I 

0008250079 

0€CB 160323 

50 259 

n 

KINTNER.L. L 

B0002501 M 

eooBieooos 

50-259 

R 

KINTNERl l. 

863B250125* 

8807260230 

50-266 

H 

KIRSCH.OF 

0009010402* 

8908250044 

50 206 

R 

KinSCM.UF 

08080 IC407* 

6807270035 

53 353 

S 

K1HSCH.DF 

0800030211 

6808040012 

50 353 

Q 

KinSCH.D F 

860B050Q10 

080024C009 

50-353 

O 

kiftsch.dj 

890805010/ 

8007270105 

40 8G03 


KinSCH.D. F 

8000 1 504-46 

68072/0235 

40 6903 


KinSCH.D F 

8808160165 

0009C500D1 

40 0903 


K1RSCH.D J : 

8008160202* 

000003031/ 

WASTE MGT 

KIRSCH.OF 

8R081C0248 

8B08170120 

WASTE MGT 

KinSCH.DF. 

8806180131 

B808240356* 

WASTE MGT 

KIRSCH.OF. 

8800100349 

8809180250* 

FOIA 


KlSEn.D.M. 

8800120075 

0808180286* 

FOIA 


KISER, DM. 

6800120 302 

B30B1 60290* 

FOIA 


KITCI1.D.M. 

6600120131 

8800260060* 

50-254 

Q 

KIZER.cn. 

8808230076 

8808020329* 

50-2/8 

O 

KLINE.C. 

8600050293 

8605230192 

ACRS 


kline.sl 

6000170301 

0B0 7290062 

ACRS 


KNAPP, MR. 

6808020103 

0008010244 

ACRS 


KNAPP, M R. 

0808120308 

B9O0O2OO56 

ACRS 


KNAPP.M R. 

8808120360 

6800020393 

ACns 


KNAPP.M R. 

0808150326 

8808220122 

ACRS 


KNAPP.M. R 

8006150335 

8808220145 

ACRS 


KNAPP.WJ. 

6606160254 

0808220174 

ACRS 


knecht.w.g. 

8808250135 
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OR 


to 


V 


to 

to 

to 

to 

to 

to 

to 

to 

to 

to 

to 

to 

to 

to 


ER.H- 


A 


ACCESSION 

SUBJECT 


AUTHOR 

Accession 

NUMBER 

CATEGORY 


NUMBER 

BBO/260M 3* 

60-331 

Q 

KURTZ.R J. 

80 08230421 

0000050211* 

50 264 

O 

KUZO.G (3 

6008150302* 

8008150193’ 

50 340 

o 

KUZO.G (3 

8 BOB 150202* 

8808006036 

70-143 


LADRUNA.S 

O0O/2CO12O 

8807260371* 

50-344 

p 

LADRUNA.S 

8808033312 

0507280 : 179 * 

50 344 

M 

LA£?fH/NA.S 

60O0J3O32O 

880721)01/?’ 

60 344 

P 

LAflHUNA.S 

8900160296 

8008010034 

50 312 

P 

LADRUNA.S 

0006250220 

0800010013’ 

50 112 

P 

I.AUHUNA.S 

0HO6250243 

8808010222* 

60-344 

P 

LADRUNA.S 

0009250261 

8008040033* 

60 344 

p 

LACLY.WS 

83082403 J 4 

080004007)’ 

50 312 

P 

LAF ; LCUn.J.D. 

0008260521* 

88080-10189* 

50 275 

p 

LAGOMAHSINO.R 

0008220536* 

8.800040)00’ 

50 630 

p 

LAvifcy.H.T 

8008)80257 

OBCUO'jO?**’ 

60 533 

f> 

LAHS.W.n 

66003 10020 

880008013/ 

50 312 

P 

l. AINAS, Ci C 

0837280327 

880009015?' 

50 528 

V 

l AINAG.G.f: 

60000 10366 

8008100221 

60 206 

t* 

LA fN AS. Ci C 

GL'OCO ‘ 0087 * 

8908180114 

50 312 

p 

LAKE.U 

8900240166* 

0008190041’ 

50 397 

p 

LAM. PC 

8600)60374* 

880023022b* 

50 361 

p 

LAM PC 

000 '1189409* 

0908230232* 

50 361 

p 

l AMASTMA.A 

B0UUU 10311 

00O0?-inO75’ 

50 206 

p 

LAMB.i fc\ 

6008230330 

RP072 70160 

50 341 

s 

1 AMI3E.W.M 

8bC 80 10051 

0008090010 

50 341 

s 

LAMBERT. P A 

0000 330029* 

800/290229 

50 403 

o 

LAN'CAS (Lfi.w.k. 

0110 M020 190* 

88B8UJ04 17 

50 440 

Q 

LANCASIFR.W K. 

6 UC 6040 196* 

0800030419’ 

60 440 

O 

LAND J F 

ftftC 830024 6 

8800000101 

50 461 

O 

LAND S.M Ft 

6803090299* 

0800090102’ 

50 461 

a 

LANOiSM R 

0803170207 

8Q08090103* 

50-461 

a 

I.ANUIS.M R 

ft!! 031 70292* 

0800120159 

50 346 

0 

landis/ji n 

6800100022’ 

0808120100’ 

50 346 

Q 

LANDIS M n 

8000100601* 

0808220034 

50-403 

0 

LANDSMAN.fi 13 

0800250152’ 

0800240196 

50-34 1 

0 

l ANC 3 E 

8800170251 

00080402)1 



l ANFORDj D 

GW 190176* 

89000402 )J 

Pf) 


LANGE, D 

88C0O2P20 1 * 

88000-10211 

PR 


iang(-:.u. 

8008110166 

0UOUO4O22O 

rn 


t ANLiE.O. 

8803240442' 

080B1001 14 

CUNTRACT 


LANGE. O.J 

080-1020? 5 7' 

0000100148 

cuv tract 


tANGC.D.J 

0306053044 ’ 

011001002/3 

50 240 

s 

1ANGE.D.J 

oiK»n?m04* 

0800260 106* 

50-275 

(> 

l AN<il ono D 

0000050:103 

0000220240* 

TOPRFP 


LANGFCR'J.U 

0110(1170282 

8000100257 

NURLG 


LANNING.W 

8900030260 

01)00 10CO0? 

60 322 

G 

LANNINGW. 

0606000005 

0000100452 

WASTE RFS 

LANN NG.W 

H8O0 110296 

0000 1 10208* 

50-333 

0 

LANNING.W 

0300230 1 0 1 

0008120060 

NUREG 


LARCCHE.G 

00001)0301 

0000)201 12 

NURECT 


LAnOCHE.G 

30001 10303* 

8008100335’ 

50-334 

0 

LAROCHE: ,G 

8(108118310* 

00001 50346 * 

50-353 

a 

LAROCHE .G 

60001101M* 

0800030247* 

50-312 

0 

LANOCHE.G 

OO68HO310* 

0808170244* 

71-9174 


l AROC;( 1L.G 

000011031/* 

000024022/ ’ 

50-219 

0 

LAnOCHE.G 

O0C01 10919* 

080/290246 

50-464 

s 

LAROCHF.G 

0608 1 L 0924 

08072601 G7 

50 35? 

0 

laroche.g. 

0808)60046 

8008160033 

60 352 

p 

LA ROCHE. G 

0800180223 

0008160329 

50 277 

p 

LARHEW.J.C 

000021001/* 

0007260174 

50-255 

s 

LAHRLWJ.C. 

0OQB24OO?‘.) # 

0000030006 

60 255 

s 

LARSON.C.E. 

8897260261 

8000040014 

WASTE mgt 

1 ARSON. CE. 

8837260279 

080025007/ 

WASTE MGT 

I.ARSON.CE. 

0007280900 

O0OU17O215 

50 26b 

R 

I.ARSCN.C L 

00072302:17 

0000103204 

NUREG 


LARSCN.CE 

8€Q 7 230116 

8907260104’ 

50-259 

P 

L ARSON .C E. 

06C6030240 

8007270057 

50-247 

n 

L ARSON. C; E 

8GC8IC0319 

0800240202 

50-247 

R 

LARSON ,C E 

880823007? 

800726027/ 

50 416 

F 

LARSON.C E 

6898230077 

8807270230 

60-259 

F 

LARSCN.C E. 

0000230140 

O0O72QQ1CO 

50-261 

F 

1 ARSON. C E 

6009230157 

0800010224 

50 200 

r 

LARSON CE 

e!lO924CO01 

0808000100 

50 454 

F 

LARSON. 1 O 

8609160411* 

08C81G020D 

50 333 

F 

l AMSCN.N 

08080 102 14 

8800150269 

50-322 

F 

LASH.T M 

08O823OCG1 

8000220307 

50-255 

1 

IASN.T.N 

0003250067 

08082501/7* 

50*261 

F 

LASUK.SR 

G 0901 50263' 

0808170103’ 

50 443 

P 

LATHAM.SD 

0000033047 

0008170013 

50-295 

S 

LATHAM, SB 

8008000047 

0807280394 

50-255 

O 

latmam.sh 

06OGO3OO54 

0808150419 

50 255 

P 

LATHAM. SB 

08O8COOO54 

0807280406 

50 298 

Q 

LATH AM. SB 

6000)50047 

0008029202 

50 298 

K 

latham.sb 

6000150047 

6008110094 

50-298 

P 

LATTA.n M. 

B90810C033* 

U807280212* 

50-315 

O 

LAIZ.J.E 

8908020143 

80072901 50’ 

50-106 

O 

LAIJER.M.T 

8600030131’ 

800/280266’ 

SO 205 

Q 

LAUER.M T. 

88CG030325’ 

6808030356* 

PROJ 


LAUER.M t. 

0300150202’ 


SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


CATEGORY 


NUMBER 

CATEGORY 

NUREG 


LAWRFNCE.R E 

8006030 196’ 

PROJ 


50 538 

O 

l AWSOft.M 

90QQ 120299 

SU?S 5 

F 

70-1113 


l AWYLR.L 

880(1030166’ 

L0-3I3 

O 

50-354 

s 

LAV.T. 

0800080 1 1 i 

NUREG 


50-354 

s 

LAZAflUS.WJ 

0808020193* 

50-233 

Q 

50-35*1 

s 

LE A K. 

85O32C0S13' 

50-336 

O 

10-354 

s 

LEAK 

05050101BQ’ 

50-283 

a 

50-354 

n 

LEE.R N 

8807280259' 

7 1 -5032 


50-35-1 

s 

LEE.l O 

66001502/3’ 

70-143 


50-351 

s 

IEE.YS 

0OC1BO9C D9D’ 

50 24 V 

0 

50 314 

F 

LtGETlF.F L 

0607208124 

5U 261 

s 

FOIA 


LFGF.1TE.FL 

0830100270 

10 26i 

s 

50 276 

H 

LGHMAN.L.L 

6906010410 

60 ?86 

s 

NUREG 


i. Li 7 VAN. L W 

linnet 6 J 2 ?H 

60 2)0 

s 

PR 


LEMCNS.J.R. 

0OO726DG5U 

60 31? 

F 

50-360 

p 

LMONSJ n 

080/26036-1 

50 317 

F 

50 369 

P 

LEMONS J R 

690018013? 

50 317 

¥ 

50 3C9 

P 

ifnaman.j J 

000 BO 10274* 

50 339 

Q 

f.O 327 

P 

LENAI IAN.J J 

8BO8?30?n0* 

50 250 

O 

SO 490 

P 

LINPNE F G 

80072701 10 

50 4S4 

P 

50 490 

1 

LE^IINr.F G 

60001 60263 

10 454 

P 

PR 


LEMINL.PG 

8808190203 

50 454 

P 

50 228 

H 

LCN2R 

0608263332 

FCIA 


50603 

VI 

ICONARD.J.D 

88042003 76* 

50 322 

F 

50 393 

V 

iroNAnn.j u 

000 7260260 

59 322 

O 

50 2/7 

0 

LEONARU.JU 

8 H 07260090 

50 322 

F 

50 271 

Q 

LECNARD J D 

08 08 0403 50 

50 322 

P 

NUREG 


LFONAHU J O 

0803000152 

50 322 

P 

70-135 


LLO’mno.j t> 

6003160106 

59 322 

F 

40-7604 


LCCNAHO.J O 

0906230053 

71 9224 


-10-7G04 


LEONARD FL 

0800230250 

50-369 

F 

40-7466 


LEOPCin.E 

8806100206* 

50-144 

P 

40-/004 


l eopglu.e d 

6300 100500’ 

50-344 

P 

50 498 

P 

LLROY.se 

8U0/26C035 

50-360 

S 

60-332 

R 

LF.IIOY.SL 

060(30 1022 7 

50-360 

S 

60- 269 

1 

LEROY. SE 

060002024 & 

50-360 

s 

SO 4IO 

O 

LtDOY.Sf 

89060402 SB 

60-309 

s 

00-393 

S 

leroy.se 

8800040363 

50-369 

s 

60-2/ 7 

0 

leroy.se 

3600150070 

50 369 

s 

50-219 

V 

LF.ROYSL 

8808100149 

5U-369 

s 

50-354 

V 

ccnov.sc 

8900260(72 

50 3/0 

s 

00 962 

V 

lerov.se 

0008250197 

50 359 

s 

50 3 

p 

LESNET M. 

8808010124 

60 304 

s 

50 24? 

p 

ILSNET.M. 

6608100224 

60 2D5 

s 

50 267 

n 

l.LSSER.M S 

80072601 2 >* 

60 413 

0 

00 205 

s 

letsc.he.k.j 

8 DC 80 90 058 

£0 322 

G 

60 202 

s 

LETSCHE.K.J 

0800039058 

60 322 

G 

60 300 

p 

I EUGERS.M J 

8009150031 

60 322 

G 

4 0 0001 


1 LUGERS.MJ 

6006150031 

60 322 

G 

40 8801 


LCVINS..I m 

800 6030334 

50 313 

S 

40 6801 


LEVINE.J M. 

0008040115 

50 360 

s 

40 6-031 


iEViNL-JM. 

O0OBO5O2-14 

60-300 

s 

40 800 1 


LEVNEJN*. 

D(W80S02Z-1 

50*368 

s 

408001 


LF.WNG.J M 

eno&o8U340* 

59313 

Q 

4 0- f! BO 1 


LEVINE.J.M 

8608100253* 

SO 313 

O 

■10 800) 


LLVINE J.M 

0899180305 

50-313 

O 

40 8724 


LEYlNE.J.M, 

6006160102 

50 358 

S 

40 8901 


UViNE JM 

8008 1 0-9268 

50 358 

S 

50-353 

0 

LF.WS.W 

8608240127' 

50 324 

o 

50 363 

0 

LLWIS.U r 

8808109207’ 

50 344 

p 

50 263 

0 

LEWIS C A 

6900170124 

59 528 

s 

50 202 

0 

LEWIS.S H 

890816CD45 

40-20G1 


00 202 

G 

LCWiS.SII 

0608250035 

50-320 

G 

50 263 

a 

LEYcNDECKER.E. 

0806010109’ 

50-34-1 

P 

50 263 

o 

HCKUS.W 

0300260)36* 

FO'A 


50 282 

o 

LICKUSR 

8600260233’ 

FOIA 


50-269 

o 

LIE0ERMAN.J 

86072C0123 

l&E 


53 282 

r 

LitBSRMAN.J 

8807260212 

'SE 


50-263 

F 

( EBEHMAN J. 

060726(1 104 

fSE 


50-20? 

F 

tiEBERMAN.J 

860/280218 

50-128 

0 

50-263 

F 

HE0ERMAN.J 

0000020023 

60-320 

0 

50-262 

V 

LIE0EHMAH.J. 

800B030065 

50 244 

0 

60-490 

p 

LlEflERMANJ. 

860803097-1 

50 482 

0 

WAS! L Mo 

T 

L EBERMAN.J. 

(3600030185 

l&E 


PR 


1 E BERMAN. J. 

0806030373 

50-20G 

0 

PR 


UE9ERMBN.J. 

0500050243 

fSE 


FOIA 


UE9ERMAN.J. 

0800059345 

50 324 

Q 

60-322 

G 

UE0EFP.1AN J. 

8006060140 

50 348 

O 

50*322 

G 

L'EBERMAN.J. 

06CO 100101 

l&E 


50-322 

G 

IIEBFRMAN.J. 

8600110102 

50 280 

O 

50 322 

G 

LIEBEDMAN.J. 

6006150205’ 

50-219 

Q 

50*322 

G 

LIE3HRMAN J 

8908160344 

50 277 

Q 

50-32? 

G 

L'EBERMAN.J 

06081/0330 

l&E 


50-201 

Q 

LIEBERMAN.J 

6808100244 

50-261 

O 

WASTE MGT 

LIEBLRMAN.J 

8808220170 

50-382 

O 

70-1291 


UE3ERVAN.J 

8808240366 

50-340 

O 

70 824 


L'MROfH.O.F. 

8808110068 

50-334 

P 

70 ( 1 J0 


L MH07H.DE. 

08C8NO)2O 

50*300 

P 
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UNFHAN.J 

ea 30033306 

WASTE MGT 

LUEHMAN.J. 

0800050345 

50 324 

O 

MALLETT.O S 

0008190337 

53 345 

O 

LINEHAN.J 

6830150169 

WAS IE MGT 

LUEHMAN.J. 

8600000140 

50340 

Q 

MALLEI r.O.S 

8808220009 

50 151 

O 

LINEHAN.J 

0803230045 

Y7ASTE MGT 

LUEHMAN.J. 

8ftCaiC0044 

50-277 

O 

mallett.us. 

00O822O260 

50-3 16 

F 

L.NLHAN.J J. 

6807270167 

WASTE MGT 

LUEHMAN.J. 

Q6OB220 1 70 

50 382 

O 

MALLETT.bS 

80CU240C91 

50 456 

O 

LINEMAN. f J. 

6807200169 

WASTE MG r 

LUEHMAN.J. 

0008240356 

50 348 

O 

MALLETT.US 

08082401 ?3 

I6E 


IINEHAN.J J. 

6907230285 

WASTC MGT 

LUJAN. M 

8BC025CO31’ 

COMMISSION 

malody.cw 

B80b300l27* 

XPOHIL 3 


LINE HAN. J J. 

8000020377 

WASTE MG r 

LUMB.R F. 

8BC80101B4* 

50 57 

A 

MALODY.C W 

00OAO4OIGO 

71-456$ 


LINEHAN.J J 

60 080-10320 

WASTE MGT 

LUMB.R F 

00COO1O1O9* 

5057 

A 

MALODY.C w 

0000110019 

FD 


IINEHAN.J J 

6808090330 

WASTE MGT 

LUMEi.T. 

Q r iOQO 20257* 

50 219 

V 

MALONE, D D 

0807200073 

50275 

H 

LINEHAN.J J 

60381OO31R 

Y7ASTE MGT 

lundouist.l 

000010013/ 

50 317 

F 

MALONE. D D 

oaooir.0356 

60-2/5 

S 

LINEMAN J J. 

8608150307 

WASTE MGT 

LYMAN.WG 

0000100009’ 

60 369 

P 

MALONE. DO 

0000170010 

6C 2/5 

E 

LINEHAN.J J 

8600100344 

WASTE MGT 

LYON.O A 

8000160212* 

CONTRACT 


MALONL.DO 

8008220093 

LO 275 

1 

LINEHAN.J J 

880B 200040 

WASTE MGT 

LYON.D M 

6008160299 

50 373 

S 

malong.ul 

8000020400* 

£0-32/ 

E 

LINEHAN.J J 

8600240325 

WASTE MGT 

LYONS.GJ 

6000010034 

40 69H 


MANGAN.C V 

0000100219 

£0-220 

0 

J 

6803240343 

YJASTE MGT 

LYONS, P J 

00G727OO5O 

40 299 


MANGAN.C V 

00001002^7 

£0 ?20 

0 

LINEHAN.J J 

06C6240351 

WASTE MGT 

MABmTO.Q 

89C8D4J0059 

WAS IE MGT 

MANGAN.C V. 

08002202C5 

50 220 

V 

LINEHAN.J J 

8606240359* 

WASTE MGT 

macdonald.c.e 

890/28041/ 

71 9220 


manley.r a 

0000240013* 

SC 353 

O 

t INEHAN.J.J 

0806240390 1 

WASTE HfcS 

MACUONALD.CE 

0007260119 

71-4006 


MANLEY. R A 

00C024OO15* 

SC 153 

0 

LINENBERGLH.C, 

8006090055 

50 443 

G 

MACCCNAID.C e 

0807200422 

71 9222 


MANN.D F. 

8U071 10143 

WASTE /J . 

l 

LINENRFnGEn.G 

8008250002 

50 443 

G 

MACDONAl D.C E 

88080 IC0 16 

71-275 


MARCOVSKY.G □ 

08072702/0 

OA999 


UNViLLF 

0BG6O5O21 7 

50 277 

S 

MACUONALD.C.E 

83C0O1OO10' 

71-275 


marcovsky.g O 

850009000/ 

CVJ-J9 


MNVILLC.J 

0906020103* 

60-352 

O 

MAC DONA LU.C E 

88000101 30 

711)126 


MAHKS.O K 

600/26026? 

50 327 

c 

LINVIUE.J 

08001 10300 

60 352 

□ 

MACUONALD.C.E 

08000 10 14 1 

71-5595 


MAnKT.D 1. 

00002400/0 

50 271 

: 

LINVILLE.J C 

D0O720OO57* 

60 353 

0 

MACCONALU.CE 

8808010155 

71 6070 


MARSCHKE.S F 

8808ICCU69* 

50- 3C- 6 

vi 

LlNVIl.t E J C. 

0880020209* 

50 277 

0 

MACUONALD.CE 

0808010185 

71-G003 


MARSCHKE.Sf 

00U8 100069* 

50 355 

r» 

LlNVlLLE.JC 

QGC80UC09U 

50-2/7 

H 

MACUONALD.CE. 

66G6010190* 

716003 


MARSH.LQ 

06071 4fl 1 ?4‘ 

61341 

F 

LINVII.LE.JC 

OOCfi 120001 

60-277 

r 

MACDONALD.CE 

0003050095 

71 65G 


MARSH.R G 

0600030120* 

fOlA 


LINVILLE.J C 

0800150254 

60-362 

o 

macconald.c e 

0000050100' 

71-656 


MARSHAL L.J S 

0000 170114 

r 0 445 

S 

LfNVIl.LE.JC 

8800150269 

60-277 

r 

macdonald.c.e. 

0808050123 

71-9033 


MARSHALLJS. 

0000 1801 Bl 

to 44f 

S 

UNVfLLtZ J c: 

8000170033 

50-277 

p 

MACUONALD.CE. 

80C8050120 

71-5971 


MARSHAL L.J S 

0808250360 

50 445 

C 

LINVILLE.J C 

00CO 160346 

50*352 

p 

MACDONAIO.C E 

0000050 13G 

71-0717 


MAHSHALt.V A. 

0UO0ObOO7O* 

5C 129 


LINVILLE.J C 

8000220001 

50-277 

0 

MACDONALD.C.E 

0800050260 

71-9224 


MARSHAll.W 

06000 100CO 

50 502 


UNVRLG.JC 

8000220059 

50-2/7 

n 

macdonald.c e 

8808090197 

71-9222 


MAHSTON.H R. 

0600030141* 

59 353 

Q 

LIPPULD.WJ 

6800310034 

60-317 

H 

MACCONALD.C E. 

80C8O0O2OO* 

71-9222 


MARSTON.n H 

0000240106* 

59 30? 

<: 

J ISOWSKI.M 

flaOU 100202* 

50-3-14 

P 

MACDONALD.CE 

8008090176 

71-9163 


MAnTENS.C 

00080)01/1* 

50 3 1 1 

r 

LITTLC.WS 

80001 6023 1 ' 

FOJA 


WACDONALD.Cn. 

0BO0C9O10O 

71*9033 


MARTENS.C 

880031017-1' 

50-344 

T 

LH TLE.WS. 

6000100140* 

roiA 


MACUONALD.CE. 

8608090101 

71 3002 


MARTIN.J. 

0000040043* 

5C ?G0 

1 

little.vvs. 

8800100156* 

roiA 


macoonald.c.e. 

8008090323 

71-102 


MARTIN.J 

8800040045’ 

50 25U 

f 

litile.ws 

0808109170* 

50-346 

I- 

MACDONAL D. C H. 

one 809 03 2 5 

71-9224 


MAHTIN.J 

0000040016* 

51) 260 

1 

LIT 7 Lb. WS 

8608100160* 

50-346 

F 

WACDONALn.CC. 

C0 0 BOO 3 320 

71-5939 


MARTIN.J.Q 

80OMO2O382 

53 314 

T 

mttle.w.s 

6008100393* 

FOJA 


macdonald.c e. 

8BO0 120003 

71 655 


MARTIN.J U 

RBOflOJOJtO 

60 528 

E 

liitlejohn JG 

6000090224 

40 8004 


macconald.c E. 

G8G012CCO4* 

71-655 


MARTIN.J n 

8000030084 

50 628 

E 

LIVEHMORE.HH. 

600/270016* 

60 445 

O 

MACDONAIO.C E. 

8000150320 

71-9222 


MARTIN.J U 

0{io0ioo:no 

60 397 

( 

livehmore. h h 

68081 70C02* 

50 446 

G 

macdonald.c l 

0800150334 

7l 0222 


MARTIN.J 0 

0000 100321 

60 628 

C 

livermore.h h. 

660817OC0G* 

50-445 

Q 

MACDONALD.C E 

0800160361 

71-0022 


MARTIN.J H 

OdCOI 10039 

50 312 

c 

UVERMORE.H H. 

6608^90108* 

50 446 

O 

MACOOMALO.C L 

6000160302* 

71 9022 


MAFVUN..LR 

06061 wm* 

£0 612 

t 

IIVERMORE.H H 

8GC 8250325* 

50 445 

O 

MACCONALD.C E 

08081/0182 

XPOH1LIC 


MAHIIN.J 13. 

8000100068* 

50 361 

f 

ILOYO.M 

fieO&lQOl24* 

COMMISSION 

macdonald.c E 

0000170200 

XPORTLlC 


MAR TIN. J R. 

0000190070* 

£0 361 

; 

lO.RH 

08 Q60S 002 2 

50 261 

F 

MACDONALD.C.E 

O0U0 170311* 

71-535 


MARTIN.RU 

0JIOO 190064 

50 961 

l 

l O.R H 

6803040216 

50201 

V 

MACDONALD.C.E. 

0800220030 

70-2700 


MARTIN, R D 

0412100359* 

''OJA 


LO.RH 

6000180002 

50 261 

P 

MACDONALD. J 

0508 120302* 

SO 27 f 

O 

MARTlN.fl O 

000/260311 

tU 129 

/ 

lOUNER.P. 

680 7 280038* 

50-20U 

P 

MACE.MJ1 

B0O728O244* 

WASTE MGT 

MARTIN.RD 

000/260315* 

f -3 120 


LOCY.R A 

0600100135 

50333 

s 

WACE.M-H 

0808020100 

CONTRACT 


MARTIN, R D 

00O822CC85 

60 129 

r 

iOKscH,n. 

0606040094 

50 220 

s 

MACE.M-H 

060002018/* 

CONTRACT 


MART IN, R D 

000823021/ 

60 38? 

c 

tOESCu.n. 

06O025OCO4* 

50220 

0 

MAOUEN.PM 

8008100303’ 

50 390 

O 

MAnTlN.TID 

8009230 222* 

60 302 

( 

LOFLIN.L 1 

86000900 IG 

50324 

H 

MADEOA.7.1 

00080300?/* 

50 456 

0 

MARTIN.RE. 

00000 10 191 

50 27/ 


lOFUN.L 1 

8000020310 

50 324 

P 

MADE DA T J 

0030240099* 

SQ4SG 

0 

MAR TIN, R E 

00COO4O2J9 

tn ?// 


IOFLIN.L 1 

88001 10245 

60261 

P 

MAOSEN.G L 

8807200I20* 

50 450 

G 

WART IN. R L 

00COO5O233 

to 2/7 


lOFHN.L.I 

8800160080 

50 261 

P 

mahoney.m 

OBO010O 109 

50 295 

r- 

mar riN.n e 

00801001/2 

60 2/7 


LOFLIN.L T 

8806000010 

60 261 

H 

MAISI.FF1.J- 

8008040106 

50 335 

F 

MARTIN, H K 

0800 1 60259 

50 277 


LOGSUON.M J 

0U0726C053 

WASTE RES 

MAI.AGIjn.DF 

071 1040206* 

50 293 

F 

MARTIN, R.F. 

b900 1/0301 

50 777 


IGGSOON.M J 

6808220324 

WASTE RE.S 

MAlAKt lOF.V 

0000050252* 

50 267 

p 

MARTIN .1. 

00(101603 40* 

60 445 


I.OHAUS'P.H 

8007200100 

WASTE MGT 

MALINOSKI.JW 

0B3726U22(i 

71-9006 


MARTIN, T.T 

0000310143* 

pn 


LCHAUS.P-H. 

08080 10360 

WASTE MGT 

MALINOSKI.JW 

0007200253 

71-9032 


MARTIN.VVG 

(103010015/* 

£0-20 

( 

LCHAUS.P H 

8008020036 

40-0500 


MALINOSKI.JW 

6000950260 

71*9032 


mahtindale.e y. 

0000120310 

FR 


lOHMJS.P H. 

8900120346 

WASTE MGT 

MAIKOSKE.G 

8000 >7024 7* 

71-9174 


MARTINEZ. V. 

0600120057 

HUREG 


IOIS.L. 

8808030247* 

50-312 

O 

MALLE rr 

0000240142 

rsE 


MARUYAMAJ 

0000250108* 

XPORTL'C 


LONG. J A 

B8C80202 1 4 

/CM 43 


mallett.o 

8BO016OO4? 

50 341 

s 

maruyama.t 

0000250191* 

XFORILC 


LONG. J. A. 

0800080150 

70-143 


MALLET 1. OS 

000/260105 

50-454 

0 

MARX.K D. 

80C0230424 

NUREo 


LONG.J A. 

89001 1030? 

70-143 


MALLE TT.BS 

8907260139 

50331 

Q 

MASLENJKOV.O.n 

9008040112* 

6U-321 


LONG.J A. 

Q8C92J3095 

PR 


AVAL LETT, li S. 

0807260210 

50-123 

O 

MASNIK.M 

600018030/ 

53 320 


1 ONG.J.L 

0807200109 

50 320 

s 

malle rr.os. 

0807260219 

50-10 

O 

MASNIK.M T 

8000180169 

50-320 


LONG.J L. 

8800250009 

50-320 

s 

MALLET T.RS 

0807260221 

50 456 

O 

MASNYK.O M 

08001 10133* 

50-250 


LONG WO 

8807270293 

50 298 

p 

MALLETT.OS 

8B07290Q3-* 

50-156 

0 

MASSES 

00C8O1O3CO 

PH 


LONG.WO 

0800010104 

50 298 

p 

MAlLtTT.OS 

000/290120 

50-315 

F 

MATCHLTT.SD 

0000090012 

50-322 


LONG.WO 

00O88OOO33 

50 290 

p 

MALLETT.OS 

B0CCO3OO27* 

50 456 

Q 

MATCHETT.SO 

0900090312 

50 322 


LONG.WO. 

8809110342 

50 290 

p 

MALLET r.B.S 

0000030168 

50 440 

F 

MATHEWS.D U. 

0000040140* 

C0 260 


LONG.WO 

0008180212 

00 209 

p 

MALLETT.OS 

RG06040322 

50-255 

F 

MATH1S.J.L 

0607260155* 

50 116 


longa.fi 

0308240303* 

50-327 

0 

MALLE- TT.B S 

0806040326 

50-461 

F 

MATHIS.J.L 

0000030343* 

60 4 it 


LOUX.H.R. 

0008160360 

PR 


MALLET! ,B S 

0800040331 

50 454 

F 

MATRISOTTO.J 

QG072/CCGG 

50 205 


LOVER s 

6C072602B3* 

50262 

0 

MALLF.IT.B.S 

0600040339 

50 156 

O 

MATTTTEWS.D.0 

800/200100 

50 369 


LOW.W 

89091001 4G 

WASTE MGT 

MALLE TT.BS 

9806050192 

50 305 

F 

MATTHEWS.DB, 

8807280102* 

60 369 


LOWOEH.H E. 

6000100205 

WASTE MGT 

MALLE TT.D.S. 

C80B050207 

£0-254 

O 

MATTHEWS. DB 

880/200354 

50 321 


LUBENAU.J 

68081 10135 

l&E 


MALLETT.OS 

8808120126 

60-155 

F 

MATTHEWS. D B. 

8000930233* 

50 413 


LUCK, AO. 

6600180016* 

40 7102 


MALLE TT.GS. 

0008120162 

50 440 

F 

MATTHQWS.O.G 

8B08340095* 

50 413 


LUEBKE.E.A 

B80805D020 

50 443 

G 

MALLETT.OS 

8008120188 

50 315 

F 

MATTHEWS.D.B 

8000040156* 

50 269 


TUCDKE.E.A 

06061 10090 

50 443 

G 

MALLETT.OS 

8908150189 

50 346 

O 

MATTREWS.D.B. 

0000050193 

50 269 


LUEHMAN.J. 

6 0 0803 C 06 5 

£0 244 

0 

mauett.bs. 

0608150253* 

FOIA 


MAnHEWS.D B 

8800050261* 

50 419 
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NUMBER 

0B081CO193' 

50 424 

P 

MCCOV.FR 

0000150111 

88001 tO 186 

50-369 

P 

MCCOY. F H. 

0008160241 

80001 10203* 

50-424 

P 

MCCOY, FH 

8008150378 

88001 /0344 

50 413 

P 

MCCOY, F n 

0008150394 

080822020 T 

50 424 

P 

MCCOY. F R 

0000150421* 

880R240210* 

50-366 

P 

MCCOY, FM 

8008150434' 

0808240-1 16* 

5G-2G9 

P 

MCcov,r.n. 

08001 70069 

8008010209’ 

50 344 

P 

MCCOY, F n. 

0000170075 

0308300006’ 

FOIA 


MCCOY, F n 

00081700/9 

8807260124 

50-237 

H 

MCCOY.F h 

8600170102 

0008170341 

50-237 

n 

MCCOY, F n 

0000230207 

0800180260’ 

50 400 

a 

MCCOY.F H 

8808240222* 

8808010200* 

50-344 

p 

MCCOY.F. R 

O8H024O225* 

08080202G6* 

CONTRACT 


MCCOY.F H 

000924029/ 

0000310197’ 

PR 


mccoy ,r.n. 

080824033 1’ 

880031010/* 

PR 


MCCRACKhN.C C 

G 007290287 

8007280362 

40 005/ 


MCCRIGH1.D 

8000010374 

0008020266 

50-220 

s 

MCCunnY.n 

0000330161* 

0000100346 

50220 

s 

MCCUTCHEN.P 

6007200269* 

8300250159 

50 410 

s 

MCDANlLL.K 

O0O713O4CB 

0808 f 90301 

50309 

s 

MZQANltiL.K. 

080713043! 

8800150134* 

70 1 1 13 


MCDANIEI..K 

000/270016 

080015027J* 

70 143 


MCDANIEL, K 

0800150351 

000804003?’ 

50 317 

0 

MCDANIEL.K K 

8008 160369 

0008110010 

50 490 

p 

MCDONALD. D G 

0007290200 

080/200300 

50-490 

R 

MCUONALU.UG 

0000030239 

0007270140 

50 400 

p 

mcponalu.r.p 

0009050093 

8007290128 

71 9004 


mcgonald.w g 

0007000306* 

0807200275 

50-490 

p 

m.cdqnald.w Cl. 

0008310071' 

B0OUO3O033 

50 490 

j 

mcdonald.wg 

80003 101 41 * 

0000080156 

50 498 


MCFACHERN.P 

0808050340 

0809 N 0 f 5 J 

50-408 

p 

mgfacmerm.p 

6C0GO9004G 

8308110207 

50 498 

r 

MCELHINNEY.T.F 

flR072G013(»* 

8000170017 

50 490 

p 

MCELHINNCY.1.F 

8000150000* 

0808100307 

50 490 

n 

mcglennonj A 

0OCF1O1QOM* 

8800250064 

50 490 

F 

MCCiUNAGlE.I. 

800 7 2000/3 

8808020834 ’ 

50 245 

0 

MCGOVERN J j 

0000230200 

0000020362’ 

60 423 

0 

MCGOWAN.J J 

8000300236 

8800110025 

50-213 

p 

MCGUFriM.C. 

08 C 8020226’ 

0000110120 

50 213 

V 

MCGUIRE .O R 

DB08110133* 

00081201 14* 

60 213 

o 

MCGuinr.un 

8008110144* 

8000 1 004 ?4’ 

50423 

0 

MCiNTYRE.R P 

8800230270* 

8898230205* 

50 336 

Q 

MCf<AY,J E 

6808200008 

0008240340 

50 245 

0 

MCKEE, PI 

8112230107* 

0007200212 

WASTE MGT 

MCKERNON.TO 

0809020316* 

8807290210* 

WASTE MOT 

MCKinnnN.j c 

B0O726O14O 

0000000112 

50-213 

F 

MCKIUDLN.J.C 

00001 10331 

08072603/2 

WASTE MGT 

MCLGAN.n.U. 

880/260075 

88072C037S 

WASTE MGT 

MCNAMARA A.E 

08Q/2C01J5 

0007260297’ 

70-1201 


MCNAMARAAE 

BQU6230354 

0800100182* 

70 2032 


M.CNEIL.SA 

8BO/20OO 1 0 

8007260330 

PI10J 


MCNEIL, S A 

9806100275 

0000100064 

PROJ 


MCNEll.S A 

0900100270* 

U80B230163 

PROJ 


MCNE JL.S A. 

6008*50318 

8800230399 

PROJ 


MCNEIL. S A 

8008190235 

0800250009 

PROJ 


MCNEILL C A. 

0 DO 72 000-10 

8800120120 

50 369 

F 

MCNEJU.CA 

8006000161 

8008040252’ 

50-3G0 

V 

MCNEILL. W.M. 

0000010386* 

0000180100* 

50-445 

G 

MCNHUL.W M 

080022D24? 4 

0008020106* 

50 352 

O 

MEADE, KL 

OQOnO&OiB5 

8008020119’ 

50-334 

Q 

MEADE, K E 

Q 000 09023 7 

0808020 126* 

50-206 

0 

MEADE. K E 

0608 11 0095 

0000020 130* 

50 322 

O 

mealey.t 

0000100146 

8000020137* 

50 307 

Q 

MEARSE.S.R 

00001 0023? 

8808020 M7* 

50-31? 

O 

Mf C/lfOY.R.C 

0608120130 

8800020166’ 

50-397 

O 

MECREDY.F1 c 

GG 00230354 

0000020227* 

50 213 

0 

MLCREDY.nc 

0800230400 

0000030052 

70-371 


MEDFOnaM 0 

G0O738O143 

0800030144 

70 143 


MEDFORD M O 

6007200312 

8800040120 

70 371 


MEDFORD.MO 

0007200318 

OOOR 120002 

70-1257 


MEDFORD. M.O 

8007280345 

0800190042 

70 1 151 


MEOKOflO.MO. 

0R 07200306 

8008220087 

60*269 

F 

MEDFORD.MO 

8809010247 

8808220165 

70-143 


ME Df-ORD.M O 

8508010319 

8008090189 

60-352 

S 

MEDFORD. M O 

0008010343 

8800240201 

60 352 

s 

MEOFOnD.M O 

8009020358 

8008240205 

50-32? 

0 

MEDFORD.MO 

8309010108 

8007200293 

00-32? 

Q 

MEDFOnD.MO 

6000060018 

BR07290133 

50 259 

P 

MEDFORD.MO 

8008050019 

0800010270 

50-327 

o 

MEDFORD.MO 

8808000275 

8008010207 

50-328 

0 

MEDFORD.MO 

8809090283 

0800010295 

50-327 

Q 

MEDFORD.MO 

80CB030288 

8808010394 

50 327 

Q 

MEDFORD. M 0. 

8608150100 

8008030152 

50-327 

Q 

MEDFOHD.M 0. 

8808150323 

8808030220 

50-327 

O 

MEDLOCK.n.L 

88072701 12 

8500040106 

50-259 

P 

MEtHAN.B 

8Q07270t53 

0008 110173 

50-32? 

F 

MECHAN.6 

8007270270 

8008110177 

50-259 

Q 

MEEI1AN.U. 

0807280256 


SUDJECT AUTHOR ACCESSION SUBJECT 


CATEGORY 


NUMBER 

CATEGORY 

50*259 

O 

MEEHAN, 8 

8000020222 

CONTRACT 


50-327 

O 

MF.EHAN.0. 

8008020232 

CON TRACT 


50 327 

0 

MEEHAN. R 

B0080203J3 

CONTRACT 


50 330 

0 

MELHAN.B 

Q0COO 20353 

CONTRACT 


£0 327 

0 

MEEHAN.G 

0808100078 

CONTRACT 


59-327 

0 

MEEHAN, 0 D 

6608100143 

CONTRACT 


50 390 

0 

MEINHOlO.C b 

9B0726034/* 

ORG 


50 391 

o 

MEIFI.J, 

8008 190072* 

50 361 

O 

50 390 

Q 

mflfi.j.f 

0000160179* 

50 361 

G 

50327 

O 

MELONR.C 

0008020371 

50 457 

S 

50 259 

f 

MELOSR.M J 

0800100204’ 

50-34 4 

P 

50 327 

o 

MENDE/.R. 

6808220206’ 

50 295 

Q 

50 327 

o 

MCNDONCA.M. 

6800010120 

50 323 

S 

50 32? 

o 

MFNDO.NCA.M M 

0808010194* 

50275 

Q 

50-327 

o 

MCKOCNCA.MM. 

<1800030200 ’ 

50 34 4 

Q 

60 266 

F 

MENDONCA.M M 

0003100079* 

50 2/5 

O 

WASTE MGT 

MF.MGEnS.CA 

8000040136 

50-352 

S 

50-341 

G 

MEMGERS.C A 

08080500 1 7 

50-152 

S 

CONTRACT 


MENOEHS.CA 

0300240201 

50-352 

S 

WASTE MGT 

MEMN1NGJE 

0008040195* 

50-321 

0 

WASTE MG 

f 

ME RCA 00,0 P. 

0806*60354 

? L fc SO 


WASTE FIRS 

MERCAOO.D P 

801)8250062 

71-9107 


WAS1 E RCS 

MEYER.HR. 

000/260119’ 

WASTE MG 

r 

WASTE MGT 

MEYtR.n E. 

QB00050226 

NLREG 


50*293 

P 

MEYER HL’ 

8000)20205 

WASTE REE 


60 293 

0 

MEYER.fi t. 

GUOB3DOM6 

NUREG 


50 148 

P 

MEYCRS.WC 

0808160241 

WASTE MGT 

REVIEW GR P 

MlCHAElS.f.S 

0008010212 

50 ISO 

p 

PH 


M.'CHAELS.T.S 

8808160020 

50-124 

p 

PR 


MCHAtLS.T.S 

8800250005 

£0 54 

p 

50 443 

G 

MICHAUD. P.W 

8008250337* 

60458 

0 

60443 

G 

M.OOLETON.LL 

6606220250 

£0-277 

r? 

50 260 

O 

MIKULSKI.B A 

8800010101* 

50 27 7 

u 

50 250 

O 

MIKULSKI0A 

6000240041* 

50 374 

H 

FCIA 


MlLANO.P.n 

8007280100 

50 265 

0 

■10 005/ 


MIL AKOP D. 

08080-10309 

50 265 

p 

50 54 

0 

MIL ANO,P D. 

6 G 08 100031 

50265 

p 

NUREG 


M.L1IOAN.J L 

80001 50060' 

50602 

0 

CON tn ACT 


MIL HO AN. J L. 

0603230290 

50-207 

p 

50 250 

o 

MILLCn.C.L 

08031/0056 

50 601 

A 

70-27 


MILLER, Cl 

C0OBUIO1O3 

SO 001 

A 

60-312 

O 

MILLLR.C.L 

0000100301* 

50-102 

P 

50-25-1 

Q 

m u.n.ci 

8900 16030 1' 

50/82 

P 

f OIA 


MiLLEn.CL 

3808100313 

50 601 

A 

50-400 

O 

MILIFR.CL 

0808240337’ 

SO 400 

P 

50-166 

P 

MILLER. C L 

3900240146' 

50-4UD 

P 

50-186 

R 

M’LLEn.Cl. 

nuo0?6oood* 

50-54 

P 

WAS IE RES 

M U.ER.C S. 

0008120032 

NUREG 


50-244 

n 

MILLER.OB 

BQ0726O140 

60-213 

S 

50 244 

H 

MILLCfLDP. 

0007200301 

50-213 

s 

50 317 

p 

M.llTCR.OO 

8800120279 

50-213 

s 

60 317 

p 

MILLER.OB 

0800100260 

59 213 

N 

50 317 

p 

MILLER.DE 

0007290031* 

59 264 

O 

60 3*7 

p 

m/ilcr.h j. 

8808050091 

£0 205 

O 

60-247 

p 

MULLR.H J. 

60080600B/ 

60-456 

Q 

50 277 

0 

MILLER, HJ. 

0600170146 

5-0 255 

O 

50 277 

n 

M1UGH.H J 

8603170161' 

50255 

Q 

50285 

G 

MILIER.HJ. 

0893220003 

50-165 

Q 

50 490 

Q 

M1L1ER.H J. 

8GO022O256 

50295 

O 

50 320 

S 

MILLEH.H.J 

6B08220262’ 

50 295 

Q 

50-327 

s 

MILLER, J 

6808100226 

yPORTL/C 


50 320 

s 

MILIFR.J 

80001 10232’ 

XPORTLIC 


WASTE MGT 

M.LLER, L 

30O8ICO23O* 

50-312 

Q 

CONTRACT 


MILLEF1.L. 

0808240308’ 

50 331 

n 

50-244 

p 

A9LLER.L 

890030029 l * 

50-331 

R 

50 244 

n 

MLLER.Lf 

00Q8O3DC62’ 

50-520 

G 

50-244 

s 

millfr.l.f 

0000030247’ 

£0-312 

Q 

50-206 

p 

millcr.lf. 

3008 150450’ 

50-312 

O 

50-2C6 

p 

Mll.LFR m 

8808110135 

f&E 


50-361 

p 

Mlllt-R.M.L. 

0807260119’ 

WASTE MGT 

60-206 

F 

MILLER.MN 

0007260092’ 

60-424 

Q 

50-206 

P 

MILLER MS. 

68080900-1? 

60 322 

G 

50-361 

P 

MIL l.ER.M.S. 

08060D004? 

50 322 

G 

50-206 

P 

MJLLER.M S 

0006150047 

50-322 

G 

50-361 

P 

MILLER. M S 

0008150047 

50 322 

G 

50-206 

O 

MILLER, R 

0607290083* 

50 2Q3 

V 

50-2C6 

0 

MILLER.W F 

8600240058* 

50-353 

Q 

pr 


MILLER, WF. 

8000240002* 

50 353 

O 

50 206 

p 

miller.wf 

0608240067’ 

50 353 

o 

50-206 

p 

MILLEn.W.F, 

8 603 24 0C 09 * 

50 353 

0 

50-206 

P 

MILLER.W F 

6800240072’ 

50-153 

G 

50 206 

p 

millep.w.f. 

8003240076* 

50-353 

G 

60 206 

0 

MfUER,W.F 

8808240085 ’ 

50-353 

G 

50 206 

p 

MILLER.W.H. 

8000040062’ 

50-340 

O 

408453 


MILLER. W.M. 

0008180303* 

50-390 

O 

60556 

A 

MIL! EA BERGERS. 

300/260130 

50-311 

r> 

CONTRACT 


MILTENBERGER.S. 

880/260324 

50 354 

0 

CONTRACT 


MlLlENDEHGEn.S. 

8807260315 

SO 272 

F 


354 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



number 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

category 

MlLTRNBERGtn.S 

86072?0l0i 

50 311 S 

MORGAN R b 

0807270363 

50-261 

S 

MROCZKA e J 

800809010b 

50 423 

O 

MlLlLNQEnGCR.S 

6807270183 

50 272 P 

MORGAN.R E 

0607270060 

50 261 

P 

MHOCZKA.E J 

0BO9O9D1C6 

50-123 

Q 

WILTRUBERGC H .S 

R8Q 7200336 

50 272 D 

MORGAN R E 

8607280424 

50 261 

S 

MROCZKA.E J. 

8908090 1 1 4 

50-213 

R 

MlLTENGEflGER.S 

6007200343 

50 311 S 

MORGAN)! E 

800002039) 

50 261 

F 

mroczka.e J 

8808090 l 1 4 

50 213 

R 

miltenuergfr.s 

8007280303 

50 311 P 

MORGAN.R L 

8809030424 

50 261 

P 

MROCZKA.E J 

8808100265 

50 123 

O 

MlLTLnuenGFR.S 

8800310251 

50 311 S 

MORGAN RE 

6890050093 

50 261 

F 

MROCZKA.E J 

88081 1COS0 

€9-421 

P 

UUTENUErtGER.S 

863B32G004 

53 272 O 

MORGAN RE 

0008090314 

53 20t 

R 

MROCZKA.E >1 

8908110358 

€0-423 

P 

MIL7ENUERGFR.S 

€838350001 

60 351 O 

MORGAN H E 

05C8 110340 

50 201 

F 

MHOC/KA l J 

8808110157 

50-24 5 

P 

MiLTFNQErtGtR.S 

88301 ICOCM 

50 354 O 

MORGAN.R E 

89CB 1602/6 

50 261 

S 

MROCZKA.E J 

B808))0157 

50-245 

P 

VILTENRERGEW.S 

08381 1C024 

50354 P 

MORGAN.W E 

0006090125 

50 237 

O 

MHOCZKA.E J. 

88081 10241 

50-33*i 

P 

MtLTB'BtBGER.S 

OfcCb 15019? 

50 311 O 

MORGENS 1ERN Vi. 

680816038ft 

40 7102 


M.RCC/KA.t J 

ftftCftl 10241 

5C*3'0 

P 

MIL fcf, BERGER S 

8805100377 

5 0 2 72 P 

MORLEY.RC 

R807290337' 

53 334 

P 

MROCZKA.E J 

OfiOB 1 2020/ 

€U-215 

P 

MIL 1 GNti-ZfiGER.S 

8808193104 

50364 P 

MOROC2KA.L J 

8B081C02C5 

50 423 

0 

MROCZKA.E J 

800012020/ 

€9*213 

P 

M'LTLNBFRGER.S 

8800233340 

53 27? 0 

MORRIS.0M 

8606150106 

WASTE MG1 

MROCZKA.E J 

840012031 7 

€9-213 

1 

VK.TENDEfTGFR.S 

8800233346 

50354 0 

MCRR'S.B V 

0903230331 ’ 

FCIA 


mrcczka.f J. 

eooai?o;ii7 

€0-213 

F 

miltenbergers 

8808240172 

60 354 P 

MORRIS.3 M 

6830310051* 

PR 


MROCZKA.E J 

800U 12031 7 

€0-2 1 9 

1 

MILTCNBERCiEfl S 

U606260Q/J 

60 27? P 

MORRIS OM 

8038310091’ 

PH 


MROCZKA.E J 

0806109237 

50 2’3 

O 

MINARICK J W 

Hpomoiiy* 

i 0 26? P 

MOHWS.BM. 

08083 *0100’ 

pn 


MHOCZKA.E J. 

0809 160237 

50 2’3 

G 

MIN'DCNCA.M M 

6UO01C3IBG’ 

60 344 0 

MORHIS.C J 

0808230421 

NUREG 


MROCZKA.E J 

0805160237 

€0 2 1 3 

(> 

M‘%NSJ 1. 

G0O726D212* 

53 315 0 

MORRIS.K J 

000725020? 

50 285 

H 

MROCZKA L J 

8606170175 

€9 213 

1 

MINOR R 

88C8100197* 

50 344 P 

MORR.S.K J. 

8907260319 

60286 

s 

mroczka.e j 

88081701 75 

€3213 

i 

MIRAGLIA f J 

860/060520 

60 3 1 

MORRIS.K J 

8807260941 

60 205 

F 

MHOCZKA.E J 

0808190170 

59 245 

- 

MIRAGUAF.i 

6800040247 

60 3 F 

MORRIS K J 

603728CO61 

50 ?85 

K 

MROCZKA.E -J 

0008190178 

50 245 


MISSAL, M J 

880000305-1 

60 322 G 

MORRIS.K J 

08O72-JO239 

50 285 

S 

MUCCZKA.FJ 

0806230000 

50-421 

* 

M'SSAl.V J 

600000305-1 

5U 322 G 

MORRIS.K J 

0OC8OIO41O 

00 205 

s 

mroczka.e j 

8808230009 

50 423 


MITCHFiL.M J 

08C82-1UO33* 

50 353 0 

MORRIS.K J 

0808020284 

60-285 

p 

MHOCZKA.E J 

8908230203 

50 24 5 

r 

MKCHEU.M J. 

a«0024003n* 

60-353 0 

MORRIS.K J 

08O8O3UOO1 

00 286 

0 

mroczka.e .1 

0009230293 

53 245 

“ 

VITCHLLL.M J. 

8000240040’ 

f;0-353 O 

MORRIS.K J 

86CB0300I6 

50205 

s 

MHCCZKA.F J 

00O824CO/O 

59 213 

► 

MITCHELL. M J. 

080024C044* 

50-353 0 

Mcnnis.Ko 

0009030268 

60285 

0 

MROCZKA.E J 

0800240160 

59 245 

F 

Ml IC k, FCI..M J 

880112*100 #6' 

50-353 0 

M0HHI3 K J. 

8900030371 

50 205 

0 

MROCZKA.E J 

8808240 160 

59 245 

a 

V.1CHEIL \* J. 

W)002'-0f/A>’ 

60-303 0 

V ORRIS .K 3 

ftftOftO'.Oftr.tt 

60 286 

0 

MROCZKA E J 

09092600)7 

50 *23 

P 

MlTCHEtL.M J 

0806240052' 

60-353 0 

wenn-s.K j 

6808040200 

50205 

p 

MROCZKA R J 

80002680 1 7 

50 423 

P 

MITCHEU.M J. 

85GS2-1C056’ 

50-353 O 

Menu s k j 

08980n0134 

f.0285 

p 

mroczka.e j 

8 0002 €00 76 

50 213 

P 

MITCHELL NC 

OeOBG 10240 

PR 

MORRIS.K J. 

86C01C0216 

50 205 

s 

MHOCZKA.E J 

0008250076 

59213 

P 

MO.T 

0830 1G03 M 

WASTE RES 

MORRIS.K J 

86C6 120096 

50 205 

0 

MROCZKA.E j 

08OO25CO76 

59 213 

n 

mockllr.m p 

8508010166 

WASTE MCI 

MORRIS.K J 

6831117011) 

69 285 

F 

MULLER. O 

080 72603 /« 

CRG 


MOcLl.FR.DW. 

80001 60304 

ADVCM 

Mcnn'S.K j 

6800100174 

50 205 

R 

MULLER. O R 

0807260094 

€9 454 

p 

MOELLEHOW 

0800180221’ 

ad i/cm 

MORRiS. PA 

0800250190’ 

€0-2/5 

P 

MULLHR.D.R 

8B3/2G0030 

59 401 

r 

MOEI l ER.DW 

88002^0106 

AO 1/CM 

MOHRIS.PA 

0908250204’ 

50 2/6 

P 

•MULEGH.rJH 

09O0O3OO2C* 

50 401 

p 

moeller.m p 

880306CnCb 

NUREG 

VORRIS.P A 

8908250213' 

53275 

P 

MULLER. D H 

8BO0O5O165' 

60 4f>4 

p 

MC ELLER M p. 

0600 3001 15 

NJREG 

Mcnms.PA 

08082502 1 0 * 

50-275 

P 

MULLER. DJI 

0008850271’ 

50 23/ 

p 

MCKFATT.L.W 

08072/0000 

50 302 S 

MORR'S.P A 

06CO25O229* 

£0-275 

P 

MULI.ER.OR 

80C0090032* 

50 4G1 

p 

mCFTAi r i. w 

nscai ioosa 

60 302 S 

MORRiS PA 

0BG825O314' 

€0-275 

P 

MULLER. D R 

8893100051* 

1'J 4(H 

i 1 

MO 3HISSI. A A 

BC09 IGO-13G* 

WASTE MOT 

MORRIS, P A 

80C0253331' 

€0 2/6 

P 

MULLER. DR 

6900100155 

€9 40(5 

p 

mokli.g. 

8008010234 

PR 

MORRIS, PA 

B90025O335’ 

€0 270 

P 

MULLER, Dn 

8000120027* 

€J 23? 

p 

MOKCtNA.K 

0000200422 

FIJI A 

VORHIS.PA 

8800250343’ 

60 275 

P 

MULL EH. F) R 

0OCU 150420' 

60 41>* 

r 

MOVTGCMLHYJ.I 

0800010126 

7 0 734 

VORRIS.P \ 

0Q9025Q3G4* 

60 2/5 

P 

MULLF.R.O H 

00C82GO2/5' 

60 401 

p 

MON’TGCMFRY.J.t 

0000020107 

70 25 

MOHR'S P A 

0BO825O3S/* 

€0-275 

P 

MlJLUKlN.n P 

0808259358' 

50 2b? 

0 

MLWGCMERV\j.l 

0830190175 

/0 25 

MOSES.DL 

8601000075’ 

50267 

P 

MUNSON. S.C 

880/270010 

40-0799 


MOCDY.D C 

0000170103' 

50 44 3 P 

MOUNI.DK 

0907200103 

SI ATE PROG 

MUNSON.SC 

0098110110 

70-925 


MOOM.Y. 

08'J72A004U 

/.PORT UC 

V.OV7RY ,W R 

li0OlW2Ol5l 

PH 


MURLFY.T F. 

8709170122' 

€0 171 

p 

MOCHF..J E 

0830250029 

50-445 G 

WOXtEY.M 

B0O726OC61 

40 0745 


MURLEy.T e. 

0711040261* 

60 29 3 

i> 

MOCRE.R N 

0807200132 

XPORTLIC 

MOXLEY.M 

0807260 19G 

40-4402 


MUniFY.TE 

8002120233* 

ro«A 


MOORE.R N 

0830 1501 10 
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waste RES 
WAS’ t RES 

WASTE HES 
WASTE HES 
WAS T E RES 
WAS’E MLS 
40-0004 


•10-6UM 
43*8004 
50-317 S 

£CKJ4i R 

WASTE nss 

WASTE RFS 
to 10 J 

£026 9 S 

pn 

50 4 13 P 


pn 

50 255 i\ 

CONTHAC 7 
CONTRACT 
TO^RE 0 

50 254 S 

TOP HEP 
TOPREP 
5J2?5 P 

FCIA 

FO-A 
40 6650 
50 122 
50 32? 

50 322 

50-322 G 

50*220 Q 

50*23 P 

50*20 P 

PR 

50*255 Q 

50-282 V 

FCIA 
FO'A 

50*443 P 

40-701 

FOIA 

50 213 0 

FCIA 

53-327 P 

50 327 P 

53 333 Q 

50 327 G 

50-327 G 

50-327 G 

50-1*15 A 

FO'A 

50*445 A 

50*390 A 

70*1100 

50-20 O 

50 277 O 

70*135 
70 371 

50 289 0 

50 333 Q 

50219 Q 

50286 O 

50-219 Q 

50-463 P 

50 269 P 

50-269 P 

50 269 P 


pPCi 
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AUTHOR 

PASTVA.M J 

08:6040329 

50 325 

S 

PERKINS.K E 

PA STVA.M J 

8906040399 

SC 325 

S 

PERKiNS. T J 

PASTVA.M J 

eeoa^ocoi 

50 325 

S 

PEPSCf JIUS.S F 

PAS TV A VI J 

eeoQiecoos 

50 325 

S 

PE SSANHA J 

PASTVA M J 

08C81 60353 

50 324 

s 

PETERSON.C. 

PASTVA.M J 

8909240369 

50 325 

s 

PETcRSCN.CO 

PATE.R 

BsoaoJcoe?* 

50 528 

Q 

PETERSON.C 0 

PAT£ P J 

86C9G30277 

SC 520 

0 

PETERSON.C H 

PATE fl J 

8SC91C0052 

60 523 

V 

PETERSON G C 

PATE n J 

60O31CD167 

50 243 

V 

PETEHSON.GC 

PATE R J 

86CB1C0I8G 

50 27 

V 

PETERSON M H 

PA1E.R J 

88091601 75 

50 361 

0 

PETERSCN.M R 

RA-'E n J 

6803*601 76* 

50 36' 

0 

PETERSON.M R 

PATE R J 

d6C6lSOC50 

50 520 

V 

PETERSON M R 

PATE R J 

880919:053 

50 113 

V 

PE TEH SON M H 

PATE R J 

8909190060 

SO 123 

V 

PETERSCN.M P 

PATE R J 

6303*9019? 

50344 

V 

PETERSON.M n 

PATE R J 

3606 100201 

SC 31? 

V 

PETERSON.M fl 

PATER J 

8909190203 

SO 205 

V 

PETERSON M fl 

PATE H J 

6303 19020*1 

50 397 

V 

PETERSON MR 

PATS.P J 

08CB1 50208 

SC 206 

V 

PETERSON.M R 

PATE.R J 

63001902:0 

SO B9 

V 

PETERSON.M R 

PATE R ; 

6303190212 

50 220 

V 

PETERSON.M H 

PATF R J 

89C819G220 

70 754 


PFTEflSON.M.R 

PA1E.P J 

89C61 90240 

SO 139 

V 

PtrtRSOMMR 

PATR.Rj 

0800190241 

50 326 

V 

PETERSCN.M R 

PATER J 

88081902*12 

50 123 

V 

PETFRSQN.M.n 

PATE.P J 

89C81&0246 

50 27 

V 

PETERSON MR 

PATE.R J 

8908190249 

50-224 

V 

PETERSON. MR 

PATE.R J 

8909220130 

50 520 

0 

PETERSCN.M R 

PATE RJ 

0800220228’ 

50 520 

0 

PETERSON.M fl 

PATE.R J 

0800230295 

50 243 

V 

PETERSON.M R 

PATE.R J 

0800250037 

50 275 

0 

PETERSON.M R 

PATEL. C P 

08060 1 C0 1 0 

50 200 

p 

PETERSON.M R. 

PATEL.CP 

89C8050153 

SO 260 

p 

PETERSON.M R 

PAT EL. CP 

8UC6C8C038 

SO 260 

p 

PETERSON.M R 

PATEL.C P 

8908 160094 

50 230 

0 

PETERSON.M R 

patnCDE.R E 

89C602C005* 

FOIA 


PETERSON.M fl 

patncde.r e 

89C&O2C012’ 

FOIA 


PETERSON.M n 

PATRICK W 

8906180331* 

WASTE MGT 

PETFflSON.Mfl 

PATRICK S C 

8907290250 

WASTE MGT 

PETERSON.M H 

PATRICK WC 

80C6O2O35O 

waste mg 

J 

PETERSON.M W 

PATRICK. W C 

89C8C&0001 

WASTE MGT 

PETTENGILL.H J 

PATTERSON J 

89C81201C6* 

50-155 

0 

PETTENGlLL.H J 

PATTERSON J 

86C819O102’ 

50 456 

0 

pettengill.hj 

PArrERSON.JP 

00O726OU2* 

SO 403 

Q 

PETTIS.RI 

PATTON.JD 

0803350074 

40 8102 


pfaff.sj 

PArro.N.jD 

0800050075* 

•10 8102 


PPAFF.S J 

PAUl ,n A 

0807280 H6* 

50-341 

Q 

pfaff.sj 

PAUu.RA 

0807280212* 

50 315 

0 

pfefferlen.hc 

PAUL, R A. 

8909120204* 

502 

0 

pfffferlen.hc 

PAOlK.t 

83051 70216’ 

50 200 

0 

PFElFEn.W A 

PA'JLK G P 

8909160-149* 

50*335 

0 

PHILBIN.JS 

PAULSON. W A 

8908160425 

50 458 

p 

PHILIPS. M H 

PAULSON.W A 

89OQI0O134 

50458 

p 

PHILLIPS.I E 

PAWL IK E T 

8906030318* 

50 341 

0 

PHILLIPS.M P 

PEEBLES T 

89C6220214 

50 413 

s 

PHILLIPS M P 

PEEBLES. T A 

8907260121' 

50 413 

0 

PHILLIPS, W S 

PEEBLES. T A 

8907260140’ 

50359 

0 

PICCCNE.J 

PEEBLES. T A 

8906040132’ 

50 269 

0 

PlC.K.G A 

PELCHAT J 

69C811033? 

l&E 


PIERCE R. 

PELES.SP 

89C8230196 

PR 


PIRTLE.G.L 

PELKE.P 

8907270158 

50 341 

s 

P'RlL&.G.l 

PELKE.P 

8909030016 

SO 341 

s 

PiTTlGLlO.C L 

PELLET.JL 

8000250167* 

50 299 

V 

pizzo.e.N 

PELLETIER JP 

6807260038 

50 271 

s 

PIZZO.B N 

PELLETiER.jp 

B80726C041 

50 271 

s 

PLAFKER.G. 

pelletier.jp 

0807290132 

50*271 

s 

PLANTE.flL 

PELLETiFR.JP 

0808030106 

50 271 

s 

PLENIEWiCZ fl 

peuetier.jp 

860804032 1 

50 271 

s 

PLENlFWlCZ.n 

PElLEITER.JP 

8908100206 

50 271 

s 

PLENIEWICZ H 

PENIEWICZ.R 

09Q8O3OC45 

SO 455 

s 

FLENIEWICZ R 

PENNINGTON WS 

8909030155 

40*7102 


PLENIEWICZ R 

PENNINGTON.W S 

6500120257' 

40 3302 


f LSN'.EWC 2 n 

PENTZ'EN.D.C 

0803040333’ 

50*325 

P 

PLENIEWICZ. R 

PER BIX T W 

8608010180' 

50 344 

p 

PLENIEWICZ R 

PERElRA.D 3 

8BC 9030194' 

50 275 

0 

FLENIEWICZ R 

PEREIRA D 8 

8008 1 CO 1 BO * 

50 344 

0 

PL'ML.G J 

PERKINS.K E. 

8800020200’ 

50-440 

p 

PLIML.G J 

PERKINS.K E 

6803030311* 

50 346 

p 

PL IML.GJ 

PERKINS KE 

06OBO4U292* 

50-346 

p 

PLIML.G J 

perkins.k e. 

8906050156* 

50*346 

p 

PUML G J 

PERKINS.K.E 

8800090201’ 

50-346 

p 

PLIML.G J 

Pf RKINS.K E 

6808120247 

S0 2G6 

p 

PLIML.G J 

PERKINS.K E 

0500150373’ 

50-346 

p 

PLIML.G J. 

PERKINS KE. 

G80318C031 * 

50-346 

p 

PLIML.G J 

PERKINS.K E 

0608100411* 

50*346 

M 

Pl.OETZ O K 

PERKINS.K E 

8608250 119 

SO 403 

p 

PLOSKI.T. 
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accession 
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category 

8805250375* 

50-440 

P 

PLOSKI.T 

9800190182’ 

5o H_e 

8900230239 

50-220 

P 

PODOWSKJ.M Z 

GBC818025? 

NU D =G 

oecaicccQ5‘ 

50 344 

P 

POUCH T 

8808930087’ 

53 c 2 D r 

08C810O257 

NIJREG 


POUCH, T 

830822C230’ 

50526 r 

8606090286 

WASTE RES 

POLLACK M J 

0907293082 

50 3H c 

8608C10I34* 

50 344 

P 

POLLACK, M J 

88O0U4Q376 

SC 31 1 - 

66C0 100192* 

50-344 

P 

PCi-LACK.M J 

8000040003 

50272 c 

8808160)0? 

WASTE RES 

POLLACK. M J 

8800 i 900 13 

50 272 c 

8905220106 

50 42*; 

F 

POLlACK. m J 

9&C819C0I6 

50 31' c 

55O023O5C-1 * 

50 331 

F 

POMERENING.O J 

8808120173 

Njs = g 

8805300122 

XPCRTLIC 


PONTO.J A 

8800090285 

FP 

8505JC0134 

xpcrtlic 


PCClE.A 0 

0006200140’ 

53 327 o 

5907260036 

XPORTLIC 


PCCLE G R 

8007270300* 

ccntfa:* 

00O726CO57 

XPORTLIC 


POS TELLE. PN 

860727C044’ 

CCNTPfci" 

680726CC64 

XPORUIC 


BOSTON J W 

Q8C8C502 59 

50 53 = 

6807260144 

Ml SC 


POTAPOVS U 

0906040049 

PEviE’A re ; 

8807260172 

XPORTliC 


POTAPOVS ‘J 

0606110123’ 

OA933 

990726028‘J 

XPCRUIC 


POTAPOVS.U 

0000110124’ 

OA9-3 9 

80075001 ! 0 

XPCRTLIC 


POTAPOVS.U 

8006150112’ 

CA993 

00O0C5CO2O 

XPCRTLIC 


POTAPOVS. U 

080B':0 , *64’ 

CAcgo 

08C0OSCC24 

XPORTLIC 


^CTAPCJVS.U 

800024029 V 

CA5D0 

0806050026 

XPORUIC 


POTH'AWALA.G 

08C01 5CC87 

FO A 

8806050059 

XPORTL'C 


POWERS C M 

8ooao5cceo 

50 337 

B809050D52 

XPORTl'C 


POWERS. C M 

0BOBO53126 

50 39? 0 

6506080047 

XPORTLIC 


POWFRS.C M 

8506-090192 

60 OP ^ 

8 90S C 9004 9 

XPORTLIC 


POWER S.C M 

8008 M00 18 

60 337 5 

6603080051 

XPORTLIC 


POWER S.C M 

8000100374 

60 397 ^ 

890909C0S4 

XPORTLIC 


POWER S.C M 

8800190262 

53397 = 

6000030073 

XPORTLIC 


POWER S.C M 

8008230413 

53 :-37 5 

6003110230 

XPORTLIC 


POWER S.U A 

0808:80333 

itt 

6903 1200 12 

XPORTOC 


prendergast k 

0908010128’ 

70 734 

6903120038 

XPORTliC 


prescoi r.w.H. 

6806100292’ 

50 344 ? 

69U3 120073 

XPORTIC 


PRHShOlT.P I 

8D0B020165 

V/AS’E VGT 

80O312O2C6 

XPORTL'C 


PRESTHOLT.P 1 

8007200264 

WAS’E V 3T 

6B03 150348 

XPORTliC 


prestholt.pt 

80060 10026 

Vi’AS 7 c vgt 

08C8 170237 

XPCRTLIC 


PRCSmciT.P T 

B8C0O1O279 

WASTE VO" 

88CB170248 

XPCRTLIC 


prestholt.p t 

6808040362 

WASTE MOT 

8808170263 

XPORTLIC 


prestholt.p r 

0009089 15B 

WASTE VjT 

8039 ' 70286 

XPORTLIC 


prestholt.pt 

0009080190 

waste k*y 

880325016-1 

XPORTliC 


prestholt.pt 

0600100100 

WASTE V3* 

0809250170 

XPORTLIC 


prestholt.pt 

8GC0ICO'29 

WAS'E l .*3T 

88072601 12 

30 '156 

n 

prestholt.p t 

8006 IU0 142 

WAS” VGT 

B507260078 

40 8934 


PRES f HOLT P.T 

68C0 160332 

WASTE MGT 

6607260079* 

40-8904 


prestholt.p T 

69C0I0CO29 

WASTE MGT 

8907260083’ 

40 0904 


PflESTHOLT.PT 

8D9010GC34’ 

WASTE J/JT 

00C824C29r 

QAUG'J 


PnESTHGLt.P T 

8008169340 

WASTE L J oT 

8807260129 

■10 CC59 


PRESTHOLT.F’ 1 

8009220043 

WASTE Vj' 

8807270090 

40 6659 


PnESTHOLT.PT 

0008220270 

WASTE Mo' 

B906C 50005 

40 6659 


PRESTHOuT.P r 

0UC023CCGO 

WAS’E l .*3 T 

660726C032 

TOPREP 


prestholt.p t 

089625CC-1S 

WASTE M3’ 

8800020389 

TOPREP 


PREVATTE.fi l 

88002302*10' 

50 395 C 

860B230O47 

50603 

V 

PRlCHFrT.V 

0800 '80342' 

50 ji? C 

830726038? 

WASTE RES 

PRlViUY.L J 

00C01 50224 * 

50-244 C 

8608230023 

FR 


proebstle.r a 

0OC0O2O395’ 

TOPOcF 

8600260167* 

50 374 

s 

PHOVENCHEn.n 13 

00GUO5O245 

40 6027 

8603130291' 

50 373 

0 

PROVENCHGR.R u 

0030120211 

407455 

G0C822O266' 

50 295 

Q 

provgmCi ien.no 

8090220195* 

IQ-6927 

60COO6O154 

WASTE MGT 

PUCKET.D 

0938 180238 

60-346 f 

0806050258 

IS E 


PuncELL.cn 

000319023*1 * 

WASTE 9ES 

8809090086* 

50 238 

O 

PUTNAM.K S 

0008250070 

50 331 S 

86O015CO35 

WASTE MGT 

OUA'N P 

0BC8 1002*19 

71 3C32 

0207260107* 

50 454 

Q 

OUAIN.P U 

0307260147 

xpcrtlc 

6008240033* 

50 456 

0 

qjallS.p m 

08O315C45C’ 

50312 Z 

6807200415 

MISC 


cuay.t n 

8807280031 

50-3U s 

0808150135* 

XPCRTLIC 


OUAY.T R 

8007200132 

50 341 3 

8900170255 

XPORTLIC 


OUAY.l H 

0000030037 

50 341 7 

8808100165' 

50 344 

P 

OUAY.T R 

3UO0C4O315 

50 2-U c 

8800050310 

53*443 

P 

Q JAY .T n 

8UC8Q40324’ 

60 341 f 

8007260154 

50 4 64 

R 

QUAY T R 

80O8C9OCC1 

SOj-H f 

8807290246 

50 454 

S 

OUAY.T n 

0808399164 

5D3H f 

8606050012 

50 455 

s 

QUAY.T R 

8000090174’ 

50 341 G 

6500160456 

50455 

s 

OUAY.T.R 

88081 C023 7 

50 3H r 

8PC8 170335 

50*455 

s 

QUAY.T.n 

8UC8ICO20O 

50*341 f 

6008180364 

50 454 

R 

OUAY.T n 

8808110266 

50 941 c 

88OQ10O439 

50 454 

s 

OUAY.T R 

0308120019 

50-3*11 : 

880B 180454 

50 455 

s 

OUAY.T n. 

0600120024’ 

60 341 | 

86081900 23 

50-454 

s 

CUAY.T Fl 

0808180396 

50 241 

8307260157 

50*295 

n 

OUAY.T.R 

0808240278* 

50 341 f 

8500040124 

50-304 

s 

OUAY.T n. 

G808250079 

50 341 f 

0608100259 

50 595 

s 

OUAY.T R 

8000250393* 

50 3*1' f 

0808160001 

50 295 

s 

OUERlO.n.E. 

89072601 l2 

50 455 [ 

8808170007 

50 295 

n 

QUERIO.R E. 

88O72BO270 

50*457 ■ 

8808170013 

50 295 

s 

QUERIO.R E. 

8007200366 

60-157 j 

8800180224 

50-235 

s 

QUERIO.R E. 

0007200372 

60 457 

8 DOB 190082 

50-235 

s 

CUERJO.R E 

8908020371 

50 457 

6008250234 

50*295 

s 

QUERIO.R. E 

83C8030073 

50 457 \ 

08OBO3O196' 

PROJ 


QUERIO.R E 

8800030281 

50 456 * 

8808120129* 

50-3*16 

0 

QUERIO.R E. 

8000040005 

50 457 
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E 

6808040080 

50 457 

S 

RICH A FIDS. S 

0808150176 

E 

6800040267 

50 456 

S 

RICHAROS.S 

0000183135’ 

E. 

0800)60345 

£-0 45G 

S 

Ricmnos.s 

9000220230' 


8807280004* 

CONTRACT 


HICHARDS.S A 

8000160179* 


0807270295 

71-9210 


RICHAHOS.S a 

8809160249’ 


8608160377* 

60-193 

P 

RlCUARDS.S.A 

89081906/2* 


0000110209’ 

60 400 

P 

F-UCHAROSON.S.O 

8000030042 


68081 102M* 

50 490 

P 

RICHARDS ON .S.D 

80C8230263 


800604020/ 

50 156 

s 

HICHf: Y.R 0 

0006346137 

V 

0800100220 

50 2G4 

H 

RlCWiY.RO 

8000080904 

L.J.V. 

800U120123 

NURPG 


RIUGWAY D A 

8PU8310I6D 


0000180135* 

50 307 

O 

ftidgway.d.a 

06090 I0tb9 

!o. 

89C8 100200* 

TOIA 


RIDGWAY.D A 

680 HO 10169 

R. 

8008100133’ 

FOIA 


hieulinger.ua 

88 30310303 

,n 

0008163154* 

FCJfA 


fTlEOlfNGEn.0 A 

8000180457 


8000230305’ 

FOIA 


RICHMPF 

8338200111 

* J D 

6007290142 

50 309 

o 

RJLMKE.H A 

0BO012CO75 

w 

6807270050 

40 010? 


RIEMKE.R A 

&G08120CB2 

11 

8808120075 

NUREG 


F1ILEY, H R. 

8990310334 

n% 

6008120002 

NUREG 


RING.M. 

0000033172 


0608090091* 

50 247 

0 

RING.M A 

6900350224’ 


OUOOQ0OO29’ 

50 333 

p 

HlNG.M A 

6000240270* 


08060000)3 

REVIEW GR P 

FWAffD.UA 

0008100300 


0000060000 

FTL VIE W GR P 

rivenuark.g 

6008160055 

.B 

0800100287 

50 24 7 

s 

FTI2VI.SH 

0006039199 

i. 

8808010097* 

£0 225 

o 

ROF1ER TS.J.P 

6U06 130182 


8000 160405 

50 327 

p 

ROUE RTS J.P 

00O723J223 


0800160400 

50 127 

p 

MODE R TS.J.P 

O0C8O2OH5 


0008)00) ) 1 

60-32/ 

p 

nooen ts.j.p 

0807195024 1 


0000240301 

50 260 

p 

fiorehts.jp 

0809120054 


0006240131 

50 327 

p 

hofiehts.jp 

«1BC8 120100 

C L. 

0807280304 

50 317 

F : 

ROF3ERT S.J P 

6600120231 

UK 

8007270017 

40 0004 


HODEY.M A 

600720004:1 

r.k 

000/29010? 

40 0004 


nouLY.n.A. 

0GC 8223107 

E 

0008090)58 

50-4)6 

P 

RCOCY.n.A 

060824019) 

V 

00O/2GCO3H 

50 413 

FT 

ROBINSON .0 

0608039073 

\ 

0808190303 

SO- 209 

FT 

ROttiNSON.K \V. 

B 006 100004* 

\ 

0000190004 

50 369 

R 

HOCHE .M t) 

0007200320 

\ 

0008190011 

50 413 

n 

rtOCKniT.DH 

neQ8i'J02i5 

SKI.T 

0000040306* 

50 206 

0 

rockhoi O.IIO 

e0O/CUD332* 

SKI.T.A. 

0806100337* 

50 219 

0 

FIOD.K 

8003180135* 

r e 

0008010302* 

50 312 

0 

RO DfiHAU.T.J 

0907270273* 

>.L 

0HO0 150345 

50 456 

s 

RODFtlGuLZ.N S. 

O0CF5?4O21>2 


U0O012O355 

F’H 


noc.j.vv 

860/1C0247* 

. 1 . 

06 CO 170347 

50-208 

s 

noura-n,c,w. 

6903010109’ 

A. 

080/290289 

50 348 

p 

flOGCnS.HR. 

QSGtiCOCOOJ 

A. 

0000050272 

50 364 

V 

nootns.n.c 

GU00340 1 15 

A. 

6600090123* 

50 400 

p 

ROGGEJ 

0900040195* 

A. 

0008230410 

50 304 

V 

ROGGE jr 

0HC6O30 107* 

A 

8806260141 

60340 

p 

HOGGE.J F 

8000230380* 

E 

0008010049 

WASTE MG1 

FlOl rMAN.H. 

0900160194 


6007260407 

COMMISSION 

ROMBERG. WO 

aisceicozGG 


6F1O0O3CO22 

COMMISSION 

ROMBERG .WO 

08Cfi2$OO1/ 


0808250036 

50 271 

G 

romdougm.c r 

6800223240* 


0008950270 

NUREG 


FIONAF AI.VY.J 

9008220217 

r.w a 
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0800080066 

XPCRUIC 


STRATFCnO.fi J 
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M 
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S 
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s 
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Q 
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0 
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0 
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0 
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p 
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p 
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Y 
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Y 
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s 
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s 
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0 
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0 
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V 
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p 
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s 
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5 
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S 
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O 
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O 
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Q 
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50 24? 

P 
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0 
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Q 
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O 
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Q 
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F 
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F 
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40 0801 
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P 
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0 
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Q 
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P 
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P 
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J 
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P 
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TANG.S S 

8008 1 000? 1 

8007200265’ 

8807200277* 

WASTE MGT 

50 265 0 

£0265 n 
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p 
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P 
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P 

TAYLOR J M 
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Q 
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0 
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p 
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50 277 

0 
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0 
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Q 
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0 
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0 
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50 277 

0 
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0 
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0 
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0 
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0800220201* 

50 27? 

c 
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0 
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0 
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0 
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0 
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0 
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0 
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0 
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Q 
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Q 
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0 
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Q 
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00O822O3Q? * 

50 277 

Q 

TAYLOR.J M 

0008220300* 

£0 27? 

0 

TAYLOR.J M 
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0 
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0008220311 

50 27? 

C 

TAYLOR.J V, 

08082203(3’ 

O'J 2/7 

0 
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0 
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0 
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O 

TAYLOR J M 

80002203 1 7 

50 277 

O 

TAYLOR.J M 
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TAYLOR.J M 

08CO22O334 

0808220335’ 

50 27? 

□ 

TAYLOR.J M 
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Q 
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0 

0 
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0 
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0 
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P 
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Q 
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0609010131* 

53 344 
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O 
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50 277 

O 
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0 
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O 
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0 
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O 

IlERNAh J.A 
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O 
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P 
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£0-317 

0 
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O 
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Q 
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O 
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0 
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p 
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n 
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Q 
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p 

1Y.C.D 
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p 
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P 
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50 2C6 

p 
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R 
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G 
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F 
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P 

TREICHEL.J. 

6838150280 

PR 


MAS.G. S. 

8000170103* 

50-143 

P 

TF1EJO.J 

08000-103 72 

50 272 

R 

MAS.G.S. 

60UG 10030 f 

50 443 

r 

THEJOJ 

0809040374’ 

59-272 

n 

MAS.G S. 

0000230011 

50 443 

F 

TREJO.J 

08OQO4O3/5* 

50-272 

n 

MA5.G S. 

8008230058 

50 443 

P 

TRF.NT.L K 

8807200168 

70-924 


MAS.G S 

0808230066 

50-443 

P 

TREVOHS.C A 

0800150016 

50 293 

0 

MAS.R D 

0008010120’ 

/0 734 


IREVORS.G A. 

0007260285 

50 298 

o 

MAS.H D 

8600230203 

1&E 


THE VCRS. G A. 

8607260025 

£0-238 

p 

MAS.W. 

8008010320* 

70-135 


TnEVORS.G A. 

860/260400 

£0*290 

0 

MAS.W V. 

6000030336* 

50-193 

O 

TRcVORS.G A. 

BGC604CQ06 

£0 29(1 

p 

^fPSON.O 

88QQH0W 

70-2/ 


7HEVOHS.GA 

B8D8D40225 

50 290 

J 

MPSCN.H L 

0008010352 

WASTE MGT 

TREVORS.G A 

8000050213 

50*299 

p 

MPSON.H.L 

88060201 16 

WASTE MGT 

TRtVCRS.GA 

8606090245 

60-298 

p 

MPSON.H l 

0808230055 

WASTE MGT 

TREVORS.G A. 

6 BO 6 160033 

60-298 

F 

MPSON.J.M 

880001 013G 

PR 


TREVORS-G A 

0800180419 

50-293 

P 


AUTHOR 


TREVORS. G A 
TREVORS.G A 
IHcVOflS.G A 
TREVORS.G A 
TREVCRS.G.A 

THfcVORS.L J. 

TR PP \ . 

TR.PP.Lt 
mirp.L.c 
TRIPP L E 

TRXP.L E 
TRlFP.L F 
TRIPP l E 
TR'PP.l C 
TR.^P.L E 

rnociNE.i 
tmojanovvsk- m 

I ROJANOWSki H 
TRClJT.JP. 
rnouf.j p 

troui.jp 
IRO l/T.J r 
TROUJ.JP 
m2/NA,G u. 

I I XXL H M D 

tucker.h h. 
tuckcrjt u. 

TUCKER H R. 

tuckfr.h ej 
TucKcn.ho 

TUCKLR.HP 

tucker.m b 
tucker.hr 

TUCKER, HQ 
WCKLnUB 

TUCKfcR.Mfl 
TUCKER.H 8 
TUCKEH.H 8 

tuCker.h u 
TUXER.H 0 

iucker.ho 
JULKE n.H ii 

i uokeh.h fi. 
TLCKEFt.HU 
TUCKER.H 3 

rucKtn.M.Q 
tuckgr.h.u 
TLC<FH jt.Q. 
TUCKER.H.B 
I UCKEH.H 0 

TUCKER H 0. 
TUCKER. I 1 (l 
TUCKER.HR. 

tucker. h ti. 

TUCKER. H 11. 
TUCKER.H n. 

tucklr.hu 

TUCKER. HO 
TUCKLn.H a 
TUCKER H 0 

TUCKFRNR 
TUCKER. H 0 
TUCKER. H 0 
TUCKER H G 
TUCKER.H B 

TUCKER. H B 
TUCKER HU 
TUCKER.H U 
TUCKERTTO 
TUCKER.H8 

TUCKER.H (3 
TUCKER HR. 

tucker.h b 

TUCKER, H 3 
ILCKER.H B 

TUCXEH.HP 
TUCKER, H 0 
TUCKER.H.B 
TUCKER H.D 
TUCKER.H.B 

TUCKER.H.B. 
TUCKER.H.D. 
TUCKER.H B. 
TUCKER.HU 
TUCKER.H B. 

TUCKER.H B 
TUCKER.H n 
TUCKEH.H fi 


ACCESSION 

NUMBER 


£8002 20222 
6000210102 
B6O024OJ7U 
8008250?? I 
0608250270 

6008)500/4 
6809250308 
i}R0?2aO2C.D' 
8 &C 8020202* 
88081/0152 

8903160926 
0&0&16C3T? 
08O810O4GO 
8098199 1 77 * 
B9032LQ345’ 

88080-10 195* 
8800100338 
0800250 KO 
Q90n:;500l6 
8008160028 

0006 UJ 00 7 8 
B80Q250022 
D9O025OO22 
8008030414 
000816016/ 

13UO7250374 

(1807260039 

0807260252 

DQD7260255 

800/260263 

£60/260269 
£80/260312 
600 7 2603 1G 
CflO 72/0066 
CC072?OO?O 

0607270090 
60072701 10 
6907280035 
0807290051 
880/200286 

8908010019 
£0030 U)D27 
06030200 10 
08C9O2.)2'lt> 
6008020346 

8806030303 
880035032 1 
801:8040103 
8908040134 
0800040205 

88080402 08 
00 C 00-403 03 
09080403 36 
(IBOBC’SOJ-W 
£000350343 

892-6000191 

0008050251 

8B08G90256 

08OGG99261 

88C81C0296 

00001 10909 
08001 10119 
6090 1 10125 
6608 1 2005 1 
6608120124 

60081 20 JOG 
8008150310 
0608150014 
08091 50075 
86381500/6 

08O315CO83 
08CB 150092 
0908150210 
8808160049 
0809160234 

8008)60440 
000917009/ 
00CB 1 600 1 4 
13008 TOC 003 
06081 9 wm 

080819331 1 
8608 1991 42 
68C6190153 
BBC-8190230 
0608230277 

B8C&230205 

0008230310 

C8C8240C03 


SUBJECT 

CATEGORY 

59-209 Q 

53239 O 

53 228 O 

59 23P O 

59 250 O 

59 290 O 

50 303 S 

59- 317 O 

59 317 Q 

59 303 O 

50 31/ h 

50- 3 1 7 O 

50 334 O 

50 331 O 

50 303 G 

50 321 O 

'&F. 

!AE 

5.0-443 G 

50 443 G 

50-443 G 

50-443 G 

53-443 G 

50-235 F 

$0 413 F 

50-269 Q 

50-413 n 

$0 413 n 

$0 413 Q 

5C 2/0 P 

50 269 O 

£0 369 P 

60 269 Q 

60- 370 S 

50 4f3 P 

50-269 P 

59 369 S 

50369 S 

50 413 P 

50269 P 

59-269 S 

68 -3BJ S 

50 369 P 

50 369 S 

50 113 P 

50 369 G 

50 269 r 

50 414 S 

50 413 P 

5U-2GSJ O 

50-369 S 

50-369 S 

50-2u9 S 

50-370 S 

50*413 S 

50-369 F 

50-414 S 

50 269 P 

50 411 S 

50 2G9 S 

50069 P 

50 269 O 

50-370 P 

50369 S 

50 269 O 

PR 

50 569 E 

50 413 f 

50 269 P 

50 3G9 

50 309 
GO 269 
50 413 
50-413 
50-269 

50-369 S 

50-269 F 

50-113 f» 

50 269 R 

50 309 R 

50 413 R 

50 269 P 

59-269 I 

50 369 P 

50 4 13 f 

50 A 1 4 R 

59 269 P 

50-4 13 P 


W -3 -O Ol 


3t>2 PfcrtbUN AL AU1 HUH INUtX 


AUTHOR 

ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 


NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

tuckeh.h b. 

9000240153 

SO 269 

K 

VERRELUDM 

88C023O244 

50395 

O 

WANG A B 

0800030327 

50 21 J 

P 

TUCKER.H B 

8GC82401S6 

50 413 

0 

VERRELUDM 

00O923C4O2 

SO 261 

O 

WANG.A B 

flflOU 120335 

60-213 

P 

TUCKER.H B 

Q6C62-I0176 

50 413 

s 

VERRELUDM 

8830240120 

50 324 

O 

WANG. A 0 

8808170243 

53-213 

P 

TUCXeR.H B 

89082-102 1 2 

50 414 

s 

VERRELUDM 

0800240125’ 

50 324 

O 

WANG.A O 

880818025? 

50-213 

P 

TUCKER.H B 

80CB24O263 

50 434 

s 

VERRELUDM 

8808240252 

53 348 

O 

WANG.H 

8008193072' 

50 361 

O 

TUCKER. H B 

B0UB24C294 

50 269 

0 

VF RETELL 1 D M 

B0C825O129 

50-324 

0 

WANGLE R.W L 

88081 IC034 

71 3004 


TUCKER.H 3 

0808240 295 

50 413 

p 

VIERROCK.JM 

CB0824016S 

71 9010 


WANGLE R.M E 

0800100215 

71-3002 


TUCKER. H 3 

8B0026O1 72 

60 3/0 

s 

VIERIMA.T. 

00001 10031 

PR 


WARO.D 

0809100135' 

60 397 

o 

TUCKER H B 

8808250197 

00 363 

s 

VIETTI.A 

83031 6010 T 

50 143 

0 

wamdeu.r 

8008160104' 

60 413 

F 

TUCKER h U 

8800250384 

SO 269 

s 

VINC’.D VV 

8803 190305 

SO 3B2 

s 

WARLMBOURG DW 

8007290214 

50 267 

F 

TUCKER. H U 

88002900C6 

50 269 

0 

VIRGIL IO.M J. 

000728CD32* 

50 341 

p 

WARNER. J D 

8008120103 

53-31 7 


TUCKER, H B 

8808290038 

SO 269 

Y 

vinciiuo.M J. 

860? 200 133* 

50-341 

p 

WARN1CK.R. 

8908030092 

69 445 

S 

1UCKMAN.M 5 

fwcni SCOOT 

50-269 

P 

VIRGIL 10 M J 

0808033039* 

60-341 

p 

WARNICK.H F 

880/270011 

50 44 5 

o 

TULON.r. 

80O l JOf.COl2 

50 155 

s 

VIRGIL 10, M J. 

6606040310’ 

50 341 

p 

WARMCK.R E 

0837280391 

50-446 

A 

TULON T 

8909ISC023 

50-154 

s 

VIRGIL !O.U J. 

6P03C9C004 * 

50 341 

p 

WAHNICK.R F 

0800040102 

50 446 

O 

TURKS L 

8808250000 

00-1-13 

G 

V p M(i I.IO.M J 

OOOdOTOlGb* 

C0-34 1 

p 

WARNICK.R f 

8800170301 

50 446 

o 

TURNER SE 

8808 T001 13* 

50-335 

G 

V RGILIO.M J. 

8800103269* 

50-341 

p 

WARWICK R F 

8000 1 /0004 

60 446 

o 

TURNER SF 

BbCftlOOl IT 

SO 330 

G 

V.nGlUO.M J. 

BBC-811 01 7F> 

60 255 

p 

WARNICK.R F 

80081931% 

50 445 

o 

TVEHL'EHGJO 

09C3 17023? 

QA03D 


VIRGIL 10, M J. 

BPOfll 10267* 

50 341 

p 

WARNICK.R F 

8008220234 

50 44S 

o 

U3ALI..M K 

880310013? ’ 

commiss:o N 

VIHGIIIO.MJ. 

6800120020’ 

50 341 


WARWICK. IT F 

8000250319 

50 446 

c 

UOALL V K 

88031C02 13’ 

COMM'SSIC N 

VIRGTIO.M J 

68O010C39H* 

50-34 1 

r> 

WARNICK.R V 

00OU2SO323* 

59 446 

0 

udy.a c 

8808250328* 

5C-254 

P 

VIRG.LIO.M .J 

000026017 4* 

50 155 

p 

VVARN.CK R W 

0807? /C0J1 

50 445 

c 

UDY A C 

8808250328* 

00-254 

P 

V RGlLIO.f/ J 

880026038 T 

S0-34 1 

p 

WARNICK R W 

080727C034* 

50 44 5 

0 

UUE.J l\* 

8803^/0105’ 

SO 250 

0 

ViRGONA.jE. 

8«0?2v0240 

WASTE. MG T 

WAR NICK R W. 

880727D015' 

50 445 

Q 

Ul.lu.J M 

0808100133’ 

rO'A 


VISSING.G S 

OBO8O0C104 

50 4/0 

A 

WARRLN.L A 

8U07260-I1G 

60-280 

R 

UUF.J.M 

0809180154* 

FO.A 


VISSING.G 9 

B0O0O0Q2O3 

50 470 

A 

WARREN.L A 

8008240092 

50 2H0 

;t 

ULIE.J.M 

0803180256* 

tc:a 


VISSING.G S 

6803120030 

50 470 

A 

WASHING TON.S L 

0008093102 

50 397 

s 

LJE J.M 

0833180350* 

FCIA 


V'SSNG.GS 

8809160343 

60 500 

A 

WASHINGTON, S l 

8008 1031 71 

59-33 7 

s 

UUE J.M 

0808180175' 

rciA 


VCIT .R E 

0B372iO333* 

WASTE MOT 

WAlFORU.PS 

00U823O37O 

50 376 

s 

UUEJSfl 

OtCftieoSQT 

FQIA 


VOUMER.R H 

6305050274* 

50 340 

F 

WATSON ,1. 

80080111116' 

50 339 

0 

ULMER. F J 

00C6I/C086 

50 344 

R 

VO.LMERRH 

630G 150033’ 

FOiA 


WA1SON.R A 

080/26002? 

50-100 

F 

UV0EL.D. 

000?2e0346 

CON TRACT 


VOvLMERR H 

031OC5O157* 

50 235 

F 

WATSON.R A 

8007260076 

50 400 

S 

UMBEL.D 

0003160433 

co nt n act 


VOlLMEn Rll 

85012B01 14* 

f (JIA 


WATSON. R A 

8007270324 

60 400 

F 

URBAN, T C 

eoodDiono* 

50 341 

P 

VCU MEH.R H. 

80O01CO30O* 

FOIA 


WATSON.R. A 

000/293126 

50 400 

O 

UnUANlK.T 

8003033065 

NUREG 


VOLLMFR.n H. 

0008160409* 

FOIA 


V/ATSON.fT.A 

80O72DO137 

50 400 

s 

UROANIk.T 

B0090801 15 

NURCG 


vollmer.rh 

06C0160137* 

FOIA 


WATSCN.H A 

00U012C-O14 

59 4C0 

F 

USl.A.A. 

0007260050 

SO 317 

F 

VOILML R.R h 

0000160193* 

FO'A 


WATSON.R A 

0800160202 

60 ICO 

S 

USI.A A 

8838150303 

SO 3 1 ? 

F 

VOLLMER.RM 

00 OBIGD21/* 

FO'A 


WAT SON, R A 

089U 100274 

50 4C0 

n 

LJTLFY.EE 

8800010122 

50 324 

Q 

VYAS.Y K 

0009010159’ 

60 344 

P 

WATTERS J.P 

08000 1C041 

71 G2CG 


Utley.f f 

R BOO 1601 13 

50 261 

P 

WADSWORTH. AR 

88302601/1 

fc;a 


WATTERS J P 

0800240431 

70 1201 


utnage.w 

800 '260 1 00* 

406027 


WAGNER. U U. 

6000900141 

6'Jc Wi 

P 

WFAOOCK.A 

mKWj un?o* 

70 135 


UTNAGE.Wt, 

0UU726OO25 

400027 


WAGNER OH 

0008100035 

602E6 

P 

WEADOCK.A 

0008250304' 

50 220 

o 

VAIEM TIJ N 

00081 20 ICS 

NUREG 


WAGNER.PC 

88 09 1931 99* 

60 445 

O 

WEADCCK.T 

8008010393’ 

50 54 

o 

VALVASOFU A 

8807260311 

WASTE VG1 

WAGNER H J 

0833120075 

NUHfcG 


WE AVER. A 

0007263C-L6 

WASTE MCiT 

VAN URLNT R E 

8600050031 

SO 528 

P 

WAGNER.n.J. 

68O012COO2 

NUREG 


WEE5BER.K 

0807260253 

40 0371 


VAN UOORN.P K 

6907260'. 21* 

60 413 

Q 

WAGNER.W J 

0808160249' 

50- 3-1*1 

O 

WEBEM.M. 

0OOB1CCO72’ 

50 335 

G 

VAN FICETX. 

B6C0O20I6I 

PR 


WAGNER.WJ 

flflCU230?7n* 

60 H 12 

Q 

WSRER.M 

89001600/2' 

60 TIC 

G 

VAN KESSEL.H. 

0OOU24O347* 

50 3 1 7 

Q 

WAIN WRlGHT ,H. 

88C0203025 

71 671/ 


WEHER.M. 

8008100375* 

50-335 

c 

VAN MAHK.J 

66001 10065* 

ORG 


wald.n 

0706080146* 

FO'A 


WE9ER.M 

0000103075* 

50 33b 

G 

VANUENRUnCiH.C. 

B9C0I 10268* 

50*333 

0 

WALD.N 

Q7O6C6O109' 

FOIA 


WCBCR.M M 

8000060124' 

10PRFP 


VANCENBURGH.C. 

68 002 2 0266* 

CO 295 

0 

walu.n 

0 706060 198* 

FOIA 


WEBSTFR.B H 

003003017/ 

71-5971 


VARGA.S A 

BOO 7260281 

60 321 

o 

WAIO.M 

07OtiOnO?O3* 

FOIA 


WECI 1SEI. BERGER 

0800111)345 

50-320 

p 

VARGA.S A 

6007270230* 

CO 293 

F 

WALD.N 

870000021 G* 

FOIA 


WF DOING TON R E 

80O9?4O23O* 

50 327 

0 

VARGA.S A 

6007290170 

50 <H2 

n 

WALD.N 

0001 22095 T 

EOIA 


WE DOING TON. R I- 

0008240271’ 

50 203 

0 

VARGA.S A 

680e040221* 

50 261 

p 

WALD.N 

0000150133* 

ro.'A 


WfODlNGTON.R C 

8000240274' 

50 203 

0 

VARGA.S A 

68081 10285 

50-333 

0 

WALD N 

0800 150136' 

FCIA 


WEGST.W.F 

0800150204 ' 

53 14? 

1 

VARGA.S A 

800812029? 

50 2/1 

0 

WALKER R D 

0BO726CO21 

50 145 

F 

WEHRY.R R 

00O72GOIC4 

53 300 

s 

VARGA.S A 

6808 1 70525* 

50 400 

p 

WALKER, J 

0900040052* 

50-260 

P 

WEHRY.R R 

0000 150203 

59 38/ 

s 

VARGO.L 

8808080059 

xporilic; 


WALKER, JG 

8B081SQ22? 

50259 

S 

WEIL.CH, 

8009 ISO 103* 

50 341 

0 

VASELY.M 

8808090169 

SO 24/ 

s 

WAIKCR.JG 

6G072G0171 

60-259 

s 

WEIL.C If 

0000150325' 

FOIA 


VAL'GHN.G E. 

8907260 1 A 1 

50-498 

s 

WALKER ( J G 

8008120101 

60 260 

s 

WEISENSTEIN.J. 

0800020400' 

50 32? 

t» 

VAUGHN. G L 

8507260116 

60 498 

s 

WALKER.R D 

8008030030 

50-446 

0 

WEISS, D 

0000000146' 

50*322 

F 

VAL'GHN.G E. 

8907260232 

50-490 

Q 

walker.r d 

8000030094 

50 445 

Q 

WETSS.B 

0800000153' 

50322 

r 

VAL'GHN.G E 

8809010107 

50-450 

0 

WALKER. R D 

0BO8OJO164 

50 445 

s 

WEISS.0.H, 

88O0COOICO* 

53 32? 

f 

VAL’GHN.G E. 

8808030 160 

50 493 

S 

WALKER.R.D. 

GUO0O3O17G 

50445 

s 

WEISS.B H. 

800B080IC4* 

50 322 

F 

VAUGHN. G.E. 

8800030226 

50-498 

o 

walkch n d 

0OCOO3O219 

50-145 

s 

WulSS.D If 

0000000170' 

50 322 

F 

VAUGHN. G E 

89CH1 10006 

CO- 498 

s 

walker.r d 

8000033224 

50-445 

A 

WEISS, E 

0000150039 

50 443 

G 

VAUGHN.G E 

08091 »0O36 

60-498 

o 

WALKHR.n D 

0800193010 

50-146 

S 

WFISS.E. 

0000150039 

50 443 

G 

VAUGHN. G F 

08061 100-1 1 * 

50 499 

Q 

walker r 0 

0BO819COG7 

50 445 

S 

WE3SS.E R 

0800 180042 

50 443 

G 

VAUGHN.G E 

800817034 A 

50-499 

s 

WALKER.R.D 

0900190163 

50 445 

S 

WElSS.t* R 

0800180042 

50 443 

G 

VAUGHN.G b 

8608100012 

£0-498 

s 

WALKER.H D 

00CO19O16O 

50445 

s 

WEISS.J R. 

0803010164 

50 603 

U 

VAUGHN, G.E 

0009220017 

50 438 

s 

WALKER.no 

00C8 190219 

50 445 

s 

WELLAND.H J. 

80O01PO1O5 

NURLG 


VAUGHN.G.E 

8803220123 

50 498 

s 

WALKER.R 0 

0809199223 

50 445 

s 

WLI.LS.AH. 

0800010091 

71 5010 


VEl ASQUE2..I R 

00072/0291 

40 8907 


WALKFR.n D 

8800190227 

50 445 

s 

WELLS, A H 

0000000012 ' 

PROJ 


VELASQUEZ.J R 

8008050164 

40 8907 


WALKER.R.D. 

8008 1 90247 

50 445 

s 

WEUS.A.H 

0800120329 

PROJ 


VELEZ P 

8807280167 

CONTRACT 


WALKER.R 0 

8900190254 

50-445 

s 

WELLS.A II 

8000170208 

71-9310 


VERRELU.DM 

88072801 0'J 

50 261 

0 

WALKER! 

AOGDI20I04* 

50 352 

V 

WELLS.A.H. 

8000180139 

71 9010 


VERRELUOM 

800/260150 

50-416 

o 

WALKER.T 

0008240442* 

50-27? 

0 

WELLS.A.H. 

8008250092 

71 9225 


VEHFIEI.LI.O.M 

BOO 7260363 

bO 416 

o 

WALKER.W 

0800250096 

PROJ 


WELLS.R D 

8000040191 

50 320 

S 

VERRELLI.DM 

68072603/1 

53335 

o 

VVALKEH.WC- 

0808100347' 

Y/ASTE MGT 

WENZINGER.EC 

8007200053 

50 353 

o 

VLTfRELLl.D M 

8807230135 

50-324 

0 

WALL.K C 

0008190260 

50-213 

R 

WENZ1NGER.EC 

0808010350 

50 220 

Q 

VERRElll.D M 

8808030341 

60 416 

0 

WALLACb.D 

8808040174* 

50-184 

V 

WENZINGER.E C 

8800020091 

50 352 

O 

VERRF.il VO M 

86C8040072 

SO 348 

0 

WALL ACE. D T 

8008250002* 

50 336 

a 

WEN2INGER.E C 

0000020270 

50-354 

O 

VERRELUDM 

8909040078* 

50-348 

G 

WALLIN.G A 

0008170209 

50-271 

n 

WENZINGER.EC. 

0800020335 

50 220 

o 

VERRELLVD W. 

8808100091 

60 261 

0 

WAL7ERS.S. 

08O72OO376 

50 265 

s 

WENZINGER.EC 

0000030232 

50 247 

o 

VERHEUI.DM 

8008180253 

5O4C0 

0 

WAM3ACH T V. 

0807580153 

50255 

p 

WENZINGEH.E C. 

800804034/ 

50 220 

o 

VERRELUOM 

8509180262* 

50-400 

0 

WANG.A. 

8908190166 

SO 213 

p 

WENZINGER.EC 

8000 11 01 B1 

50 27? 

o 

VERRELUDM 

8808 180299* 

50-300 

0 

WANG. A. B 

8907200043 

50 213 

p 

WENZINGER.E C 

0800110281 

50 206 

0 



PERSONAL AUTHOR INDEX 363 


ACCESSION 

NUMBER 


BflUKlOUlM 

OftOftlMUU?* 

nooHi^onvj 

«uouo 3 or/r 

mommm’ 

WJOfiCSOUM’ 

fJHOHO'JOIftl' 

imuftiupw 

ftonoiuois/* 

111106050042* 

ni!<)ft?-lin r . r 
(IM)/?(!01<M 

iwoiiu'<i:m:)* 

Miamtinomr 

uaoa^oM/’ 

minupunut' 
unoinoupoi • 

umwwuu'iyi 

HHOBDIOKI? 

UftCHPplHMV 

fWOflPMnftii 

DHOftUOrHKiS 

imimmu:jy/ 

lHU)ii;M():i74 

miomvjp/o* 

Hft0fti9i>3U4* 

noun 150:11 r 

OHO!} I 101/4 

HOCOIOOO-JO 

f)ftOft1'jO:)l)l 

«WWN 6 <M I'.r 

HHOmiiUA??* 

0000100420' 

UHO/2/00/7 

fJH0/2OO:M'J 

tm/simn/ 
mmoomi 12 
UHO/PfiOttJfi 

OHU/2/nO!Hi 

00072000^2 

imuno?o:is/ 

1)0000400 U> 
0000 1 1 f)(1t‘4 

UOOU 1 20-10 J 
0000100210 
0000220240 
000/2/0124 
000/21101 1 / 

ooooi2o:no 
noon i /oo i •; 
00::0030002 
0H0/2/0U0U’ 
00002202.30 ' 

000024014? 

00002401?:) 

UOOH12COUO 

mio/?/oio:i* 

000720020/ • 

im/MVJGY 

000/290270 

Hoouooony 
0000060 no* 

0UU00H0070* 

oaouotfO?i.r 
OOCH 100226 
U00012017T 
U8oui?o?i.r 
060ft 1602/0 

UftWN 504 5 1' 

uoou 100015* 

OHCft 100017* 
0000200020* 
000/200414' 

000720000/ • 
0000160004* 
0007200 101 
0000010300 
0001)0201 10 

0000020200 

8000160332 

01)00170000 

G8001901G7 

0008260342 

0007290300 

8000010066 

8000010110 


SUBJECT 

CATEGORY 


50 ?M 

F 

SO ?ft<J 
40 

0 

50 2 U 

P 

50 2‘J 

J> 

50 -2 J 

V 

50 ??l 

P 

50 2 /1 

P 

50 20 

P 

50 203 

O 

50 3*10 

0 

50 206 

s 

50 206 

0 

50-2U5 

ICIA 

li 

60-20/ 

o 

50 373 

o 

50 200 
NUHl'fi 
•U) »WO!i 

1 

60 2/2 

n 

oo :m 

n 

50 4U, 

o 

WASTE 

MGT 

WAS 1 L 

M.(»l 

wash: 

foia 

TOIA 

toia 

MGT 

oo :joj 

P 

r.o 3oo 

11 

6OU00 

S 

LGUli 

r 

60 MJ 

!» 

60 *h:i 

40H50? 
*10 0602 
4l> 050? 
•10 060? 

P 

60-;io? 

I- 

50302 

s 

60 302 

1} 

60 90? 

0 

60 302 

1 

60 302 

s 

so :iop 

o 

60 302 

o 

60 30? 

0 

WASH; 

MG 1 


wash: ni:s 

was ie nt:s 

waste mgt 

60 446 S 

60 446 O 

60 446 0 

IAI- 

UU: 

HE VIEW (ill P 
60 41)0 P 
TOPHI:!* 

60 334 r 

rornirp 

60 306 P 

TOWEP 
60 201 P 

69-GO 1 K 

romcp 

toprep 

TCPHER 

TOPMEP 

50490 P 

60 601 A 

6034ft P 

T ORDER 
CONTRACT 

CONI RAC r 
CONTRACT 
50-317 O 

60 20 O 

60 223 O 

60 443 O 

50-307 Q 

50 322 O 

50-334 O 

50-300 0 

50 382 P 

50-302 P 

50-302 P 


AUTHOR 


WIGGINTONOL 
vv:GGwrcN.fu 
WIGGIN10NDI 
WIGGINTON D1 
WlGGMVTOW 0 L 

WIGGINTO.N.IH 
WfGGWfO.M.GL 
WHUCH.J 
W I G US. W S 
WILGUS WS 

WILGUS.W S 
WlLfiMS.WS 
WILGUS W S 
WILLIAMS.! L 
WILL I AMS, G 

WILLIAMS J H 
WILLIAMS. J H 
WIUIAMS.JH 
Wit U AMS MG 
Will. I AMS. MG 

WILLIAMS/. 1 G 
WILLIAMS M Ci 
VA lLIAVS.riH 
WILLIAMS, 0.0 
Wll LIAMS.HE 

Will i AMS. HE 
Wll.LIAMS.RE 
WILLI AMS. H C 
WILLIAMS.fi F 

wiu.iams.ro 

w,l liams.ro 
wii i.iAMS.n o 
wvufAMS.n o 

WILLIAMS RO 
Wll L« ams.ro 

WllllAMS.no 

wii liamson.e l 

WIUWMSO.V/: L 
WU l IS. J-L 
WILLIS JL 

WILUS.J L 
WILLIS.J L 
Wil l IS J L 
WIUIS.J l. 
WiLUS. J L 

WILLIS.J L 
WIUIS.J L 
WILLIS.J L 
Wll l IS J l 
WILUS.J L 

WILLIS.J L 
WILLIS I L 
Wll 1.15. J I. 
WiLNEH.S.M 
Wll SON.R A 

WiLSON.BA 
WILSCN.G A 
Wll SON.0 A. 
WflSON.GA 
WIL SON.R A 

Wrt.SON.fl A 
WILSON, U A 
VALSON.B A 
WfLSCAVH 
WILSON.JH 

WiLSON.JM 
WILSON.K R 
WILSON.K R. 
WILSON.K n 
Wll SON.R C 

WJLSON.RF 
WILSON.R F 
WlL SON.R F 
WILSON. W E 
WINGER M A 

WINSLOW.TP 
WINTER.M 
WINTEMS.H W. 
WINTERS.RW 
WINTERS.R.W. 

WITHERS, B 0 
W1THERS.B D 
WITHERS.BO 
WITHERS BD 
WITHERS.0 0 

WITHERS.DD 
Wl THEflS.0 0. 
WITHERS.BO 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR ACCESSION SUBJECT 

NUMBER CATEGORY 


8903GE0120 

59 162 

P 

86090b02'.0 

50 392 

p 

0666160199 

50 313 

P 

0808180125 

59 382 

P 

0808109260 

50 392 

P 

8609? 60038 

50 382 

p 

08C825O292 

50 392 

P 

80O8C2O2D5’ 

50313 

o 

690/260374 

50-302 

P 

Beceojirgj 

£0 302 

H 

6P08040234 

PR 


80C9040237 

50 302 

F 

08C81C30C8 

50 392 

P 

ua:*8! 10164 

50 252 

R 

8003320 J 1?' 

contract 

b83728C-057* 

50 361 

Q 

85 08020' 09* 

50 352 

0 

86C9020283* 

50 27/ 

0 

8097260213 

50 402 

s 

5300010498 

50 462 

s 

8600095099 

50-iR? 

s 

8038229233 

50 40? 

R 

6090290295 

50 445 

A 

8908160444 

FOA 


8607290274 

WAS1F Pr 

s 

G9072S02/0’ 

wastf res 

8608120177 

WASTE Pr 

s 

0609120272 

WAS IE RES 

06C8 129232’ 

TCPPFP 


889/260268 

50-267 

K 

0907270129 

50267 

0 

86072893C0 

50 26? 

F 

860/293223 

50 267 

Q 

68C&9J0293 

50267 

H 

6900 170077 

50 267 

P 

86091 7C08J* 

50 2b? 

P 

6800039057* 

50390 

0 

6806080090' 

50-390 

0 

6008620265 

50 220 

s 

8609039357 

50 410 

s 

6808120264 

50 410 

s 

8008150199 

50 410 

s 

0609)70205 

50 410 

s 

86091/0215 

50 410 

s 

B8U01 702B1 

50 410 

s 

OHua 17032/ 

50-410 

s 

06CB1 70334 

50 410 

R 

60C818017? 

50 410 

p 

8908180234 

50 410 

s 

8 0U01 603-1 6 

SO 220 

s 

H6C6220261 

50 220 

R 

6006240438 

50 410 

S 

890820C159 

50410 

S 

880815C095 

408724 


08Gb 1500-97’ 

50 259 

Q 

8908160445 

50 335 

o 

09001 7CD43 

50-30? 

0 

8809170055 

50 33B 

0 

86C6 1/0059 

53 336 

o 

6398170076 

50 280 

0 

8800250)93 

50302 

0 

06C&259194* 

60 392 

0 

80C6260493' 

FO:a 


80O8C9P24? 

SO 445 

A 

8600110279 

50 445 

A 

6836 16033ft 

50 445 

A 

8007270282 

50 39? 

P 

8806040216 

PR 


ftftOB 170251 

50 302 

R 

680/230180’ 

50 412 

Q 

8008050 lOC 

50 219 

P 

BBOa 160235 

50219 

P 

6809250339 

50269 

P 

&8C&050264 

50 76 

a 

0098160433 

50 334 

R 

880923C054 

71 4986 


6809250234 

50 295 

s 

68C8010077' 

50 334 

0 

8906040032* 

50 317 

0 

0000 110253’ 

50 2 13 

Q 

0807260213 

50-402 

S 

6807280383 

50 -562 

s 

8008010408 

50 482 

s 

8600030243 

50482 

0 

0809050050 

50 402 

p 

8808C80015 

50-482 

F 

93 030900 98 

50492 

s 

0609120050 

50 462 

p 


WjT/'LRSOO 
WilhERS R 0 
WITT F j 
WCM.M L 
AOHL.ML 

VVCLFE S J 
WOLFE S J 
WO.FESJ 
WOLFE H 
WCNGH 

WONG H 
WOOD J E 
WCCDJF 
WOOD R 

woocapd.c h 

WOCOAHDCH 
WOOD! AN 0 n 
7/OOULAN.D H 

wxd.an.o ft 

WUGDJ^N U H 

WCODLAN.OR 
A COO. At, 0 9 
WOODLAND H 
WOOCLAN.OR 
VVOCCfi Off B i 

WOODRLFF.n t 
WOODWARD. N K 
WRIGHT Bl 
WH GHT f N 

wr:ght.f n 

WRIGHT F N 
WP GHT G C 
WHISHT, G C 
WRlGhT.G-C 
WRGHT.GC 

WRIGHT, G C 
wn'GHT.GC 
UKGHT.G C 
WRiGHT.GC 
WRIGMT.GC 

WTCGHT.G C 
WRISHT.GC 
wniGiiT.GC 
WH'GHf.G C 
WR GHT.G C 

WRIGMT.GC 
WRIGHT G C 
WR GHT.G C 
WRGNT.G C 
WRlGrir.R J 

WRlGHT.fl W 
WU.P 

WYR'CK T R 
YACH KltAK.e 
YACIUMIAK E 

YAVAGUCHI.OX 
Y0ARRONDO 1 J 
yBARRONOOL j 
YEAGER B 3 
YIN.I T 

YCSH MURA T 
yoshumura T 
YOUNG M A 
VOUNG.M A 
YCUNG.M A 

YU'HAS.G p 
YUHAS.G P 

yuhas.g p 

YUHAS.G P 
YUHAS.G P 

YUHAS.G p 
yuhas.g p 
YUHAS.G P 
YUN RYO.U 
2ECH.L W 

2F.CH.L W 
2ECH.L W 
2ECH.LV/ 

2ECH L W 
2ECH.L W. 

2ECH L W 
2 ECU. I W. 
zech.lw 
zech.l w 

ZfcXH.L W 

ZECH.L W 
ZECH.LW 
ZECH.L W. 


KZSit'i'Z-, 

e^je?2c^:«) 
Fr*C *11*0461' 
E5C6J »<>■;: S 
?.r. THlY.Oi? 

ftec/jnc^y; 
5EC-J3 6 
PcO^IC-ICi?* 
BiCcC jL j C/4 

84' **19- 74-1 

eireojjj?:* 

hHOLO/OjjS* 

8HSvlC"6? 

e-j'r-vjcne - 

e2Col603 c ,4' 

66972:511 ■ 
SrCEOiOiJfl 

853805; 16? 
S55?Oj)25J 
8865’ 60152 
84 .ft <60259 
8308 M C.-67 

66C&2LJ145 

64052 S-^FO 

6eceoeoi2?' 

06C624O275* 

680825C123' 

66072C02/6 

8607260200* 

6407290089 

690802024ft 

8&5eC2J2l9 
e 009 0203 \2 
fieoeo297'3 
89L8035032 
88:6030136 

69030:iOiSl 
86C61 '01 00 
08:8110203 
63031605:0 
B8Q919C032 

8608160213 
H909 100265 
89U0 100282 
86C 6220266' 
35'jaie0322 

0809010250* 
883601000? 
63081 1 00 1 B 
650804G06S' 
8&CB12C29?* 

6 a Q$l00'53’ 
8S0902T36?* 
88C& 10042 V 
8804 IS 0258 
6909220266* 

&6C8l702c6* 

6903170274' 

86031CC044 

6808100055’ 

680925001ft 

86C6030U71* 
8808030072* 
6908040343 
883610032 2' 
6908160355 

88CBIC0356* 
6803 16036 »* 
8608160112 
863815021 1 
6807140134 

8&C 8010074 
6808080112' 
89090601 14* 
8&0B0'}U140 
6008090169 

esc&cooi/r 

6008990173' 
86060301 ?5‘ 
88C8090179* 
8909090236 

6008090304 
8B0B0993 1 1 ’ 
88060903 M 


50 442 , P 

SO 452 M 

19 4 .-4 P 

TC^-EP 

53 4J3 G 

5) 44) G 

S) 44) G 

CC\*V i:0'< 
50 4e? o 

5)26' 0 

TOFHEP 
TCFHLP 
A?. 1152 
59 2)) O 

5fl *53 O 

50 445 C 

50 445 S 

10 445 S 

51445 S 

50 445 S 

5 3 145 5 

r 9-445 O 

145 S 

St 

iSL 

£C 443 G 

xPGRTUC 
i'J 359 C 

5(J2cO G 

50 0 

50 28? 0 

S02c2 O 

5C 261 V 

50 121 V 

5C2 V 

50202 V 

50)15 v 

5 j 2A3 / 

£0255 V 

89 34 1 v 

59 23 7 V 

SU456 V 

SO 23? O 

5)282 V 

50 155 V 

50305 V 

53 373 0 

5C29S 0 

50 269 P 

50 425 0 

TCPPEP 
50 39? S 

iO 236 0 

SO 23 V 

5J3-J4 P 

contract 

CCN TRACI 
PR 

50 235 0 

XPCRN.C 
XPCRTUC 
50122 G 

50 32? G 

SO 322 G 

60 275 0 

50J12 0 

60 344 O 

SO 528 0 

50 3M 0 

50 344 Q 

50 J44 O 

50 344 Q 

PR 

COMMISSION 

50 277 U 

FCIA 

FO'A 

COM MISS ON 
COMM SSiON 

ccmm ss;on 
COMM iSS'ON 
CCMM'SSON 
COMMISSION 
CCMMISS.ON 

COMMlSSON 
COMM SSION 
CCMMfSSON 


364 PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ZLCH.LW 

ZECH.LW 

ZECH.L W 

ZECH.L W 

zech.l w 

0008090320 

aooaiooon 
auoa 100016 
0008100021 
aaca 100025 

CCMM.SSION 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

2ECH.L W 

2ECH.L W. 

ZECHJ. W 

ZECH.L W 

ZECH.L W. 

ZECJH.L W 

zech.l w 

ZECH.L W. 

ZECM.LW 

ZECH.LVV 

8008100039 

aocaioooan 

08081001 1 7 
OH08100119‘ 
QOOB1CO 133 

COMMISSON 
COMMISS ON 
COMMISSION 
COMMISSION 
COMMISSION 

ZECH.L W 

ZECH.L W 

2EC~< L W 
2EOUW. 

2ECH.L W 

ZEOl.l W 

zech.l w 

ZECH.L W 

ZECH.L W 

ZECH.L W 

0009 ICO KO 
0809100154 
0808100160 
0808100212 
8BG8 100224 

COMMISSION 
COMMISSION 
50-348 P 

COMMISSION 
COMMISSION 

ZECH.L W 

ZECH.L W 

2ECH.L W 
ZIMMERMAN R, 
ZIMMERMAN R. 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 


NUMBER 

CATEGORY 

80301 101 11 

COMMISSIO N 

ZiMMERMAN.R P 

0808030193 

50-276 

O 

88391 10185 

CQMMISS'ON 

ZiMMLRMAN.R P 

8808030201 

50-344 

O 

8009160085* 

COMM<SS'ON 

2lMMERMAN.fi P 

0006030204* 

50 344 

0 

fiROU 1 RA'i7fl 

f l0?y n o 

ZIMMERMAN .H P 

0&OBUW170 

60 244 

0 

• JO-ID 1 DMUf U 

0008230129* 

50 203 P 

ZiMMERMAN.R P 

08091900/6 

50 2/6 

0 



2IMMKRMAN.S W 

8807200394 

WASTE 

MGT 

8608230324 

60 322 U 

2IMMQRMAN.SVV 

0000260128 

WASTE MGT 

GBO023O3‘J1 

CCMMISSIO N 

2UKPO.JM 

88080403/6 

50 311 

S 

0900240100 

90 3-19 O 

ZUPKO.J M 

800/290082 

50-3M 

s 

0608240187 

CCMMISSIO N 

ZUPKO.J M 

8008040383 

60 2 72 

s 

8000240199 

CCMMISSIO N 







ZUPKO.J M 

88001 000 13 

60 272 

s 

8808240209 

60 322 U 

2UPKO.JM 

8800 1000 16 

50-31 1 

s 

0808240409 

COM MISS 10 N 

ZUPKO.J M 

0008100875 

60 272 

s 

aeC825303t 

COMMISSIO N 

ZUPKO.J M 

08002202 1 / 

50 2/2 

n 

8808050206 

50275 0 

ZUPKO.J M 

0GOO25OJ6R 

50 31 1 

n 

080B1602I9 

50312 0 







ZWCUNSKV.J a 

0009250346 

50 412 

V 



CORPORATE SOURCE INDEX 


ect category column in this index gives the 
umber and the symbol for the category of 
on within that docket; for example, 50-232 P. 
cet subject categories are defined in Appen- 


categories for nondocketed items are also 
in this column by symbol; for example. 


These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu- 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu- 
ment under which the enclosure is listed, refer to the 
index entitled “Cross Reference of Enclosures to 
Principal Documents.” 


UTHOR AFFILIATION 

ACCESSION 

suojccr 


AUTHOR AFFtUATiON 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



NUMBER 

CATEGORY 


1 / M.oiais corn (sub* til 

0000100111 

XPORTUC 



8008040009 

60(303 

A 





GOO 004 OC 09 

50 603 

A 


0RO0OOOOG1 

X PC Hit 1C 



80C 0000930 

60 603 

A 

cpoMors. Ire 

UBOH 1 5C007 ' 

60 34 l 

T 


8808000030 

60 503 

A 

R0OOI 500/2* 

60 341 

1 


0800080038 

50 603 

A 


0890160078' 

50 3-11 

1 


0808170222 

50 601 

F 


aRoaibouiG’ 

50-341 

T 


80001/0297 

50 603 

F 


QBOFil fi0 1^7’ 

50 341 

T 


0CC023OO4? 

50 603 

F 

'car F-UO-S Corp (lormorly 

08CG3OO127* 

XPOnTLlC 


A'loghcr;y Internal onal. Inc 

80001 5933‘> 

40 0724 


Co. Ire.) 




All erf CTorrtica' Co’p 

0008100141 

40 3302 



0BO/28O35G 

tophi: p 


A'tictl-SItjrii-il Corp. 

8008120255* 

40 3302 



0000020374 

50 3 1 G 

P 

A'pha Oual ly Scrvcos 

0608013122 

71 9C5Q 



00000-10160 

71-4 986 


AlUi r ftesO'JiCOS. tnc 

00O720O33U 

40 0026 



000000007-1 ' 

50-201 

P 


68072804 1 1 * 

40 G 926 



0000000 ISO 

PFI 



030/200117* 

40 8926 



0000110019 

PH 


Amoricrto A rl nos. Inc 

6000050151 

PR 



0000100130 

71- 190G 


Amoricnn Assocral cn fur tho Advoncorr.crt 

G0O1D 10201 * 

60 344 

P 


0000 1001 3?' 

71-4900 


□1 Sdcnco 


PR 



08002300-1 1 

71*6601 


Amar enn Cc.luyo ot Carclio’ooy 

Aminca'i Eh* cine Puwnr Co . Inc 

88002101)02 



00OO2JO353* 

50-315 

P 

8803250060 

50-316 

P 


OQO023O353* 

50-316 

P 


0020250005* 

£0 310 

P 


0008230355* 

50-316 

P 

Arret ic an Eioeiric Powor Sorvico Coi|> 

0008 ICO ICO 

50-315 

P 


0000230360’ 

50 315 

n 


0008160101' 

50-316 

P 


0000230359* 

50 316 

p 

Amoncun 7/un.c pal Power- Ohift.lec 

01137260054 

50-3-16 

M 

ahem, Inc 

0000230330 

50-220 

n 

Am*. can Muclonr Co*p 

800720009 1 

40 4492 


cf. Gradufllo School. 

000/270300* 

CCNTHAC1 



00000600 GO 

40 0902 




80900 0015-1 

40 4492 


i ol 

0000030-102 

pn 


Amoiicari Nuclear Insirers 

G 00003 9004 

50 272 

J 

X*i>uc«tihcn 
;i on, Inc 

0000230070 

00O727O2OO* 

pn 

CONTRACT 


American Nuclear Society 

0008030007 

0007260351* 

00 210 
CONTRACI 

J 1 

1, Akron, OH 

00001 GO -100' 

50 4 90 

p 

Amor- con Society to* N Divio struchvo 

0000010178 

PH 


?f Co 

000/200280 

50 304 

o 

T nsl rig 

8800120357 

PH 


0007200200 

50 346 

o 



000/200209 

50 304 

s 


000 0230 111 

PH 



0007280-126 

60 340 

Q 

Amo uc an Society of Mocha n c«V Er glnoo's 

0007110537 

WASTE MGT 



0007200-126 

50 340 

0 


6007 100123 

WASTE MGT 



0007200065 

50 340 

Q 

American Soc-oly cf HadrOlogls Teclinc’og 

8U081 5O2C0 

PH 



00O/2O3OG5 

50-340 

O 

isls 

U800250I35 

50-482 



00080-10162 

60*340 

O 

Anchor/Dorl nQ Volvo Co fsubs ef 

S 


00000-10102 

50-340 

o 

Ariel iof/D«P «n<j inifustr.os. Inc ) 





00000-10170 

08000-10170 

50-340 

50-340 

Q 

O 

Argonne Notional labo'Olory 

8808110016 

8808110917* 

XFORUIC 

XPORTUC 

n 


0908000011 

50-340 

M 

Artiom Nuclear Power PfCjOCl (formerly 

3307200016 

50-52H 


0OOGO8O192 

50-340 

r 

Ar.zona Ptb'ic Sorv co Co.) 

0007200303 

50 529 



0000000102 

50 340 

r 


p 


0000030093 

60 348 

p 


0807200315 

60 029 

s 


08001 2G0 10 
0300150301 
0006160-1-17 
0008170054 

50*340 

71 9070 

60-340 

60*348 

0 

Q 

H 


0008010211 

0600020220 

0000020220 

8008020220 

50 52C 

60 528 

50 526 

50528 

s 

J 

J 

J 


0000170093' 
0600 170090* 
0008100126 
0008100150 
8000100150 

60-340 

60-340 

50 340 

60*34 0 

60-348 

n 

H 

s 

p 

p 


8GCC0 20229 
000802025b 
0000350033 
0808050016* 
8608050067 

50620 

50520 

50-628 

50-520 

50 529 

Q 

S 

P 

P 

P 


80O019OOM 

8000100014 

0800190054 

0800230152 

8000230303 

50 310 

50 340 

50 3Q1 
pn 

50 364 

p 

p 

n 

Q 


68C 00600/0* 
8308050290 
8000090221 
B&08 100024 
0908100315 

50 529 

SO 523 

60-528 

50-528 

0U-52B 

P 

P 

s 

p 

Q 

ical Co., Inc (subs of 

1 Corp.} 

0800230323 

8800230323 

8800230367 

0000150135* 

50 340 

50-340 

50 310 
XPORTUC 

O 

0 

p 


6600110062 

8008U0309 

8BO015CO12 

8800150012 

8800150012 

50-528 

50-526 

50-520 

50 528 

60 528 

0 

s 

F 

r 

F 

solopo Enrichment, Inc. 

0000170255 
88000 10085 
80080-10009 

XPORTUC 

50-603 

50-603 

F 

A 


B808170124 

6000180271 

800B180271 

60 528 

50 520 

50-5 2 B 

s 

p 

p 


365 


366 


CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


ACCESSION 


Arizona, Unv. TuCbC-n. A2 
Arkansas Power & Lighl Co 


Arkansas, Slolo of 

A*rny. Dopi oL Corps cl Eng-rcars 

Avow NCE Co . Inr. 

A»ihjr Yeung 

Allnn - " c H ch' c'd Co (AflCO) 


Allas Ccrp 

Alorr c Energy ol Canada, l Id 


Ay'omaiic Management Ccn sell ants. Inc 
R8W Fuel Co 


BP 1nicrnaii0.n&' LUl 
BWR Owners Group 

Babcock & Wilcox Co. 


Babcock & W l-ox OpcrAl ng Prams Owners 
G'Oup 

Backus. MGyei & So'orrou 

Bai ey Fcroign Fro g'it Forwarder. ire. 

Saliimore Gas 8 ElGclr c Co 


060dHi02?3* 

50-520 

P 

neonieo?73* 

50-623 

P 

UG08150310 

50-5j0 

S 

BR08220003 

59 520 

s 

8808220214 

60-550 

0 

eaoa?40262 

50 558 

H 

800 81C0204* 

50-344 

P 

883729 9044 

50 388 

H 

000729 C 045' 

60 369 

I’ 

88C602C0I 1 

50 313 

P 

80C&O2C313* 

50 313 

P 

o&ceo?coi8 

50 313 

P 

0809020920* 

50 313 

P 

8009020024 

50 313 

P 

8003350 l 55 

50 313 

0 

8003020155 

SO 313 

0 

B0O0O2O2GB 

50 313 

0 

8808030134 

SO 313 

s 

83 0804 01 IS 

50 380 

s 

0306C402 1 1 

PH 


0808000214 

50 368 

s 

08090502 54 

53 368 

s 

BEDSOfiCKMO* 

50 013 

0 

U008090 ‘63 

50 369 

p 

8003 ICO? 93’ 

60 313 

a 

80031 100 74 

50 313 

p 

8808 120041 

50 360 

Q 

8808 1203 1C 

63*313 

H 

08CG150184 

60313 

F 

8800100305 

50 313 

Q 

800910040? 

50 3t0 

S 

89091002C4 

50 313 

P 

8009100260 

60 3G0 

S 

880R230202 

59 3 1 3 

P 

8800250155 

60 3b6 

P 

890311C027 

STATE PtiO 

G 

r>398l7C0l? 

50 320 

U 

0008230 H>8 

PR 


0808 ILO 160* 

50 269 

1 

0807270076 

40 0902 


0&O721O124 

40-B932 


fl 60 72931 56' 

40-0902 


0 60 7280355 

40-345J 


0609 17U 142 

40*3453 


8903170210 

71 0174 


Bd981 7024 1 1 

71-01/4 


8038170244' 

71-0174 


68381 70?47‘ 

71*9174 


8007270344' 

CONTRACT 


0808240 13 1 

70*1201 


8600023192 

40-7004 


8907263068 

TOPREP 


8900340234 

PR 


8906070170 

TOPREP 


0907200103 

70*624 


6838010041 

71-6205 


680 C0 10084 

70*27 


6809020139 

50 360 

P 

8600030033 

70-27 


6009100120 

70-27 


6003 110111 

70-135 


BfiOai 10251 

70*135 


6806160364 

70 27 


0600163449 

70 27 


0609170322 

TCPREP 


&0031B011Q 

70*135 


6806180168* 

70 135 


68C8220235 

TOPREP 


0608220240- 

lOPREP 


8608300109* 

50 313 

P 

0807260020 

TCPREP 


800 7260024 ' 

IOPREP 


800Q15C020 

SO 443 

G 

6U08C&010S 

xponruc 


8007260059 

50 317 

F 

8007263059 

59 317 

F 

8007260104 

59 317 

Q 

0807260166 

50 317 

0 

08 DV 2 60004 

50 317 

F 

0807260364 

50 317 

F 

80 0 7270 1 27 

50 317 

R 

8007270160 

50 317 

0 

68072801 13 

60 3 1 7 

Q 

08075801 13 

50*317 

0 

0837280120 

50 3 1 7 

P 

0807500129 

50 317 

P 

0808010169 

PR 


0808010330 

53 317 

F 


RaitelSo Me; no i ia I insMuio. Columbus 
Labcroioros 


HaUd'o Memorial Institute, Pacf-c 
NcrllvwC’St laboratory 


Ui.'uhlol KWU AHid'.ci* 
Oocblol G'oirp. Inc. 


Ucchlol NrUomil. Inc 
Oochlel Power Ccrp 


Bishop, Cook. Purcell 8 Royr o'r/s 
Boo.ng Co 

floo? Allen & Ham lion. Inc 
Uosioo Ed son Co 


NUMBER 

CATEGO 

0000030009 

50-31/ 

0000030309 

50 317 

0000030421 

FR 

0008040034 

60 317 

BB06040169 

50-317 

0808080026 

50-317 

8800080194 

50-317 

0000080 1 94 

50-31? 

0000090 1U5 

50-317 

00O8OGO1O6 

50-318 

0000090335* 

50*317 

0OUU1CO215 

50-317 

0000100217’ 

50*317 

8600 120103 

60-317 

8308120103 

50-317 

8000 1 50390 

50-317 

0008160390 

50-31/ 

8800160394' 

50*317 

0800150304' 

50-31/ 

000018013/ 

50*317 

0008 1001 J7 

50-317 

HBU8>80163 

50 31? 

0000100163 

60-317 

8008 180166’ 

50-31/ 

8000100166' 

50-317 

08C0 190009 

60-317 

0000 1 93C09 

50-317 

0000190109' 

50 317 

8000190150 

60*317 

0000220104 

50 317 

0800240313 

50 317 

0008240356 

63 317 

8000003151 

PH 

0000103090' 

CCN tract 

0007200119' 

WASTE MG1 

0007200028 

71*173 

00O8O3O35G* 

PHOJ 

0000050276 

NUFIFG 

oeouonooon 

NUHI-.G 

0800080115 

NunFG 

000!) 12C009 

NU1I EG 

0008 120 112 

NuncG 

0808 120 123 

NUHGG 

00381601/4 

WASTE RES 

0000160315 

WASTL RES 

0800230421 

NURFG 

0008010024* 

TOPREP 

0800000172’ 

59 368 

00O011CO53* 

69 4 98 

0008000014' 

REVIEW GH 

BRO0O0OOC0’ 

REVIEW Gn 

0690150403 

TOPHLP 

000024001 1 ' 

50 363 

0000240013' 

50 853 

8800240010’ 

59 353 

0808240033' 

60 353 

00O024CO36* 

50 353 

0000240040* 

50 363 

8BU8240344* 

60 363 

0000240046’ 

50 353 

0800240350 ' 

50 363 

0008240052' 

50*353 

0000240006* 

60-363 

0000240009* 

60-353 

0008040211 

PH 

0008040220 

PH 

8000230003 

PH 

0000230113 

PR 

0000260171 

FOIA 

000/260101 

60-233 

8000010009 

50-293 

8800010010 

50-203 

0800010262 

50-293 

0808010323 

5U-293 

0000030117 

69-293 

8600040093 

60-293 

0008040358 

50-293 

0008110229 

60-293 

86001 102-33 

60*293 

8000120071 

60-293 

0008150194 

50-293 

8008150247 

50-293 

0808150251 

60-293 

0808150252' 

50-293 

0800160360 

50-293 

0008170342 

50-293 

8608180079 

50-2-J3 


F 

T 

0 

F 

n 

F 

H 

S 

P 

P 

II 

P 

P 

P 

S 

R 

S 


CORPORATE SOURCE INDEX 367 


AUTHOR AFFILIATION 


i 8, Women's Hasp . Hosion, MA 
ivon NftUOr.il L.iUofUlO'y 


O'ftli'.g f'ljnls Owni»f9 Group 
i Eno.-g/ Services 


; uclnc Power Cocpi ralivo. Inc 

i a insiikiinol Teclinokxjy. 
ra. CA 
id, Slnlo ol 

..a, Ur.iv. of, bP , M»’uy. CA 
i a, Un v. of. Los Ango’os. CA 


ra. Un v of. San Francis' ». CA 
in. Uni'/, o', Simla Oti'ba-a. CA 

n Corp IsubS Arvm »n:k.blnc$/T f 
Flosoiircli Center) 


a. Govt ol 
0. Inc 

ork Elociric Coopurni.vo. Inc 
l X Hoy S or vice 

jiu Mn.lori Uii.v , Pillsliu'tjft. PA 
^ Prjwor & LkjI'.I Co. 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


AUTHOR AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


8808230369* 

60-293 

P 

0800240277 

50-293 

P 

8008250127 

50-233 

S 

8008230083 

PR 


87 12 I0092G 

WASTE VGT 


8/12180020* 

WASTE. MG 1 


8807200098* 

WASTE MOT 


0007200304* 

WASTE VGT 


089001002/ 

WASTE RFS 


8000040090 

WASTE MLS 


0000050180* 

60 237 

P 

0000 1 60093 

WASH RES 


0000100163 

WASH RES 


000830025 1 

NUltECi 


0000220140 

ICPHEP 


mio«2‘;o2:«> 

50 415 

A 

00002602!) G 

60 4 *6 

A 

0800260300* 

r .O 445 

A 

0008250309* 

SO 4 -15 

A 

0808100008 

1-OIA 


080/293264 

WASTE W(»l 


00092502 1 5* 

60 275 

r 

1)800100 1 ?3 

53 224 

V 

8008158204’ 

SO 1 42 

F 

0888160288* 

60*142 

r 

0000150293* 

50-142 

■" 

8800158292* 

60- 1*2 

r 

8080160294* 

50*142 

F 

8808160290* 

60*142 

F 

U0O0 120330 

PH 


UOQ72HCOG'J" 

CON I H ACT 


80001 on in l * 

60*944 

p 

86032(jor>4:i* 

60 930 

o 

0606010100* 

60 280 

o 

nnouiJooiDi* 

60 341 

G 

000017014b’ 

40 3463 


800010023 1 

60 446 

M 

0808000 130 

pn 


0000 11*04 1 1 * 

6U-190 

P 

0HO/2(:OO27 

50 400 

F 

O0O/2(.O-9/O 

59 403 

S 

001)721.0 13G 

50-201 

f) 

08072/0024 

50 400 

V 

000/2/036:* 

60 201 

s 

08O/27CCG3 

50 201 

p 

080/270 »C f» 

50 201 

Q 

000/200424 

60-201 

S 

080/290121 

60*321 

o 

000/290120 

60*400 

o 

00O/2UO 1 3/ 

60-400 

s 

0000010029 

60 324 

1* 

8808010 1 22 

69*924 

Q 

0808010213 

60-2G1 

J 

0800010295 

50 324 

J 

80C8O1O23S 

50 924 

J 

080001 0230 

60 261 

J 

8008010210 

60 324 

J 

0008010240 

60 924 

J 

000801 03EU 

50 2G1 

K 

0000020273 

60 324 

O 

0QC8O2O273 

69 32-1 

Q 

0008020904 

r :0 4C3 

Q 

U8O0O2O91O 

50 324 

P 

ORO0O2O3 10 

63 924 

P 

000602039 1 

SO 261 

F 

8000030177 

7 1 697 1 


08O0O')O4 2l 

PR 


0000030424 

60 261 

V 

0000040337 

50 261 

P 

0000040327 

50 325 

P 

0000040329 

50-325 

s 

0038040330' 

50-926 

p 

0008040335 

50*324 

Q 

0000040335 

50*324 

O 

8808040330 

50-325 

s 

8008050393 

60*201 

F 

0000060108 

50*324 

O 

00000501 08 

60*324 

o 

8008000071 

50 261 

p 

0OOOO0GO/2* 

50 261 

p 

0808060004 

50 261 

p 

8808000094 

£0 261 

o 

0808000310 

50 261 

H 

8000090014 

60 261 

n 

0008090016 

£0 324 

H 

0800 1 10040 

60-261 

F 

80081 10221 

60 324 

F 


O.IV: tly. C E. Mi) 

Cii U if flajnJs, lA 

Co “.‘.or for N, (Clear Wns;r> Pc:jn aicry 
Aruily'.CS 


Cen: Ml Monarch Ir.si k.M cjf E'ficUls 
Pe*cr* liikblry 


Cunuol TeM nfl Co. Inc 
Cho:i Huc'oar Sysloms ire 


Cm! cUom. Inc 


(V.'lchoni. Ir.c (subs ol MoJ -Physics 
In'; > 

C-i./om Assoc it on fc' ScunJ Energy 
c.t lor Far Cl :ily HcoUnten 


ClovrVa'itl C-yllu’s.lnc 
C'ovc’on l Electric IP r.ai ng Co 


84CG1 HJ244 
0330110246 
81)081 102-45 
0808120014 
B8C012UC61 

nuoa 120230 

ObCO 1 20238 
O0CR1 50401 ’ 
onoc 100005 

U000100080 

O0C6I6OI in 
080015011 a 
80081601 13 
liG'J 3 160201 
OUCH 100257* 

t!»i0lHGO2/G 
60 100292 
onoBi Go:i7f. 
U0O01GO3/6 
8809180 Hi V 

0808100363 
06081900 10 
8000100274 
0300200100 
0800200 ICO 

89082402 89 
0!!0l)240293 
80(10240302* 
0020240 3 LO 
0900230049 

8807280024* 

0007260900 

I ICO 7 2 90250 
&6C8023075 

8808 320 Ml 
8608020143* 
8808020360 
0U090QC::01 
0800090059 

no 08090006 

IJ1I03 150036 
86081 9032 7 
8008100330 
noon i»033r 


50 324 
60*201 
60 261 
£0*4CO 
60 3 25 

50 324 
50 324 

roiA 

60*325 

50*261 

50 261 
60 261 
00 26 1 
00-261 
OO 201 

50-201 

50*400 

50*324 

60*321 

00*321 

60 324 
LO 261 
00*400 
60-324 
50 324 

50 324 
60-324 
50-324 
6U 325 

Pit 

CONI PACT 

waste mgt 

WASH MliT 
WASTE MOT 

WASH M(ST 
WASH MOT 
WASH: MOT 
WASTE MOT 

wash: MG I 

WASH: mgt 
WASH. MG* 
WAS 1 f: MG 1 
WASTE M.GT 
WAS re M'»l 


p 

l 1 

p 

F 

s 

o 

a 

s 

p 


p 

i> 

p 

p 

p 

s 

s 

F 

i 

n 

«.j 

a 

m 

p 

p 


M 

R 

ft 


88082403 74 WAS TE MG T 
8900 120234* TOPHI P 


88C0 12023?' TOPfltP 
9300 1202-10* TOPHEP 


U00B 12024 1 • 
0'IU8230 lC2 
0007200157 
0807203240 
8807208261’ 


lOPITEP 

P/I 

WAS IE Mo r 
WASTE MG I 
WASTE MOT 


0809003255 WASTE MOT 

I'BC 0099257* WASTE MGT 

800&020224 50 64 J* 

0803920226* 50 54 P 

8003230300 50 54 O 


00O&O1COGO 71 5957 


0608190186 00 4*15 A 

flH93l0C0G9 00 440 G 

0600100000 5U 416 G 

G00816C075* 50*446 G 

0000100075* 60-445 G 

0808 18000 7 60 445 G 

8808 1 8C 08 7 60-446 CT 

8000100109* 60-446 G 

8000180101* 60 445 G 

0800100104* 50 446 G 

G&0726002Q XPOF1TUG 
03072 f.C 9-10 60 440 H 

08072C0222 59 4 40 P 

B0O72G922O 50 440 V 

0007270004 50 440 P 

08O/2QC944* 60 440 P 

8007200057 SO 440 O 

060U010I69 PR 

6039010276 50-440 F 

0808030284 50*440 S 

0808030285 60*440 P 

8800030300 50 440 F 

08080401 10 50-440 V 

88OOC6O220 50 440 S 

8800050234* 60 440 S 

8808050236* 50 440 5 

8&C0 120134 60 440 V 


OUMPUHAIfc ljUUKUt liNJDkA 


AUTHOR AFFILIATION 


1 C'lffs Iron Co 
J GUIs, Inc 

i 

. State ol 
. Uriv ol 

s Hosp.. Ch cago, IU 
icn kngroonng, Inc 


ytp 

vaa'is Etl.scn Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION ACCESSION SUBJECT 

NUMBER CATEGORY 


8003170346 
8808180037 
08GG 190005 
88C6250304 
850726C058 

BOO 7260 106 
6308010202 
6807260260’ 
8008160131 
8803100103’ 

8809150087 
6007230 140* 
6303020363 
0838040228 
08O8C6GOy3 

8HO01OO3OB 
0008110042 
680811031 1 
6GC8S5G0D0 
860615014/ 

6800170027 

fieodiaocob 

6808180007 

6808180000 

6808IB0304 

860131 &0'J97* 
8000 130405 
0808220206’ 
06C823O196 
0006240053 

6008240440’ 

0308020355* 

00O726C31O 

0607260318 

0007260018 

80072600 10 
8907260013 
B0O726C35I 
0807260051 
0807260051 

30072601 1? 
9307260124 
0807260124 
300/260154 
3907260157 

B3072G0204 

B&07260204 

0807260201 

8607200260 

6007260260 

0807260250 

0BO726O369 

8907260369 

6807260369 

683727C014 

8807270014 
8007270001 
8607270006 
68072701 19 
060720031.0 

8807280255 
6807280270 
060726 0203 
0607200366 
00072033 72 

8007260376 
0807290100 
8907203103 
8007290246 
98C 8010005 

8900020071 
0338030045 
0808030073 
3900030103 
BO 0003028 1 

8900030410 

8803330414 

0808030431* 

8B0904U005 

0000040076 

860 0040036 
6808040124 
6808040281 
8800040287 
8608050012 

8808050137 

8808050137 

0808050137 

8808050140 


50 440 
50 440 
50 440 
50 440 
40 8714 

40 8714 
40 0714 
XFORTUC 
WASlfc MGT 
60 344 

FOIA 
SO 470 
71 6070 
PR 

7 1 90?? 

SO 470 
50 470 
50 470 
71-9022 
50 313 

70*36 

71-9022 

71-9022 

71*9022 

70-1100 

70*1100 

70-36 

50-317 

PR 

70-1100 

71 90?2 
CONTRACT 
50 237 
50 10 
50 10 

50 10 
50-254 
50 10 
50*10 
50 10 

50 456 
60 237 
60*237 
50 454 
50 295 

50*10 
50-10 
60 10 
50*10 
50-10 

50-10 
GO- 10 
50*10 
GO 10 
50*237 

50*237 
GO- 265 
50-265 
50 454 
50 254 

50 265 
53 457 
50 454 
50-4 67 
50 467 

53265 
50 249 
SO 254 
SO 454 
50 4 56 

50*457 
60-455 
50 457 
50 373 
50 4SG 

50 249 
50*295 
50-454 
50-45/ 

50-373 

50*457 

50-304 

50-373 

50-456 

50-455 

50-10 

50-10 

50*10 

50*10 


Q 

F 

H 

s 


p 


A 


A 

A 

A 


$ 


P 


S 

f 

F 

F 

H 

F 

F 

F 

n 

n 

R 

R 

R 

F 

r 

F 

r 

F 

F 

F 

F 

r 

r 


p 

s 

s 

p 

s 

Q 

S 

O 

S 

S 

s 

s 

p 

s 

F 

s 

s 

s 

s 

s 

s 

F 

P 

s 

F 

S 

s 

F 

S 

s 

F 

F 

F 

F 


0008080002 

71-9224 


0008090013 

50 456 

F 

8800090096’ 

5023/ 

0 

0800090125 

50 237 

0 

8QQ31Q0259 

50 2 OS 

S 

0008100273 

50 249 

s 

0000100277 

50 237 

F 

88081C0277 

50237 

n 

0800100282 

£0*254 

p 

UBU8I002B? 

SO 254 

p 

0000100206* 

50 254 

p 

8000100286’ 

50 254 

p 

0800110146 

SO 454 

p 

0UC011O14G 

50 454 

l> 

88O0MO237 

50 237 

n 

6008110237 

50 237 

;i 

0000110256* 

50-237 

f> 

0008110256’ 

50-237 

;i 

0000120142 

50 373 

s 

0008120154 

50 254 

0 

0000150272 

50*456 

F 

8008150272 

59 45G 

F 

0008150345 

50 456 

S 

0000160001 

£0-295 

s 

0800160101 

SO 456 

G 

08C016O103 

50 456 

0 

Q0O0IGO254 

71 9224 


88001 GO 263 

50 454 

P 

88O016O2G3 

50 454 

P 

0Q081G0269’ 

50-454 

P 

08C8 160269’ 

50 454 

o 

8QO0IGO271 

50-454 

F 

O8O01GO29D 

50 373 

S 

8008 1 60304 

50 237 

S 

08O01CO35O* 

50 454 

0 

0000160430 

50*254 

0 

0000160450 

50 455 

s 

0BO0 170007 

SO 295 

R 

0900170007 

50 235 

R 

O0OB17OO13 

50*205 

$ 

U0OO1 700/0 

50*254 

5 

0000170108 

50 373 

/I 

8800 170321 

GO* 10 

11 

0900170321 

50 10 

fl 

8000170321 

50 10 

H 

8U00170335 

50 455 

S 

0000170341 

50 237 

n 

8000170341 

50*237 

H 

0000100109 

50-295 

r 

0008100224 

50*205 

s 

8000100203 

50 374 

r 

8800180311’ 

50 374 

p 

8008100364 

50 454 

it 

8808100364 

50 454 

n 

0800100400 

50*10 

F 

80O8I8O4OD 

50 10 

F 

0000100400 

SO 10 

F 

8000100400 

50 10 

f 

0800100400 

50-10 

F 

0000180400 

50-10 

F 

6800180400 

SO 10 

F 

0000100400 

50 10 

F 

8808100400 

50 10 

f 

0000100439 

50 454 

S 

0808100454 

£0 455 

S 

8000190023 

50 454 

s 

83001D0052 

50*10 

F 

0008190002 

50235 

S 

6000190104 

SO 254 

s 

0803190184 

502S4 

s 

8008190209 

50 454 

p 

8000190209 

50 454 

p 

8800220197 

50 254 

n 

0808220197 

50254 

u 

8008220199 

50 373 

F 

8000220203 

50 456 

F 

8000220203 

50456 

F 

8000230159 

50-254 

F 

8008230183 

50*10 

J 

8800230183 

50 10 

J 

0808230240 

50-254 

P 

0608230240 

50*254 

P 

8800230242’ 

50 254 

P 

8808230242* 

50 254 

P 

8008230378 

50*370 

S 

8008240018 

50254 

P 

8008240045 

50-237 

P 

8800240065 

50-237 

P 

8808240009* 

50*254 

P 


I 


AUTHOR AFP/L/AT/ON 


CcTpuler Eny r.cor.r.rj A-.vxifites. me 
Ccn^.ilor Mni'il(r a ui<uo ti Ccr p 

Coo cctr t il C«h;t!fi9 of La*o. Cuinugn A 
A$hW'ul) Coirijius. OJ t 
GorAwco Cf RmJnlion Control Pro(|i,im 

DirCdCfS. Hu. 

Cwj'CSS (Jorrf 4 hotel frr ry (;on)n a .<((cus 

€-10 J 


Cc'inccl'cul VnnHoc* Atom;*: I’ovvim Co 


Cci'nocf.cui, Sift to of 

Ctnsoryaiioo | : oi mihibon 

Coisci /iaw Etincn Co. of Haw Yoth. frit 


Co.'JSof^fo^ NOC. fnc (formcriy 

onso'ijatod X Roy Scrvito Corp 

Construction Tochno’ooy LaUora/or 
Consumers Powor Co 


CORPORATE SOURCE INDEX 369 


accession 

number 


SUBJECT 

CATEGORY 


0 OO 024 Ooy 9 * 

0000240306 

mi0024O)9i 

«H0n?A0lUl 

0flO0240.nO 


50264 
50 454 
50 254 
50 254 
50 265 


P 

O 

R 

R 

O 


00002404 f 2 ' 
0Q0R26C200 
0000260204 
1180020028? 
0000250262 


£0 265 
50 254 
50 205 
50254 
50 254 


O 

S 

S 

K 

K 


<in0n250:!00’ 

0000250305’ 

0000260 10G 
<1000200 J 06 
UMOEKMQCOI 


5'J 254 
50-254 
50 254 
50 254 
PR 


K 

fv 

F 

F 


000 / 2001 / 0 ’ 

OOCfUMKir 

O0UOO5O2O3 


CONTRACf 
CON TRACT 
50 440 


0000100203* CONTRACT 


H 


AUTHOR AFFPUATION 


mm/20O2i? 

0007200210’ 

000/260140 

OUO/2OOCJ0J 

HOOROIOOUG 

wmowjos 

HOOMO 10006 
wiOMKms 

oyooot o.ioc 
0000020001 * 
H 000020001 ■ 
0000020001’ 
<inooo 2 oo;) r 

W10002000I ’ 
OHCOO2027O 
<100/1020270 
00000202/0 
H00U02027R 

80000202/11 

0006063 f 12 
U0QH0QIH12 
00900001 H 
0110012020/ 


WASTE \*GT 

WASTE M3T 
50 2/3 

5 0 213 
50213 
53 2/3 
50213 
50 2 13 

50 213 
50-213 
50 213 
50 213 
50 213 

50 213 
50 213 
51)213 
50 2/3 
50 213 

50 2U 
50-2I3 
60-213 
50 213 
50 213 


S 

s 

p 

p 

p 

p 

p 

p 

p 

p 

n 

p 

/ 

i 

/ 

i 


p 

F 

n 

p 


HOOH 120270 60 213 S 
060012031/ 50 213 F 
0HO0 10023/ 53 213 0 
600H 160237 50 213 0 
0600170175 502/3 f 


mOQWZtX) 60 2/3 R 

0600240070 50 213 F 

Mm25007Q 50-2/3 P 

<1000230050 PR 

0003/00 MO WASTE MG T 


000/270067 50 24/ R 
060/270080 50247 0 
0007200275 50 247 S 
00000300-19 50247 P 
0000030201 50 247 R 


0000030254 * 

50-247 

R 

0000040003 

50 247 

F 

01100040143 

50 247 

O 

00000402/ / 

FH 


00000-10306 

50-247 

Q 

0000040340 

50 24? 

O 

<1000060240 

50-3 

F 

000005033/ * 

50 3 

F 

0000000337* 

50 3 

F 

0000000007 

50 24? 

O 

6000090159 

50-247 

s 

0000100207 

50 24? 

s 

OBOn 1 10006 

50-3 

1 

8005110219 

50 24? 

0 

0900 1 J 02 J 9 

50 24/ 

0 

0000/50/40 

50-247 

p 

8800150144’ 

50-247 

p 

8000/60/0? 

£0-247 

0 

0000170239 

50-24? 

p 

0806240202 

50 24? 

fl 

8800030020 

71-9066 


0800030101 

71-6717 


8000230423 

NUREG 


0807260045 

50-155 

s 


Conon Mo'jslO'i, <nc 
Crucrcfo Ma'enafs Ccrp 
Da ry'ard Power CoopOfftl tie 


Dares & Uco*e 
Daio Base. Inc 
Oo r, Oit EC.son Co 


Dow Cherr cal Co 

Dow Cornmg Ccrp 
Duko Powe f Co 


ACCESSION 

number 


SUBJECT 

CATEGORY 


6eoecu>0f3 

6»C5016C;^ 

tZC-dZ’ZOZil 

etcpoiocoe 

BbO'D'jOPj 


50 255 
£0 265 
50/55 
£J 255 
50-r65 


F 

F 

o 

s 

o 


amo-io :y3 

8£CE 340351 
06C00502GO 
6308050209 
6?G?CCGi\? 


£0 255 
50 255 
50 155 
50 255 
£0 255 


P 

F 

P 

P 

F 


esc* JSG321 
eaoao%2i4 
6805100250 
6808110253 
60 CR 1 10264 * 


60 265 
£0 155 
£0 155 
60 255 
50 255 


F 

Q 

S 

M 

P 


8658 110256 £0 155 
6fi05l202jj 50 2^6 
6300150355 50 255 
690bl50tC3 co 1 55 
8808150119 50 2^5 


F 

F 

F 

R 

P 


86O016OJ52 

680516C257* 

6068170106 

9SCdi?0276 

6808180255 


£0 255 
SO 255 
50 258 
£0 155 
£0 255 


P 

P 

R 

F 

F 


6508180291 50 255 
0SC819O2M £-02*5 
3608190267 50-155 
3305220151 50 256 
8306240084 so 255 


0608240066 ’ 

50 255 

P 

6809240156 ’ 

£0 255 

P 

6008240311 

50 255 

P 

8006240312 ' 

50 255 

F 

06 C 825 C 356 ’ 

50 255 

P 

6809240375 

71 9056 


63091702:12 

QA 959 


8607260247 

50 409 

P 

8607260240 

£0 409 

o 

68031 10189 

£0 409 

o 

8808150263 

50409 

p 

86 C 8 I &0129 

50 409 

F 

8 & 07270 S 60 ’ 

400902 


8307260080 * 

CONTRACT 


8909010)92 

50 34 ) 

P 

9 SG 8 QU)m 

50 341 

o 

660803010 ? 

50 341 

o 

S 8 Q 833 Q fC 5 ’ 

50 341 

o 

6305030115 

71*5939 


09 O 5 O 2 O 252 

50 34 T 

p 

8808030291 

50 341 

H 

6005040310 

50 341 

0 

8306050172 

50 341 

p 

88 C& 060 C 52 

50-311 

J 

5806000139 

£0 341 

o 

B 60 9000259 

50 341 

p 

66 C 6 C 9027 T 

50 341 

p 

86081 10 C &2 

53 341 

p 

8808110084 ’ 

50-341 

p 

6608110179 

50 341 

s 

8 BC 81600/2 

50 341 

s 

66001603)1 

50 34 ! 

p 

6808 160398 

50 341 

F 

8908/50175 

50 34 1 

F 

8608190 C 65 

60-341 

F 

6309190271 

60 341 

S 

8806240/36 

59 34 t 

S 

8 BC 8240169 

50 341 

P 

0800240396 

50 34 f 

fl 

6909250025 

50-341 

s 

8607260158 

WASTE MGT 


8808100220 

50 264 

H 

6406130032 * 

FO’A 


6807250374 

50 2£9 

O 

8607260039 

50 413 

R 

B 0 O 726 O 252 

50 413 

P 

8 B 0726 Q 252 

50 413 

P 

8607260255 

50 413 

O 

8807260255 

£0 413 

0 

6007260263 

50 270 

p 

8 B 072 D 0269 

50 269 

0 

88072602 G 9 

50 269 

Q 

8007200312 

50-369 

P 

8607260312 

50 369 

P 

08072603/6 

50 269 

0 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 


AUTHOR AFFILIATION 

ACCESSION 

SUBJECT 



NUMBER 

CATEGORY 



NUMBER 

CATEGORY 



B807270072* 

50 413 

P 


8808 170087 

60-269 

F 


809727C090 

50 269 

P 


0808170087 

50 269 

F 


UG0727G090 

50-269 

P 


8008180014 

50-413 

P 


6607270110 

50-369 

S 


6000 1800 14 

50 413 

p 


B8O728G035 

50 369 

S 


8900180017* 

50-413 

P 


PG0729C051 

50-413 

P 


8908100017* 

50-413 

P 


8807200051 

50 413 

P 


8000190003 

50 269 

M 


0GO729CO59* 

50 4 1 3 

P 


0808190C04 

50 369 

n 


GDO 7290059* 

50 413 

P 


8000190004 

50 369 

n 


3007290296 

50-269 

P 


890019001 1 

50-413 

n 


3607290296 

50-269 

P 


8909190142 

50 369 

p 


80072S0296 

50-269 

P 


8008190153 

50 269 

i 


8U060 10019 

50-269 

S 


8808190153 

50 269 

i 


8003010019 

50-269 

s 


8008190153 

50 269 

i 


8006010019 

50269 

s 


8808190153 

50 269 

i 


8808010227 

50-369 

s 


8009190153 

50 260 

i 


B008020Q1G 

50369 

p 


8000190153 

50*269 

i 


8308020010 

50 369 

p 


8908190153 

50 260 

i 


B898320C4d* 

50-113 

p 


8800190153 

50 269 

i 


089892004G’ 

50 413 

0 


8900100238 

50 369 

p 


ABC 8020246 

50 369 

s 


8008230250 

50 369 

F 


86C8020J46 

CO 413 

P 


0008230250 

50 369 

f 


8 BG 802034 6 

50-113 

p 


0008230277 

50 413 

r 


8306020340’ 

50-113 

p 


8008230277 

50 413 

r 


3308020348' 

50 4JJ 

p 


0006230205 

50 414 

H 


8303030303 

50 369 

0 


0808230310 

50 269 

f> 


0806030321 

50 269 

F 


8000230310 

60 269 



8903040103 

50 414 

s 


0800230310 

50 269 

P 


8808040134 

53 413 

p 


8008230315* 

00 260 

o 


0808040134 

50 413 

p 


8800230315’ 

50 269 

P 


0800340135’ 

60413 

p 


0808230315* 

50 260 

p 


80C8040135* 

60413 

p 


0008240003 

00 413 

P 


80C0340205 

50 269 

0 


0000240003 

50*413 

p 


0008 34 0205 

50 269 

Q 


0808240153 

68 269 

K 


8 OC 80 10205 

50 269 

0 


8800240 1 53 

50 269 

K 


8QCn040252’ 

50 369 

V 


0808240153 

50 260 

K 


8 OC 80 10230 

50 369 

s 


80082-10156 

50 413 

0 


8BG8040303 

60 369 

s 


0808240156 

50 413 

0 


80C80103:J& 

£0 260 

s 


0000240 1 76 

50 413 

s 


8000050341 

SO 3/0 

s 


8800240202’ 

50*269 

K 


890GC50343 

50 413 

s 


8800240202’ 

50 269 

K 


6903GB0191 

60369 

F 


8800240202' 

50-269 

K 


6000C90251 

50 414 

s 


0000240212 

50 414 

s 


68O0C9O25S 

50-269 

V 


0000240263 

50 414 

s 


O0O8C 90256 

50-269 

p 


8000240294 

50 209 

0 


8000090256 

50-269 

p 


0000240294 

50 269 

0 


0308030256 

50 269 

p 


0808240204 

50 269 

0 


6800090256 

50 269 

p 


0800240294 

50 269 

0 


6008090258 

50269 

p 


8800240204 

50 269 

0 


6808090255 

£0 269 

p 


0000240295 

50 413 

p 


6806000265 

SO 269 

p 


0008240295 

50 413 

V 


6808030261 

£0 41-1 

s 


0800250 1 72 

50-370 

5 


68081C0295 

50269 

s 


000825019/ 

50 369 

S 


6800110063 

50-360 

p 


0000250384 

50 269 

$ 


08O8UOC63 

50369 

p 


0000290 00G 

50 269 

0 


88081 10C6J 

50369 

p 


0000200006 

50 269 

0 


80001101 19 

60269 

0 


0800290090 

50 269 

Y 


8600110125 

50 370 

p 


0000290096 

50 260 

Y 


86O812C05I 

50 369 

s 

Cu.-ican Wohberg. Mi lu / 0 Pembroke, P C 

0000170125 

50 346 

M 


0600120120 

50 369 

F 

(formerly Ouncan, Wcmbory & Mi lo/) 





0900120120 

50-369 

F 


00001 oucou 

FOIA 



0009120124 

50-369 

0 

Dayuesno LigM Co 

800/2G0193 

50 412 

P 


6000120366 

pn 



0007260217* 

50 412 

P 


6000150310 

50-269 

F 


0007260267 

50334 

a 


6030150310 

50 269 

F 


0007200304 

50 334 

p 


eO'J3tOQ3tO 

50 269 

r 


000/290202 

50-334 

0 


8800150314 

50-413 

F 


0000020303 

50 334 

K 


6033160014 

50 413 

V 


neooiMoois 

50334 

0 


6838100075 

50 269 

p 


0000040015 

50 334 

0 


6038150075 

50-269 

p 


0000040190 

50 334 

n 


6BC8153076 

50360 

s 


8008100163 

£0334 

n 


8000153001’ 

50269 

p 


0008110020 

50-412 

S 


G9C815O063 

50-369 

p 


0000110112 

50 334 

s 


8°08150003 

50369 

p 


0008150105 

50-334 

p 


6908850092 

50-269 

s 


8000150190 

50 334 

p 


6808150216 

50-413 

s 


0008150235 

50 334 

p 


6000160049 

50-413 

p 


0008150235 

50-334 

p 


8608160167 

50 413 

F 


0008150237* 

50334 

p 


8608160167 

50 413 

F 


0000150237* 

50 334 

p 


0608160184’ 

50 413 

F 


0008150230* 

50-334 

p 


0008160184’ 

50 413 

F 


000815023B* 

50 334 

p 


0808169234 

50 269 

S 


0000160333 

50-412 

p 


0806160440 

50369 

s 


00001C0404* 

50-412 

p 


0806170097 

50-269 

F 


0008160443 

50-334 

0 


8808170037 

50 269 

F 


0008180433 

50-334 

n 


oece i 70087 

50 269 

F 


8008240334 

50 334 

F 


0806 1 70087 

50 260 

F 

E 1. da Pont do Nomours & Co . Inc 

8008010226 

71*6677 



0008170007 

50-269 

F 

EA Engineering, Science & Technology. 

80072C0221* 

50*333 

R 


08081 7008 7 

50269 

F 

Inc. 







NUMBER 

CATEGORY 



NUMBER 

CATEGORY 

d. Ine. tst.fss of fc'GSG. frc \ 

0607060332 * 

50 373 

P 


H0CU 11018? 

WASTF MGT 


0000030200’ 

SO 335 

F 


8QC81 10236* 

WAS IE VGT 


0800050229 ‘ 

50 269 

P 


8UC8110254 

WASTE VGT 


880005(0242 

NUHEG 



8008110261 

WASTE VGT 


0608050249 

NUREG 



8808153100 

WASTE VGT 


0800050257 

NUHKG 



P0O815O2EO 

WASTE MGT 


8000050201 

NUREG 



0609160453 

WASTE MG1 


0300050291 

nureg 



080!} 160136* 

WASTE MGT 


8008050590 

nurf.g 



80J81 70323 

WASTE MG1 


0003050300 

NUREG 



8008170331* 

WASTE MGT 


8808120075 

NUHLG 



88081 8024 1 

WASTE MGT 


0808120002 

NUREG 



8809100162 

WASTE MGT 


0UO8 120105 

NUREG 



8300220102 

WAS IE MGT 


0800120173 

NUREG 



8 8 J 0220322 

WASTE MG 1 


0000100317* 

50- 29 

P 


0 Un 823035 7 

WAS It MGT 


8008160310* 

50-20 

P 


8 f! 00233560* 

WAS 1 E MG J 


8008180220 

NUREG 



06O8?4D>36* 

PR 


0800250328* 

50-254 

P 

En^ fioon-'rj Sac n CO 6 Annly r .Q 

660302021 1 ’ 

CON ’MART 

nal. Ire 

00O019O25U 

WASTE RES 


Ery.ncvrs Inlcr national Inc 

8607260145 

WAS T E RES 


8008100174* 

50-269 

1 


8303120187 

WASTE RES 


0000040112* 

50-321 

P 

E'iv ton ncnlai Oolci'bfj 1-urd 

n 1108160282 

:'n 

rno i A^C'.ialCb 

08000 1001 4* 

roiA 


E« %ifO‘ifi’OnlcT Prole: lien A-gorcy 

e 8060 10243 

rn 


8007200071* 

40-7102 



6808160220 

PR 


8807230073* 

40/102 



8399 1 50260 

PR 


0008320070 

40 710? 


Envi'csfir ttfe Co 

8300040019 ’ 

waste vg • 


ODOR 170197 

40-7102 


Eurecnan Con-runitics, Covm.ssron cl 

0tw?r.nci26 

XPORTL C 


8800240140* 

40 7102 


Everest M rorels Co.*p. 

880/260073 

10-0657 

^cos. Inc Isu'js of EirtaO'di 

0307260131 

toprep 



880/2091 1(1 

40-8857 






0309310182 

49-8057 


8007260104,* 

50 259 

P 

Evoryrco:i > ''*o'na’<oi3l Annns 

090/280362 

4C-0857 


8000 100060’ 

53 336 

G 

E >xO*i Corp. 

O0O727OC56 

41) 9102 


08001 COO 72’ 

50 335 

G 


80U6O5OO74 

40 8102 


08O81OO:)76* 

60 335 

G 


0CO8O5CO75' 

40 0102 


0808100 lC6’ 

60 335 

G 

FCI So.'v cos 

8808240103 

FOA 

Inc insiii ulo 

880U26C08 l ’ 

WASTE MGT 


Fa l« calicn 'n« poet on Sc*v.::oh 

000021*0193 

PH 

lutu, DnarUern Ml 

8000160265 

PR 


Federal Eir.<’*gorcy Manafjcn.cni A<jo-rcy 

0007260277 

10 416 

'fliicnfi 1 Co 

0307260067* 

XPORTLIC 



UU072GC27&’ 

50 416 


8008060030 

XPORTUC 



8607270230 

60 250 


noono5co;5 

XPORIUC 



8607270239 

50 259 


0000050046’ 

xPonTnc 



0607270245’ 

60 259 


8000120362 

XPORTl IC 



8007200100 

50 26 1 


08OO l 7050 1 ’ 

XPORUIC 



U0Q729OIG2* 

50 261 

>o i*»o Tosiiny. Inc 

0008030069 

71 9033 



80060 10221 

50 2611 


8038000187 

PH 



880^010223* 

60 280 

ys, Inc 

8008320156 

PR 



0RO3-J9O1O3 

50 454 

«cf Ho soar eh lnsl>Uitu 

8808030213 

71-9036 



0Hi:i!OfiOl99* 

50 454 


0000000037’ 

REVIEW GH 

P 


00C 6 160209 

50 533 


8000120232* 

TOPRl-IP 



00081 70108* 

50 333 

1 / Compan c*. Nuclonr 

0800310197* 

PR 



8600190269 

50322 

on Gtojp 





660022300? 

60 255 

iv.co-s 

8003170254* 

50-250 

P 


8800220010* 

69 265 

n. ol 

0804180112 

waste mgt 



oac6??oieo 

50 424 


C804 100123* 

WASTE MGT 



80C&?2dUl/* 

69 424 


0007 UO 143 

WAS 1C VC»I 



0CO&2392O4* 

5933 J 


00071030311 

WASTE MGT 



68032591/7* 

60 261 


8807260114 

WASTE MGT 



3609250103* 

50 ?b1 


0007260167 

WASTE MG I 


Fc;}ctO) Snotqy Hcgila'ory t o mm j><5 on 

393.9noosy* 

one 


8007200100 

WASTE MGT 


Totferni Powor Ccmni ss cn 

130301100/r 

one 


08072GQ175* 

WASTE MGT 


Fcrua Ewp’o-ai Gn Corrpar.y o' Metirav-ra 

8 e 0?2 70203 

40 6943 


8807260372 

WASTE MGT 


Ire 




8007260375 

WASTE MGT 


Florr-ia Pc a of & L Ql 'I Co 

6007280417 

50 250 


0007260425 

WAS1E MGT 



6907260117 

50 250 


08072702U 

WASTE MGT 



093727OCG9 

60*250 


9007PB029 1 

WASTE MGT 



0007270 \2d 

50-251 


0007200344 

40 293 



0007209267 

50-250 


0807200249 

WASTE MGT 



8307200267 

50-250 


8007290260 

WASTE MGT 



9*0/2900)0 

50*250 


0007200266 

WASTE MGT 



0397200010 

50-250 


080/290290 

WASTE MGT 



8QO/20C385 

50-335 


8800010039’ 

WASTE MGT 



0000010253 

50-260 


0006010049 

WASTE MGT 



0803010253 

50-250 


0009010090’ 

WASTE VGT 



9838020230 

50-335 


8808010170 

WASTE MGT 



8000020230 

50-336 


8808010100* 

waste mot 



euOQQJMO'J 

50 335 


8808010263 

FR 



0008030005 

50 250 


88C80 10289 

WASTE VG1 



8990030164 

59 250 


8808020122' 

WASTE MGT 



8e0€030307 

53 309 


8000020132 

PR 



0000040 DO 1 

50 335 


08ORD2O352 

WASTE MGT 



0806040091 

50 335 


0808030347* 

WASTE MGT 



6SO8C4OO10 

59 335 


8008030350 

PROJ 



0608040010 

50335 


8808040235 

PROJ 



600804 C 040 

50 250 


8800040300 

WASTE MGT 



6808040186 

59 336 


8808090069 

WASTE MGT 



6600040166 

53-335 


8608090074 

WASTE MGT 



8809340213 

50 ?60 


0800090076* 

WASTE MGT 



6808040213 

50 250 


8008090121 

PH 



0803050003 

53-253 


8008100149’ 

WASTE MGT 



8803350CD3 

50 250 


8808100261 

WASTE M.GT 



88CEJ 050003 

00*250 


XX UD O-fiTiD-o x-n-nOa Ocr,OQ3 x-n-c *o -nxZJZJZl 


o/2 


UUHrUKAI c SUUHUt I NUtA 


AUTHOR AFFILIATION 


Flo 'iila Power Corp (subs. Of Ffor iJn 
Progress ('crp ) 


f odiJ & Wafer, Inc 


ACCESSION SUBJECT 

NUMOER CATEGORY 


oecrioscooa 

50 250 

P 

eficeosoopo 

50 389 

n 

eeoyocoi2i 

50 250 

p 

800H050121 

50 250 

p 

88011090060 

50 335 

G 

eeoa 100057 

50 335 

G 

6830100066* 

50 335 

G 

08O81QCO69’ 

50 335 

G 

aecoioco7P* 

50-335 

G 

08061000/5* 

50 335 

G 

6aomcoou-r 

50-335 

G 

8008100000* 

50 335 

G 

6800100095' 

50-335 

G 

osooiocoot 

50-335 

G 

oecoiooios* 

50-335 

G 

tinos ioom # 

50-335 

G 

0800100127* 

50-335 

C, 

08001091 32* 

50-JJ5 

G 

60001 1003$ 

50-251 

S 

8030 110046 

50-251 

S 

0000110380 

50-389 

0 

8908 1)0 1 09 

50-250 

s 

8008150040 

50-250 

H 

BOOd 160053 

50-250 

S 

0800160437 

50-250 

F 

8006160-137 

50 250 

r 

0308160437 

50 250 

r 

89001 70CG4 

50 250 

p 

30081 70C(M 

50 250 

p 

8000 1/0097 

50 250 

n 

0800170007 

50 250 

n 

0808170119 

50 250 

p 

O0OG17O119 

50 250 

p 

39091/0129 

50 250 

p 

8800170120 

53 250 

p 

e 8081 00003 

50 250 

s 

0808190005 

50253 

R 

0806100005 

50 250 

n 

0800100210 

50 335 

r 

8008100210 

50 335 

i 

8000100215 

50-399 

it 

8000100221 

50 335 

s 

8030100233 

50 335 

p 

8000100233 

50 335 

p 

000022004-1 

50 335 

H 

8000220044 

50335 

n 

0909230060 

50335 

F 

0800230070 

50250 

F 

8003230007 

50250 

n 

8008200097 

50 250 

n 

80 3J 20 009 7 

50 250 

M 

C 800 23 009 7 

50250 

n 

0000230097 

50250 

ft 

8800230130* 

50 250 

n 

0800230130* 

50250 

rt 

08082:30 MO ' 

50-250 

n 

8800230140* 

50 250 

ft 

8000230253 

50 251 

s 

8800230311 

50250 

n 

880823031 1 

50 250 

i> 

6808250033 

50 309 

p 

G6O026O252 

PH 


980 7 2002 OG 

50 302 

r 

000 72603 74 

50 302 

p 

800727C0UG 

50-302 

s 

6837270202 

50-302 

p 

0807230052 

50-302 

0 

08080 tOOOG 

50 302 

F 

0808020357 

60 302 

G 

01)08030100 

50 302 

H 

8008010216 

PFI 


8008040237 

50 30? 

F 

6808040242 

50 302 

F 

68680403 It) 

50 302 

F 

80080 *0359 

50 302 

F 

0008040365 

50*302 

F 

0006040360 

50 302 

F 

0000 100000 

50 302 

P 

0808100010* 

50-302 

P 

0008110054 

50-302 

S 

00001 10207* 

50*302 

V 

0900120295 

50-302 

F 

0000120303 

50-302 

G 

8800170251 

50-302 

n 

0000170345 

50-302 

F 

8000180219 

50-302 

Q 

8000220246 

50-302 

0 

8808010215 

PR 



AUTHOR AFFILIATION 


Koxboio Corp 
Franf«n insliiulo 

Fund fo: Poaco (Nali oral Security 
Archive) 

Gardo. D P 

General Duta Systems. Inc 
General Liactric Co 


General PulAc Ul.'ilws Corp • GPU 
Scrv.co Corp. 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 


8808030 199 

50 440 

< 

0BO82JQ415 

NURFG 


8900260422 

F-’OIA 


88081 901 U5 

50 445 

A 

88002303/1 

FOIA 


8007260032 

TOPnFp 


8807370160* 

50 658 

A 

8808010080 

70-1330 


0808010219* 

50 38/ 

1* 

8808030045 

50 400 

1* 

8808020 1 7 1 

TOPfU'P 


8808030309 

rnpRLr 


8800020394* 

TOPitPP 


8808020395’ 

ropnfci* 


0008040240 

PH 


8808040333* 

50J25 

P 

6008000029’ 

50 333 

P 

0808090273* 

60 J4 l 

1' 

0008 1 10044 

70 1300 


0UU81 1004 7* 

/0 1300 


00001501/8’ 

50 45U 

1* 

RU08160170 

70 13011 


88001/0250* 

xpomm: 


800010024? 

70 1300 


0UOB1902C0 

PT21 


880022U0/1 

fM2l 


8908330064 

/I 4908 


0808230056* 

71 -4901} 


8000240017* 

50 353 

1 

8800240030* 

5U 353 

O 

0800240050’ 

50353 

<) 

O 

0800240002* 

60 353 

8000240067* 

53 353 

I, 

8808240072 * 

50-363 

<1 

800H34007C* 

50 363 

0 

80O024OCO5* 

60 J53 

*) 

01100250267* 

XPCHUIC 


U0O726OCO0 

50 219 

<; 

O0O72GO2/2 

00 209 


8007270157 

60 363 

A 

0807200003 

60 219 

, 

8007280095 

60 209 

K 

O0O73OOC9O’ 

60 509 

K 

8007200099* 

60 209 

h 

8807280320 

CO 210 

1 

8007280320 

60 210 

1 

0007200320 

60 219 

| 

000721)0401* 

GO 219 

1 

8U0/2H0401* 

50 219 

1 

0007200-101* 

50219 

1 

0907280119 

50 219 

!• 

00080 1C050 

50 219 

V 

8800018057 

50 209 

n 

8800010063 

60 320 

it 

0900020162 

50 209 

fJ 

8000020269* 

60 3 19 

V 

0800030 181 

50 209 

M 

0008030 f8l 

50 289 

It 

0000030230 

53-2119 

<1 

0808030425 

PR 


00000401/9 

50-219 

<1 

0000040191 

50 320 

4 i 

0008060106 

50 219 


0008050204 

50 209 

<i 

R8O0C8O1 76* 

50 289 

ft 

0000090128 

50 219 

■ j 

08001 10212 

50 219 

p 

0800110355 

50 209 

i) 

0808120040 

00-209 

p 

0008120209 

50 2119 

it 

8800120322 

50*219 

1 

0808150070 

50 320 

o 

0800150223 

50 320 

p 

0000160145 

50 219 

v, 

0800160270 

50 2 IQ 

'» 

0808160285 

60 210 

P 

0800170310 

50320 

V 

0008170315* 

50 320 

p 

8008170318’ 

60-320 

p 

0808180436 

50-320 

p 

0000100438* 

50 320 

p 

0008190259 

00-320 

p 

0008190263* 

50-320 

p 

0008230271 

50-209 

o 

8008230293 

50 209 

F 

0008240049 

50 209 

II 

0008240230 

50 320 

P 



CORPORATE SOURCE INDEX 373 


author affiliation 


G ^e-a‘ Serv.ces Admnblmlion 
00191a Co 


G r :c*g a. Slate ol 

G^ ben /Common won 1 lh. Inc (lormorly 
G ibotl Associates. Inc ) 

G ota! X Ray & Tosling Corp 
G'oto X-Ray Sorvicos, Inc. 

Government Technology Sorvicos. Inc 

G'lln.RL 


G-;i Siaios uumos Co 


ACCESSION SUBJECT 

NUMBER CATEGORY 


AUTHOR AFFILIATION 


ACCESSION SUBJECT 
NUMBER CATEGORY 


0000240241* 

50 320 

P 

00082-10245' 

50 320 

P 

8000240J04 

50 219 

n 

00002002G2 

50 200 

p 

0000250:100 

50-209 

p 

080810001 7* 

COMMlSSiO 

N 

800/280182 

50 321 

K 

8007200102 

50-321 

K 

0007200105' 

50 321 

K 

080/280105* 

50 321 

K 

8007280180* 

60 321 

K 

000/2001 GO’ 

50 321 

K 

000721:0203 

50321 

S 

800/280:140 

60 425 

A 

880/2/0262 

50 424 

P 

QUO 72/025? 

60 424 

P 

8807200108 

50 321 

F 

880/2801 GO 

50 921 

F 

000/28010? 

50 424 

0 

800/2110104’ 

50-424 

0 

0IJO/20O1O7* 

50 124 

0 

080/200:105 

50 4?5 

0 

880/2003/0 

50 321 

p 

ubo/poodzo 

50 321 

p 

8807200092 

50 425 

0 

OH07200CCG 

50-425 

0 

080/2900/0 

50 321 

0 

88072000/8 

50 321 

0 

080/200070 

50 321 

0 

U807P009/8 

60-321 

0 

000/290070 

50 321 

0 

000/290214 

50-321 

0 

1)00/200214 

50-321 

Q 

000/290220 

00 921 

0 

000/200220 

50 321 

0 

8000910001 

50 321 

Q 

OUOGOIOUO! 

50321 

0 

000001 0980 

50 321 

0 

0000020922 

50 424 

s 

8808090 140 

60 3? 1 

F 

8UO0O4O111 

50 424 

0 

0000059251 

60 424 

P 

8800080030 

70 3055 


8IIOHO0OO32* 

70 3066 


8800110210 

50 321 

F 


OHOUIIOSMO bO -32 1 F 

0000 I 1U203 50 -124 j 

00081 102/0 SO- 424 F 

00001 iojos 50424 s 

0000160226 50 425 A 


WiUUlC00/7 50-424 

0000 1 GO I OG 50 424 

0BU8UiO??9 50 321 

00081/0221 50 321 

8000170221 50 321 


0800 170330 50-321 
0800170330 50-321 
0G08 100437 50 321 
0000180437 50 321 
0800 100446 50 424 


F 

F 

P 

P 

P 


8000100-1-10 50 366 

0000100097 50 424 

0008100097 50 424 

0008220119 50 424 

8000220110 50 424 


S 

P 

P 

H 

H 


8000220179 

8808230001 

000023C002 

000023C005 

B808200G06’ 


50425 
50 321 
50 424 
50 424 
50 424 


S 

R 

R 

P 

P 


8008240254 

8800240250* 

0800240250* 

8008240360* 

8000120365* 


50425 
50-425 
50 425 
50 124 
50-327 


A 

A 

A 

P 

F 


0007260103 50-395 


8000230190 

0800010154 

8800020317’ 

0000100069 

0800100369 

800R18C075’ 

0808100075* 

0007200153 

800/290030 

8007290122 

8808020178 

8808030227 


71 6717 
PR 

CONTRACT 

50 445 
50 445 
50 445 
50 445 
50 458 

50-458 
50 468 
50-459 
50-458 


G 

G 

G 

G 

fl 

S 

P 

0 

s 


Harr.picn. NH 


Harmon 8 We:9S 


Harrisburg Pa 

Hoaitn Pities Assoc ales. Lid 
Hrr.tago Research Assooa'es. inc 
H tt Telecom Co 

Hillman NjClaa* 8 Do/e‘oprrer.1 Co.*p 

I subs ol H.tliran Corp) 

Holden X-Ray Service 


Mol loc internal cnal 


Humosiaie V p ng Co 


Hqjso ol Rep 


Hojsb of Rep . Energy & Commerce 
Hcuso o* Rep Foreign Altars 
Houso oi Rep . mer er $ lr * u af Alfa 


louse ol Rep . Scierce, Space 8 
rech-o’ogy (formerly Science & Tectoote 
Tousion Lighl ng 8 Power CO 


bizima 6 

$■? 4$ 9 

s 

65041 39216 

$0 4*3 

F 

0h')9» IOC-31 

50 4 $9 

p 

M-0:M20C$9 

53 4$5 

p 

66091202)2 

$0 45 9 

* 

& 5:91500.-0 

$? 459 

p 

6$:515-:04l* 

$: 459 

P 

69 r 5i$0i€.6 

$0 459 

p 

/koe'towo* 

W 4 $9 

p 

8609 150 k J 

$0 45 9 

Q 

t$:5l5Cjk 

$■: 4f9 

s 

6$:3ie-'.275 

$■: 4*5 

? 

ee^3ie-:<60* 

v, 4$$ 

p 

8835173143 

$ 0-459 

p 

5609170185* 

50 i$9 

F 

66031 70: 60* 

$0 4 $9 

p 

escsi 7C ■ 62* 

$0 4 $9 

p 

85:9180356 

$0 4 *9 

n 

66.918042/ 

50 4 5* 

p 

eeCc05C049 

10 4 4? 

'» 

6508150047 

5-3 322 

0 

66050 OW 4J 

$3 271 

Ci 

660$00'j072 

50 44] 

G 

6918030 0/2 

$0 443 

G 

9?oeo%*07/* 

5C 44 3 

G 

eeosc*-o//* 

$0 4 0 

Cy 

6609150033 

$-3 4 43 

G 

65C 9 180-342 

Vi 443 

G 

66:92 59942 

$0 443 

G 

65:6250065 

50 ?/1 

G 

8903160131* 

CONTRACT 


6509010311 

FR 


85:-dl00l37* 

$•3 344 

F 

e?C6iOGl$r 

CG’HR-CT 


e5072c:2J4 

71 3222 


&809I60264 

71 67* 7 


6503ie0264 

71 6717 


85:Si60?C4 

716717 


9906160270* 

?1 6717 


6608180270* 

71071 7 


6909180270’ 

71 671/ 


8603100036' 

50 33$ 

G 

66:9100053’ 

5C335 

G 

€8:5100113* 

$3 335 

G 

860726:327 

40 0333 


8807270165 

40 6303 


66072702J5 

40 5503 


65:9050061 

400303 


860/250070* 

50 499 

H 


0008050128’ 

0608100046’ 

6309100268* 

6609120037* 

8900220329* 


50 28$ 
CCVV 55 3 
50 23 
$0 512 
50-322 


H 

N 

P 

H 

U 


0606300103 

B608249192’ 

6603220235’ 

6836100137* 

8900100213* 


$0-322 
COMM SS'O 
50 2/5 
COVM-SS 0 
COMM SSO 


G 

N 

H 

U 

U 


660&25OO34* 

6608100124* 


CCWM 5S 0 
COMViSSO 


ri 

N 


8607260141 60 498 

8307260300 50 499 


0607270149 

6607260116 

6807260232 

8607290123 

8097290275 


50 493 
50 450 
50 490 
719094 
$0 4*3 


6607290275 50 493 
8806910107 50 456 
8906010203 50-436 
8006030033 50-45B 
0808030160 50 490 


0608030226 

8606040360 

0000040360 

0006049391 

0808040391 


50433 
50 499 
50-499 
50 499 
$C 499 


8802980165 50 438 

8308110005 50 438 

0098110010 50 4 30 

0808110036 50 4j9 

6803110041* 50 498 


0008110151 

0800110207 

6800120250 

8308150440 


50 438 
50 4-JB 
50493 
50 450 


P 

P 

A 

P 


OOtscn^ 12000 cn<_ OOtj t) Oc/>t> 33w 
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CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

accession 

NUMBER 

SUBJECT 

CATEGORY 


author AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

category 



6*08150440 

6e0Bi60342 

6003160369 

8803160369 

6308170017 

so m 

50 498 

50 498 

60-493 

50 490 

P 

O 

P 

P 

P 


8008 170333* 
8608230123* 
8608230334 
8800230334 
0808230404* 

50*315 

50 315 

50 315 

SO 315 

50 315 

P 

P 

P 

P 

P 


8803170040 

8803170312 

50 499 

50 499 

A 

A 

Indiana. State of 

0808230404* 
80081 IC096 

50 315 

PR 

P 


3808 170348 

60 498 

S 

Industrial NOT Co 

800R010I36 

PH 



36C8180397 

50 498 

n 

Inst ijio fu Regjlato'y St cnco 

8008160436* 

WASTE MGT 



88C8199012 

50-498 

s 

Inle' O'. Dopt of. Goo’og cal Survey 

880D010108* 

50*344 

P 


8606220317 

50499 

s 


8800010118* 

50 344 

P 


8509220123 

50 498 

s 


8008010130* 

50 344 

P 


6909250064 

50 493 

F 


8608010133* 

50 344 

P 


6909250C95 

50 493 

0 


8806010130* 

SO 344 

P 

Hudson. VA 

6308050316 

50 443 

p 


8800010145' 

50 344 

P 

HjmDclo* Siaie L'mv , Arcala. CA 

8803100175* 

50 314 

p 


0808OI0M8* 

50 344 

P 

Hunion & Wi i a.r.s 

880809001? 

8608090033 

50 322 

5032? 

G 

G 


8808010150* 

0806010157* 

50-344 

50*344 

P 

P 


8908090051 

50 271 

G 


8808010176* 

50 344 

P 


8906C90063 

50322 

G 


0608010108* 

50 344 

P 


8909090067 

8808000069’ 

50 322 

G 


00OR1000U5* 

50 344 

P 


50 322 

G 


8808100103* 

50 344 

P 


8903110023 

50 277 

G 


0808100166* 

50 344 

P 


6809160031 

SQ3?? 

G 


8806100173* 

50 344 

9 


8808300167 

60322 

G 


88081 001 UO* 

50 344 

P 

Hutch nson 'siand 1 lome Owne-’S Assoc a?* 

88083C0169 

50 335 

G 


6608100104* 

5U-344 

P 

on 





RR00 100202* 

50 344 

p 

Hydro Engineering 

IGF. Inc 

8907260134* 

406659 


Inicrnaign.Y Atonic Energy Anur cy 

6007260047 

WASTE MGT 


8909I8C452 

WASTE RES 


Internal cna< ttrolho’lioud o* Clutl'ca 1 
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65:6170240* 


800/200.102’ 

50 30? 

0 

& Co . Ltd ) 




00O/2/CO54 
00(1 ? 2 70055’ 

50 36? 

P 

Mobi’ Cou' Prodx-ng. ire 
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00000202/6 

50*213 

1 

0U000?0?05 

50 423 

V 

uoono2o:):i9 

50 423 

s 

0000040251 

50*213 

F 

0000040204 

50*245 

F 

000004020*1 

50 245 

F 

0000050000 

50*245 

P 

HU0B06O132 

50 213 

P 

0000060132 

50 213 

P 

0000060202 

60 423 

P 

0000060204 

50 245 

P 

O0UOO0O2O4 

50 246 

F 

00ORC0O2O/ 

50 335 

P 

00OUOJOO3G 

50 246 

0 

0006000100 

50 423 

Q 

000001)0 1 1 4 

50 213 

n 

0000100200 

60 423 

0 

0000110060 

50 423 

p 

000011016/ 

50 245 

p 

0000 110241 

50 336 

p 

000012020/ 

50 213 

p 

000012031/ 

50 213 

F 

0000100070* 

ro-A 


0000100211/ 

50-213 

0 

000010023/ 

50 213 

Q 

00OR17O1 76 

50-213 

F 

0OCR 1/0204 

50 245 

R 

0000100144 

50 423 

S 

0000190170 

50 2-15 

P 

0000230009 

50 423 

P 

0000230203 

50 245 

P 

0001)240103 

50 246 

P 

00002603 1 f 

50 423 

P 

0000250076 

50 213 

P 

R0OU25CO/6 

50 213 

P 

0000050011* 

50245 

P 

00O72GO26I 

50 263 

0 

000/200279 

50 202 

Q 


000 / 2/0110 
0AQ72/O1 16 
flllO/?iJCl)f>0 

000/200237 

0UO72HO4 10 

0000020047 

0OORO2OO4? 

0000020040 * 

0000020040 * 

0OOQO2COSQ* 


60 282 
60 282 
60282 
60-263 
60-263 

50-282 
50 282 
50 202 
60 202 
50 282 


8000020060* 50 282 
R0OUU3U24O 50282 
0900040 103 50 282 
00OBO4OJ46 50 282 
00CUOHO14U 50*282 


P 

Q 

F 

P 

S 


0808000212 
80000002 M 
8008000220 
0800090220 
8308000230* 


50*202 
50 2G3 
50*282 
50 582 
50*202 


R 

H 

K 

K 

K 


8803090230* 
00080902^ l ’ 
80080902*1 1 ' 
0000100176 
8000100319 


50 282 
50 202 
50 202 
50 263 
50 263 


K 

K 

K 

S 

0 


8008110072 

0803110106 

0608110197 

000010006/ 

0000180007 


50*202 
50*282 
50 263 
50*263 
50-263 


P 

P 

Q 

P 

P 


0000190252 
0008230072 
0800230072 
0808230077 
0008230 HO 


50263 
50 202 
50 282 
50-263 
50 202 


0B08230M9 

0800230157 

0000240001 

8008010091 

00O8O3OH9 


50-282 
50-263 
50 202 
71-9010 
71 9103 


P 

F 

F 

F 

f 

F 

F 

V 


8000000012* 

8000110291 

8000120029 

8806120167* 

8608120174* 


PROJ 

PDOJ 

PROJ 

PROJ 

PROJ 


8808170208 

0608100139 

0808240168 

8806250092 


71*9010 

71-9010 

71*9010 

71-9225 


AUTHOR AFFILIATION 


Njdoer Fue‘ Serv cey ire (subs ol 
Geiry C I Co 1 


Nuclear In'ormai-O** 6 Re&circe Scft.ce 
Nuc : ear li:er.s-rg Repots 


Njclea* Ma'Oge.Tiem & Resources Go*„r: . 
(NUMARCj (lotrrcrly Jijdear Ur! :y Mva 


Nudea' Uhl ty Group on EQj^rrtPl 
Qua' he alio n 


Nuclear Uh' ry G*cup on Stancn Alack cj 
N jc oer Waste Const lams >c 

Ntiec. 'nc 


Oak R-t’ge Assorted Ur.:,s 


Oak Ridge National lavatory 


e*norpo Pocr Corp 

:o Cn Tens fO’ Responsible Energy 
lahoma, Unrv ol, NO’f'a'L 0 1 * 


Oregon Siaie urv., Corve;i s. OR 


Oregon, Slat® ol 

OrgarrMhon lor Econoir.t CoopwaM" l 


ni (Pans) 
k Knl kos. Ire 
ooring. Inc , llO^or./ 
r;cai Assocaies. me ) 


ACCESSION SUBJECT 
NUM9ER CATEGORY 


tr.izzw* 

0c-;-oa;w 

fchvcO •:•>>)/ 

6cC3C50'W 

Stvil K *02 

c‘ ir ,d2i >7\>5 
'xcrrjs*' 
bKc0lC;5* 

£55815)1 71 
Er:%v2fl3 


a )5i2t-‘. <5* 
cr05*2 jICC* 
ft M3? 66076* 

k-.c-ait-:iw 
eijCoKOZ*:*’ 
66 C*j2^237* 
68551 7C2. 3 


6SC32:'-C?J 

feaoaiSOOt?' 

eeo72»'>o53 

6605220321 

86Cd?OOC£i 

9605250^63 
eft030>*)^3* 
eaosi 20203* 
c-iC 8 120205* 
6C06U0287 

66C9'70232* 
6805180013 
6609180016* 
6609180013 
880 6 160022* 

8605160060 
escaiew 
&eo ic-eoo/v 

3807260075 

9605050226 

e808::02J7 

6806090062 

eeosi ioi02 

5803120118 

B5C8120131 

890812*0265 
6603190257 
6309200235 
8609300246 
86061 1 0*066 ’ 

6303310062 
8507260004* 
66040702)7 
060 7250202 
660/260319 

8007260341 

8807260061 

6807290230 

89:8010410 

8805020264 

66230 30001 
89Ca0j0*Jl5 
8605C30259 
6605020371 
8009030372’ 

6605040066 

&B79040208 

8606090134 

8608100215 

6603120056 

8808150358 
0803170111 
860B1 70134* 
56081501 74 
8608220153’ 

8PG6O10I34’ 

8608100192* 

6600010194’ 

80C323OO13 

8007260292 


i4) 

?> '43 

:: -4 3 

*0 14 i 
"■ 14> 

rn 

r R 

FG A 

FC A 
* C A 
Fc * 

1** < * *'. CjM 


A* t * L *’« > *1 
PE» £•* Gm 

G- 1 

f*EV-c»V iv* 
FC A 

FC 4 
f C A 

*ic »*# G 1 * 


fH 
FC A 

».A5*l f'f E 
WASTE RE 5 
?ROJ 

FOG) 

70 i55 
41 67 ’? 

40 5t27 
40 

4? ;t*:4 
47 7*:2 
47 7D2 
40 74 66 
40 7455 

40 7c: 4 
40 7dU 
50 3c7 
•,VAS1£ RE 5 
r.uRlG 

nl^g 
NjREG 
NuHEOj 
NLP EG 
NLP EG 

WASTE PES 
MJmEG 
V*.REG 
fijR EG 
CHG 

60- 1 56 
contract 
50 265 
60 235 

50 2 as 

50 2=5 
60 205 
50 235 
60 2o5 
50 236 

50265 
50 765 
60 2cS 
60 256 
50 265 

50 296 
SO 265 
50 235 
50 236 
60 205 

SO 235 
50 265 
50 235 
60 265 
TOPREP 

5*0 344 
50 344 
60 344 
PR 

Vi AS IE WjT 


p 


M 

F 

R 

S 

£ 

$ 

5 

P 

Q 


f 

F 

f 

R 


p 

p 

p 


6808290025 

6807290072* 


71 6M 7 
50 H6 


0 


O LO TD T3 O OOOtn 


78 CORPORATE SOURCE INDEX 


AUTHOR AFFILIATION 

Gas & Eisctnc Co 


■fie Mjc car Systems, ire 
imctcr Inc 

osv./ c. Mj 

niyivana Pc*t>r & L<yhl Co 


Ivan a. CommonweaTh ol 


ACCESSION SUBJECT AUTHOR AFFILIATION 

NUMBER CATEGORV 


6S0729D075* £0 146 0 
6907280073 £0 275 R 
8907280073 50 275 H 
860720012 1 60 275 O 
0637290050 50275 fl 

880729C050 50 275 R 
8837290331 50 275 S 
8808010238 50133 P 
8809010241 50 275 5 
6009020107 50 275 S 

8506020265 50 275 O 
6 90 9020286 50 275 0 
89C6020294 50 275 S 
86C80503J? 50 275 P 
86C0050332 60 275 P 


Pensacola Icstiny Labcm’OhOb Inc 

Peuoion CS Co (fcfOujfly Gcny/Polroiom 
«cs Co ) 


0838350336' 
0808050336' 
08381 1C003 
08081 1C038 
08301 101/1 

60091 10171 
6906150356 
8909170010 
6509170319 
8809220090 

6909230187 

&6C8233190 

86C62J0071 

8606240071 

0608240344 

8906250333 ‘ 
8008250385* 
8607270395 
8BC81602D9 
0600020234* 

08O81COM5* 

0837203247* 

0837260164 

08O7263P3J 

083726023b 


50 275 
50 275 
50 323 
50 275 
50.??5 

50275 
50275 
50 275 
60 275 
50275 

50275 
50 275 
50 2/5 
50 275 
50 323 

50 275 
50 275 
71 9218 
71 9070 
COM n ACT 

contract 

CONTRACT 
50 300 
50 307 
50 387 


P 

P 

S 

s 

p 

p 

s 

s 

0 

s 

p 

p 

n 

n 

s 

p 

F 


s 

a 

s 


Pn afJelplna Electric Co 


0807260397 50 387 V 
8837280320 50 387 ? 
080/269320 50007 p 
0007260374* 50 307 p 
6807200374* 50 30/ p 


680/250077 50 387 
60O72DCD77 50 387 
6607250264 50 307 
6007250264 50 307 
eeQ/noozor 50 307 


K 

K 

K 

K 

K 


6007290267* 50 387 K 
6B0901C038 50 387 P 
690901C038 50 387 p 
8605010216 50 307 (> 
8009010368 50 387 K 


9609010368 50 387 

80OOO2CO57 50 387 

8805020057 50 307 

B6O0O2COi13 PR 

6009030202 50 387 


K 

O 

Q 

P 


890604C053 50387 
6606040085 50 38? 
6900060002 50387 
900310017/ 50 388 
6808110039 50 388 


F 

O 

n 

p 

s 


9800)20)6.3 50 307 f 
8608 1 5C050 50 987 P 
08081 5C050 50 387 p 
0030150051* 50 387 P 
88381 5C051* 50-387 P 


0838150163 00 307 P 
6909150163 50387 p 
0038150703 50 307 S 
8809160400 50308 S 
96091700-14 50 387 p 


8006170044 50 387 
6008 180309 50 388 
6006180355 50 389 
6908190145 50-38/ 
8608190145 50367 


P 

S 

P 

H 

n 


88031901/ t 
88082201 14 

6808220133* 

8800230207 

8608240280 


50*38? 

50-387 

50-387 

50-388 

50-387 


S 

P 

P 

O 

s 


86C8250120 
8808250336 
8808290020* 
60081 1 COG 1 


50-367 

50-387 

£0387 

50-277 


S 

F 

P Phoomx Conliaciois. Inc 

“ PieUmonl Municipal Powor Agoncy 


ACCESSION 

NUMBER 


SUBJECT 

category 


88081 100G1* 

Sdootioox'r 

8308110070’ 

8800110070’ 

8300110078 


50 27/ 
50 277 
50 27 7 
50-277 
50 277 


8800)10078 

8008110081’ 

6008110381* 

0008170303 

6008100244 


5 0277 
50-2/7 
50 27? 
50 320 
rn 


G 

G 

G 

0 


8900120357 pn 

8007280120 40 6Q5U 


8807270090 

6000050085 


40 6859 
4O-CC50 


6007150008 
0807150104* 
8807220372’ 
80072203/0’ 
8807260 1G? 


70 3054 
70 3054 
70-3054 
70 3054 
50352 


8007260208 

8R072G0281 

8007260281 

8807270035 

8807280040 


5U 270 
50 277 
50 277 
50 353 
50-27/ 


080/280040 
0BC0G 10350 
8008010350 
68O0O1O3G2* 
00080)0362* 


£0-277 
£0 352 
£0352 
50 352 
59 352 


C 

S 

X 

K 

S 

P 


P 

P 

P 


0008010303* 50 352 
6008010303* 50*352 
8006020100 50 352 
880002010.9’ 50 352 
0900020104* £0-352 


P 

P 

? 

P 


8600020310 £0 2/8 
0008020306 50*277 
8808030U02 50 352 
01106030010 50 352 
0800030019 50 352 


O0OOO4CO12 50 353 Q 

08080-10 Wi 50-35? S 

0000040380 50-2/7 O 

8808040366 10271 

8GG80-W300 50 352 


9U080403'JO 50 352 0 

8808060015 50*277 S 

8008060017 50 352 $ 

38000800? t 5 0 277 ? 

080(10500/1 50 277 P 


8808050232 * 

£0*277 

P 

8500050318 

£0 2/7 

5 

0908000133 

50 2?? 

O 

89U80UQ133 

50-27/ 

0 

8000080 1G1 

50 277 

R 

0800000078 

50 277 

S 

0808000100 

50-2?/ 

S 

U8QGO9O109 

50 352 

S 

80081 10023 

50277 

G 

8800120117 

50-2/7 

S 

0800)20281 

£-0-1 ?l 

N 

0600120201 

50 171 

H 

0600120201 

50 171 

n 

8600120281 

50 171 

H 

0600120201 

50-171 

H 

0808120201 

50-171 

H 

8006120203 

50 171 

H 

6000120283 

50-171 

K 

OfiOB 120283 

50-171 

H 

0800120203 

50*171 

H 

0600120203 

50 171 

H 

6008120233 

50 171 

6 

0G081G0033 

50 352 

P 

GG001G0329 

50 277 

P 

GG081G0430 

50-277 

P 

0000180043 

50-2/7 

S 

GOOD 180254 

71-9224 


8000100409 

50 277 

r 

800G1G04O9 

50*277 

F 

0908190283 

50*278 

S 

0808220250 

50 27/ 

R 

G008220250 

50-277 

fl 

G008240D09 

50 353 

0 

0008240201 

50*352 

S 

8000240350 

5 0-277 

P 

8808250061 

50-352 

M 

8800250061 

50 352 

M 

8800100231’ 

FOIA 


0300 1901 76* 

50 269 

1 


coono 


CORPORATE SOURCE INDEX 379 


AUTHOR AFFILIATION 
j<l*.rgh Ui‘.iv cjl. IMlsb'-filh, r>A 


K*A 

Gprnfal C'ocinc Co 


Pjnar.d CM 

fte'. '.iOT Sii'Vu.'l.inriu Cfip (lomimly 

*\P\CO. Inc i 

n Mo:.V>. Ir.c 

P\v<?ss.(MwJ P t Cojjsj.'N if; 

tn^j '.CCrs. Ire 

•HIlss gn<il Wo!<J ng Associates. lire 

p L.h' c Cili/on'fi Cr.licnl Mass energy 
FfO,cct 

Poft'c Service Co. of Colorado 


^ r. So/vice Co o/ Now I iam^htro 


ACCESSION 

NUMBER 


07U1 JO901O’ 
B/cr»onoi46' 
A/OftiaOIBB’ 
0?OUt)ROl%' 
0/06000203’ 

«7Ct>ouu2t6* 

tmonpoosr 

15013(7’ 

ano8it>onri* 

ft 7 1 1040206* 

«no/?f>o:)02 

lUK>7?(;04?? 

flH07?n0M2 

11807200108 

OftCUOIOlOb 

88011010207 

IIUL a fl0jr)?44 

080ft0;t03f,0 

00000001110 

OUOui lOOO’J 

8UUU1 1C022 
08081 10030 
8808110076 
80081 io no 
MOHlGOni 

mJl'OJfiOORO 

uoon loo'mo* 
8no0i(:onir>* 
UU08 170080 
080im:KH2 

0000 180200 
imn fifO3f0 
0no8i‘jno2O 
88001 DO \m 
8UU81UU20? 

800(1220120 
0UO023OJOO 
880020001 i 
800001011)7* 
tm0!l050596* 


00072002110* 

01)00)90200’ 

8008 100 181 

8000230370 

08OU23O376’ 

080/260201 

08O72GO208 

(1007270129 

8007260300 

0007280309* 

0807200063 

000/290066* 

0007290393 

8807200233 

im7L’90?*'1 

8800010106 

0900030293 

880806007? 
0806060 147 
8808060260 
0RO0O 60262* 
8000060010 

0000 100320 
09081200)3 
6000 150126 
08081 60 M5 
600017007? 

Q80U 170003* 

6G0617GC8V 

8808100(91 

8808180196 

800823000'} 

080 7270 HO 
8U07290288 
8807290291* 
0600028252 
O0O8O6O2D6 

0808090011 
88080000 J 5 
0608030015 
88080900 1 / 
8800090028 

880Q09C028 
80080900-11 
800809004 1 
8806090045 


SUBJECT 

CATEGORY 

FO‘A 

FOlA 

f’ClA 

KQ-A 

fOlA 

roiA 

FOlA 

fo:a 

FOlA 

50-203 

50 344 
60 344 
50 344 
60 344 
50 344 

60 3-K 
60 344 
50 344 
60344 
60 044 

60 344 
50 344 
50 344 
50 344 

50 344 

50.144 
63 344 
50 344 
60 344 
50 344 

50 344 

59 24 4 
to 344 
60-144 
50 344 

60 344 
60 344 
50 344 
60344 
50 313 


CONTHAUI 

CMC. 

PH 

FO'A 

FOlA 
50 287 
50 267 

60 567 
60267 
60 267 
60 267 
60 267 

50 287 
60-267 
80 26/ 

50 267 
50 267 

60-267 
50 267 
50 267 
60267 
50 56? 

59267 
50 26? 
50-267 
50 267 
60 267 

50 267 
50 267 

59 267 

60 567 
50-267 

£0 440 
50 443 
50 443 
50 443 
50 443 

50 443 
50 443 
50 443 
50 443 
60 443 

50 443 
50 443 
50443 
50 443 


f 

Q 

$ 

S 

? 

P 

0 

s 

0 

s 

0 

s 

p 

p 

s 

s 

p 

p 

p 

n 

o 

p 

s 

p 

F 

o 

F 

F 

P 

P 

0 


R 

K 

Q 

F 

f 

S 

S 

s 

o 

f 

R 

H 

F 

P 

P 

P 

F 

F 

F 

S 

P 

P 

P 

P 

F 

F 

n 

o 

p 

p 

F 

S 

R 

G 

G 

G 

G 

0 

G 

0 

G 


AUTHOR AFFILIATION 


Put.iC Sorvito Elect' c & Gas Co c’ No* 
Jersey 


jrto Rico, Coa-monwca ol 
doI Souod. Uov ol. Taco™. VpA 
aj C.ty Tes* r u laftcraiory. H e 




1 oatbve Wasiti Car-pa gn 

le'cnco Tor.hnc'cQY- lr,c 
ju'fltoiy Greup. foe 
rr.CO'. loc . 

nssoiacr PoV*cfn 5 Insole. Roy. 


ACCESSION SUBJECT 

NUMBER CATEGORY 


F^-v/XiS 

t ‘ 4i3 

tS'ir -v:?, 

6 -3 4 1 3 


t*’ 4 1 j 


5 J 4 » ? 

fc ft 9*;*con 

t ; 41 • 

’1 

*.4 j 

H-Ar ;:* r *A7 

' 3 44 3 

FSC509C j;7 

to 41 i 

€b' I---0C4 1 

69 4 1 i 

; j* 

13 44 > 

rb*) J * -->;5 1 

tC J4J 

ti-..01C'\: c .4 

'j 3 i i 


t?4-*J 

j 

?•: 4 j i 

e-csityiv.* 

51 44 1 

SSt? It. 14“ 

!■' S s 3 

6ct ilt )4**2 

6 3 411 


r J 4 t ; 


S? W j 

€'"016305* 

1 ? 4 ; 3 

fchcyt*; ;)i 

{ . 4 *• ) 

bi56^*>1 

*9 4 * '• 

EcOHejSOl ■ 

t*? 44'; 

e=:r?j:c«s 

f ; 4 4 ;« 


•',/ 413 

000556 WO, * 

* 1 J4 J 

Eb09.- f '.^6 

441 

F03?2tvl23 

!■: 364 

623?5£Ct j9 

-:n 31 * 

660 7560 J54 

60 364 

662/^3335 

5-9 275 

08072603 -■ 5 

tC-??2 

66*: 7279101 

f*1 31 • 


60 2/2 

ESC 7? nib? 

60572 

eP07?/01E5’ 

60 272 

6807270185* 

iZ 272 

c50/2s0il*5 

572 

6SC/28CJ *7 

<•: 22 ^ 

6637263336 

60 5/e 

ScO?5cVJ43 

60 3*1 

8537263363 

69 j r 

0607250 :H2 

?0 3: 1 

68C601C25* 

it 3ii 

6b05tvOCi4 

!C 572 

8f A 60?:0S4 

f 1 5 ?2 

6603630054 

50 27? 

bo0-or/ii2 

S'* 364 

0»:&C3O323 

50*454 

83:bO»J372 

;o 2/2 

0606340374’ 

60 27? 

esc*0i~j j 75* 

t 

6006 ;40 j76 

50 11' 

eeceo40j6] 

6C 272 

6806:50031 

50 954 

8EJ51 IOOC4 

£9 J04 

0e.,oiioc24 

SO 354 

efiosfsonb 

63 I'tt 

65C-6 1 S*i2l-b 

60 664 

86:815:077 

S3 27? 

8H0H180O77 

6C 5 ?2 

6cC618>370’ 

60 5/2 

6600 *60076’ 

69 272 

08oaio*:jt3 

5? 2/2 

BbOSiSrWfi 

69-3)1 

66tQ 1 ?00?5 

63 272 

0609190194 

63 j*4 

66,6220217 

50 2 72 

0606220556 

6 > 361 

66C-n5j0j4*3 

SC 5?2 

(•fi065/334J 

63 264 

6 H 00? 4') W 2 

60 3* 4 

?6C0?59O?.3 

59 272 

r030ctOC68 

SO 311 

ee:6?to2i3 

£■"" *6 4 

0609560551 

6 9 36 1 

66J81 1090 3 

rn 

0008109210* 

69 LM1 

b0:8O5O>2 9 

W 

P6372f*03?3 

43 pi*: 5 

8807270287 

40 8VC-5 

6807230225 

40 e 3*:s 

bBObJlOlj? 

4-3 6K5 

B5C8260163 

FC A 

063723003?’ 

r.OMRA 

6$0 72505 02 ’ 

CGNTRA 

00C316OO39* 

43 8754 

6606183557 

MUHEC. 


a 

n 

R 

s 


0 

0 


tv 

s 

p 

p 

p 

p 

$ 

s 

s 

p 

R 

M 

n 

o 

p 

p 

K 

S 


P 
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Rio A'gom M.r ny Co.'P 
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Satety Light Corp 
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P838100T64* 
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50 335 

86C825C057* 
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50335 
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50 244 
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50 244 
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6800090040* 

50271 
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8606093045 
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50-443 
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50 443 
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8800180C04 
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0000190117 

50 312 

6800190121* 

50*312 

8838190161* 

50 312 

0006240082 

59 312 
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Sa<tcr< Nuclear L*pur.montol Cofp 

Sciorcn Anp‘icolicr.s Intornahoiidl Corp 
(for i Hu riy be onco App ications. Inc ) 


Sciunloch. Inc. 


Sec 1 1 store. Al 

Soncoasl Ault- Pollution Lortijuo 


Sell Powered l (jhlmrj. 11(1 
Sooato 


Sonalo. Lnviion;nun1 & Pt.h’ic Workb 

SonalC Labor & Human Hi>fi0ufC03 
Soqjoynli Feels Corp (subt. of Korr-MeGo 
Nucloar Cerp ) 


Shamos £ McEacluirn 


Shannon & W:lson. Inc. 

Show. Piliman. Polts & T rowbndgo 

SHuldaHoy MuloLurg cal Coip 
Slorra Cub Legal Oofonso Fund. Inc 
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CATEGORY 

50 443 
WASTE RES 
WAS IE MGT 
WASTE RES 
WASTE RES 

NUREG 
WASTE RES 
WASTE RES 
WASTE RES 
WAS IE RES 

NUREG 
WASTE RES 
WAS I E RES 
WASTE HES 
WASTE RES 

WASTE RES 
WASTE RES 
WASTE RES 
WASTE RES 
NUREG 

NUREG 
50 146 
50-146 
CO 267 


50-266 
CONTRACT 
CO-412 
50 200 
WAS IE MGT 

WASTE MGT 
50250 
WASTE MG1 
WASTE MGT 
CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
50 443 
50 443 

50 443 

xpormic 

50 277 
TOP REP 
50 443 

503/4 
50 335 
60-335 
50 335 
COMMISSIO 

COMMISSIO 
40 002/ 

40 0327 
40-0760 

•10 0027 
70925 
40 0027 
50-443 
50 443 

50-344 

PR 

PR 

40 7102 
PR 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 
CONTRACT 
CONTRACT 
50395 
50 305 

50-395 
60 395 
50395 
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50*395 

50-395 
50305 
50-395 
50395 
50 395 

50 395 
50*395 
50*395 
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f'anna Valioy A'lmnco. Lancaster, 
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0600160426 

50 305 

p 

0000100044 

50 305 

5 

0000220171 

50 3^5 

p 

OUWtfPKM l 

50 305 

n 

8000230261 

50 395 
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UOO0OOOO-17 

50 322 

G 

0000000064 

50 322 
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000001)0061 

60-32? 

Q 

0007260064 

£0 361 

s 

8007260326 

6O20i) 

0 

(lUOnOU UJ 

50 206 

p 

000/20031? 

50-205 

p 

0007200310 

60*361 

p 

000/200346 

50 206 

r 

000/2U0306 

50-206 

p 

8000010247 

60*361 

p 

6000010310 

£0 2CG 

p 

0000010343 

50 361 

p 

0008020350 

50 20G 

o 

00O0Q2O358 

£0?C6 
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50 2C6 

0 

0000030 100 

50 206 

0 

0000030 100 

50 208 

0 

8800030108 

50 206 
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80011050330 
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50 206 
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50-206 
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00080002/5 

50 206 
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50*206 

P 

0808000280 

50*20ii 

P 

0800103263 

50 3GT 

s 

80001 10014 

50 20G 

p 

00001201 04 

50 361 
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0MO815O180 

50 206 

0 

71000150323 

50 206 

p 

0006 150360 

50 361 

p 

0000160360 

£0 361 

p 

0808150352* 

50-301 

p 

000016035?' 

58-361 

p 

U8O0 160353' 

50 361 

p 

0000 150353* 

50 361 
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50302 

s 

0000100123 

£0 301 

n 

0008180168 

50 20ft 

R 

8008221)100 

50 206 

F 
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50361 

V 
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S 

6000100206' 
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P 
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50 424 

P 
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NUHEG 
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£0 408 

P 
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0807280265* 50*265 
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0009030047 50 322 
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8000000061 
00081 50D4 7 
0008150020 


5 0322 
50 322 
50-322 
50-322 
50 320 


C 

G 

G 

G 

G 


ACCESSION 

NUMBER 


SUBJECT 
C4Tf OC-fl i 



£<> 4 1 «. 

c 

€ *072/ 31/3 

to r*i 

;• 


6-0 4-r 
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s 
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TC 4 f r 

c 

0EC57131 i 3 

£ 0 4i»7 


eeoiwu? 

£0 4*6 

- 

E57;049144 

50 4*6 

*9 

ESC 2940145* 

6 } 4lr 

. 

er.e-vniA/ 

£0 4 • 

- 

i- if r - 

£■? 4?6 

f 

65*3 5 7 40 Vr* 

£0 417 

p 

hrZb'jiOlu 

£3 4>t 


b-iCi:iO?2: 

£■: 4t6 

- 

brZW‘t\«j 

*0 410 

& 

■>6>:i£0iC) 

£7 4*6 

n 

6 6-0:11 £>232 

£7 4*0 

* 

6635130246* 

5*0 416 

c 

8209 !£-.?// 

SC 4*8 

p 

6675 IW/57 

£-. 4rs 

0 

66C6i60»6i 

53 416 

a 

660623 Or 2C 

•0 4 1 s 

P 

65057:0122* 

5*7 4t0 


eoC«2 13126* 

50 4*0 

P 

6507260021 

in 44-0 


6607260405 

£7 446 

rj 

£rO?2«4C£ 

5C4J5 

G 

€6Q7?i34:0 

£0 4j£ 

5 

fl6u/2004' v '*i 

5C J45 

S 

9607270074 

53 445 

'j 

6507270074 

50 4t£ 

c 

660727011^ 

6C 445 

Q 

6837?7 j 1 l 1 

£7 445 

c 

o»J?3?drt? 

£0 44 5 

A 

660/270132 

£0 445 

A 

6SCr02O?tO 

£0 V.5 

s 

89060100.0 

£■: 44 5 

f J 

6°. 7603 XI 3ft 

£9445 

a 

6605030034 

50 445 

c 

660603 T 149 

£0 44 f 

3 

&e06CjQ1-J9 

5-9 445 

S 

8805030 ?f? 

$C 445 

s 

667-6030 ft 4 

50 445 

s 

eeoso3o:€4 

50 445 

s 

66C57301/6 

50 445 

$ 

63:6020176 

53 446 

s 

88060302 1 9 

50 4 45 

s 

8908030213 

i J 445 

s 

8&0S9W4 

5C--MS 

A 

6QC 9030224 

50446 

A 

860602025? 

50 445 

i 

B6060302S3 

50 44S 

s 

85CS020352 

5-3 445 

c 

B60B030352 

50 4 45 

0 

8606030354 

50 446 

s 

8608030554 

50 4 45 

s 

86060400/5 

70 2 I- 32 


66C63€0;ar 

5C 445 

s 

88060 8C201 

50 445 

5 

8e:e-:x-06i 

50 445 

s 

08O6:-'/OOdi 

50 445 

s 

86060X6) 

53 445 

s 

85QB09005) 

£0 445 

s 

880603OC92 

5*3 445 

s 

8808050092 

60 445 

s 

650609009/ 

£0445 

s 

860679009) 

50J45 

s 

6805(13010/ 

50 446 

$ 

8308330107 

60 44£ 

s 

e 806 090 270 

50 445 

s 

6608-390200 

50 446 

s 

89:-fl£30 

SO 446 

$ 

66 zeoooxi? 

hO J45 

5 

860809C270 

£0 445 

K 

86C8'>XI2/0 

53 446 

*. 

68080902 74* 

60 445 

K 

88060X274* 

£0 4 45 

K 

8806000276* 

50 446 

>. 

5808C9-0276 ’ 

50 446 

K 

660610-0246 

60 445 

s 

6800(0024 6 

SO 415 

9 

8808100251 

£0 445 

A 


ct.*»Q i ihi i n <^446 A 
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NUMBER CATEGORY 


AUTHOR AFFILIATION 
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8808160055 

50 445 

A 

8808150068* 

50 445 

A 

8809160079 

50 445 

H 

0808160079 

50 445 

H 

88091701 14 

50 445 

S 

8909 1 703?9 

£0-445 

A 

88081 70330 

50 445 

S 

8808170330 

50 445 

S 

8809180152 

50 445 

0 

8800180181 

50 445 

s 

8808180101 

50 445 

s 

9008 100250 

50 445 

s 

8808180258 

50-4-15 

s 

8808100363 

60 445 

s 

8808 180363 

50 445 

s 

8508 160392 

£0 445 

s 

B5C8 180392 

50 446 

s 

6803 100)10 

£0 445 

s 

800819C018 

£0 445 

5 

8808190067 

50-445 

s 

8808100067 

50 445 

s 

0808190163 

50-445 

s 

8808190163 

50 445 

s 

06C810O1G5 

60 445 

s 

8BC8190165 

50 445 

s 

P8P819U219 

50 445 

s 

8808190219 

50 445 

s 

883d 130223 

50 445 

s 

8603190223 

50 445 

s 

8808190227 

50 4-15 

s 

0606190227 

50-145 

s 
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50 4-15 

s 

6008190247 

50 445 

s 
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s 

6008190254 
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s 
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50 259 
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P 
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P 
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50 25'j 
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50 260 


P 

P 

P 

P 

P 


0WUO4O345* 50-260 
0000040046* 50-2C0 
68080-10040* 50-260 
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6808040125 50 327 

8808040127’ 50 327 

0008040 J 27’ 50 327 

8800040297 50 327 
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P 

P 

P 

O 
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08UU040305 50-327 
8808040317 50 327 
0800040317 50-327 
80C0O5OCO4 50 259 
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50 445 

6906250276 

50 445 

0900250203* 

50-445 
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50 445 

6698250369 

50 445 

8608230102 

PIT 

8804200032 

50 259 

8807250151 

50-32/ 

0007260014 

50 259 

8807260014 

50-259 

8B9/26C0M 

£0-259 

06072600-12 

50259 

0807260042 

50 259 

8807260042 

50-259 

630726C087 

50 327 

8807260109 
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8607260)52 

60 327 

8807260171 

50 259 
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0607260184* 
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50-510 

8807260205 

50-32/ 

0807260205 

50-327 
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0007260389 

50 327 
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50-327 

B907270103 

50 327 
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6607290116 

50-327 

8807290163 

50-259 

8807290163 

50 259 

8807290163 

50-259 

8807290165* 
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6807290165’ 

50-259 

6807230165* 
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8808020076 

PR 

8808020219 

50-390 

8808020219 

50-390 

8808020245 

50-327 

8008020245 

50-327 

8009020245 

50 327 

8809020245 

50 327 

8809020254 

50-390 

6908020254 

50-390 

8608020272 

50 259 

8608020278 

50 327 

0600020283* 

50-327 

6908020208 

50-327 

6608020268 

50327 

8808020380 

SO 438 

8608020393 

50-327 

8606020400’ 

60 327 
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O6O0O5C0O4 50259 p 
0808050005* 50 269 P 
0008050005’ 50 259 P 
0808000006’ 00 259 p 

6806U501/O 00 259 p 
8800000173 50-350 O 
8U00OSO2.70 50 250 S 
8800050239 50 209 S 
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8U08050327 50 327 0 
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800609323/ 

50-327 
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50-327 

8000110085 

50-327 
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50-327 

U80D1 10095 
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0000 110117 

50-327 

0000110121 

50 393 

0000110131 

50 327 

0000 110 J 32 

50 327 

8008110132 

50327 

8608110137 

50 327 

8608110137 

50 327 

0608110138 

50327 

0808110136 
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50-327 

8008110142 

50*327 

6808110145 

50-327 

0800110145 

50327 

8800110156 

50*259 

8800110156 

50 259 

OOOOt 10156 

50-259 

8800110162 

50-259 

8800110162 

50-259 

8608110162 

50 259 

8008110160 

50*259 

OOOQI 10160 

50 259 

8808110160 

50-259 
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These categories are defined in Appendix B and 
listed in the Contents. An asterisk following the ac- 
cession number in this index indicates that the docu* 
ment is an enclosure to another document. To 
obtain the accession number of the principal docu^ 
men( under which the enclosure is listed, refer to the 
index entitled '‘Cross Reference of Enclosures to 
Principal Documents.” 
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CATE- 
GORY 

OTHER REPORT 
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MREG/CR 4639 VO: PI 
NJREG/CR 4633 V04 P? 
NUREG'CR 4639 VC 4 P) 
f.UREG/CR J639 V05P1 
NJREG'Cfi 46 33 iA)5 P ? 

660600;;:? 
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65:0060242 
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VJPEG 

I.'jmEG 

f.-FLG 
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4) 7CC4 
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50 GOi 

P 
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SA'C88'3O20 
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c 
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60 321 
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Q Er) : ) 1 1 
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F 
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50 24? 

50 595 
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P 
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0 
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CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENT 


Hem listed as enclosures are those indicated by an 
asterisk following the accession number in the index- 
es. The second column gives the accession number 
of the principal document undor which the enclosure 
is listed. Knowing the accession number of the prin- 
cipal document, the date issued.and the category en- 
ables locating the title listing of the enclosure. 

The subject category column in this index gives the 
docket number and the symbol for the category of 
information within that docket; for example, 50-320P. 
The docket subject categories are defined in Appen- 
dix A. 


Subject categories for nondocketed items are also 
®" t ® r ® d T ,n !his column by symbol; for example, 
AURS. These cafegories are defined in Appendix B 
and listed in the Contents. 


ACCESSION NUMBER 

enclosure 

PRINCIPAL 

DOCUMENT 

SI '0200052 

t::i?/os65 

W(\ 10116 
ffihC:C271 

88011150243 

0008180000 

880828011/ 

nmmmoouo 

8800150243 
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88001 r, 024 J 
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DATE 
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08/07/05 

FOfA 


88/07/11 
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88/04/C5 

UAS^E V.»T 


63 '07' 2) 

50 3 U 

* 

60/07/21 

50 222 

F 

68-07/07 

fC 322 

f 

88/07/07 

13 332 

f 

08/C7/O7 

50 522 

F 

83-CF/Oa 

F CA- 


EB'07/14 

TO A 


68*0 7 / 14 

1-9 271 

P 

68/07/27 

10 £tO 

P 

68/06.24 

aPC-RTIw 


08/07/21 

REV.E* GM 

P 

6606/16 

19 3>J 

P 

86/00/23 

7 J 934 


ee.'06/23 

.'0 824 


68 07/20 

10 3D 

P 

80/05/06 

7 j 3014 


60/O8'O3 

PEm LA viR 

P 

83/C5/C6 

?; 3914 


89/05*06 

ro :oi4 


38/07/ *3 

50-526 

0 

B8'07/i9 
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accession number accession number 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

principal 

DATE 

SUBJECT 


00CUMENT 

IS5UE0 

CATEGORY 



DOCUMENT 

ISSUED 

CATEGORY 

880/200379 

8807260378 

00/07/1? 

40 8934 


890/2B3052 

8907280050 

88/07/14 

50 219 
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8807260070 
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CONTRACT 
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08/07/22 

50 333 

B0O726O11 7 

0807260111 

6U/07/C8 
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50 424 
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WASTE MGT 
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8007260129 

69/05/12 

4C F659 


8907283094 

8712100326 

07/08/31 

WASTE MGT 

6807200137 

8607260128 

08/07/08 

60 369 

0 

08O7P8OO93 

809/280095 

08/07/22 

50209 

60072001 JO 

8907260128 

88/07/08 

60 359 

0 

880/280099 

690728C095 

08/07/?? 

£0 2d9 

803/260142 

6807260133 

80/07/13 

50 483 

Q 

00072801 1 1 

880/280106 

08/07/14 

£0 2(15 

8807260 M3 

6807260130 

00/07/14 

60 331 

O 

0007280114 

880728C033 

00/07 '20 

50 322 

860/2GQ15S 

80O726D15O 

80/07/C9 

60 416 

Q 

8807200122 

080/280H9 

P0/O//1B 

50 490 

8807260105 

8807260159 

86/07/1 1 

53 03 

V 

8907200127 

80O/2H3125 

08/07/19 

50 450 

8607260170 

083 7 260 162 

96/07/11 

50 269 

0 

B80? 260 128 

880/260125 

00/O//19 

50 45b 

8807260175 

8607280169 

68/07/05 

WAS T C MG 1 


6807283133 

803728013? 

08/07/20 

50 341 

8907260176 

890/260169 

08/07/1? 

70 1100 


0007200130 

0837280131 

00/07/15 

50 254 

8807260177 

0BO 726 0169 

08/07/12 

70 11 CO 


eeO/280137 

0807200134 

88/07/19 

50 490 

9007260 18J 

8807260180 

80/07/18 

60 259 

p 

0007200140 

8907280126 

08/07/15 

£0 470 

6907260166 

8007260182 

80/07/18 

60 321 

K 

8807280144 

GOO 7200141 

00/07/10 

fo pan 

6907260 168 

0907260025 

80/06710 

40 802/ 


880/200146 

8607200139 

00/07/14 

50*3*1 1 

9807260190 

080/260102 

68/07718 

60 321 

K 

0007200147 

080/2U0141 

00/07/18 

50 209 

8807260192 

0837260107 

08/07/14 

59 451 

O 

8807200152 

0807280141 

00/07/10 

50 209 

88072602C3 

860 7260187 

08/0 7 / 14 

50 454 

O 

6907200170 

000/200167 

08/07/12 

CON TRACI 

8607260217 

8807260193 

80/07/08 

60 412 

P 

6007280162 

8007200180 

00/07/19 

50*369 

8607260221 

880/2632CG 

88/06/30 

50 333 

R 

0607280166 

880/260180 

08/07/19 

50 359 

8807260 223 

0007263219 

89/07/12 

£0 10 

O 

0007280109 

8007280100 

08/07/19 

50 369 

600726022? 

8807260218 

89/07/14 

50*123 

O 

8607260154 

863720019? 

88/07/ 10 

50 424 

8B0 7260233 

860/260210 

98/07/18 

27-40 


P90 7280 197 

000/200192 

80/07/10 

50 424 

86072G0256 

860/260253 

68/C5/23 

40 8971 


BB3728O2C0 

8007280191 

00/07/14 

£0 317 

80O72CO259 

600/260257 

08/07/21 

CCN tract 


6907200202 

800/200201 

88/07/10 

50 443 

8837260260 

8007260259 

80/07/07 

XPORTl.lC 


BB07280210 

8807200207 

00/07/19 

£0 133 

8607263278 

08372G02 77 

08/07/15 

50 416 

F 

690/200212 

8007280203 

03/07/15 

£0 315 

8607260280 

6907260275 

80/07/12 

60 202 

Q 

6607200213 

800/280200 

80/07/19 

50 155 

BP07260283 

8907260275 

68/07/12 

50 202 

Q 

6807200216 

U8O720O2O7 

00/07/19 

50 133 

6807260297 

8807260299 

88/07/08 

70*1201 


00072802 1G 

080/280207 

00/07/19 

50 133 

8007260307 

8807200305 

80/07/18 

53 280 

P 

0807203223 

8807280220 

08/07/ 10 

60 315 

883/260315 

880726031 1 

00/07/13 

50. 128 

Q 

8807203233 

0307280222 

O0/O7/2G 

WASTE MGT 

0807263333 

0807269331 

80/07/H 

WASTE MGT 


0807280244 

0807280222 

00/07/26 

WASTE MGT 

80O726OJ36 

GG0 72603 34 

89/07/07 

£0-250 

O 

8U0 7280247 

8007280243 

00/O7/?O 

contract 

8607260347 

089 726034 G 

00/06/17 

ORG 


0 607200259 

8007200283 

08/07/07 

? 1 9032 

8607260303 

0007260381 

89706/29 

40-134 1 


0807200262 

0007200256 

00/07/10 

contract 

8607260402 

8607260300 

86/07/12 

50302 

O 

0837200205 

8007280265 

00/07/14 

50-265 

6907260410 

6607260394 

60/07/20 

WASTE MGT 


8007200209 

880/280204 

08/07/19 

CONTRACT 

6007260414 

80O/2CU4O7 

00/04/23 

contract 


0837280277 

8007200255 

00/07/ 14 

50 265 

6807260424 

&807263M9 

earn// 12 

contract 


0607? 80287 

ftfWatlOWS 

06/07/ 13 

Tcrnp.p 

680727CD03 

8807270002 

00/ 07/13 

50 313 

Q 

0907263298 

0007280329 

RH/0//20 

50 335 

8837270J04 

9897270001 

0B/O7/22 

50 445 

O 

0007200302 

063/200301 

80/07/13 

CONTRACT 

8607270005 

8607270002 

89/07/13 

50 313 

O 

00072(30305 

U807203304 

00/07/18 

50-334 

860/2 70C06 

860727C001 

89/07/22 

60-445 

0 

0807280307 

000/200304 

80/07/18 

£0 334 

B0O727CG16 

08072/0011 

08/07/2? 

50 445 

0 

880/2803C9 

0007280300 

08/07/22 

£0-267 

6807270010 

8007270911 

68/07/22 

50445 

0 

0037200314 

030/280313 

00/07/22 

50 302 

8837270329 

88972/0027 

80/07/H 

WASTE MGT 


8607200323 

8007280321 

00/07/21 

50 205 

8007270044 

Q80727C039 

08/00/29 

contract 


0637280339 

0807200338 

88/07/19 

50*255 

8807270051 

08O727CQ5O 

08/06/15 

40 299 


8837280351 

8907280346 

80/06/28 

contract 

0807270355 

88072/0354 

00/07/ 1 0 

50 38? 

p 

0307280357 

8837280304 

80/07/18 

50 321 

89072/0063 

8007270362 

89/06/13 

40 0934 


6807200374 

8807200320 

80/07/19 

50 33/ 

89072/0071 

880/270070 

89/07/13 

60 413 

p 

88072B3370 

0807200377 

83/07/19 

50 344 

890/270372 

0007270070 

08/07/13 

50 413 

p 

000720040) 

8007200328 

00/07/1 1 

CO-219 

BPO727OC0Q 

880/2/0076 

00/06/30 

400902 


8807280404 

0007283403 

00/07/15 

£0482 

880727C003 

009727007/ 

88/05/17 

40 0602 


0807280405 

0007200403 

88/07/15 

£0 482 

8007270141 

083 72 70 139 

08/06/16 

40 8904 


0807200411 

8007200398 

00/07/00 

40 0926 

8007270153 

86O7270M8 

09/07/10 

50 498 

p 

0837280421 

0007200420 

08/07/21 

50-161 

00072/0154 

880/270147 

08/07/12 

contract 


850/290031 

8007P90020 

06/07/22 

50 264 

8007270160 

090 72 70150 

00/07/ 16 

50 550 

A 

8807290036 

0B0729C034 

80/07/22 

50 156 

080/270166 

0607270169 

89/07/12 

50 483 

P 

880/290045 

800729C044 

83/07/22 

50*368 

68072701(38 

88072/0162 

89/07/14 

£0-263 

0 

0007290055 

8807290053 

88/07/15 

50 267 

0007270174 

09972701/3 

68/07/15 

50-116 

p 

8807290059 

8007293051 

83/07/19 

50-413 

88072/0185 

88072/0183 

88/07/15 

50 272 

p 

0007290070 

0807293060 

00/07/10 

£0-490 

830 72 702C0 

88072/0194 

06/06/27 

CONTRACT 


0037290071 

0007290067 

08/07/18 

40 7102 

880/270209 

0007270206 

08/07/12 

contract 


08O726OO72 

8807290C66 

00/07718 

£0*146 

080 72 702-15 

880/270230 

88/07/16 

£0*259 

F 

OG0729CO73 

80O72DO367 

08/07/18 

40-7102 

0807270273 

8907270270 

08/07/10 

contract 


8607290075 

8007290066 

00/07/18 

50 146 

0807270286 

0800250237 

80/00/17 

50 412 

F 

8S07290393 

8037290030 

03/07/19 

50-263 

0807270290 

8307230209 

80/07/20 

60-293 

F 

880/230097 

8837290098 

88/06/30 

CONTRACT 

0007270300 

8807270209 

08/07/21 

CONTRACT 


GRD7290106 

8807290105 

03/07/10 

50 403 

600/ 2 MOO 4 

663728039? 

60/07/21 

COUTH ACT 


Q80729010? 

8007290105 

63/07/19 

59-483 

08O/20CO24 

8807280023 

00/07/19 

CONTRACT 


0907290109 

8807290105 

88/07/19 

50 483 

8007280032 

8807280331 

08/07/20 

50341 

P 

00072901 10 

080/290105 

88/07/19 

50 483 

0807200038 

0807280025 

O0/O//21 

50 298 

P 

00072901 14 

8007290105 

08/07/19 

50 403 

0007200044 

8807270004 

80/07/21 

50 440 

P 

0807200117 

8007200398 

86/07/00 

408926 

H8O720OO46 

800720004 1 

88/07/10 

50-250 

P 

8037290125 

830/290124 

88/06/30 

40 8902 

0807203047 

800728C041 

00/07/10 

50 250 

P 

0007290131 

8807200127 

08/07/27 

WASTE MGT 

8807280040 

0807280049 

80/07/20 

50 213 

P 

0007293141 

860/290136 

88/07/20 

SO 327 

80372OCQ51 

8807200050 

00/07/14 

£0219 

P 

0007293150 

8807290146 

80/07/20 

50*106 
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ACCESSION NUMBER 


ACCESSION NUMBER 


enclosure 


9607290162 
es 07290 165 
0607290172 
&6072901 74 
8807250160 

aeo 72002 in 

eeo72yo?3i 

ee07290251 

660/290256 

6607290257 

3007260267 

38072=0278 

000/230501 

0607290202 

6607290291 

6807290303 

680729D30-1 

830729OJO9 

6307250310 

eeoBOicoi i 

6809010014 
PbC60 1 00 1 6 
680801 0024 
6308010030 
63080 IC033 

3000010039 

3009010043 

09000100-14 

P8G6010047 

8606010052 

880801006? 
68080 IU0 70 
83000 1C07 l 
8803010077 
0909010090 

8806010395 
e8CfiOlOOL‘6 
08080 1009 7 
86083)0101 
6803010109 

8000010113 
80060101 14 
0BOBOIO115 
3 BO 60101 16 
R608 J 101 1 7 

B803Q1011H 
800301012b 
8BO0O1O128 
890B01Q120 
090601 1)1 3 1 

0808010133 

0808010134 

9808010130 

6800010145 

8800010147 

8BCG010140 

8DC6010150 

8603010153 

0800010157 

0800010158 

8809010159 
8908910 160 
89C8010162 
0808310103 
8600010171 

600B010174 

8008010176 

6006010180 

8908010184 

8900010186 

B8090101U7 
6008010180 
83C83 10190 
8908010193 

QBOaoi 019-1 

6809010195 

880B010196 

6808010197 

BBC0010198 

8Q08010199 

0608010201 
0800010206 
06'Ofi0 10208 
B80B0102C9 
B8C8010210 

8800010219 
08090 10222 


PRINCIPAL 

DATE 

SUBJECT 


DOCUMENT 

ISSUED 

CATEGORY 

09O729Q 160 

08/07/15 

60 261 

F 

0607290163 

08/07/20 

63 259 

P 

8607290171 

0Q/Q//Q7 

60 344 

P 

6007290171 

00/07/0 7 

50-344 

P 

0807290179 

8U/0//19 

50 4 12 

O 

090729021? 

08/07/ H) 

WASTE MGT 


0007290229 

00/07/21 

60 403 

0 

8607290248 

80/07/20 

WASTE MGT 


080/290252 

00/07/20 

70-1JC8 


U007290252 

09/07/20 

70 1308 


09072002G1 

H0/U7/19 

50 3U7 

K 

0IU)72GO?74 

00/0'/ 22 

WASTE f)f:S 


060/290260 

00/07/22 

60 9-18 

P 

0807290279 

00/07/22 

TCPREP 


8007290260 

83/07/?? 

53 443 

P 

0807200300 

80/07/19 

50 336 

P 

8807290300 

80/07/19 

60335 

P 

000/260300 

00/07/ 19 

60 382 

P 

0907290308 

00/07/19 

50 30? 

P 

6000010010 

00/07/22 

50 289 

P 

00080 1C00H 

00/07/1 1 

FOIA 


88000 10016 

89/07/25 

71 ?7f, 


00080 10007 

00/07/13 

TCPREP 


00300 I0C0U 

60/07/11 

FOIA 


00000 10034 

U0/O7/14 

60 312 

P 

8806010026 

00/07/26 

WASTE MGT 


08000 1C042 

80/07/14 

50 312 

P 

0000010000 

80/07/11 

FOIA 


000001004? 

09/O//M 

SO 312 

P 

0000010000 

03/07/ 11 

FOIA 


0030010006 

00/0//22 

53 3b9 

P 

0030010066 

66/07/22 

50 369 

P 

0008010006 

0O/O//22 

50 309 

P 

1)000010072 

00/O//21 

60 534 

0 

00000100/4 

00/07/ 19 

60 277 

u 

8000010002 

06/07/19 

50 225 

Q 

0600010026 

00/07/20 

WAS IE MGI 


OOOUOICOU2 

00/07/19 

55-225 

O 

00090100/4 

08/07/18 

502/7 

U 

0800010105 

00/00/15 

50 344 

P 

0000010105 

60/06/15 

50-344 

P 

0800010111 

60/07/15 

50 J30 

0 

Q0O0UIO11O 

U0/O?/ 19 

50 302 

p 

08000101 1 1 

00/07/15 

50 338 

G 

80000101 10 

08/07/19 

£0382 

P 

0008010105 

01) /0b / 1 5 

50 344 

P 

0608010124 

00/07/21 

60-289 

P 

0000010126 

0D/O7/22 

70 734 


0600010106 

88/06/ 15 

53 3-14 

P 

0000010105 

00/06/15 

63 344 

P 

0800010106 

88/06/15 

50 344 

P 

090001 0 105 

00/06/15 

50 344 

P 

0000010105 

80/06/15 

60 344 

P 

60000 10 1C5 

00/CO/ 15 

50 3 -14 

P 

0800010105 

00/06/15 

50-344 

P 

8000010105 

00/06/15 

50 344 

P 

0800010105 

00/06/16 

59-344 

P 

0000010105 

00/C6/15 

59 344 

P 

0000010105 

00/06/15 

50-344 

P 

00000 1 0 1 5G 

08/07/19 

50 402 

P 

0000010105 

00/06/15 

50-344 

P 

0000010105 

88/06/15 

60-344 

P 

00O0O1Q1G1 

08/07/2? 

50-32? 

G 

0000010106 

00/C6/15 

50 344 

P 

00000 10105 

08/C6/15 

50 344 

P 

0300010105 

00/06/15 

50 344 

P 

0000010105 

00/06/15 

50 344 

P 

0000010105 

08/06/15 

50-344 

P 

0808010167 

08/07/21 

50-57 

A 

8800010177 

88/07/10 

50 400 

O 

8000010105 

00/06/15 

50 344 

P 

0000010105 

00/06/15 

50 344 

P 

0008010185 

08/07/22 

71-6003 


8008010167 

08/07/21 

50 57 

A 

0808010105 

00/06/15 

50 344 

P 

8008310191 

00/07/10 

50-277 

P 

8UOOO 1019 1 

80/07/18 

50-277 

P 

0000010105 

08/06/15 

50-344 

P 

0800010170 

08/07/27 

WASTE MGT 


8800010167 

88/07/21 

50-57 

A 

0000010105 

03/06/15 

SO 344 

P 

0000010105 

00/06/15 

50 344 

P 

0000010205 

00/07/25 

50 416 

P 

0800010105 

08/06/15 

50344 

P 

0808010105 

00/06/15 

50 344 

P 

8800010216 

00/07/21 

50 367 

P 

8000010221 

80/07/14 

50 344 

P 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8009010225 

P8C80 10221 

08/07/14 

88000 10226 

06C8O 10224 

88/07/14 

6B3Q010248 

B8380 10246 

88/07/ lb 

660b0l0?50 

8838010249 

80/07/15 

G0C&O1O2/4 

6833010272 

69/07/15 

8808310291 

8909010262 

BB/07/18 

8 3080 1 0332 

86C60 10299 

89/07/18 

8900010315 

3&C8010312 

88/07/15 

8008010320 

eftC83l03l? 

88/07/16 

6609010351 

eacooiOGSo 

88/0//21 

80C8O1O3A2 

89090103E8 

80/C6/O1 

8808010363 

8606010366 

68/C&/01 

6908010370 

0808310363 

69/07/21 

BG060I03G2 

08C8O1G37B 

69/07/20 

8008010391 

083801038/ 

8B/07/15 

8808010392 

8908010390 

88/07/18 

mm 10393 

8905010567 

A8/07/T5 

0600010402 

0BG83 10400 

88/07/11 

0008010407 

6808310403 

09/07/11 

08C832OOO1 

6808010395 

60/07/21 

0800320035 

8900023003 

68/07/07 

86000200-08 

8908320306 

88/07/21 

880902C039 

8&C8320D33 

0 8/07/07 

890*020012 

68C8020003 

08/07/07 

8008020013 

8808C2001 1 

B0/O7/2O 

0006020015 

8909020014 

88/07/15 

8808020020 

89080200 >8 

88/07/20 

0908020023 

8BC8020025 

88/07/21 

8609020031 

0830020030 

88/07/21 

QQO0C2O34O 

B838020037 

00/07/20 

0008020044 

860802334? 

88/07/14 

0008320046 

890/260252 

88/0// 72 

8808320040 

0&C8O2CO47 

88/07/18 

0800020060 

R 800 02004 7 

08/07/18 

8000020063 

B808020059 

08/07/18 

0U0602O3Q4 

82OBO23O0O 

89/07/15 

OOC8020106 

8BC8310400 

89/07/11 

8800020103 

0608020091 

88/07/15 

0808020115 

8600020111 

88/07/15 

0038020119 

08 38010400 

88/07/11 

800B020121 

B83B0201 18 

68/07/14 

08090201 22 

8909020 IJ6 

B9/07/27 

88C6020120 

6806010400 

BB/07/U 

8908020130 

8906010400 

88/07/11 

8000020131 

890B020128 

86/07/25 

8800020137 

06C8310403 

00/07/11 

0009020147 

8608010403 

80/0// M 

6838020140 

8808020143 

8B/08/01 

0809020166 

8808010400 

89/07/11 

0008020176 

6808020160 

88/07/27 

88CB020187 

8606020180 

88/07/25 

8008020109 

8006020166 

80/07/19 

0509020190 

89C00201B5 

00/07/21 

8803020193 

89C80201 79 

B0/O//27 

0838320194 

8608320166 

8B/07/19 

0809020195 

0608020188 

80/07/26 

00O0O2O2CO 

8608020190 

88/07/20 

0808020201 

0808020197 

08/07/09 

88C0O2O2O5 

BOO 8020 202 

80/07/22 

8B080202C6 

O0OBO2O198 

BB/07/20 

0000320208 

8808020199 

80/07/14 

BB03320211 

88C8020204 

88/07/25 

0000020217 

8500020214 

00707/05 

0839020225 

8608020224 

00/07/21 

0838020226 

0808020222 

69/07/26 

8800020227 

B83B0 10400 

88707/11 

0809020234 

B80B020232 

88/07/25 

eeos 020240 

8608020239 

88/07/22 

808802024? 

6908020239 

09/07/22 

88C&020257 

8B08020255 

88/07/ 15 

8808320259 

8809020255 

08/07/15 

RB08020261 

880B02025B 

00/07/26 

0608020266 

6308920251 

88/0//25 

8809020274 

6608020270 

80/07/27 

8009020282 

8908020279 

88/07/21 

8906020203 

880B020278 

6B/07/25 

8 6080 202 B9 

8808020277 

BB/07/?a 

8606020291 

8808020237 

80/07/20 

0008320293 

8908020230 

00/07/2? 

0838020295 

8B0802026B 

89/07/20 

B90B020306 

8808020298 

88/07/20 

8BC802O311 

0808020307 

00/07/21 

8006020316 

8008020374 

88'0 7/26 

8800020317 

800802031 3 

88/07/25 

8809020325 

8B09020309 

00/07/26 

0808020326 

8808020318 

68/07/20 

8608020320 

8908020309 

00/07/26 


SUBJECT 

CATEGORY 


50 344 P 

50-280 F 

50 261 F 

50-425 O 

50-338 O 

40-0576 

7C-27 

70-135 

70-135 

50-220 O 

50-352 P 

50-362 P 

50-220 O 

50-312 O 

50-54 O 

50-20 O 

50-54 O 

50-2C6 O 

50-206 O 

50-213 P 

FOIA 

SC 245 P 

FOIA 

FCIA 

50 313 P 

50-245 O 

50 313 P 

50 24 7 Q 

50 423 P 

50 339 P 

50 233 O 

50 413 P 

50-262 P 

50 2B2 P 

50 395 P 

TCPREP 
50 352 O 

50-352 O 

50 29 O 

50 334 O 

60 223 O 

WASTE MGT 
50286 O 

50 322 0 

50-416 P 

50 387 O 

50 317 O 

WASTE MGT 
50337 Q 

50 277 O 

CONTRACT 
50-352 P 

50-277 0 

50-233 G 

50-352 P 

50 416 P 

50 440 P 

70-26 

50 298 K 

50 440 P 

50-354 Q 

CONTRACT 

7Q.T43 

50 54 P 

CONTRACT 

50-213 O 

CONTRACT 
50410 t> 

60 410 P 

50 219 V 

50 219 V 

59 309 P 

CONTRACT 
50 354 O 

59-317 Q 

50 327 P 

50 27 7 O 

59 4 JO O 

PROJ 

50-3 1 3 O 

50 443 O 

40-791 

50 498 O 

CONTRACT 
5.02B9 P 

50 245 O 

53 289 P 
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ACCESSION NUMBER 


ACCESSfON NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

8608020329 

0893320324 

80/07/21 

8600020330 

0808020303 

80/07/26 

B0O8O2O334 

00083203 1 0 

68/07/28 

8003020337 

0608320332 

08/07/26 

68 0 8020 J 40 

60 C 802033 5 

88/07/19 

0806020346 

0808020346 

80/07/25 

ea: &02Q355 

6008020353 

83/07/26 

0809020356 

0608020354 

08/07/19 

0800020362 

060832036 l 

08/ 07/M 

9009020267 

0006320364 

08/07/01 

89000203/3 

0805020364 

89/0//01 

8608020394 

0800020309 

83/07/OC 

6908020395 

PB08 020989 

68/07/06 

8G06020400 

6808 320399 

88/07/20 

08080 300 2G 

03C893OO2 1 

00/07/PG 

680803902/ 

0806039025 

80/07/22 

8608030029 

0830030021 

68/07/20 

80080 30030 

PC08 030031 

08/97/14 

0808030-339 

690602003? 

00/07/27 

88C6030041 

0008930337 

80/07/2? 

6608030044 

88000 J0034 

68/07/14 

8608030047 

0808039034 

08/O7M4 

8906030062 

8608030059 

ae/07/M 

8806030003 

8903030055 

60/07/26 

88C9030071 

8838030057 

00/07/13 

8606030072 

8800050370 

06/0//13 

8908030096 

8900030082 

80/07/20 

880802009? 

8808030084 

68/07/15 

aaceooooea 

680893C093 

08/07/25 

0808D3C089 

0900030063 

89/07/25 

8838030104 

8608030100 

G0/O7/26 

0800030105 

0998030102 

00/07/25 

0 9 03030 1 2 1 

8900030120 

80/07/28 

6098030131 

6308030128 

89/07/20 

8809030139 

0608039133 

00/07/26 

6990030141 

0000030137 

1W0//20 

0008 030 M2 

6606933136 

09/07/20 

88C9Q301S8 

0600930157 

&I1/0//20 

8600030166 

0000930161 

00/07/25 

06080301 ?1 

0090930169 

08/07/25 

06C9030173 

UP060391G9 

09/07/25 

66080301 75 

00000301/0 

68/07/18 

0600030167 

8930030*63 

08/87/20 

6600039194 

68-00391 03 

08/07/13 

68C8039195 

08060391 9 1 

60/07/20 

8006030196 

8900039102 

60/07/ 1U 

8606030204 

BI3O0O30201 

08/07/13 

880603920? 

8808939205 

06/97/25 

eoceo302oa 

8800030201 

80/07/13 

8GC&32Q212 

80QUO3O2O5 

60 /07/25 

8608030233 

B8C8330229 

flfi/07/2? 

8608030234 

0808030223 

06/07/27 

8808030235 

8000000232 

8S/07/2& 

0806930247 

0900050241 

00/07/13 

06CRO3O254 

0098030251 

08/07/28 

8900C30269 

0 00003026 7 

08/07/20 

6808030270 

0090030267 

O0/O//2O 

6898030276 

8998030275 

0U/O7/2? 

0000030279 

6993030277 

80/07/14 

9809030289 

6808030275 

80/07/27 

6898030293 

8600030291 

00/07/1 9 

6808030300 

0600030204 

88/07/ IS 

0608030305 

8003030301 

86/07/20 

0600020311 

6098030308 

80/07/22 

8800930313 

8006030309 

80/07/22 

8908030314 

8600930308 

80/07/22 

8808030315 

8608030306 

08/07/22 

8808010324 

8008930317 

83/0//22 

8898030325 

6006030322 

08/07/22 

6808030328 

QQC6030317 

08/O//22 

0698030329 

0006030327 

8&/07/26 

6800030332 

0800030326 

08/07/20 

0609930337 

0900030335 

60/07/20 

0608030336 

8006030331 

80/07/27 

6608030339 

600603933 3 

80/07/26 

8008030343 

6GC0O3O341 

80/97/22 

680603034? 

8008030344 

89/08/03 

6806930356 

8000030355 

09/07/15 

B8CE 930361 

0008030360 

69/07/20 

080 0930369 

BO 0803 0366 

08/07/27 

8008030372 

88C8030371 

86/07/29 

eeoao 30380 

08CBO3O376 

06/07/27 

8000039389 

8808030304 

86/07/27 

6808030409 

8800030 104 

BB/07/2? 

0808 0304 16 

0008030404 

80/07/27 

6800 03 04 19 

88000304 1 7 

08/07/21 

0800030420 

88CS03041 7 

88/07/21 


SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

50 276 

O 

88080304 J1 

0808030427 

50 289 

P 

6800030436 

8806030129 

50 245 

0 

0808 040000 

88C60400U7 

CONTRACT 


DSC 8 0400 19 

0000040014 

50 220 

0 

8006040020 

0800040017 

50 413 

p 

880904C021 

0306040017 

CONTRACT 


8000040032 

8808040030 

50-277 

0 

8808040033 

08 U 8040028 

50-423 

0 

QB08040035 

8800040028 

CONTRACT 


68080-10043 

0808040036 

CONTRACT 


00O6O4CO45 

B0OQO4CO36 

TOPREP 


8BO0O4CO46 

8808040036 

TOPREP 


8508040040 

C 000040036 

59-327 

p 

0000040052 

8800040036 

59-461 

V 

8806040068 

6900040036 

50-450 

0 

8900240064 

8000040361 

50-461 

p 

88 C 80400 6 S 

8BC8J40O63 

70 2? 


0809040070 

0B 030 10066 

50 341 

p 

06OUO-1CO71 

6 9 000-1 0C 56 

50 341 

p 

8 9080 10373 

G0O8O4CO56 

70 2/ 


6008040070 

8808040072 

70-27 


000GO4OO/9 

66080400?? 

50-526 

0 

0800040062 

86C8040072 

50 24 7 

p 

0OOQC4OUD5 

68089-10009 

50275 

0 

8900040090 

86 000-10009 

50342 

0 

6008040 ICO 

06000-100 G 9 

50324 

0 

08080-10100 

00080-10107 

50 528 

Q 

08O0O4OM2 

86080-10105 

59-4 !0 

P 

86000-101 10 

8808040117 

50-410 

P 

8608040123 

08C80401 19 

50 462 

o 

0808040126 

Q3QG04Q \ 1 Q 

50 341 

o 

8608040127 

0800040125 

50 335 

p 

0000040132 

0800040130 

70 1201 


6608040135 

88C8D40134 

50 259 

p 

BEC8040H0 

WQ0040130 

50 309 

Q 

06060-10141 

BDO6O40I37 

50255 

V 

0006040145 

000004014? 

50302 

Q 

8800040150 

8000040147 

50 313 

O 

0800040156 

8008040146 

50 29 

P 

800004015/ 

8008040152 

5023 

P 

0006040150 

0006010155 

50250 

P 

0006040104 

O0O6O4OI55 

50-424 

Q 

£10000-10106 

oQoee-ioiGi 

50-275 

O 

0008040174 

00060401/ 1 

70 143 


0GOOU4O10Q 

88CBO-1O100 

nnoj 


0006040190 

880601010/ 

50-344 

O 

8808040102 

08000-10108 

50271 

P 

8B09040193 

8000040107 

50 341 

a 

00C8U401G5 

08OOO4O1OB 

50 271 

p 

80C8040196 

0006040194 

50 413 

i> 

8800040203 

6806040201 

50 413 

p 

8808040204 

0800040201 

50 217 

0 

B&90O402 15 

600 BO 402 12 

50 312 

Q 

6800040221 

00000402 1G 

50 247 

n 

0800040223 

0000040209 

50-259 

p 

0908040227 

6000040224 

60 259 

p 

6908940230 

0800040229 

60 395 

p 

0808040245 

0000040244 

60-528 

0 

00 0004024 G 

8806040244 

60 395 

p 

6 G 0804 02 50 

0600040248 

50-20 

p 

60080-10252 

6608040240 

00-29 

p 

6008040232 

660B040293 

50-286 

o 

0000040312 

0807200127 

50-34 0 

p 

8808040310 

0890040315 

50-280 

o 

86080-10320 

0600040315 

50-346 

p 

6G08040324 

6600040315 

50-346 

p 

0808040330 

00000-10327 

50-456 

o 

0806040333 

0800040327 

70-824 


0809040345 

0800040339 

50-456 

o 

8609040349 

0BOBO4O347 

CO-213 

p 

R6000 10 36 2 

0008040351 

50-260 

p 

0000040356 

0006040353 

REVIEW GFt 

p 

0006040363 

8008040361 

50-103 

□ 

0806040364 

8808040361 

50-259 

p 

8098040374 

0000040072 

50-416 

o 

8000040375 

8006040372 

WASTE MGT 


6006040964 

8000040382 

PROJ 


0006040305 

6000040382 

50-395 

p 

8806050006 

8808050034 

50*70 

Q 

S80B050011 

08O8O5COO9 

50-285 

O 

8 BOO 0 5002 D 

6608050026 

50-354 

O 

0000050032 

6808050028 

50*244 

O 

8008050036 

8808050033 

70-135 


8008050038 

8803050031 

70-135 


8808050042 

08C8O5OO34 

50 440 

0 

8809050044 

6308050340 

50 440 

o 

8808050040 

8300050045 


DATE 

ISSUEO 

08/07/29 
88/07/26 
00/07/26 
00 / 07/ 29 
08/08/01 

00/08/01 

00/07/25 

80/07/25 

00/07/25 

60/07/27 

BB/07/27 

00/07/27 

00 / 07/27 

00/07/27 

OB/07/27 

89/07/21 

88/07/22 

80/07/21 

00/07/14 

08/07/14 

88/07/21 

88/07/21 

08/07/21 

88/07/28 

80/07/28 

88/07/20 

88/07/21 

88/07/20 

69/07/25 

88/07/25 

00/07/25 

80/07/27 

80/07/21 

88/07/26 

88/07/21 

08/07/21 

88/07/26 

08/07/25 

06/07/20 

06/07/20 

06/07/25 

08/07/25 

08/07/21 

110/07/22 

08/07/21 

00/07/25 

08/07/21 

00/07/25 

80/07/21 

00/07/10 

80/07/27 

80/07/27 

80/07/28 

80/07/29 

80/07/28 

00/07/25 

80/07/10 

00/07/27 

08/07/27 

0B/07/21 

88/07/21 
88/07/19 
60/0 7/27 
80/07/28 
08/07/20 

68/07/28 

00 / 00/01 

88 / 00/01 

00/07/22 

86/07/26 

08/07/21 

00/07/21 

88/07/29 

88/07/29 

08/07/22 

80/07/22 

08/07/2? 

88/07/27 

88/08/02 

00/07/27 

08/07/29 

08/07/27 

00/07/25 

00/07/26 

88/07/29 

00/07/21 

80/07/21 
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ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DATE 

SUBJECT 


ACCESSION NUMBER 

ENCLOSURE PRINCIPAL 

DATE 

SUBJECT 

8003350051 

DOCUMENT 

880U05C050 

ISSUED 

08/07/26 

CATEGORY 

53 402 P 

B608CH0142 

DOCUMENT 

60COO9O130 

ISSUED 

80/07/07 

CATEGORY 

50-322 

8008950054 

060R05C049 

00/07/21 

50 272 

V 

6608080143 

0606000141 

00/07/2? 

50-2CH 

8B0935C070 

000805006? 

00/07/21 

50 529 

P 

0008080146 

0608000139 

80/07/07 

50-322 

890905 C07b 

8908050074 

80/06/20 

40 0102 


8608080153 

06080001 36 

00/07/07 

50-322 

00O9OSCOC6 

83C0050Q79 

80/07/20 

50 3H? 

P 

0800300*57 

0808060149 

88/07/27 

50-220 

06O9O5CO92 

8H08050080 

80/00/01 

40 7604 


6806000160 

66080601 36 

150/07/07 

50-322 

0OCUO5C097 

00 080500 U 1 

00/07/25 

LO-3W7 

P 

6009090162 

BH0BCBOI 49 

00/07/27 

50-220 

06C0O5GC98 

aoonosoofio 

8R/C0/O1 

407604 


0609090164 

6Q0BC89 1 38 

00/07/07 

50-322 

0OJOO5O1OO 

0OO0O5OC95 

80/00/02 

71-656 


0906060166 

BU0BC8O149 

09/07/27 

50-220 

e^sosofor 

0806350380 

00/00/0 f 

40*7604 


U9C0C8O16? 

6000080155 

O0/CG/2O 

50-341 ■ 

8868050109 

0000050108 

R0/O7/20 

50 289 

P 

8BCRC801 70 

0UGOC8O138 

6B/0//0? 

50-322 

eaoacsoi 1 1 

08ORO5O1O0 

Ofl/07/29 

50 209 

P 

0006080 1 72 

0608000163 

FiB/07/26 

50-300 

QQL'8C001 12 

0000050100 

08/07/29 

50 289 

P 

8008080174 

86C802033/ 

69/07/19 

STATE PRO 

baoao5'jiH 

8000050113 

08/00/01 

50 395 

P 

8830060176 

0600120289 

0B/Cfl/O3 

50-269 

88080501 15 

00080501 13 

08/00/01 

50 305 

P 

0008000199 

0808000109 

60/07/26 

50-454 

80080501 1 ? 

0008050113 

08/06/01 

50-395 

P 

00ORO0O2CO 

680806019? 

60/08/03 

71*9222 

68080501 10 

0008050116 

08/06/29 

10PREP 


8009000206 

88080001 G9 

m/07/27 

50-315 

800305 0)24 

06000501 J6 

00/06/29 

WPFtEP 


8802G8O2 13 

680800021 f 

00/0 7/27 

50 601 

8008050151 

8000050133 

00/07/22 

50*24 7 

Q 

B0CBOUO2 15 

8608060211 

06/0 7/27 

50 601 

8503D50155 

0008050153 

00/00/01 

50 260 

p 

09OPG n COU4 

RBOPCOOCOI 

06/08/05 

50-341 

0008050156 

0008050177 

80/07/19 

50346 

P 

B90B09C005 

8Q0BC90QQ1 

86/O0/C5 

50*341 

0600050158 

8RO0O5O153 

00/00/01 

50 200 

P 

B 608000009 

RBC60900GQ 

06/07/26 

50-461 

0608050165 

8R08050161 

80/07/27 

50 454 

P 

RB08COC02/ 

0606099018 

88/07/26 

50-443 l 

060P050167 

0800050161 

80/07/27 

50 454 

P 

BBCB09C032 

0 BO 809 00 J 1 

88/00/03 

50-461 

0609050160 

0000120100 

88/00/02 

50 237 

P 

06C6O9OO35 

8808090031 

08/00/03 

50-461 

860905016-1 

0000050183 

80/07/20 

bO 29 

P 

GBC8000U40 

80C8099034 

60/07/20 

50*271 

0600050165 

0800050103 

08/07/20 

5020 

P 

6608090042 

0600030039 

00/07/28 

50-322 

8800050202 

01108050104 

00/00/04 

WASTE RES 


0608003052 

0808030050 

60/06/ 17 

50 443 

CBCU0502 1 1 

0008050207 

00/07/29 

5C 254 

O 

8806090057 

0000090050 

60/C6/17 

50-443 

8800050212 

O0ORO5O21O 

09/07/21 

50 9H2 

P 

QB0B0U3062 

8800090190 

00/07/ 2G 

SO 344 

nacac 50221 

0008050210 

00/07/2 7 

40 0057 


0808090060 

6RO0O3OCH7 

06/07/29 

50*322 

68G8060223 

0000050222 

00/07/29 

50237 

0 

0600090076 

R0O6O9OO/4 

06/00/03 

WASTE MGT 

68i;8050224 

8000050222 

00/07/29 

50237 

0 

0806090077 

RP0RC9OO7? 

06/07/27 

50*443 

G8C 80 50229 

0600050193 

00/07/26 

50269 

p 

0800030085 

8C06CDO004 

00/07/21 

£0*200 

G 808050232 

0000050071 

00/07/27 

50-277 

p 

OUQQunoOBG 

86C 609001 14 

00/07/21 

50-200 

6808050231 

8000050220 

00/07/22 

50**40 

s 

08U0O3COOO 

080009000? 

06/07/29 

50-247 

6938050236 

0008050220 

H0/U7/22 

50 440 

$ 

000603009 1 

0808090007 

00/07/29 

50-24 7 

6908050252 

0000050250 

08/07/22 

80 20/ 

p 

0110901)0006 

C60B 000036 

0O/O//29 

50-237 

6808050265 

0000050263 

00/07/29 

50 530 

p 

6009090102 

0808030101 

08/07/29 

50*461 

8900050256 

U0OOO5O253 

08/07/29 

50 530 

p 

6100001 03 

0908030101 

00/07/20 

50*461 

8900050201 

00ORO5O214 

00/07/20 

50-413 

p 

6608090123 

0800030120 

60/00/03 

50-400 

8908050262 

0808050214 

00/07/28 

50 413 

p 

0808090 1 32 

8800000124 

09/07/Og 

50*440 

8 00 90502 03 

8000050214 

00/07/28 

50 413 

p 

08000901 47 

08O8ODCOH3 

60/ C 6/02 

50-403 

8800060271 

Ofl(W05(>??0 

00/07/22 

50 23? 

p 

amor*oibi> 

0838030148 

68/07/29 

50-528 

8900050275 

0030050270 

00/07/22 

50 23/ 

p 

WJ09U9O153 

6000030140 

60/07/29 

50*528 

8600050279 

8000050273 

00/07/27 

50331 

p 

9809090154 

88O00DOM9 

09/C8/03 

50*327 

080U050204 

8000050202 

80/07/21 

50 254 

p 

6008090165 

6900090149 

09/08/03 

£0-327 

8OC0O5O2G7 

8000050294 

00/07/29 

50245 

p 

9809000157 

8800030149 

09/08/03 

50*327 

000 005030? 

8000050303 

00/00/01 

503 

p 

U0O9ODO161 

6000090142 

00/08/04 

50-271 

08CCC50300 

0008050303 

08/00/01 

503 

p 

9009090 1 63 

6000090102 

00/00/05 

60-410 

88C8C503 1 1 

0008050304 

00/07/21 

80 454 

p 

9009090 1 65 

6800090164 

08/00/95 

50 341 

0800050336 

0008050332 

00/O7/3J 

502/5 

p 

9000030 ) 66 

8000090104 

00/O0'C5 

50-34) 

0808050337 

0000050240 

00/07/13 

50 3 

F 

9800000171 

B0 00 090 109 

08/09/22 

COM MISS :0 

0800050338 

8600050339 

00/07/20 

50 4G1 

p 

9009090 1 73 

8I106G9OI69 

00/ 00/ 22 

COMMISSIO 

883HO0COO5 

0000000003 

00/07/20 

60 271 

p 

90O0O9U 1 74 

88U6I0C042 

00/09/05 

£0*34 l 

88O0O0COO9 

8800000008 

00/07/25 

50 423 

0 

9808000175 

60OBC9O169 

08/06/22 

COMM IGS 10 

0000000812 

0000020145 

00/07/25 

PHOJ 


9608090179 

6806090169 

89/06/22 

COMMISSIO 

0000000014 

0000000013 

08/07/29 

REVIEW GR 

p 

UROBOGO 1 B3 

B0O6OOJ14P 

8B/08/Q4 

50*271 

8908000024 

0000000021 

08/O//20 

70*143 


9008000201 

6 OC 8090 107 

60/05/25 

60 346 

80O9OBOO20 

8HUQO0OO23 

00/07/29 

50333 

p 

6608090203 

890609010/ 

08/05/25 

50 346 

8000060027 

8800000021 

00/07/20 

70*143 


8608090239 

8608090220 

0070770/ 

50 26? 

8000000028 

0808000029 

80/07/29 

50133 

p 

080809024 1 

8008050220 

9R/07/07 

50 262 

8800080029 

090 8000023 

68/07/29 

50333 

p 

0608090257 

8 808090255 

0B/O3/OU 

WASTE MG T 

8800080032 

8 OG 00 000 30 

00/07/00 

70-3055 


9808090273 

0608030250 

08/09/04 

60-341 

80C0C8O84O 

0000000339 

00/07/25 

50-313 

0 

0808090274 

0609090270 

80/00/05 

60 445 

8 80808 CO 56 

8000050304 

00/07/21 

50 451 

p 

0808090276 

0808090270 

60/C8/O5 

59445 

BQ0808C057 

0008080053 

80/00/02 

50*390 

0 

8806090270 

0808090250 

60/08/04 

53*34 1 

80O8OGOO72 

00000800/1 

06/07/20 

50 261 

p 

98080902^9 

0800030404 

80/07/27 

70 135 

8808000074 

800008007 1 

80/07/26 

50-261 

p 

0000090308 

6803060159 

88/00/30 

50 341 

0000000070 

0000080071 

00/07/26 

50 261 

p 

000803031 1 

8088000304 

8G/07/26 

OOMMISS'O 

80 00000070 

0008000071 

8R/07/26 

50-261 

p 

8808U90J 1 8 

6000080159 

80/06/30 

50 341 < 

8 00 B0 80085 

8608000003 

00/07/29 

50-280 

p 

0000090319 

86080903 14 

80/07/01 

COMMISSIO 

B0O0C8OO07 

8608080066 

00/07/22 

REVIEW GR 

p 

0009090331 

0908030159 

U8/CG/30 

50 341 

0000060908 

8000080006 

88/07/22 

REVIEW GR 

p 

9800050333 

8608090260 

89/07/25 

WASTE RES 

G0QEC8OO9O 

8908080053 

80/00/02 

50390 

0 

80CCODO335 

0608030009 

88/07/25 

50 317 

8GC80801 00 

0008080090 

00/00/01 

50 200 

p 

96C0 100004 

8603100C01 

88/00/01 

£0-263 

0808080101 

0008080098 

06/00/01 

50-280 

p 

Q6CB10000S 

8800100005 

88/00/04 

50*313 

0608080103 

0000080105 

03/07/21 

XPCRTUC 


8008)00097 

0803)00005 

80/00/04 

50-313 

80080-80*12 

08080001 10 

08/06/29 

FOIA 


0808100019 

0008 100008 

60/00/02 

50-302 

0008060114 

0800060110 

00/06/29 

FOIA 


QB081C0013 

0898100011 

08/08/01 

COMMISSIO 

0000060117 

8800080110 

80/06/29 

1‘OIA 


080010001/ 

680B1C00 16 

06/08/01 

COMMISSIO 

0008060120 

8800080110 

80/06/29 

FOIA 


8B00 100034 

8000100033 

8B/UB/03 

50-200 

0000080122 

88000601 10 

80/06/20 

FOIA 


8800100035 

89081 OCO 33 

88/CB/03 

50*500 

0006080127 

8608080124 

86/07/20 

50 369 

0 

0800100043 

8908100042 

68/OB/05 

50-341 

0806080128 

8608080126 

88/0B/03 

50 285 

H 

8009100045 

8806 100C 4 2 

60/08/05 

50-341 

0900000131 

0000000)20 

80/07/26 

50 425 

0 

DBCB 100046 

8000100039 

60/08/02 

COMMISSIO 

OBO 80801 34 

6006080120 

80/07/20 

50425 

Q 

BBG810D061 

8008100040 

88/00/03 

50 461 
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BSC 9 100055 

88381 C0C44 

08/07728 

50 322 

G 

dB09l 1C337 

8800110034 

89/07/19 

71*3004 

86C910Q0S6 

6808100046 

08/00/03 

50 461 

P 

0005110030 

0000 1 1 0036 

BB/0//29 

50-312 

eec» loooefi 

88081 C0057 

00/00/05 

50 335 

G 

9EO01 10041 

8808110036 

80/03/03 

50-490 

ecc a 100069 

R6C8I0DCS7 

33/00/05 

50 335 

G 

6900 1 10047 

8BC81 I0C44 

60/O//U7 

70-1300 

86C9 100072 

68C 8 100057 

80/00/05 

50 335 

G 

8RO011OC53 

8DC81 10010 

88/03/0? 

S3-49Q 

6809100075 

G6C810G057 

68/08/05 

fO-335 

G 

G8C81 10056 

8808 1 00284 

R8/07/26 

5U-P30 

6CC8 100064 

RBCBIOCOS? 

88/C8/C5 

50 335 

G 

R8C8 1 10004 

00061 1 COG 1 

88/01/25 

50-277 

G6C9 100085 

U8C6010105 

68/C6/15 

60-344 

P 

UtiCBl 10055 

80081 1G043 

08/08/05 

ORG 

6609100000 

8E0B10C057 

G3/G9/G5 

50-3J5 

G 

08C61 1C0G6 

08001 1C043 

08/O0/C5 

ORG 

860 -3 100093 

0eC91 00991 

88/07/26 

50-261 

G 

99081 IC069 

8838110058 

86/08/03 

SO 423 

6609100996 

8908100057 

00/08/05 

50-335 

G 

6908 1 1 C9G9 

08081 10043 

08/08/05 

ORG 

66031 03098 

80O81OQC65 

39/OQ/OJ 

CON 1 HA c r 


anciei ioo/o 

08081 100C1 

60/01/25 

50-27? 

fieoa i 03009 

8800100057 

89/08/05 

CO-335 

G 

8008 1 1 007 1 

8800110043 

00/03/05 

one 

6603100103 

68C0OIO1C5 

83/06715 

50*344 

V 

8008 1 1 0O/5 

8808 1 1 0072 

00/03/05 

50 202 

0PQ01OO1O4 

G8C8 100102 

86/07/19 

50-198 

P 

G8C8 1 1 003 1 

0808110076 

86/01/22 

53 2/7 

88081 001 C6 

GG08 100057 

09/03/05 

50-335 

G 

80081 ' 0004 

0BC811OCB2 

00/03/05 

50 341 

08C61D0106 

0808100100 

66/03/03 

CONTRACT 


0908 1 10032 

89031 10CB7 

00/08/04 

50 327 

88061001 13 

0 l J08 1C 0057 

8 9 '08/05 

50-335 

G 

8G081 10104 

99091 10100 

e8/oa/04 

SO 237 

8808 KOU 8 

89.0810.3^.4 

b8K)ft/C4 

COt-URACr 


8938110123 

6eniJU0122 

00/00/04 

QA&G'J 

66081091 19 

863810001 » 

68/C0/OI 

COW4ISSIO 

N 

8000 1 1 0 124 

&8001 10122 

80/08/04 

QA990 

880810122 

8609100116 

06/07/29 

50 48? 

O 

88081 10»2D 

88001 101 14 

08/07/01 

CCU^.SSfO 

00061001 ?3 

0806100k 16 

08/07/29 

50 482 

0 

8808 H0I30 

80001 1012/ 

80/07/2/ 

50 250 

8U08100124 

0908 1C 01 17 

80/08/02 

CCMf/ISS’O 

N 

08C81 10133 

08081 10127 

UD/07/27 

50 250 

0608100127 

8000 1 0305*7 

68/C9/05 

CO 335 

G 

QbCBI 10141 

0800110143 

08/07/27 

70 2? 

6608100131 

83-38100130 

96/09/03 

CONTRACT 


8609 1 10160 

8830110159 

UE/07/07 

70 371 

8309100132 

0808100087 

00/08/05 

50-335 

G 

6900 1 K/169 

00CB1 I01G1 

00/08/01 

50 458 

6809100136 

0900 IC0 134 

68/C8/03 

50 210 

P 

6838110103 

8BC8110MM 

00/07/23 

50 272 

6006 IC 31 37 

8903 IC0 133 

08/07/01 

CCMMISSIO 

N 

08O81 10185 

B9001 101 0 1 

38/07/20 

50 272 

6609100141 

83-38100139 

U0/07/29 

50205 

O 

08OOHC2O3 

89031 K1202 

30/00/03 

50 4 2-1 

BU0Q 100145 

68C0100 143 

06/08/02 

CO NT RAC 1 


08C81 10205 

89091 10202 

30/00/03 

50 424 

8938100149 

F0O01CO142 

8U/08/C4 

VVASTF f/CT 


08C81 10209 

08001 10207 

08/07/23 

50 490 

8906100151 

09O01CO149 

80/08/02 

CONTRACT 


0BC81 1021 1 

00081 10207 

30/07/28 

50 498 

88081 C0 1 50 

8838010105 

60/C6/15 

£0 344 

P 

08001 1023 1 

68001 10230 

08/08/03 

XPORTUC 

0606100164 

6803100162 

08/08/01 

contract 


0BC01 10232 

6000 1 10230 

U8/08/03 

XPORTUC 

0006100165 

6600010105 

00/00/15 

60 34 4 

P 

09001 10235 

08301 10102 

BB/C8/C0 

WASTE MGT 

8808130169 

890810016/ 

30/07/25 

SO 243 

V 

09091 10240 

08001 10230 

06/07/25 

£0 309 

6808100171 

88081C31C9 

89/08/01 

SO 410 

P 

89001 10242 

08201 10241 

G3/C0/O? 

53 330 

C808I00172 

80O8ICO168 

80/00/01 

SO 416 

P 

09091 10248 

08081 1024/ 

00/07/25 

63 324 

0808100173 

8800010105 

80/06/16 

50 044 

P 

8900 1 10253 

08CO1 10252 

80/07/20 

53213 

8938100175 

6808010105 

88/06/15 

50-344 

P 

890Q1 <0250 

08081 1023/ 

33/0&/01 

60 23/ 

88091C01E0 

8600100170 

08/07/26 

50 044 

0 

6000 1 10256 

69001 1025? 

38/07/20 

50 317 

6803 ICO 181 

8638010105 

08/06/ 15 

50 344 

p 

68091 10264 

69081 10250 

30/00/01 

60255 

8808103183 

8038010105 

08/C6/15 

50 344 

p 

08001 102G7 

00001 10260 

0H/C8/O3 

SO 341 

6t 031 00 184 

88C 8010 105 

88/00/ 10 

50 344 

p 

8800 1 10260 

0000110266 

80/00/03 

£0 341 

0803 100 16B 

8838 IC0 166 

08/07/25 

50 27 

V 

8808110271 

0830110180 

00/08/03 

50 369 

6638100189 

88C 8010 105 

08/CG/16 

GO 344 

p 

6808110270 

0808110273 

33/06/02 

50 302 

6GC81Q0191 

88C81C0180 

06/07/21 

SO 408 

0 

8800 1 105-&Q 

8608110275 

00/07/28 

50 34G 

8933100102 

6CC 8010105 

88/CG/16 

50 344 

p 

6808110282 

860811020b 

33/08/01 

50*265 

8 9 C 8 1 00 1 9o 

8808 IC0 187 

80/08/02 

50 424 

p 

8808 l 10287 

8608110273 

30/00/02 

50 302 

83091C0194 

68C6010105 

80/C6/16 

50 344 

p 

06C8I 10208 

8808 1 10206 

38/00/02 

50 333 

C9031C0197 

8008010105 

88/00/ 15 

50 344 

p 

0CQ01 1030.3 

08001 10301 

08/08/03 

40 6001 

800910202 

883-8010 105 

80/06/15 

50 344 

p 

0SO0I 10304 

00031 10275 

08/07 /?0 

50 346 

880tnC 3204 

8838010105 

8S/0&M5 

SO 044 

p 

8903110007 

0808140001 

80/08/03 

40 6001 

8S001C0205 

8638010105 

80/06/16 

50 344 

p 

8008110310 

0800110301 

0P/CO/O3 

40 6001 

66031C0207 

8808010105 

89/06/15 

SO 344 

p 

88081 10314 

0808 11 0301 

08/08/03 

40 8801 

B6Q81C0208 

8838010105 

89/06/15 

60 344 

p 

6800110318 

06081 10301 

03/06/03 

40 0801 

6808100209 

8038010105 

80/06/15 

50 344 

p 

6808110317 

0EC8HO3D1 

80/08/03 

40 0801 

D6031C0210 

8638010105 

0U/OG/15 

SO 344 

p 

08091 10319 

00091 10301 

00/08/03 

40 0001 

68081C021 1 

8808100187 

80/00/02 

50 424 

p 

06091 10323 

00031 10301 

08/00/03 

40 8801 

E608I.C0213 

8608100212 

09/07/13 

COMA'S SO 

N 

8608110320 

00001 10324 

80/07/21 

50 298 

6808VC02U 

6800100167 

3Q/C8/02 

50-424 

P 

8608110328 

0003110324 

08/07/21 

50 29Q 

C8081GU217 

0008100216 

88/08/0 1 

SO 31? 

O 

0808 110331 

0600M0327 

08/UO/O5 

SO- 30 5 

BG091C0222 

0803100226 

08/07/20 

XPORTUC 


G6C 8 120004 

06O812OCO3 

0B/C8/G5 

71-655 

8808100228 

0P 09 100223 

08/C8/C4 

53 336 

P 

08091 20008 

0GCB12OCO5 

60/OG/O2 

50-456 

88081C0233 

0803100232 

08/07/16 

contract 


0809120020 

0908120019 

00/07/28 

50-24 1 

8B081C0240 

060910023/ 

09/09/06 

00*34 1 

P 

BROS 120022 

000 B 120019 

00/07/20 

50-34 1 

B6081CD219 

0638100243 

00/08/02 

70-143 


O0OO12CO23 

00091 10201 

80/00/01 

50-586 

8808100252 

0838100245 

80/07/27 

S0-2G1 

Q 

8800 12CU24 

00001 2C0 19 

00/07/20 

50-341 

86091G0254 

8838 IC 3240 

88/00/04 

50-461 

n 

8800120327 

090-9120025 

00/07/20 

50*237 

8808100268 

88C81C0265 

68/C8/01 

50*29 

p 

G0O0 120333 

08Q0 120031 

88/07/20 

53-490 

6003100278 

8808100275 

88/09/02 

50-317 

f> 

0809 120035 

0000 1 2003 1 

09/07/20 

50-190 

80O81CO286 

8608100282 

08/09/02 

50*254 

p 

86CB 120037 

8008120034 

09/07/25 

50-312 

B8081C0289 

6808 100260 

09/08/05 

50-341 

p 

88091 2006G 

0008120059 

60/00/04 

50-202 

8808103230 

6008100274 

88/07/28 

50-201 

p 

OUOB 120067 

0008050285 

60/07/27 

50*331 

Pe08l0023l 

Q9O0ICO204 

89/07/26 

50*200 

o 

9900120078 

BBC8I20077 

09/07/29 

50-313 

68C01 00293 

8QC8 100292 

08/03/02 

50-313 

G 

G9O012CO03 

B3C8 120077 

00/07/29 

£0*313 

88-00100299 

8806100298 

06/08/03 

50-354 

O 

8800 120031 

8006120080 

80/00/03 

REVIEW GR 

8008103301 

8006 100300 

00/00/02 

50-331 

Q 

8008 12C0U5 

6G06 1 20000 

88/08/03 

REVIEW GR 

8808103303 

8928100295 

08/08/00 

50-321 

r 

8308 12C097 

GG06 120006 

00/03/01 

50*247 

8808 1 00304 

0008103302 

00/08/03 

50-334 

0 

0QO012CO9D 

8006120092 

88/00/02 

50*320 

6808100305 

8806100302 

88/08/03 

50-334 

O 

0008120100 

880B12C0B8 

06/00/03 

RF.ViFAV GP 

eeoe 100307 

G608 100306 

68/07/25 

50-219 

Q 

0OC8 120104 

8800 1 2CO03 

00/00705 

50*352 

8808100312 

0RO8 100310 

88/07/20 

50*397 

O 

00C8 120106 

8008120102 

80/08/04 

50-155 

00C61OO317 

8008100313 

66/08/05 

SO 4SU 

Q 

0808120114 

8808120109 

88/08/02 

50-213 

eeC8lC3322 

80CB1C3321 

68/07/20 

50-526 

0 

8B08 120122 

8808120121 

60/08/03 

50-409 

8808 1 10-31 7 

08061 IC316 

80/07/14 

XPORTUC 


8006120129 

8808120127 

80/00/03 

50-346 

0008110021 

0800110015 

80/08/03 

50 289 

V 

8B061 20150 

8008 120147 

38/08/04 

£0-286 
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CROSS REFERENCE OF 


ENCLOSURES TO PRINCIPAL DOCUMENTS 395 


accession NUMBER 


ACCESSION NUMBER 


ENCLOSURE 


880812016'. 

680812016? 

5808120169 

6808120170 

3808120171 

8309 120174 
P?:9 120^62 
es:&i?020j 
eeoo 120204 
8808120205 

6609120212 
6809 1202 M 
8909120215 
6323120226 
83CB120227 

6808120229 
6608120200 
6609 l 202 J2 
6608120204 
6609120295 

6SC8120237 
eeCB 120239 
8606120230 
8608120240 
6608120241 

8809120248 
68C9 120255 
893612025? 
88:812026? 
93C8 120202 


PRINCIPAL 

DOCUMENT 


6900 120 103 
830R 120029 
GB0Q12015B 
0006120150 
0OCO12O16O 

06001 20929 
8000 120 189 
BOOB 1201 09 
BU061201 C J7 
8000120100 

0000120201 
8000120213 
O90B1P0213 
8B0B 120223 
B000 120222 

0008120223 

8000120222 

0000120231 

8000120231 

0008120222 

0808120231 
88C8 120233 
00080B0211 
0008120231 
0600 120211 

UB0812U247 
80C812024G 
8808120240 
8008120264 
88081 2021M 


DATE 

ISSUEO 


SUBJECT 

CATEGORY 


ENCLOSURE 


PRINCIPAL 

DOCUMENT 


80/08/08 

09/0//29 

80/08/04 

80/00/04 

88/CG/2D 

08/07/29 

08/06/29 

08/00/01 

88/00/03 

88/06/01 


50-3 1 / P 

pnoj 

50316 0 

50-346 Q 

TOPMEP 


8909150219 
6008150224 
8808150233 
B6C8 150237 
8808150233 


8808150218 
8B03 150222 
8608150231 
6809150235 
6839150235 


PHOJ 
TOPREP 
40 8027 

50-2 0 

40 8027 


8803150246 

980815024* 

8009150250 

6006150252 

0809150253 


86C& 150232 
880615017/ 
8606150243 
6808150251 
6806150177 


C8/C8/11 
88/07/14 
00/07/14 
03/0 7/22 
89/00/02 


27 40 
iOPREP 
TGPREP 
50206 P 

QAgoB 


B6C8J5026J 
8808 150263 
8308150264 
BROR | 50270 
8909150273 


6839150259 
88:8150243 
Q0C0 150259 
8908150243 
8608150271 


DATE 

SUBJECT 


ISSUEO 

CATEGORY 


B3/0//27 

59 400 

o 

80/03/02 

50 244 

O 

B3/D8/03 

50 213 

o 

89/07/26 

50 334 

p 

69/07/26 

50 334 

p 

08/09/03 

50 416 

p 

88/07/14 

ro-A 


08/O//C5 

FO’A 


90/CB/C6 

50 293 

p 

63/07/14 

FO'A 


68/C8/G3 

50 263 

o 

09/07/05 

FOlA 


00/08/03 

50 263 

Q 

09/07/05 

FOlA 


09/08/03 

70 143 



00/07/22 50205 P 

03/00/02 OAyQD 

80/07/20 10PREP 

C8/0//20 TCPRF.P 

80/C8/02 OAOjy 


68081502/ ? E893150177 
8808150278 8898150243 
8808150204 89:6150280 
890915029? 89C8150243 
8909160209 8008)50280 


66/07/14 FClA 

66/07/05 FClA 

88/07/18 50 14? F 

88/07/C5 FClA 

80/0?/ »S 50 142 F 


08/07/29 

00/00/03 

B3/0//2/ 

69/07/20 

66/07/29 


TCPRRP 
50280 P 

50 601 K 

10PHEP 
TOPRF0 


BBCB1E0290 

6808150291 

B8O8150292 

8908150293 

8300150234 


6803150280 

8809150230 

6809150280 

89C8150289 

86:9150260 


89/0//16 50-142 F 

89/08/06 50 272 P 

80/07/16 £0-142 F 

80/08/06 5 0 2?2 P 

80/07/18 50-142 F 


88/08/02 
03/C8/O4 
00/00/04 
08/00/04 
00/08 /CO 


50 266 P 9000)592(59 

40 3J92 86001 50250 

40J392 P8061 50301 

50 259 P 8803150301 

50 2D V B308 150311 


6608150243 
86031 5D20O 
8809050148 
8009150243 
65:0150243 


08/07/05 

50-26? 

68/07/ IB 

50-142 

89/0//2S 

50-620 

89/07/06 

PCI A 

80/07/05 

FOlA 


6808 1 20302 
6803)20313 
6603120320 
8809120321 
8800120326 


89001 2020/ 
6BUB 120290 
0000120310 
6000120311 
8018120325 


80/08/10 

50 271 

0 

68/08/03 

60-259 

P 

00/06/05 

SO 346 

P 

6Q/09/01 

50 346 

P 

60/00/05 

50 459 

P 


8900150314 6600150312 
8909 1 50310 0808150243 
<3900)60324 0608160317 
0BC81 50325 8608160177 
eaos 150331 8939150276 


P8/09/03 60-289 

88/07/05 FO-A 

68/09/03 00-295 

69/07/14 FOlA 

80/07/29 TOPREP 


88:0120340 

0300120335 

00/07/20 

50-395 

*s:et 20343 

000312034/ 

08/07/20 

50 205 

eeoa 120345 

6000)20335 

BO/O7/20 

50 305 

8908120353 

0300120311 

6U/00/01 

SO 346 

8803120355 

OUCuOQCOlO 

QO/O0/O2 

50 327 


O 

D8081 50336 

80:8)60333 

88/08/06 

5D.33J 

0 

6803150337 

8606150332 

88/08/03 

50-387 

0 

00091 £0339 

6608150333 

88/08 / 08 

50-333 

p 

600315034G 

B60C 150344 

bfl/09/05 

50-353 

F 

08081 £0347 

6808150243 

08/07/05 

FO'A 


8803150^2 

500015930/ 

0N/O//20 

5.3533 

O 

0606160352 

03:6150350 

88/CS/l l 

50-311 

6609150004 

B9O0 150303 

00/07/29 

DO 321 

O 

E&081 50353 

88C0 150350 

89/08/11 

50-351 

88CQ1SC005 

090B 120135 

60/0// 20 

50*395 

O 

0806150364 

08CB 150349 

80/08/CO 

50-353 

83CB 15000/ 

(J0O015OCOG 

00/07/20 

50250 

0 

0008150360 

0908)50359 

89/08/03 

50 416 

89081 SOOCfl 

0006150000 

0n/07/29 

50-250 

0 

680815036? 

ue: 01 50243 

S&/07/&5 

FO:a 


6808150022 

eaoaisoom 

00/011/05 

50 200 

P 

69091 50J73 

08:8150370 

88/08/02 

50 346 

esoa 15004) 

03001 090 J8 

00/00/05 

50 450 

P 

0009)50376 

8006150370 

88/09/02 

50 346 

860d15U040 

8003080159 

0O/C6/33 

50 34 1 

F 

0OO9\£O3/6 

0808150243 

88/07/05 

50 250 

680915C051 

0000)50050 

hn/08/05 

£0 387 

P 

6808)50377 

B808 150362 

63/C8/05 

SO 193 

&80B15D054 

0608000)59 

80/08/30 

50 34 J 

F 

mC9t 50390 

8808)50243 

89/07/05 

FOlA 


Q8C8150C58 

60001 50050 

BB/00/09 

50 445 

A 

BO 08 150382 

08081 £0361 

89/03/10 

? 1 -9022 

09OB15OCG7 

0008 C B0 1 50 

OO/CG/JO 

50 341 

T 

6808 150285 

88081 £0243 

68/07/05 

FO'A 

B808I50D72 

0009000159 

00/00/ 30 

50-311 

T 

8808150391 

88091 £0340 

88/09/03 

50250 

8800150373 

nOOBlSCOBI 

R0/O3/OI 

70 J43 


0038150392 

88081 50?43 

68/07/05 

FClA 

8609150077 

66C6 150074 

60/00/00 

£0-298 

Q 

68081 D0384 

8908 150390 

68/07/25 

50-3 ) 7 


8808150078 
8808150090 
39081 £ 0061 
9908150085 
9608 150089 


0000080 1 50 
00O0I5OO7O 
0800150075 
0800000159 
80C8150C84 


00/06/33 

50 341 

T 

8808150401 

89C9150243 

89/07/G5 

FO'A 

B0/C8/0B 

50 602 

O 

880815040? 

88C915C405 

88/03/10 

5032/ 

69/00/01 

50269 

P 

8908150409 

88081 50?43 

88/07/05 

FOlA 

60/06/30 

50 341 

V 

8909150411 

5908150409 

88/09/10 

50 327 

06/06/00 

00285 

0 

8909150420 

8808150418 

88/00/08 

£0 461 


9809150099 
88001 500U9 
98G015OIOO 
33C8150103 
3900150100 


8800150033 

0BO015OOO5 

B9O015CO9I 

8800000159 

QOC8O0O15U 


68/09/0) 

50 369 

P 

86C9 150421 

68081 503 ?B 

83/07/27 

50327 

O 

00/07/2* 

40-8724 


8BC9I50423 

B603 150418 

89/08/08 

50 46) 

P 

00/07/11 

FOlA 


88CB 150424 

8308150413 

80/07/25 

CONTRACT 


06/CG/33 

50 341 

O 

BBC 9150427 

6909)50418 

03/00/08 

50 461 

P 

66/06/30 

50 341 

T 

8808150429 

89CB15C41© 

B8/CB/0B 

50 461 

P 


9B0815O1C8 
36091501)2 
9809150117 
0809 1501 10 
8806 i 5Q 12? 


80081 50096 
89001500% 
6000 1501 1 1 
0008000159 
0808150001 


60/08/01 

OA9D9 


8008150434 

00/00/01 

QA999 


6608150441 

ao/cQ/oi 

50-259 

O 

6008150450 

C6/C6/39 

50 34 1 

F 

600815045) 

66/07/11 

FOlA 


8808150461 


80081503/6 

88/07/27 

50-327 

0 

88080 3030 7 

03/08/02 

50 443 

F 

6600150446 

89/07/28 

50 312 

O 

8508150440 

80/09/09 

50-493 

P 

680915C440 

B8/08/C9 

50-499 

P 


9003150125 

3903150127 

2809150130 

98CB150I34 

6808150135 


0008150121 

09O0GOO159 

600915C091 

8606150126 

0000150110 


00/00/08 50482 O 

80/06/30 50-341 T 

00/0// 11 FO:A 

OB/07/27 70.1113 

00/08/11 XPOrlTllC 


3009150462 OSOe 150445 
30C915C164 6908150445 
68C916C021 0808160020 
0608 16C 024 3608160020 
0806160028 8803160020 


68/08/V4 

?(J-6 24 


09/08/04 

70-824 


0B/OBM1 

50-124 

P 

B8/CB/ l l 

50 124 

P 

B8/08/H 

50 124 

P 


3908)50136 

3000150142 

3808150144 

98C8150I56 

S8C8150I5D 


8808150001 
8008150001 
0008 150140 
6008150153 
0006150150 


08/07/11 

FOlA 

08/07/11 

FClA 

88/00/05 

50-247 

00/03/01 

50 247 

G0/OG/O4 

QA990 


8908160029 
8608160041 
P 8BC9 160044 

F 98G916C045 

9808 160051 


8959160020 
890816003/ 
9008160037 
C608160037 
6303 16C027 


80/00/11 50-124 P 

90/06/ 11 70 1308 

B8/08/H 70 1308 

88/03/11 70 13C8 

80/07/11 rOJA 


3908150164 
3903150170 
30081501 78 
3809150193 
3806150199 


8008150150 
0000150166 
8609150166 
8006150189 
88081 50 10G 


06/08/04 OA909 

08/08/05 50-458 

08/00/06 50-458 

00/08/08 50-3-16 

08/07/27 70-1113 


6808160052 
P 8008160076 

P 8608160004 

Q 88C3 16C085 

0808 160083 


893B160027 
0908160027 
90081 60 078 
6003100025 
8809 160027 


00/07/11 FOIA 

88/07/11 FClA 

80/05/23 CONI RAO 1 

ee/ca/oi ccmm-ssio n 

B8/07/11 PCI A 


3808150202 0008150196 

3900150205 8009150204 


08/07/27 

08/07/29 


70-1113 8008160095 

50 210 O 8B08I&C099 


9808160094 

8808160027 


8B/03/1) 50 280 Q 

88/07711 I'OIA 


O O OOQO Q-P-OO n.o.u.a O ^ cl Q.O. 
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ACCESSION NUMOER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

PRINCIPAL 

DATE 

s 


DOCUMENT 

ISSUED 

CATEGORY 



DOCUMENT 

ISSUED 

c/ 

BftO&U;OTG3 

boomooioi 

BfUQG/OD 

$0 461 

P 

88001/0006 

88U8170Q34 

00706/12 

59 4 

BB03IG311P 

0008160111 

88/0B/10 

50 32? 

P 

0808170031 

0908170023 

00/00/15 

WAS 

OOOOl G0 1 19 

0308 160 104 

80/07/20 

OHG 


00081 7CU58 

0800170053 

08/00/03 

50 3 

BB00100122 

8G08160120 

88/00/10 

50 445 

A 

0flC8 J 7COG7 

0000170082 

60/00/04 

50 3 

BBO81G0124 

08081 GO 120 

88/00/10 

$0-445 

A 

6006170801 

08061 /GO /G 

80/00/04 

50 2 

6GQ616U125 

0000160120 

88/08/10 

50 44$ 

A 

8006 1 70063 

88081700// 

00/PG/U6 

60 2 

BBOOlfiOliO 

G0OOI6O1C4 

80/07/ 20 

CHG 


0800 1 70J04 

«UO() 17007/ 

0O/PIUO5 

00*2 

bsoo 1001:17 

(SOWN 502 43 

66/07/05 

FOIA 


BBOft 1/0002 

0008170900 

mu oh/03 

50 3 

BOOatGOlOl 

0000100160 

00/08/09 

50 3 15 

P 

0008170093 

0008170054 

00/00/05 

$0*3 

BBOOlGOlGO 

0600 1 G0 10? 

60/00/00 

CON TRACI 


68C0 1/0096 

0U001 /0054 

00/08/0$ 

f.O 3 

B008IC017B 

080816017$ 

88/07/20 

50-301 

Q 

6800 1 70099 

00081/0094 

08/00/0$ 

50-2 

eocai60i79 

850010017$ 

0B/O7/20 

50 3GI 

0 

8808170103 

00001/0080 

U0/C0/1O 

$0 4 

C8O01G0IG4 

8808 1001 07 

00/07/26 

50 4 13 

F 

8809170115 

0808170109 

08/00/04 

50-2 

0OCO16O193 

88C0 1 $0243 

60/0//05 

toia 


6008 I/O 134 

(10081/011 1 

80/07/20 

$02 

euomooion 

8000 160182 

08 ( 00 J 09 

CONTMAv'-l 


mm wo no 

MJ01U 70142 

mu 00/02 

40 9 

coooieoioo 

00031G0027 

88/07/11 

roiA 


110681/0158 

00001/0143 

80/00/ 1 1 

50 4 

flOOft ifcOlOD 

000016010/ 

GB/Od/OO 

50259 

P 

080(51/011,0 

8(1081/0143 

08/00/11 

$0 4 

B8OO10O2O2 

01)08160105 

00/07/29 

$0*344 

0 

BDCH I/O in 1 

8008 1/0 MG 

00/08/06 

50 2 

(1600IC0203 

8300 1 $0243 

00/07/05 

f’OJA 


0HC8 1/0182 

0(1061/(1* IK 

80/00/ 1 1 

CO 4 

06061 (.0200 

0(10810010/ 

IJ8/08/CU 

$0*256 

P 

1)000 1 70165 

000(1 170 MG 

00/00/06 

SO 2 

6000160212 

000018020/ 

68/ Dd/tM 

CONTRACT 


mmwtmo 

mit)0lf0209 

muo//2o 

50 3 

0008160717 

86081 $0243 

80/07/0$ 

K)IA 


0600 1 7020/ 

000(1 1 #0102 

80/00/1)5 

SO 3 

6B00 1 60224 

0RO81GO22O 

66/08/10 

50 210 

P 

8800 1702 Id 

00001/0203 

(10/00/02 

50-2 

R9C01G0229 

8B001C0220 

(10/06/10 

50 210 

P 

860U 1 7022$ 

6000 l 70224 

09/00/00 

50 4 

ooc nib022r> 

(((ICR 160222 

08/06/04 

con m ac i 


860(11/0240 

000(11/023 7 

00/06/09 

XPO 

0800161)201 

0038150243 

B0/O//O5 

FOIA 


88011 170241 

06081/0210 

00/06/02 

719 

(160815023$ 

8600100233 

00/06/ 1 1 

70 1 1CO 


8800 1 70244 

8H08I7O219 

00/00/02 

71*0 

IJBO0 10023(1 

808(1160233 

11(1/00/11 

70*1100 


880817024$ 

mm 1/0243 

60/08/09 

50 2 

0300100230 

0080181)210 

H6/O//20 

$0-312 

a 

0006 1/024 7 

0060 1 702 1 9 

H0/C6/O2 

71 9 

OUC0 100241 

08081 00233 

60/06/1 1 

70 1100 


0608 1 70249 

68001 70249 

60/00/09 

$0 2 

081)6100242 

8638150243 

80/07/(1$ 

F'OIA 


(18081/0250 

08001/0246 

00/(10/00 

xpq 

HROB IG0249 

8608 100 IG5 

O0/O//2O 

50 344 

0 

01108170254 

0808 1/01111 

80/06/15 

so* 2 

060015025$ 

0808100253 

0(1/00/06 

$0*409 

r 

(16081/0204 

60081 101 74 

00/08/02 

50 3 

bdch iG0?r»; 

0800160251 

88/06/09 

$0 ?ni 

p 

00081/0208 

08001/0283 

06/011/06 

XPO 

BOOB 100281 

11080160259 

0(1/06/03 

$0 27/ 

p 

H6C0 1702/4 

11000 1 70209 

00/00/00 

XPC 

0800100260 

81)00100259 

H8/C0/O3 

50-2/7 

p 

01168 1/028U 

6008 1 70209 

00/00/08 

xpc 

OBOO 1 602 GO 

0000150243 

66/07/0$ 

(01 A 


06081/0201 

1)001)1702(1(1 

00/00/04 

XPC 

ODCfl IC026J 

00001 602 6 J 

(1(1/08/0$ 

50 4 $4 

P 

06081/0202 

000817028/ 

00/O//2I 

41) / 

8000150270 

8(018002/ 

80/0// 11 

FOIA 


00081/020:1 

00001/0200 

06/08/11 

50 4 

8600100274 

OOUO 160272 

8(1/06/1 1 

$0 321 

p 

01)081/030$ 

0(100(70301 

00/06/09 

56 2 

OODO 1G02 80 

08001002/5 

iiu/cn/i2 

50 456 

p 

0(1081/0311 

000017030/ 

110/05/30 

715 

0800100284 

001)0150243 

00/0 7/0$ 

FOIA 


08081/0315 

11(1001/0310 

116/1)0/10 

co*:i 

0000100286 

88001002UI 

60/00/05 

50*15$ 

0 

116081/0310 

00001/0310 

00/00/ 1G 

50 3 

000010028/ 

1)11081 0020 1 

0(1/00/05 

50*155 

0 

00081/0333 

61100 1 /0929 

00/00/12 

$o*:i 

060(110028 6 

0008101)02/ 

11(1/0// 11 

fOlA 


0008 180001 

6000100002 

H0/1JH/ 15 

50 2 

98CU1G029I 

0600 l 00200 

60/00/03 

$0 302 

0 

01108 1800 18 

0800 18110 13 

00/O//2/ 

40 7 

6'iQU 10029$ 

0000100294 

80/00/66 

$0 410 

p 

68081(1001/ 

[1806180014 

muon/oj 

50 4 

uuanioonon 

0000180305 

00/0//2? 

$0*203 

0 

66081(10022 

0000100010 

011/0 7/26 

40 V 

6U0U15031/ 

0000160314 

08/08/ 10 

$0 20 

p 

66:iniOO0:i1 

11000100090 

mnon/02 

5t»: 

BBOU 100319 

0000100314 

60/08/10 

$0 20 

p 

0006 1 HUU92 

uuon (00030 

09/06/02 

$o:i 

ftf!OR1GO:)23 

U(JCG1G0321 

B0/O//28 

$0*386 

p 

0808180034 

6(1001(10029 

00/00/10 

WA‘ 

6G00 10032*1 

0008160321 

06/07/20 

50 366 

p 

0008160041 

011081(1003$ 

(10/00/04 

50*2 

BBOfj 16033$ 

8808100832 

HO/OB/09 

wash: war 


080818001)1 

0000050204 

110/1)7/20 

$0 2 

6BCUU 00330, 

auofHGcmo 

mmm 

$0*237 

p 

mmtuQOM 

c.mmtoQOGo 

118/0//2/ 

40/ 

&G0U1G0337 

00O8IGO32I 

88/07/28 

$0 3GU 

p 

0OC8 100073 

08301800/ 1 

110/08/03 

50 4 

0006 100340 

8600160331) 

68/66/0$ 

$0 44$ 

A 

800(1100074 

00001680/1 

80/011/03 

50 4 

630(1 1G03 41 

0800100330 

66/06/08 

6023/ 

P 

8630101)07$ 

80001 0001)11 

muon/ n 

SO-1 

6600 1803$ 0 

0000100340 

6(1/08/00 

50 454 

0 

8800100070 

8001110007/ 

08/00/0(1 

50*2 

080(1100306 

6806 l 8035 l 

88/08/05 

50*344 

p 

0608160100 

0000180000 

00/00/1 1 

50 4 

000(1 1003 $7 

0008160352 

8(1/00/04 

60 25$ 

V 

8006160104 

0008100000 

00/00/11 

50 4 

0000 IGQ358 

000810035$ 

88/07/28 

00 344 

0 

08081801 10 

81)06100106 

08/00/00 

$or 

0800100301 

000816030$ 

UH/0//26 

$0 344 

Q 

0608160110 

0000100009 

00/0// 10 

FOii 

00001 603 OG 

0008160363 

80/00/05 

60*32/ 

P 

8808180121 

0000 180114 

08/08/04 

$0*: 

0000100367 

000818U383 

00/00/05 

5032/ 

P 

6806100124 

0838180112 

00/07/20 

50 :: 

OOGQ 100372 

0008160360 

80/00/03 

50 210 

0 

80001 80 I2A 

0008160090 

08/07/ in 

roi. 

0GGO1CO3 73 

00001603/0 

00/00/04 

60 203 

0 

8608160133 

0008160000 

00/0// 10 

roii 

0006100374 

01)08100308 

88 mm 

$0 408 

p 

miuimov.To 

UMIV 180101 

00/07/25 

GO: 

0OO01CO365 

0008160303 

80/06/12 

60 344 

p 

6008 163 MO 

0000180090 

08/0//18 

FOl 

0OOU1CO307 

8008160312 

00/07/21 

$0 322 

r 

0008180140 

8000180130 

80/00 709 

so*: 

0800 1003 90 

U60B160300 

60/00/03 

50 352 

p 

0806180104 

6(108180009 

00/07/18 

FOl. 

0000160391 

00001603(10 

00/00/03 

50 352 

p 

00081 80 150 

0008180009 

00/07/10 

FOl. 

080016039$ 

0800(80303 

00/00/01 

GEN TEC 1 

s 

06081801$/ 

080818015$ 

08/08/0$ 

5 Oc 

0000160404 

080010033 3 

00/08/02 

$0 412 

p 

8608100109 

880010015$ 

00/08/0$ 

5<K 

0800 1604 09 

0000100308 

00)00/09 

$0-400 

p 

0800100160 

0008100040 

80/08/1$ 


0800100411 

00001 GO 3G0 

08/08/09 

50 400 

p 

88081 CO IGI 

8800100140 

08/00/00 

COf 

000016041$ 

8800IG0402 

00/08/04 

$0 443 

p 

880810010$ 

(1800100000 

00/07/10 

roi. 

8000 1004 16 

0000160303 

00/00/12 

50344 

p 

0808 1001 GO 

0800 100 IG3 

OB/Ofl/OO 

so : 

8000 160422 

0800160102 

00/00/04 

50*443 

p 

88001 881 G7 

0800240209 

00/00/05 

50 : 

88O01GO4P4 

00O01GO421 

00/08/03 

50 423 

0 

0800 1801 GO 

0800100130 

00/00/12 

70*1 

8000160428 

0G98IGIMO2 

08/06/04 

60 443 

p 

8008100170 

0000 100009 

80/07/10 

50 : 

0800160434 

0000160340 

00/00/09 

50*271 

p 

8808180173 

0800100000 

00/07/10 

FOl 

0600160436 

0000160431 

C0/00/GU 

WASTE MCU 


88081801 70 

0000160177 

00/00/12 

70 ; 

0000100438 

0000160433 

00/08/05 

CONTRACT 


0000 180 180 

0000100009 

08/07/10 

so*: 

0 BO0 16042.0 

080016044$ 

08/00/03 

50 335 

0 

GG08180182 

8000100177 

00/00/12 

70 i 

8000160460 

0000160340 

00/08/00 

50 271 

p 

0800(00183 

0000100177 

08/00/12 

70*2 

0000160462 

0006160446 

08/07/21 

50 28$ 

n 

0000100104 

0808100102 

00/00/ 1 1 

GO ' 

0800170002 

0GOB 170001 

00/08/12 

50 44$ 

0 

80081 GO 100 

0000100106 

00/00/05 

50 ; 
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accession number 


ACCESSION NUMBER 


enclosure 


eer>8 180^99 
eeoaiA 0202 

6608180203 
6808 160205 
Ufioa 180206 

8808130207 

eeoaieo 2 io 

66031802M 

6809100214 

6608180216 

66081602 1 7 
6609 1 6022 1 
6609180222 
86081 B0223 
8609180225 

83C6 160227 
86C8 160229 
0609160230 
02081 0023 J 
8308180233 

0908183239 

09081832-14 

00381832-15 

0908183248 

8808183250 

0908 180250 
9908180202 
0008183267 
0903 100200 
ee08 180270 

8808)80272 

0908180273 

80081002/6 

8908180286 

8908180208 

0800100250 

8608160235 

6609180237 

6600180299 

6609160301 

860B 160303 
86031 6030-1 
6608 1 603 00 
6606160311 
86C8180315 

8908100310 
8808180331 
8(100 100336 
8930180342 
8908100347 

0908100359 
0900100302 
0808100369 
8008160375 
0008 1603 79 

0BO016O30-1 
8000 160386 
8600180309 
0806180391 
BB0B 1 0039 J 

0608100397 
8806100390 
08COJ 80401 
8000100*10/ 
B8CO10C11 1 

8800100410 
6800160422 
8808100436 
88001 9-JC02 
090819001 7 

8900190026 

0900190026 

8000190029 

0909190036 

8600190041 

0BOU1GOU49 
8600190068 
86C819C070 
8808 19007 J 
860819C072 

0808190079 
8008190096 
68081 D0 109 
0000190121 
8800190132 

800819015? 

0000190104 


PRINCIPAL 

DATE 

DOCUMENT 

ISSUED 

8098100009 

80/07/10 

0900 100 197 

08/00/10 

0I3C818O193 

88/08/09 

08C81OO19G 

80/08/05 

0000100099 

83/07/18 

8800180109 

00/00/ ro 

0800 100099 

8U/07/10 

0000100193 

80/00/00 

0009100212 

80/08/00 

9800100107 

80/00/10 

0009180212 

08/00/08 

00O81GO3U4 

00/08/09 

0000100099 

00/07/10 

0000100216 

(10/07/20 

0008190201 

68/08/12 

0080100099 

88/07/10 

8000100220 

08/00/12 

09C8 100220 

88/08/12 

0000 J 00090 

00/07/10 

0800 100090 

88/07/10 

0008100232 

80/00/05 

0900180232 

80/00/05 

0009100000 

00/07/10 

8000100236 

03/08/04 

0008100000 

80/07/10 

8800100000 

03/07/10 

O0OU 100253 

08/08/04 

9000100200 

80/00/00 

0000100253 

00/03/04 

8000190264 

00/07/20 

0000100000 

00/07/ J0 

0090100271 

00/00/00 

0000100099 

00/07/10 

0900 1 00090 

00/07/18 

0900100203 

08/00/08 

0000 100900 

08/07/10 

rmou 189099 

88/07/18 

0009 IC0282 

80/00/00 

00OU1GCO99 

88/07/10 

9000100202 

00/08/00 

9000100099 

80/07/19 

0090100202 

00/00/00 

0000100099 

00/07/10 

08U0 100293 

00/00/09 

0000 1003 14 

00/08/05 

8(1001003 14 

00/08/05 

0000100330 

06/00/08 

00OU 100203 

80/08/00 

08001803-10 

80/08/10 

(1000100344 

00/00/ 1 7 

0000190099 

83/07/10 

0000100099 

88/07/18 

0900100000 

00/07/18 

0000 180099 

80/07710 

0000100009 

U0/O7/18 

0000100039 

08/07/10 

8000100099 

08/07/10 

80U0|0(JOD9 

80/07/10 

0003100090 

00/07/10 

9000100099 

00/07/10 

0000100394 

08/07/13 

0900100396 

80/07/20 

8.9001 DO JOG 

00/07/20 

0000100400 

00/00/ 1 7 

8008 100409 

00/00/11 

00OU18O415 

88/00/10 

0800100419 

88/08/12 

9800180436 

80/07/20 

0000190001 

00/08/10 

8008190014 

80/00/12 

0008100022 

08/00/10 

8008190014 

00/00/12 

0300190021 

98/07/27 

8800190032 

BB/00/10 

8000190024 

80/08/05 

0000190039 

80/08/15 

080019006-1 

08/00/03 

0800190064 

60/00/03 

0008120201 

08/08/06 

0808190064 

88/08/03 

0800100076 

08/00/05 

6808190007 

88/08/11 

8808100080 

08/08/09 

0008 190117 

80/08/09 

8300190130 

86/07/27 

8308100)56 

06/08/09 

8000190159 

66/00/10 


SUBJECT 

CATEGORY 

FOIA 

ENCLOSURE 

9808 19D 168 

50 333 

P 

8908190170 

60 334 

P 

B3O019O173 

50 267 

FOIA 

P 

B90dl90l74 

8908100176 

S'J 267 

FO'A 

F> 

8B0B19Q177 

6808190161 

53 334 

P 

0809190102 

50 296 

P 

880319018? 

50-333 

p 

eoc8isoi8y 

60-298 

ADVCM 

FOIA 

71-3C02 

P 

B8C8100I9I 

8808190198 

88C8190507 

6808190234 

50-3;*8 

FOIA 
/0 3055 

70 3055 

FOIA 

FOIA 

O 

8008 100215 

8008190248 

BB081G0263 

6608190276 

0605100276 

6609190284 

50-26 7 

P 

88091S0286 

50 267 

FOIA 

70-143 

FOIA 

F CIA 

P 

8600190231 

6809190234 

8800190297 

G8C81993C0 

00C6 190303 

50 400 

0 

8808190334 

59 362 

p 

0808220C05 

50400 

71-6717 

FOIA 

0 

BBC 02 20010 

080822001 l 

88082200 F4 

50 520 

FC(A 

FO'A 

h 

880822003? 

8808220041 

8008220076 

50 259 

FOIA 

FOIA 

P 

6006220089 

0008220133 

BR96220153 

50-102 

P 

6008220175 

50 390 

O 

RR992201B1 

50 102 

P 

000822010? 

50390 

Q 

8808220189 

50 182 

FOIA 

F 1 

6806220191 

8808220193 

50 374 

? 

000622019-1 

50 601 

A 

8008220195 

50 C01 

WASTE MCiT 

A 

6308220201 
8008 2? 020 2 

50-259 

P 

6308220206 

t- 

C 

2 

c 

<<<<< <<<<< Z 

~>g oococ ooooo 6 

U. U. li. ii- U- !— Lj_ U_ Jj_ LL. f-x. 

O 

B608220221 

0009250224 

603822O220 

8398220233 

6908220236 

B338220233 

8308220240 

9908220242 

880822026? 

6808220266 

8808220275 

0B082202B1 

6808220285 

50-141 

P 

0008220267 

50 341 

F* 

88C8220290 

50 202 

P 

0808220295 

50 346 

M 

88C8220300 

50 462 

P 

8806220304 

50 298 

P 

68C8220397 

50-320 

P 

88C8220338 

50 298 

O 

880B220313 

50 346 

P 

8806220315 

50 315 

Q 

0806220316 

50-346 

P 

0009220310 

50-219 

O 

880622O319 

50-282 

V 

6008220323 

5039/ 

P 

0008220325 

50295 

0 

88C8220329 

60 361 

0 

08G822O332 

50-361 

Q 

8808220335 

50-29 

V 

0808220336 

50-361 

O 

800822033B 

60 275 

O 

8808220343 

£0-346 

O 

8808220344 

50-317 

P 

6308220345 

50-312 

71-4986 

P 

8908220353 

BB08220357 

50-29 

0 

6803220361 

50-286 

Q 

0808220362 


PRINCIPAL 

DOCUMENT 

8608190153 

8008190153 

8508190167 

8508190163 

8808100153 

8600190167 
88001 6C029 
0600190179 
8600190024 
86C8190I85 

68C019O19O 

8^28190196 

88381902C5 

8038190231 

0508150243 

0608150243 
8B0B1 90259 
86C0 190273 
8609190273 
860B1B0279 

8606103273 

0600190282 

6808190292 

6806150362 

6838190203 

6838190299 

6808190239 

68082200C4 

8908220007 

880022C009 

820825C0M 

0600220030 

0000220038 

860922C069 

8809220003 

08C622O114 

08CB22O148 

6308220172 

6908220162 

8908220186 

8000220180 

8938220190 

8390220190 

8938220192 

8938220192 

8908220 19B 
8908220108 
890022018-1 
8908220102 
8908220102 

8908220130 

8908220130 

8908220231 

8903220234 

8908220235 

8908220239 

8008220256 

8908220256 

88382202/3 

8308220276 

8808220282 

8908220279 

8308220269 

8908220293 

8008220296 

8000220301 
8908220305 
8908220303 
8908220309 
890922C3 f f 

8900220314 

8609220317 

8609220302 

86C8220320 

0808220321 

0808220302 

6808220327 

8008220333 

6800220334 

8908220337 

8609220341 

8008220340 

86CB2203-12 

88C8220352 

8808220350 

6808220356 

8003220359 


date SUBJECT 

ISSUED CATEGORY 


0R'C8/O8 

50269 

1 

88/C8/0B 

50 269 

J 

88/C8/12 

50 334 

O 

1 

88/C8/03 

50 269 

08/C8/O8 

50 269 

1 


88/C8/1? 

50 334 

08/C8/O8 

50 31? 

08/08/12 

50 456 

68'C8/05 

50 397 

d8/C8M2 

50 275 


88/C8/10 CONTRACT 

08/C8/1O 50 440 

08/C8/11 50 461 

00/C8/16 WASTE RES 

88/C8/10 50 277 


08/C8/1O 

50 277 

ea/ca/u 

50 320 

98/03/ 1 2 

50-260 

08/08/12 

50 260 

99/08/10 

ORG 


93/08/10 

ORG 

89/08/11 

50 373 

83/09/ H 

50 2 86 

89/08/CS 

50 103 

88/0.9/ \2 

OA59? 


89/00/12 

OA&03 

88/00/12 

OA593 

88/09/11 

50 483 

88/0B/O1 

50 255 

88/08/ 11 

50-461 


08/06/18 

WASTE f/GT 

00/08/ 17 

50 261 

08/02/23 

70 2706 

09/08/12 

50 498 

08/CB/1O 

50 155 

63/08/10 

50 397 

88/08/15 

TOPREP 

BB/08/12 

50 298 

88/08/12 

50 4 98 

RB/00/08 

50 424 


69/00/12 50 265 

86/06/16 50 400 

88/03/ 1 6 50 400 

08/08' J 7 40 802/ 

86/09/17 40 0027 


8R/09/17 

50 424 

86/08/17 

50 424 

88/08/16 

50 317 

88/08/17 

/0 734 

08/08/ 17 

70734 


B8/C8/05 

88/08/05 

88/08/11 

88/08/15 

99/08/12 


50 528 
50 528 
50 275 
50 445 
TOPREP 


60/08/15 

50 499 

08/03/12 

50 295 

89/03/12 

50 235 

86/08/09 

50 277 

86/06/C9 

50 27? 


88/08/09 

50 277 

88/C8/09 

50 277 

08/C8/U9 

50277 

88/08/09 

50277 

88/08/09 

50 277 


88/08/C9 

50 277 

8B/09/C9 

50 277 

68/08/09 

50 277 

08/08/09 

50 277 

8B/08/09 

50 2/7 


88/08/09 

50 27/ 

88/08/09 

50 277 

88/00/12 

50 498 

60/08/09 

50 277 

88/08/09 

50 277 


86/08/ 12 

50 493 

88/08/09 

50277 

88/08/09 

50-277 

80/08/09 

50 277 

68/08/09 

50 2/7 


86/C8/09 

50-277 

8B/C8/09 

50 277 

88/08/09 

50 2/7 

88/08/09 

50 277 

88/03/09 

50 27 7 


89/00/09 50 277 

88/08/09 50 277 


OO O 0^-0 O OO C- OO^ QQ>c> c . clo. OOXO OOOOO COOCO OOOOO OCCOC OOOCO OOOOO OO 



8003220*167 

8800220365 

88/09/09 

50-277 

O 

0008240055 

GB08240G09 

00/00/15 

50 353 

890822036 B 

8R09220364 

09/09/09 

50 27? 

Q 

08G8240059 

86C824CC09 

00/06/ 15 

50 353 

8 0082 3000 6 

8903230005 

80/08/12 

50-121 

P 

BBC 82 4 006? 

8900240003 

60/00/15 

50 353 

0003230015 

8B0B230012 

80/09/03 

50 277 

O 

60C024OO67 

B9C824CO09 

63/00/15 

50 353 

8908220016 

G9O023OOH 

60/00/09 

50 27/ 

O 

69C8240C6U 

B‘JC024C003 

80/08/15 

50-153 

8908230020 

680823C019 

68/08/09 

50 277 

0 

0000240072 

68C0240009 

00/00/15 

50 35 j 

6908230022 

BQ0023C021 

06/C8/C9 

50 2/7 

0 

90092-10075 

0003240060 

00/00/03 

59 ? *>6 

6808230028 

B8C8230025 

09/09/ 11 

iophep 


8000240076 

0806240009 

00/08/ If- 

50 353 

8908230023 

BQG823C01? 

09/09/09 

50 277 

0 

0809240093 

0000240060 

08/C8/O3 

50 2C6 

B 3 0823 003 3 

000623003? 

09/09/03 

5027/ 

0 

0OO024CO95 

8000240009 

08/00/15 

50 353 

6300230044 

86092J0042 

68/08/09 

60 277 

0 

0608240086 

8809240004 

08/08/19 

SO 255 

6808230056 

8800230054 

06/07/22 

71-4006 


86CB24U080 

8808240018 

08/00/ If. 

50 251 

6808230C65 

8908233062 

66/07/25 

KOIA 


0008240993 

8600240088 

08/C8/03 

50292 

B80923C071 

6008230055 

68/00/ 1 7 

waste mgt 


0806240097 

8000240091 

80/00/ 17 

S0 3J9 

8809230122 

6808230120 

09/09/12 

50 416 

p 

B9CD240099 

8608240094 

88/00/17 

50 455 

880923UI23 

68091 70320 

68/00/12 

50 315 

p 

B909240108 

0908240105 

00/00/16 

50 206 

8809230126 

0600230120 

60/08/12 

50 416 

p 

00002401 1.1 

8600240105 

80/06/ 1 G 

SO 266 

8603230129 

8908230117 

06/07/28 

50 233 

p 

0808240 n? 

88082401 10 

00/00/17 

50 395 

8608250135 

8RQ32301 1 7 

06/07/28 

50 203 

p 

00082401 10 

6800240111 

80/00/C3 

roiA 

8608220139 

031823097 

09/00/15 

50 250 

R 

0800240125 

0800240120 

00/00/09 

50 ?24 

8908230140 

6809230097 

fia/00/15 

50 250 

R 

880024012? 

0500240120 

03/00/09 

50-324 

8908230142 

0800230133 

68/00/19 

50 32? 

O 

8800240132 

B0C82-1O13O 

05/00/15 

50 255 

6908230164 

8600230117 

06/07/28 

50 293 

P 

0800240133 

6000240131 

00/00/15 

59 327 

6800230160 

890825C079 

0B/CU/16 

50 416 

P 

8000240143 

0600240136 

69/00/10 

50 416 

6809230170 

8038230117 

09/07/26 

60 233 

P 

8000210149 

0GCO17O197 

80/00/03 

40 7102 

6608230172 

6809220166 

60/08/14 

10 4 10 

G 

0608240158 

8806240152 

60/08/16 

50 336 

66082301/3 

0600230160 

68/08/14 

50 440 

G 

86002401 62 

68G0240152 

60/00/16 

SO 3 J5 

0606233*76 

0BO023O166 

08/08/14 

50 440 

G 

06082-10 165 

6806240161 

00/08/08 

50 302 

CBC6?30in3 

000822311? 

68/07/28 

50 203 

P 

8QO824O160 

Q0CO24Om 

88/08/16 

50-327 

60 39230105 

6UC82301 17 

89/0//26 

FGIA 


06082-10 1B4 

00C624O102 

00/08/15 

50-335 

6608230195 

8B08230102 

89/09/17 

50327 

P 

0600240192 

8008240187 

00/08/ 1 1 

COW ss 

0603230204 

8900230189 

89/08/ 18 

50-331 

F 

8600240197 

6008240194 

G8/08/15 

50 327 

89C 0230205 

8008 230202 

80/00/1? 

50 336 

O 

0608240 190 

6008240004 

08/00/ 19 

50 255 

8000230222 

6008230217 

68/09/10 

5U302 

O 

8808240200 

6808240195 

80/00/15 

50 341 

08C 9 220226 

68C6230223 

88/00/10 

50 361 

P 

0000 24020 2 

8000240153 

88/00/ 17 

50 269 

0003 23 0229 

0600230223 

66/00/ 10 

50 361 

P 

8008240204 

6008240194 

09/C8/15 

69 327 

0603230232 

8609230223 

69/00/10 

50 361 

V 

0000240217 

6809240213 

80/00/ 1U 

OA993 

8908230237 

8BO023O220 

69/09/15 

HLV«LW GR 

p 

0000240210 

0OOB24O2IG 

08/00/ SO 

50265 

0908230230 

8B082J0223 

B9/09/1O 

60361 

p 

8000240222 

0006240205 

00/00/15 

50 327 

0918230242 

8600230240 

89/09/18 

50 264 

p 

080D240225 

0800240205 

00/00/15 

SO 327 

0838230249 

8900230244 

88/08/10 

50 395 

0 

800824022? 

8508240223 

09/09/1? 

SO 219 

0838230275 

88002 J02 74 

66/08/ 10 

50220 

0 

8000240220 

86O824010S 

08/09/16 

50 286 

8800230278 

89092302G? 

69/09/18 

50 312 

0 

0000240229 

68082402 10 

09/09/18 

50 3 66 

0806230230 

0009230279 

89/08/10 

50250 

0 

0608240230 

0808240205 

03/00/15 

60 32/ 

0808230298 

8009230294 

89/C8/17 

50 424 

0 

0000240241 

0'JCO?4U220 

60/09/15 

SO 320 

0800230305 

8609230302 

89/08/18 

50 327 

p 

8600240245 

8600240230 

06/00/15 

50 320 

0800230315 

0800230310 

06/08/12 

SO 260 

p 

86C0240257 

6C0024025S 

00/00/17 

50 302 

0806230318 

6BC8230312 

06/00/09 

50 400 

0 

8608240250 

0008240254 

00/00/12 

50 425 

0800230329 

88C 8 230321 

68/00/18 

50322 

u 

060824026? 

8000240266 

06/00/09 

50-260 

08C 82 30331 

8800230327 

0R/O//27 

FOIA 


B6C8240270 

6006240261 

00/00/10 

59 3/J 

6806230353 

8000230334 

80/09/19 

60 31b 

p 

8906240271 

0000240200 

08/08/ 17 

50 200 

BBC 823 0355 

8000230334 

68/05/10 

50-315 

p 

6809240274 

0000240260 

00/08/1/ 

50 260 

8806230350 

8600230334 

80/09/19 

60-315 

p 

6009240275 

8600240260 

88/08/17 

50 200 

8906230360 

8808230357 

88/00/05 

WASTE MGT 


08002402/8 

HB08 1 00396 

88/07/20 

50141 

0806230364 

8803230357 

89/06705 

WASTE MGT 


8000240200 

0808240213 

08/C0/19 

OA999 

0809230306 

68C8230357 

89/08/05 

WAS IE MGT 


0608240209 

8900240206 

08/08/17 

70 27 

0808230369 

8838230JGB 

89/08/16 

SO 293 

p 

0608240291 

8C00240213 

86/00/19 

OA999 

0800230370 

0008230367 

80/09/15 

50 346 

p 

06082-10292 

80 C6 24 0200 

66/06/1? 

70 27 

BOO 02303 70 

8808230375 

09/06/10 

FOIA 


8B08240301 

6000240297 

69/00/16 

50-327 

89C8233JU0 

8000230373 

On/OB/15 

50 424 

0 

000624030? 

0006240299 

66/00/05 

SO 324 

0900230383 

0000230302 

63/09716 

50 286 

p 

690824030J 

6808240297 

00/00/16 

SO 327 

6008230304 

8808230382 

80/08/16 

50 200 

p 

0000240308 

08OB3CO26O 

00/00/15 

50 331 

8008230385 

6808230377 

63/07/20 

fo;a 


0800210312 

88D021O3M 

00/00/19 

50 255 

8908230308 

6008230373 

60/00/15 

50 424 

0 

0808240310 

0808240307 

88/00/15 

50 32? 

0008230390 

0808230377 

08/07/20 

FOIA 


8800240318 

0000240307 

88/08/15 

50 327 

8808230392 

B8CB230386 

68/00/12 

50 408 

Q 

8608240335 

0000240331 

00/08/12 

PR 

8806230394 

6809230377 

89/07/28 

FOIA 


06082-10337 

0608240330 

80/00/18 

50 409 

6808230404 

6609230334 

80/G6/19 

50 315 

P 

0908240340 

8600240330 

08/08/10 

50 409 

0806230409 

0608230407 

09/09/17 

50 361 

P 

6608240340 

0008240330 

06/08/10 

50 403 

C8C 8 230420 

0008230116 

69/08/ 16 

50 425 

0 

8006240347 

BBC0240336 

80/08/15 

50-317 

8009230422 

0000230418 

86/03/18 

50 364 

p 

0009240354 

B9C824D342 

88/OB/ ID 

53346 

0809240002 

600824000 1 

08/08/12 

50 260 

p 

6009240350 

6600240351 

00/00/22 

WASTE M 

0OO024OOOG 

0OGB24OCO5 

00/GO/ 16 

50-206 

p 

0808240360 

0608160446 

80/08/12 

50 424 

0608240011 

6 8C 924 0009 

88/08/15 

50 353 

0 

0009240361 

B0CO24O344 

00/00/15 

71 657 

0008240013 

090024000’J 

00/09/15 

50 353 

0 

0008240366 

8000240344 

00/00/15 

71 657 

8808240015 

8808240009 

Bfl/06/15 

50-353 

0 

0008240370 

6000240252 

0B/O6/17 

50-348 

08C62100I? 

6808240009 

00/00/15 

50-353 

0 

0000240304 

8800240300 

00/00/09 

SO 458 

B808240029 

080024CC09 

88/00/15 

50 353 

0 

8800240300 

6008240301 

00/00/10 

50-245 

DOC024OO31 

68CB240025 

B8/00/15 

50-275 

p 

8800240390 

0000240395 

00/00/19 

WASTE Rl 

06O024CO33 

0600240009 

68/08/15 

50 353 

0 

8000240394 

8800240381 

08/00710 

50-245 

0BO624CO38 

8808240009 

68/08/15 

50-353 

Q 

0808240405 

0809240402 

08/08/15 

50 34B 

8608240040 

8000240009 

6B/00/15 

50-353 

O 

0 BOO 2404 12 

0809240410 

80/00/16 

S0 265 

0008240041 

880824C023 

08/08/15 

50 374 

H 

8808240-116 

08082-10414 

80/08/19 

SO 269 

8806240014 

B80021C00D 

08/08/15 

50-353 

0 

0008240420 

0808240414 

80/00/19 

50 269 

0608240046 

0BG9240009 

09/00/15 

50 353 

0 

0008240440 

080018000/ 

88/07/20 

71 90? 2 

8BO024OO5O 

8908240C09 

89/08/15 

50353 

0 

8000240442 

8800240439 

88/00/12 

50 277 

8008240052 

86 00 24 00 09 

89/00/ \5, 

50-353 

0 

0508250002 

0806250001 

88/08/16 

50*336 


CROSS REFERENCE OF ENCLOSURES TO PRINCIPAL DOCUMENTS 399 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

88C9250G04 

8608250003 

00/00/17 

50220 

O 

8-3C 0250006 

8006250005 

86/00/16 

50 54 

P 

880925000/ 

6908250005 

00/00/16 

£054 

P 

6609 2500 19 

6606250017 

88/00/11 

£0 423 

P 

6809250034 

6600250031 

flB/CO'03 

COMMISSIO 

N 

8808250048 

0000250036 

88/08/17 

SO 382 

P 

6609250051 

6806250030 

00/08/17 

50382 

P 

6609250055 

BB0925005U 

80/00/15 

£0 316 

P 

6609250056 

6600240311 

00/08/19 

50255 

P 

880925005/ 

0000250052 

06/06/03 

50 335 

G 

8808250031 

66002500/7 

80/06/12 

WASTE L'GT 


8809250109 

0008250107 

80/00/19 

50313 

O 

88082501 11 

6608250106 

00/06/10 

50338 

O 

88092501 15 

8808250107 

80/00/19 

50-313 

0 

88082501 23 

8006250108 

80/00/10 

5033ft 

0 

8809250125 

8606250114 

86/00/10 

50 416 

P 

86082501 42 

0008250133 

80/07/21 

50275 

P 

9809250147 

0600250144 

08/00/04 

roiA 


88092501 50 

0808250133 

80/07/21 

50-275 

P 

8909250152 

8608250144 

80/00/04 

50 408 

P 

8000250^64 

8006250144 

08/00/04 

60-490 

P 

83CB250I6B 

0608250144 

00/00/04 

60 49ft 

P 

09CB25O161 

0000250144 

00/C8/04 

50 490 

P 

8900250167 

0000250153 

80/00/11 

60 ?9ft 

V 

0000250174 

0800250171 

00/08/23 

50 155 

p 

0908250177 

0000250169 

80/00/08 

50 261 

F 

0BC025O17Q 

0000250133 

08/07/21 

50-2/5 

P 

0008250183 

0008250 1C9 

00/C8/08 

50 261 

F 

6050250186 

0008250113 

0O/O//21 

60-275 

P 

0008250186 

06002501/0 

08/08/19 

xportik; 


0008250191 

0000250171) 

08/08/19 

xportuc 


0008250104 

8608250103 

00/00/11 

50 302 

Q 

0008250105 

0808250193 

08/08/11 

50 302 

O 

0000250106 

0808250102 

00/00/16 

50 373 

P 

0008250108 

8600250133 

08/07/21 

50-275 

P 

0008250204 

8908250133 

08/07/21 

50275 

P 

0008250211 

8808250133 

00/07/21 

50275 

P 

6008250213 

0808250133 

80/07/21 

50-275 

P 

0008250215 

8808250133 

00/07/21 

50 275 

P 

e 0082502 16 

0000250214 

06/08/11 

50245 

P 

00 082502 18 

8808250133 

08/07/21 

50-275 

P 

0008250221 

6608250133 

00/07/21 

50275 

P 

8000250226 

0600250224 

08/00/17 

50 344 

P 

0008250220 

0808250133 

80/07/21 

50 275 

P 

GB082502J3 

8600250133 

80/07/21 

50-275 

P 

B0OB25O254 

8600250249 

88/00/17 

£0-250 

P 

0008250287 

O0O025O2G5 

00/08/19 

xpofitlic 


0008250275 

06OQ25U2/4 

00/08/09 

50 461 

P 

0008250277 

0608250274 

80/00/09 

60 461 

P 

0008250279 

0006250274 

00/00/09 

50-461 

P 

0008250201 

0600250278 

08/00/22 

60 445 

r 

0000250205 

0608250201 

00/00/10 

50 275 

F 

0908250206 

8600250274 

60/00/09 

50 461 

P 

0008250207 

0608250200 

00/08/19 

XPORTUC 


8908250209 

6008250274 

80/00/00 

50 461 

P 

8908250201 

8608250274 

00/00/09 

50 461 

P 

8008250300 

8600250296 

08/00/19 

50445 

A 

8008250305 

8608250202 

80/07/27 

50-254 

K 

8008250311 

0606250309 

08/00/17 

50-313 

P 

8908250312 

8600250309 

80/00/17 

50-313 

P 

8008250314 

0606250133 

08/07/21 

50 275 

P 

8008250321 

6606250133 

00/07/21 

50275 

P 

0008250323 

8800250319 

08/00/19 

50-445 

O 

0908250325 

0808250319 

86/00/19 

50 445 

O 

8008250327 

0808250326 

08/00/16 

50-254 

P 

0008250328 

8808250326 

08/08/16 

50 254 

P 

8000250331 

8808250133 

08/07/21 

50-275 

P 

8800250335 

8808250133 

08/07/21 

50-275 

P 

8008250337 

8600250334 

08/08/18 

50 458 

0 

8000250343 

8808250133 

80/07/21 

50-275 

p 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DATE 

SUBJECT 



DOCUMENT 

ISSUED 

CATEGORY 

0008250345 

BBC 0250342 

80/08/17 

50-303 

O 

6808250355 

060 B2 50351 

60/08/19 

50-26/ 

O 

09O0PSO356 

QBCB250133 

00/07/21 

50-275 

P 

6808250350 

8608 250351 

80/08/19 

50-267 

Q 

68O82503C0 

8600250359 

80/08/22 

£0-454 

P 

8808250364 

8606250133 

00/07/21 

50-275 

P 

090025036/ 

PRO 6250 133 

00/07/21 

50-275 

P 

0800250375 

86082503/1 

88/08/18 

50 440 

P 

6908260300 

86002503/1 

00/06/ 18 

£0-440 

P 

883925038 f 

06082503/9 

88/00/19 

£0-341 

P 

B809P603Q2 

6600250379 

88/00/ 10 

£0*3-1 1 

P 

0006260303 

6638250379 

80/05/19 

50-341 

P 

0800260036 

6800250133 

00/O//21 

50-275 

P 

8U062600-14 

6008250133 

P0/O7/21 

50-2/5 

P 

8808200060 

6800260070 

0G/C0/O2 

50-254 

Q 

0800260086 

6808260133 

80/07/21 

50-2/5 

P 

0808260096 

8000250133 

80/07/21 

50-275 

p 

8808260106 

6000250133 

00/07/21 

50-275 

P 

8808260 1 1 6 

6800250133 

08/07/21 

50-275 

p 

88C8260I34 

6000250133 

86/07/21 

50*275 

P 

Oaoo 2 toi 6 / 

88092601C1 

08/00/02 

50-374 

S 

8808260172 

6P09260101 

00/06/02 

50-374 

S 

0908260106 

8800200107 

00/00/08 

FOIA 


6808260208 

8800260 107 

00/O0/C8 

FOIA 


8008260215 

8806260187 

08/00/08 

FOIA 


8000260233 

8OC026O1U7 

H0/O8/O8 

FOIA 


600820034 i 

06CB26O336 

08/08/10 

FOIA 


6Q0026Q3G3 

8608260354 

60/08/08 

50-400 

P 

60032603/0 

86O02GO354 

Rft/08/00 

50-198 

0 

6003260470 

8608260461 

69/08/08 

FOIA 


60032C04&3 

8800260461 

00/88/08 

FOIA 


0803260-190 

6800260-161 

69/08/08 

roiA 


G0062G0493 

0000260461 

89/08/08 

FOIA 


0UOB2GO49O 

680(1260-161 

00/0(1/00 

FOIA 


6806200504 

6009260461 

GD/on/oo 

FOIA 


6003260503 

8009260461 

00/08/09 

FOA 


0UO32GO5 1 G 

8000260461 

00/09/09 

FOIA 


6003200520 

8600260461 

06/oa/oft 

roA 


GB032G0S21 

8600260461 

00/08/08 

FOIA 


6000260522 

0000260461 

00/00/08 

FO'A 


0006290020 

80002201)4 

ca/cano 

50087 

p 

0800200122 

8BO02931 1ft 

00/08/05 

FOIA 


08C03C(1151 

8000303 136 

00/07/28 

50 34 1 

c 

0008300109 

86000200 10 

B4/O7/20 

50-313 

p 

0000300291 

8BO03O02O9 

60/08/15 

50-331 

R 

0000310051 

8600310026 

09/08/25 

PR 


000831006 1 

0600310026 

B9/08/25 

PR 


0000310071 

8608310026 

80/08/25 

PR 


8G003 10079 

0608310026 

69/08/25 

PR 


8000310091 

8600310026 

89/08/25 

PR 


8008310 1 1 8 

8600310026 

69/08/25 

PR 


0006310139 

8000310026 

89/08/25 

Pfl 


0008310133 

8600310026 

00/00/25 

PR 


8006310130 

8000310026 

69/09/25 

PH 


0806310141 

0000310026 

89/00/25 

Pfl 


080631014 J 

0000310026 

08/03/25 

PR 


0OD63JOM9 

03003)0026 

00/09725 

PR 


0000310178 

0000310026 

OB/CB/25 

PR 


0803310182 

6900310026 

80/00/25 

f>R 


0800310168 

0000310026 

Q8/C8/25 

PR 


0800310197 

600931 0026 

C8/08/25 

PR 


0800310204 

6000310026 

88/08/25 

F»R 


0803310227 

0000250237 

03/08/1/ 

50412 

F 

0GO331O23O 

6000310026 

08/08/25 

PR 


6803310231 

6000310026 

68/08/25 

PR 


0803310234 

6008310026 

89/00/25 

PR 


0800310238 

0908310026 

89/00/25 

PR 


0800310241 

8008310326 

80/09/25 

PR 


OBOBJ1U242 

8008310026 

8B/09/25 

PR 


0806310243 

800831 C026 

83/00/25 

PR 


0800310245 

8G083IC026 

08/00/25 

PR 


0806310247 

8608310026 

80/00/25 

PR 





APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPLICATION/CONSTUUCTION STAGE DOCUMENTS ANI) CORRESPONDENCE 

This category follows the application from submission lo the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories. Included are: 

1 Application for construction permit 

2. General Information submit (eel with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4. NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5. 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to (he construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding (he Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safely Analysis Report). 

2. Amendments and changes to the PSAR. 
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4. 


Certi Hcales of service to (he PSAR. 


C. UTJLITY ENVIRONMENTAL REPORT f HR). AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence arc Tiled in Categories A, D, M, P or R. 

1. Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal and acknowledgement letters. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register noliccs citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the p rinmy subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence arc in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DCS and FES. 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above. 

8. Federal register notice citing availability of items 1 and 2. 

9. Site visits to obtain information for DES or FES. 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A, P or W, depending on the phase of the licensing process. 
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2 Supplements lo SF.R. 

3. Correspondence relating to SF“R. 

4. Federal register notices citing availability of items I and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in preparing SER; responses to such requests. 

7 Meeting announcements or reports of meetings where the primary subject of discussion is the 

SER. 

8. Transmittal ami acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category arc individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1. Eire Hazard Protection Plan and surveys. 

2. Plant evacuation correspondence. 

3. Safeguards Contingency Plans. 

4. Review of Health Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. Supplements, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all noil-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings. 

3 . Requests lo make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e g., SLR, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

9. Legal filings and Commission orders and decisions resulting from item 8. 
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hems that have no substantive technical content or meaning for the status ot the license or applica- 
tion are included. 

I Change of address notifications. 

2. Changes in structure of organization. 

3. Changes in service lists. 

4 NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7. Letters of support, concern or opposition to the facility. 

8 Correspondence regarding the Local Public Document Rooms (LPDRs) 

9. Professional qualification statements not pertaining to the hearing process. 

1. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports. 

2. Separately submitted financial information and related correspondence. 

J INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to tire items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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This category is limited to documents pertaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit. 

| Limited Work Authorizations (LWA) and amendments. 

2 Correspondence pertaining to work performed under LWA s 


M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

). Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Requested by the Attorney General for Antitrust Review” 

2. Correspondence where the primary topic of discussion is antitrust matters. 

.L All antitrust proceeding related documents except for hearing transcripts, testimony and brief- 
ings, which are filed in category N 


N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
m/irtcrs. Related correspondence falls in category M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1. Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2. Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters. 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Application/Construction Stage (category A) file for general 
technical Items dated from the issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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4. Federal register notices citing availability of items 1 and 2. 

5 Correspondence regarding the Final Safety Analysis Report (FSAR). 

6 AH general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on lire operating license. 

8. Information on the Standard Review Plan (SIT). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP) 

1 1. Owner's group meeting announcements and reports. 

12. Quality assurance information. 

13 Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPECTION REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant's determination of proprietary nature of inspection reports. 

5 Letters concerning areas of noncornplianec. 

6. Prc-servjee and in-scrvicc inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that docs not specifically relate 
to incidents or events as defined in category S. 
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Thh category includes periodic reports of a routine future 
1 Monthly semiannual, or annual operating reports (oilier than financial) 

2. Periodic environmental monitoring, ctfluenl testing, or similar reports. 

3 Periodic personnel exposure reports 

4 Opciattona) Logbooks. 

Logbooks on Lnvuomncnial Data 
Logbooks on Radiological Dala 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5 Correspondence or other documents relating to the above listed items 


S REPORTABLE OCCUR R I NCES. PNOs. PNSs AND RELATE!) CORRESPONDENCE 

'I his category contains all materials rclaung to abnormal, uriiisnal. reportable or rnnirouiinc occur- 
rences or events. Tins includes 

1 All 24-hum, 10-day, 30-day. interim and I'mal Licensee Event Reports (LERs) am) followup 
correspondence (also called incident reports, abnormal occurrence reports and re portable 
occurrences). 

2 Potential or possible reportable deficiency reports and related correspondence. 

V Per sunned exposure reports 

4 Construction deficiency reports submitted under 10 Cl R 50 S5e. 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 

Events (PN s). 

h. Environmental Technical Specifications violation reports and Environmental Hvcm reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relaling to items 17 

T TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

Tins category contains all word-for-word transcripts, except fur antitrust matters (category N). 
testimony and briefings, and congressional matters (category U). 

1 Atomic Safely and Licensing Hoard (ASLB) and Alonm Salety and Licensing Appeal Board 
(ASLAB) transcripts. 

2 Testimony and statements submitted to ASLB and ASLALL 

3 Commission meeting transcripts 

4. NRC staff briefings 10 the Commission 

5. Statements and written testimony submitted at Commission meeting or hearings 

6. Transcripts of utdiry briefs to NRC staff. 

7 Advisory Committee on Reactor Safeguards (ACRS> meeting transcripts. 

8. Corrections to above items 
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inquiries arc filed in category II. 

1 Statements and testimony before Congress or before bodies/eomimttccs appointed by the 
Executive or Legislative Branches 

2 Preparatory and backup documents for item I. 

.1 . Correspondence to and from NRC Office of Congressional Affairs. Congress and the Executive 

Branch on other than constituent response matters 


V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results. 

3 Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
items from the application lor termination of the operating license onward. 

J. Application for authority to voluntarily surrender license. 

2. Application to dismantle the facility and dispose of component parts. 

3 Technical documents submitted in support of items I and 2, such as: Decommissioning Plan. 

Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning. 

4. Documents relating to disposal of radioactive material and decontamination of the site 
5 Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 

X. ONSITE LOW LEVEL WASTES STORAGE 

Tins category contains items related to the onsite storage of low-level radioactive wastes generated onsite. 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Dockct'72 number. For installations on a 

reactor site, the associated Dockel-50 number will also be identified. 

1. License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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5. Committee related correspondence. 


COMMISSION - NRC Commissioners 

This category contains document a iron pertaining to the daily conduct ot Coinmissinn business in 
the Office of the Comnussiouets. including 

|. Incoming .nul uuigmng conespoiulence to and fmiu the Commissioners relating to official 
NKC business, including reports and other enclosures. 

2 . Tiavel vouchers, telephone logs and official appointment calendars of individual Commissioners. 

C Weekly Information Reports (SI:CY series number) prepared by the Executive Diicclor for 
Operations (11)0) lor the Commissioners, providing a summary of key events and items of 
interest undci taken by individual staff and program offices. 

NOT! For lianscnpis ol Commission meetings, sec 10CTK category, l or all other statf paper*, 
with a SI OY scries designation prepared for Commission review, see SI C* Y category. 


CONTRACT NRC Contracts and Modifications 

Tins category contains documentation pertaining to AFC and NRC contracts and imci agency 
Agreements, including 

1. Notifications of issuance ol icijucsi for proposal (RFP) and invitations for bid (II H). 

2. Solicitations (RI P or IFB) issued by the NRC. 

3. • Notification* of contract execution, specifying contract number , project mlc, contractor 

name, conduct type, funding, and period of performance. 

4. Contractual documents ami contract modifications, if any. 

DISCLOSURE - Financial Disclosure Information 

This category contains financial disclosure information in accordance with the Ethics in Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and rccoids released in accordance with the 

provisions ol the Freedom of Information Act (FOIA). Documents in this category include 

I. Requests made by any member of the public (assigned an identifying number YY-NNN 
for Iasi two digits of the vcai numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Infonmiioti Act. 

2 Correspondence between the NRC and the requester iclevant to the processing, appeal, 
denial m granting of an FulA request. 

3. Records or poitions of records released in response lo specific requests made under FOIA. 
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I Draft reports ot action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry ami internal correspondence regarding tlie methodologies, 
analyses, and programmatic and technical aspects of' issues. 

3 Meeting notifications and minutes. 

4. interim findings and status reports on generic tasks addressing related aspects of generic 

technical issues. 

I&E - Inspection and Enforcement 

Dus category contains bulletins, cu culms and informal ton nonces that are issued by the 01 bee ol 
Inspection and I nloi cement. These issuances descube patiicular events dial occur ai a facility 
Uui may le^unc some follow up action on the part of licensees. Also included in ilns category 
aie preliminary noiilicaiioiis ol events (PNOs). 

I l&l' Ciradats. which describe uu event at a licensed lacduy and ate uUnruutumjl m nature, 

a |&[ Information Notices, which are similar to circulars but arc preliminary in nature and 

issued shortly alien an event has occurred. 

|&|; Ihilletnis. which describe an event at a licensed facility and iei|iicsi all recipients in 
peilbrni ceiiani actions as a icsiili ot ilns event. 

4. Preliminary Notifications of I vents (PNOs), which provide updated information of an event 
of safety or public true test significance. 

NOT! For letters forwarding the above issuances, utility responses to such issuances, and 
related cnricspnitdcncc. see ( alegoiy Q of individual docket categories. 


MISC Public Document Room Miscellaneous 

Hus category contains documents that do nol fall into the scope of the other noiulockeied 
categories 

NUREC - NURECi Reports and Related Correspondence 

These documents ,,,• lo.mul icpcis issued hy the U S. Nuclear RcRiilal.Hy Cumin, ssinn winch 
any the Nl'UK. senes cute and correspondence pci taming u> those tepotvs. Nt'Rt C» icpon* 

;m ;icl mulls Dl work poi l\n mcil enlici hy ihe NIU' stall m hy NRC coiiiracims. 

I. These lepoiis aie mnmally final wmh pinducis and :ue chaiacieri/ed hv the lollowmg emcru 

a. They aie piodocisional d.iemiienis which p.oscm nii.mnaiinn u> he consideied m 
Commission licensing and policy decisions. 

h. They piesem the results ol C ommission licensing anil policy decisions. 

c They picsei ii the iom.Iis ol technical .osca.ch conducted I... the 

Conespondeiicc horn unhisl.y. government and uiie.esied tnen.he.s ol the puhhc c.nn.ncnnng 
on lepoiis oi iec|iic’sling claiilicaiion or mieipieiaiinn 

huem.il NRC mem. sinuinaii/uig niceiniL’s »i discussions per i.i"n"g i» the onicm ol 

the jcpoi is 


Ollier than Regulatory Guides that pertain to me au-.u» K 

mem. and emergency pennons no. assigned Petition for Rulemaking (PRM) numbers that request 

the Commission to take immediate action on some issue. Included arc 


1 Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and tiie International Atomic 
Eneigy Agency. 

2 Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility, e.g. fcPA has authority 
to control all radioactive pollutants emitted into the air. 

3. Internal memoranda, correspondence between NRC and Congress, and olhei technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions Hied by 
parties on such topics as fire protection ami re-analysis of the capacity of operating US. 
plants to withstand earthquakes. 


NOTE: For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the Ri:GGD category. 


For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are. 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included arc: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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Comments trom the nuclear industry, proiessionai associations, puunc interest groups anu 
others in favor of or tn opposition lo the PRM. 


NOTE For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, sec the SECY category. 

For Commission review of staff recommendations, see the I0CFR category. 

PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: (1) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a senes of numbers. 

1. "Pre-dockeied" commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the applh 
cation and the Preliminary Safety Analysis Report (PSAR) is submilted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents arc grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 scries. 

A. Appltealion/Conslructiun Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of the PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and -elated material pertaining lo the antitrust review. 
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2. Notices of deviations. 

3. Follow-up correspondence resolving deviations cited. 

2. Government -owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related io test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT2 1 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that arc engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria arc 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


RJEGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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j Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTI: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation per- 
taining to research activities of the Commission. Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look” reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Leucr, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing will) technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Utters (RILs) transmitting the documented results from com- 
pletcd research programs. 

NOIL: For final reports of research conducted by contractors, sec also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise io aid management in reviewing researc 


projects, new research projects, and priorities witnin tne tecnnicai areas cover cu uy me r^earen 
review group. Documents in this category are 

] . Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 

views. 

3 Research plans and predicted results of major experiments; presentations by research contractors 

4. Comments on meetings f/om attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings arc instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include. 

1. Designations of the presiding officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

1. Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROG - State Programs 

This category contains records that pertain to the Commission's activities and interaction with State 
governments. Areas covered include: (l)lhe State Agreements Program, whereby Slates may assume 
certain of the NRC's regulatory authority over nuclear materials; (2) the Agency's role in assisting 


B-8 


^ ,u,v u,,vi b '- ..I n.> Jduiuiu^itdi unit r^ciiLits . diicj t 3 ) a wiue range 

of liaison and cooperative activities regarding such functions as licensing and siting. It includes 

1 . Correspondence between and among NRC Office of Stale Programs and Slate officials, 
mostly Slate liaison officers, regarding; 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas 

2 . Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations, i.e decommissioning and facility siting 

3 Slate legislative Reports 

4. Agreement State Licensing Statistics Reports. 

NOTE For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, sec the Projects category . 


TOPREP - Vendor Reports and “Related Correspondence 

Tins category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. Genera! vendor 
related correspondence that i' not docket specific is aJso included in this category. 

1. Topical icports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2 . Revisions, modified lions and amendments to topical reports 

3. Correspondence between NRC* and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria 

NOT!! For reports submitted by utilities that arc written by vendors on their behalf and lhat 
relate to docketed cases, see the categories for the Docket 50 senes. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the series designated 
b\ a WM prefix. These documents deal primarily with NRC's interaction with DOE and its future 
role in licensing and regulating DOL facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged late; to include records dealing with low-level 
waste issues and tasks. The documents m thi* megory are. 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites foi nuclear waste reposnorics. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRCs advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for bi'Kdl of J-fense wastes. 

4. NRC draft staff guides for developing jsitions on the content and format of environmental 
reports for geological repositories. 


WASTE RES — Waste Management Research Reports 

Contains interim and final reports, a: d correspondence submitted to NRC by its contractors 
doing research on topics related to the storage of high-level radioactive waste. 

1. Periodic progress repons on the status of research. 

2. Trip reports of travel by NRC and contractor personnel. 

3. Draft, partial or related reports submitted for NRC review or information. 

4. Correspondence between NRC staff and contractors relating to technical questions or issues to 
be «esolved. 


XPORTLIC - Export and Import licenses 

# This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors* nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
mimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organisations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Co. irmssion decision on is:uance of a proposed license. 

10. Licenses liu.ise amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see I0CFR category. 
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